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PREFACE 


The Tide List of Documents Made Publicly Available is a monthly publication. It contains descriptions of the in- 
formation received and generated by the U.S. Nuclear Regulatory Commission (NRC). This information includes 
{ 1 ) docketed material associated with civilian nuclear power plants and other uses of radioactive materials and (2) 
nondocketed material received and generated by NRC pertinent to its role as a regulatory agency. As used here, 
docketed does not refer to Court dockets; it refers to the system by which NRC maintains its regulatory records, 
This series of documents is indexed by a Personal Author Index, a Corporate Source Index, and a Report Number 
Index. 

The docketed information contained in the Title List includes the information formerly issued through the Depart- 
ment of Energy publication Power Reactor Docket Information, last published in January 1979. Microfiche of the 
docketed information listed in the Title List is available for sale on a subscription basis from the National Technical 
Information Service (NTIS). See NOTES at the end of the Preface for the complete NTIS address. 

We encourage your comments, criticisms, and suggestions. In particular, if there are title descriptions that are not 
meaningful, please let us know so that we can correct the data base. In so far as possible, we would like this docu- 
ment to be a valuable part of your reference material. 

DOCKETED ITEMS 

The listings within Docket 50 are divided into the categories used for filing and searching in the NRC Public Docu- 
ment Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safety Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

I. Financial information 

J . Insurance and indemnity information 

K. Utility Final Safety Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M. Antitrust correspondence 

N. Antitrust hearing transcripts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 

Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences. LERs and related correspondence 

T. Hearing transcripts on non-antitrust matters 

U. Congressional/executive correspondence 

V. Licensing operators and related correspondence 
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W, Decommissioning stage documents and correspondence 

X, Onsite low-level wastes storage 


Appendix A sets forth those categories and describes the materials available in each. Omission of a category in the 
listing for a docket indicates that no documents in that category were filed in the time period of the report. 

The principal elements of the entries in the list are: 


J. 

2 . 

3. 


4. 

5. 

6 . 

7. 

8 . 

9. 

10 . 


II. 


12 . 


P, Operating license stage documents eft correspondence 

8203090028 Responds to 820201 Itr requesting documents re environ qualification of 
electrical equipment. All nonproprieiary repts will be provided to Franklin Research 
Ctr by 820408. Proprietary repts will be provided to NRC by 820510, 

Q MILLS, L.M. Q Tennessee Valley Authority. (T) 82/03/04. (T) VASSALLO, D.B. 
Operating Reactors Branch 2. ® Ip. 1216:254. ^XFiche: 50-259,82/03/04, 
8203090028. ^ | Jj | 
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NRC/PDR Document category (see Appendix A). 

NRC Accession Number (year, month, day, and sequence number of item). 

Description of information contained in the document, 

Personal author(s), An asterisk in this position indicates that there is no personal author. 

Corporate, agency or nonindividual source, 

Date of document described. 

Recipient of document and NRC or corporate affiliation. 

Pages in this document. 

The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files, 
This three-digit portion of this entry is the number of the frame on which this document starts. 

The 24X Fiche designation consists of the docket number followed by the date of the document and the acces- 
sion number for the document. This designation provides the information needed by subscribers to the Na- 
tional Technical Information Service docket microfiche to locate the document fiche. 

If this space is blank, (he document is available to the public only in the NRC Public Document Room, 1 71 7 H 
St., N,W., Washington, D.C. 20555, If this space is filled, it gives other sources for copies of the document. 
The entry may be “Available at NRC" for sale; “Available at NTJS“; or “Available at GPO." 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by date of principal items, 
Entries indented and preceded by a dash are items that were submitted as enclosures to principal items. In general, 
Indented items are not in accession number sequence. If the docketed document has a contract (FIN) number or a 
formal report number, it will appear in the last line of the item following entry 5. 

NONDOCKETED ITEMS 

The no^ocketed items are divided into the categories used for filing and searching in the NRC Public Document 
Room. These categories and their symbols are: 

lOCFR — Commission Meeting Records 

ACRS — Advisory Committee on Reactor Safeguards 

COMMISSION — * NRC Commissioners 

CONTRACT — NRC Contracts and Modifications 

DISCLOSURE -- Financial Disclosure Information 

FOIA - Freedom of Information Act Requests and Releases 

OEN TECH IS — Generic Technical Issues 



l&E — Inspection and Enforcement 

MISC — Public Document Room Miscellaneous 

NUREG — NUREG Reports and Related Correspondence 

ORG — Correspondence with Other Organizations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ — Projects— Predocket Licensing 

PT21 — Noncomphance Reports and Related Correspondence 

QA999 — Quality Assurance Inspections 

REGGD — Regulatory Guides 

RES — Research and Technical Assistance Reports 

REVIEW GRP — NRC Research Review Groups 

RM — Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — Stale Programs 
TOPREP — Vendor Reports and Related Correspondence 
WASH — Regulatory Publications— Pre-NU REG Series 
WASTE MGT — Nuclear Waste Management 
XPORTLIC — Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category in the 

listing for a docket indicates that no documents in that category were filed in the time period of the report. 


The principal elements of the nondocketed items are: 

(T) NUREG— hlb REG Reports and Related Correspondence 



8203090207 NU REG/CR- 1 672 V02 

/ RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 


I IN GEOLOGIC MEDIA. Technical Review of Documents 
^ I NU REG/CR- 1262, NU REG/CR- 1376, NUREG/CR-1377. NUREG/CR-1397 & 


^NU REG/CR- 1608. 

(T^STEVENS, C.A„ FULLWOOD, R.A., BASIN, S.L. Science Applications, Inc. 
X— >^F1N B-6694. SAI-262-81-PA. 82/02/28. Division of Risk Analysis. 

W 123 p. Available at NRC^ $6m^l2176:217. | 

(Jj) ® (l) ® ® ® (l5 ® 


1. Nondocketed category 

2. NRC Accession Number (year, month, day, and sequence number of item) 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personai author(s). An asterisk in this position indicates that there is no personal author. 

6. Corporate, agency or other nonindividual source. 

7. Contract or financial (FIN) number (if any). If the document has a secondary report number, it will appear 
following this entry. 

8. Secondary report number assigned by originator. 

9. Date of document described. 

10. NRC organizational recipient. 

11. Pages in document. 

12. All NUREG-series documents are available for purchase at NRC. Information on ordering documents is given 
below. All NUREG-series documents are also available at NTIS. Information on ordering from NTIS is also 
given below. 

13. Price for which NRC sells the document. 
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14. The NRC 48X microfiche designation for this document. This five-digit portion of this entry is the number of 
the microfiche copy of this document that is available to NRC staff who have access to 48X microfiche files. 

15. This three-digit portion of this entry is the number of the frame on which this document starts. 

The Nondocketed Items list is arranged sequentially by Accession Number within category. Indented items pre- 
ceded by a dash are enclosures to unindcnted items. 


NOTES: 

1 . Tlie address for NRC is: 

Director 

Division of Technical Information and Document Control 
U.S. Nuclear Regulatory Commission 
Washington, D.C. 20555 

To place orders, send check or money order, payable to the Superintendent of Documents. GPO Deposit Ac- 
count holders may charge their orders by calling (301 ) 492-9530. 

2. The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, cither write to NTIS or call 
the Sales Desk at (703)557-4650, Specify the NRC report number and title when you place your order. Publica- 
tions can be charged to American Express credit cards; supply the chargecard number when placing your order. 

3. The address for the PDR is: 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202) 634-3274, When ordering documents listed in this 
publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction charges for 
duplication are as follows: (1) paper to paper is $0.05 per page except for oversized documents and engineering 
drawings, which vary from $0.50 to 31.00 per square foot; (2) microform to paper is $0.05 a page for pages on 
microfiche and is $0.20 a square fool for a full-size print or $0.25 for a reduced-size print ( 18" x 24") of a draw- 
ing on an aperture card; and (3) microform to microform is $0. 1 0 per microfiche and $0,20 per aperture card. 
Orders completed for mailing or for a special delivery service will have an additional fee for the actual mailing, 
shipping, or delivery service rate. Unless a user requests special packing materials, there is no additional charge 
by the contractor for handling and wrapping materials. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders will be pro- 
cessed and mailed with a bill from Literature Research Company. An account may be established with the 
Literature Research Company by calling (703)-941-8OI8. 
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ARRANGEMENT OF ITEMS BY DOCKET NUMBER 


Docket 

Name 

Page 

Docket 

Name 

Page 

Low Level Radwaste Disposal Sites — Docket 27 








40-8102 

Exxon Co. USA, Houston, TX 

7 

27-039 

Sheffield, IL, U.S. Ecology, Inc. 

1 

40-8304 

Wyoming Mineral Corp., Lakewood, CO 

8 

27-047 

Barnwell, SC, Chem-Nuclear Systems, Inc. 

1 

40-8348 

8 

Minerals Exploration Co., Los Angeles, CA 

27-048 

Richland, WA, U.S. Ecology, Inc. 

1 






40-8380 

Rocky Mountain Energy Co., 

8 

Domestic Licensing of Source Material — Docket 4K) 



Broomfield, CO 


40-0299 

Union Carbide Corp , Grand Junction, CO 

1 

40-8452 

Bear Creek Uranium Co., Casper, WY 

8 

40-0672 

Nuclear Metals, Inc., Concord, MA 

1 

40-8502 

Wyoming Mineral Corp , Lakewood, CO 

8 

40-1162 

Western Nuclear Corp., Jeffrey City, WY 

2 

40-8584 

Minerals Exploration Co., Los Angeles, CA 

8 

40-1341 

Tennessee Valley Authority, Chattanooga, TN 

3 

40-8585 

Wyoming Mineral Corp., Lakewood, CO 

8 

40-1478 

Spencer Chemical Co., Kansas City, MO 

3 

40-8645 

Kaman Sciences Corp., Salt Lake City, UT 

8 

40-2061 

Kerr-McGec Chemical Corp., 

Oklahoma City, OK 

3 

40-8674 

Plateau Resourcces, Ltd., Grand Junction, CO 

8 



40-8681 

Energy Fuels Nuclear, Inc., Denver, CO 

8 

40-2259 

Pathfinder Mines Corp., Riverton, WY 

4 

40-8697 

9 

Rocky Mountain Energy Co., Denver, CO 

40-2384 

RMl Co., Ashtabula, OH 

4 

40-8698 

9 

Plateau Resources, Ltd , Grand Junction, CO 

40-3453 

Atlas Mineral, Inc., Denver, CO 

4 






40-8709 

Westinghouso Electric Corp., Ogden, UT 

9 

40-4492 

Federal- American Partners, Riverton, WY 

4 

40-8713 

Navy, Dept, of, San Diego, CA 

9 

40-6622 

Pathfinder Mines Corp., Shirley Basin, WY 

4 

40-8714 

Cleveland-Cliffs Iron Co., Cleveland, OH 

9 

40-6659 

Getty Oil Co.-Petrotomics Co., 

4 





Shirley Basin, WY 


40-8728 

Teton Exploration Drilling Co., Inc., 

9 

40-7327 




Casper, WY 


Wolverine Metal Co., Inc., Detroit, MI 

5 

40-8743 

Conoco, Inc., Denver, CO 

9 


40-7869 

Plateau Resources, Ltd., Grand Junction, CO 

6 

40-8745 

Ogle Petroleum, Inc., Casper, WY 

9 

40-8007 

I. Deutch & Sons, Inc., Cincinnati, OH 

6 

40-8752 

10 

Pinal Minerals & Mining, Ltd., Miami, AZ 

40-8011 

Air Force, Dept, of, Eglin AFB, FL 

7 






40-8763 

AluChem, Inc., Reading, OH 

10 

40-8027 

Kerr-McGee Nuclear Corp., 

7 





Oklahoma City, OK 


40-8774 

Michigan, State of, Lansing, MI 

10 

40-8035 

Cotter Corp. , Roswell, NM 

7 

40-8783 

Uranerz USA, Inc., Casper, WY 

10 

40-8064 

Exxon Minerals Co. USA, Houston, TX 

7 

40-8786 

Uranium Resources, Inc,, Richardson, TX 

10 

40-8084 

Rio Algom Corp., Moab, UT 

7 

40-8798 

Hitchcock Industries, Inc., Minneapolis, MN 

10 
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Docket 

Name 

Page 

Docket 

Name 

Page 

Domestic Licensing of Produclion and Utilization Pacilities— 
Docket SO 


50-201 

West Valley Reprocessing Plant 

23 

50-2 

Univ. of Michigan Research Reactor 

11 

50-206 

San Onofre Nuclear Station. Unit 1 

25 

50-3 

Indian Point Station, Unit 1 

11 

50-213 

Haddam Neck PJant 

29 

50-5 

Pennsylvania Stale Unlv Research Reactor 

12 

50-219 

Oyster Creek Nuclear Power Plant 

31 

50-J0 

Dresden Nuclear Power Station, Unit 1 

12 

50-220 

Nine Mile Point Nuclear Station, Unit I 

34 

50-16 

Enrico Fermi Atomic Power Plant, Unit 1 

14 

50-224 

Univ. of California Research Reactor 

37 

50-22 

Weslinghovse Test Reactor 

14 

50-225 

RPI Critical Experiment 

37 

50-29 

Yankee-Rowe Nuclear Power Station 

14 

50-237 

Dresden Nuclear Power Station, Unit 2 

37 

50-54 

Union Carbide Research Reactor 

16 

50-243 

Oregon State Univ. Research Reactor 

41 

50-57 

Slate Unlv. of New York Research Reactor 

16 

50-244 

Robert Emmet Ginna Nuclear Plant, Unit 1 

41 

50-59 

Texas A&M Unlv. Research Reactor 

16 

50-245 

Millstone Nuclear Power Station, Unit 1 

42 

50-62 

Univ. of Virginia Research Reactor 

17 

50-246 

Advanced Critical Reactor Experiment 

46 

50-70 

General Electric Test Reactor 

17 

50-247 

Indian Point Station, Unit 2 

46 

50-73 

General Electric Nuclear Test Reactor 

17 

50-249 

Dresden Nuclear Power Station, Unit 3 

54 

50-77 

Catholic Univ. of America Research Reactor 

17 

50-250 

Turkey Point Plant, Unit 3 

56 

50-87 

Westinghouse Critical Experiment 

17 

50-251 

Turkey Point Plant, Unit 4 

59 

50-97 

Cornell Univ. Zero Power Reactor 

17 

50-254 

Quad-Cities Station, Unit 1 

61 

50-112 

Univ. of Oklahoma Research Reactor 

|8 

50-255 

Palisades Nuclear Plant 

64 

50-113 

Univ. of Arizona Research Reactor 

18 

50-259 

Browns Ferry Nuclear Power Station, Unit 1 

67 

50-115 

Elk River Reactor 

18 

50-260 

Browns Ferry Nuclear Power Station, Unit 2 

71 

50-123 

Univ. of Missouri Research Reactor 

18 

50-261 

H. B. Robinson Plant, Unit 2 

74 

50-124 

Virginia Poly tech Institute Training Reactor 

18 

50-262 

Brigham Young Univ. Research Reactor 

77 

50-128 

Texas A&M Unlv, Research Reactor 

IS 

50-263 

Monticello Nuclear Generating Plant 

77 

50-133 

Humboldt Bay Power Plant, Unit 3 

19 

50-264 

Dow Chemical Co. 

80 

50-134 

Worcester Polyicch Institute Research Reactor 

20 

50-265 

Quad-Cities Station, Unit 2 

80 

50-141 

Stanford Unlv, Research Reactor 

20 

50-266 

Point Beach Nuclear Plant, Unit I 

83 

50-142 

UCLA Training Reactor 

20 

50-267 

Fort St. Vrain Nuclear Generating Station 

86 

50-151 

Univ. of Illinois Research Reactor 

21 

50-269 

Oconee Nuclear Station, Unit I 

88 

50-155 

Big Rock Point Nuclear Plant 

22 

50-270 

Oconee Nuclear Station, Unit 2 

90 

50-157 

Cornell Univ. Research Reactor 

24 

50-271 

Vermont Yankee Nuclear Power Station 

92 

50-170 

National Naval Medical Center 

25 

50-272 

Salem Nuclear Generating Station, Unit 1 

94 

50-182 

Purdue Unlv. Research Reactor 

25 

50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

97 

50-192 

Univ. of Texas Reseawh Reactor 

25 

50-277 

Peach Bottom Atomic Power Station, Unit 2 

101 
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Docket 

Name 

Page 

Docket 

Name 

Page 

50-278 

Peach Bottom Atomic Power Station, Unit 3 

104 

50-328 

Sequoyah Nuclear Plant, Unit 2 

200 

50-280 

Surry Power Station, Unit 1 

107 

50-329 

Midland Plant, Unit 1 

204 

50-281 

Surry Power Station, Unit 2 

109 

50-330 

Midland Plant, Unit 2 

207 

50-282 

Prairie Island Nuclear Station, Unit 1 

111 

50-331 

Duane Arnold Energy Center 

210 

50-285 

Fort Calhoun Station, Unit 1 

113 

50-332 

Barnwell Reprocessing Plant 

213 

50-286 

Indian Point Station, Unit 3 

116 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

213 

50-287 

Oconee Nuclear Station, Unit 3 

123 

50-334 

Beaver Valley Power Station, Unit 1 

216 

50-289 

Three Mile Island Nuclear Station, Unit 1 

125 

50-335 

St. Lucie Plant, Unit 1 

219 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

129 

50-336 

Millstone Nuclear Power Station, Unit 2 

221 

50-295 

Zion Nuclear Power Station, Unit 1 

132 

50-338 

North Anna Power Station, Unit 1 

223 

50-296 

Browns Ferry Nuclear Power Station, Unit 3 

134 

50-339 

North Anna Power Station, Unit 2 

226 

50-298 

Cooper Nuclear Station 

138 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

229 

50-301 

Point Beach Nuclear Plant, Unit 2 

140 

50-344 

Trojan Nuclear Plant 

230 

50-302 

Crystal River Nuclear Plant, Unit 3 

142 

50-346 

Davis-Besse Nuclear Power Station, Unit 1 

232 

50-304 

Zion Nuclear Power Station, Unit 2 

145 

50-348 

Joseph M. Farley Nuclear Plant, Unit I 

235 

50-305 

Kewaunee Nuclear Power Plant 

147 

50-352 

Limerick Generating Station, Unit 1 

237 

50-306 

Prairie Island Nuclear Station, Unit 2 

149 

50-353 

Limerick Generating Station, Unit 2 

239 

50-309 

Maine Yankee Atomic Power Plant 

152 

50-354 

Hope Creek Nuclear Station, Unit 1 

241 

50-311 

Salem Nuclear Generating Station, Unit 2 

154 

50-355 

Hope Creek Nuclear Station, Unit 2 

242 

50-312 

Rancho Seco Nuclear Generating Station 

157 

50-356 

Univ, of Illinois LOPRA Research Reactor 

243 

50-313 

Arkansas Nuclear One, Unit 1 

160 

50-358 

William H. Zimmer Nuclear Station, Unit I 

243 

50-315 

Donald C. Cook Nuclear Power Plant, Unit 1 

163 

50-359 

William H. Zimmer Nuclear Station, Unit 2 

249 

50-316 

Donald C, Cook Nuclear Power Plant, Unit 2 

166 

50-361 

San Onofre Nuclear Station, Unit 2 

250 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

170 

50-362 

San Onofre Nuclear Station, Unit 3 

255 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

173 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

259 

50-320 

Three Mile Island Nuclear Station, Unit 2 

176 

50-366 

Edwin L Hatch Nuclear Plant, Unit 2 

261 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

179 

50-367 

Bailly Generating Station 

264 

50-322 

Shoreham Nuclear Power Station 

182 

50-368 

Arkansas Nuclear One, Unit 2 

264 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

186 

50-369 

William B. McGuire Nuclear Station, Unit 1 

267 

50-324 

Brunswick Steam Electric Plant, Unit 2 

188 

50-370 

William B, McGuire Nuclear Station, Unit 2 

270 

50-325 

Brunswick Steam Electric Plant, Unit 1 

192 

50-373 

LaSalle County Station, Unit 1 

273 

50-326 

Univ, of California at Irvine Research Reactor 

196 

50-374 

LaSalle County Station, Unit 2 

277 

50-327 

Sequoyah Nuclear Plant, Unit 1 

196 

50-382 

Waterford Generating Station, Unit 3 

279 
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Docket 

Name 

Page 

Docket 

Name 

Page 

50*387 

Susquehanna Steam Blectric Station, Dnit I 

2Sl 

STN-30-454 

Byron Station, Unit 1 

356 

50-388 

Susquehanna Steam Electric Station, Unit 2 

285 

STN-50 453 

Byron Station, Unit 2 

358 

50*389 

St. Lucje Plant. Unit 2 

287 

STN-50*456 

Braidwood Station, Unit i 

361 

50-390 

Watts Bar Nuclear Plant, Unit 1 

289 

STN-50457 

Braidwood Station, Unit 2 

362 

50-391 

Wans Bar Nuclear Plant, Unit 2 

292 

50-458 

River Bend Station, Unit 1 

363 

50-394 

California State Polyiech College Research 
Reactor 

296 

50459 

River Bend Station, Unit 2 

364 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

296 

50-460 

WPPSS Nuclear Project, Unit 1 

365 

50-396 

Univ. of Virginia Cavalier Reactor 

299 

50461 

Clinton Power Station, Unit 1 

366 

50-397 

WPPSS Nuclear Project, Unit 2 

300 

50462 

Clinton Power Station, Unit 2 

369 

50-400 

Shearon Harris Nuclear Power Plant, Unit I 

302 

50466 

Allens Creek Nuclear Station, Unit 1 

370 

50401 

Shearon Harris Nuclear Power Plant, Unit 2 

304 

STN-50470 

CESSAR Systent 80 

370 

50407 

Univ. of Utah Research Reactor 

306 

STN-50482 

Wolf Creek Generating Station 

370 

50409 

1.3 Crosse Boiling Water Reactor 

306 

STN-50483 

Callaway Plant, Unit 1 

372 

50410 

Nine Mile Point Nuclear Station, Unit 2 

309 

STN-50485 

Sterling Power Nuclear Project, Unit 1 

373 

50412 

Beaver Valley Power Station, Unit 2 

310 

STN-50486 

Callaway Plant, Unit 2 

374 

50413 

Catawba Nuclear Station, Unit 1 

312 

STN-50488 

Perkins Nuclear Station, Unit 1 

374 

50414 

Catawba Nuclear Station, Unit 2 

316 

STN-50489 

Perkins Nuclear Station, Unit 2 

374 

50416 

Grand Gulf Nuclear Station, Unit 1 

319 

STN-50490 

Perkins Nuclear Station, Unit 3 

375 

504J7 

Grand Gulf Nuclear Station, Unit 2 

324 

STN-50491 

Cherokee Nuclear Station, Unit 1 

375 

50423 

Millstone Nuclear Power Station, Unit 3 

325 

STN-50492 

Cherokee Nuclear Station, Unit 2 

376 

50424 

Alvin W. VogUe Nuclear Plant, Unit 1 

326 

STN-50493 

Cherokee Nuclear Station, Unit 3 

376 

50425 

Alvin W. Vagtie Nuclear Plant, Unit 2 

327 

50496 

Montague Nuclear Power Station, Unit 1 

377 

STN-50437 

Floating Nuclear Plant 

328 

50497 

Montague Nuclear Power Station, Unit 2 

377 

50438 

BeJIefonte Nuclear Plant, Unit 1 

329 

STN-50498 

South Texas Project, Unit 1 

377 

50439 

Bcllefonte Nuclear Plant, Unit 2 

332 

STN-50499 

South Texas Project, Unit 2 

379 

50*440 

Perry Nuclear Power PJant, Unit 1 

334 

STN-SO-508 

WPPSS Nuclear Project, Unit 3 

380 

50441 

Perry Nuclear Power Plant, Unit 2 

338 

STN-50-509 

WPPSS Nuclear Project, Unit 5 

382 

50443 

Scabrook Nuclear Station, Unit I 

342 

50-513 

WPPSS Nuclear Project, Unit 4 

382 

50444 

Seabrook Nuclear Station, Unit 2 

347 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

383 

50445 

Comanche Peak Steam Electric Station, 

351 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

383 


Unit 1 


STN-50-518 

Hartavillc Nuclear Plant, Unit 1 

384 

50446 

Comanche Peak Steam Electric Station, 

Unit 2 

353 

STN-50-519 

HartsviJIe Nuclear Plant, Unit 2 

385 

STN-50'447 

QESSAR-238 

356 

STN-5Q-520 

Hartsville Nuclear Plant, Unit 3 

386 
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STN-50-521 

Harlsville Nuclear Plant, Unit 4 

386 

70-0659 

Newport News Shipping & Dry Dock Co , 

412 





Newport News, VA 


50-522 

Skagit Nuclear Power Project, Unit 1 

387 







70-0687 

Union Carbide Corp,, Tuxedo, NY 

412 

50-523 

Skagit Nuclear Power Project, Unit 2 

389 







70-0698 

Westinghouse Electric Corp , Pittsburgh, PA 

413 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

391 







70-0734 

GA Technologies, Inc., San Diego, CA 

413 

STN-50-529 

Palo Verde Nuclear Station. Unit 2 

393 







70-0754 

General Electric Co., Pleasanton, CA 

413 

STN-50-530 

Palo Verde Nuclear Station, Unit 3 

396 







70-0820 

United Nuclear Corp., 

414 

50-537 

Clinch River Breeder Reactor 

398 


Wood River Junction, RI 


STN-50-546 

Marble Hill Nuclear Station, Unit 1 

401 

70-0824 

Babcock & Wilcox Co., Lynchburg, VA 

414 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

402 

70-0997 

Westinghouse Electric Corp., Pittsburgh, PA 

414 

STN-50-553 

Phipp.s Bend Nuclear Station, Unit 1 

403 

70-1067 

Massachusetts College of Pharmacy, 

414 





Boston. MA 


STN-50-554 

Phipps Bend Nuclear Station, Unit 2 

404 







70-1100 

Combustion Engineering, Inc , Windsor, CT 

414 

STN-50-556 

Black Fox Station, Unit 1 

405 







70-1113 

General Electric Co , Wilmington, NC 

414 

STN-50-557 

Black Fox Station, Unit 2 

406 







70-1143 

Westinghousc Electric Corp,, Pittsburgh, PA 

414 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

406 







70-1151 

Westinghouse Electric Corp , Pittsburgh, PA 

414 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

407 







70-1201 

Babcock & Wilcox Co., Lynchburg, VA 

415 

STN-50-577 

iberduero, Unit 4, Spain 

408 







70-1257 

Exxon Nuclear Co,, Inc., Richland, WA 

415 
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70-1327 

Allied-General Nuclear Services, 

415 

70-0025 

Rockwell International Corp,, 

408 


Barnwell, SC 



Canoga Park, CA 








70-1411 

St. Joseph’s Hospital, Milwaukee, WI 

415 

70-0027 

Babcock & Wilcox Co., Lynchburg, VA 

408 







70-1430 

Mt, Sinai Hospital, Medical Center, 

415 

70-0036 

Combustion Engineering, Inc., Windsor, CT 

409 


Chicago, IL 


70-0048 

Westinghousc Electric Corp., Pittsburgh, PA 

409 

70-1432 

Westinghouse Electric Corp., Pittsburgh, PA 

416 

70-0135 

Babcock & Wilcox Co., Apollo, PA 

409 

70-1503 

Westinghousc Electric Corp,, Pittsburgh, PA 

416 

70-0143 

Nuclear Fuel Services, Inc., Erwin, TN 

409 

70-1511 

Loyola Univ., Chicago, IL 

416 

70-0146 

Spencer Chemical Co., Kansas City, MO 

411 

70-1729 

Allied-General Nuclear Services, 

416 





Barnwell, SC 


70-0223 

California, Univ. of, Los Angeles, CA 

411 







70-1810 

Westinghousc Electric Corp., Pittsburgh, PA 

416 

70-0258 

Illinois, Univ. of, Urbana, IL 

411 







70-2449 

Sacred Heart Hospital, Allentown, PA 

416 

70-0270 

Missouri, Univ. of, Columbia, MO 

411 







70-2548 

Akron General Medical Center, Akron, OH 

416 

70-0309 

Western Michigan Univ., Kalamazoo, MI 

412 







70-2838 

Cincinnati Gas & Electric Co., 

416 

70-0340 

Spencer Chemical Co., Kansas City, MO 

412 


Cincinnati, OH 


70-0364 

Babcock & Wilcox Co., Apollo, PA 

412 

70-2884 

Long Island Lighting Co., Htcksville, NY 

416 

70-0371 

UNC Naval Products, Inc., Uncasville, CT 

4!2 

70-2926 

Detroit Edison Co., Detroit, MI 

416 

70-0398 

Commerce, Dept, of, Washington, DC 

412 

70-2945 

Union Electric Co,, St. Louis, MO 

416 

70-0498 

Eastern Michigan Univ., Ypsilanti, MI 

412 

70-2946 

Louisiana Power & Light Co, , 

416 


New Orleans, LA 
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70-2949 

Arizona Public Service Co., Phoenix, AZ 

416 

71-6294 

Model: UNC-2901, Combustion Engineering 

418 





Co , Inc. 


70-2950 

Washington Public Power Supply System, 

417 





Richland, WA 


71-6400 

Model; 6400, Westinghouse Electric Corp. 

418 

70-2957 

Florida Power & Light Co,, Miami, FL 

417 

71-6574 

Model" HN-200, Hitlman Nuclear & 

418 





Development Corp. 


70-2964 

Consumers Power Co., Jackson, Ml 

417 

71-6679 

Model: 6679, U S. Ecology 

419 

70-2965 

Consumers Power Co., Jaekson, MI 

417 

71-6771 

419 

Model: SN-1, Metropolitan Edison Co 

70-2972 

Cominonweallh Edison Co., Chicago, IL 

417 






71-9010 

Model: NLI-1/2, NL Industries, Inc. 

419 

70-2973 

Commonwealth Edison Co., Chicago, IL 

417 

71-9015 

Model: TN-8, -8L, No Users 

419 

Packaging of Radioactive Material for Transport and 





Transportation of Radioactive Material Under Certain 


71-9032 

Model: 650, Technical Operations, Inc. 

419 

Conditions 

— • Docket 71 







71-9033 

Model. 660 & 660E, Technical Operations, 

419 

71-0394 

Nuclear Sources & Services, Inc. 

417 


Inc. 


71-0413 

Construction Engineering Consultants, Inc. 

417 

71-9044 

Model: GE-1600, General Electric Co, 

419 

7I-(M74 

Navy, Dept, of 

417 

71-9079 

Model: HN-100, Senes 2 & 2A, Hittman 
Nuclear & Development Corp. 

419 

71-0476 

Texas, State of 

417 






71-9080 

Model. 9080, Hittman Nuclear & 

419 

71-0490 

Inspection Services Corp. 

417 


Development Corp. 


71-5026 

Model; CNS 14-190, Chcm-Nuclear Systems, 

417 

71-9081 

Model. CNS-1600, Chem-Nuclear Systems, 

419 


Inc. 



Inc 


71-5461 

71-5492 

Model; ORNL TRU, Energy, Dept, of 

417 

71-9086 

Model: HN-100, Series I, Hittman Nuclear & 
Development Corp. 

419 

Model: RMG-181-I, Nuclear Fuel Services, 

417 




inc. 


71-9089 

Model. HN-IOOS, Hittman Nuclear & 

419 

71-5740 




Development Corp. 


Model: ORNL TRU Calif,, Energy, Dept', of 

418 

71-9092 

Model: IIN-300, Hittman Nuclear & 

419 


71-5796 

Model: 181375, 181361, Advanced Medical 

418 


Development Corp. 



Systems, Inc. 







71-9093 

Model: HN-400, Hillman Nuclear & 

419 

71-5814 

Mode); NRBK-41, -42 & -43, Energy, 

418 


Development Corp. 



Dept, of 







71-9151 

Model: HN-100, Series 3, Hittman Nuclear & 

419 

71-5894 

Model: 2.7 New Fuel, Energy, Dept, of 

418 


Development Corp. 


71-5914 

71-5926 

Model: 57.5X108 Core, Energy, Dept, of 

418 

71-9152 

Model: CNS l-13Cn, Chem-Nuclear 

Systems, Inc. 

420 

Model; OE-100, General Electric Co, 

418 



71-5939 



71-9159 

Model: NUPAC Series A, Nuclear Packing, 

420 

Model: OE-1500, General Electric Co. 

418 


Inc. 


71-5942 

Model: GE-700, Gencml Electric Co. 

418 

71-9166 

Mo<lel: 864 Type B, Technical Operations, 

420 

71-6049 




Inc. 


Model; 426A, 426B, Energy, Dept, of 

Model: 11.9 New Fuel, Energy, Dept, of 

418 

71-9781 

Model: M-160, Energy, Dept, of 

420 

71-6134 

418 



71-6188 

Model: 25 Spare Module, Energy, Dept, of 
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418 

72-0002 

Virginia Electric & Power Co. 

420 

71-6272 

Model: 6272, U.S. Ecology 

418 
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Low Level Radwaste Disposal Sites — Docket 27 



Navy, Dept of, San Diego, CA 

40-8713 

9 

Barnwell, SC, Chem-Nuclear Systems, Inc. 

27-047 

1 

Nuclear Metals, Inc., Concord, MA 

40-0672 

1 

Richland, WA, U S. Ecology, Inc. 

27-048 

1 

Ogle Petroleum, Inc., Casper, WY 

40-8745 

9 

Sheffield, IL, U.S Ecology, Inc 

27-030 

1 

Pathfinder Mines Corp,, Riverton, WY 

40-2259 

4 

Domestic Licensing of Source Material — Docket 40 


Pathfinder Mines Corp,, Shirley Basin, WY 

40-6622 

4 

Air Force, Dept of, Eglin AFB, FL 

40-8011 

7 

Pinal Minerals & Mining, Ltd , Miami, AZ 

40-8752 

10 

AluChcm, Inc , Reading, OH 

Allas Mineral, Inc,, Denver, CO 

40-8763 

10 

Plateau Resources, Ltd., 

Grand Junction, CO 

40-7869 

6 

40-3453 

4 



Bear Creek Uranium Co. , Casper, WY 



Plntenn Resources, Ltd., 

40-8674 

8 

40-8452 

8 

Grand Junction, CO 

Cleveland-Cliffs Iron Co., Cleveland, OH 

Conoco, Inc., Denver, CO 

40-87)4 

9 

Plateau Resources, Ltd,, 

Grand Junction, CO 

40-8698 

9 

40-8743 

9 

40-8084 

7 

Cotter Corp., Roswell, NM 

Rio Algom Corp,, Moab, UT 

40-8035 

7 

4 

Energy Fuels Nuclear, Inc., Denver, CO 

RMI Co., Ashtabula, OH 

40-2384 

40-8681 

8 


Exxon Co. USA, Houston, TX 



Rocky Mountain Energy Co., 

40-8380 

8 

40-8102 

7 

Broomfield, CO 

Exxon Minerals Co, USA, Houston, TX 

40-8064 

7 

Rocky Mountain Energy Co., Denver, CO 

40-8697 

9 

Federal -American Partners, Riverton, WY 

40-4492 

4 

Spencer Chemical Co,, Kansas City, MO 

40-1478 

3 

Getty Oil Co.-Petrotomics Co., 

Shirley Basin, WY 

40-6659 

4 

Tennessee Valley Authority, Chattanooga, TN 

40-1341 

3 

Hitchcock Industries, Inc., Minneapolis, MN 



Teton Exploration Drilling Co., Inc,, 

40-8728 

9 

40-8798 

10 

Casper, WY 



I. Deutch & Sons, Inc., Cincinnati, OH 

40-8007 

6 

Union Carbide Corp,, Grand Junction, CO 

40-0299 

1 

Kaman Sciences Corp., Salt Lake City, UT 

40-8645 

8 

Uranerz USA, Inc., Casper, WY 

40-8783 

10 

Kcrr-McGee Chemical Corp., 

40-2061 

3 

Uranium Resources, Inc,, Richardson, TX 

40-8786 

10 

Oklahoma City, OK 



Kerr-McGee Nuclear Corp., 



Western Nuclear Corp,, Jeffrey City, WY 

40-1162 

2 

40-8027 

7 



Oklahoma City, OK 



Westinghouse Electric Corp,, Ogden, UT 

40-8709 

9 

Michigan, State of, Lansing, MI 

40-8774 

10 

Wolverine Metal Co., Inc,, Detroit, MI 

40-7327 

5 

Minerals Exploration Co., Los Angeles, CA 

40-8348 

8 

Wyoming Mineral Corp,, Lakewood, CO 

40-8304 

8 

Minerals Exploration Co., Los Angeles, CA 

40-8584 

8 

Wyoming Mineral Corp,, Lakewood, CO 

40-8502 

8 
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Wyoming Mineral Corp., LaJcewood, CO 

40-8585 

8 

Catawba Nuclear Station, Unit 1 

50413 

312 

Domestic Licensing of Production and Utilization Facilities ■— 


Catawba Nuclear Station, Unit 2 

50414 

316 

Docket 50 









Catholic Univ of America Research Reactor 

50-77 

17 

Advanced Critical Reactor Experiment 

50-246 

46 







CESSAR System 80 

STN-50470 

370 

Allens Creek Nuclear Station, Unit I 

50-466 

370 







Cherokee Nuclear Station, Unit 1 

STN-50491 

375 

Aivin W. Vogtle Nuclear Plant, Unit 1 

50-424 

326 







Cherokee Nuclear Station, Unit 2 

STN-50-492 

376 

Alvin W. Vogtle Nuclear Plant, Unit 2 

50-425 

327 







Cherokee Nuclear Station, Unit 3 

STN-50493 

376 

Arkansas Nuclear One, Unit 1 

50-313 

160 







Clinch River Breeder Reactor 

50-537 

398 

Arkansas Nuclear One, Unit 2 

50-368 

264 







Clinton Power Station, Unit 1 

50461 

366 

Bailly Generating Station 

50-367 

264 







Clinton Power Station, Unit 2 

50462 

369 

Barnwell Reprocessing Plant 

50-332 

213 







Comanche Peak Steam Electric Station, 

50-445 

351 

Beaver Valley Power Station, Unit 1 

50-334 

216 

Unit 1 



Beaver Valley Power Station, Unit 2 

50412 

310 

Comanche Peak Steam Electric Station, 

50446 

353 




Unit 2 



Bellefonlc Nuclear Plant, Unit 1 

50438 

329 







Cooper Nuclear Station 

50-298 

138 

Bellefonie Nuclear Plant, Unit 2 

50439 

332 







Cornell Univ. Research Reactor 

50-157 

24 

Big Rock Point Nuclear Plant 

50-155 

22 







Cornell Univ. Zero Power Renctor 

50-97 

17 

Black Pox Station, Unit 1 

STN-50-556 

405 







Crystal River Nuclear Plant, Unit 3 

50-302 

142 

Black Pox Station, Unit 2 

STN-50-557 

406 







Davis-Bessc Nuclear Power Station, Unit 1 

50-346 

232 

Braidwood Station, Unit 1 

STN-50456 

361 







Dirtblo Canyon Nuclear Power Plant, Unit 1 

50-275 

97 

Braid wood Station, Unit 2 

STN-50457 

362 







Diablo Canyon Nuclear Power Plant, Unit 2 

50-323 

186 

Brigham Young Univ. Research Reactor 

50-262 

77 







Donald C. Cook Nuclear Power Plant, Unit 1 

50-315 

163 

Browns Ferry Nuclear Power Station, Unit 1 

50-259 

67 







Donald C. Cook Nuclear Power Plant, Unit 2 

50-316 

166 

Browns Ferry Nuclear Power Station, Unit 2 

50-260 

71 







Dow Chemical Co. 

50-264 

80 

Browns Ferry Nuclear Power Station, Unit 3 

50-296 

134 







Dresden Nuclear Power Station, Unit 1 

50-10 

12 

Brunswick Steam Electric Plant, Unit 1 

50-325 

192 







Dresden Nuclear Power Station, Unit 2 

50-237 

37 

Brunswick Steam Electric Plant, Unit 2 

50-324 

188 







Dresden Nuclear Power Station, Unit 3 

50-249 

54 

Byron Slaiion, Unit I 

STN-50-454 

356 







Duane Arnold Energy Center 

50-331 

210 

Byron Station, Unit 2 

STN-50455 

358 







Edwin I. Hatch Nuclear Plant, Unit I 

50-321 

179 

California State Polytech College Research 

50-394 

296 




Reactor 



Edwin I, Hatch Nuclear Plant, Unit 2 

50-366 

261 

Callaway Plant, Unit 1 

STN-50-483 

372 

Elk River Reactor 

50-115 

18 

Callaway Plant, Unit 2 

STN-50486 

374 

Enrico Fermi Atomic Power Plant, Unit 1 

50-16 

14 

Calvert Cliffs Nuclear Power Plant, Unit I 

50-317 

170 

Enrico Fermi Atomic Power Plant, Unit 2 

50-341 

229 

Calvert Cliffs Nuclear Power Plant, Unit 2 

50-318 

173 

Floating Nuclear Plant 

STN-50437 

328 
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H. B. Robinson Plant, Unit 2 
Haddam Neck Plant 
Hartsville Nuclear Plant, Unit I 
Hartsvillc Nuclear Plant, Unit 2 
Hartsville Nuclear Plant, Unit 3 
Hartsville Nuclear Plant, Unit 4 
Hope Creek Nuclear Station, Unit 1 
Hope Creek Nuclear Station, Unit 2 
Humboldt Bay Power Plant, Unit 3 
Iberduero, Unit 4, Spain 
Indian Point Station, Unit 1 
Indian Point Station, Unit 2 
Indian Point Station, Unit 3 
James A Fitzpatrick Nuclear Power Plant 
Joseph M Farley Nuclear Plant, Unit 1 
Joseph M. Farley Nuclear Plant, Unit 2 
Kewaunee Nuclear Power Plant 
La Crosse Boiling Water Reactor 
LaSalle County Station, Unit I 
LaSalle County Station, Unit 2 
Limerick Generating Station, Unit 1 
Limerick Generating Station, Unit 2 
Maine Yankee Atomic Power Plant 
Marble Hill Nuclear Station, Unit 1 
Marble Hill Nuclear Station, Unit 2 
Midland Plant, Unit 1 
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50-285 

113 

Midland Plant, Unit 2 

50-330 

207 

50-267 

86 

Millstone Nuclear Power Station, Unit 1 

50-245 

42 

50-73 

17 

Millstone Nuclear Power Station, Unit 2 

50-336 

221 

50-70 

17 

Millstone Nuclear Power Station, Unit 3 

50423 

325 

STN-50447 

356 

Montague Nuclear Power Station, Unit 1 

50496 

377 

50-416 

319 

Montague Nuclear Power Station, Unit 2 

50497 

377 

50417 

324 

Monticello Nuclear Generating Plant 

50-263 

77 

50-261 

74 

National Naval Medical Center 

50-170 

25 

50-213 

29 

Nine Mile Point Nuclear Station, Unit 1 

50-220 

34 

STN-50-518 

384 

Nine Mile Point Nuclear Station, Unit 2 

50410 

309 

STN-50-519 

385 

North Anna Powei Station, Unit 1 

50-338 

223 

STN-50-520 

386 

Noith Anna Power Station, Unit 2 

50-339 

226 

STN-50-521 

386 

Oconee Nuclear Station, Unit 1 

50-269 

88 

50-354 

241 

Oconee Nuclear Station, Unit 2 

50-270 

90 

50-355 

242 

Oconee Nuclear Station, Unit 3 

50-287 

123 

50-133 

19 

Oregon State Univ Research Reactor 

50-243 

41 

STN-50-577 

408 

Oyster Creek Nuclear Power Plant 

50-219 

31 

50-3 

11 

Palisades Nuclear Plant 

50-255 

64 

50-247 

46 

Palo Verde Nuclear Station, Unit 1 

STN-50-528 

391 

50-286 

116 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

393 

50-333 

213 

Palo Verde Nuclear Station, Unit 3 

STN-50-530 

396 

50-348 

235 

Peach Bottom Atomic Power Station, Unit 2 

50-277 

101 

50-364 

259 

Peach Bottom Atomic Power Station, Unit 3 

50-278 

104 

50-305 

147 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

383 

50-409 

306 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

383 

50-373 

273 

Pennsylvania State Univ. Research Reactor 

50-5 

12 

50-374 

277 

Perkins Nuclear Station, Unit 1 

STN-50488 

374 

50-352 

237 

Perkins Nuclear Station, Unit 2 

STN-504S9 

374 

50-353 

239 

Perkins Nuclear Station, Unit 3 

STN-50490 

375 

50-309 

152 

Perry Nuclear Power Plant, Unit 1 

50-440 

334 

STN-50-546 

401 

Perry Nuclear Power Plant, Unit 2 

50441 

338 

STN-50-547 

402 

Phipps Bend Nuclear Station, Unit 1 

STN-50-553 

403 

50-329 

204 

Phipps Bend Nuclear Station, Unit 2 

STN-50-554 

404 
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PiIgiiBi Nuclear Power Station, Unil 1 

50-293 

129 

Sterling Power Nuclear Project, Unit 1 

STN'50-485 

rn 

Point Beach Nuclear Plant, Unit 1 

50-266 

83 

Surry Power Station, Unit 1 

50-280 

11)7 

Pomt Beach Nuclear Plant, Unit 2 

50-301 

140 

Surry Power Station, Unit 2 

50-281 

10<> 

Prairie Island Nuclear Station, Unit I 

50-282 

III 

Susquehanna Steam Electric Station, Unit 1 

50-387 

2HI 

Prairie Island Nuclear Station, Unit 2 

50-306 

149 

Susquehanna Steam Electric Station, Unit 2 

50-388 

285 

Purdue Univ Research Reactor 

50-182 

25 

Texas A&M Univ. Research Reactor 

50-128 

IK 

Quad-Cities Station, Unit 1 

50-254 

61 

Texas A&M Univ. Research Reactor 

50-69 

U> 

Quad-Cities Station, Unit 2 

50-265 

80 

Three Mile Island Nuclear Station, Unit 1 

50-289 

125 

Rancho Seco Nuclear Generating Station 

50-312 

157 

Three Mile Island Nuclear Station, Unit 2 

50-320 

176 

River Bend Station, Unit 1 

50-458 

363 

Trojan Nuclear Plant 

50-344 

2.10 

River Bend Station, Unit 2 

50-459 

364 

Turkey Point Plant, Unit 3 

50-250 

56 

Robert Emroet Cinna Nuclear Plant, Unit 1 

50-244 

41 

Turkey Point Plant, Unit 4 

50-251 

5‘) 

RPl Critical Experiment 

50-225 

37 

UCLA Training Reactor 

50-142 

20 

Salem Nuclear Generating Station, Unit 1 

50-272 

94 

Union Carbide Research Reactor 

50-54 

16 

Salem Nuclear Generating Station, Unit 2 

50-311 

154 

Univ. of Arizona Research Reactor 

50-113 

18 

San Onofre Nuclear Station, Unit 1 

50-206 

25 

Univ. of California at Irvine Research Reactor 

50-326 

196 

San Onofre Nuclear Station, Unit 2 

50-361 

250 

Univ. of California Research Reactor 

50-224 

37 

San Onofre Nuclear Station, Unit 3 

50-362 

255 

Univ. of Illinois LOPRA Research Reactor 

50-356 

24.1 

Seabrook Nuclear Station, Unit 1 

50-443 

342 

Univ. of Illinois Research Reactor 

50-151 

21 

Seabrook Nuclear Station, Unit 2 

50-444 

347 

Univ. of Michigan Research Reactor 

50-2 

II 

Sequoyah Nuclear Plant, Unit 1 

50-32^ 

196 

Umv. of Missouri Research Reactor 

50-123 

18 

Sequoyah Nuclear Plant, Unit 2 

50-328 

200 

Univ. of Oklahoma Research Reactor 

50-112 

18 

Shearon Hams Nuclear Power Plant, Unit 1 

50400 

302 

Univ. of Texas Research Reactor 

50-192 

25 

Shearon Hams Nuclear Power Plant, Unit 2 

50401 

304 

Univ. of Utah Research Reactor 

50-407 

306 

Shoreham Nuclear Power Station 

50-322 

182 

Univ. of Virginia Cavalier Reactor 

50-396 

299 

Skagit Nuclear Power Project, Unit 1 

50-522 

387 

Univ. of Virginia Research Reactor 

50-62 

17 

Skagit Nuclear Power Project, Unit 2 

50-523 

389 

Vermont Yankee Nuclear Power Station 

50-271 

92 

South Texas Project, Unit I 

STN-50498 

377 

Virgil C. Summer Nuclear Station, Unil 1 

50-395 

296 

South Texas Project, Unit 2 

STN-50499 

379 

Virginia Polytech Institute Training Reactor 

50-124 

18 

St. Lucie Plant, Unit 1 

50-335 

219 

Waterford Generating Station, Unit 3 

50-382 

279 

St. Lucie Plant, Unit 2 

50-389 

287 

Watts Bar Nuclear Plant, Unit 1 

50-390 

289 

Stanford Univ. Research Reactor 

50-141 

20 

Watts Bar Nuclear Plant, Unit 2 

50-391 

292 

State Univ. of New York Research Reactor 

50-57 

16 

West Valley Reprocessing Plant 

50-201 

25 
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Westmghouse Critical Experiment 

50-87 

17 

Westinghouse Test Reactor 

50-22 

14 

William B. McGuire Nuclear Station, Unit 1 

50-369 

267 

William B. McGuire Nuclear Station, Unit 2 

50-370 

270 

William H. Zimmer Nuclear Station, Unit 1 

50-358 

243 

William H. Zimmer Nuclear Station, Unit 2 

50-359 

249 

Wolf Creek Generating Station 

STN-50-482 

370 

Worcester Polylech Institute Research Reactor 

50-134 

20 

WPPSS Nuclear Project, Unit 1 

50-460 

365 

WPPSS Nuclear Project, Unit 2 

50-397 

300 

WPPSS Nuclear Project, Unit 3 

STN-50-508 

380 

WPPSS Nuclear Project, Unit 4 

50-513 

382 

WPPSS Nuclear Project, Unit 5 

STN-50-509 

382 

Yankee-Rowe Nuclear Power Station 

50-29 

14 

Yellow Creek Nuclear Plant, Unit 1 

STN-50-566 

406 

Yellow Creek Nuclear Plant, Unit 2 

STN-50-567 

407 

Zion Nuclear Power Station, Unit 1 

50-295 

132 

Zion Nuclear Power Station, Unit 2 

50-304 

145 

Domestic Licensing of Special Nuclear Material 

— Docket 70 


Akron General Medical Center. Akron, OH 

70-2548 

416 

Allied-General Nuclear Services, 

Barnwell, SC 

70-1327 

415 

Allied-General Nuclear Sci'vices, 

Barnwell, SC 

70-1729 

416 

Arizona Public Service Co, , Phoenix, AZ 

70-2949 

416 

Babcock & Wilcox Co., Apollo, PA 

70-0364 

412 

Babcock & Wilcox Co., Apollo, PA 

70-0135 

409 

Babcock & Wilcox Co., Lynchburg, VA 

70-1201 

415 

Babcock & Wilcox Co., Lynchburg, VA 

70-0824 

414 

Babcock & Wilcox Co,, Lynchburg, VA 

70-0027 

408 

California, Univ. of, Los Angeles, CA 

70-0223 

411 

Cincinnati Gas & Electric Co., 

Cincinnati, OH 

70-2838 

416 

Combustion Engineering, Inc., Windsor, CT 

70-1100 

414 

Combustion Engineering, Inc., Windsor, CT 

70-0036 

409 


Name 

Docket 

Page 

Commerce, Dept, of, Washington, DC 

70-0398 

412 

Commonwealth Edison Co., Chicago, IL 

70-2973 

417 

Commonwealth Edison Co , Chicago, IL 

70-2972 

417 

Consumers Power Co,, Jackson, MI 

70-2964 

417 

Consumers Power Co., Jackson, MI 

70-2965 

417 

Detroit Edison Co., Detroit, MI 

70-2926 

416 

Eastern Michigan Univ., Ypsilanti, MI 

70-0498 

412 

Exxon Nuclear Co., Inc., Richland, WA 

70-1257 

415 

Florida Power &. Light Co., Miami, FL 

70-2957 

417 

OA Technologies, Inc., San Diego, CA 

70-0734 

413 

General Electric Co., Pleasanton, CA 

70-0754 

413 

General Electric Co., Wilmington, NC 

70-1113 

414 

Illinois, Univ. of, Urbana, IL 

70-0258 

411 

Long Island Lighting Co., Hicksvitle, NY 

70-2884 

416 

Louisiana Power & Light Co , 

New Orleans, LA 

70-2946 

416 

Loyola Univ., Chicago, IL 

70-1511 

416 

Massachusetts College of Pharmacy, 

Boston, MA 

70-1067 

414 

Missouri, Univ. of, Columbia, MO 

70-0270 

411 

Mt. Sinai Hospital Medical Center, 

Chicago, IL 

70-1430 

415 

Newport News Shipping & Dry Dock Co., 
Newport News, VA 

70-0659 

412 

Nuclear Fuel Services, Inc., Erwin, TN 

70-0143 

409 

Rockwell International Corp., 

Canoga Park, CA 

70-0025 

408 

Sacred Heart Hospital, Allentown, PA 

70-2449 

416 

Spencer Chemicai Co., Kansas City, MO 

70-0340 

412 

Spencer Chemical Co., Kansas City, MO 

70-0146 

411 

St. Joseph’s Hospital, Milwaukee, WI 

70-1411 

415 

UNC Naval Products, Inc,, Uncasville, CT 

70-0371 

412 

Union Carbide Corp., Tuxedo, NY 

70-0687 

412 

Union Electric Co., St. Louis, MO 

70-2945 

416 

United Nuclear Corp., 

70-0820 

414 


Wood River Junction, R1 
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Name 

Docket 

Page 

Washington Public Power Supply System, 
Richland, WA 

70*2950 

417 

Western Michigan Univ., Kalamazoo, MI 

70-0309 

412 

Westinghoose Electric Corp., Pittsburgh, PA 

70-1151 

414 

Weslinghouse Electric Corp., Pittsburgh, PA 

70-1432 

416 

Westinghouse Electric Corp. , Pittsburgh, PA 

70-1810 

416 

Westinghouse Electric Corp., Pittsburgh, PA 

70-1503 

416 

Westinghouse Electric Corp., Pittsburgh, PA 

704)997 

414 

Westinghouse Eiectric Corp., Pittsburgh, PA 

70-1143 

414 

Westinghouse Electric Corp., Pittsburgh, PA 

70-0698 

413 

Westinghouse Eiectric Corp., Pittsburgh, PA 

70-0048 

409 

Packaging of Radioactive Material for Transport and 
Transportation of Radioactive Material Under Certain 
Conditions — Docket 71 


Construction Engineering Consultants, Inc. 

71-0413 

417 

Inspection Services Corp. 

71-0490 

417 

Model: 11.9 New Fuel, Energy, Dept, of 

71-6134 

418 

Model: 18 1375, 181361, Advanced Medical 
Systems, Inc. 

71-5796 

418 

Model: 2.7 New Fuel, Energy, Dept, of 

71-5894 

418 

Model: 25 Sparc Module, Energy, Dept, of 

71-6188 

418 

Model: 426A, 426B, Energy, Dept, of 

71-6049 

418 

Model: 57.5X108 Core, Energy, Dept, of 

71*5914 

418 

Model: 6272, U.S, Ecology 

71-6272 

418 

Model: 6400, Westinghouse Electric Corp. 

71-6400 

418 

Model: 650, Technical Operations, Inc. 

71-9032 

419 

Model: 660 & 660E, Technical Operations, 

Inc, 

71-9033 

419 

Model; 6679, U.S. Ecology 

71-6679 

419 

Model: 864 Type B, Technical Operations, 

Inc, 

71-9166 

420 

Model: 9080, Hittman Nuclear & 

Development Coip. 

71-9080 

419 

Model: CNS M3CU, Chem-Nuclear 

Systems, Inc. 

71-9152 

420 

Model; CNS 14*190, Chem-NucIear Systems, 

Inc. 

71-5026 

417 


Name 

Docket 

Page 

Model; CNS- 1600, Chem-Nuclear Systems, 

Inc. 

71-9081 

419 

Model; OE-100, General Electric Co. 

71-5926 

418 

Model: GE-1500, General Electric Co. 

71-5939 

418 

Model: GE-1600, General Electric Co. 

71-9044 

419 

Model: GE-700, General Electric Co. 

71-5942 

418 

Model: FTN-lOO, Series 1, Hittman Nuclear & 
Development Corp. 

71-9086 

419 

Model: HN-100, Series 2 & 2A, Hittman 

Nuclear & Development Corp. 

71-9079 

419 

Model; HN-100, Series 3, Hittman Nuclear & 
Development Corp. 

71-9151 

419 

Model: HN-IOOS, Hittman Nuclear & 
Development Corp. 

71-9089 

419 

Model: HN-200, Hittman Nuclear & 

Development Corp. 

71-6574 

418 

Model; HN-300, Hittman Nuclear & 

Development Corp, 

71-9092 

419 

Model; HN-40O, Hittman Nuclear & 

Development Corp. 

71-9093 

419 

Model: M-160, Energy, Dept, of 

71-9781 

420 

Model: NLM/2, NL Industries, Inc. 

71-9010 

419 

Model; NRBK-41. -42 & -43, Energy. Dept, 
of 

71-5814 

418 

Model: NUPAC Series A, Nuclear Packing, 

Inc. 

71-9159 

420 

Model; ORNL TRU Calif., Energy, Dept, of 

71-5740 

418 

Model: ORNL TRU, Energy, Dept, of 

71-5461 

417 

Model: RMG'181-I, Nuclear Fuel Services, 

Inc. 

71-5492 

417 

Model: SN-I, Metropolitan Edison Co. 

71-6771 

419 

Model: TN-8, -8L, No Users 

71-9015 

419 

Model; UNC-2901, Combustion Engineering 

Co. Inc, 

71-6294 

418 

Navy, Dept, of 

71-0474 

417 

Nuclear Sources & Services, Inc. 

71-0394 

417 

Texas, State of 

71-0476 

417 

Licensing of Independent Spent Fuel Storage -- 

Docket 72 


Virginia Electric & Power Co. 

72-0002 

420 


XX 



DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 

DQCKfiT 27-039 SHEFFIELD. IL. US ECOLOOV. INC 


6301100395 Adviies that dpecific Field precedurct ti uelle to be teated 
by borehole dilution agreed upon at 821119 site meeting 
Field leorl began on 821213 Details of chenilcal tracer 
testing still being discussed 

OAVNOB' R K US Ecology Inc (For/nerlg Nuclear Engineering) 

82/12/20 U6 Ecology. Inc (Formerly Nuclear Engineering) Ip 

16757 027 


6301280139 Foreiards summary of 830117 technical update meeting re 
tritium migration investigation 

(jrAYNOR. R K US Ecology. Inc iFormerly Nuclear Engineering) 
63/01/21 US Ecology, tnc (Formerly Nuclear Engineering) dpp 

• 16<f59 123 


DOCKET 27-047 BARNWELL. SC, CHEN-NUCLEAR SVSTEMS, INC 


S3011B049S Foruards Chem-Nuclear proposals re nonradlologlcal 
inorgenlc/org anic sampling 

AUTRY, V R South Carolina, State of 82/12/30 DRAOONETTE, K Lou 
Level Waste Licensing Branch 9pp 16837 099 


8301140439 PNa-V-83~002 on 821223, shipment of leu level raduaite 
received from 6A Technologies, I nc, in bos u/holes 
Administrative penalty levied againett OA Technologies, inc 
t< waste disposal permit suspended 

THOMAS, R D Region 5, Office of Director 83/01/07 Ip 
16908 279 


8301140111 Foruerdf approved permit rtv Form 11 w/etlpulations. 
Stipulations ultl be rstnnved upon satisfaction of 
regulremsntt 

FRANCIS, e Wyoming, State of. 82/12/20 MONO, T Union Carbide 
Corp 9pp 16816 104 


8301140422 Requests final licensing decision document 

FRANCIS. E Uyamlng. Stats of. 82/12/20 PETTENOILL, H Uranium 
Recovery Licensing Branch ip 16818 048 


8301280476 Application for amend to License Condition 47 to License 
aUA-64B, el lowing Continued operation of A-9 pit tail Inge 
area u/o altering intent of original license condition 
WANO, T Union Carbide Corp 82/12/27 PETTENOILL.M Uranium 
Recovery Licensing Branch 7pp. 16972 102 


8301270498 Forwards "Feasibility Evaluation of Inadivo Tailings 
Reclamation Plans - East Oat Mills U Mill - Natrona 
County, WY " 

WONO, T Union Carbide Corp 82/12/29 PETTENOILL, H. Uranium 
Recovery Licensing Branch Ip 16953.308. 


— 8301270499 "Feasibility Evaluation Of Inactlvo Tailings Reclamation 
Plans ~ East Oas Hills U Mill - Natrona County»HY. " 

W/cight ovsrslta f igurts. Aper turs cards are available In 
PDR 

♦ Inherg-Mlller Engineering Co. 02/12/28 62pp. 1 6983 • 309 


8301140146 Act receipt of 921122 Itr Informing NRC of steps teken to 
correct violation noted in 821026 notice of violation 
BROUN, 0 D Division of Vendor (i Technical Programs. 83/01/10. 
LYONS, P J Union Carbide Corp Ip. 16809.189. 


DOCKET 27-048 R ICHLAND. WA, U B ECOLOOY, INC 


8301100494 Responds to 821130 Itr re amend to Ua Ecology License 
16-19204-01 Neu wording of disclaimer presenting NRC 
vlcupolnt submitted Proposed agreement of state to Inspect 
SNN disposal oncl 

FDNNER.RL Regulations Division 82/12/22. HANBEY.M Washington, 
State of 6pp 16837 093 


8301180446 Foruardi NRC proposal to revise proposed amend to License 
16-19204-01 for disposal of 6NM at Hanford 
SCARANOrR A Lou Level Waste Licensing Branch 83/01/07 
BCOVILLEiU J UQ Ecology, Inc (Formerly Nuclear Engineering) 21pp 
16937 287 


DOMESTIC LICENSING OF SOURCE MATERIAL 


— 8301140191 Responds to NRC 821026 Itr ra violation noted in 821026 
notice of violation Corractiv# actions, full compliance 
u/license condition will be achieved hdian fourth ituarttr 
rept for 1982 submitted 

LYONS, P U Union Carbide Corp. 82/11/22 BROWN, 0 D Region 4, 
Office of Director 2pp 16B09- 190. 


8301260032 Reviews Union Carblda Corp 820003 b 1007 rapti for First b 
Second Quarters 1982 Environ sampling b<analytts performed 
in accordance u/lleense requirements. Neat rept will review 
scrubber malfunction correctivo actions. 

WaoLSEV.B T , PETTENOILL, H U Region 4. Office of Director 
83/01/14 Region 4, Offico of Director. 4pp. 16993:032. 


6301310366 Submits review of reclametion bend cost breakdown Eetimate 
doos not include clay cap loading coets b cost for inactive 
tailings area low 

FLEMINO, T E. Uranium Roeovery Field Ofc. 83/01/14. Uranium 
Recovery Field Ofc 2pp 16972-360. 


DOCKET 40-0299 UNION CARBIDE CORP , GRAND JUNCTION, CO 


8301260270 Foruards "Orounduatcr Hydrology Neer A-9 Piti Below-Orade 
Tailings " Licensee prepared to implement Hydro-Engineering 
recommended remedial action ae soon as practlcahlo after NRC 
approval of remedial plan 

WONO.T Union Carbide Corp 82/11/15 PETTENOILL, K Uranium 
Recovery Licensing Branch 2pp. 16917,001 


— 8301260281 "(Jrounduater Hydrology Near A-9 Pit Below-Orade Tailings " 
HOULETT.L H , PLAYTON, 8. J , HOFFMAN. 0 L. Hydro-Engineering 
82/09/30 oespp 16917 003 


8301260184 Com.nents on 821210 meeting w/NRC, WY Dept of Environ Qualltg, 
Union Carbide 6 Hydro-Engineering in Ft Col line, CO to 
discuss b eichange viewpoints re Hydro-Engineering rept on 
seepage from A-9 pit 

WILLIAMS, R E Willlams-Robinctte b Associates, Inc. 82/12/16. 
PETTENOILL, H. Uranium Recovery Licensing Branch 2pp 16916*393 


8301310378 Approvss bond levtl to cover 921214 proposed final plant. 
Nett rept should include updating of bonding raqulreaante 
considering performed reclamation b added liabilities for 
ontulng yr 

FRANCia.E Wyoming. State of 8^/01/17. MONO, T Union Carbide 
Corp. ip. 16972.297. 


DOCKET 40-0672 NUCLEAR METALB, INC. . COMCOHO, MA 


8301110007 FQIA request for llcanse appllcatlont, licenses b Insp repts 
re License BMB~179 b incidents of employee overexposure. 

MOONEY. B C Lowell Sun. 02/11/15. Office Of Administration Ip 
16766:011 


8301110010 Partial response to FOIA requeet for tieensa appllcafclonsi 
licenses b tnsp repts re License 8MB-179 b Incidents of 
employee overexpoiurc Search for documents continuing. 

Forwards documsnts listed on App A. 

FELTON, J.M. Division of Rules and Records 82/12/19. MOONEY, 0. C. 
Lowell Sun. 5pp, 16766*012. 


1 
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DOCKETED ITEMS 


— 79020&0t87 Riqutiti amind to Ha 1 1 /fiyproduc t Licartic SNB-t79 

Otl.KAM. A R Nuclear Hatalii Inc 7e/ia/'t3 Radioisotopes 
Licensing BranCli (Prt 770501} ISpp. 1&76A ilO 


— 7903010447 In accordance iir/7Bl213 epp lira 1 1 oi>> Ha 1 1/Bgproduc t License 
SHS-179 Pot Nuclear Hetalfilnc l> anended to Unit mar 
amount oP depleted uranlvA posicsied to 5 1 million lbs 
flASSIN. N Radiol lotopei Licensing Branch <Pre 7903011. 79/02f09 

Ip I67A6 t03 


— 800IOB0309 Requests araend of Hatl/Bgp roduct License 8HB-179 
authoriclng Ineorpcratlon op two consultant repts ertanding 
avalvatlons oP aPPIuent air re degree oP conservatism 
Inherent in method of air simpling dilution of plume 
OILHAN, A R Nuclear Ketali. Inc 79711/05 Licensing 
Hanagement Branch 19pp. i^766 109 


— B00II7OI54 Mat J /Bgproduc t License SM9-I79 Por Nuclear Metalsf Inc 
is amended per 791105 application Amend 5 changes Condition 
13 re possession & use oP licensed mat! 
auHNN.R R Licensing Hanagement Branch 80/03/31 ip 
167&6 102 


— 8301110014 Slicusiee 800730-0801 transporta tf on Insp of License 
S11B-t79 DePic tine las noted in pectagee prepared for 8007Id> 
shipment to burial site. Corrective action i. procedure uritten 
for double chectlng pectagee 

ORIERrB H Region Ir Ph 1 1 e de Iph 1 e> OPflct of the Director 
80/O8/S2 KERRiO M Office of State Progranii Director 3pp 
lh7b& 050. 


— 8301110015 IE Insp Rept 40-0472/00-01 on 000304-09 No noneomp llanc e 
noted 

OLENN. J. I KCOtNNEBSxl Region li Ph 1 ladelph la< Fuel Facility Ir 
Naterialf Safety Branch. 00/03/27 9pp I47A6 040 


— 03011 10019 Ac 1 receipt of 790213 Itr POTverding "Air Sampling Rept '* 
Sub} Mill be revleiJild during Mar 1979 insp. 

KCCLlNTOCKfR 0 Region It- Ph i ladelphiaj Fuel Facility 1< Heterials 
Safety Branch 79/0S/2&, OILKAN. A R Nuclear Metals. Inc Ip 
14744 DBl 


— 8301110024 Forwards FJ Viles (. 0 Levin repts re methods of collecting 
tamplee of effluent elr li evaluations of hioassay program, 

OILMAN.AR Nuclear Metals, Inc 79/02/13 Region 1, 
Phliadtlphle, Office of the Director Ip 14746 002 


-830II1002B Responds to 790515 Itr 1. clarifies response to violations 
noted in IE Insp Rept 40-0472/79-01 on 790329 Bloaisay 
program Ic ictlon limits revieuid & ventllatiori improved 
Number of film badges Issued increased 
TVFFIN.HB Nuclear Hctalsi Inc 79/04/19 Region It 
Fhlladelphie, Office of the Director. 2pp. I4766'O0B 


B30I110032 IE Insp Rept 40-0472/79-01 on 790329. Noneomp Manee noted 
film badges not worn prepirly. quarterly teposures not 
evaluated, effluent air sampling procedure tt inadequate 
control of continlnated articles leaving area, 

OLENN) il E , MCOUIMtOCKifi O Region 1. Ph i ladelphli, Office of the 
Director 79/03/29 lOpp 14744 090. 


B30I110039 Corrected copy of Amend 3 to Nuclear Hetalii Inc License 
SHfl-179 euthorljing mfg of dtrbitti castin g i, extrusions ti 
machined or formed parts. Ltr dtd 750S08 added to Bectlon 13. 
BELL.J.H. Radioisotopes Licensing Branch iPre 790501) 77/02/14 

2pp, 167^6 104s 


— 0301110054 Notifies of omission of 750509 ltr in Section 13 t® Amend 0 
of License 8M0-t79 Ltr discussed mod of emergency procedoro 
to remove ref to out of plant telephone 

OILMAN, A R Nuclear Metals, Inc 77/02/03 BELL. J M Division 
of Fool Cycle h Material Safety tp 16764 134 


— 0301110060 Amend to 740901 application to renew License 8MB-17'9 Amend 
removes ref to telephone in Well House Telephone not of matl 
dfsistance during emergency 

OILMAN, A R Nuclear Metals, Inc 75/05/08 2pp 14764 135 


— 0301110077 Requests interim increase In license limit for deplotetl if to 
800,000 lbs to assure coverage of near-torm needs 
oilman, A R Nuclear Metals, Inc 75/10/07 DRAGQNETTE, K 
Licensing Management Branch 2pp 14766 137 


— 0301110079 Application for renewal of Source Matl License 0MD~197 to 
mfg cast Ing s, extrusions, mach Ines or formed parte t, metal 
powders 

OILMAN.AR Nuclear Metals, Inc 74/09/01 32pp 16766 141 


— 0301110081 Forwards replacement pages for supplemental sheets In 740901 
application for renewal of License SMD~179 Revised pages 
clarified by consultants W/o end 

OILMAN.A R Nuclear Matals, Inc 74/11/15 Atomic Energy 
Commission tp 14746 173 


— 8301110083 Responds to 810527 application for amend to Licenso BMli-l/9 
Ventilation consultant 010413 rept proposing dilution factor 
of 143 for air effluent releases appears to request increaso 
in effluents Impact of airborne releases not clarified 
HANO, J C Licensing Management Branch 81/11/21 OILMAN, A H 
Nuclear Metals, Inc 2pp 16766 174 


— 8301110087 Responds to request for add! info supporting application 
for renewal of License BMB-179 Temporary job si tes, rad lat 1 on 
survey program, in-plant air quant i ty, anvl ron control of 
effluents & airborne releases discussed 

OILMAN, A R Nuclear Metalt, Inc 02/09/30 WANO, J C Llconsing 
Management Branch 33pp 16766 176 


— 8301110095 Requests addl Info to support 811116 application to rsiieu 
Licanse SMB-179 Matl re temporary job si tes, radlatl on survey 
program Si uast# disposal requested 

WANO, J C. Licinilng Management Branch 82/05/13 OILMAN.A R 
Nuclear Metals, Inc 4pp 16766 209 


■H30I110I27 Forwards "flerap Paciaglng Procedures," Rev 2 Procoduras 
should replace "Waste Products" i, "Disposal Procedures" 
eeetions of Dec 1981 license renewal pecirage New employee 
orientation Info U P Lowenstein 020525 memo end 

VUMBACO.FJ Nuclear Metals, Inc 02/05/10 HICKEV, J Licensing 
Management Branch Ip 16766 213 


■8301110135 "Scrap Packaging Procedural, " Rev 2 New employee 
opiintation Info Si P Lowenstein 820525 memo end 
TUFFIN.M Q , OILMAN, A R , VUMBACO, F J Nuclear Metals, Inc 
02/05/04 2Spp, 16764 214 


•B301U0149 Submits review of application for renewal of Licenao 
8MB~I79 Description of how effluent air calculations 
performed required Monthly contamination surveys Inadequate 
1 bloasiy program needs clarification 
KINNEMAN, J D Region I, Office of Director 82/04/04 
HILLER, V.L Licensing Manageinant Drench 2pp 14764 240 


8301110042 Amend 3 to Nuclear Metals, Inc License Sf1B-l79, author i rln 
mfg of derbies, castings, extrusions & machined or formed 

9 irtf 

BELL, JM Radioisotopes Licensing Branch if re 790501), 76/12/30 

2pp 14744 106 


•8301110154 Proposed Environ Survey Plan " Nuclear Metals, Inc 
hpochure, " Rotating Electrode Process, Dep le ted U ti Quality 
Products" end, 

» Oek Ridge Aseoclated Unlv, FIN A-9090 02/03/17 NRC - No 

Detailed Affiliation Olvan 8pp 14766 242 


-8301110045 Soure. Mat! Llcenie SMB-179 for Hhlttaker-Corp, author! xin 

use of 80,000 lb U metil or alloy t. 20,000 Ib thorium meta,l 
or 4x1 oy 

fOeSBAUMER, D. A Atomic Energy Comm lesion. 70/03/25, Ip. 
i « I 


0301110050 Responds to 751111 requeet for addl Info re ventilation 
equipment lys, spec of redletion safety reiponlhi Utl »i I, 
»h.ult-nt.,r..trict.d I change areas, record, 

Metals, Inc 76/04/09. DRAODNETTE. K 8 
Llcenelng Hanegaaent Branch 7pp. 16746,125. 


w '"r* ^^**"*« 8HB-I79 Proposed emend 
U Utrifluodde.^ ''•fl'Ies fc eonvariion of U metal derhles to 

OILMAN, A. R Nuclear Matals, Inc. 76/11/12, 

Cycle L Material Safety 2pp 16766,132 


— -8301110139 Notiflas of 820304 site meeting to discuss application Oak 
Ridga Aseoclated Unlvs will prepare survey plan based on 
dlscussione. "Depleted 0," "Application Notes-Dep le ted U 
Sinker Bare" I, "Induitrlal Uses of Depleted U" end 
HICKEY, J M Licensing Management Branch 82/02/18 OILMAN.A R 
Nuclear Metals, Inc 12pp. 16766 270 


DOCKET 40-1142 WESTERN NUCLEAR CORP , JEFFREY CITY, WV 


8301060007 Forwards addendum 
Jan-June 1902 

BOODEN, 0 Western Nuclear, 
82/12/07 PETTENOILLiH J 
166B8 215. 


to semiannual environ monitoring rept, 

Inc, (subs of Phelps Dodge Corp }. 
Uranium Racovary Licensing Branch app 


Division of Fuel 
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— 8301060011 Addendum to samiannual environ monitoring rept> Jon~June 
1982 

* Hestern NueleaPi Inc (cubi of Phelps Dodge Corp > 83/12/OS 

143pp 16688 217 


9301140414 Foruards addl info re<lUB»ti for radiological Si hydrological 
aspects of proposed reclamation plan Response reauested by 
930301 

PETTENOILL. H J Region 4. Office of Director 82/12/29 BOODEN, C 
Uastern Nuclaapi Inc (subs of Phelps Dodge Corp 1 3pp 
16818 050 


8301260106 Rsvieus Q21S07 addendum to 820831 rept re environ monitoring 
data for Jan-June 1983 Air particulate monl taring ■ stack 6 
vegetation sampling ti meteorological data discussed No 
further action necessary 

OARCIA. P J . PETTENOILL. H J Region 4. Office of Director 
83/01/12 Region 4, Office of Director 3pp 16953 024 


8301360S2S Forieards request for addl info needed to evaluate adequacy 
of as~built reclamation activities ti compliance 
iii/Cond 1 tlon 33 of License SUA-*56 

PETTENOILL, K J Region 4, Office Of Director 83/01/12 QQODEN, 0 
Uestern Nuclear, Inc (subs of Phelps Dodge Corp I 2pp 
16913 357 


DOCKET 40-1341 TENNESSEE VALLEV AUTHORITY. CHATTANOOGA. TN 


8301030008 Ack distribution of "FES re Decommissioning of Edgemont 
U Kill, " (NURE0~0B46> for revleu tt comment No comments 
received 

MERRY, T C South Dakota. State of 82/12/09 SMITH, R D Uranium 
Recovery Licensing Branch tp 16630 348 


8301120372 Requests review of end draft SER ti license conditions for 
decommissioning Edgemont. SD U mill Comments requested ulthin 
1 wk of receipt of 8ER H/o end 

PETTENOILL, H J Region 4. Office of Director 82/12/21 BROUN, 0 D 
Division of Vendor tt Technical Programs Ip 16786 319 


8301120578 Informs of unresolved issues per FES (NUREG-oa46) review re 
decommissioning of Edgemont U Mill Discussion of cleanup 
criteria & other unresolved Issues recommended 

CAHILL, P C Environmental Protection Agency. 82/12/28 MARTIN. J D 
Division of Haste Management 2pp 16796 14B 


DOCKET 40-1478 SPENCER CHEMICAL GO < KANSAS CITY, MQ 


0301280042 FQIA request for applications for licenses for Spencer 
Chemical Co 

BARNES.C Affiliation Unknown. 82/11/12 FELTON, J M. Division of 
Rules and Records 2pp 16972 121 


8301280045 Responds to FOIA request for license applications for 
Spencer Chemical Co Backup matl re License C-4392 l< S6012O 
application for License R-21B not found Forwards App A 
documents Draiuings to be released upon agreement on charges 
FELTON, J K Division of Rules and Records 92/12/14 DARNE3, C. 
Affiliation Unknown 2pp 16972 123 


— 8301280046 Forwards application for license to obtain SOO lb 
N8-40 U & 300 lb U fluoride scrap 

BROUN, U R Spencer Chemical Co 96/08/23 PRICE. H Atomic 
Energy Commission ip 16972 125 


—8301280048 Application for source matl license for Qpeneer Chemcial 
Co. author! < ing possession of 500 lb N8-40 & 300 lb U 
fluoride scrap 

BROHN, U R Spencer Chemlcol Co 56/08/24 4pp 16972 126 


— 8301280069 Application to amend Source Metl License C~3571 to permit 

5,000 lb rather than 500 Ib of inventory 

LANDRUM. L H Spencer Chemical Co 58/02/19 JOHNSON. L Atomic 
Energy Commission tp 16972' 186 


— 8301260071 Authorites purchase from AEC. f or delivery prior to 580630. 
liOOO lb hexafluoride containing U depleted in U-235 Isotope 
<N3-40) for use under License C-3S71 Delivery date not 
guaranteed 

DELANEY. U C Atomic Energy Commlselon 58/02/26 YOUNG. D A 
aptnezr Chemical Co Ip 16972 187 


—8301280078 Amend t to Source Matl Licanse C-SS71 for Spencer Chemical 
Co. authorlt Ing possession of 300 lb U magnesium fluoride 
scrap for pitot seal* investigations of scrap recovery <> 

5,000 lb U for experimental work in scrap recovery 

DELANEY. J C Atomic Energy Commission 58/02/28 YOUNG, 0 A 

Spencer Chemical Co 2pp 16972 iS3 


—8301280120 Application for relssuancc Of Source Matl License C~3971 tu 
possess 5.000 lb natural U New license will be C-435S 
LANORUM.L H Spencer Chemical Co 50/10/14 DELANEY. J C Atonic 
Energy Commission Ip 16972 256 


—8301280126 Source Matl License C-43S2 for Spencer Chemical Co. 
authoriilng possession of 300 lb U magnesium fluoride 
scrap for pilot scale investigation Of scrap recovery tt 

3.000 lb U for experimental work in scrap recovery 
DELANEY. JC Atomic Energy Commission 58/10/16 LANDRUM. L M, 
Spencer Chemical Co Ip 16972 '’‘57 


DOCKET 40-2061 KERR-MCOEE CHEMICAL CORP . OKLAHOMA CITY. OK 


8301110637 Foruiards abridged ti unabridged versions of "Ambient 
Monitoring of Airborne Rad ioact 1 vlty Associated H/Thorlum 
Wastes Near Kerr-McOee. West Chicago. IL Facility " 

ADAKKUS.V V Environmental Protection Agency 82/09/29 NI XON. H A 

Urenlum Fuel Licensing Branch Ip 16765 069 


—0301110640 "Ambient Monitoring of Airborne Radioactivity Assoclatod 
U/Thorlum Wastes Near Kerr-McQee.West Chicago, IL Facility " 

JENSEN, C • REGAN, 0 . OORANSOH, 8 Environmantal Protection Agency 
02/09/31 I2app 16765 070 


8301110003 Foruards results of daily Pb-212 determinators for 
environ air monitoring stations 

SHELLEY, U J Kerr-McOee Corp 62/11/05 NIXON, U A Uranium Tual 
Licensing Branch 3pp 16779 242 


— 8301110005 "Pb-212 Concentrations," environ monitoring station rapt 
« Kerr-McGae Corp 82/11/05 SSpp 16779 249 


8301140485 For wards response to various govt comments re DEB. 
NUREO-0904 

aHELLEV.W O Kerr-McOee Corp 82/12/14 PAGE. R 0 Uranium Fual 
Licensing Branch S8pp 16817 278 


8301140508 Ack receipt of 821216 Itr requesting extension of 30 days to 
file facility factual statement of relevant issues in Amends 
5 it 6 No opposition to granting extension if Informal 
hearing not delayed 

RHINELANDER. J Shaw. Pittman. Pott* i< Trowbridga 82/12/21, 
MAU88HARDT, D 8 Office of Nuclear Material Sefety t. 

Safeguards. Di rector 2pp 16817 249 


—8301140921 Requests 30-dag extension to file factual statement of 
relevant issues in Amends 966 due to unfami tiarity w/soma 
technical submissions ti need for consultation u/radiotoglcal 
health expert 

8PELMAN, H J Harold J Spelman ti Associates 82/12/16 
MAUSSHARDTi 0 0 Office Of Nuclaar Material Safety t. 

Safeguards. Director 3pb 16817 291 


8301070406 Responds to 821221 Itr re possible extension, of 30 days to 
flit statement on issues re Amends 9 t. 6 Extension granted 
until 830107 

MAUSSHARDTi D B Qfflcs of Nuclear Material Safety ic 

Safeguards. Director 82/12/22 SPELMAN, H J Harold J. Spelman !• 

Associate* Ip 16709 265 


8301070409 Confirms that date for submittal of prepotad Amends 5 1. 6 io 
Llctnss 8TA-983 ha* been extended to 830107. in response to 
821222 telcon 

NAUSSHARDT. D B Office of Nuclear Material Safety h 

Safeguards. Director 82/12/23 CHARNDPF. 0 Shaw. Pittman. Pott* I. 

Trowbridge Ip. 16705 264 


8301100439 Ack receipt of 820929 Itr transmitting results of air li 
groundwater monitoring lurvey* conducted eround site No 
valid technical basts exists to conclude conditions near 
site unwarranted 

CUNNINGHAM. R. E Division of Futl Cycle t. Material Safety 83/01/03 
ADAMKUS. V U. Environmantal Protection Agency Spp 16716! 399 


8301810294 Forwards llcensat statement on Issue* relevant to Amandi 9 t 
6 to License 8TA-9S3 Raspons* to NRC 830114 request for addl 
Info will be submitted by 830204. 

ZAHLER,R.e. Shaw, Pittman, Pott* 1, Troubridgs. ZAHLER.R.E. 

Ksrr'McOe* Chsmteal Corp (suts. of Ksrr-HcOe* Corp. I. QafQl/i9 
HAU89HARDT. D B Offlc* of Nuclssr Material Bafety 1. 

8af sguards, Di rec tor Ip 16872' 028 


—8301210899 Statement on issues rslivant to Amend* S It 6 to LlCfns* 
8TA-5a3 Issue* prsientsd in City of Chicago 830104 response 
do not constitute basis for denying license amends. 

Certificate of Sve end 

ZAHLER.R E , QEROHOFF. J C Kerr-HcOea Chemical Corp. (tubs. «f 
Kerr-McOee Corp > ZAHLER.R E Shew. Pittman. Potts I, Trowbrld|* 
83/(01/19 7pp 16872 026 
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DOCKET •! 0-8259 PATHFINOER MINES CORP . RIVERTON, WV 


0301240837 Foru«rdi appl iei t i on* For renouai of Licen«« SUA-478 ti 
Environ Hepi tupporling application 

NUOENT.EL Pathfinder Mines Corp 02/18/17 SMITH, R.D Region <*, 
Office of Director, ip I49I6 IDS 


— B301860893 Application for renewal of License aUA-478 to operate 
Luctg He U Mil! in Freemont County, NV 

RtTCHIEfM I Pathfinder Mine* Corp 68/12/06 124pp 16914 104 


—0301860297 Environ Rept supporting application for renewal of License 
Sl/A-472 

* Pathfinder Mints Corp 62/12/31 7lpp 169l!6 220 


DOCKET 40-2384 RM3 CO , ASHTAaVLAr OH 


0301110612 Ack receipt of 021230 Ur Informing NRC of stepe taken to 
correct vloletioni noted in IE Imp of Licenses 34-10618-01 
t, 6MJ-602 on 820930-1001. 

BREfflAWSKl, J> J Division of Project 6 Resident Programs 83/01/06 
SCHAEFFER. M ft SMI Co. ip 16744 284 


—0301110614 Responds to NRC 021213 Itr re vloletion* noted in IE inep 
of Licenses 34-10610-01 A SHB-602 Oft 820930-1001 Corrective 
action* smear lUTveij* taken ueeklg t nonltorlng eye 
Implementsd & audited 

SCHAEFFER, M, R RKT Co 82/12/30 a!lENIAMSm,D J Region 3. 
Office of Director 2pp. 16744 285 


DOCKET 40-3463 ATLAS MINERAL. INC , DENVER, CO 


8301060083 Forvard* Third Quarter 1902 jewna survey of tailings pond t, 
perimeter 

EDKARDSiDL Atlas rtinerali. 02/11/22 SMITH, ft D tJranlum 
Recovery Li-tenslng Branch. Ip 16463 073 

—8301060090 Third Quarter 1962 gamma survsy of tailings pond l< 
perlmater. 

* Atlas Minerals 02/11/22 73pp. 16603 079 


9301260292 Reviews 020729 follouvp insp of License SUA-667 to observe 
tailings areas & stabilisation methods Lignin sulfonate used 
as chemical stabiliier provides effective control of migrant 
tailings No violations noted 

OfLLEN,D M Region 4, Office of Director 03/01/13 Region 4, 
Office of Director 2pp 14913 049 


8301310377 Ac k receipt of 630110 Itr re annual insp Soil sampling 
results have not arrived UPZ problem w/topsoil salvage 
will be rsvisiijod next spring Andrus 8301 tO response to 
insp end 

FRANCIS, E Wyoming. State of 03/01/14 ANDRUS, N Federal 
American Partners 7pp 14972 296 


8301260070 Advises thai/^ondi tlon s 24 1, 39 to License 8UA-667 amended 
re operation of Effluent 4 Environ Monitoring Program 
8MITH.R D Region 4, Office of Director 03/01/18 Federal 
American Partners 2pp 14933 036 


— 0301240075 Recommende approval of Amend 13 to License SUA-467 re mods 
to Environ 4 Safety Monitoring Programs during temporary 
shutdeun 

OTLLEIf, D M , LINEHAN, J J Region 4, Office of Director 03/01/17 
Region 4, Office of Director 7pp 16953 040 


DOCKET 40-6622 PATHFINDER MINES CORP . SHIRLEY BASIN, WY 


8301110609 "Environ Monitoring Data U/Dose Ca 1 culat ions. Third Quarter 
1902. " 

NDLTE, M C Pathfinder Mines Corp 08/09/30 27pp 14744 287 


8301120400 Advises that Amond 12 to Source Matl License SUA-442 is 
approved based on revised OA Program submitted on 020030 
Amend revlset Licenee Condition 21 re annual audit of 
environ moftitoring program 

SMITH, R 0 Region 4, Office of Director 02/12/06 Pathfinder 
Hines Corp 2pp 16779 361 


— 0301120488 Safety evaiuatian supporting Amend 12 to Source Matl Licers* 
8UA-442 revising License Condition 21 re annual audit of 
environ monitoring program 

BOLLENSERGER, D Lou Level Waste Licensing Drench PErTENOtLL,ll J 
Region 4, Office of Director 02/12/06 3pp 16701 298 


8301030282 Responds to 621104 Itr re location of background air 
particulate monitoring site Air Rampling Station 5 instead 
of Station 4 proposed 

SLUBAUOH. R E Atlas Minerals 08/12/02 PETTENOTLLiH J Region 4, 
Office of Director 2pp 16455.107 


Q3D111DS94 Forwards effluent monitoring rept data t< 40CFR190 rept for 
Third Quarter 1962 per Amend 2 4 Condition 37 Stack sampling 
rept for Second Half 1902 also end U/o encls 

0MITH,J C Pathfinder Mines Corp 82/12/09 DROWN, 0 D Region 4. 
Office of Director Ip 14744 362 


830iC60D34 Revl lus dose calculations & compliance evaluation based on 
020810 submittal of environ monltaring data Licensee in 
compliance U/I0CFB190 

S0LLEHBER5ER. 0 High Level Waste Licensing Management Branch 
02/12/17 High Level Waste Licensing Management Branch. 3pp 
14400 207 


0301120359 Reviews Second Quarter 1982 envlTPH monitorlsig data 
submitted on 820813 Pb-2ID air particulate samples for Msy 
tost. Data will b* reviewed upon receipt No further action 
necessary 

OARCIA, P J. Division of Ristdent. Reactor Project 4 Engineering 
Program PETTEN«1LL,H 0 Region 4, Office of Director. 82/12/20 
Division of Resident, Reactor Project 4 Engineering Programs 4pp 
14701.339 


6301120366 Submits review of Shiriey Dasin Mill rept for First Half 
1968 submitted on 820929 Rapt acceptable Licensee notified 
of milling background particulate data No licensing 
re<|ulred at present 

80LLEN9ERGER, D Lou Level Waite Lice nsing Dranch PETTENOILL.H J 
Region 4, Office of Director 62/12/17 Low Level Waste Licensing 
Drench 3pp 16766 314 


6301120370 Discusses revleiu of 3200(3 insp rept 4 licensee 620903 
response rt three vlolatlans Licensee committed to minor 
change in surveying procedure for alpha contamination Change 
will be considered as part of license renewal review 
eOLLENDEROER, D Lou Level Wsite Licensing Drench PETTENOILL, H d 
Region 4, Office of Director 82/12/21 Lou Level Waste Llconstng 
Dranch Ip 14761 362 


8301260125 Responds ta 821202 Itr re location of background 
particulate monitoring sits Coat of relocating background 
, station not justified based o.n dose (valuation performed 
PETTEM9ILL. H J Region 4, Office of D1 roc tor 03/01/10 
DLOBAUQH,R Atlli Mtnirels Ip 1493l’32e 


KET 40-4492 FEDMAL-AMEHICAN PARTNERS, RiyERTON, WY 



\ 


‘ IS . a‘ .iS I as leplerlng JR Lane, per radiation 
■^i.l Illy 1 ^ 1 . eriiit r as pons lb i 1 it iei, 

T, I ir r.-ii y <• I ,-ilcate* of JW Lucai encl, 
i»li.i /-* .s ai .nir* 82/12/03. OILLEN,DM. 
.e II III I- TP t66S5. 144 


e.s fill' 
^>ila 4 i 


.f f lisral-Amtrlcen Partner* 1992 Environ 
airk rne particulate samplingi 
It) • lied. Reported data within 


• k 

'ICI 


4, 

Tpp, 


Qfftca of Dtractor 
16981 . 334. 


83/01/13 


6301120574 Comments on 621213 trip to U mill tailings dispoeal facility 
in Casper, WY 4 Pathfinder rept Exploration 4 monitorino 
program between tailing* pond 4 Area 2 pit should be 
eipanded 4 continued until loalage is completely defined. 

WiLLIAMSift E. RE Williams 4 Associates. Inc 62/12/20 
PETTENOILLiH Uranium Recovery Licensing Dranch 3pp 14796 88, '> 


DOCKET 40-6659 OETTY OIL CO - PETROTOMICS CO . SHIRLEY DASIN, WV 


8301030307 Informs of plan to form new first 1 1 er, whol ly-ownad 
subsidiary of Getty Ruling on effect on license of proposed 
corporate mod requested 

VOi/NG, 0. 8 Oatty Oil Co (Fetro toml cs 1 82/12/02 PETTENOILL.H 

Region 4, Office of Director Ip 14653 003 


8301030300 Advisee that necesiary data to complete tOCFR40 65 4 
40CFR190 rept* not received Repts will be forwarded by 
621221 

PFAFF, 8 J Getty Oil Co (Petro tomi cs ) 02/12/07 JONES, 8 Uranium 

Recovery Licensing Dranch tp 146S5 154 
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DOCKET 40-7327 WOLVERINE METAL CO . INC , DETROIT, MI 


8301270010 FOIA rei^uest for document* re Deutch t< Qonii Inci Wolverine 
Hetel Co, Inc k Ora^ Mach Inerg, Inc 

UQODUARD, J Spear*, Luberskg, Campbell t< Sledeoe 02/11/23 
DAVIS, T 0 Office of Nuclear Material Safety L Saf eguarde, 01 rector 
2pp U953 I AO 


830127001S Respond* to FOIA reiiuest for documents re Deutch t. Sons, 
Inc. Wolverine Metal Co, Inc t< Orag Machinerg Inc Foruard* 

App A documents Documents re drag Mac h Inerg , Inc not found 
FELTON, vl M Division of Rules and Record# 82/12/13 WOODWARD, J 
Spears, Luberslcg, Campbell ti Bledsoe Spp ld>953 170 


— S301270020 Application for source matl license, authoriilng receipt, 
intermediate process ing, s tor age t, transfer of scrap matls 
containing U b thorium 

MEINrRAUDtH Wolverine Metals Co/Wolverine-Sltkln Allogs, Int 
65/04/12 2pp 16953 255 


— 0301270022 Raq,uests info re 6S0412 application for source matl license, 
authoriilng receipt, intermediate process i ng, storage it 
transfer of scrap matls containing U & thorium 

LAYFIELD. R L Atomic Energy Commission 65/04/27 UEINTRAVD,H 
Wolverine Metals Co/Wolverlne-Sitkln Alloys, Inc 3pp 16953 857 


— 8301270024 Informs of 650606 visit to Washington, DC to eipedite 
Issuance of source matl license 

WEINrRAUD,H Wolverine Metals Co/Wolvarine~81tkln Alloys, Inc 
65/06/04 LAYFIELD, R Atomic Energy Commission ip 16953 260 


— 8301270027 Submits info re property plan, aieight percent of source matl 
In scrap metal to bo received, storage of scrap metal Sc 
airborne ra d ioac t Ivl ty concentratione, per AEC 650427 Itr 
WEINTRAUDtH Wolverine Metals Co/Wol ver 1 ne-Sl tk in Alloys, Inc 
65/07/09 LAYFIELD, R L Atomic Energy Commission 3pp 
t69S3 261 


— 8301270046 Foruards summery of consultant gualiflcations, supp lamenting 
650709 Itr 

WEINTRAUB.H Wolverine Metals Co/Wolverine-81tkln Alloys, Inc 
65/07/19 LAYFIELD, R Atomic Energy Commission 6pp 16953 864 


— 8301270052 Requests duplicate of AEC license due to 670105 ofe firs 
KORMAN, 0 J Wolverine Metals Co/Wo Ivorln a-Bl tk in Alloys, Inc 
67/03/22 PRICE,H L Atomic Energy Commission ip 16953 270 


— B301270061 Foruards Source Matl License BTB-041 b 650412,0709 b 19 
appl icatlon Si per 670322 request W/o ends 

NUS8BAUMER, D A Atomic Energy Commission 67/03/29 KORMANi 0 J 
Wolverine Metals Co/Wolverlna-Sltkln Allays, Inc Ip 16953 271 


— 9301270065 Notifies that License BTB-841 expires on 680731 Application 
for reneual should be filed 30 days prior to expiration. 

NU88BAUMER, 0 A Atomic Energy Commission 63/05/27 KORMAN, 0 J 
Wolverine Metals Co/Wotverlne-Sitkin Alloys, Inc Ip 16953 372 


— 8301270070 Requests extension of License aTB-841 for 3-yr period 
RICHMANiJ Wolverine Metals Co/Wolverine-Sltkin Alloys, Inc 
68/06/10 LAYFIELD, R L Atomic Energy Commission Ip 
16953 273 


— 8301270078 Requests info re transfer of ni c kel-thor ia alloy scrap 
received from Sulsman b Blumenthal, Inc, per 700618 telcon 
Amend to License STB-841 should be requested to reflect 
company name change 

LAYFIELD, R L Atomic Energy Commission 70/06/30 EPBTEIN, R. 
Wolverine Metals Co/Uol ver inc-81 tk 1 n Alloys, Inc Ip 16953 874 


— 8301270083 Application for amend to License STD-84i> ref lecting name 
change to Wei ver ine-Sl t k in Alloys, Inc from Wolverine 
Metal Cq, Inc AEC 700630 Itr requesting info re nlckel-thorla 
alloy scrap uill be providad 

EPSTEIN, H Wolverine Metals Co/Wolverlne-81tkin Alloys, Inc 
70/07/09 LAYFIELD, R L Atomic Energy Commission ip 
16953 275 


— 8301270088 Notifies that License STB-841 may he suspended or revoked 
if annual fee not received by 711182, per 10CFR170 41 
(IQIINSONiL Atomic Energy Commission 71/11/08 EPSTEIN, H 

Wolverine Metals Co/Wolverlne-Sitkin Alloys, Inc Ip 16953.376 


—8301870091 Order to shou cause uhy License ST&-B41 should not be 
revoked permanently for failure to pay annual fee 
JOHNSON, L Atomic Energy Commlision 72/03/23 Wolverine 
Metals Co/Wolvorlne-8itkin Alloys, Inc Spp 16993 277 


--8301270099 Confirms that Uolver ine-Si tk m Alloys, Inc has been sold to 
former ouner, Uolver inc Metal Co, Inc, per 780407 telcon Neu 
corporate name Wolverine Metal Co, Inc Annual license fee 
end 

CRANADCRiR R Wolverine Metals Co/Wolver Ine-Sitk in Alloys, Inc. 
72/04/07 HILLERtW Q Atomic Energy Commission Ip 16953 280 


— 6301270122 Ac k receipt of annual license fee for 71020S-780204 License 
STD-641 uill be amended to reflect neu ounershlp Invoice 
util be issued for annual fee for 720205-730204 
MILLER. WO Atomic Energy Commission 78/04/18 ORANADER, R R. 

Wolverine Metals Co/Uolverlne-Sitkin Allays, Inc Ip 16953 281 


— 8301270136 Order to shou cause uhy License 8TB-841 should not be 
revoked permanently for failure to pay annual fee 
HILLER, W O Atomic Energy Commission 78/09/21 Wolverine 
Metals Co/Wolverine-Sltkin Alloys, Inc 3pp 16953 202 


— 8301270129 Order terminating revocation proceeding of License 9TD-a41 
Annual fee paid 

MILLER, W 0 Atomic Energy Commission 72/12/04. Wolverine 
Metals Co/Wolver Ins-Sltk in Alloys, Inc 2pp 16953 289 


— 8301270132 Application to amend llcenss to handle 700 kg of source 
matl Invoice end 

ORANADER, R R Wolverine Metals Co/Wolver ine-Sitk in Alloys, Inc 
73/01/29 MILLERiW O Atomic Energy Commission 2pp 16933 887 


— 6301270135 Corrected Amend 3 to Wolverine Metal Co, Inc Licenee BTtl-B41, 
changing eipiratlon date to 760630 b amending Itsm 7 to read 
14,000 kg of scrap metal containing not more than SK source 
matl, per 730129 Itr 

DAVIS, F C Atomic Energy Commission 73/04/19 Wolverine 
Metals Co/Wolverine-Sitkln Alloys, Inc ip 16953 2S9 


— 8301270155 Supplementary Amend 3 to Wolverine Metal Co, Inc License 
STB-841i changing expiration date to 780630 b amending Item 7 
to 700 kg of scrap mrtal containing not more than 3K source 
matl, per 730129 Itr 

DAVIS, F C Atomic Energy Commission 73/03/0-9 Wolverine 
Metals Co/Wolverine-Sttkln Alloys, Inc Ip 169S3 290 


— 8301270161 Amend 2 to Wolverine Metal Co, Inc License STB~B41, changing 
licensee name to Wolverine Metal Co, Inc, per 720407 
application 

LAYFIELD. R L Atomic Energy Commission 72/05/17 ORANADER, R R 
Wolverine Metalt Co/Mq 1 ver tne-81tk In Alloys, Inc Ip 16953 291 


— 8301870168 Amend 1 to Wql vurine-Sltk 1 n Alloys, Inc Licente 9TQ-64li 
changing company name to Wolverlne-Sitk in A1 logs, Inc , per 
700709 application 

LAYFIELDiR L Atomic Energy Cammlision 70/07/22 EP8TEIN>H. 
Wolverine Metals Co/WoI ver Ins-Sitk 1 n Alloys, Inc Ip 16953 892 


— 8301870172 Foruards renuued Source Matl License 3TB-a4i 

HARMON, D F Atomic Energy Commission 6S/06/17 RICHMAN, J 
Wolverine Metals Co/Wolvarlne-8itkln All-oys, Inc Ip. 16953.293 


— 8301270179 Reneued Source Matl License 8TS-841 for Wolverine Metal Co, 
authoriilng possession of 6i000>000 lb of scrap metal 
containing not more than 5% U b thorium 

HARMON, D F Atomic Energy Commission 68/06/17 Ip 16953 294 


— 8301270186 Requests add 1 copies of plan drawing transmitted by licensee 
650709 Itr Variables, Including quantity of mail processed, 
handling procedures It environ conditions should be 
considered In determining frequency of further samples 
LAYFIELDiR L Atomic Energy Commiisioti 65/07/27 WEIMTRAUD.H. 
Wolverine Metals Co/lfol verlne-Bltkin Alloys, Inc Ip 16953' 295 


—8301270281 Source Mail License STB-B4t for Wolverine Metal Co, 
authoriilng possession of 6,000,000 lb of scrap metal 
containing not more than 5S( U b thorium 
LAYFIELDiR L Atomic Energy Commission 65/07/27 Ip 
16953 296 


—0301270237 Forwards Amend 3 to License 879-841, author 1 1 Ing poesession 
of 14,000 kg of scrap matl containing not more than 3K 
source matl Invoice one 1 for prompt remittance W/o ends. 

MILLER, U 0 Atomic Energy Commltelon 73/05/38 ORANADER, R. R. 
Wolverine Metals Co/Molverlnc-Sitkin Alloys, Inc. Ip. 16953,297 


--8301270230 Certificate of Disposition of Matls'matls held until 
readings low b remelted to make new alloys, Surface 
contamination removed by washing. 

ARCHIHALiO E Wolverine Mete it Co/Wo-lver Ine-Sltk In Alloys, Inc 
78/05/31 ip. 16953 298 
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330.(270336 A* 4 uitt* clarification re possiiiion 6 transfer of source 

n«tl>por 7B0931 Cirtiflcata of Disposition of Metis Survty 
tkoold kt psrfornsit to doteroina residual cantatni nat 1 on at 
facllitv ti/e anel eantamlnatlon guide 

£AS3IN>M Radioisotopes Licensing Dranek CPre TfOSOI ] 76/06/07 

ARCHINALiO E Wolvarlne Metals Co/Holvar ine-Sl tk in A1 logsf !nc> 

Ip 16993 299 


— 6301270243 Responds to 760607 Itr re 780931 Certificate of Dispoaition 
el Hitif ailghtlg radleacttva scrap stainless steel handled 
6 sold to naltlng oparattons wfian surface csntajeinatlon 
ciiasktd off Mo sourcf csatl in possession 

ARCHIMALiO £ Wolverine Kata It Co/Holverint'Sltkin Allogsi Inc 
76/06/14. BA68Jlf< N Rsdiolsatapes Licensing Branch (Pre 790301} 

Ip. {6993 300 


— 8301270248 For uards 780931 Certificate of Disposition of Hatl Si 1 1 censee 
780614 Itr 6 NRC 780607 Itr for Region 3 evaluation to 
deterrsine if facility mag 6a returned to unrestricted use 
U/o one It. 

SIMOEAtB Radioisotopas Licensing BrancH (Pre 7909011 78/07/06 

HIOOIMBOTHAHtL Divltion of Fuel Facility *> Materials Safttg Ip 
16993 301 


--8301270258 IE Insp Rapt 40-7387/78-01 on 771116 License STlJ-841 closed 
out. 

acHULTfiWH. r PAOLIARO* •/ A Region 3< Chicago. Office of the 
Director 78/08/17 Ip 16993*302 


— 8301870874 Advises that closeout survey not necassary since alloy scrap 
would not result in Ttmovabls contamination 6 only one 
aachlnt u/rapiovahlf contamination cleaned t>y licensee 
Lletnse 370-841 closed out 

SCHULTZ. Mf H. Region 3i Chicago. Office of the Olrector. 7S/0'8/l6 
Ragf on 3i Chicago. Offiea of the Olroctor Ip 16993 303 


"6301270287 Forwards 780616 memo re avaluation/detornlnation that 
facility aau be returned to unrestricted usi,U/o end 
OAUISiA B ftoglon 3. Chicago. Fuel Facility 6 Materials Safety 
Branch. 78/06/17 HieoiMSOTHAH. L Division of Fuel Facility U 
Katarlals Safety Ip 16993.304 


—830 1270294 ForiPards documents re License STD-B41 In response to 780706 
nsoio to L Higginbotham. Recommends that licenst be retired 
Conpubir rocerd should be updated upon completion of action 
U/o and. 

MCVER.R. Division of Fuel Facility 6 Mstarials Safety 78/08/81 
eiKOERrO Radielsotopps Licensing Branch CPre 770901 > Ip 
16983 309 


■-830127029S Ra guests conpletc file re Source Hatl License 3TD-841i 
including i nsp rapts 

ARCKIMALiO. E Melvorino Metals Co/Malverina-Sltl in Allays. Inc. 
79/08/24 BASaiN. N Radioisotopes Licensing Branch (Pro 79080J) 
Ip 16953 306 


—8301270302 Foruardp info re License 8T0-B41 per 790824 Itr U/« end 
BASSIN.M Llcinslng Management Branch 79/10/26 ARCHINEL.O E 
Holvarlnf Mata Is Co/Ho Iverlna-Sl thin Alleys. Inc Ip 169S3 307 


8301270019 Responds to FOIA request for dneunents re Deutch 6 Si) 

] nc I Ho 1 ver in« Krtal Co. Inc L Oroy Machinery Inc Forwards ** S 

App A documents Doeumonts re Oray Machinery. Inc not found 
FELrOM>.J M Division of Rules and Records 62/12/13 UaoOUAK 
Spears. Lubarshy. Campbell b Bledsoe 9pp 16953 170 ''() 


— 8104210431 Application for renewal of Matl /Qyproduc t License 
autborirlng use of U-23S b thorium in any source as filed 
contaml nat 1 an on salvaged equipment b scrap metal 
DEUTCH. 3 I Deutch b Sons. Inc SI/OS/SO 2pp 16953 24, 


--830I270025 Forwards application for source mall license coven,, 
possession b transfer of salvaged equipment U scrap metal * 
containing source matl as fixed contamlna tton 
DEUTCH. S 1 Deutch & Sons. Inc 69/06/09 Atomic Energy 
Concussion Ip. 16933 179 ” 


—3301270026 Application for source matl license to possess sour^ 
as filed cantamlnatlon salvaged equipment b scrap metal ' 

DEUTCH. S t Dawtcif b Sons. Inc 69/06/09 3pp 16993 100 


—6301270030 Negotiated Sales Contract for contaminated productiq^ 
equipment awarded to I Deutch b Sons. Inc b M b M Metals. Inc " 
• I Deutch b Sons. Inc * Affiliation Untnoun « Atomic 
Energy Commission AT(30-1)I]56 69/06/11 33pp 169S3 iQ,] 


— 8301270034 Discusses changes in application for source matl 1 iCg,. 
possession b transportation of salvaged matls b scrap u/ ' 

filed contamination 

DEUKK. 8 I Deutch b Sons, Inc 69/06/34 HARMON. D Atom,, 
Energy Commission tp 16953 216 * 


— 6301270036 Advises of rav to contract u/Netl Lead Co of OH re 
activities at Fernald plant Application for source matl 
license must be changed Salvaged matls b scrap w/flied 
contamination uill be stored in area of limited access 
DEUTCH. 6 I Deutch b Sons. Inc 69/06/36 HARMON. D Atomxq 
Energy Commission Ip 16953 217 


—8301270038 Application to amend License SMD-990 to delete Natl Lej 
of OH from original application b authorlie possession b 
transportation of scrap or salvaged equipment containing U 
or thorium from any source 

OEUrCH. 8 I Deutch b Sons, tnc 69/07/24 HARMON. D Atomic 
Energy Commission Ip 16993 218 


—0301270040 Application to amend License 8MB-990. authori i ing addl 
storage of U b thoriuei in form of centaminatlon on salvaged 
equipment b scrap 

DEUTCH. S I Deutch b Sons. Inc 69/11/13 HARMON, D Atomic 
Energy Commission Ip 169S3 219 


—8301270047 Forwards info re radiation safety precautions for hanil 
matl contaminated le/U or thorium b sals, abandonment or 
destruction of personal property supplsmeniing licensee 
691113 Itr 

DEUTCH. 8 t Deutch b Sons. Inc 69/11/21 HARMON, D Atomic 
Energy Commission 4pp 16993 220 


DOCKET 40-7869 PLAIEAV RESOORCES. LTD . ORAMD JUNCTION. CO 


6301260099 Issues Amsnd 2 to Llcenss 9UA-JD13i rtvlsing Condition 12 to 
read liceniet shall transfer to b dispose of contaminated 
nitl at Shootarlng Canyon Mill tailings impoundment in 
accordance u/statsnants in licensee 820907 submittal 
SMITH. R.O. Region 4. Office of Director, 03/01/05 Plateau 
RetourctSf Ltd. Ip. I6953i027. 


-8341260103 Safety evaluitlon supporting Amend 2 to License S0A-10I3 
.^OMMSOMi T.L. Region 4. Office of Director 83/41/09 3pp 
I69S3 028 


8301860253 Re view I air particulate data provided in license* 10CFR40 69 
Environ Hont taring Data Rept for Jan-Jun* 1982 Monl taring 
requirements of lOCFRaO n«t 

JOHNSON. T L r LlNEHAN.d. J Region 4. Office of Director. 83/01/07. 
Region 4i Office of Director. 3pp. 16919' 288. 


DOCKET 40-B007 I BEUTCH b SOMg, INC , CINCINNATI, OH 


8341270010 FOIA request for documents re Deutch b Sons. Inc. Wolverine 
netel Co. Inc b Oray Mechlnery, fnc. 

Bpeapi, Lubersky. Campbell 4 Bledsoe 82/11/93 
DAVI8(T.O. Office of Nuclear Material Safety b Safeguards. D1 rector 
2pp. 16993 16B. « ■ 


— 8301270098 Application to amend License 6MB-990 re Item 10 R Rich 
Eherline Instrument Carp should not he listed as having 
radiological safe'ty responsibility BV Rob arts will be new 
consul tank 

CeiOER.EL Eberline Instrument Corp 70/11/09 HARMON, 0 
Atonic Energy Cominission Ip 169S3.224 


—8301270063 Informs of intent to endorse Eberline Instrument Corp ^ 
application requesting amend to Source Metl License SMB-990 
on behalf of I Oelitch b B-ons. Inc. 

DEOTCH.S I. Deutch b Sons. Inc 70/11/16 LAYF16LD, R L A*** 
Energy Commission Ip 16953 225 


—0341270469 Notifies that Source Mall License 8MB-990 expires 7401’^ 
Application for renewal should be filed at least SO days 
before eipi ration ^ 

e Atomic Energy Commission. Directorate of Licensing 74/04/i^ 
I Deutch b Sons. Inc Ip. 16993 226 


—8301270077 Returns application for renewal of Source Matl Licens* 
SHS~990 for company official signature in Item IS 4 
submittal of info in Items B-13 License effective until 
final action on renoual determintd .. 

SUCHANAN. C R Atomic Energy Commission. Directorate of Llcensi^ 
74/C3/0S DEUTCH, a 1 Deutch 4 Sons, Inc Ip 16953 227. 


— 8301270082 Application to renew License SMfi-990 

RODERTS.B V I Deutch b Sons. Inc 74/05/24 2pp. 169S3 2?'^' 
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— 6301270089 fioquBSts addl info re 740524 application for rentuial of 
Source Matl Licanse 8MO-770, par NRC 740005 1 tr Signed copy 
inadvertently forwarded to pdr info needed within 30 daut 
to prevent termination of license 

DRASONETTC, K 8 Licensing Management Branch 75/11/1 1 DEUTCH, 0 
1 Deutch & Sons. Inc tp 16953 230 


— 0301270095 Forwards info supporting renewal application for Source Matl 
UlcansD SUB— 990f per NRC 751111 request 

DEUTCH. S I Deutch t Sons. Inc 75/11/17 DRAONETTE. K 8 
Licensing Management Branch ip 16953 231 


— 3301270102 Application to renew i amend License BMD-990 to possess 
source matl for decontamination of metal scrap fr equipment 
recovery HV Roberts resume enc 1 

DEUTCH* B I Deutch ti Sons. Inc 75/11/17 5pp 16953 232 


•3301270106 Requests clarification of 751117 1 tr re RV Roberts duties as 
consultant J< description of decontamination methods & 
activities performed to show that no liquid* solid or 
airborne waste will be generated 

DRrtODNETTE* K S Radioisotopes Licensing Branch IPre 790301) 

76/01/09 DEUTCH* 3 I Deutch t Sons* Inc Ip 16953 237 


— 8301270111 Responds to 760109 request for addl info supporting 
application for renewal of License 8MB-990 

DEUTCH* g I Deutch S< Sonsi Inc 76/01/22 DRACONETTE* K B 
Radioisotopes Licensing Branch IPre 7905011 3pp 16953 238 


•8301270137 Requests fee for 810220 application for renewal of Source 
Mat! License 8MB-990. per 10CFR170 31 {2D> Application will be 
processed upon receipt of fee 

JACKBONiO License Fee Management Branch S1/03/I2 DEUTCHi 8 
I Deutch 6 Sons, Inc Ip 16953 243 


— 8301270142 Advises that application will be denied tt license 
terminated unless reply to 810407 request for addl info 
received within 30 days 

MICKEY* J U Licensing Management Branch Sl/07/20 DEUTCH* 8 I 
Deutch L Sons. Inc ip 16953 244 


— •8301270143 Forwards application to renew License SMD-99Q 

DEUTCH. S I Deutch S. Sons, Inc 81/08/14 Licensing 
Management Branch Ip 16953 245 


— '8301270145 Application to renew License BMB-990 Supporting 
docunentatlon end 

DEUTCH. 3 I Deutch «< Sons. Inc 81/00/14 6pp 16953.246 


DOCKET 40-0011 AIR FORCE. DEPT QF. EOLIN AFD* FL 


0301250130 IE Insp Findings t Licensee Act dtd B30104 of Licenie 
aUB-992 Insp findings no noncomp 1 lance noted 
CHAMDLE88. P Region 2* Office of Director 83/01/04 Ip 
16893 217 


DOCKET 40-8027 KERR-MCOEE NUCLEAR CORP . OKLAHOMA CITY. OK 


0301110017 Forwards supplemental environ assessment to eipedlte 
coni 1 deration of 820727 application for amend to License 
8HL— 1010 re disposal of treated raffinate via deep well 
injection Hydrologic assiessment NU Oanui resume end. 

SHELLEY. W J Kerr-McOee Corp 02/12/21 CROW. W T Uranium Fuel 
Licensing Branch Spp 16779 171 


8301170004 Responds to questions re composition of Urns sludge proposed 
for burial in 810501 application for burial of raduaste in 
soil Appro* 190.000 yrs required for U-234 to come into 
equilibrium u/thorium It radium daughtars 

BHELLEY. W J Kerr-McOee Corp 82/12/22 PAOE. R 0 Uranium Fuel 
Licensing Branch 2pp 16819 162 


0301070367 Responds to 820901 Itr re const of sludge calcining plant 
Const actlvitlci wlU not affact quality of human environ 
Amend to License BUB-IOlO required 

CROHiU T Uranium Fuel Licensing Branch 82/12/28 SHELLEY. W J, 
Kerr-McOee Nuclear Corp Ip 16690 241 


— 8301070370 Safety evaluation supporting amend request for const l< 
operation of sludge calcining plant, 

KOBLA.B.M Uranium Fuel Licensing Branch 82/12/23 ip 
16690 242 


8301310033 Advises of issuance of Amend 20 to License SUO-IOIO* 
authorjtlng use of treated raffinate as fertlllier If total 
quantitg of molybdenum applied yearly exceeds limits stated 
In License Condition Ob 

PACE. R 0 Uranium Fuel Licensing Branch 83/01/18 SHELLEY. W J 
Kerr-McOee Corp 3pp 16984 097 


— 8301310037 Safety evaluation supporting Amend 20 to License BUfl-1010» 
authoriiing use of treated raffinate as fertilizer if total 
quantity of molybdenum applied yearly etceeds limits stated 
in License Condition 3b 

RHODES. M J . CROM.W T Uranium Fuel Licensing Branch 83/01/18 
6pp 16984 100 


DOCKET 40-8035 COTTER CORP . ROSWELL. NM 


8301070444 Responds to 821115 Itr re pile of soil e on tarn 1 na teid w/ 
residues from processing of U Air around pile monitored Air 
concentrations below allowable NRC regulations 
CROW.W T Uranium Fuel Licensing Branch 02/12/28 MYERS. C W 
Emerson Electric Co If 16705 319 


DOCKET 40-8064 EXXON MINERALS CD USA. HOUSTON. TX 


8301260147 Application for amend to Licenie SUA-i064* requeiting 
authari latlen to decommission original pilot well field 
Supporting documentation end W/one oversiie map Aperture 
card Is available In PDR 

GILCHRIST, J E Exxon Corp 82/09/29 LINEMAN. J J Uranium 
Recovery Licensing Branch 63Spp I69I8 06S 


8301310384 Comments on Exxon Minerals Co proposed Res tore tlon/Pos t^ 
Restoration Program Target restoration values for U t. total 
dissolved solids concentrations unacceptable Stab! 11 lat ion 
period should not bsgin before NRC/State of WV concurrence. 

SMITH, M A Wyoming. State of 62/10/06 LINEHAN. U NRC - No 
Detailed Affiliation Given Ip 16972 281 


8301250665 Issues Amend t to Licenie SUA-1064> revising License 
Condition 17 to act surety instrument for restoration t< 
decammlsiionlng 

SMITH, H D Raglan 4. Office of Director 83/01/17 Exxon Corp 
2pp 16907 351 


— 8301250669 Safety evaluation supporting Amend 1 to License SUA-1064. 
KALMAN. K L , LINEHAH. J U Region 4, Office of Director 63/01/17 
2pp 16907’ 353 


8301260031 Reviews Exxon Minerals Co Third Quarter Rept for 1982 No 
hatardous conditions noted Data required by renewed license 
will appear In next quarterly rept 

KALMAN. K L , LINEHAN. J J Region 4. Office of Director. 83/01/17 
Region 4, Office of Director 2pp 16916 347 


DOCKET 40-8084 RIO ALODM CORP , HOAB, UT 


8301310367 Notifies that 821202 revs re Th-2aO air particulate enalysas 
already sent by B Hardy on 821120 k used In 021216 Second 
Quarter 19S2 Rept 

WOOLSEY. R T Uranium Recovery Field Ofc 03/01/14 Uranium 
Recovery Field Ofc Ip 16972 359 


8301260117 Issues Amend 18 to License 8UA-1 11 9. correcting fcypographlca 1 
error made In Amend 16 of License Condition 49(f) re 
parameters for analysis of samples from wells Amend 
eliminates chemical bicarbonate from analyeis requirement 
BMITH.R 0 Region 4, Office of Director 03/01/17 Rio Algom, 

Ltd 2pp 16951 351 


— 8301260123 Safety evaluation supporting Amend 18 to Llcanst 8UA~1119. 
WOOLSEV.R T . PETTENGILL.H J Region 4. Office of Director 
83/01/17 Ip 16951 352 


DOCKET 40-9102 EXXON CO USA, HOUSTON. TX 


8301260230 Authorizes licensee to receive for processingi 60 S5-gallan 
drums of unprocessed U ore ti 20 drums of depleted U orej in 
response to 821206 request No license amend neceseary 
PETTENGILL.H J Region 4, Office of Director 83/01/12 Exxon 
Corp Ip 16915 291 
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DOCKET 40-8004 HVOHINO MINEBAU COFP , LAKEWOOD. CO 


630t24D099 Forwarili Annual Financial Rapt 19B1 b corporatt Info for 
1 (cam a* 

NARDIfA.J Waitingfiauai ElactrJc Corp 82/12/09 DAVIS. J 0 
Office of Nuclear Hatartal Safetv << Sa f f guarif i. Dtrec tor DENTON. H R 

Offlta of Nuclear Rtactor Raguiatlon. Director. &pp lASaf. 145 
24X Flchl ’ 80-000. 88/12/09.030(240059 


—630(240094 Annual Financial Aept 1981 

KtRDV.E E , DAIFORTH. D D. Weitinghovte C lie trie Corp 02/01/26 
91pp i6e87‘181 24X FJche 90-000.62/12/09.6301240059. 


DOCKET 40-6348 MINERALS EXPLORATION CO , LOS AN0ELE8. CA 


6301310379 Sumnarv of 021020 meeting u/State of HV In ChevenneiWV re 
reeloration of teueral RLD I8L facllltlee 

KALHAN.K L Uranium Recovarv Field Ofc. 02/12/02 SMITH.R D 
Uranium Recoverv field Ofc 3pp. 1&972.294 


DOCKCr 40-0300 RDCKV MOUNTAIN ENEROV CO. . BROOMFIELD. CO 


8301310379 Bumnarv of 821020 meeting u/State ot MV in Cheyenne. NY re 
reetoratlon of aeuaral RbD IBL facllltief. 

KALMAN. K L Uranium Recovery Field Ofc. 82/12/02. BMITM. R D. 
Uranium Recovery Field Ofc 3pp 169/2 294 


8301260037 Revl ewe Rociy Mountain Energy Co Third Quarterly flept for 
1908 (Jul-Sept 1962). Oround’uater tc air q,uallty 1c retervolr 
data 6 alpha purvey dipcupied No followup actlone required. 

KALMAN. H.L.. LINEMAN. J.U Region 4. Office of Director 63/01/14 
Region 4. Office of Director 2pp t6993;06S 


DOCKET 40-8452 DEAR CREEK URANIUM CO . CAeFER. UY 


6301870525 Application for amend to Source Ma tl Llcanpa 6UA-1310. 
Condition 49te> deleting requiremant for continuoua 
particylata monitoring at ette AQ-9 

MEDLOCK. R L. Bear Creek Uranium Co 82/10/28 OARCIA.P Uranium 
flacovtry Lleanplng Branch Ip 16962' 110. 


6301120373 Ravi awe anviron monitoring data for Second Quarter 19B2 
luhmltted on B209IS. Yellotuceke dryer tteeh nonitoring data 
will bt Inelwdad' In nait rapt 

FLEMINOi T. E Divleion of RePident. Reactor Project tc Engineering 
Prograat PETTENQILL.H. J Region 4. Office of Director 82/12/23. 
Divitlon of Retidani. Reactor Project & Engineering Pragrama. 4pp 
16786:320. 


B301 140122 Submita status rapt on ifflplementat ion of stapulattons for 
iuipansion of operations at Irigaray aite.per 620923 
agreement. Hon 1 taring repts of italic water levels in uells 
enc 1 

CONROY. B W Wyoming Mineral Corp 02/12/29. DOLE. K H Wyoming. 
State of 6pp 16618 082 


0301260285 Discusses licensee Quarterly Repl. Jul-Sept 1982 Bampling 
of interior coal tone not required No new or significant 
activities or occurrences evident at site 

HOSB.F W Region 4. Office of Director 03/01/07 Region 4. 
Office of Director Ip 1 6915 071 


S301310376 Notifies that control pumping for containment of mining 
fluids started on 830106 Data sheet on static water levels 
end 

FAUBER.J R Wyoming Mineral Corp 83/01/11 ACKERMAN. W . 
CHANCELLOB.R Wyoming. State of 2pp 16972 305 


DOCKET 40-8SB4 MINERALS EXPLORATION CO . LOS AN0ELE9. CA 


B3D11SD377 Reviews environ monitoring data V dose evaluations submitted 
on 880831 Mill in compliance tii/40CFRI?0 std 

BOLLENBEHfiER. D Low Levs 1 Waste Licensing Branch 02/12/22 Low 
Level Waste Licensing Branch 3pp 16766 324 


0301 140406 Responds to 829112 Itr re scheduling of joint review of 
revised tailings disposal plan Eichange of technical 
findings recommended by Apr 19831 to be factored into final 
regulatory decisions 

SMITH. R D Region 4. Office of Director 02/12/23 ACKERMAN.W C 
Wyoming. Stats of Ip 16816 054 


B30I2601B2 Forwards request for addl info re application for amend to 
Llce-nse 8UA-1390 Response requested by B30211 
PETTENOILL. H d Region 4, Office of Director 83/01/17 

SNYDER. H L Minerals Exploration Co (subs of Union Oil Co of 
California) 2pp 16916 3S5 


DOCKET 40-BSaS WYaMINO MINERAL CORP . LAKEWOOD. CO 


83012400S7 Forwards Annual Financial Rept 1961 D corporate info for 

1 1 c enso I 

NARDI.A J Mestlnghouso Electric Corp. 02/12/09 DAVIS, d 0 
Office of Nuclear Material Safety L Safeguards. Director 6pp 
16987 143, 24X Flche 50-000.02/12/09.8301240039 


—8301240094 Annual Financial Rept 1981 

KIRBY. R E Westlnghduse Electrlp Corp 02/01/26 Slpp 
16087 ISl. 24X Fiche 30-000,02/12/09.8301240039 


6301250653 Issues Amend 19 to License 6UA-i310. revising License 
Condition 16 to require lubmliston of eelstlng surety 
arrangement w/UY Dept of Environ Quality 

SHlTHrR.D Region 4. Office of Director. B3/01/17 Bear Creek 
Uranium Co 2pp. 16907:357 


B301120580 Ack receipt of 820830 application for renewal of License 
SDA-t3l5 Current license valid white application under 
review 

LINEMAN. J J Region 4. Office of Director 82/12/30 CONROY. D W 
Uyonitng Mineral Corp. Ip 16796 147 


—6301260661 Safety evaluation supporting Amend 19 to License SUA-13tO 
FLEMINO.T E . PETTENQILL.H J, Region 4. Office of Director 
63/01/19. 3pp. 16907-359 


DOCKET 40-6302 UYOHINO MINERAL CORP. , LAKEWOOD, CO 


6301240059 Forwards Annual Financial Rapt 19BJ b corporata Infe for 
licenses. 

NARDl.A.U. Mtstlnghquse Electric Corp. 62/12/09 DAVIS.J.O. 
Office ef Nuclear Material Safety b Safeguards. Olrec tor. 6pp. 
16687: 145, 24X Flche: 50-000, 62/18/09. 6301240057 


DOCKET 40-8645 KAMAN SCIENCES CORP , SALT LAKE CITY, OT 


B301180327 Notifies that Source Matl License 600-1316 expired b no 
renewal application filed per 10CFI140 Requests individual 
named on license or application confirm that licensed matl 
not possessed 

BROWN. 0 D. Division of Vendor b Technical Programs 03/01/12 
OAMERON.O Kaman Sciences Corp Ip. 16824 355 


DOCKET 40-0674 PLATEAU REBOURCEB. LTD . GRAND JUNCTION. CO 


— 6301240D94 Annual Financial Rept 1981 

KIRBY, R B. Wfttlnghouia Electric Carp, 82/01/26, 51pp 
16867- 151. S4X Flche: 80-000. 82/1 2/09i B 30 1240059, 


6301050519 Rtvlewi KY Mineral Corp final rspt. "Restoration of 
Attarnitivi Lixlviant Test Area (E Flald), Irigaray Bite " 
Atcopaiends that "E" field rtstoratlDn not be glvan 
unconditional approval based on 620016 rapt, 

LOOSOONtM J. , LlfCHAhl, J J. VranlUm Recovery Licensing Branch. 
62/(2/12, Uranium Recovery Licensing Branch, I9pp, 16668,063, 


6301260027 Reviews Plateau Resources Ltd 820830 environ monitoring dsta 
for Jan-June 1982 No U ora stored or processed. therefore 
reduced Environ M'onttorlng Program In effect Requirements of 
10CFR4O b Llceni* Condition 29 met 

JOHNSOM, T L. . LINEHAMiJ. J Region 4, Office of Director 83/01/14 
Region 4, Office of Director Spp 16953 070 


DOCKET 40-8681 ENEROV FUELS NUCLEAR, INC . DENVER, CD 


63DU20566 Ceismsnts an 620S2S riYlsed Ercursie-n Action Plan on Malls 
9T-B b 9T-32 at Irigaray Site. Plan acceptable. 

R(M8.F.H.i lineman. J.J. Regten 4. Office of Director 82/12/17. 
Replan 4. Office of Director. (1pp. 16796.225, 


6301120467 Advl see of approval of Amend 19 to Source Matl License 
SUA-1358, addl ng Llcenee Condition 55 permitting waste 
csntaml nation to be buried In tailings Imp o un date nt 

8K1TH. R D. Rsglon 4, Office of Director 02/12/02 Energy Fuels 
Nuclear. Inc 2pp 16781.304 
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— 8301120473 Safety evaluation supporting Amend 19 to Source Matl 
License S0A-135Si add Ing License Condition 55 permitting 
waste contamination to be burled in tailings impoundment 
OILLEN. D M . LINEHAN>0 J Region 4r Office of Director B2/12/02 
Spp 16781 306 


8301140410 Discusses environ monitoring program reporting requirements 
Altlioogh dose calculations not required In 10CFR40 63 
semiannual repts> doses must continue to be monitored to meet 
IOCFR20 403<cJ requirement 

LINEMAN, J J Region 4. Office of Director 82/'12/'28 0AKER,C E 
Energy Fuels Nuclear, Inc Ip 16818 053 


8301140419 Concurs u/draft proposal for amending memorandum of 
agreement re arcbeol og 1 ca 1 data recovery program at site 
Urges that amend be finalized U circulated for signature 
LINEMAN. J J Region 4, Office of Director 82/12/29 WALL, L 8 
Advisory Council on Historic Preservation Ip 16818 049 


9301140428 Requests addl financial statements for review of 821006 
proposal for self-surety arrangement to Insure reclamation 
b decommissioning of mill Response requested by 830215 
LINEMAN, J vl Region 4, Office of Director 82/12/30 0LA8IER, 0 E 
Emiirgy Fuels Nuclear, tnc Ip 16809 362 


8301260221 Evaluates Energy Fuels Nuclear 820037 Environ Monitoring 
Rapt for Second Quarter CY08 Roqulremonts satisfactorily 
c oinpl B t ed 

OtLLEN. D M > LINEMAN, J J Region 4, Office of Director 83/01/11 
Region 4, Office of Director 2pp 16915 359 


8301310368 Notifies that LK Perkins will replace SK Reaveau as 
radiation safety officer 

CAKER.C E Energy Fuels Nuclear, Inc 03/01/18 OILLENiD Uranium 
Recouery Licensing Branch Ip 16972 3SB 


DDCKET 40-8697 ROCKY MOUNTAIN ENEROY CO , DENVER, CO 


8301310379 Summary of 821020 meeting w/State of UY In Cheyenne, UY re 
restoration of several RbD I5L facilities 

KALMAN, K L Uranium Recovery Field Ofe 02/12/02 3HITH. R D 
Uranium Rocovory Field Ofc 3pp 16972 294 


B3019'60072 Sumraariies Rocky Mountain Energy Third Quarter 1902 Ropt, 
Including Info re program status, In-p lant b environ 
radiological air quality data b followup actions No 
vlo'latlons indicated No followup action necessary 
KALMAN. K L . LINEMAN, J J Region 4, Office of Director 83/01/12 
Region 4, Office of Director 2pp 169S1 361 


DOCKET 40-8698 PLATEAU RESOURCES, LTD , GRAND JUNCTION, CO 


8301030303 Informs of appointment of RU Carr as environ b radiological 
health supervisor due to resignation of DJ Allsn Resume 
end 

OERDEMAN.F H Plateau Resources, Ltd 82/12/08 FLEMINO, T. NRC - 
No Detailed Affiliation Given 2pp. 16655 152 


8301360115 Reviews 820917 Const Rept re Phase I of tailings mgt sys 
Response to License Condition 42 incomplete because 
compaction test data not included 

GARCIA, P J . PETTENOILL, H J Region 4, Office of Director 
93/01/12 Region 4, Office of Director 3pp 16951 357. 


8301200106 Releases sanitized version of 10CFR20 405 overexposure rept 
* Administration Branch 83/01/17 Document Management Branch 
Ip. 16082 137 


— 3301200110 Sanitized version of 10CFR20 405 calculated overexposure 
rept 

CUPTA, U K Plateau Resources, Ltd 82/11/19 Region 4, Office 
of Director 2pp 16862 138 


DOCKET 40-8709 WESTINOHQUSE ELECTRIC CORP , OGDEN, UT 


9301340059 Forwards Annual Financial Rept 1981 b corporate Info for 
1 i censes 

NARDIiA J Westlnghouse Electric Corp 88/12/09 DAVIS, J.O 
Office of Nuclear Material Safety b Safeguards, Director 6pp. 
16887 145 24X FI che- 50-000, 82/12/09, 8301840059 


— B301240094 Annual Financial Rept 1991 

KIRBY, R E Westlnghouse Electric Corp 82/01/86 Stpp 
16887 ISi 84X Flche 50-000,92/18/09,8301240059 


DOCKET 40-8713 NAVY, DEPT OF. 5AN DIEGO, CA 


8301180282 Discusses IE insp rept of License SMB-1346 on 821210 b 
forwards notice of violation 

BPENCER.O 8 Division of Radiological Safety b Safeguards Program 
82/12/30 MONROE, P Navy, Dept of Spp 16B86 024 


— 8301180288 Notice of violation from insp on 821810 Hancomplianca noted 
measurements of concentrations of radioactive matl in air 
not performed b records of source matl disposal not 
maintained Oct 1979 ~ Aug 1902 

THOMAS. R D Division of Radiological Safety b Safeguards Program 
82/12/30 2pp 16826 026 


DOCKET 40-0714 CLEVELAND-CL 1FF3 IRON CO . CLEVELAND. OH 


6301260131 Application for amend to License 8UA-13S2, requesting 
approval of end decommit i ioning p Ian, approva I to ship b 
dispose of wastes b approval to turn over process bldg to 
lessor of land Minor safety b environ fee encl 

WODEK, D J Clevelend-Cllffi Iron Co 02/12/16 LINEMAN, J Uranium 
Recovery Licensing Branch 2pp 169S3 017 


— 8301260138 Oecommiislonlng plan for facility W/one oversize map 
Aperture card is available in PDR 

e Cleveland-Cllffs Iron Co 83/12/16 Spp 16953.019 


8301140454 Informs that 1962 Annual Rept for Collins Draw In-8itu 1) 
Leach Project def Ic lent, p er review U values tn Monitor 
Weill 238 b 298 anomalous Response to questions requested 
within 30 days 

MOONEY, 0 Wyoming, State of 82/12/27 LOUDERBACK, T 
C Itvi land-Cli ffs Iron Co. 4pp 16609 351 


8301310374 Forwards tables re completed groundwater restoration for 
review 

LOUDERBACK, T E Cleveland-CUffs Iron Co 83/01/04 ACKERMAN, W C. 
Wyoming, State of 19pp 16972 339 


8301310375 Ack receipt of 821227 Itr b forwards peizometric maps 
for production tone aquifer b other aquifers Data analysis 
b high parameters in water quality monitoring data 
dlscuiBsd TH Barlett 830104 Itr encl 

WODEK, D J Cleveland-Cllffs Iron Co 03/01/20 MOONEY, 0 Wyoming, 
State of 32pp 16972 307 


DOCKET 40-8728 TETON EXPLORATION DRILLING CO , INC , CASPER, WY 


8301260193 Forwards UNC Teton Exploration Drilling, Inc 821018 responee 
re H zone restoration at Leuenberger Site NRC commatits 
would be appreciated 

MCCARTV.C L Wyoming, State of 02/12/09 ROSS.F Region 4, 
Office of Director 21pp 16951 329 


8301260284 Reviews RbD Quarterly Rept, Jul-Sep t 19B2 Facility in 
shutdown during quarter Activity limited to post-rsstoratlon 
monitoring of M zone will field, in-pl ant radon sampling b 
environ radon b air particulate sampling 

ROSS, F W > lineman, J 0 Region 4, Office of Director 83/01/11. 
Region 4, Office of Dtrector 2pp 16915 072. 


DOCKET 40-8743 CONOCO, INC > DENVER, CO 


8301060032 Submits contract costs incurred b aianhaurs expended in 
reviewing 020907 llcsnss application 

FLEMINO, T. Region 4, Office of Director 82/12/80 HILLER, W 0 
License Fee Management Branch Ip 16688' S 10 


8301140425 Forwards Land Quality Dlv review of Sand Rock Mill tailing* 
disposal site pirmlt application 

MOONEY, 0 Wyoming, State of 82/ 12/23 SMITH, R D Uranium 

Recovery Licensing Branch. 13pp. 16818 03S 


DOCKET 40-8745 OGLE PETROLEUM, INC , CASPER, WY 


8301260287 Evaluates applicant 820608 b 25 hydrological data in support 
of license amend request authorizing mining in Unit 2 of 
commercial scale In eitu U solution mine Pump test data 
inadequate 

ROSS, F. W , LINEMAN, J J Region 4, Office of Dlreetor. e&/t2/S3 
Region 4, Office of Director. IGpp 16915*344 



10 


DOCKETED ITEMS 


03O12&O129 (i«ues <«Jnend 14 fcoLtconss SI/A-139&I rtvl s i ti9 License 
Cenifltlon 67 to occept ivrety submittal dtd 9209SO 
SnlTH. R I) Rojion 4. Office ot Dlraetor 63/01/17 03 la 

Petrolaum- Inc Spp 16924 359 


— 6301260152 Safetv avaluation supporting Amand 14 to License SUA-1396 
YOl/M0>Y A ■ LfNEHAU>J J Region 4i Office of Director 83/01/11 
2pp 16934 361 


8301260562 Advites tAet Source Matl License S(iA-13?6i License 
Condition 61 Is amendedt el Joulng tine for current radiation 
safety officer to compiets formaliled health physics 
training re<tuired under Condition 13 

SMITH.fl B Region 4. Office of Director 03/01/19 Ogle 
Petroleuni Inc 2pp 16919 346 


—8301260568 Recoanends approval of Amend 15 to Source Hatl License 
6UA-1396> et tend ing specialiied health physics training 
deadline for radiation safety officer 

YOUNO.Y A . LlWeHAN. J J Region 4. Office of Director B3/01/19 
Region 4> Office of Director 3pp 16919 348 


B301260SS3 Revleus licensee Evaporation Pan if Leal Rapt Licensee 
Implemented necessary investigative act ions/corrective 
actioni in timely nenner License Conditions 47i63 & 77 net 
YOi/RO.Y A 4 LINEHAN.J J Region 4^ Office of Director e3/Ot/21 
Region 4r Office of Director, 3pp 16919 352 


DOCKET 40-0752 PINAL MINERALS l< HININO 4 LTD , MIAMI. AZ 


6301280473 Requests t-yr possession license to provide time to further 
evaluate economic conditions & possibly other uses for 
facility 

CLARY. T A Pinal MtneraU L Mining. Ltd 82/11/06 LfNEHAN. J NRC 
- No Detailed Affiliation Oiven Ip 1697S 113 


DOCKET 40-6763 ALUCHfiM. INC . READING. OH 


6301210168 Advises that Amend 1 to License BI1D-I37S Increasing 
possession Units granted Safety evaluation inel 

PAGE. R 0 Uraniuin Fuel Licensing Dranch 83/01/13 ZAPLETAL.R P 
ALI/CHEN. Inc Ip I66S3 361, 


-6301210174 Safety evaluation supporting Amend 1 to License SMB-137S 
CROU. If T Uranium Fuel Licensing Branch 83/01/13 Ip 
16863 362 


;Ker 40-8774 michioam. state of. lanbino. mi 


.01040415 Discusses IE Insp of Licenses 21-05199-03 L SU0-t36S on 
821209 & foruapdc notice of violation 

SRENIAWSKI.D J Divliion of Engineering & Technical Programs 
63/12/23 ANDERSON. 0 Michigan. State of. Oopt of Public Haaltb 
Ip 16641 130 


— 6301040426 Notice of violation from insp on 621209 None dmp lienee noted- 
quarterly callbr of survey instruments not perforned ti barn 
storage area containing natural U bearing ceramic tiles not 
properly posted 

SRENIAUSKIi 0 J Division of Engineering *< Technical Programs 
82/12/23 2pp 16641 J31 


1012SOS73 Aek receipt of G30110 Itr Informing NfiC of steps taken to 
torreet violations noteil in lE insp of Licenses 21-08199-03 
It SUa~l38S 

SRENT AUSKl. 0 J Division of Engineering It Technical Programs 

83/01/19 ANDERSON. 0 Michlgani State of. Dept of Public Health 
Ip 16905:304 


•0301250596 Retpondi to NRC 021223 Itf re violitions nobed In IE Insp 
of Licenses 21-05199-03 L SUS-l3a5 Corrective actions 
storage area of U bearing ceramic tiles posted u/nroper 
signs h instrwAents callbr 

ANDERSON. 0 R Michigan. State of. Dept of Pub tie Health 
TO/Ol/lO SRENIANSHI.D- Division of Etig ineep Ing fc Technical 
Programs ip 16905:305 


DOCKET 40-B783 URANERI USA. INC , CASPER. WV 


eSOlOAOOS? Notlflss that Uraner i, UBA. Ine is authorlted to eommtnca 

H212I3 tel eon 

..If* . ” ** Region 4. Office of Director 62/12/15 Uranarz 
USA. Inc Ip 16609314 


B30I260306 Discusses review of IE Insp Ropt 40-8763/82-01 on 820802-03 
No deviations from approved design or Violations identified 
No addl revleui or licensing action required 

YOUNG. V A . LINEMAN. J J Region 4. Office of Director 83/01/05 
Region 4. Office of Director ip 16915 068 


63012601S6 Issues Amend S to License SUA-1401 . revi s mg License 
Condition 10 to correct errors In licenses original h 
revised applications 

SMITH. R D Region 4. Office of Director. 63/01/18 Uranerz 
USA. Inc Ip 16922 355 


--S301S60163 Safety evaluation supporting Amend 3 to License SUA-1401 
YOUNC. y A . LINEHAN. J J Region 4. Office of Director 63/01/18 
2pp 16922 356 


6301260170 Issues Amend 3 to License SUA-lAOl. revising License 
Conditions 45 t> 46 to accept 820611 QA program t, 020727 
accident plan 

SMITH. R 0 Region 4. Office of Director 83/01/16 Uraneri 
USA. tnc 2pp 16916 359 


— 8301260177 Safety evaluation supporting Amend 3 to License SUA-1401 
VOUNO, Y A . LINEMAN. J J Region 4. Office of Director 63/01/16 
2pp 16916 361 


DOCKET 40-6766 URANIUM RESOURCES. INC , RICHARDSON, TX 


3301180312 Discusses IE Insp of License 6UA-1400 on 621004 b 07 6 
forwards notice of vlalation 

BROUN.O 0 Division of Vendor ft Technical Programs 82/11/26 
PELIZZA. M S Uranium Resources. Inc 2pp 16S2S 013 


—830] 180318 Notice of violation from insp on B21004 ft 07 Noncomp I ianco 
noted assessment of ofc luorker intake of Rn-2S2 daughters 
not performed on 620303 uhen airborne concentrations of 
radon daughters equal to App D limit Inspector rept end 
e Division of Vendor ft Technical Programs 82/11/26 Spp 
16825 015 


B3O1OS0S32 Identifies three areas requiring further action based on 
review of quarterly rept for North Platte. RftD ISL 
LINEMAN. J J Region 4. Office of Director 02/12/17 Uranium 
Resources. Inc 2pp. 16666 029 


6301128494 Advises of issuance of Amend 6 to Source Matt License 8UA- 
1400. modi fy ing License Condition 17 by deleting requirement 
that written NRC approval required prior to starting 
post-restoration groundwater stability monitoring 
SMITH. R D Region 4. Office of Director 83/01/03 Uranium 
Resources. Inc 2pp 16786 SB6 


— 8301120461 Safety evaluation supporting Amend 6 to Source Matl 
License fiUA-1400 re License Condition 17 concerning post- 
restoration stability monitoring, 

WESTBROOK. K D > LINEMAN. J J Region 4. Office of Director 
62/13/29. 3pp 16766 266 


8301180371 Ack receipt of 621208 Itr informing NRC of steps taken to 
correct violations noted in IE insp rept 

BROWN. 0 0 Division of Vendor & Technical Programs 83/01/12 
PELIZZA. H 6 Uranium Rasources. Inc ip 16823 296 


--630116039D Responds to NRC 821126 Itr re violations noted in IE insp 
rept Corrective actions monthly daughter sampling performed 
in ofc area 6 survays for natural U completed monthly 
PELtZZA.H a Uranium Resources. Inc 62/12/CB SROUN. D D 
Division of Vendor ft Technical Programs Spp 16023 297 


DOCKET 40-B798 HITCHCOCK INDUSTRIES, INC , MINNEAPOLIS. MN 


8301040687 Discusses IE insp of License 8KS-1404 on 821215 ft forwards 
notlea of violation 

UIEOEMAN. D O Division of Enyinearlng ft Technical Programs 
82/12/27 OIRTZ.N H Hitchcock Industries. Inc Ip 16649 244 


--8301040696 Notice of violation from Insp on 821215 Noncompliance 
noted film badge records did net include individual social 
security numbers ft required documentation not posted 
WIEDEMAN. 0 O Division of Engineering ft Technical Programs 
82/12/28 Ip 16649 845 
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DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 
DaCKSr SO-2 UNIV of MICHISAN neSEARCH REACTOR 
B Riportable occurrenCB*. LER* fc relatad cor reipondaneo 


B301 170294 Ttlncopg of RO 11 on B30107. levol safety channel e»ceedod 
ecraei level ft ahlfn lafetg rod dropped Into core Caused by 
malfunction of aervo-contro 11 or sy« in linear level channel 
Bhimming procedure util be done manually 

DlfRN.R « Michigan. Univ of 83/0 1 /07 tIEPPLER. J 0 Region 3, 

Office of Blrector ip 16810 146 24X Ficbe 50-002.03/01/07, 

0301170294 


63012Q0287 Follnui/p- RO to 030107 tolcon re failure in reactor 
automatic control eye during rod adjustment procedure 
Univ detormlnod condition not RO 

KERR.W. ilichigan. Untv of B3/01/18 KEPPLER, J 0 Region 3. 
Office of Blroctor 2pp 16994 294 24X Fiche 50-002,83/01/10, 

0301200287 


DOCKET 80-3 INDIAN POINT STATION. UNIT 1 


r Security, medical, emergency & fire protection plans 


0212060349 Oensrlc Ltr 82-33 to all licensees of operating reactors, 
applicants for OL 6 holders of CP* re Suppl 1 to NUREG-0737, 

"Re^iu 1 r entente for Emergency Response Capability *' 
flUREO-0737, Bu pp 1 1 tt SVC list end 

EISENHUT. D O Division of Licensing 82/12/17 Consolidated 
Edison Co of Neu Vork, Inc 77pp 16681 200 24X 

Fiche 90-000. B2/ 12/ 17. 02 1206034 9 


8212220445 Ocnerlc Ltr 82—39 to all reactor licensees, CP holders & 
applicants for CPs re problems u/subm 1 ttals of 10CFR73 21 
safeguards info for licensing revlete Procedures re 
transmittal of info outlined Svc list end 

CtSENHUT. 0 O Division of Licensing 82/12/22 Consolidatod 
Edison Co. of tieu Vork. Inc 13pp 16690 021 24X 

Fiche 50-000 , 82/12/22,8212220449. 


8301140030 Forsiards revs to Physical Security Plan Revs uiithhsld 
(ref 10CFR2 790 «< tOCFR73 211. 

□ •TOOLE. J.D. Consolidated Edison Co of Neu York, Inc 83/01/07 
9AR0A, 8 A, Operating Reactors Branch I 3pp 16805 233 24X 

Fiche 00-003, 83/01/07,8301140030, 


0301210109 Forwards Endorsement 120 to NELIA pplicy NF-lOO, Endorsement 
113 to MAELU Policy MF-29, Endorsements 1,2 tt 3 to 
Certificates N-5 1- N-6 fc Endorsements 1,2 t, 3 to 
Certificates M-5 t< M-6 

O'TOOLE, JD Consolidated Edison Co of M»u Vork, Inc 83/01/12 
8ALTZMAN, J Antitrust U Economic analysis Branch (Utility Finance) 
39pp 16879 064 24X Fiche 90-003,83/01/12,8301210105 


P Operating license stage documents U correspondence 


8211290473 Informs that after 30 days from ltr date. Util will be 
authoriied to take credit for respiratory protective 
equipment per 10CFR20 

O'TOOLE, J D Consolidated Edison Co of New York, Inc 82/09/23 
KAYnES, R C Region 1. Office of Director Ip 16219 012 SdX 
Fiche 50-003,82/09/23.0211290473 


6301190145 Partial response to FOIA request for documents re proposed 
rev 6/or update to reactor safety study ref in NUflE0-07a4. 

Chapter 10 as RB II 6 documents re discussion of reactor 
cooling method Forwards App A documents 

FELTON. J M Division of Rules and Records 82/11/22 SHOLLY, 8 C 
Union of Concerned Scientists 3pp 16866 278 24X 

Fiche 50-000,82/11/22,0301190145 


— 0211030118 Forwards input to NRC review of Sandia Labs rapt 
On evaluation of PR A 

HATTSQN, R J Division of Systems Integration (post Bit009) 
82/10/08 HANAUER.S H Division of Safety Technology 22pp 
16967 095 24X Fiche 50-000.02/11/22,8301190149 


0212060356 Generic Ltr BS-30 to all llcenteet, applicants for OL 6 
holders of CPs re filings concerning tOCFRSO production & 
utilliation facilities Current listing of branch assignments 
for nuclear reactor projects 6 svc list end 

EI6ENHUT. D G Division of Licensing 82/12/28 Consolidated 
Edison Co of New York. Inc lipp 16868 001 24X 

Fiche 50-000,82/12/28,6212060356 


0 Inspection reports, IE Bulletins 6 correspondence 


0208190269 IE Info Notice 82-51. “Overc iposur es in PUR Cavities " Bve 
lift end 

DEVOUNO.R C Director's Office, Office of Inspection and 

Enforcement 62/12/21 Consolidated Edison Co of New York, Inc 

lllpp 16689 239 24X Fiche 90-000. 82/12/21, 8209190269 


8301190143 Releases public version of page changes to Emergtncg Plan 
FELTON, J H Dlvliian of Rules and Records 03/01/13 Document 
Management Branch. Ip 16862 012 24X Fiche 90-003.83/01/13, 

8301190143 


— 0301190148 Farwards public version of page changes to Emergency Plan 
O'TOOLE, J D Consolidated Edison Co of New York, Inc 82/12/30 
HAYNES, R C Region 1, Office of Director Ip 16862 013 24X 

Fiche 80-003,03/01/13,8301190143 


— 8301190156 Public version of page changes to Emergency Plan 

* Consolidated Edleon Co of Neu York, Inc 82/11/30 279pp 

16862 014. a4X Fiche 90-003,83/01/13.8301190143 


0301190160 Releases public version of revised Emergency Plan 
Implementing Procedures 

FELTON, ^l M Division of Rules and Records 83/01/14. Document 
Management Branch Ip. 16861 115 84X Fiche 90-003,83/01/14. 

8301190160 


--8301190164 Forwards public version of revised Emergency Plan 
Implementing Procedures, Inc lud Ing Procedures IP-1001 re 
fflobillzatton of onsite emergency erganltation & IP-1002 re 
emergency notification It communicat ion. 

O'TOOLE. J.D Consolidated Edison Co. of Now York. Inc 83/01/03, 
HAYNES, R C Region 1, Office of Director 2pp 16861.116 24X 

Fiche. 90-003, 83/01/14,0301190160. 


—0301190167 Public version of revised Emergency Plan Implementing 
Proceduree. including Procedures IP— iOOI re moblliiation of 
onsite sfnergency organliatlon t> IP-iO02 re emergency 
notification 4t communication. 

* Consolidated Edison Co of New York, Inc. 82/12/02 249pp 

16861.118 24X Fieho. 90-003. 63/01/14,8301190160. 


8212060351 IE Info Notice 82-52, “Equipment Environ Quatif icati on 
Testing Eiperience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-2? '' Svc list end 
JORDAN, E L Division of Engineering t. Quality Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co of Neu York, Inc 

llSpp 16681 088 24X Fiche 50-000.82/12/21,8212060351 


8212060350 IE Info Notice 82-53, "Main Transformer Failures at North 
Anna Nuclear Power Station “ Svc list end 

JORDAN, E L Division of Engineering t, Quality Assurance (Pre 
830103) 82/(2/22 Consolidated Edison Co of New York, Inc 

114pp 16758 017 24X Fiche 50-000.82/12/22,8212060350 


8200190275 IE info Notice 82-54, "Utstinghousc NBFD Relay Failures in 
Reactor Protection Sys “ Svc list cnc 1 

JORDAN, E L Division of Engineering ti Qualitg Assurance (Pre 
830103). 82/12/27 Consolidated Edison Co of Neu York, Inc 

llOpp 16962 139 24X Fiche 50-000,82/12/27,0208190275 


8200190273 IE Info Notice 82-55, "Seismic Qualification of Nest ingliouse 
AR Relay U/Latch Attachments Used in Ueitlnghouse Solid 
State Protection Bys " Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
830103) 82/12/28. Consolidated Edison Co. of Neu York, Inc 

109pp 16868 014 24X Fiche 50-000. 02/12/28.8208190273 


8212060354 t£ Info Notice 82-56, “Robertshau Thermostatic Flow Control 
Valves “ Svc list end 

JORDAN.E L Division of Engineering t< Quality Assurance (Pra 
830103) 82/12/30 Consolidatod Edison Ca of Neu York, tnc, 

lllpp 16758 137 24X Fiche 50-000,82/12/30,8212060354. 


T Hearing transcripts on non-antitruit matters 


J Insurance & indemnity information 


8301130040 Forwards Endorsement* 186 b 127 to NELIA Policy NF-100 b 
Endorsements 111 & 118 to MAELU Policy l^~89 

□ 'TOOLE, \J,D Consolidatod Edison Co. of New York, Ine 82/12/29 
8 ALTZMAN 1 O Antitrust b Economic analysis Branch (Utility Finance) 
3p^ 16791 163. 24X Flcha. 30-003, 82/12/29.0301130040 


8301070403 Unofficial transcript of 821222 public dlscusslon/posslble 
vote in Washington, DC re Indian Point ibutdoun order 
Pp 1-19 

« Commissioners 82/12/22 ISpp 16690 158 24X 

Fiche 50-003.82/12/23,8301070403 
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U Congriti jori4 l/£i«cut 1 ve Correipcnd^nce 


0301140434 Re»port4i to 831207 quottioni rt InpUcatloni of PlllobuMj 
ca*« h q.u«*tl onlng o^ Commi n lonort at 821001 8u6camAitte« 
hoaring on faciiitioo (< othar nattari 

BtCKHlT.l. Office of tfi* Oanaral Cout»*al. e3/0t/04 OTTIHOEfi. R I- 
Houta «t Rap « Enirgij 4 Cairnarct Ip 146 IS 033 24X 

Fieht SO *(>03, 83/01/04,8301140434 


"‘6301140437 Raquaiti raiponte to quaatlona ra implications of Pitlsliurt; 
casa k guastlening of Oonmlitionarf at 8S1001 Subcommittee 
bearing in ^aclHtlas 4 other nattari 

orriMOER.R (. irousa of Rip , Energy 4 Comaiarci 83/12/07 
BICHUITaL Office of the Oenaral Coonsil Spp 16818 033 SA% 
Flrha SO-003, 83/01/04,8301140434 


V Operator Eianlnations 


8212230443 Olnarlc i-tr 82-38 to all power reactor 1 ic ensees. app 1 icants 
for 0L>N8S 4 reactor ^'endori tc AEs re irietlng to diicuss 
recent develop men ti for licensing eians Advises that meeting 
will bi held on. 830211 re operetor licensing Svc list end 
ElGENHLir>D 0 Division of Licensing. 83/12/22 Consolidated 
Edison Co of Hew Vorti Inc. 12pp 14681 072 24X 

Flche.ao-000. 83/12/22,8212220443 


8301120078 Oeneric Utr 83-01 to power reactor licensees 4: applicants 
for OL Tt operator licensing esan site visit Reguests 
schedule ri tiam riguests eipeeted for submittal prior to 
891231 for listed categories Svc list end 

EI8ENHUT.1) 0 Division of Licensing 83/01/11 Consolldabrd 
Edison Co. of Keu Torti fnc llpp 16893 S43 24X 

Fit he 80-000, 83/01/11,8301120070 


DOCKET 30-S PEHMSyUVAKIA STATE ONIV RESEARCH REACTOR 


3 Inspection riports, IE Oulletins 4 correspondence 


8301260367 Poruards IE Insp Rept 50-00S/82-01 on 821207-09 No 
nonconp 1 lance noted. 

BTAROSTECKI, R Division of Project k Resident Programs 83/01/10 
CUNN1N9HAM,R 0 Ptnneglvanla State Univ 2pp 16911 244 24T 

F j Che - 3 0- OOS, 83 /0I / 1 0, 830 1 260367 


— 0301260369 ]E Inap Rept SO-OOS/62-01 on 821 207-09. No none emp 1 lance 
noted. Major areas Inspected, reac tor opera ti one, organisation, 
logs k records, radioactive gaseous 4 liquid effluents, 
procedures, fiperleients & Instructions to Individuals 
KrNMEV.U If , KEIMIO.R R Division of Proiect k Resident Frograms 
03/01/06 app 16911 246 24X FI Che 90-005,83/01/10.8301260367 


DOCKET 50-10 DRESDEN WCLEAB POWER STATION, UNIT I 


F Security, medical, amergrneg fa fire protection plans 


8212060349 Oenerle Utr 62-33 to all licensees of operating reactors, 
applicants for OU & holdtrs of CPs re Suppl 1 to NOREO-0737, 
“Requlrenints for Emergency Response Capabllitv " 

NW»E0-0737,Soppl 1 fa avc list end 

EISENHOTiD 0 Division of Licensing. 82/12/17 Consolidated 
Edison Co of Hew Yorl, Inc 77pp 16681 203. 24X 

Flchi: 90-000, 02/12/17, 82(2060349 


8212220449 Oenfrlc Ltr 62-39 to all reactor liceneceSiCP holders fa 
applicants for CPs re problems w/iubmittals «f 10CFR73 SI 
safeguards info for licensing review, Procedures re 
trinimlttal of info outlined Svc list end 

EISEHHI/T.O 0 Dlvltlon of Licensing. 82/12/22 Consolidated 
Edison Co of Heu Yort, Inc I3pp 16690,021 24X 

Fichl. 90-000, 82/12/22, 8212220449. 


9301070034 Releases public version of revised amergeneg plan 
InplemintiD'g procedure 

FEUTON«d M Dlvlilon of Rules and Records. 03/01/03 Dacumont 
Hanagenent Branch Ip 16699.342 84X FI cht' SO-OtO, 83/01/03, 

8301070034 


—8301070046 Foruiarde public version of Rev 2 to Etitorgeneg Plan 
Tmplementing Procedure 300-11, '’Post-Accident Noble Oas 
Release Rate Oitermlnetion, " Receipt form fa revised table of 
contents end, 

ECDTTtDJ. Coremonuaalth Edison Co, 82/12/17, DENTON, HR Office 
of Nuclear Reactor Regulation, Director 9pp 16699 343 24X 

Flcbe, 90-010, 83/01/03,8301070034 


'8301070091 Public version of Rev 2 to Bmergeney Plan Implementing 
Proeeifure EPIP 300-11, "Post-Accident Noble Oas Raleass 
Rate Determination " 

e Commonwealth Edison Co 82/12/10 5pp 16699.340 24 X 

Flehe, 90-010,83/01/03, 8301070034 


8301110664 Releases public version of public info pamphlets re actions 
to take in case of nuclear accidents 

FELTON, J H Division of Rules and Records 83/01/07 Document 
ffanagement Branch Ip 16767 367 24X Ftche 90-000,03/01/07, 

83011 10664 


—8301110667 Forwards public version of public info pamphlets re 
actions to take In case of nuclear accidents 

MOORE, R D Coranonuaafth Edison Co 82/12/31 DENTON. H R NRC - 
Mo Detailed Affiliation Olven 49pp 16767268 24X 

Flehe 50-000,83/01/07.3301110664 


03O183O21B Act receipt of 330119 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/02-20, 
90-237/02-23 fa 90-249/82-29 

SREN!AW8KI,D J Division of Engineering fa Technical Programs 
83/01/24 REED, C Commonwealth Edison Co ip 16994 392 24X 

Fiche 90-010, 83/01/34, 8301280218 


— 8301280229 Responds to NRC 821220 ltr re violations noted in IE Insp 
Repts 50-010/02-20,80-237/82-28 fa 50-249/02-29 Corrective 
aetlPni re security plan withhold (ref 10CFR73 21) 

OELOEOROE, L 0 Commonwealth Edison Co 03/01/19 KEPPLER , J 0 
Region 2, Office of Director Ip 16954 353 24X 

Fiche 50-010,83/01/24,8301200210 


J Insurance fa Indemnity information 


0301180053 Forwards End'Orsemenbe 1, 2 fa 3 to listed certificates for 
NELIA fa HAELIT pel ie ies , ovl dene i ng secondary financial 
protect i on, 

aSTER, >J Commonwealth Edison Co 03/01/13 SALTZMAN, 0 Ansistant 
Director for State fa Licensee Relations 145pp 16033 191 24X 

FIchO' 50-000. 83/01/13. 0301 180(793 


0301180271 Forwards Endorsements 140,73,61 fa 23 to NELIA Policies 
NF-43< NF-ia7, HF-20I fa NF-SgS fa Endorsements 110,60,52 fa 9 
to HAELU Polleles MF-22i MF-94, MF-64 fa HF-104, reaper tlve 1 y 
OSTER.J Cammanoiea 1 th Edison Co 83/01/13 SALTZMAN, J Office at 
State Programs, Director 9pp 16031 079 24X 

Flehe 90-000, 83/01/13, 0301180271 


P. Operating license stage documents fa correspondence 


0212060356 Oenerie Ltr 02-30 to all 1 Icensees, app 1 icants for 8L fa 
holders of CPs re filings concerning lOCFRSO production & 
utllliatlon facilities Current listing of branch assignments 
for nuclear reactor projects & svc list end 

EISEHHUT, DO Division of Licensing 82/12/20 Consolidated 
Edison Co of New York, Inc llpp 16060 OOl 24X 
Fiche 90-000.82/12/26,8312060396 


0301110134 Oenerie Ltr 03-02 to all CWR licensees re NUREO-0737 
Tech Specs Requests response re deviations from end 
guidance fa model Tech Specs within 90 days of receipt of 
1 tr Svc lilt end. 

EtSENHOT, DO Division of Licensing. 83/01/10 Commonwealth 
Edison Co I3pp 1686B tS6 24X Fiche 50-000,83/01/10.0301110134 


— B301190I4I BUR modal Tech Specs for NUREC-0737 TMI Action Plan 
Requirements. 

« Division of Licensing 83/01/10 ISpp 16868 160 24X 

Fiche 90-010, 83/01/10. 03011 10134 


0 Inspection reports, IE Bulletins fa correspondence 


Q3011000SO Responds to FOIA request for 12 categories of documents ra 
facilities Repts re MARCH code may be purchased from NTIB 
Forwards documents listed in App A Search for Items 3, 6, 7, 9, 

11 fa 12 identified in request continuing 

FELTON, J H Division of Rules and Records 02/12/07 HIATT. 8 L 

Ohio Citiiens for Responsible Energy Spp 16754 003 24X 

Fiche 50-000,82/12/07,0301100090 


—8301100064 Advises that action on IE Bulletin 78-03, "Potential 
Eiploilve Oas Hliture Aceumulatiens Associated N/BHR Offgas 
Sye Operations," completed, i ncl uding reviews of licensee 
responses fa offgas lys. Summer iei of offgas sys end 
vKTRDAN, E L Office of Inspection fa Enforcement, Dffice of tho 
Director 70/11/29 ORrMES. BK Assl start Director for Engineers 
fa Projects (Pre 7906291 37pp 16754 240 24X 

Fiche. 80-000, 02/12/07, 8301100090 


—0301100212 Advises that end IE Bulletin 70-03. "Potential Explosive 
Oas Misture Accumulations Assaclated H/OHR Offgas Sys 
Operations, " has been sent to listed licensee for action/ 
info 

PAPPAS, H Region 3, Ch icago. Office of the Director 73/02/10 
Division of Rsactor Construction Itsspectlen BOYO.R 6 Division 
of Project Management. STELLO, V Division of Operating Reactors 
Spp 16794 J 87 24X Fiche. 50-000, 02/13/07.8301100090 
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a30Bl'?0269 IE Info Notice 82-Sl. "Ovore xpoeur es In PWR Cavities *' 8vc 
list end 

DEVOUNOiH C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York, Inc 

lllpp 16699 239 24X Fidhe 50-000,92/18/21,9208190269 


8212060351 IE Info Notice 02-52, "Equipment Environ Qualification 
Testing Esperience - Updatinp of Tost Summaries Previously 
Published in IE Info Notice 01-29 " Svc list end 
JOnCANi E L Division of Engineering «< Quality Assurance (Pre 
030103) 92/12/21 Consolidated Edison Co of New York, Inc 

llSpp 166S1 080 24X Fiche 50-000,82/12/21,0212060351 


8212060350 IE Inro Notice 02-53, "Haln Transformer Failures at North 
Anna Nuclear Power Station " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance (Pre 
830103) 82/12/22 Consolidated Edison Co of New York, Inc 

IIApp 16758 017 24X Fiche 50-000,82/12/82,8212060350 


8301070304 Forwards IE Insp Repts 50-010/82-16,50-237/82-23 & 
30-249/02-23 on 820904-1001 No noncomp liane# noted 
3PESSARD,R L Division of Project 4, Resident Programs 82/12/22 
REED, C Commonwealth Edison Co 2pp 16686 120 24X 

FUhe 50-010.82/12/22,8301070304 


— 8301070310 IE Insp Repts 50-010/82-16,50-237/82-23 *• 50-249/82-23 on 
920904-1001 No noncompliance noted Major areas inspected 
operational safety veri float 1 on, man thly maint 4 monthly 
surveillance observation it LERs 

TONSUE, T M , JORDAN, M J , STASEK, S Division of Project i Resident 
Programs 82/12/21 Bpp 16606 122 24X Fiche 50-010,82/12/22, 

9301070304 


B20B190275 IE Info Notice 02-54, "Wes t inghous e NDFD Relay Failures in 
Reactor Protection Sys " Svc list end 

JORDANi E L Division of Engineering 6 Quality Assurance (Pre 
830103) 82/12/27 Consolidated Edison Co of New York, Inc 

liOpp 16962 139 24X Fiche 50-000,82/12/27,8208190275. 


8301040703 Ack receipt of 821117 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/82-14, 
50-237/82-18 & 50-247/82-19 

SPESOARD.R L Division of Project «< Resident Programs 82/12/27 
REEO, C Commonwealth Edison Co Ip 16649 235 24X 

Flcha 50-010.82/12/27,8301040703 


“8301040713 Responds to NRC 821022 Itr re violations noted In IE Insp 
Repts 50-010/82-14,50-237/02-18 U 50-249/82-19 on 020010- 
0903 Corrective actions smoke detectors will have 
Identifying tags b 31-day surveillance procedure changed 
STIEDE, W L Commonwealth Edison Co 82/11/17 KEPPLER, J 0 
Region 3, Office of Director 2pp 16649 236 24X 

Flcha 50-010,82/12/27,8301040703 


8200190273 IE Info Notice 82-55, “Soismle Qualification of Westinghouse 
AR Relay U/Latch Attachments Used in Westinghouse Solid 
State Protection Sys " Svc list end 

JOROANj E L Division of Engineering i Quality Assurance (Pre 
830103) 82/12/28 Consolidated Edison Co of New York, Inc 

I09pp 16868 014 24X Fiche 50-000.82/18/28.8208190273 


8212060354 IE Info Notice 82-56, "Robertshaw Thermostatic Flow Control 
Valves •' Svc list end 

JORDAN, E L Division of Engineering (c Quality Assurance (Pre 
930103) 82/12/30 Consolidated Edison Co of New York, Inc. 

llipp 16758 137 24X Fiche 50-000,82/12/30,9212060354 


0301 170243 Forwards addendum to IE Insp Repts 50-010/82-15,50-237/82-19 
& 50-849/82-20 consisting of Confirmatory Measurements 
Program data sheet transmitted by 821001 Itr Results are for 
liquid sample analysed for beta emitters 

PAPERICLLD, C. J Division of Emergency Preparedness it Operational 
Support 83/01/10 REED,C Commonwealth Edison Co Ip 
16810-124 24X Fiche 50-010,83/01/10,8301170243 


— 8301170246 Addendum to IE Insp Repts 80-010/02-18,50-237/82-19 b 
50-249/82-20 consisting of Confirmatory Measurements 
Progi’am 

* Division of Emergency Preparedness b Operational Support 
83/01/10 Ip 16810 125 24X Fiche 50-010,83/01/10,8301170243. 


B3O120O2BO Forwards IE Insp Repts 50-010/82-21,50-237/02-29 b 
50-249/82-30 on 821030-1201 No noneomp I lane e noted 
STREETER, J F Division of Project b Resident Programs 83/01/10. 
RECDiC Cemmonweatth Edison Co 2pp 16954 281 24X 

Fiche- 50-010, 83/01/10, 8301280280 


—8301260289 IE Insp Repts 50-010/82-21,50-237/02-29 b 50-249/02-30 on 
821030-1201 No noneomp 1 iance noted Major areas inspected 
f ol lowup on previous insp findings, operational safety 
verif ication, monthly maint observation b unusual events 
TONQUE, T H , JORDAN, M J , 3TASEK, S Division of Project l< Resident 
Programs 03/01/08 9pp 16954 293 24X Fiche 50-010,83/01/10, 

8301280280 


8301280218 Ac k receipt of 830119 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/62-20, 
50-237/02-20 b 50-249/82-29 

BRENlAWSKliD J Division of Engineering b Technical Programa 
83/01/24 REEDpC Commonwealth Edison Co tp 16954 352 24X 

Flcha 50-010,83/01/24,8301260218 


— 8301200229 Responds to NRC 021220 Itr re violations noted in IE Insp 
Repts 50-010/82-20,50-237/02-28 b 50-249/82-29 Corrective 
actions re security plan withheld (ref 10CFR73 21) 

DELOEORGE.L 0 Commonwealth Edison Co 83/01/19 KEPPUER.J 0 
Region 2, Office of Director Ip 16954 353 24X 

Fiche 50-010,03/01/24,8301280210 


R Periodic operating reports b related correspondence 


Q301140060 Forwards monthly operating repts for Dec 1902 

SCOTT, D J Commonwealth Edison Co 83/01/03 Director's Office, 
Office of Inspection and Enforcement ip 16805 348 24X 

Fiche 50-010,83/01/03,8301140060 


— 8301140065 Monthly operating repts for Dee 1902 

SCHROEDERiB A Commonwealth Edison Co 83/01/03 23pp 
16805 349 24X Fiche 50-010,03/01/03,8301140060 


8 Reportable occurrences, UERs & related correspondence 


6301100050 Responds to FOIA request for 12 categories of documents re 
facilities Repts re MARCH code may be purchased from NTIS 
Forwards documents listed in App A Search for Items 3,6, 7, 9, 

II b 12 identified in request continuing 

FEUTON, J H Division of Rules and Records 82/12/07 HIATT, 8 L 
Ohio Citiiens for Responsible Energy 5pp 16754 003 24X 

Fiche 50-000, 82/12/07.8301100050 


"8301100075 Forwards "Review of Eiplosions in awR Offgas Sys" b 
HR Denton 730829 memo re dose consequancet from eiplosions 
Listed areas should be oiamined by Dlrectoiate of Licensing 
to determine if addl requirements should be imposed on 8WRs 
DRIER, D.M Atomic Energy Commission, Directorate of Regulatory 
Operations 74/04/02 01AMDUS80, A Atomic Energy CommlsBlon - 
Deputy Director for Reactor Projects 2pp 16754 000 24X 

Fiche 50-000.82/12/07,8301100050 


— 8301100080 "Review of Eiplosions in DWR Offgas Sys “ 

MCDERMOTT, R J , SEVFRIT.K Atomic Energy Commission, Directorate 
of Regulatory Operations 74/04/02 40pp 16754 010 24X 

Fiche 50-000,82/12/07,8301100050 


—0301100120 PNO-77-169 on 770925, hydrogen oiplosion occurred to offgas 
sys Controlled shutdown initiated Environ samples taken to 
confirm that radioact ivi ty released to environs is 
Insignificant No personnel overespoturo occurred 
BIDINOER, 0 H , CUNNINGHAM, L J , HIOOINDOTHAM, L Office of 
Inspection b Enforcement, Office of the Director 77/09/26 2pp 
16754 075 24X Fiche 50-000.02/12/07,8301100050 


U Operator Eiaminatlons 


8212220443 Generic Ltr 82-38 to all power reactor 1 Icenseos, app 1 icants 
for OL, NSB b reactor vendors b AEi re meeting to discuss 
recent developments for licensing exams Advises that masting 
will be held on 830211 re operator licensing Svc list end 
EI8ENHUT, D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 12pp 16681 072. 24X 

Fiche 50-000,82/12/22,8212220443 


8301120078 Generic Ltr 83-01 to power reactor licensees b applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
BS1231 for listed categories Svc list end 

EIBENHUT.DO Division of Licensing 83/01/11 Consolidated 
Edison Co. of New York, Inc Itpp 16893 '243 24X 

Flcha 50-000,83/01/11,0301120078 
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DOCKET 50-ii EHRICa FERMI ATOMIC POWER PLANT, UNIT I 
J Iinurante t indemnity InPprmatlon 


0301370444 Fariiiarde Endorsement 101 to K£LIA Policy NF-'?^ 

MATEftSi B R Detroit Edison Co 03/01/17 DINITZ, I Office of 
State Program*, Director 2pp 16935 359 3431 

Flthe 50 - 016 , 03/01/17, B30 1 ?7D444 


0301180162 Forward* addl info re configuration of gatehouse t< central 
alarm station a* proposed resolution to open item of !E 
I nsp Rept 80-029/S2-07 Safeguards Info withheld 
(ref 10CFR2 7901 

KAV. J A Yankee Atomic Electric Co 03/01/11 CRUTCHFIELD. D 
Operating Reactor* Branch 3 Ip 16031 345 24X 

Fiche 50-029,83/01/11,8301180162 


P Qporatlnj license stage documents 6 correspondence 


mJCKET SO -22 HESTINOHOUSE TEST REACTOR 


I Financial information 


0301240059 Forwards Annual Financial Rept 1981 1, corporate info for 
1 icenses 

NAROI, A J Mes t Injhouse Electric Corp 02/12/09 DAUIS, J 0 
Office of Nuclear Material Safety U Safeguards, l>j rector DENTONiH R 
Office of Nuclear Reactor Regu la t> on. Director 6pp 16887 145 
24X FIcho 50-000,02/12/09,3301240059 


—8301240094 Annual Financial Rept 1981 

KIBBV.R E , DANFOfiTH, D D Westing h ooae Electric Corp 82/01/26 
Slpp 16087 151 24X Fiche 50-000,82/12/09,8301240059 


8312140103 Oenerlc Ltr 02-28 to all licensees of operating 
Westlnghouse i< C-E PWR* Ceicept Arkansas Nuclear One, Unit 2 
!< San Onofre 2 t< 3> re inadeguate core coaling 
Instrumentation sys Svc list one] 

EISERHUT, O Q Division of Liiensing 02/12/10 Yankee Atomic 

Electric Co 27pp 16690 035 24X Fiche 50-000,82/12/10, 

0292140103 


— 0212290504 Forwards draft order to DtiW licensees V draft ltr to all 
other licensees Informing of approved requirements for 
Inadequate core cooling Instrumentation Requests updated 
status rept Si schedule for plant M/o enc 1 

RUDENSTEIhf, L S Assistant Director for Core & Plant Systems 
03/12/02 UAJNAS, O Assistant Director for Operating Reactors 
NOVAK, T M Assistant Director for Licensing MIRAOLIA.F 
Assistant Director for Safety Assessment Ip 66523 001 24X 

Fiche, 50-000, 82/18/10, 8212140103 


DOCKET 50-29 VANKEE-ROWE NUCLEAR POWER STATION 


F Security, medical, emergency fc fire protection plans 


8301110146 Forwards security plan rev, In response to IE Insp Rept 
50-029/01-12 Rev withheld (rrf 10CFR2 7901 

HEIDER. L H Yankea Atomic Electric Co 83/11/01 HAVNEB, R C 
Region 1, Office of Director Ip 16743 346 24X 

Fiche 50-029,03/11/01,0301110146 


021206034? Oenerlc Ltr 02-33 to all licensees of operating reactors, 
jpplicents for QL (< holders of CPs re Buppl 1 to NUREO-0737, 
‘’Requirements for Emergency Response Capability " 

NURC0-0737i8uppl 1 & svc list end 

EISENMOT. D 0 Division of Licencing 02/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16601 200 24X 

Fiche 60-000.82/12/17,0212060349 


0301070554 Releases public version of revised emergency plan 
inplemintlng procedure* 

FELTON, JM Division of Rule* and Records 83/01/04 Doeuraent 
Management Branch IP 96695 180 24X FI c he 50-029, 83/01/04, 

830I070SS4 


— 8301070550 Pub I i c version of Revised Emergency Plan Implementing 
Procedures DP-3301 re unusual event, OP-3302 ra alert & 

OP-dSlO re evaluation of radiological data 

• Yankee Atonic Electric Co 02/12/16 B9Pp 16695 189 24X 

Fiche 80-029.83/01/04,8301070554 


8301070606 Re lease* public verilan of revised emergency plan 
Implementing procedures 

FELTON, J M Division ef Rules and Records, 83/01/05 Document 
Management Branch Ip 16704 244 24X Fiche 50-029,83/01/05, 

0301070606 


— 8301070610 Forwards public version of revised Emergency Plan 
Implementing Procedures OP 3303, “Site Area Emergencyi” 

DP 3311, “Emergency Offsite Radiation Monitoring’’ 6 OP 
3340, "Eihergoncy Plan Training " 

HARKT,D I Yankee Atomic Electric Co B2/12/3S Office of 
Nuclear Reactor Regulation, Director 2pp 16704'245 24X 

Ff Che- 50-029, 83/01/05, 0301070606 


-8301070613 Pub 1 Ic varitan of revised Emergency Plan Imp 1 emerit Ing 
Procedures DP 3303. "Site Area Emergency, " OP 3311, 

"Energency Offsite Radiation Monitoring" 1, OP 3340, 

"Emergency Plan Training " Revised tabic of contents encl 
» Yankee Atomic Electric Co 82/92/27 4Epp 16704-247 24X 

Fiche 3O-O29,03/O£/O5, 03P1O7O6O6 


8212200316 Forwards "Supplemental Seismic Probabilistic Study, Yankee 
Atomic Electric Co, Rowe “ Results of study, p osi tian on 
appropriateness of Yankee composite spectrum i response to 
DL fiernreutar review of YAEC— 1263 discussed 

KAY, d A Yanle* Atonic Electric Co 82/12/23 CRUTCHFIELD, D 
Operating Reactors Branch 5 2Dpp 16560 106 24X 

Fiche 50-029. 92/12/23. 0212280316 


— 8212280317 "Supplemental Seismic Probabilistic Study, Yankee Atomic 
Electric Co, Rowe " 

a Yankee Atomic Electric Co YAEC-i331 82/12/02 268pp 

16560 127 24X Fiche 50-029, 02/12/23.8212200316 


8212060356 fienorlc Ltr 82-30 to all 1 Ic ensees , app t icants for OL 6 
holders of CPs re filings concerning lOCFfiSO production *< 
utllliatlon facilities Current listing of branch assignments 
for nuclear reactor projects & svc list encl 

EISENHUT, D Q Division of Licensing 02/12/28 Consolldoted 
Edison Co of New York, Inc lipp 16068 OOI 24X 
Fiche 50-000,82/12/28,8212060356 


0301030108 Forwarils addl info re testing of safety 4< relief valves per 
«iy/lEO-O570 if NUREfl-0737r TMl Item 11 D 1 Two new code safety 
valves. Model 31719A, ordered from Dresser Industries 
KAY, J A Yankee Atomic Electric Co 82/12/20 CRUTCHFIELD, D. 
Operating Reactors Branch 5 5pp 16613 24S 24X 

Fiche. 50-029 , 82/12/28, 8301030100 


830106D237 Surrmarlies SALP mgt 820908 meeting & discusses util 62100B 
comments on SALP rept. SALP rapt for Jul 1981 - June 1982 
enc I 

HAYNES, R C Region 1, Of f i ca o f Director 83/01/03 HEIDER.L 
Yankee Atomic Electric Co 3pp 16679 163 24X 

Fiche 50-029,63/01/03,0301060237 


—8301060242 SALP rapt for Jul 1901 - June 1982 

a Region 1, Office of Director 82/00/30 29pp 16679 166 24X 

Fiche 50-029.83/01/03, 8301060237 


— 8301060244 Notifies of meetins during uk of 820907 at site to discuss 
SALP Board rept Uritten comments may be submitted within 
20 days of maating 

8TARO0T£CKt , R Division of Project S. Resident Programs 82/07/03 
TRIODLE, J E Yankee Atomic Electric Co ip 16679 196 24X 

Fiche 50-029,83/01/03,8301060237 


8301070323 Forward* "Eiecutlve Summary of Probabilistic Bafety Study " 
KAY, J A Yankee Atomic Electric Co 83/01/03 CRUTCHFIELD, D 
Operating Reactors Branch 5 3pp 166BS 111 24X 

Fiche 50-029,83/01/03.8301070323 


830SI403B3 Advise* that revised Security Plan re Intrusion alarm* tr 
access control*, forwarded u/021101 Ur psr IE Insp Rept 
50-029/01-12, transmitted to NM8S for review S. concurrence 
Plan withheld (ref 10CFR73 2tl, 

T- T, Division of Engineering i. Technical Programs 83/01/1 

HEIDERtL H Yankee Atomic Electric Co ffpp. 16007.239 84X 

Fiche 50-029,83/01/10,8309140383, 


— 0301070328 "Ececutive Summary of Probab 1 1 Is ti c Safety Study " 

« Yankee Atomic Electric Co 82/12/31 31pp 16605 113, 34X 

Fiche 50-029, 83/01/03, 8301070323 


8301110185 Forwards "Yankea Nuclear Power Station Probabl I Istic Safety 
Study," Vo 1 s 1-6 Executive summary encl 

KAY.J A Yankee Atomic Electric Co 83/01/03 CRUTCHFIELD. D 
Operating Reactors Branch 5 2pp, 16759 001 24X 

Fiche, 50-029, 83/01/03, 83011 10185 
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— 3301110191 “Yank** Nuclear Pouier Station Probabilistic Safety Studgi 
Volt 1-6 N/46 DVersiie figures <12 overslte figures not 
fiitnablel Thirtg-four aperture cards available in PDR 
* Energg Incorporated 63/01/03 2,226pp 16759 003 24X 

Fleba 50-029,83/01/03.8301110183 


8301140142 Forwards addl info re SEP Topic 1II-6. "Seismic Design 
Cane i derations, " per 831004 request Vapor c ontalner, concrete 
reactor support structure. turb 1 ns bldg.prlmarg autiliarg 
bldg it diesel generator bldg discussed 

KAV.J A Yankee Atomic Electric Co 83/01/03 CRUTCHFIELD. 0 
Operating Reactors Branch 5 32pp 16604 133 34X 

Flclie SO'OS?, 83/01/03, 8301 140143 


8301120033 Proposed Change 176,Suppl 3. to License DPR-3, r evi sing Tach 
Specs re mai allowable peak rod linear heat generation rate 
limits, per Core XVt LQCA analgsis 

VANDEMBUROH, D Yankee Atomic Electric Co 83/01/07 Office of 

Nuclear Reactor Regulation, Director 2pp 16775 329 34X 

Flehe 30-039, 83/01/07, 8301130033 


— 8301120036 Propoted Tech Spec changes re ma> allowable peak rod linear 
heat generation rate limits, per Core XVI LOCA analgsis 
a Yankee Atomic Electric Co 83/01/07 7pp 16773 331 34X 

Fiche 50-029,83/01/07,8301120033 


8301170394 Forwards seismic anelgsis structural repts re SEP Topic 
ttI-6 

KAV.J A Yankee Atomic Electric Co 83/01/11 CRUTCHFIELD, D 
Operating Reactors Branch 5 Ip 16813 274 24X 

Flcha 50-029,83/01/11,8301170394 


“8301170327 "aelsmie Re-Evaluatlon & Retrofit Criteria." Rev 2 

DE OUZtiAN, H T , JO A DOER, P , V ALLEN A 8, J Cggna Energg Services 
DC- I R08 82/08/16 12ipp 16813 273 24X Flehe 50-029, 

83/01/11,8301170394 


--8301170333 "Turbine Bldg & Turbine Pedeital," Structural Analgeis Rept. 
Rev I 

DE OUZMAN, M T , VALLENAS, J , VAN STIJOEREN Cggna Energy Services 
EY-YR-e0023-9 ROl 02/12/29 I24pp 16014 036 24X 

Flthe 50-039,83/01/11,8301170394 


— 8301170536 "Spent Fuel Pool & Chute," Structural Analgsie Rep t, Rev 3 
CRATER. A . VALLENAS, J . VAN STIJOEREN Cggna Energg Services 
EY-YR-e0033-10 ROa 62/12/29 4app 16814 160 24X 

Fiehe 50-029,83/01/11,8301170394 


--8301170S41 "Primary Auiillarg Bldg ti Radioactive Pipe Tunnel," 
Structural Analysis Rept, Rev 2 

KACYRAT. J K, , VALLENAS, J , VAN STIJOEREN Cygna Energy Services 
Ey-YR-S0023-7 R02 83/01/06 B6pp 16014 S03 34X 

Fithe. 50-029, 83/01/1 1 , 8301 170394 


6301190363 Forwards RELAPSYA, computer program for LNR sys thermal- 
hydraulic analysiiito facilitate Improved LOCA analyses Info 
withheld (ref 10CPR2 790) Affidavit end 

HEIDER.L H Yankee Atomic Electric Co 83/01/14 EISENHUT, D 0 
Division of Licensing 4pp 16645 330 34X Flehe 50-000,83/01/14, 
8301190363 


S301S80298 Forwards corrected 830120 affidavit from DE Vandenburg re 
proprietary info In VAEC-1300P 

ORDCE.R H Yankee Atomic Electric Co 83/01/20 EISENHUT, 0 0 
Division of Licensing 3pp 16954 311 34X Flehe 50-000,83/01/30, 

8301380396 


0 Inspection reports, IE Bulletins & correspondence 


8301110146 Forwards security plan rev, In response to IE Intp Rept 
50-029/81-12 Rev withheld (ref lOCFRS 790) 

HEIDER.L H Yankee Atomic Electric Co 82/11/01 HAVNES.H C 
Region 1, Office of Director Ip 16743 346 24X 

Fiche 50-029,62/11/01,8301110146 


8208190269 IE Info Notice 82-51. "Overt xposures In PUR Cavities " Sve 
list end 

DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York, Inc 

lllpp 16689 239 24X Fiche 50-000,82/12/21,8208190269 


B2120603S1 IE Info Notice 82-52, "Equipment Environ Dual if icatl on 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " Sve list end 
JORDAN, E L Division of Engineering & Quality Assurance (Pre 
030103) 82/12/21 Consolidated Edison Co of New York, Inc 

ilSpp 166SI 068 24X Fiche 50-000,62/12/21,8212060351 


8212060350 IE Info Notice 82-53, "Main Traneformar Failures at North 
Anna Nuclear Power Station " Sve list end 

JORDAN, E L Division of Enginearing & Quality Assurance (Pre 
830103) 02/12/22 Consolidated Edison Co of Nsw York, Inc 

114pp 16753 017 24X Fiche 50-000,62/12/22,8212060350 


6301060280 Forwards IE Insp Repts 50-029/82-12 on 621001-1 1 IS. No 
noncompliance noted 

8TAR08TECK!, R Division of Project it Reeident Programs 82/12/23 
HEIDER.L K Yankee Atomic Electric Co 8pp 16679 125 34X 

Fiche 50-029,82/12/23.8301060260 


—8301060284 IE Insp Rept 50-029/62-12 on 621001-1115 No nancomplience 
noted Major areas Inspected previous insp i terns, reviews of 
plant refueling outage opera t Ions, p lant surveillance 
observation, inspector review of events t, LERs 
COLLINS, 8 J , EtCHENHOLZ,H , OALLO, R M Region 1. Office of 

Director 82/12/21 30pp 16679 127 24X Fiche 50-029,82/12/23, 

8301060280 


--8301I70942 "Dieeel Generator Qldg >< Annex," Structural Analgsie Rept, 
Rav 2 

KACYRAT, J K , VALLENAS, J , VAN STIJOEREN Cggna Energg Services 
EY-VR-a0023-B R02 83/01/06 49pp 16814 289 24X 

Fiche 50-029,83/01/11,8301170394 


6208190275 IE Info Notice 82-54. "Hest Inghous t NDFD Relay Falluree In 
Reactor Protection 9gs " 8vc list enc 1 

JORDAN, E L Division of Engineering t< Quality Assurance (Pre 
630103) 82/12/27 Consolidated Edison Co of New York, Inc 

llOpp 16962 139 24X Flehe 90-000,82/12/27,8206190275 


6301160191 Forwards Amtnd 79 to License DPR-3> safety evaluation S, 
notice of lesuance it aval labl 1 1 ty. Amend revlees max 
allowable peak mod linear heat generation rate limits as 
determined by revised Core XVt LOCA analgeis 

CRUTCHFIELD, D Operating Reactore Branch 5 83/01/12 KAY, J A 

Yankee Atomic Electric Co 2pp 16831 224 24X 

Fiche 50-029,83/01/12,8301100191. 


--6301180194 Amend 7? to License DPR-3, revie Ing max allowable peali rod 
linear heat generation rate llmiti ae determined by revised 
Core XVI LOCA anatyele 

CRUTCHFIELD, 0 Operating Raactore Branch 5 83/01/12. 4pp 

I&eai 227. 24X Fiche 50-029,83/01/12,8301180191 


8208190273 IE Info Notice 82-55, "Seismic Qualification of Uastingliause 
AR Relay H/Latch Attachments Used in Hestinghouse Solid 
State Protection Sgs " Sve list end 

JORDAN, E L Division of Engineering It Quality Aesurance (Pre 
830103) 82/12/28 Consolidated Edison Co of New York, Inc 

109pp, 16868 014 24X Fiche. 50-000, 82/12/28, 8208190273 


8212060354 IE Info Notice 82-56, "Robertshaw Thermostatic Flow Control 
Valves " avc list end 

JORDAN, E L. Division of Engineering i Quality Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co of New York, Inc 

Itlpp 16758.137 24X Fiche 50-000,62/12/30,8212060354. 


--8301190197 Safety evaluation lupporting Amend 79 to License DPR-3 
VOOLENEDE, J Office of Nuclear Reactor Regulation, Director. 
83/01/12 4pp 16631,231 24X Fiche 50-029, 63/01/12, 6301 160191 


8301140164 Forwards IE Insp Rept 50-029/82-14 on 821116-10 No 
non comp 1 lance noted 

MARTIN, T T Division of Engineering 1, Technical Programe 32/12/30. 

HEIDER.L H Yankee Atomic Electric Co. 2pp 16806.107 24X 

Fiche 50-029,82/12/30,8301140164 


--8301180198 Notice of iteuanee (< availability of Amend 79 to License 
OPR -3. 

CRUTCIHFIELD, D Operating Reactors Branch 5. 83/01/12 8pp 

16831:235 24X Fiche 50-029,83/01/12,8301180191 


B301 180142 Forwards proprietary "RELAPSYA Computer Program for LNR 8ye 
Thermal Hydraulic Analyeie, " Parte 1 ti II, addreteing 
NUREO-0737, TMI Action I tarns II, K 3. 30, 11 K, 3. 31 li II K 3 5 t< 

Danarlc Ltr 82-14. Rept withheld (ref 10CFR2 790), 

HEIDER.L. H Yankee Atomic Electric Co 83/01/14 EISENHUT. 0 0 
Division of Licensing 4pp 16832 048 24X Fiche' 50-000. 83/01/14. 

8301180142 


—8301140172 IE Insp Rept 50-029/82-14 on 821116-18 No noncompl iance 
noted Major areas Inspected previous Insp findings. exposure 
control, radwaste. radiological surveys. rad iatlen work 
perml ts. ALARA controls & labeling of radioactive mail 
RONE, C A . SHANBAKY, H M Division of Engineering & Technical 

Programs 82/12/13 Spp 16806,109 84X Fiche 50-029.82/12/30, 

8301140164 
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DOCKETED ITEMS 


B30HO6OS37 SumnarJiei SAUP mst 930908 ineeUnj Sc di«cussei util B2I008 
comntants on SAUP ropt SAUP rept for Jul 1991 ~ June 1988 
ene I 

liTAVKESc R C Region !■ Office of Director 93/01 /DO KE]09R«(- 
Vanlieii Atomic Electric Co 3pp lAi79 Ji3 24X 
F I c h * SO- 039c 83/01/03. 830 1 060237 


— 9301060343 SALP rept for Jol 1981 - June 198S 

« Repion I. Office of Director. 82/08/30 39pp 16679 166 24X 

FJche SO-029, 83/01/0319301 060837 


— 3301060244 Notifiee of meeting during ut of 820907 et site to diecust 
SALP Baard rept Mritten commente may ta fubnltted uithln 
20 days of meeting 

STAROSTECKI.R Olvidion of Project S> Resident Programs BS/09/03 
TRIDBLE. J E l/anlee Atomic Electric Co Ip 16679 196 847 

Flcke 50-089. 83/01 /03 . 9301060 337 


Q30 1140393 Advises that revised Security Plan re intrusion alerma S. 
aecoss controls, forwarded u/BSIIOI Itr per I£ Intp Rapt 
50~OS9/9I-1S. transmitted to NHSS for revieu A concurrence 
Flan withheld (rtf I0CFR73 SI) 

HAftTIN. T T Division of Engineering t: Technical Programs 93/01/10 

HErOER.L H Yanhee Atomic Electric Co 2pp 16007 839 84X 

Fleha 50-029. 83/01/10. 830 1140303 


8301180168 Forwards addl info re configuration of gatehouse 6 central 
alarm station as proposed resolution to open Item of IE 
Insp Rapt 50-029/83-09 Safsguards Info withheld 
fref lOCFRa 7901 

KAVr J A Yanhee Atomic Electric Co 83/01/11 CRUTCHFIELD. 0 
Djiarating Reactors Branch 5 Ip 16831 345 34T 

Ft Che 50-029.33/01/11,8301190163 


830 1 270438 Forwards IE Insp Rapt 50-029/B2-13 an SS 1005-08 Mo 
none enplianc ■ noted 

MARTIN. T T Division of Engineering 6 Technical Prograns 83/01/11 

HEIDER.L H Vanlee Atomic Electric Co 2pp I69SI 278 24y 

F 1 c h a 50-029. 03/01/ 1 1 , 8301370435. 


— 8301270442 IE Insp Rept S0-029/B2-13 On 821005-08 No none offipl lance 
noted Major areas Inspected Imp leniintatidn of licensca 
coArnttnents per Health Physics Appraisal Rept 50-029/81-01 
re Digt revi ew. organ! cation (t training 

FLUilLEE.K . 8HAM0AKY, K Division of Engineering 6 Technical 
Progress 93/01/00 lOpp 16951 280 24X Fiche 50-029.841/01/11, 

030 1270435 


R. Periodic operating reports & related correspondence 


01270199 Forwards Monthlg Operating Rept for Hov 1992 
HEIDER.L H Yankee Atomic Electric Co eS/12/OS Office of 
Hb source Managrisent, Director Ip 16934. 171 24 X 

Fiche- 50-0291 83/12/08.8301270189 


'8301270194 Monthly Operating Rept for Nov 19B2 

BATTERSON. S Yankee Atomic Electric Co S2/12/08 5pp 
1*934.172 24X Fiche 50-029.82/12/09.8301270109. 


0 Reportahle occurrences. LERs & related correspondence 


6301170294 Forwards LER B2-044/03L-0 

AUTia.H. A Yankee Atomic Electric Co 83/01/07 HAYNES. R C 
Raglan 1, Office of Director Ip 16910 006 24X 

Flchw 50-029.83/01/07.8301170294 


——830) 170302 LER 83-044/03L-0 on 8S120B. contl nuous flow dlscavered 
through alarm check auilllarg valve after special haiards 
header flow alarA received Caused hg insufficient seating 
betucen aui Illary valve seat 6 disc Ualve disc replaced 
MAV.EL Yankee Atomic Electric Co. 83/01/07 Region 1. Office 
of Director Ip. 16810 007 24X Fiche 50-029,83/01/07. 

BI301 170294 


8301170515 Forwards UER 82-043/03L-0 

AUTfC).H A Yankee Atomic Electric Co 83/01/07. HAYNES. R 0 
Raglo-n 1. Office of Director Ip 1681S 080 24X 

Flehe 50-029,83/01/07,8301170515 


—0301170520 LER 82-043/03U-0 on S21209. dur ing plant heatup in Mode 3, 
e untalneient isolation valve A8-V-71 9. located in steamline to 
•niorgency toiler feed pump, found to be leaking Caused hy 
poor valve seating Ualve lapped 6 bonnet gashet replaced 
FREMCH.L D. Yankee Atomic Electric Co 83/01/07 Region 1. 
Office of Director Ip. 16315-081 34X Fiche ■ SO-089, 83/0 1 /07. 

0301170515. 


S3O114O120 LER 82-024 has been canceled 

* V«nkee Atomic Electric Co 63/01/10 Region 1, Office of 
Oiracbor Ip 16806 116 24X Flehe 50-029, B3/0 1/10. 8301 140120 


U Operator Eea minat i one 


3212220443 Oenerlc Ltr B2-3B to a 1 1 power reactor 1 1 e ensees, app 1 i cants 
for 0LrN86 6 reactor vendors 6 AEs re meeting to discuss 
recent developments for licensing eiams Advises that meeting 
(1)111 be held on 630211 re operator licensing Sve list end 
EISEMHUT. D 0 Division of Licensing 62/12/22 Consolidated 
Edison Co of New York. Inc 12pp 166S1 072 84X 

Fiche 50- 000. 82/ 1 2 /22. 82 1 222044 3 


8301 1S007B Generic Ltr 83-01 to power reactor licensees & applicants 
for OL re operator licensing ejam site visit Requests 
schedule re e >am requests expected for submittal prior to 
851231 for listed categories Sve list end 

EISENHUT.D 0 Olvision of Licensing 83/01/11 Consolidated 
Edison Cd of New York. Inc llpP 16093 243 24X 

Fiche 50-000.83/01/11.8301120078 


DOCKET SO-54 UNION CARBIDE RESEARCH REACTOR 


F Security, medical, emergency fc fire protection plans 


0301060199 Forwards IE Safeguards Insp Repts 50-054/82-04 tc 
70-0667/62-08 on 621 130-1203 No none amp 1 lance noted 

MARTIN. T T Division of Engineering & Technical Programs 82/12/23 

HCOaVERN.J J Union Carbide Corp 2pp 16679 208 24X 

Fiche 50-0S4, 82/12/S3. 8301060199 


— 8301060208 IE Safeguards Insp Repts 50-034/82-04 it 70-0607/82-08 on 
921130-1203 No none amp I lance noted Major areas inspected 
facility organiiatian 6 op oration, measurement 6 controls, 
storage * internal control Safeguards Info deleted 
UOLTNER.E , DELLA RATTA.A , ZIBULSKV.H Division of Engineering b 
Technical Programs 82/12/23 Spp 16679 210 24X 

Fiche 50-094.82/12/23.8301060199 


Q Inspection reports. IE Bulletins t correspondence 


8301060199 Forwards IE Safeguards Insp Repts 50-054/92-04 b 
70*0687/82-08 on 921130-1203 No n one omp 1 lance noted 

MARTEN. T T Division of Engineering b Technical Programs 82/12/23 

MCGOVERN. J J Union Carbide Carp 2pp 16679 208 24X 

Fiche 50-054.82/12/23,8301060199 


— B30106020B IE Safeguarde Insp Repts 50-054/82-04 b 70-0607/82-08 on 
021130-1203, No noncompliance noted Major areas inspected 
facility organiiation & operation, measurement b controls, 
storage b internal control Safeguards info deleted 
WQLTNER.E . DELLA RATTA.A . ZIBULSKY.H Division of Engineering & 
Technical Programs 02/12/23 Spp 16679 210 24X 

Fiche 80-054,02/12/23.6301060199 


DOCKET SO- 57 STATE ON IV OF NEW YORK RESEARCH REACTOR 


P Operating license stage documents b correspondence 


8301290038 Forwards questions re application for renewal of OL Response 
within 30 days requested 

THOMAS. C □ Standard 1 latl on tt Special Projects Branch 83/01/21 
HENRY. L 0 New York. State UniV of. Buffalo Spp 16970 350 24X 

Fiche 50-057.03/01/21.8301280030 


DOCKET S0-S9 TEXAS A 8. M UNIV RESEARCH REACTOR 


F Security, medical, emergency b fire protection plans 


8301050075 Releases public version of emend to emergency plan re 
emargoncy support ctr location 

FELTON. J M Division of Rules and Records BS/12/88 Document 
Kanagement Branch Ip. 16680:337. 24X Fiche 50-059.82/12/28. 

9301030075 


■6301050078 Submits public version of amend to emergency plan re 
emergency support ctr location 

ERDMAN, C A Texas AbM Unlv . College Station, TX 82/12/14 
Office of Nuclear Reactor Regulation. Director Ip 16680 338 
24X Fiche 90-059.82/12/20,8301030075 


8 Reportable occurrences. LERs b related correspondence 


B301250328 Telecopy of RD on 821204. fol lo(i)lng core change, power 
calorimetric indicated power 30K low Detectors adjusted 
After series of add] calorimeter perf ormanc es< resul ts 
indicated facility could operate in excess of 3SX power 
ROOERS.D Texas A&H Unlv , College Station, TX 82/12/20 
GROSSMAN. 0 Region 4. Office of Director 2pp 16B97 252 24X 

Fiche 50-059.82/12/20.8301250328 


DOCKETED ITEMS 
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3301330072 RQ on Q3010Si <1 1 leaver ed damaged fuel element 7463 during 
lns|i Element felled ge/no go te«t Complete Core unloading b 
fuel Intp uill be completed on 3301 06 07 

ROOERS. D Texas A6K UniV ■ College Station* Tx 83/01/06 
CBOSSMAM. B Region 4. Office of Director Ip 16939 175 24X 

Fiche 80-039.63/01/06. 830 1 26007 2 


9301330122 Telecopy RO on 830110. during reactor startup. fuel temp not 
tracking although normal temp Indication displayed Reactor 
shut douin Caused by failed fuel thermocouple Reactor 
sultched to Second thermocouple 

ROOERS. D Texas AbM UniV . College Station. TX 63/01/11 
CR0S6HAM. 0 Region 4. Office of Director Ip 16960 200 24X 

Fiche 30-059,83/01/11.6301200122 


DOCKET 50-62 UN IV OF VIRGINIA RESEARCH REACTOR 


Q Inspection reports. IE Bulletins t< correspondence 


6301250160 Aek receipt of 821221 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-062/82-01 t. 
30-396/32-01 

VERRELLIi D M Division of Project (< Resident Programs 82/12/26 
BRENIZERcJ 8 Virginia. Univ of Ip 16896 193 24X 

Fiche 30-062.83/12/28.8301230160 


— 6301250166 Responds to NRC 821206 Itr re violations noted In IE Insp 
Repts 90'062/a2-0t «i 50-396/82-01 Corrective actions friskor 
placed outside controlled area for personnel exiting (t 
Chaptsr 10 of std operating procedures revised 
BRENIZER.J 8 Virginia. Univ of B2/I2/21 VERRELLI.DM 
Region 2. Office of Director 2pp 16096 194 24X 

Fiche SO-06 2 , 82/ 1 2/28. 830 1 230 1 60 


— 8301230172 Faruards IC Insp Repts 30-062/82-01 t, 30-396/82-01 on 
321113-17 t< notice of violation 

VERRELLI.D M Division of Project *> Resident Programs 02/12/06 
BRENIZER.J 8 Virginia. Univ of 2pp I6B96 196 24X 

Fiche 80-062.82/12/28.8301250160 


--8301230170 Notice of violation from insp i>n 821113-17 

* Region 2. Office of Director 02/12/06 2pp 16096 19B 24X 

Ficho 30-062.82/12/28.3301250160 


—8301250104 IE Insp Repts 50-062/82-01 «< 30-396/02-01 on 821113-17 
Noneomp 1 lance noted failure to perform daily seilpe surveys 
in controlled areas 1. failure to maintain up-to-date review 
log on individuals In r ogua 1 1 f icati on pragra.n. 

HAROIH.A K , HEHL.C U . DEI1t0. P R Division of Project b Resident 
Programs 83/12/03 Spp 16896 200 24X Fiche 90-062.82/12/20. 

8301230160 


R Periodic operating reports b related correspondence 


9301260092 "Annual Rapt of Operations. 1982 " 

FARRAR. J P Virginia. Univ of 83/01/05 Division of Licensing, 
12pp 16912 297 24X Fiche 30-062. 83/01/09. 8301260092 


DOCKET SO-70 GENERAL ELECTRIC TE8T REACTOR 


F Becurlty. medical, emergency it fire protection plans 


8301040060 Confirms 020920 b 21 telcons re protection of unclaeslfied 
safeguards info Extension of provisions per 811230 b 020113 
Itrs appropriate after consideration of circumstances 
surrounding delayed schedule for SNN shipment 

EVANS. L J Fuel Facility Safeguards Licensing Branch. 82/09/29 
CUNNINOHAK. 0 E General Electric Co Ip 16655 302 84X 

F 1 1 h • SO-070. 82/09/29. B30 1 040060 


G Adjudicatory correspondence 


0301060161 Notice of A6LAB reconstitution A0 Rosenthal, chairman b 
BF Ellperin b KA Wilber, members. 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 83/01/04 
tp. 16679 327 24X Flcha 30-070.83/01/04.8301060161 


8301120263 Petition to intervene b request for hearing on license 
raneua 1 

TURK. J. Affi nation Unknown BS/Ol/OS. FRVE. J K . LINENSEROER. 0. . 
FORKANi H Atomic Safety and Licensing Board Panel 4pp, 16774 213 
24 X Fiche 30-070.83/01/05.0301120885. 


8301120260 Foruards corrected 830109 petition to Intervene, 

TURK. J Affl nation Unknown 83/01/06 FRYE. J H . LINENSEROER. 0 . 
FOREMAN. H Atomic Safety and Licensing Board Panel Ip 16774 109 
24X Fiche 90-070,03/01/06.0301120868 


— 6301120275 Corrected petition to intervene b request for hearing on 
license renewal 

TURK. J Affiliation Unknown 83/01/05 Atomic Safety and 
Licensing Board Panel Spp 16774 110 24X Fiche 50-070. 

83/01/06. 8301120266 


0301180074 Response to ASLB 621112 msmorandum b order . providing views 
on GE procedural requests Consolidation of two license 
renewal proceedings inappropriate OETR license renewal 
proceeding should be deferred Certificate of Sve end 
SUANSON.D T Hearing Branch I 83/01/17 12pp 16Q33 t70 24X 

Fiche 80-070.83/01/17,8301100074 


8301250292 Response in opposition to NRC 030117 response to A6LD 821112 
Memorandum b Order, as amended by 881119 Memorandum b Order 
re renewal of license application Notice of proposed action 
misconstrued Certificate of Sve end 

EDOAR.O L General Electric Co EDGAR. 0 L Edgar. G L 83/01/24 
Atomic Safety and Licensing Board Panel Spp 16897 001 24X 

Fiche 90-070.83/01/24,8301230292 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


F Security, medical, emergency b fire protection plans 


B301140440 Discusses OE B20910 request for exemption from criticality 
alarm requirements of tOCFR70 84(a> as part of application 
for emend to License R-33 Requested exemption jusdfled b 
appropr iate 

ROUSE. L C Advanced Fuel b Spent Fuel Licensing Branch 83/01/06 
THOMAS. C 0 Standard i tat Ion b Special Projects Branch Ip 
16810 031 24X Fiche 30-073.83/01/06,8301140440 


P Operating license stage documents b correspondence 


8301140440 Discusses OE 620910 request for exemption from criticality 
alarm requirements of 10CFR70 24(a> as part of application 
for amend to License R-33 Requested exemption justified b 
appropriate 

ROUSE. L C Advanced Fuel b Spent Fuel Licensing Branch 83/01/06 
THOMAS. C 0 Sbandardl tat inn b Special Projects Branch Ip 
16B10 031 24X Fiche 30-073.03/01/06.0301140440 


DOCKET 30-77 CATHOLIC UNlV OF AMERICA RESEARCH REACTOR 


F Security, medical, emergency b fire protection plans 


6301310420 Releases public version of licensee 830114 Itr re lOCFRSO 
requirements 

FELTON. V H Division Of Rules and Records 63/01/26 Document 
Management Branch Ip 16972 268 24X Fiche 90-077.83/01/26, 

8301310420 


--0301310423 Submits public version of advice that present Emergency 
Plan meets revised requirements of lOCFRSO 
JORDAN. E D Catholic Univ 83/01/14 THOMAS. C 0 
Standard i la tlon b Special Projects Branch Ip 16972 263 24X 

Fiche 30-077.83/01/26.8301310420 


DOCKET 50-87 MESTINOHQUSE CRITICAL EXPERIMENT 


I Financial information 


8301240059 Forwards Annual Financial Rept 1981 b corporate info for 
1 Iccnses 

NARDI.A J Nesting house Electric Corp 82/12/09 DAVIS. J 0 

Office of Nuclear Material Safety b Safeguards. Director DENTON. H R 
Office of Nuclear Reactor Regulation. Director 6pp 16887 149 
24X Fiche 30-000.62/12/09.6301240039 


—8301240094 Annual Financial Rapt 1901 

KIRBY. R E . DANFORTH. D 0 Meetinghouse Electric Corp 02/01/26 
31 pp 16807 131 24X Fiche 30-000.62/12/09,8301240039 


DOCKET 50-97 CORNELL UNIV ZERO POWER REACTOR 


P Operating license stage documents b correspondence 


8301070471 Forwards questions from LASL re license renewal application 
Response requested by 830113 M/o one! 

THOMAS. C 0 Standard! latlon b Special Projects Branch 82/12/30 

CLARK. D Cornell Univ 2pp 16705 350 24X Fiche 30-097, 62/12/30. 

6301070471 
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DOCKETED ITEMS 


DOCkET SO-112 UNIV Or OKLAHOMA RESEARCH REACTOR 


F Stcurltyi cttyic4l> iiBtryincy t> fire projection plant 


BOOlllOS&O RoTuardt IE Insp Rept 30-112/62-03 on SS102S-29 No 
noncompl lance rioted 

HAOSENi 0 L Divlilon at Reald*nt< Reactor Project t< Engineering 
Pregrami 83/01/04 UPTHECftOVEj W Oklahama. Univ of, 2pp 
IA74S 231 24X Rich* 90- 1 1 2> 83/01 /04i 8301 1 lOS&D 


— 0301110565 IE Intp Kept 50-112/82-03 on 021025-29 Mo none ompllanee 
noted Major area* intpccted cecurlty plan/iieplenenting 
pToccdurcsi lecurity organiiatian records te reptit testing A 
legSf locts Ic comb lnattons«Detailt withheld (ref 10CFR2 790) 
CALOHELL. R A . KELLV. J A F Region 4i Office of Director 
02/12/16 Ip 16745 233 24X Flche 50- 1 12. 03/01/04, 03011 10560 


Q Inspection reportsi 1C Bulletins 6 c orreep ondence 


0301110560 Forwards IE Imp Rept 50-112/82-03 on 821025-29 No 
noncoispl lance noted 

MAOSEM. 0 L Division of Resident. Reactor Project & Engineering 
Programs 83/01/04 UP THECROVE. H Otlahona. Univ of 2pp 

16749 231 24X Flche, 90-1 12, 83/01/04. 0301 1 10960 


— 0301110965 IE Jnsp Rept 50-1 12/82-03 on 021029-29 No noncomp 1 iarice 
noted Major areas Inspected security plan/imp lementlng 
procedures, secur 1 ty organiiatien records tc repts. testing & 
leys, locts tc camhlnatlans Details withheld (ref 10CFR2 790) 
CALDWELL. R A . KELLY. J A F Region 4. Office of Director 
82/12/16 tp 16749 233 24X Flche' SD-112. 83/01/04. 83011 10960 


8301250497 Reguest* addl info re 821210 L IS responses to violations 
noted in IE Intp Rspt 30-J 12/62-01 

MADSEN. 0. L Division of Resident. Reactor Project 4. Engineering 
Programs 63/01/18 EOLE.D. ff Oh lakoiita. l/niv of 2pp 
16899 310 84X Flche 50-112.83/01/16,9301250497. 


— 8301290502 Responds to HRC 821111 ttr re violations noted In IE Insp 
Rept 90-1 12/82-01. Corrective actions change in sprocket on 
safstg rod drive will be treated as unrevieued safety 
question li requalif icetlon program will be revised. 

ECLE.OM Oklahoma. Vnlv of 82/12/10 MADSEN.OL Division of 
Resident. Reactor Project h Engineering Programs 6pp 16B99 312 
84X Flche. 30-112, B3/01/ia 8301290497. 


—8301290506 Forwerds procedures to suppl 621210 Itr responding to notice 
of violation for IE Imp Rept 50-112/82-01 

TERRELL, CU. Dklahome, Unlv. of 82/12/15 MADSEN. O L Division 
of Resident. Reector Project 6 Engineering Programs Ip 
16699 316 24X Flche 90-113,83/01/18.6301250497 


— 8301250510 "Procedure for Check of Operation ii Response of Water 
Activity Monitor Eys for AON-211 Nuclear Reactor ” 

• Oklahooi. Unlv. of 02/12/15 3pp 16099 319 24X 

Flche 90-112,83/01/16.8301290497 


— 8301290912 "Cellbr Procedure for Water Activity flateneter Used 
IJ/A0N-2II Reactor » 

e Oklahoma, Univ. of 82/12/19 3pp 16899-322 24X 

FUke 50-112,63/01/16.9301290497 


V Operator Eiamlnetione 


83011 10212 Forwards revised Operator Rcqual 1 f Icatl on Program, to be 
substituted for Mar 1962 submittal 

TERRELL, c U atlakome. Univ of 63/01/04 TFiaHAS.C O Division 

of Llcsnslng Ip 16746:281 34X Flchs. 50-112. 83/01/04. 8301 110212 


■S3011103IS Revlssd Operator Requal 1 fl cation Program for A0N-211P 
reactor 

s Otlekope, Univ of 62/12/11. 6pp 16746 282 24X 

Flc h t : 90- 1 1 2, 83/0 1 /04, 830 1110212 


DOCKET 90-113 UNtV OF ARIZONA RESEARCH REACTOR 
ii. Insurance % indemnity Inforoiatlon 


8301190394 Forwards Endorsement 29 to AMI Policy NF-213. 

ASHBURM.D. J Harsh Ii McLennam Inc., H i< H Nuclear Consultants, Inc. 
Dlv. 83/Oi/ll SALTZHAN, J. Assistant Director for State N Licensee 
Relations 3pp 16824 302 84X Ficke 90-113,83/01/11.8301160334 


Q Inspactton reports. IE uulletins correspondence 


0301310320 Forwards IE Insp Rept 50-113/82-02 on 821213-13 b notice 
of violation 

SPENCER, 9 8 Division of Radiological Safety (< Safeguards Program 
63/01/11 OALLAOHER.R Ariiona, Univ of 2pp 16963 135 24X 
Flche; 90-113, 83/01/11,6301310320 


— 6301310321 Notice of violation from insp on 821213-19 

WENSLAWSKl, F A Division of Radiological Safety (< Safeguards 
Program 63/01/11 Ip 16963 137 24X Flche 90-113,03/01/11. 

6301310320 


— B3013I0327 IE Imp Rept 50-113/82-02 on 821213-15 Noncompllance noted 
failure to perform surveys of nonpenctrat Ing radiation 
& failure to maintain records of routine surveys in some 
units par 10CFR20 401 (bl 

OARCIA.E n , HENSLAWSKr.F A , BOOK, H E Division of Radiological 
Safety b Safeguards Program 83/01/11 7pp 16963 138 24X 

Ficke 30-113.83/01/11,8301310320 


DOCKET 30-116 ELK RIVER REACTOR 


W Decormitsloning Stage Documents t< Correspondence 


830 1100006 EVALUATION OF NUCLEAR FACILITY DEC OHM I S3 1 ON I NO PROJECTS. 
Project Summary Report, Elk River Reactor 
MILLER. Jt L . ADAMS. J A United Nuclear Carp FIN B-7968 
NUREO/CR-2985 82/12/31, Division of Engineering Technology 
49pp Available at KRC *4 79 16714 206 24X 

Flche. 50-119. 82/12/31,8301100006 


DOCKET 50-123 UMIV. QF MISSOURI RESEARCH REACTOR 


0 Inspection reports, IE Bulletins ti correspondence 


830106030? Ack receipt of 821201 Itr informing NRC of steps takan to 
correct violations notsd in IE Insp Rspts 90-123/82-01 t> 
70-0270/62-01 

HILLER, J R Division of Engineering b Technical Programs 82/12/16 
WARNER, 0. Missouri, Univ of. Rolla Ip 16678 229 24X 

Flche 30-123, 82/12/16,8301060309. 


— 8301060316 Responds to NRC 021110 Itr re violations noted in IE fnep 
Repts 50-123/62-01 » 70-0270/82-01 Corrective actions 
3NM handling procedures will be reviewed annually b 
responsibility of fuel custodian assigned 

WARNER, OL Missouri. Univ of, Rolla 82/12/01 MILLER, J R 
PIvltlon of Engineering & Technical Programs 2pp 16678 23D 
24X Flchs; 90-123, 62/12/16.8301060309 


V Operator Exa minatlons 


8301050006 Informs that MR Middleton, License 80P-30023, no longer 
employed at reactor since graduation on 621222 
BOLON.AE Missouri, Unlv of, Rolla 02/12/23 MCMILLEN.U 
Rsglon 3. Office of Director Ip 16664 021 2AX 
Flche 50-123,02/12/23.8301050008 


DOCKET 50-124 ViROlNIA POLVTECH INST TRA1N1N0 REACTOR 


P Operating license stage documents (< correspondence 


8301070302 Ack receipt of 921216 Itr requesting Tech Spec mod for use 
of generic flow Indicator instead of existing specific type 
flow indicator. NRC awaits add! proposed Tech Spec mods. 

THOMAS, C a Btanifar (fixation b Special Projects Branch. 83/01/04 
PARKINSON, T F Virginia Polytechnic Institute Spp. 16690 126 
24X Ficke 50-184,83/01/04,8301070302 


DOCKET 50-128 TEXAS AbH UNIV RESEARCH REACTOR 


P Operating license stage documents & correspondence 


8301310062 Suppl to Jul 1979 eppltcetien to amend License R-83, 
changing Tech Specs rs pulse mode operation b reactor fuel 
alements 

FELTZ, D E Texas A8.M Unlv , College Station. TX 03/01/24, 
BERMARD.H. 8 tandardi letlen & Special Projects Branch Ip 
16967.238 24X Flche 30-128.63/01/24.8301310062, 


--8301310065 Proposed Tech Gpec changes re pulse mode operation ti 
reactor fuel olaAonts 

a Texes A&M Unlv , Calltge Station. TX 63/01/24. 9pp. 
16'967'839 24X Flche 50-128,83/01/24.8301310082 


t 



DOCKETED ITEMS 


S Reportable occurreneesi L£Rs & related correspondence 


0 Inspection reports^ I£ Bulletins & correspondence 


0001240143 RO on Q21204i pouer calorimetric perforined to determine 
agreement betyeen Indicated payer & calculated actual poyer 
based on pool heatup rate Results shoued minus 30 7X error 
On 82i206i cal or Imetr Ic shoued plus 56 67. error 
R00ER3. D Tesas A&M Unlv , College Stationp TX 02/12/22 
HADSENi 0 1. Region 4i Office of Director 3pp 16091 054 24X 

Flehe 50-120,02/12/22,8301240143 


8301100050 Responds to FOIA reguest for 12 categories of documen-bs r« 
facilities Repts re MARCH code mag be purchased from NTIS 
Foryards documents listed in App A Search for Items 3.6,7,*?, 

11 ti 12 identified in request continuing 

FELTON, J M Division of Rules and Records 02/12/07 HIATT. S L 
Ohio Cltuens for Responsible Energy 5pp 16754 003 241C 

Flehe 50-000,82/12/07.8301100050 


0301280072 RO on 830105, di scoverod damaged fuel element 7463 during 
insp Element failed go/no go test Complete core unloading (< 
fuel insp ui 1 1 be completed on 630106 6 07 
ROGERS, D Teias AtiK UnlV , College Station, TX 03/01/06 
CROSSMAN, D Region 4, Office of Director Ip 16959 175 24X 

Flehe 50-059,03/01/06,8301280072 


—8301100154 Responds to IE Bulletin 70-03, "Potential Eiplosive Gas 
Mixture Accumulations Associated W/BHR Offgas Sys 
Operations, " per NRC 700208 1 tr Augmented offgas sys malnh 
operation procedures yi 1 1 be prepared 

CRANE. P A Pacific Gas t< Electric Co 78/03/27 EMOELKEN.R H 
Region 5, San Francisco, Office of the Director 3p p 16754 339 
24X Flehe 50-000,92/12/07,8301100050 


8301250339 RO on 030105, dur Ing fuel element i nsp. Element s 7463 & 7406 
failed go/no go tost Doth elements had been in core since 
1973 6 not inspected since that time Both elements removed 
from core 

ROGERS, D Texas AtiH Unlv , College Station, TX 83/01/11 
MADSEN, 0 L Region 4, Office of Director 2pp 16097 270 24X 

Fiebe 50-128,03/01/11,8301250339 


8301250568 RO on 830110, fuel temp indication failed to respond during 
reactor startup Caused by shorted thermocouple ulres in 
terminal box Reactor shut doyn 6 fuel temp instrument 
connected to more conservative indication 
ROGERS, 0 Texas AtiM Unlv > College Station, TX 83/01/11 
MADSEN. 0 L Region 4, Office of Director 2pp 16905 302 24X 

Flehe 50-128,03/01/11,8301250566 


B30i2&0l22 Telecopy RO on 030110, during reactor startup, fuel temp not 
tractlng although normal temp indication displayed Reactor 
shut doun Caused by failed fuel thermocouple Reactor 
suitchad to second thermocouple 

ROGERS, D Texas AhH Unlv , College Station, TX 83/01/11 
CROSSHAN. D Region 4, Office of Director Ip 16960 200 24X 

Flehe 60-059,83/01/11,8301280122 


nOCKET 50-133 HUMBOLDT DAY POWER PLANT, UNIT 3 


F Becurltg. medical, emergency ti fire protection plans 


8212060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for OL tt holders of CPs re Boppl 1 to NUREG-0737, 
"Requirements for Emergency Response Capability " 

NUREO-0737, Suppl 1 «< sve list end 

EI8ENHUT.D 0 Division of Licensing 02/12/17 Consolidated 
Edison Co of Neu York, Inc 77pp 16681 208 24X 

Flehe 50-000,02/12/17,8212060349 


8312220445 Generic Ltr 02-39 to all reactor licensees, CP holders h 
applicants for CPs re problems u/submlttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of Info outlined Sve list end 

EI5ENHUT>D 0 Division of Licensing B2/12/22 Consolidated 
Edison Co of Neu York, Inc 13pp 16690 021 24X 

Flehe 50-000,82/12/22.0212220445 


J Insurance t> Indemnity Information 


8200190269 IE Info Notice 02-51, "Overe xposur es in PWR Cavities " Sve 
list end 

DEYQUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of Now York, Itic 

lllpp 16689 239 24X Fiche 50-000, 82/1 2/21, 02OB19O'269 


8212060351 IE Info Notice 82-52, "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 ■’ Sve list end 
JORDAN, E L Division of Engineering (< Quality Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co of Neu Yorl. Inc. 

I15pp 16601 088 24X Fiche 50-000,82/12/21.0212060351 


9212060350 IE Info Notice 82-53. "Ham Transformer Failures at North 
Anna Nuclear Power Station " Sve list end 

JORDAN, E L Division of Engineering t. Quality Asauranee fPra 
030103) 82/12/22 Consolidated Edison Co of New York, Inc. 

tl4pp 16753 017 24X Fiche 50-000,92/12/22.8212060350 


0800190275 IE Info Notice 82-54, "Wes ting house NBFD Relay Failures in 
Reactor Protection Sys " Sve list enc I 

JORDAN, E L Division of Engineering i Quality Assurance {Pro 
830103) 82/12/27 Consolidated Edison Co of Neu York. Inc 

llOpp 16962 139 24X Fiche 50-000, 02/12/ 87. 8209 1 90275 


0208190273 IE Info Notice 82-53, "Seismic Qualification of Hestinghous 
AR Relay W/Letch Attachments Used in Westinghouse Solid 
State Protection Sys " 8vc list end 

JORDAN, E L Division of Engineering & Quality Assurance <Pra 
830103) 02/12/20 Consolidated Edison Co of Mew York. Inc 

109pp 16060 014 24X Fiche 50-000,82/12/88.0209190273 


0212060354 IE Info Notice 08-56, "Rohertshau Thermostatic Floio Control 
Valves “ Sve list end 

JORDAN, E L Division of Engineering t, Quality Assurance <Pre 
030103) 02/12/30 Consolidated Edison Co of Neu York, Itic 

lllpp 16750 137 24X Fiche 50-000,92/12/30.0212060354 


R Periodic operating reports related correspondence 


8301270808 Forwards Monthly Operating Rept for Nov 1982 

WEEKS.E D Pacific Gas & Electric Co 88/12/03 Office of 

Resource Management, Director Ip 16932 033 24X 

Fiche 50-133,02/12/03.0301270282 


£3301130002 Forwards Endorsement 99 to NEUIA Policy NF-li3 

CRANE, P A Pacific Oas J, Electric Co 83/01/06 SALTZMAN, J D 
Aieiitant Director for State 1, Licensee Relations 2pp 16793 070 
84X Fiche 50-133,03/01/06,8301130002 


P. Operating license stage documents 8, correspondence 


B301030278 Board Notification 02-123 forwards USOB Open File 
Rept 02-1033, "Probabilistic Estimates of Max Acceleration fc 
Velocity In Rock In Contiguous US " „ ^ 

LAINAS. 0 C Assistant Director for Operating Reactors 82/12/17 
Atomic Safety and Licensing Board Panel 4pp 16653 253 24X 

Fiche. 50-133, 82/12/17, 8301030278 


6212060356 Generic Ltr 82-30 to ail tic onsees , appH cants for OL t< 
holders of CPs re filings concerning 10CFR50 production tc 
utJIiiaiion facilities Current listing of branch assignments 
for nuclear reactor projects it sve list encl 

EISENHUT.D 0 Division of Licensing 82/12/28 Consolidated 
Edison Co of Neu York, Inc llpp 16860.001 84X 

Fleha 50-000,82/12/20,0812060356 


"0301270290 Monthly Operating Rept for Nov 1902 

DERKSiP S Pacific Gas 6 Electric Co 02/12/03 4pp 
24X Flehe 50-133.02/12/03,0301270808 


16.932 03' 


8 Reportable occurrences, LERs b related correspondence 


8301200015 Forwards LER 82-OO0/O3L-O 

8HIFFER,J D Pacific Gas it Electric Co 03/01/10 
Region 5, Office of Director Ip 16065 035 24X 

Flehe 50-133.83/01/10.0301200015 


ENGELKEN.R H 


■B301800020 LER 88-OOB/03L-0 on 081212, w/p lant In ca.ld shutdown. »lae 
gas Iodine sample pump found selied Caused by one of four 
carbon vanes shearing off t destroying another vane Samplo 
pump replaced . . . 

GETTY, B C Pacific Oas fc Electric Co 03/01/10 Region 5, 
Office of Director ip 16965 036. 84X Fiche 50-133,83/01/10, 


0301200015 


0301110134 Generic Ltr 83-02 to all BWR licensees re NUHEO-0737 
Tech Specs Requests response re deviations from end 
guidance b model Tech Specs within 90 days of receipt of 

EISENHUT.DO Division of Licensing 83/01/10 

Edison Co ISpp 16868:136 24X Fiche 50-000,83/01/10,0301110134 
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DOCKETED ITEMS 


V Operator Eiammatlon'S 


D2i22'20443 Ooneric Ltr BS~3Q to all pooior reactor 1 tcei)seoE> app llcants 
for OLi N5S b reactor venitars ti AEi re meeting to tfltcusi 
recent il eve ) o pmen t * for licenilng eiane Advices that mooting 
mill he hold on 830211 re operator tlceniing Sve list enc I 
ErSENHUTtD -0 Dlvlclon of Licensing 82/'12/23 Con-sol Ida ted 
Edison Co of Neu Yorka Jnc 18pp 16-661 072 24X 

Flcht 30-000. 82/12/22. 8212220443 


3301120078 Generic Ltr 83-01 to pouer reactor llcensoec A applicants 
for OL ro operator licensing eiam site visit Reqpests 
Bcitsdule re eiam req-uosts eipected for submittal prior to 
831231 for listed categorses Sve list encl 

EIQENStUr. 0 0 Division of Licenslns C3/01/11 Consol l-de ted 
Edlfon Co of Mou Vorka Inc i Ipp 16893 243 24X 

FI Che 50-000. 83/01/1 la 3301 120078 


DDCKEF 50' 134 UORCESTER PaLVTECH INSF RESEARCH REACTOR 


E URC Safety Evaluation Report ISER). supple 4 correspondence 


8301100008 SAFETY EVALUATION REPORT RELATED TO THE REhlEUAL OF THE 
OPERATINO LICENSE FOR THE WORCESTER POLYTECHNIC INSTITUTE 
OPEN POOL TRAININO REACTOR Docket Mo 30-134 

• Division of Licensing RUnEO-0912 82/13/31 TOpp Available 
at NAC *3 00 16714 256 24X FUhe 50-1 34> 82/12/31 , 8301 100008 


P Operating license stage documents la correspondence 


8301070369 Forwards Amend 7 to License R-6ta safety evalubtion. notice of 
issuance tc negative declaration 4 ElA Amend reniias license 
for 20 yrs from date of Issuance H/o safety evaluation 
EISENHJIaO 0 Division of Licensing 82/12/30 HILDim, L C 
Worcester Polytechnic Inst 2pp 16690 128 24X 

Flche 50-134.82/12/30.0301070369 


— 8301070372 Amend 7 to License R-61a renewing license for 20 yra from 
date of issuance 

ElSENHUr.D 0 Division of Licensing 82/12/30 20pp 16690 130. 
24X Fiche 50-134,82/12/30.8301070369 


— 8301070375 Notice of issuance I. negative declaration for Amand 7 to 
License R-61 

EISENHUT, 0 « Diviiton of Licensing 02/12/30 2pp 16690 ISO 
24X Fiche 50-134.82/12/30.8301070369 


— 8301070377 EIA supporting Amend 7 to License R-61 

s Division of Licensing 82/12/30 6pp 16690 152 24X 

Fiche 50-134.82/12/30.8301070369 


R. Periodic operating reports 6 related correspondence 


8301050193 Annual operating reft for 1982 

UILBUR.L C Uorecster Polytechnic Inst 63/0J./03 Office of 
Nuclear Reactor Regulation. Director 2pp 16663 362. SAX 
rich* 50-134,83/01/03,0301050193 


DOCKET 50-141 STANFORD UNIV RESEARCH REACTOR 


P Operating license stage documents 6 correspondence 


8301070219 Advises that ratio of Eu-lS2 to Eu-lS4 activity uei 17 I or 
nearly theoretical ratio based on abundanc e. cross-section li 
half-life Peats associated w/Eu-134 not apparent in lower 
activity samples 4 usra missed in reporting 

FINSTON.R A Stanford Unlv 83/01/04 ERICKGON.P Office of 
Nuclear Reactor Regulation. Director Ip 16666 236 24X 

Fiche 50-141,83/01/04,8301070219 


DOCKET 50-142 UCLA TRAINIfW REACTOR 


0 Adjudicatory correspondence 


9301040413 Application for Issuance Pf subpoena duces tecum directed to 
City of Los Angales.CA fire dept Declarati-on of Sve encl 
HIRSCH. D Committee to Orldge the Dap 82/12/30 Atomic Bafaly 
and Licensing Board Panel I3pp 16640.226 24K 

Fiche 50-142, 82/12/30, 8301040413 


6301140310 Forwards unlv list of opposing citations for statements of 
matl fact attachad to Committee to Bridge the Gap motions 
for summary disposition of Contentions XlII 4 Xvri Related 
corretpondynce 

CORNIER, M.H Cali fern la, Unlv of, Los Angeles 83/01/07 

FRYE, j H . PARIS, 0 H . LUEBKE. E A Atomic Safety and Licensing Board 

Pans I 3pp. 16906 176. 24X FI Che 50-142, 83/01/07, 8301 1 40310, 


8301170199 Forwards city of Santa lionica.CA 830111 opposition to NRC 
b applicant motions for summary disposition (, AE Uallum 
affidavit 

NALIBOFF, L 0 Santa Monica, CA 03/01/11 Docketing 8, Services 
Branch Ip. 16810 251 24X Fiche^ 50-142. 83/01/11,8301170199 


—8301170209 Answer opposing NRC t> applicant motions for summary 
disposition Oenulne Issues of -matl fact eiist on each issue 
NALIBQFF, L O Santa Monica, CA 83/01/11 Atomic Safety and 
Licensing Board Panel 2pp 16310 252 24X Fiche 50-142, 

03/01/11.8301170199 


— 8301170211 Affidavit of AD Wallom opposing summary disposition of 
Contention 1 Forty percent of water used In Santa Monica 
cones fron groundwater wells Several productive wells eilst 
within vicinity of reactor Declaration of 6vc end 
UALUUM.A E Santa Monica.CA 83/01/07 4pp 16810 2S4 24X 

Fiche. 50-142, 03/01/11,8301170199 


8301 180274 Response opp-osing NRC 820901 t< applicant 820903 motions for 
summary disposition Oenulne issues of matl fact exist 
Declaration of Sve encl 

IfIRBCH, 0 0 Committee to Bridge the Oap 83/01/12 Atomic Safety 
and Licensing Board Panel 13pp 16822 072 24X 

Fiche 50-142.83/01/12.8301180274 


— 8301180279 Affidavit of tlJ Davis re inadequacy of renewal application 
Submission of irrelevant matl evades fundamental purpose of 
license reappraisal Prof qual if 1 ca t ions encl 

DAV16.0 U Cammltteo to Bridge the Oop 0AV18, J U California. 
Unlv of, Santa Crui 83/01/10 ISpp 16822 105 24X 

Fiche SO-1 42. 83/01/12.8301180274 


— 8301160263 Affidavit of 8 AftergDod re Contention I Statement on P 5 o 
applicatl-on for license renewal ro educational I, research 
uses of reactor is materially false Prof qual 1 f ications 
enc 1 

AFTEROOOO.a Committee to Bridge the Oap 83/01/12 17pp 
16822 123, 24X Flch* 50-142.83/01/12,8301180274 


— 8301160287 Affidavit of SC Plotkln re Contesitlon I Insufficient Info 
provided In application for license renewal for proper 
review b determination of safety & environ impacts of 
continued operation Prof qual i f ica t Ions end 

FLOTKIN, S C Committee to Bridge the Oap PLOTKIN. 8 C Sheldon 
C Plotkln % Associates 83/01/12 4pp 16822 140 24X 

Fiche 50-142,83/01/12.8301180274 


— 6301180291 Affidavit of N Donova-Oant c Records available as of Spring 
1980 Indicate presence of water wells In UCLA vicinity 
DONOVA-OANTZ.N Committee to Bridge the Oap 83/01/07 3pp 
16B22 144 24X Fiche 50-142. 83/01 / 1 2, 8301 100274 


— 8301 18D30S Affidavit of L Dasfskg Accounting summaries do not reflect 
shift from emphasis on educ & research Sixty percent of 
costs of owning b operating reactor are devoted to 
commercial activity Prof qualifications end 
BA2FSKY, L Committee to Bridge the Oap 63/01/09 8pp 
16822 147 24X Fiche . 50-142. 83/01 / 12, 8301 180274 


—8301180321 Affidavit of SC Plotkln Maint b calibr at facility 
Inadequate Reactor & equipment are aged b outdated b parts 
are hard to get Facility has history of regulatory 
noncompliance including violations of safety significance 
PLOTKIN. 0 C. Committee to Bridge the Oap PLOTKIN, 8 C Sheldon 

C Plotkln b mssoclates 83/01/12 llpp 16822 ISS 24X 

Fiche 50-142.83/01/12,8301180274 


—8301180325 Affidavit of IH Hpnosson Reactor facility mgt has eihlhlbed 
chronic history of noncompliance lo/licansc terms Many 
violation* are of safety significance Prof quallf ications 
end 

HOHOSSON. I. M Committee ta Bridge the Oap 03/01/08 ISpP 
16822 166 24X Flch* S0-'142. 83/01/12,8301180274 


— 8301180331 Affidavit of D Norton Amount of excess radioactivity 
requested by UCLA too high, safety margins too small b 
potential for destructive power excursion unacceptable due 
to nearby population density Prof qualifications end 
NORTON, 5 Committee to Bridge the Oap 83/01/06 94pp 
16022 181 24X Fiche: 50-142, 83/01/ 1 2.9301 100274 


— 8301180344 Affidavit of LE Foster Results of Radiation Monitoring 
Program established by UCLA unreliable Even if data was 
reltable.radlattan doses to public unacceptable from safety 
standpoint Prof qualif ications end 

FOSTER, UE Committee to Bridge the Oap 83/01/07 16pp 
16822 275. 24X Flch f 50-142, 83/01/ 1 2. 0301 180274 
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— B30tie0349 Affidavit of I Lgon Actual etnissiona of Ar-4l underBStimated 
bg factor of several hundred for over 19 gr« Actual 
cqnc antrati ana eiceed met permitted cond 1 t 1 ons> violat ing 
Kcenae conditions tt regulations W/prof qualifications 
LVDMi t Committee to Bridge the Gap 83/01/04 4&pp 16832 2?t 
a4X Fiche 30-142,83/01/12,8301180274 


— 8301 1B0353 Affidavit of 8C Plotkin re Contention VII Reactor history 
•houa high degree of operational unreliability Continual 
failure to rectify repeated instrumentation tt operator 
errors k failures indicates substantial risk to public 
PLOTKIN, 8 C Committee to Bridge the Gap PLOTKIN, 8 C Bheldon 
C Plotkin t< Associates 83/01/12 7pp 16822 336 34X 

Fiche 50-142,83/01/12,8301180274 


— D30I1GD361 Affidavit of 5 Aftergood on Contention VIII Tula categories 
of accidents examined result in extraordinarily high doses 
In unrestricted areas 

AFTEROOOt), S Committee to Bridge the Oap 83/01/12 14pp 
16822 343 24X Fiche 50-142,83/01/12,8301180274 


— 8301180367 Affidavit of J Deyea Release of 600 Ci 1-131 uould cause 
doses u/reg ulatory significance out to distances of many 
kilometers even further depending on ueather conditions 
Certificate of Svc end 

DEVEA, J CommlttsB to Bridge the Oap BEYEA, J Audubon Society 
83/01/06 9pp 16022 357 24X Fiche 50-142,83/01/12,8301100274 


— 8301180374 Affidavit of EL Cooperman commenting on IE Insp Rapt 
50-142/82-01 Lapses identified have safety significance 6 
represent serious breaches of good radiation safety practice 
that could negatively impact on public health 
COOPERMAN, E L Committee to Bridge the Oap COOPERMAN, E L 
California State Univ , Fullerton 82/12/15 2?pp 16823 004 
a4X Fiche 50-142,83/01/12,8301180274 


— 8301100377 Affidavit of DO Klrsch Shipment of Spent fuel left UCLA 
control in highly contaminated condition Contaminated 
shipment released to uncontrolled area due to failure of 
UCLA monitoring sys to detect contamination 
HinsCH, D 0 Committee to Bridge the Oap 83/01/12 21pp 
16823 033 24X Fiche 90-142,^3/01/12,8301180274 


— B3011S03B5 Affidavit of K Scoville Facility should use lou enriched 
fuel, not U-235 at 93X enrichment uhich is ueapont grade 
matl U enriched to 937. is extremely sensitive tt must be 
carefully safeguarded Prof qualifications end 
SCOVILLE, H Committee to Bridge the Oap 02/10/17 3pp 
16823 064 24X Fiche 50-142,83/01/12,8301180274 


— 8301180387 Affidavit of TB Taylor opposing application for any quantity 
of 93X enriched U Mcapons grade fuel not necessary for 
research Prof qualifications end 

TAYLDR, T B Committee to Bridge the Oap 82/12/16 63pp 
16823 067 24X Fiche 50-142,83/01/12,8301180274 


— 8301100397 Affidavit of 8 Aftergood re Contention VllI Facility could 
be converted from using uieapons grade fuel to loui enriched 
Uiuihilc retaining same educational t< research capabilities ti 
increasing safety 

AFTEROOOD, 8 Committee to Bridge the Oap 83/01/12 24pp 
16823 130 24X Fiche 50-142,83/01/12,8301180274 


— 8301180402 Affidavit of 8C Plotkin re Contention XIV Thorough analysis 
of past operating history of other Argonaut reactors to 
Identify generic problems necessary 

PLOTKIN, 3 C Committee to Bridge the Oap. PLOTKIN, 8 C. Sheldon 
C. Plotkin b Associates 83/01/12 3pp 16823 193 24X 

Fiche 90-142,83/01/12,8301180274 


— 0301180407 Affidavit of MA Pulido Reactor fire is credible accident 
scenario Interaction of bldg ventilation sys b particular 
configuration of bldgs around reactor could lead to great 
public radiation exposure Prof qualifications end 
PULIDO, M A Committee to Bridge the Oap 83/01/09, 18pp 
16323 157 24X Fiche’ 30-142, 83/01/ 12, 030 1 100274 


— 8301100409 Affidavit of SC Plotkin re Contention XVI Reactor suffers 
from old age, lack of availabilty of spare parts b inadequate 
funds for maint Design seriously outmoded 

PLOTKIN, 8 C Committee to Bridge the Oap PLOTKIN, 6 C Sheldon 
C Plotkin b Associates. 83/01/12 7pp 16823 179. 24X 

Fiche’ SO-142. 83/01/12, 0301180274 


— S3O11B0411 Affidavit of L Dasfsky Univ attempt to shou funding 
available b NRC revieui thereof insufficient to shou 
availability of continued funding at adequate level for 
reactor needs 

BAEFSKV, L Committee to Bridge the Oap 83/01/09 tOpp. 
16023 102 24X Ftche 50-142,03/01/12,0301160274 


— 0301100414 Affidavit of M Kaku Number of credible accident scenarios 
for reactor exist, each of uihich could result in substantial 
fission product release to environ Prof qualifications end 
KAKU, M Committee to Bridge the Gap 83/01/01 32pp 16823 192 
24X Fiche 50-142.03/01/12,0301180274 


—8301180415 Affidavit of JC Harf Statement incorrect in Haiards Analysis 
that no matls in reactor const flammable Graphite, U, 
magnesium b aluminum combustible under certain conditions 
UARF, J C Committee to Bridge the Oap HARF, J C Southern 

California. Univ of 82/11/17 lOpp 16823 225 24X 

Fiche 30-142,03/01/12,0301180274 


— 8301160417 Affidavit of DR Dupont Analyses seriously flaued in 
assessment of potential for fire b other potentially 
destructive reactions in reactor Prof qua li Fteatlons end 
DUPONT, D R Committee to Bridge the Oap 82/12/23 lOpp 
16023 235 24X Fiche 30-148,83/01/12,6301100274 


0301210293 Notice of 830223-24 prehearing conference In Los Angeles, CA 
to discuss proposed rsneual of license 

FRYE, J H Atomic Safety and Licensing Board Panel 83/01/20 tp 
16873 320 24X Fiche 50-142,03/01/20,0301210295 


P Operating license stage documtnts b correspondence 


8301140928 Addl response to FOIA request for documents re UCLA lab b 
rteearch reactors Forbiards App A documents App B documents 
completely ulthheld (ref FDIA Exemption 4) 

FELTON, J M Division of Rules and Records 62/11/24 HIRSCM, D 
Committee to Bridge the Oap 3pp 16615 310 24X 

Fiche 50-000,02/11/24,6301140528 


— 8301140594 Notification of 790730 meeting u/all licensees authariied to 
possess SNM at Region 3 ofc in Olen Ellyn, II Meeting agenda 
b registration form enc 1 Registration form should be 
completed b forwarded to J Donahue Immediately 

MILLER, J R Assistant Director for Site b Safeguards (Pro 791030) 
79/08/17 BROWN, H 0 California, Univ of, Los Angeles 6pp 
16819 329 24X Fiche 50-142, 02/1 1/24, 0301 140928 


— 8301140573 Requests verification of SNM inventory Final rev of SNM 
inventory end 

ASHBAUOK, C E California, Univ of, Los Angeles 74/12/12 
ODLLERiK R Atomic Energy Commission 2pp 16819 334 24X 

Fiche 90-142,62/11/24,8301140520 


Q Inspection reports, IE Bulletins b correspondence 


8301140528 Addl response to FOIA request for documents re UCLA lab b 
research reactors Foruards App A documents App 0 documents 
completely ulthheld Iref FOIA Exemption 4) 

FELTON, J M Division of Rules and Records 02/11/24 HIR8CH,D 
Committee to Bridge the Oap 3pp 16015 310 24X 

Fiche 90-000,02/11/24,6301140320 


— 0301140537 Forwards IE Insp Repts S0-142/77-'03 b 70-0223/77-02 on 
B21205 b 06 No noncomp 1 lance noted 

NORDERHAUO, L R Region 3, 8an Francisco, Safeguards Branch 
77/12/28 BROWN, HV California, Univ of, Los Angeles 2pp 
16815 317 24X Fiche 50-142.02/11/24,0301140520 


—0301140542 IG Insp Repts 50-142/77-03 b 70-0223/77-02 on 831203 b 06 
No noncompliance noted Major areas Inspected facility 
organiiation b operation, measurement b contra Is, storage b 
internal control. Inventory b records b repts, 

HAMADA. 0 , HIEDER.A . NORDERHAUO, L R Region 3, Ban Francisco, 
Safeguards Branch 77/12/23 3pp 16015 319 84X 

Fiche 90-142,82/11/24,0301140520 


DOCKET 50-151 UNIV OF ILLINOia RESEARCH REACTOR 


0 Inspection reports, IE Bulletins b correspondence 


0301210170 Ack receipt of 830105 Itr informing NBC of steps taken to 
correct violations noted in IE Insp Repts 90-151/68-01, 

50-396/82-01 b 70-0838/82-01- 

KILLERi J R Division of Engineering b Technical Programs 83/01/18 
MILEY.O H Illinois, Univ of, Urbana-Champaign Ip 16074 219. 
24X Fiche 50-191.83/01/18,8301210170 


—8301210175 Responds to NRC 021209 Itr re violations noted in 18 Insp 
Repts 50-151/82-01,90-396/82-01 b 70-0290/82-01 Corrective 
actions Itam uill be added to status board as reminder of 
times for filing repts b SNM Items physically inventoried 
BECK.OP., MtLEV, 0 H Illinois, Univ of, Urbana-Champaign 
83/01/05 MILLER, J B Division of Engineering b Technical 
Programs 2pp 16074-280 24X Fiche 60-151, 83/01/18, 6301210170 
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DOCKETED ITEMS 


50CKET 50-155 BIO ROCK. POINT fJUCLEAS PLANT 


E NflC Safety EvaJuation Report <SER?i tuppls t’ torreepondenca 


BOOllQOOl? Submits response to NRC 331012 5ER & provides status oF 
insp program described in util 811321 1 tr re GEP Topic 
III-3 Cl "Inservlce Insp oP Water Control Structures " 

Program conforms lu/Reg Quids 1 137 

TONEfl-H A ConsuiWBTt Pouier Co B3/0I/M CRUTCHFIELD, I) Oporatins 
Reactors Branch 3 2pp 16E33 3A5 SAX Flche 90-155.63/01/14, 
830113031'? 


F Securltg, medical, emergency tc fire protection plant 


82120G0349 Oeneric Ltr 82-33 to all licensees af operating reactors, 
applicants for DL (■ holders of CPs re Suppl 1 to NUREQ-Q737, 
”Rtq,uircments for Emergency Response Capability " 

NUREO-0737i Supp 1 1 t, svc list end 

EISENHUT. D 0 Division of Licensing 33/12/17 Consolidated 
Edison Co of Neu Tort. Inc 77pp Ibbai 208 24X 

Flche 30-000.02/12/17,3212060349 


8212220449 Oenenc Ltr 32-39 to all reactor licensees, CP holders 1< 
applicants for CPs re problems u/submittals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of Info outlined Svc list end 

EISENMUT, D 0 Division of Licensing 32/12/33 Consolidated 
Edison Co of Neu Vork. Inc. 13pp 16i90’ 021 24X 

Fi Che 30-000. 82/12/22, 8212220445 


8301040393 Describes re-evaluation ti procedural revisions to serve 
as basis for retracting 320916 commitment to perform test 
to verity starting voltage for electric fire pump motor 
HASKELL, H U Consumers Power Co 82/12/29 CftUTCHFfeLD, 0 
Operating Reactors Branch 5 3pp J6639 339 24X 

Flche SO- 1 55, 02 / 1 2/29, 8301 040393 


8301120232 Forwards "Identification 1. Analysis of Transportation- 
Dependent Population Within 9-KlJe Plume Eiposure Pathway 
Emergency Planning lone of Big Rock Point Nuclear Plant ” 

Resumes of BA Mohrman & DA Leonard end, 

OALl 0, J Isham. Lincoln G Beale OALLO. U Consumers Poire r Co 
33/01/07 DLOCH.P , PARIS, OH . SHOW, F U Atomic Safety and 
Licensing Board Panel I4pp 16771 065 24X Flche 50-155,03/01/07, 

8301120232 


‘—8301120237 "identification t. Analysis of Transporta t lon-Dep end^n t 
Population Within 5-lllio Plum* Exposure Pathway Emergency 
Planning Zone of Slg Rock Point Nuclear Plant " 

LEONARD, 0 A , HDHRMAN. 0 A Btone 6 Hebster, Inc 83/01/31 H^pp. 
16771 079 24X Flche 30-165,83/01/07,8301120232 


6301100111 Motion for eitension of time until 330128 to file reply to 
licensee appeal on criticality Brief received late :< counsel 
out of town for period of time. Cert 1 f Irate of Svc end 
BEMMEL. H C h r 1 s ta-Ma r 1 a SEMMEL.K Antioch School of Law, 
Washington, DC 03/01/06 Atomic Safety and Licensing Appeal 

Panel 3pp 16703 197 24X Flche 50-155,83/01/06,8301100111 


8301120232 Forwards "Identification & Analysis of Transportation- 
Dependent Population Within S-Milo Plume Exposure Pathway 
Emergency Planning Zone of Big Bock Point Nuclear Plant " 

Resumes of BA Mohrman 6 DA Leonard end 

OALLD, J Isham, Lincoln & Beale OALLO, J Consumers Power Co 
83/01/07 DLOCH.P , PARIS, Q H , SHQN, F J Atomic Safety and 
Licensing Board Panel I4pp 16771 069 24X Fiche 50-155,33/01/07, 

8301120232 


— 8301120237 " I d efiti f I ca 1 1 an » Analysis of Transportation-Dependent 
Population Within 5-htile Plume Exposure Pathway Emergency 
Planning Zone of Big Ruck Point Nuclear Plant " 

LEONARD. D A , MOHRHAN, B A Slon* Si Webster, Inc 83/01/31 29pp 
16771 079 S4X fiche 50-135.83/01/07,8301120232 


8301290471 final response to ASLD 820914 order re Subcontention 9(4) on 
adequacy of transpor tatlon for residents u/o vehicles 
within 5-mIIe lone of plant Certificata of Svc encl 
OALLO, J , COPELAND, V O Consumors Power Co OALLO, J Isham, 

Lincoln 6 Beale 83/01/21 lOpp 16900 010 24X 

Flche 50-155,83/01/21,3301250471 


— 8301250478 Affidavit of RW Sinderman r« deficiencies identified In StiU 
Rept, "Identification If Analysis of Transportation-Dependent 
Population Within S-rtile Plume Exposure Pathway Emergency 
Planning Zone " 

SINDERMAN, B W Consumers Power Co 83/01/20 6pp 16900 020 
24X Flche 50-159,33/01/21,8301250471 


J Insurance 5 Indemnity Information 


8301110204 Forward* Endorsement 94 to NELIA Policy NF-tt7 
FHOUNFELKER, R Consumers Power Co 83/01/06 SALTZMAN, J 
Antitrust i. Economic analysis Branch (Utility Finance) 2pp 
16743 356 SAX Flche 50-155, 03/01/06, 8301 1 10204 


P Operating license stage documents & correspondence 


8301110040 Responds to FQIA request for five categories of documents 
re GEP Forwards documents listed in App A 

FELTON, J M Division of Rules and Records 82/12/10 OALLO. J 
lahan, Lincoln U Qeale 2pp 16777:006 24X Flche 50-000. 02/12/10, 

8301110048 


8301190031 Reteasei public version of revised Emergency Plan 
Implementing Procedures. 

FELTO.N.J K Division of Rules and Records, 83/01/13 Document 
Hanagement Branch Ip 16348 072 24X Fiche 50-153,03/01/13, 

8301190031 


— ^206280039 Forwards evaluation of geotechnical data available as part 
□f seismic safety margin study of plant 

LEARiO Hydrologic & Seotechnlcal Engineering Branch 82/06/17 
JACKSON, R Oeosclences Branch 7pp 16777 093 24X 

Flche 50-000,02/12/10,8301110040 


-8301190034 Foruardi public version of revised Emergency PJan 
Implementing Procedures, i nc lodlng Procedures 3A re 
activation of technical support ctr l« 3D re activation of 
onsite operations support ctr 

• Consumers Power Co 82/12/23 OPfice of Nuclear Reactor 
Regulation, Director 2pp I6B40 073 B4X Flche 50-155,83/01/13, 
8301 190031 


8301190038 Public version of revliod Emergency Plan Implementing 
Procedurei, Inc 1 uding Procedures 3A re activation of 
technical support ctr t 3B re activation of onsite 
operation* fopport ctr. Revised table of content* encl 
• Contuners Power Co 83/12/23 14Bpp, I6S4B 075 24X 

Flche 50-155,83/01/13,8301190031 


Q Ad/udicatory correspondence 


— B301110067 Comments on proposed site amplification at facility Related 
babies & graphs end 

KIMBALL, J Oeosclences Branch 82/12/10 REITER, L Oeosclences 
Branch I7pp 16777 076 24 X Flche 50-000,02/12/10,83011 10048, 


8301040440 Forward* SALP Rept SO- 155/82-16 for Jul 1981 - June 1902 
Mgt attention needed to correct problems In area of 
radiological controls ti existing perimeter alarm sys 
KEPPLER.J 0 Region 3, Office of Director 02/12/28 DEWITT.R B 
Consumers Power CP 2pp. 16647:134 a4X Fiche 50-000,82/12/28, 
8301040440 


— B301040451 IE SALP Rept 50-155/82-16 for Jol 1901 - June 1982. 

N Region 3, Office of Director 82/12/28 23pp 16647 136. 24X 

Flche 50-000.82/12/28. 0301040440 


8301040471 Memorandum 6 order denying Chri sta-Harla 821223 motion f, 
protective order re H Oinfcon depoiltlon ASLD lack* 
jUTlsdiction 

BLOCH, P B Atomic Safety and Licensing Board Panel 02/18/27 

B30l04M7r‘*' ^***^ ‘^> a4X Flche 30-155,08/12/27, 


— 0301040459 Comments on SALP Rept SO-1 5 5/02- 16 for Jul 1981 - June 
1962 Only area ef findings in question is security (< 
safeguards Meeting requested to discuss issue 
VANDEWALLE. D J Consomeps Power Co, 0S/I1/I7 KEPPLER, J 0 
Region 3, Oppica of Director. Ip. 16647 159 24X 

Flche 50-000,82/12/28,0301040440 


ot time until 830107 to file r*pt, per 
ASLB B209I4 Initlil decision, re Chr 1 s te-Mar la Contention 


7141 on emergency evacuation of persons w/o vehicles Final 
rept Incomplete Certificate of Gvc encl 

OALLO. J , COPELAND, V 0 Consumers Power Co OALLO, J Isham, 
Lincoln fc Beale, 82/12/29 Atomic Safety and Llcenilng Board 
24X Flche- 5D-IS5< 82/18/29, 8301040493 


Penet 3pp 16643’ 2o6 


8301040539 Advlics of discrepancy between frequency of MBIV 6 drain 
valve testing identified In Section 3 3 I of technical 
evaluation rept Util In general agreement w/NRC actidni 
re util request* for exeaiption, 

HASKELL, N L Consufflers Power Co 82/12/29, EISENHUT. D.O Divleion 
of Licensing 2pp, 16646 187 24X Flche 50-155,82/12/29, 

0301040539, 
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93Q1060192 Foruards evaluation of SEP Topic V-4( "Piping li Bafe-End 
[ntegntv " Util reeponie acceptable u/addl ecain of 
recirculation inlet noiile 796~1A agreed to bg licentee 
CRUTCHFIELD, D Dperating Reactor* Branch 5 82/12/30 

VANDEUALLE, 0 J Coneumer* Pouier Co App 16680 026 24X 

Flche 50-155,82/12/30,8301060198 


8301060379 Confirm* 82128S telcon re Initallatton of stack gas 
flionltorlng sgs,pBr HURE0~0737i 1 tem II F 1 5gs complete but 
toll! not be operational before 030401 duo to equipment ti 
callbr problems 

HASKELL, NL Consumers Pouor Co 83/01/04 CRUTCHFIELD, D 
Operating Reactors Branch 5 Ip 16679 121 24X 

FlcJie 50-155,83/01/04,8301060279 


0301070270 Bummarg of 821216 meeting u/utils in Dethesda,MD re seismic 
evaluations of SEP Topic 111-6, "Selsmtc Design 
Considerations " SERs identified areas u/lnsuf f ic lent info 
for conclusion on seismic capabilities 

DUDLEV. R , EHCH, R Operating Reactors Branch 5 83/01/04 

Operating Reactors Branch 5 6pp 16605 147 24X 

Flcha 50-000,83/01/04,8301070270 


8301070474 Requests fee remittance for util B20625 application 
resulting in Amend 55 to License OPR-6 re replacement of 
shift technical advisor u/on-call technical advisor 
DIOOS<R H License Fee Management Branch 83/01/04 
VAMDEMALLE, D J Consumers Power Co Ip 16705 352 24X 

Flche. 50-185, 03/01/04, 0301070474 


8301130081 Advises that util Interpretation of Tech Spec 692 bl2> 
conslstant u/ intent to rept degraded nodes of operation 
resulting from personnel errors , procedural inadaquaclei, 
design deficiencies or component failures, per 830103 telcon 
VAMDEWALLE, D J Consumers Power Co 83/01/06 CRUTCHFIELD, D 
Operating Reactors Branch 5 8pp 16795 325 24X 

Flche 50-000,83/01/06,8301130031 


8301110134 Generic Ltr 83-02 to all BHR licensees re NUREO-0737 
Tech Specs Requests response re deviations from end 
guidance S, model Tech Specs uithln 90 dags of receipt of 
1 tr. 8vc list encl 

EISENHUT.DO Division of Licensing 83/01/10 Commonwealth 
Edison Co iSpp 16B6B 156 24X Ficha 50-000,83/01/10,8301110134 


8301180395 Forwards "Structural Analysis of Big Rock Point Nuclear 
Power Plant Spent Fuel Pool Structure,” Amend 2, Including 
revs to Apr 1982, “Spent Fuel Rock Addition" St "Spent Fuel 
Pool Thermal-Hgdraullc Analysis " 

B8RDINE, T C Consumers Power Co 03/01/10 CRUTCHFIELD, D 
Operating Reactors Branch 5 7pp 16823*332 24X 

Flche 50-155,83/01/10,8301180395 


— 8301180400 "Structural Analysis of Big Rock Point Nuclear Power Plant 
Spent Fuel Pool Structure " 

PRABHAKARA, M K , LIU, M D , OHOSH, T K NUB Corp NUa-4247 
83/01/04 40pp 16823 339 24X Fiche 50'155, 03/01/10, 0301 100395 


— 8301160405 "Bpent Fuel Pool Thermal-Hydraulic Analysis for Big Rock 
Point " 

SAROIB.DA , FERGUSON, R E daycor dS2-52e5F 02/10/26 S6pp 

16824 017 24X Fiche 50-155,83/01/10,8301180395 


8301180340 Responds to revised safety assessment for SEP Topic V-10 A, 
"ft HR Sys HX Tube Failure " Justification of defense sys 
protecting primary coolant sys from Inleakage of 
contaminants from Lake Michigan provided 

TONER. K A Consumers Power Co 83/01/13 CRUTCHFIELD, D, Operating 
Reactors Branch 5 3pp 16824*343. 24X Flche. 50-155, 93/01/ 13, 

8301180340 


8301190125 Forwards Section UI, 10 which addresses NUREQ-0737, Item 
III.D 3 4, "Control Room Habitability Rcqulrtments " 

Analysis shows control room operators adequataly protected 
against release of radioactivity. 

BORDINE, T C Consumers Power Co, 83/01/13 CRUTCHFIELD, 0 
Operating Reactors Branch 5 29pp 16S46 307 24X 

Fiche 50-155,83/01/13,8301190125 


8301210047 Forwards comments on draft □RNL/NBIC-202, "Review of 
Operating Experience History of Big Rock Point Through 1980 
for NRC SEP " Util cannot endorse rept, Rept should be 
retracted from public record 

TONER, K A Consumers Power Co. 83/01/14. CRUTCHFIELD, D Operating 
Reactors Branch 5 13pp 16077.216, 24X Flche, 50-155, B3/01 /14> 

8301 210047 


6301240004 Forwards Amend 56 to License DPR-6, safety evaluation It 
notice of Issuance t, availability Amand approvas Tech Spec 
changes re Inservlce Insp A definition of cold shutdown. 
CRUTCHFIELD, D Operating Reactors Branch 5 03/01/20. 

VANDEUALLEiO J Consumers Power Co 3pp 16890 108, 24X 

Flche. 50-155, 83/01/20,0301240004 


— 0301240011 Amend 56 to License DPR-6i approv ing Tech Sp*t* pertaining to 
inservlce Insp !< definition of cold shutdown 
CRUTCHFIELD. D Operating Reactors Drench 5 03/01/50 7p p 

16090 112 24X Fiche 50-155.03/01/20,0301240004 


— 0301240014 Safety evaluation supporting Amend 56 to Heens* DPR-6 
• Office of Nuclear Reactor Regulation, Director 03/01/20 4pp 
16070 119 24X Fiche 50-155,83/01/20,0301240004 


— 0301240020 Notice of Issuance U availability of Amand 56 to License 
DPR-6 

CRUTCHFIELD, D Operating Reactors Branch 5 03/01/20 2p p 

16890 129 24X Flche 50-155,03/01/20.8301240004 


8301310329 Forward* "ASME Boiler t. Pressure Vessel Code Section XI 
IWP-IWV Testing " 

BORDINE, TC Consumers Power Co 03/01/21 CRUTCHFIELD. D 
Operating Reactor* Branch 5 2pp 16963 1 16 24X 

Fiche 50-155.03/01/21.8301310329 


—8301310334 "ASliE Boiler t< Pressure Vessel Code Section XI IHP-IUV 
Testing " 

e Consumers Power Co 83/01/21 I2pp 16963 110 24X 

Fiche 50-155.83/01/21,0301310329 


0 Inspection reports. IE Bulletins V correspondence 


B301100D50 Responds to FOIA request for 12 categories of documents re 
facilities Repts re MARCH code may be purchased from NT18 
Forwards documents listed in App A Search for Items 3.6, 7,9, 

11 (i 12 identified in request continuing 

FELTON, J H Division of Rules and Records 02/12/07 HIATT, S L 
Ohio Citiien* for Responsible Energy Spp 16754 003 24X 

Flche 50-000,02/12/07,0301100050 


— 0301100064 Advises that action on IE Bulletin 78-03. "Potential 
Explosive Oas Mixture Accumulations Associated U/BHR Offgas 
Bys Operations." comple ted. including revlswt of licensee 
responses (, offgas sys Summaries of offgas sys end 
JORDAN, E L Office of Inspection 1> Enforcement, Office of the 
Director 78/11/29 ORIMES. B K Assistant Director for Engineers 
t. Projects (Pre 790625) 37pp 16754 240 24X 

Fiche 50-000,02/12/07.0301100050 


— B301100212 Ailvlses that encl lE Bulletin 78-03, "Potential Eaplosiva 
Oas Mixture Accumulation* Associated H/BUR Offgas Sys 
Operations," has been sent to listed license* fgr action/ 

Info 

PAPPAS, H Region 3, Chicago, Office of the Director 70/02/10 
Division of Reactor Construction Inspection 3pp 16754 10? 24X 

Flche 50-000.82/12/07.8301100050 


— 8301100247 Forwards IE Bulletin 78-03, "Potential Explosive Oas Mixture 
Accumulations Associated U/BHR Offgas Sys Qperatlons *' 

Action required U/o encl 

KEPPLERiJ 0 Region 3, Chicago, Office of the Director 78/02/10 

DEiflTT.R B Contumars Power Co Ip 16754 202 24X 

Fiche 50-000,02/12/07,0301100050 


8200190269 IE Info Notice 82-51, "Overexpofures in PUR Cavities " 8vc 
list encl 

DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New Yo.rk> Inc 

lllpp 16689,239 24X Fiche 50-000, 82/12/21,8208190269 


8212060351 IE Info Notice 82-52, "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 “ 0vc list end 
JORDAN, E L Division of Engineering t. Quality Assurance <Prt 
830103) 82/12/21 Consolidated Edison Co of New York, Inc 

11 Spp 16681 oas 24X Flche 50-000,82/12/21,8212060351 


8212060350 IE Info Notice 02-53. "Main Transformer Failures at North 
Anna Nuclear Power Station " Sve list end. 

JORDAN, E L Division of Engineering 4, Quality Assurance <Pr* 
830103) 02/12/22 Consolidated Edison Co of New York, Inc, 

114pp 16750 017 24X Flche 50-000,82/12/22,0212060350 


8200190275 IE Info Notice 02-54. "Uestl nghoust NBFO Relay Fallurai in 
Reactor Protactlon Sys " Sve list encl 

JORDAN, E L Division of Engineering & Quality Assurance (Pr* 
630103) 82/12/27 Consolidated Edison Co of New York, Inc, 

llOpp 16962 139, 24X Fiche* 50-000, 02/12/27, 0200190275 


0208190273 IE Info Notice 02-55, "Seismic Qualification of Uestinghouse 
AR Relay U/Latch Attachments Used in Uestlnghouae Solid 
State Protection Bys." Sve list encl 

JORDAN, E L. Division of Engineering t. Quality Assurance <Pra 
830103) 02/12/28, Coneolldated Edison Co. of New York, Inc 

I09pp 16868*014 24X Flche. 50-000, 82/12/28, B20B190273. 
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e30t040‘»'»0 Forward* SAtP Rept 5O-156/0S-IA for Jul 1931 - June 1982 
Mjfc attention needed to correct problems in area of 
radiologtcal controls V eiistin] perimeter alarm »vs 
KEPPLER. J 0 Region 3. Office of Director 82/12/28 DEWITT, fl IT 
Consumers Power Co 2pp 1^44>7 134 24X Piclie SO ~0OO, 32/12/28, 

3301040440 


--B3010404S1 IE SrtLP Rept 50-195/02-li for Jol 1931 - June 1982 

• Region 3, Office of Director 82/12/28 23pp 16647 1 J6 24X' 
Flcfie 30-000,82/12/28,8301040440 


— 8301040459 Ccnmenta an SPLP Kept 50-155/Q2-1& for Jul J9BI - June 
1982 Onlg area of finding* In question is securttg & 
safeguards tfeetinq requested to discuss issue 
VANDEWALLE.D J Consumers Power Co 82/11/17 KEPPLEfl, J 0 
Region 3i Office of Director Ip 16647 159 24X 

Flcfte 50-000, 82/12/28, S30I040440 


8301040521 Forwards Info to close IE Insp Rept 50-155/B2-07, Open Item 
50~t5S/82-07-02 re alT particulate sample for quantification 
& spiled air sample for conflrmatorg analgsisiJn response to 
NflC 820913 «! 1020 Itrs 

HASKELL. N L. Consumers Power Co 82/12/29 CRUTCiriELO, 0 
Operating Reactors Branch 5 2pp 16647 060 SAX 
Flche 50-155.82/12/29,8301040921 


— 8301040927 Submits results of confirmatorg analgsit of splkad air 
samples, to close out Open Item SO-I 59/82-07-02 of IE Insp 
Rept 50-159/82-07 

FOX, 0 Consumers Power Co 82/ i 0/29 JANl/SKA.A NRC - No 

Detailed Affiliation Olvan tp 16647 062 34X 

Fiche 50-15 5,82/12/29,8301040921 


B2120603S4 IE Info Notice 82-56, “Rober t sliaw Thermostatic Flow Cantrol 
Valves " Svc list end 

J0RDAN,E L Division of Engineering 6 Oualitg Assurance IPre 
8301031 82/12/30 Consol Ida ted Edison CP of Neu York, Inc 

Itlpp 16798,137 24X Flche 50-000,82/12/30,8212060354 


8301060332 Forward* suppl to 821124 ttr responding to NRC concern* re 
IE Sulletin 80-1 1, "Hasonrg Nall Design " 

DDRDrhE.T e, Consumers Power Co. 83/01/04 CROTCHFIBLD, D 
Operating Reactors Branch 5 3pp 16678 256 24X 

Flche 50-159,83/01/04,8301060332 


8301110387 Act receipt of 821222 Itr informing NRC of steps taten to 
correct violations noted in IE Insp Rept 90-159/82-17 
SPESSARD. R L Division of Project t. Resident Programs 83/01/05 
DEHITT. R 8 Consumers Power Co Ip 16743 269 24X 

Flche 50-155.83/01/05,8301110387 


"8301110394 Responds to NRC 831122 Itr rs Violations noted (n IE Insp 
Rept 90-159/82-17 Corrective actions drawings revised to 
reflect modi made by Facility Change SIO re offsite (< onsite 
organliation 

VAMDEWALLE, D J Consumers Power Co 82/(2/22 KEPPLEH, J 0 
Region 3, Office of Director 2pp 1674 3 270 24X 

Flche 50-199.83/01/05,8301110387 


8301110452 Forwards addendum, Tab 1 e 11, to IE Insp Rept 50-155/82-07 
transmitted by NRC 820520 Itr Comparative analyses of liquid 
sample 4, spited air particulate filter are In agreement 
Open Items 50-155/02-07-01 & 02 closed 

PAPEfilELLOiC J Division of Emergency Preparedneis 6 Operational 
Support 83/01/06 DEWITT, R D Consumers Power Co, ip 
16742 359 24X Flche 90-155,83/01/06,8301110452 


— B30III04S7 Addendum, Table If, to IE Insp Rept 50-155/82-07 re 
canfirmetory measurernenti program 

* Division of Emergency Freparednets & Operational Support 
83/01/06 Ip 16742 360 24X FI che 90-195, 83/01/06, 8301 1 10452 


B30I1S03I9 Submits response to NflC 821012 SEN i< provides status of 
insp program described in util 011221 Itr re SEP Topic 
III-3 C, "Insprvlc* Insp of Hater Control Structures," 

Program conforms w/Reg Ouide 1 127 

TONER, K A Coniumers Power Co 83/01/14 CRUTCHFIELD. D, Operating 
Reactors Branch 5 2pp 16823-245 84X Fichi 50-159,83/01/14, 

B30I 180319 


— 8301240014 Safety evaluation supporting Amend 96 to License OPR-6 

« Office of Nuclear Reactor Regulation, Director 03/01/20 4pp 
16S90 119 24X Flche 50-155,63/01/20,8301240004 


— 0301240020 Notice of issuance (i availability of Amend 96 to License 
DPR-6 

CRUTCHFIELD, D Operating Reactors Branch S 83/01/20 2p p 
16890 129 24X Flche 50-159.83/01/20,8301240004 


R Periodic operating reports U related correspondence 


8301370264 Forwards Monthly Operating Rept for Nov 1982 

HOFFMAN, D P Coniumers Power Co 82/12/03 Director's Office, 
Office of Inspection and Enforcement Ip 16934 008 24X 

Flche 50-155, 82/12/03, 8301270264 


— 8301270272 Monthly Operating Rept for Nov 1902 

AM3TJTZ,S R Consumers Power Co. 92/12/03 4pp 16934 0B9 24X 

Flche 50-155, 02/12/03. 6301270264 


8 Reportable occurrences, LERs fc related correspondence 


8301070111 Forwards LER 82-033/03L-0 

HASKELL, N L Consumers Power Co 82/12/29 KEPPLER.J 0 Region 3, 
Office of Director Ip 166B5 001 24X Flche 50-155,82/12/09, 

8301070111 


--8301070122 LER 82-033/03L-0 on 621130, revi eu revealed that previous 
issue of room temp vulcanizing fire barrier matl Included 
natl ecceading vendor racommanded shelf life Caused by 
personnel error Personnel counseled 

a Consumers Power Co 62/12/29 Region 3, Office of Director 
tp 16695002 24X Flche 50-153,92/12/29,8301070111 


9301110252 Forward* LER a2-031/03L-0 

OORDINE, T C Consumers Power Co 83/01/05 KEPPLER.J 0 Region 3. 
Office of Oirecter Ip 16747 188 24X Flche 50-195,83/01/05, 

8301 110292 


— 9301110262 LER 82-03I/03L-0 on 821207, dur in g attempts to shut off 
electric fire pump following reactor scram, 480-vol t circuit 
breaker tripped Caused by burned & worn 3 phase main motor 
contactor due to long-term wear Contactors replaced 
• Consumers Power Co 63/01/09. Region 3, Office of Director 
Ip 16747 1 99 24X Flche 50-155.03/01/05.9301110292 


0301110376 Forwards LER 92-032/03L-0 

BOROINE, r C Consumers Power Co 03/01/03 KEPPLER, J 0 Regions, 
Office of Director tp 16743 215 24X Fiche 90-155.83/01/05. 

8301110376 


--B30I 110434 LER a2-032/03L-0. on 821208, elec trl cal equipment room audible 
alarm unit for fire detection equipment in Zones 1 Si 2 
Inoperable Caused by flexed stiff wiring on supervisory 
unit door panel Wire replaced 

« Consumers Power Co 93/01/05 Region 3, Office of Director 

Ip 16743 216 24X Fiche 50-195,03/01/05,8301110376 


V Operator Exa/nlna tion* 


9212220443 Oeneric Ltr 82-30 to all power reactor 1 icensees, app licants 
for OLtNBS 6 reactor vendors L AEs re meeting to discus* 
recent developments for licensing exams Advises that meeting 
will be held on 930211 re operator I i censln g, Svc list end 
EIBENHUT.D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co, of New York, Inc t2pp 16681 072 24X 

Flche 90-000,82/12/22,8212220443 


9301120078 Oeneric Ltr 63-01 to power reactor licensees ti applicants 
for OL re operator licensing eiam site visit Requests 
schedule re exam requests expected for submittet prior to 
69{23l for listed categories Svc list end 

EISENHUT.O 0 Division of Licensing 03/01/U Consol Ida ted 

Edison Co of New Yort, Inc lipp 16893 243 24X 

rUhe. 90-000, 63/01 /I I, 030 11 20070 


0301240004 Forwards Ansnd 56 to License DPR-6, safety eveluation 
notice cf issuance li aval labl 1 i ty. Amend approves Tech Spec 
changes re Inservlee insp & definition of told shutdown 
CRUTCHFIELD, 0 Operating Reactors Branch 9 83/01/20 

VANDEWALLE.D J, Consumsrs Power Co 3pp I6890- 108 24X 

Flche 90-155, 83/01/20,8301240004. 


-830I24D0I1 Amend 96 to License DPR-61 approving Toeh 8pi 
ineervlea insp t definitlen of cold ihutdouti, 

^ Operating Reactors Branch 9. 83/01/i 

16B90 112 S4X Ficha: 50-153, 83/01/20,8301240004 


per tainlng 
7pp 


to 


DOCKET 90-157 CORNELL UNIV RESEARCH REACTOR 
P, Operating license stage documents << correspondence 


9301070471 Forwards questions from LASU re license renewal application 
Retponie requested by 630115 U/e enc 1 

THOHABrC 0 Standardiiation tc Special Projects Branch 92/12/30 
CLARK, D Cornell Unlv Spp 16705 350 24X Flche 50-097.82/13/30, 

6301070471 
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DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER 


O Ad jtid I rator;; correspondence 


3301120231 Confirms 030107 lelcon re scheduling of proceeding Filing 
of motions for summary disposition to commence 830218 
0ACHriANN4R 0 Hearing Branch I 83/01/11 HOYT, H Atomic Safely 
and Licensing Board Panel ip li773 233 2dX 
Flche 50-170,03/01/11,0301120231 


0 Inspection reports, IE Bulletins t< correspondence 


83010*10332 Forwards IE Insp Rept 50-170/82-02 on 821117-19 No 
nonconpl lance noted 

STARCSTECKI, fl Division of Project !, Resident Programs 82/12/21 
ADOCK, 8 8 Armed Forces Radiobiological Research Institute 2pp 
16&42 109 2 4X FI Che 50-170,02/12/21,8301040332 


— 030104033* IE Insp Rept 50-170/02-02 on 821117-19 No noneompUance 
noted. Major areas Inspected licensee action on previous Insp 
findings, facility operations, organization, logs Si records, 
reviaus i a ud 1 ts, procedures, survei 1 lance U ei perlraents 
HIMiVeV.M H , KEIMlGi R R Division of Project 8< Resident Programs 
82/12/17 5pp 16642 111 24X Fiche 30-170,82/12/21,0301040332 


DOCKET 50-182 PURDUE UNIV RESEARCH REACTOR 


F Security, medical, emergency & fire protection plans 


S301070614 Releases public version of amended emergency plan 

FELTONi J H Division of Rules and Records 03/01/03 Document 
Management Branch Ip 16693 147 24X Fiche 50-102,83/01/03, 

B301070614 


— 8301070616 Forwards public version of amended emergency plan 
8TANBBERRV, E R Purdue Untv 82/12/10 THOMAS, C 0 
Standardization ti Special Projects Branch Ip 16695 140 24X 

fiche 50-182,03/01/03,8301070614 


— 0301070610 Public version of amended emergency plan 
* Purdue Univ 82/12/31 39pp 16695 149 24X 

Fiche 50-182,83/01/03,8301070614 


DDCKET 50-192 UNIV OF TEXAS RESEARCH REACTOR 


P Operating license stage documents {< correspondence 


83011601B2 Discusses renovat ton, d emol 1 1 Ion ti const plans for areas 
containing TftlOA reactor facility 

BAUERi r L Texas, Univ of 93/01/14 THOMAS, C D Btandar di zat len 
& Special Projects Branch 2pp 16831 27? 24X 

Flcha 50-192,03/01/14,8301100102 


DOCKET 50-201 WEST VALLEY REPRDCEBSINO PLANT 


0 Adjudicatory correspondence 


0301070054 Responds to 021119 Itr re return of spent fuel elements 
from Most Valley to plant Question of whether plant OL 
euthanizes return 5 plant repossession under review 
CUNNINOHAM, 0 H Office of the Executive Legal Director 03/01/04 
JACK, H A New York, State of. Energy Research L Development 
Administration Ip 16607 327 24X Fiche 50-000,83/01/04, 

0301070054 


— 0301070062 Requests confirmation that util may receive ti store at 
plant, 114 spent fuel assemblies discharged from plant 
currently located at West Valley 

JACK, H A New York, State of. Energy Research !> Development 
Administration 82/11/10 CUNNINGHAM, 0 H Office of the 
Eivcgtlve Legal Director. 2pp 16607329 24X 

Fiche 50-000,03/01/04,0301070054 


J Insurance 6 indemnity information 


0301140567 Forwards Amend 13 to Indemnity Agreement D-29, deletl ng 
Nuclear Fuel Svcs, Inc as licensee indemnity agreement 
effective 820916 

SALTZMAN, J Assistant Director for Stale J, Licensee Relations 
03/01/12 OEUSTER.R M Nuclear Fuel Services, Tnc (subs of Getty 

Oil Co.) 4pp 16017 145 24X Fiche 50-201,03/01/12,8301140567 


P Operating license stage documents i correspondence 


8301140533 Discusses Nov 1902 monthly rept re Host Valley work Rept 
makes no ref in "Problems" section to very serious problem 
of lost ultrasonic tost data Comments on draft rept will be 
forwarded through DDE 

CLARK, A T Advanced Fuel ti Spent Fuel Licensing Branch 03/01/11 
DEICHMAN, J L Rockwell International Corp Ip i6B17 199 24X 

Fiche 50-201,83/01/11,0301140533 


DOCKET 50-206 SAN ONDFRE NUCLEAR STATION, UNIT I 


D NRC Draft/Final Environmental Statements, suppls 8, correspondence 


030112020? Responds to 82110S Itr re changes to facility or environs 
that would affect conclusions reached in FES Review pf FES 
should be deferred pending completion of Integrated Safety 
Assessment, to reflect implementation of SEP identified mods 
BASKINrK P Southern California Edison Co 82/12/28 
CRUTCHFIELD, D Operating Reactors Branch 5 Ip 16774 206 24X 

Fiche 50-206,02/12/28.0301120289 


F Security, medical, emergency ti fire protection plans 


8212060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for GL 1* holders of CPs re Supp 1 1 to NUnEO-0737, 
‘'Requirements for Emergency Response Capability " 

NUREO-0737, Supp 1 1 6 svc list end 

EISENHUT.D O Division of Licensing 82/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16601 208 24X 

Flthe SO-000, 82/12/17, 0212060349 


0301060122 Forwards Rev 3 to physical security plan Rev withheld 
(ref 10CFR73 21 1 

BASKIN, K P Southern California Edison Co 02/12/21 EtSENHUT. 0 Q 
Office of Nuclear Reactor Regulation, Director Ip 16670 110 
24X Fiche 80-206,02/12/21,0301060122 


8212220445 Generic Ltr 02-39 to all reactor licensees, CP holders S, 
applicants for CPs re problems w/submlttats of 10CFR73 21 
sateguards Info for licensing review Procedures re 
transi'il t tal of Info outlined Svc list end 

EISENHUT.D G Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021 24X 

Fiche 50-000,02/12/22,8212220445 


0301140321 Forwards IE Insp Rept 50-206/82-36 on 821129-1203 t< notice 
of violation 

SPENCER, 0 S Division of Radiological Safety L Safeguards Program 
82/12/29 PAPAYi L T Southern California Edison Co 2pp 
16S07 160 24/ Fiche 50-206,02/12/29,8301140321 


—8301140322 Notice of violation from insp on 821129-1203 

HENSLAHEKI,F A OivUlon of Radiological Safety t, Safeguards 
Program 82/12/29 Ip 16807 162 24X Fiche 80-206,82/12/29, 

8301140321 


— 8301140325 IE Insp Rept 50-206/82-36 on 821129-1203 None omp 1 I anc B 
noted effluent monitor callbr not performed since Oct 1981 
VUHA3.0 P , HENSLAWSKl.r A , BOOK. H E Division of Radiological 
Safety 6 Safeguards Program 82/12/28 15pp 16G07 163 24X 

Fiche 50-206,02/12/29,8301140321 


0301140466 Responds to 021015 ltr re changes to Physical Security Plan 
Changes acceptable 

KNIGHTON, 0 H Licensing Branch 3 83/01/10 DIETCM,R Southern 

California Edison Co COTTON, 0 D San Diego Gas t, Electric Co 

Spp 16009 327 24X Fiche 50-206,83/01/10,0301140466 


0301250351 Ack receipt of 821200 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-206/82-32 
BISHOP, T W Division of Resident, Reactor Project ?, Engineering 
Programs 83/01/18 DIETCH.R Southern California Edison Co ip 
16897 238 24X Fiche 50-206,03/01/10,0301250351. 


— 8301250354 Responds to NRC 021 109 ltr re violations noted in IE Insp 
Rept 50-206/03-32 Corrective actions tup fire watch 
supervisors added to ensure Increased control of fire watch 
activities Decals supplied to Identify supervisors on watch 
DtETCH,R Southern California Edison Co 02/12/08 ENGELKEN.R H 
Region 5, Office of Director 4pp 16097 239 24X 

rich* 50-206,83/01/19,0301250351 


8301260304 Releases public version of revised Emergency Plan, 

FELTON, J.M Division of Rules and Records, 83/01/24, Document 
Management Branch Ip 16950 001 24X Fiche 50-206,93/01/24, 

8301260304 



2e 
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— 6301260311 Public varsion of revl»ed EfliBrj^nc ij Plan One 
ovanslis ifrauing »i>cl Ape-rtura card avallablr in FOR 
a Southern California EdKon Co 62/'10/01 Sfflip 16950 OOa 
2<U< Flche 50-206.83/01/21.8301260304 


BGOia/OS^I Provide* statu* of emergency response fad 11 tie*, per util 
810701 t> 021207 Itrs Rad telephone <HRC emergency 
notification ty* I li grean telephone ( (IRC health physic* 
netuorkl Installed In control room 6 Technical Support Ctr 
BASKIM. K P Southern California Edison Co 83/01/24 
CHUTCMFlEtD. 0 Operating Reactor* Branch S 2pp 16939 190 a4X 
Ftche 50-B06. 03/01/24. 8301270394 


O Ad judlcatorg correspondence 


93CUa0O353 Support* Unit 1 permanent shutdown b independent study of 
Unit 2 defect* 

UOMOHHOOK.B APflltatlon Unknown 63/01/15 Office of the 
Secretary of the Comranslon kp 16063 026 34X 

Rich# 90-206.83/01/19.6301200393 


K Utility Final safaty Analysis Report IFSAR ) t< amend* 


— 8301110069 Forward* draft "Final Frogres* Rept for San Dnofre Nuclear 
Oenaratiog Station Unit 1 Auidllary Feedwater 6ys Project. 

Seismic Safety Margin* Research Program." for 810901-820129 
Comments requested hy 820714 W/o eticl 

KetJN£ALl.yi R M t1echanical/3troetural Engineering Branch FIN 
A-0362 02/07/02 KNIOHTON. 0 W Research & Standards 

Coordination Branch 2pp 16777 197 24X Fiche 50-000. 82/lS/lOi 

83011 10040 


— 8301110071 Forwards draft "Final Progress Rept for San Onofre Nuclear 
Oeniratlng Station Unit 1 Auxiliary Feedwater Sys Project. 

Seismic Sarety Kargins Research Program." for 810901-820129 
Comment* reqgasted by 820719 

CHUANO.TY Laurence LIvormore Laboratory FIN A-0362 82/06/28 

RENtJEALLYt R M Division of Engineering Technology ip 
16777 199 24X Flche 50-000.82/12/10.0301110048 


— B30IU0O73 Draft "Final Progrea* Rept for San Onofre Nuclear Oenerating 
Station Unit I Auxiliary Feedwater Sy » Project. Sel smlc 
Safety Margin* Reiearch Program " 

CHUANtti T Y Lawrence Livermore Laboratory BENDA. D J . 

JOHNSON. J J Structural Kechantes Associates FIN A-0362 
02/06/18 NRC - No Detailed Affiliation Given 178pp 
16777 200 24X Flche 50-000.82/12/10.8301110048 


83012O0J11 Forward* Amend 31 to FSAR. Amend 13 to Fire Hajard* Analyale 
(filed in PDR Category F> 6 rev to Emergency Plan iflled in 
Central Flle*i 

OIETCH. R Southern California Edison Co 33/01/06 DENTON. H R 
Office of tiuejear Reactor Regulation. Dlret tor 6pp 16863 035 
24X Fiche 90-301, 03/O(/C}6. 330120011 1 


— 0301110074 "San Onofre Nuclear Generating Qtatlort Unit I Auxiliary 
Feedwater Sy* Pr o jet t , 5e t irnic Safety Margins Research 
progran. " Monthly Mgt Ltr 8 for Dec 1781. 

CHUANDi T Y . SMITH. P 0 Lawrence Livermore Laboratory FIN 
A-0362 02/01/18 KENNEALLY.R 11 bivlslon of Engineering 

Technology 2pp 1*778 010 SIX Fiche 90-000.82/12/10. 

8301 1 10040 


P Operating license stage documents ic correspondence 


6212070310 Forward* proprlatary l< nonproprletarg "Review of LVeenteee 
Resolution of Outstanding Issue* From NRC Equipment Environ 
Qualification BER* (F-llrB-AOl " Proprietary rept withheld 
tref 10CFR2 7901 

CRUTCHFIELD. B Operating Reactor* Branch 3 81/11/30 DIETCH. H 

Southern California Edison Co 3pp 16342 069 24X 

Fiche 90-206,92/11/30,0212070310 


— 8301110076 Forurard* "Ban Onofre Nuclear Oonerating Station Unit 1 
Auslliary Foedwator 3yi Project Seismic Safety Margins 
Risearch Program," Monthly Mgt Ltr 7 for Nov 1981 
MENNEALLV, R M Mechanlcal/etructuraJ Engineering Branch FIN 
a- 0362 82/01/13 MINOOUE.ft B . ROSS, D F Office of Nuclear 

Regulatory Research. Director DENTON. H R Office of Nuclear 

Reactor Regulation. Director 2pp 16776 020 24X 

Fiche 50-000.82/12/10,0301110048 


— 8212070322 6 Er r# environ qualification of safety-related electric 
equipment Licensee must provide plans for qualification or 
replacement of unqualified equipment 6 schedule for 
acconp 1 i f h I ng proposed corrective action 

* Office of Nuclear Reactor Regulation. Director 8S/11/30 6pp. 
16343 072 24X Fiche 5D-206. 82/1 1 /30. 82 1207031 0 


— 8207020396 “Review of Licensees Resolution of Nonproprietary Version of 
Outstanding Issues from NRC Equipment Environ Gual if lea t ion 
HER* (F-1 1, B-601, " technical evaluation rept 
CRANE.C J Franklin In stltute/Frank lln Resaarch Canter 
Ten-C6a57-462 82/06/20 LE.N D NRC - No Detailed Affiliation 

01 van 432pp 16342 073 24X Fiche 50-206.82/11/30.6212070310 


8301110048 Respond* to FOIA request for five categories of document* 
re SEP Forwards documents listed in App A 

FELTON. J M Division of Rules and Records 82/12/10 OALLO. J 
I sham. Lincoln t< D-eale 2pP 16777 006 24X Fiche 50-000.82/12/10. 

8301110048 


— 8301110070 “San Onofre Nuclear Oenerating etatlon Unit 1 Auiiltary 
Feedwater Sys Project Sels/nii Safety Margin* Reeearch 
Program." Monthly Mgt Ltr 7 for Nov 1901 

CfRMW. T Y Lawrence Llvarmore Laboratory FIN A-0362 81/12/23 

KENNEALLY.R K Division of Engineering Technology S7pp 
16770 022 24 X Fiche 50-000.82/12/10.8301110040 


— 8301II00S2 “San Onofre Nuclear Generating Station Unit t Auxiliary 
Feedwater ays Projec t. Selsml c Safety Margin* Research 
Program." Monthly Mgt Ltr S for Sept 1901 

CNNANOr T Y Lawrence Livermore Laboratory FIN A-0362 01/10/23 

KENNEALLY.R K Division of Engineering Technology 3pp 
16770 089, 24X Fiche 50-000.02/12/10.0801110048, 


— 8301110089 "San Onofre Nuclear Generating Station Unit 1 Auxiliary 
Feedwater Sgs Pro ject. Selsml c Safety Margins Research 
Program. " Monthly Mgt Ltr 4 for Aug I9fli 

CHUAMO. T Y Lawrence Livermore Laboratory FIN A-0362 S 1/00/31 
BURGER. C U Division of Engineering Technology 4pp 16778 090 

SAK Fiche 50-000.02/12/10,8301110040. 


--31100802SO Forwards Aug 1991 monthly mgb ltr re statu* of SBMRP 
auilliary feedwstar sys project Addl wort far continued 
opera ti on. imposed on util/Bechtel by NR R. has Interrupted 
original echedule N/o end 

OUROER.cn Mschanlcal/Structurab Engineering Branch 81/D9/SS 
IIINOgiJE.R B Offlca of Nuclear Regulatory Research. Dlractor, 

2pp 16778 0B8 24X Flche 90-000.82/12/10.6301110040 


■8112010076 Forwards Sept 1981 mbnthly mgt ltr for facility auxiliary 
feedwater tys project of seismic safety margin program 
Original completion date of May 198S will be delayed N/o 
ehc I 

KEKWEAULV. R H Mechani cal/Struc torfl 1 Engineering Branch 
81/11/12 ANDERSON.U, F Office of Nuclear Regulatory Research. 
Director, 2pp 16778 083 24X Flche 50-000. 02/12/10, 8301 110048 


— 6112300345 Forward* Oct 1981 monthly mgt Hr for plant auxiliary 
facduater sys project of etisric safety /narglns research 
program Or ig Inal completion date of Hay 19BS slipped due to 
add! work imposed on util ti Bechtel by NRR 
KBNHEALLVi R.M Mechani cal/8t rue tura I Engineering Branch 
Bl/t2/04 HINa0UE.R B. Office of Nuclear Regulatory Research. 
Director Spp 16776 079, 24X Flche SO-OOO. 82/12/ 10, 8301 i 10048, 


-8112305348 Submlti Monthly Mgt Utr 6 covering progree* for Oct 1981 on 
facility auilliary feedwater sys project of seismic safety 
margins rtsaarch program 

CHUANO, T y Laurenca Livermore Lab oratory FIN A- 0363- 81/11/10 

KENNEALLY.R M, Division of Engineering Technology 3pp 
16778 000 24X Fiths 50-000,82/12/10.9301110048 


— 8301110091 Forwards "San Onofra Nuclear Gsntrating Station Unit 1 
Auxiliary Feedwater 8yt Project Bolsoiic Safety Margins 
Retearch Program." Monthly Mgt Ltr 3 for Jul 1901 
BURGER. C,M Division of Engineering Technology, FIN A-0362 

Bt /03/SB me - Mo Detail erf Affiliation Given Ip 16770 094 

24X Flchs 90-000,82/12/10,8301110049 


— 8301110099 "San Onofre Nuclear Generating Station Unit 1 Auxiliary 
Feedwater Sys Pro jec t. Seismi c Safety Margins Research 
Program. " Monthly figt Ltr 3 for Jul 1991 

CHUANO.TY Lawrence Livermore Laboratory FIN A-0362 ai/OO/JO 
BURGER. C N Division of Engineering Technology 3pp 16779 095 
24< Fiche 30-000.82/12/10.8301110046 


— 8301110103 Forward* "San Onofre Nuclear Generating Station Unit t 
Auxiliary Faeduater Sys Pro j pc t . Be i smlc Safety Margin* 

Research Program." Monthly Mgt Ltr 2 for June 19B1 
BURGER, C H ttechanlcat/Structural Engineering Branch FIN A-0362 
01/DS/19 NRC - No Detailed Affiliation Given ip 16778:098, 
24X Flche 50-000. 82/12/10. 8301 1 10040 


— 830111DI0B "San Onofra Nuclear Oenerating Station Unit 1 Auxiliary 
Faedwater Sy* Project. Selqnic Safety Margins Research 
Program." Monthly Mgt 1-tr 2 for June 1981 

CWAHOi T f Lawrence Livermore Laboratory FIN A-0362 01/07/20 

DUftGERiC M Division of Englneorlnfl Technology 3pp, 1677a’099 
24X Flche 50-000.82/12/10,8301110040 
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”■8301110114 Foruiards “San Onofre Nuclear Generating Station Unit 1 
Auklliary Faeduater Sye Pro jec ti Sei antic Safety Marylna 
Rstearch Proaram* " Monthly Mgt Ltr 1 for May 1961 

DURCERiC W Meehan leal /Struc tura 1 Engineering Branch FIN A'OSAS 
81/06/24 MINOGUE. R S • ROSSi D F Office of Nuclear Regulatory 
Retearchi Directoi DENTON) M R Office of Nuclear Reactor 
Regulation, Director 2pp 16778 102 24X Fi che 30-000. 02/12/10, 

8301110048 


—"8301110119 "San Onofre Nuclear Generating Station Unit 1 Au< Illary 
Faeduater Sys Project, Seisml c Safety Karglni Research 
Program,' Monthly Myt Utr 1 for May 1981 

CHUANG, T Y Laurence Livermore Laboratory FIN A-0362 81/06/11 

SUR0ER,C il Division of Engineering Technology 2pp 16776 104 
24X Pi Che 50-000.82/12/10,8301110046 


8301110442 Informs that licensee is evaluating addl specs discussed in 
NRC 821028 ltr re overpressure mitigation sys Tech Spec on 
channel functional testing uiU be incorporated Spec for 
starting reactor coolant pump requires further analysis 
KRtE6ER,R W Southern California Edison Co 83/01/05 
CRUTChFIELO, D Operating Reactors Branch 5 Ip 16743 200. 24X 

Fiche 50-206.83/01/05.8301110442 


030111030*? Forwards request for sddl info re NUREO-0737, I terns 1 1 F 1 4. 
"Containment Pressure Monitor.'' II F 1 5. "Containment Uater 
Level Monitor" ti II F 1 6, "Containment Hydrogen Monitor " 

Response within 30 days of receipt of ltr requested 
CRUTCHFIELD. D Operating Reactors Branch 5 63/01/06 DIETCH.R 

Southern California Edison Co lOpp 16743 21S 24X 

PirKr 40-206, fl;i/0I/06. 6301110309 


8301030S5B Summary of B21021 meeting u/util t> consultants re soil 
properties used for seismic re-evalua tion. p er SEP Topics 
I 1-4 F L III-6 

PAULSON, U A Operating Reactors Branch S 82/12/27 Operating 
Beaetors Branch 5 Spp 16616 194 24X Fiche 50-206,82/12/27. 

S301030258 


8301060109 Forwards evaluation of SEP Topic II I C, "Potential Hazards 
Due to Nearby Transportat lon, Inst i tut Iona 1, Industr lal t> 

Military Facilities," based on util 820917 safety assessment 
rept Risk to plant from nearby facilities negligible 
CRUTCHFIELD, D Operating Reactors Branch 5 82/12/27 DIETCH.R 

Southern California Edison Co 39pp 16670 259 24X 

Fiche 30-206,82/12/27. 8301 060 109 


03Ot 180304 Forwards evaluation of SEP Topics Vl-7 C ti Vl-7 C 2* "ECCS 
Single Failure Criterion 6 Requirements for Locking Out 
Power 6P Valves" «< “Failure Mode Analysis ECCS." 
respectively Table of recommendations encl 

PAUUSOM. H Operating Reactors Branch 5 83/01/06 DIETCH.R 

Southern California Edison Co 7pp 16776 018 24X 

F 1 c h a 50-206 ■ 83 /O I /06, 830 1 1 2030 4 


930U70044 Forwards application for Amend 109 to License DPR-I3, 
consisting of Proposed Change 110 to ET8, simplify ing environ 
monitoring 6 sorveillance to aid cost effectiveness u/o 
ft^cri^iclhfl »tds _ 

DlETCHiR Southern California Edison Co 83/0i/O7 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16012 240 
24X Fiche 50-206.83/01/07.8301170044 


B301060116 Forwards evaluation of licensee safety assessment of SEP 
Topic IX-3> "Station Sve 8 Cooling Hater Sys " Sys design 
acceptable pending resolution of listed concerns Evaluation 
will be basic input to integrated safety assessment 
PAULSON, U Operating Reactors Branch 5 82/12/27 DIETCH.R 

Qouthern California Edison Co 12pp 16670 036 24X 

F i e h e . 5 0-206, 82/ 1 2/27, 930 1 060 1 1 6 


—8301170047 Application for Amend 109 to Liconse 0PR-I3. consisting of 
Proposed Change 118 to ETS, sirapl i f y ing environ monitoring 8 
surveillance to aid coat effectiveness gj/o sacrificing 

DtETCHfK Southern California Stfison Co 83/01/07 4pp 
16812 242 24X Fiche 50-206.83/01/07,8301170044 


8301120265 Corrects submittal date for generation package referenced 
in util 821213 ltr re NUREO-0737, Item I C 1, "Emergency 
Operating Procedures " Correct submittal date should be 
830301 

KRIEOER.R H Southern California Edison Co 82/12/27 
CRUTCHFIELD. D Operating Reactors Branch S Ip 16774 224 24X 

Fiche SO-206, 82/ 1 2/27, 830 1 1 2026 5 


B30104D207 Forwards Amend 66 to License DPR-13i safety evaluation h 
notice of issuance b availability Amend approves changes to 
App A Tech Specs & ETS to incorporate mods to administrative 
controls 

CRUTCHFIELD, D Operating Reactors Branch 5 82/12/28 DIETCH.R 

Southern California Edison Co 2pp 16638 148 24X 

Fiche 90-206. 82/ 1 2/28 . 830 1040207 


— 8301040211 Amend 66 to License DPR-13> approving changes to App A Tech 
Specs b ETS to Ineorparete nods to administrative controls 
CRUTCHFIELD, D Operating Reactors Branch 5 83/12/28 21pp 

1663S 150 24 X Fiche 50-206.82/12/28,8301040207 


— 8301040213 Safety evaluation supporting Amend 66 to License DPft-13 
s Office of Nuclear Reactor Regulation, Director 89/12/28 4pp 
{6638 171 24X Fiche 50-206.82/18/28,8301040207 


— -8301040214 Notice of issuance b availability of Amend 66 to License 
DPR- 13 

PAULSON, H A Operating Reactors Branch 5 82/12/28 2pp 

16638 175 24X Fiche 50-206,08/12/28,8301040207 


8(301050204 Advises that responses to TMI Items 11 E 4 2 6 b II E 4 2 7, 
"Operable Valves or If Closed Must Be Sealed Closed" b 
"Prlirary Containnent High Radiation to Close Vent b Purge 
Valves, " respectively, acceptable 

CRUTCHFIELD, D Operating Reactors Branch 3 82/12/30 DIETCH.R 

Southern California Edison Co 6pp 16664 026 24X 

Fiche 50-806. 08/18/30. 8301050204 


D3010600S3 Forwards review questions & comments re masonry wall test 
program Response to questions needed to complete review of 
masonry wall seismic analysis 

PAULSON. U, Operating Reactors Branch 5 83/01/03 DIETCH.R 

Bouthern California Edison Co 4pp 16670 211 24X 

Fiche: 50-206, 63/01/03, 0301060053 


S301060406 Forwards revised 6ER on SEP Topic lV-2. "Reactivity Control 
Sys." reflecting comments contained in 821130 ltr Results 
will he used in reviewing licensee rept of SEP Topic XV-S 
PAULSON, W A Operating Reactors Branch 9 83/01/03 DIETCH.R 

Southern California Edison Co Spp 16676 231 24X 

Fleho 50-206. 83/01/03, 8301060406 


—0301170051 Proposed Change 118 to ET8. simp 1 if ying environ monitoring b 
surveillance to aid cost effectiveness w/o sacrificing stds 
• Southern California Edison Co 83/01/07 12pp 16812 246 
24 < Fiche 50-206,83/01/07.8301170044 


0301100365 Requests add! time to prepare Tech Spec changes re TMI 
Action Plan Item II C 1 2. “Auilliary Feedwater Sys 
Automatic Initiation b Flow Indication." per NRC 821118 
ltr Submittal eipected by 830311 

KRIEOER.R H Southern California Edison Co 83/01/18 
CRUTCHFIELD, D Operating Reactors Branch 5 Ip 16024 876 24X 

Fiche SO >206. 83/01/12. 8201 180365 


3301180399 Summary of 821110 meeting u/util. Bechtel, Teledyne h Woodward 
Clyde re SEP Topic II1-6. "Seismic Design Considerations “ 

PAUL8QN, W A Operating Reactors Branch 5 03/01/12 Operating 

Reactors Branch 5 4app 16084 164 84X Fiche 50-206,83/01/12, 


n^Ae a a/x'tlAO 


8301200306 Discusses status of environ qualification Of saf ety-rslateij 
electrical equipment Justification for continued operation 
for auilllary feedwater flow transmitters b radiation 
monitors provided. par NUREG-0737 

BASKIN. K P Southern California Edison Co 03/01/18 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 16869 167 24X 

Fiche 50-206. B3/OI/10, 8301 200306 


0301210144 Notification of 830127 meeting u/util in Qethesda. MD to 
discuss resolution Of seismic re-evoluation Issues 

PAULSON^W A Operating Reactors Branch 5 83/01/19 CRUTCHFIELD. D 

Operating Reactors Branch 5 2pp 16BB2 355 84X 

Fiche 50-806,83/01/19,8301210144 


8301210228 Submits info re status of three outstanding action I tarns on 
compliance u/NUREe-06l2, "Control of Heavy Loads at Nuclear 
Power Plants " Info addresses crane trolley stops, lift rigs 
b mod to north turbine dock structure 
BASKIN. K P Southern California Edison Co 83/01/19 
CRUTCHFIELD, D Operating Reactors Branch 3 3pp 16872 104. 24X 

Fiche 50-206,03/01/19,8301210228 


8301210247 Advises that 881119 response to audit of procedures b 
training for pressurized thermal shock acceptable 
CRUTCHFIELD. D Operating Reactors Branch 5. 83/01/19 DIETCH.R 

Southern California Edison Co 2pp 16874 OBO 24X 
Fiche. 30-206, 83/01/19, 8301210247 


0301210249 Provides addl info re NURE0-07a7. 1 tem III fi 2. 
“Post-Accldent Shielding Post-Implementation Review." per 
821100 b 09 site Visit 

BASKIN. K P, Southern California Edison Co 83/01/19. 

CRUTCHFIELD. D Operating Reactors Branch S I3pp 16974’ 061 84X 

Fiche 50-206, 83/0 1 / 1 9 , 830 1 2 10249 
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<8301340107 Paruiards coirmants on SEP Topic* II1-4 B< lV-2< V-Si VJ-2 Di 
Vr-a*Vl-4, Vl-7 A 3jVII-I a b VI H “3 D. par NBC 821112 
requait Coiri<9ients on remaininq topics foruarde'd undsr 
separate cover Studi) re BCPB Isataje detection underuay 
HRIEOER.R U Southern California Edison Co S3/01/20 
CRUTCHFIELO. D Operating Reactors Branch 5 9pp 16898 352 24X 

iFtche S0~2a&< 83/01/20. 8301240107 


8301270231 Corrects util 830120 1 tr Refs to SEP Topic Vl-4 should pe to 
electrical portion of topic. not sys portion 
KRIeOER.R N Southern California Edison Co 83/01/29 
CfiUTCHFJCUDt D Operating Reactors Qranch 5 Ip I693S 029 24X 

Fleh* S0-20<i. 83/01/25.8301270231 


8301270369 Informs that Info re NUflEO-0737, Items II F t 4. 1 1 F 1 5 b 
II. F 1 A bxi 1 1 be provided by 830901 Time needed to retrieve 
required inf o, revl eui design criteria b determine possible 
areas of deviation fram design criteria in requirement 
KRIEOER.R.il Southern California Edison Co 03/01/29 
CRUTCMFIElP. J> Operating Reactors Oranch 5 ip 16939 168 34X 

F 1 c h e 90-206 . 83/0 1 / 29. 630 1 270389 


0301280248 Forwards proposed leatage test program for containment 
vantiiation Isalation valves, per NRC 820217 request 
Procedures olll be revised prior to startup from current 
outage to reflect NRC testing requirements 
OASKlN.K P Southern California Edison Co 83/01/26, 

CRUTCHFIELD. D Operating Reactors Branch 5 2pp 16961 190 24K 

FI Che- 90-206. 83/01/26. 8301280248 


83012BC099 Notification of 830202-04 meetings u/util at site in San 
Diego County. CA to discuss licensee insarvice testing 
prugram 

PAULSON. W A Operating Reactors Branch 9 93/01/27 CRUTCHFIELD. D 

Operating Reactors Branch 5 3pp 16960.213 24X 

Fiche- 50-206. 83/01 /27. 8301280099 


fl Inspection reports. IE Bulletins I. correspondence 


Q30104D981 Responds to IE Bulletin 82-02i “Degradation of Threaded 
Fasteners In HCPB of PWft Plants " Reactor vessel head 
closure fasteners will continue to be inspected in 
canjunctlon u/inservice insp program 

HAYNEB.J 0 Southern California Edison Co 82/12/16 ENOELKEN.R II 
Region 5. Dfflce of Director 2pp 16646 222 24X 

Flche, 90-306. S2/1S/16. 8301040981 


8301030033 Forwards IE Insp Rept 90-206/82-30 on 821130-1203 No 
noncomp llance noted 

BISHOP. T N Dtvleion of Resident. Reactor Project b Engineering 
Programs 82/12/17, PAPAV.L T Southern CaUPornia Edison Co 
4pp 16619 1 23 24X Fiche 90-206.82/12/17.8301030033 


— 0301030039 IE Insp Rept 90-206/62-30 on 821130-1203 No noncompl lance 
noted, fiajor areas Inspected seismic mods & licensee action 
on previous enforceincnt b Inspector folloieup items 
KtRSCil. D F . HERNANDEZ. 0 Division of Resident. Reactor Project b 
Engineering Programs 82/12/17 9pp 16619 127 24X 

Flche 50-206.82/12/17.9301030033 


8301030219 Forwards IE Insp Rept 50-206/02-39 on 821101-30 ffo 
noncompl lance noted 

BISHOP. T H Division of Resident. Reactor Project b Engineering 
Programs 82/12/20 PAPAV.L T Southern California Edison Co 
2pp 16617 244 24X Flche 50-206.82/12/20.8301030219 


— 8301030221 IE Insp Rept 90-206/02-39 on 021101-30 No noncomp 1 iance 
noted Major areas inspected monthly malnt & surveillance 
ac tivi ties. LER f ol lowup. Insp identified Items b 10CFR21 
rsptf 

MXLLEfi. L I RJRSCH. 0 F Division of Resident. Reactor Project b 
Engineering Programs 82/12/20 6pp 16617.246 24X 

Fiche 90-206.82/12/20.8301030219 


8209190269 IE Info Netico 82-91. "Ovcmpoiures in PI4R Cavities “ Sve 
list ericl 

DEVOUNO.R C DirectO'r's Office. Office of Inspection and 

Enforcement 82/12/21 Censelideted Edison Co of Neu Tort. Inc 

lllpp 16689 239 24X Flche 50-000.82/12/21,8208190369 


8212060391 IE Info Notice 82-52. “Equipment Environ Qualification 
Testing EspsTlence - Updating of Test Summaries Previously 
Published in IE InfP Notice 81-29 “ Sve list end 
JORDAN, E L Division of Engineering b Duality Assurance iPre 
0301031, 02/12/21 Consolidated Edison Co of Neiii TorJt. Inc 

lISpp 166 Bl! 0 BB 24X Flche SO-OOO, 82/12/21.8212060391 


8200190275 IE Info Notice 02-94. "Uo s tl nghouso NDFD Relay Failures In 
Reactor Protection Sys " Sve list end 

JORDAN. E L Division of Engineer iTig U Quality Assurance (Pro 
830103) 82/13/27 Consolidated Edison Co of Now Tor I, Inc 

tlOpp 16962 139 34X Flche 90-000,02/12/27,8208190279 


8208190273 IE Info Notsce B2-5S. "’Seismic Qualification of Uestinghouse 
AR Relay W/Latch Attachments Uso-d in Uestinghouse Solid 
State Protection Sys " Sve list one 1 

JORDAN. E L Division of Engineering b Quality Assurance (Pre 
830103} 82/12/28 Consolidated Edison Co of New York. Inc 

109pp 16868 014 g4X Fiche 50-000.82/12/28.0208190273 


8301140321 Forwards IE Insp Rept 50-206/82-36 on 021129-1203 b notice 
of violation 

SPENCER. 0 8 Division of Radiological Safety b Safeguards Program 
82/12/29 PAPAT. L T Southern California Edison Co 2pp 
16007 160 24X Fiche 90-206, 82/ 1 2/29, 8301 1 40321 


— 8301140322 Notice of violation from insp on 021129-1203 

HCNSLAUSKIpF a Division of Radiological Safety b Safeguards 
Program 82/12/29 Ip 16807 162 24X Flche 50-206,82/12/29. 

0301140321 


— 8301140325 IE Insp Rept 50-206/82-36 on 891129-1203 Noncompllance 
noted affluent monitor calibr not performed since Oct 1901 
YUHAS.OP. NENSLAWSKl. F A . BOOK. H E Division of Radiological 
Safety b Safeguards Program 02/12/28 19pp J6B07 163 24X 

Flche 50-206. 02/ 1 2/29. B 30 1 1 4 032 1 


B2I20603S4 IE Info Notice 02-56. "Rob er tshaw Thermostatic Flow Control 
Valves " Bve list end 

JORDAN. E L Division of Engineering b Quality Assurance iPre 
830103) 82/12/30 Consolidated Edison Co of New York. Inc 

lllpp 16750 137 24X Fiche 50-000,82/12/30.8212060354 


8301100253 Forwards SALP rept on 820817 covering period Jul 19Bi — 
June 1962 Rept discussed st 821108 meeting Performance of 
licensee activities acceptable 

ENOELKEN. R H Region S. Office of Director 83/01/05 PAPAV.L T 
Southern California Edison Co 3pp 16698 001 24X 

Fiche 50-206.83/01/09,8301100293 


— 8301100259 SALP rept on 820017 covering period Ju! 1981 - June 1932 
Overall performance acceptable 

e Region 5. Office of Director 82/08/17 39pp 16698 O'Od 24X 
Flche 50-206,83/01/09.0301100253 


— 8208120380 Forwards NRR evaluation of util performance in area of 
licensing activities foi Jul 1901 - Juno 1982 
CRDICHFIBLJ), D Operating Reactors Branch 5 02/08/05 

STERNDERO. D M Division of Aesldeiit. Reactor Project b Engineering 
Programs 5pp 16698 039 24X Fiche 50-206,83/01/03,8301100293 


— 8301100266 Comments on draft SALP rept Rept should be reconsidered In 
functional areas of plant operat ions. rad 1 ologlcal controls 
b design changes b mods Areas should be reclassified to 
Category 3 

DIETCH. R Southern California Edison Co 82/12/03 ENOELHEN. R H 
Region 9. Office of Director 15pp 16690 044 24X 

Flche 90-206.83/01/09,8301100293 


8301110361 Ac k receipt of 821216 Itr informing NRC of steps taken to 
correct violations noted in IE insp Repts 50-206/82-33 b 
50-361/82-33 

BOOK.ir E Division of Rad lol og leal Safety b Safeguards Program 
83/01/06 FAPAYi L T Southern California Edison Co Ip 
16747 016 24X Fiche 50-206.83/01/06,8301110361 


— 6301110373 Responds to NRC 621119 Itr re violations noted In IE Insp 
Repts 50-206/62-33 b 90-361/02-33 Corrective actions new 
notice pasted aildressing Unit 2 1 Ic ense. 1 Icense conditions. 

I0CFRI9 & i0CFR20 

FQOARTT.D J Seuthern California Edison Co 89/12/16 
ENOELKEN.R N Region 5. Office of Director 2pp 16747 017 24X 

Flche 90-206,83/01/06.8301110361 


6301160228 Forwards IE Insp Repts 50-206/82-37 b 50-361/82-42 on 
821201-22. No noncompllance noted 

BISHOP. T N Division of Resident. Reactor Project b Engineering 
Programs 83/01/07 PAPAV.L T Southern California Edison Co 
2pp. 16025 121 24X Fiche 90-206.83/01/07.8301180228 


— 0301180231 IE Inip Repts 50-206/82-37 b 50-361/82-42 on 821201-22. No 
noncempl ian ce noted Major areas inspected ' p lant operations 
during long— term shutdown, month ly malnt b surveillance 
activities b followup on LERs b inspector Identified items 
MILLERiL . KIR8CH.D F Division of Resident. Reactor Project fc 
Engineering Programs 83/01/06 0pp 16829 123 24X 

Flche 90-206, 83/01/07. 6301 100228 


0212060350 IE Info Notice 62-93, *Naln Transformer Failures at North 
Anna Nuclear Power Station “ Bve list and. 

JORDAN. E L. Olviilon of Eng I nearing b Quality Assurance (Pre 
S30I03) 82/12/22 Consolidated Edison Co, of Mew Vort. inf 

114pp 16798 017 24X Flche 90-000,82/12/22,6212060390. 
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eSDISSOsn Ack receipt ot 821207 Ur informing NRC of steps taken to 
eorrect violations noted in IE Insp Rept 50-206/82-26 
BlSMOPiT H Oivlslon of Resident! Reactoi Project & Engineering 
Programs S3/01/1B PAPAYi 1. T Southern California Edison Co Ip 
16376 231 2‘IX FiChe 50-206,83/01/18,0301250211 


— B3012502ia Responds to NRC 02111'? Ur re violations noted in IE Insp 
Rept 50-206/82—26 Only one design change not reviewed tc 
approved Approval accomp 1 Ished at 021202 meeting 
PAPAY.L T Southern California Edison Co 82/12/07 
ENOELKEN. R H fi e g i on 5, Of f i c e of D i rec t or 2pp 16896 232 24X 

Flche 90-206,03/01/18,8301250211 


B30l2S035i Ack receipt of 021200 Itr informing NRC of steps taken to 
correit violations noted In IE Insp Rept 90-206/62-32 
BISHOP, T W Division of Resident, Reactor Project & Engineering 
Programs 03/01/10 DIETCH, ft Southern California Edison Co Ip 
1689? S3B 24X Flche 50-206,83/01/18,8301250351 


— G30185O3S4 Responds to NRC 921109 Ur re violations noted in IE Insp 
Rept 50-206/02-32 Corrective actions two fire uiatch 
supervisors added to ensure increased control of fire match 
activities Decals supplied to identify supervisors on watch 
DIETCH, R Southern California Edison Co 02/12/08 ENOELKEN, R H 
Region 5, Office of Director 4pp 16997 239 24X 

Ficha 50-206,83/01/18,8301230351 


R Periodic operating reports t< related correspondence 


8301270043 Forwards Monthly Operating Rapt for Nov 1982 

RAY.H 0 Southern California Edison Co 02/12/15 Office of 
Resource Management, Director Ip 16934 254 24X 

Flche 50-206,02/12/13,0301270043 


— 0301370049 Monthly Operating Rept for Nov 1902 

SPEER, M Southern Califgrnia Edison Co 02/12/15 5pp 
16934 255 24X Fiche 50-206,02/12/15,0301270043 


Q Reportable occurrences, LEfts related correspondence 


Q3D1210075 Forwards LER 02-025/OlX-l Detailed event analysis encl 
RAY,H B Southern California Edison Co 82/12/20 ENOELKEN, R H 
Region 5, Office of Director 3pp 16977 198 24 X 

Flche 50-206,82/12/20,9301210075 


— 0301210083 LER 02-023/OlX-l on 021012,13 tc 20,thrBe lapses Hi fire 
uatch coverage occurred Caused by Inadeguate supervision 
Two supervisory positions added to fire watch program Memos 
issued to clarify authority for release of fire watches 
RAYt H B Southern California Edison Co 02/12/20 Region 5, 
Office of Director Ip 16877 201 24X Flche 50-206,82/12/30, 

8301210075 


©3012000-97 Forwards LER B2-010/99X-0 Detailed event analysis submitted 
RAV.H B. Southern California Edison Co 82/12/29 ENOELKEN, R H 
Region. 5, Office of Director 2pp 16864 132 24X 

Flche 50-206,82/12/29,8301200097 


— 8301200102 LER B2-010/99X-0 on 820317, three tubes on inlet side of 
steam generator C found leaking Caused by intergranular 
attack at top of tubesheet on tube portion of tube-sleeve 
assembly Leaking tubas removed from svc by plugging 
RAY, H B Southern California Edison Co 02/12/29 Region 5, 
Office of Director Ip 16064 134 24X Flche 50-206,02/12/29, 

8301200097 


V Operator Examinations 


B212220443 Generic Ltr 82-30 to all power reactor 1 Icensees, app 1 Icants 
for OL, N0S 6 reactor vendors It AEs re moating to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 830211 re operator ticonsing Svc list encl 
EI8ENHUT, D 0 Di V 1 s Ion o f Li c ens Ing 82/12/22 Consolidated 

Edison Co, of New York, Inc l^pp 1660 1 072 24X 

Flche 50-000, 02 / 12 / 28 , 0212350443 


01301120078 Generic Ltr 83-01 to power reactor licensees !< applicants 
for DL re operator licensing exam site visit Req.uests 
schedule re exam requests expected for submittal prior to 
851231 for listed categories Svc list encl 

EISENHUTiDG Division of Licensing 03/01/11 Consolidated 
Edison Co, of New York, Inc ilpp 16093-243 24X 

Fiche 50-000,83/01/11,8301120078 


DOCKET 50-213 HADDAM NECK PLANT 


C Utiliti; Environmental Report (ER), amends 6 correspondence 


0301110600 Submits NUREO-0737 info forwarded to Franklin Research Ctr 
to facilitate review of licensee 90-day responses re environ 
qualification of safety-related electrical equipment 
Proprietary info withheld 

C01/N8IL,H 0 Connecticut Vankee Atomic Power Co 03701/03 
CRUTCHFIELD, D Operating Reactors Branch 5 13pp 16745011 24X 

Flche 30-213,03/01/03,0301110600 


F Security, medical, emergency It fire protection plans 


8212060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for DL & holders of CPs re Suppl I to NUfiE0-0737p 
"Requirements for Emergency Response Capability “ 

NUREO-0737, Suppl 1 b svc list end 

EISENHOT, D G Division of Licensing 02/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 208 24X 

Flche 50-000,03/12/17,8212060349 


0212220445 Generic Ltr 82-39 to all reactnt licensees, CP holders (, 
applicants for CPs re problems w/submittals of I0CFn73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Sve list encl 

EiaENHDT, D 0 Division of Licensing 02/13/52 Consolidated 
Edison Co of New York, Inc l3pp 16690 021 24X 

Fiche 50-000,02/12/22,8219230445 


0301120172 Submits interpretation of final Emergency Planning Rule re 
revised Section IV F of App E to 10CFR50 Exemption from 
requirements of Section IV F requested 

COUNSILrW G r CAONETTA, J P Connecticut Yankee Atomic Power Co 
COUNSIL, W 0 Northeast Nuclear Energy Co fsubs of Northeast 
Utilities) 82/12/30 EISOJHUT.DO Dlvi Sion of Licensing lopp 
16776 009 24X Flche 50-000,02/12/30.0301120172 


0301070596 Releases public version of revised emergency plan 
implementing procedures 

FELTON, U M Division of Rules and Records 83/01/04 Document 
Management Branch tp 16705 001 34X Fiche 50-213,03/01/04. 

0301070586 


— 0301070590 Forwards public version of revised emergency plan 
Implementing procedures, me lud ing Procedures EPIP 1 S-l-C, 
"Emergency Assessment," EPIP 1 5-4-C, "Alert" f, EPIP 
1 9-5-C, "Site Area Emergency " 

COUNSIL, H 0 Connecticut Yankee Atomic Power Co 02/12/22 
ElSENHUTiD 0 Division of Licensing 2pp 16705 002 24X 

Fiche 50-213,03/01/04,8301070996 


— 0301070595 Public version of revised emergency plan implementing 
procedures, inc lud mg Procedure* EPIP 1 5-l-C, "Emergency 
Assessment, " EPIP 1 5-4-0, "Alert" J, EPIP 1 3-5-C, "Bite 
Area Emergency " 

a Connecticut Yankee Atomic Power Co 02/12/15 l23pp 
16705 004 24X Piche 50-213,83/01/04.0301070506 


0301110476 Roaponds to 021001 t, 30 Itrs re independent audit of 
licensee emergency plans S< safeguards contingency plans No 
changes to Tech Specs warranted since annual audits of 
emergency fc security plans performed per 10CFR50 54 It) 

C0UN3IL,W 0 Connecticut Yankee Atomic Power Co caUNSILpW 0 
Northeast Nuclear Energy Co isubs of Northeast Utilities) 

COUNSIL, U 0 Northeast Utilities 83/OI/OS EISENHUT.D 0 
Division of Licensing 2pp i6743 036 24X Flche 50-000,03/01/05, 

0301110476 


0301190370 Releases public version of rev to Emergency Plan 

FELTON, J, M Division of Rules and Records 83/01/14 Document 
Management Qraneh Ip 16054 293 24X Fi che' 50-213, 83/01/1 4, 

0301190370 


— B301190373 Forwards public version of Rev 1 1 to Emergency Plan Rev 
eliminates previously existing dual incident classification 
scheme in favor of single Incident eiassi flcatlon per 
NUREO-06S4/FEMA-REP-1 Receipt form end 

COUNSIL, M 0 Connecticut Yankee Atomic Power Co 83/01/03 
EISENHUT.D 0 Division of Licensing 2pp 16B94 294 24X 

Flche 50-213.83/01/14,0301190370 


— 0301190376 Public version of Rev 11 to Emergency Plan 

a Connecticut Yankee Atomic Power Co 82/12/17 t94pp 
16954 012 24X Flche 50-213,03/01/14,0301190370 
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P Operating license stage documents It correspondence 


Q30ill0S7S Foruards “Ertanknent Stability 8tu dy< Quabb in Reservoir Dains> 
Hare>HA" b "Confidential Prellmlnarg Repi on Quaibln 
Reservoir Emergency Plan ” Go 1 dberg-Zoino e upplomen tal 3tr 
r«pt U listing of rsaervoiri enc 1 Proprietary rept uithheld 
DRUrSCHtU A Hassacfiusettsj CommonweaJtn o f < es/12/iO 

CRUrCHFIECD. 0 Operating Reactors Srancfi 5 Spp 1674A 003 S4X 
Fithe 50-213, 82/12/10.0301110572 


—8301110375 "Embankment Stability Study. Quab b in Reservoir Dams. Ware. 
MA •• 

* Ooldberg. Zoino. Ounnicltff ((Associates, fne 81/11/30 
230pp 16744 ooa 24X Fitbe 50-213.82/12/10.03011 10572 


B301580163 Advises that polar crane will be inspected for compliance u/ 
CHAA Spec 70 4. Chapter 2—1 of ANSI Std B30 2-1976 prior to 
use Deviations ull] be corrected before crane used for heavy 
loading opera t ions 

COllMSIL. U 0 . CAONETTArJ P Connecticut Yankee Atomic Power Co 
83/01/ia CRurCHFIECD. D Operating Reactors Branch 5 Ip 
16961 331 24X Fiche 50-213.83/01/(0.8301200163 


8301240061 Informs that review of secondary water chemistry monitoring 
h control program completed 8, program acceptable License 
condition requiring Impl e(flenta t ion of second water chemistry 
program requested 

CRUTCHFIELD. D Operating Reactors Branch 5 03/01/19 COUNSIL. M S 

Connecticut Yankee Atomic Power Co 2pp 16091 016 24X 

Flcht 50-213.03/01/19.3301240061 


8212060356 Generic Ltr 32-30 to all 1 tc ensees. app I lean ts for OL h 
holders of CPs re filings concerning 10CFR50 production (< 
utliiration facilities Current listing of branch assignments 
for nuclear reactor projects 6 sve list enci 

EiSEIlHUT.D G Division of Licensing 03/12/20 Consolidatod 
Edison Co of New York. Inc lipp 16868 001 24X 

Fiche 50-000, 02/12/28.8212060356 


0301060127 Informs that all required environ qual i f icat Ion testing 
completed re request for response to NUfiEO-0737, Item 
n F I 5, "Addl Accident Monitoring Instrumentation” & IE 
Bulletin 00-24 Test rept review vlll be completed by B30401 
COUNSIL. H 0 I CAONETTA, J P Connecticut Yankee Atomic Power Co 
82/12/29 HAVNES.R C Region I. Office of Director 2pp 
16670 111 2 4X Flcha 50-213,82/12/29,8301060187 


0301110231 Forwards summary of Intended actions to resolve EEP topics 
during Integrated assessment Schedule provided for issues 
requiring addl info 

COUNSIL, M 0 . CAGNETTA. J P Connecticut Yankee Atonic Power Co 
82/12/29 CRUTCHFIELD. D Operating Reactors Branch 5 S2pp 
16746 185 24X Fiche 50-213,82/12/29,8301110221 


— 8301240067 Safety evaluation re review of secondary water chemistry 
program Program acceptable 

« Operating Reactors Branch 5 83/01/19 4pp 16891 018 24x 

Fiche 50-213.83/01/19,0301240061 


Q Inspection reports. IE Bulletins S< correspondence 


8301040533 Forwards addl info re IE Bulletin 80-ti, "Masonry Uall 
Oofign. " in response to NRC 020928 Itr N/10 ovcrsiio 
drawings Aperture cards are available in PDR 

COUNSIL, H 0 Connecticut Yankee Atomic Power Co CDUNSIL.N 0 
Northeast Nuclear Energy Co <subs of Northeast Utilities) 

COUNSIL. U 0 Northeast Utilities 02/12/03 CLARK, R A Operating 
Reactors Branch 3 CRUTCMriELD. D Operating Reactors Branch 8 
404pp 16644 030 24X Fiche 50-000.02/12/03.0301040330 


0208190269 IE Info Notice 02-51, "Overeiposur es in PWR Cavities “ Sve 
list enc 1 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York. Inc 

Jlipp 166B9 239 24X Fiche 5 0-000,02/12/21.0208190269 


0301060069 Advises that training on EGG Polographic Analyier Node! 
384-4 will not be completed until 030331 due to difficulties 
involved in identifying hardware capable of properly ti 
safely measuring chloride concentration in reactor coolant 
COUNSlLi U G • CAGNETTA. J P. Northeast Nuclear Energy Co (subo. of 
Northeast Uti 11 ties) COUNSIL. N 0 Connecticut Yankee Atomic Power 
Co 82/12/30 CfiUTCHFIELD.D Operating Reactors Branch 5 
CLARK. R A Operating Reactors Branch 3 2pp 16670 225 24X 

Ftehe aO-OOOi 02/12/30. 8301060069 


0301120170 ResponiTs to Generic Ltr 02-16 Is NUREO-0737 items requiring 
Tech Specs 

COUNSIL. If 0 , CAGNETTA. J P Northeast Utilities 02/12/30 
EISENHUT.D 0 Division of Licensing 28pp 16776 150 24X 

Fiche 50-000.02/12/30,8301120178 


B3D11101SS Discusses 820507 Amend 49 to License DPR-6I ra App J 
requirements In order to test containment penetratl ono. mods 
will be required or presence of water teat during 
pest-accident periods re-evaluated 

COUNSIL.N 0 Connecticut Yankee Atomic Power Co @3/01/05 

CflliTCHFIELD, D Operating Reactors Branch 5 3pp 16743 340 24X 

Fiche 50-213,03/01/03,8301110150 


0301210239 Comments on draft, "Guide) Inai for Preparing (< Implemiinting 
In-Plant DrilS Programs for Nuclear Power Plants " Actual 
plant equipment should not be used In conducting training 
drills 

COUNSIL. N 0 Northeast Uti lltles 03/01/07 DIRCKS. M J Office of 

the Executive Director for Operations ip 16374 0B5 24X 

Fiche 50-000,03/01/07.8301210239 


630I19G2S7 ClaTifies inconsistencies in previous correspondence re 
eJectrle motor driven auxiliary feedwater pump start li 
control capabilities Pump flow controlled from control room 
by remote control of air operated valve In bypass line 
COUNSIL, U 0 > CAGNETTA. J P Connecticut Yankee Atomic Power Co 
83/Ot/lt CROTCHFIELD, D Operating Reactors Branch 5 2pp 
24X Fiche- 50-213, 03/01/11.8301190257 


16846 097 


0301190350 App 1 lea tl on for amend to License DPR-61, changing power vs 
0^:2:..'’^^*?^ '"’'ves (Figures 3 18-la, b I, el forwarded in 
fijores replace 021214 submittal 
‘ ® Ccnneetlcut Yankee Atomic Powtr Co 83/01/13, 

CRUTCHFIELD, D Operating Reactors Branch 5, 2pp I6Q4S 324 24X 

Fiche 50-213, 83/01/13, 830U 90330 


0212060351 IE Info Notice 82-52, "Equipment Environ Qual 1 f i cati on 
Testing Eipsrience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " 8vc list end 
UORDAMi E L Division of Engineering & Quality Assurance (Pro 
030103) 02/12/21 Consolidated Edison Co of New York, Inc 

115pp 16601 038 24X Fiche 50-000,02/12/21,0212060351 


8212060350 IE Info Notice 82—53, "Main Transformer Failures at North 
Anna Nuclear power Station " Sve list end 

JORDAN, E L Division of Engineering 6 Quality Assurance <Pre 
830103) 02/12/22 Consolidated Edison Co of New York, Inc 

114pp 16750 017 24X Fiche 50-000, 02/12/22, 8212060350 


8208190273 IE Info Notice 82-54, "tfes tinghous e NOFD Relay Failures In 
Reactor Protection 8ys " 8vc list enc I 

JORDAN, E L Division of Engineering & Quality Assurance <Pre 
630103) 02/12/27 Consolidated Edison Co of Now York, Inc 

lIOpp 16962 n? 24X Fiche 50-000,02/12/27,8208190275 


6208190273 IE Infd Notice 82-55, "Seismic Qualification of Nestinghoute 
AR Relay N/Latch Attachments Used in Uestinghouse Solid 
State Protection Sys '' Sve list end 

JORDAN, E L Division of Engineering t» Quality Assurance <Pre 
030103) 62/12/28 Consolidated Edison Co of New York, Inc 

I09pp 16068 014 24X Fiche 30-000,02/12/20.8208190273 


8301060127 Informs that all required environ qualification testing 
completed re request for response to MUREO-0737, Item 
1 1 r I 5, "Addl Accident Monitoring Instrumentation" 6 IE 
Bulletin 80-24 Test rept review will be completed by 830401 
C0UND1L,(( 0 . CAGNETTA, J P Connecticut Yankee Atomic Power Co 
82/12/29 HAYNES, R C Region 1. Office of Director 8pp 
16670 ill 24X Fiche 50-213,02/12/29,6301060127 


6212060354 IE Info Notice S2~36. "Robertshaw Thermostatic Flow Control 
Valves " Sve list end 

JORDAN. £ L Division of Engine or ing N Quality Assurance (Pre 
030103) 82/12/30 Consolidated Edison Co of New York. Inc 

Itlpp 16750 137 24X Fiche- 50-000, 02/12/30, 0212060354 


8301170333 Forwards IE Insp Rept 50-213/82-21 on 821100-1205 No 
noncomp 1 lance noted 

BTARDBTECKl , R. Division of Projact 5 Resident Programs 03/01/03 
COUNSIL. U 0 Connecticut Yanl<ea Atomic Power Co 2pp 16913 039 
24X Fiche 50-213.83/01/03,8301170333 


0301190356 Proposed Toch Specs changing power vs aiia) offset eurvi 
(Figures 3 IB-Ja, b «< c) Figures replace 821214 submittal. 


Connecticut Yankee Atomic Power Co 
84K Fiche 50-2 1 3. 83/01 / 1 3, 030 1190350 


83/01/13 3pp 16849 3. 


— B301170339 IE Intp Rapt 90-213/82-21 on 821 108-1209 No noncomplJance 
noted Major areas inspected licensee action on previous 
findings, review of periodic & special repts.shift logs ti 
operating records (■ survo i 1 lance activities 

REBELQHSKI.T . ELSABBER, T C Division of Project (i Resident 
Programs 82/12/13 14pp 16813 041 84X Fiche 50-213.03/01/03, 

6301170333 


DOCKETED ITEMS 
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S30t040262 Ack receipt of 821005 Itr informing NRC of »tep« taken to 
correct vloUtions noted in lE Imp Rept 50-813/02-14 
Overepeed test on auilliarg feed pump turbine should be 
performed w/wrltten instruction Original citation withdrawn 
STARDSTECM<R Division of Project b Resident Programs 03/01/04 
CDUNSIUtW 0 Connecticut Yankee Atomic Power Co 2pp ldi679 112 
24X Fiche 50-213. 83/01/04, 83010t0262 


— 0301060255 Responds to NRC B20910 Itr re violations noted in IE Insp 
Rept 50-213/02-14 Corrective actions procedure written for 
performing tests on overspeed trip device in auiillarg feed 
pump turbine A 

C0UN8II..M 0 I CAONETTA, J P Connecticut Yankee Atomic Power Co 
82/10/05 STARQSTECKl I R Division of Project b Resident Programs 
3pp 16679 114 24X Fiche 50-213,03/01/04,0301060262 


8301070030 Requests fee remittance for util 820903 application for 
relief from A8ME coda requirements for volumetric b visual 
insp of welds & Internal surfaces of reactor coolant pumps 
Fee never received 

DIOOS.R H License Fee Management Branch 83/01/04 COUNBILiW 0 
Connecticut Yankee Atomic Power Co Ip 16740 354 24X 

Fiche 50-213,03/01/04,8301070030 


8301310170 Forwards IE Insp Rept 50-213/02-08 on B20419-23 No 
noncomp 1 lance noted 

MARTIN, T T Division of Engineering b Technical Programs 83/01/18 
COUN8IL, M 0 Connecticut Yankee Atomic Power Co 2pp 16963 254 
24X Fiche 50-213,03/01/18,6301310170 


-8301310174 lE Insp Rept 50-213/82-00 on 820419-23 No noncompliance 
noted Major areas inspected radiation protection b raduaste 
mg t 

PLUMLEE. K E , COLLINS, D J . 8HAN0AKY, M Region 1, Office of 

Director 03/01/14 14pp 16963 256 24X Fiche 50-213,83/01/10, 

B30I310170 


R Periodic operating reports b related correspondence 


B30I270363 Forwards Monthlg Operating Rept for Nov 1982 

ORAVES.R H Connecticut Yankee Atomic Power Co 82/12/13 Office 
of Resource Management, Director 3pp 16935 261 24X 

Fiche 50-213.82/12/13,0301270363 


— 8301270377 Monthlg Operating Rept for Nov 1982 

ELMS, A Connecticut Yankee Atomic Power Co 82/11/13 9p p 
16933 264 24X Fiche 50-213,02/12/13,8301270363 


8 Reportable occurrences, LERs b related correspondence 


0301170507 LER 83-001 /OIP on 030105, reactor containment sump had 
unknown source of water input Caused bg leaking tube in 
containment recirculation fan cooler 4 Leak isolated b 
defective tube will be plugged 

GRAVES, R H Connecticut Yankee Atomic Power Co 83/01/05 
HAYNES, R C Region 1, Office of Director ip 16015 079 24X 

Ficha 50-213,83/01/05.8301170507 


8301 2604 57 Forwards revised LER 02-009/ 03L-1 

GRAVES, R H Connecticut Yankee Atomic Power Co 83/01/12 
HAYNES, R C Region 1, Office of Director Ip 16911 309 24X 

Fiche' 50-213, 83/01/12, 8301260457 


•8301260463 Revised LER B2-009/03L-1 on 821015, pinhole leak observed on 
bodg of charging pump B recirculation throttle valve 
CH-V-27S Leak isolated hg valving out charging train B Meld 
repair comp leted. 

TEST, fi Z Connecticut Yankee Atomic Power Co 82/11/09, Region 
1. Office of Director Ip 16911’ 310 24X Fiche 50-213.83/01/12, 

B3012604S7 


8301260421 Forwards LER 83-OOl/OlT-O 

BRAVES, R H Connecticut Yankee Atomic Power Co 63/01/14 
HAYNEBi R C Region I, Office of Director, Ip 16910 093, 24 X 

Fiche 50-213,83/01/14,0301260421. 


—0301260427 LER 03-OOl/OlT— 0 on 830105, during investigation of increase 
in containment sump level rate of rise, leak discovered In 
on* coll of CAR fan cooler 4 Apparentlg caused bg corrosion 
Coil will be repaired during upcoming refuel outage 
HURRAY, T 0 Connecticut Yankee Atomic Power Co 83/01/14 
Region I, Office of Director Ip 16910 094. 24X 

Fiche 50-213, 83/01/14, 6301260421, 


V Operator Etaminatlans 


8212220443 Generic Ltr 62-38 to all power reactor I icensees, app 1 i cants 
for OL, N8S U reactor vendors b AEs re meeting to discuti 
recent developmente for licensing etams Advises that meeting 
will be held on 030211 re operator licensing Sve list end 
E18ENKUT,DG Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc Upp 16601 072 24X 

Fiche 50-000,82/12/22,0212220443 


0301120078 Generic Ltr 03-01 to power reactor licensees b applicants 
for OL re operator licensing eiam site visit Requests 
schedule re esam requests e spec ted for submittal prior to 
851231 for lilted categories Sve list end 

EI8ENHUT,D0 Division of Licensing 03/01/11 Consolidated 
Edison Co of New York. Inc llpp 16093 243 24X 

Fiche 50-000,03/01/11,0301120070 


DOCKET 50-219 OYOTER CREEK NUCLEAR POWER PLANT 


F Securitg, medical, emergeneg b fire protection plans 


8212060349 Generic Ltr 62-33 to all licensees of operating reactors, 
applicants for OL b holders of CPs re Suppl 1 to NUREO-0737, 
"Requirements for Emergeneg Response Capabilitg " 

NUREO-O737,8uppl 1 b ivc list end 

EISENMUTiDG Division of Licensing 62/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 206 24X 

Fiche 50-000,62/12/17,6212060349 


6212220445 Generic Ltr 62-39 to all reactor llcenseesiCP holders b 
applicants for CPs rs problems w/submlttali of 10CFR73 21 
safeguards info for licensing review Procedures re 
trans.nl ttal of info outlined Sve list end 

EISENMUT.DO D1 vl ■ 1 on o f Li c tns Ing 82/12/22 Consolidated 

Edison Co of New York, Inc 13pp 16690 021 24X 

Fiche 50-000,02/12/22,6212280445 


3301190380 Releasee public version of rovlsed Emergeneg Plan 
Implementing Procedures 

FELTON, J M Division of Rules and Rtcords 03/01/14 Document 
Management Branch Ip 16054 222 24X Pi che 50-219, 63/01/1 4. 

0301190300 


— 0301190382 Forwards public version of revised Emergeneg Plan 
Implementing Procedures EPIP-07 re personnel injorg, EP IP-07 
re offsite dose projections b EPIP-22 re search b rescue 
operations 

FIEDLER, P B Oineral Public Utilities - GPU Service Corp 
62/12/22 HAVNE8>R C Region 1, Office of Director ip 
16854 223 24X Fiche 50-219,83/01/14,6301190380 


— 8301190383 Public version of revised Emergeneg Plan Implementing 
Procedures EPIP-07 re personnel injurg, EP IP-09 re offeite 
dose projections b EPIP-22 re search b rescue operations 
FIEDLER, P D General Public Utilities - GPU Service Corp 
32/12/22 40pp 16854 224 24X Fiche 50-219. 63/01/14, 030 i 190300 


8301290105 Ack receipt of 821230 ltr Informing NRC of stepe taken to 
correct violations noted in IE Imp Rept 50-219/S2-2S 
STAR08TECKI, R Division of Project b Resident Programs 03/01/21 
FIEDLER, P B General Public Utllitlee - GPU Service Corp Ip 
16960 216 24X Fiche 50-219,03/01/21,8301200103 


— 8301200111 Responds to NRC 821129 ltr re violations notsd tn IE Insp 
Rept 50-219/82-23 Corrective actions visitor Immedlatelg 
escorted b personnel b securitg administration Instructed 
to tmphailic escorts for visitors 

FIEDLER, P B Ocneral Public Utilities - GPU 0ervlce Corp 
82/12/30 3TAR08TECKI, R Division of Project b Reeldent Programc 
2pp 16960,217, 24X Fiche 50-219,83/01/21,0301200105 


6301260266 Releases public version of rev to Emergeneg Plan 

FELTON, J M, Division of Rules and Records 03/01/24 Document 
Management 0ranch Ip 16952 001 24X FI che' 50-219, 83/01/24. 

0301260266 


— 0301260269 Forwards public version of Rev 8 to Emergeneg Plan 
FIEDLER, p B. Ocneral Public Utilities - GPU Service Carp. 
63/01/07 Office of Nucleer Reactor Regulation, Director Ip 
16952,002 24X Fiche 50-219,83/01/24,8301260266 


— 8301260362 Public version of Rev B to Emergeneg Plan 

• Oenaral Public Utilities - GPU Service Corp 83/01/07 360pp. 

16952,003 24X Fiche 50-219,63/01/24,0301260266 
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J Insurance U indemnity infornatiun 


0301350313 Forward* Endorsements t 47 to MAELU Pot icy MF-^d 8< 
Endorsements 05 tt 04 to (JELIA Policy HF"t44 

OERETV. H F General Public Utilities - GPU Service Corp 03/01/20 
SALTZK4M> J Antitrust t Economic analysis Branch {Utility Finance) 
5pp (6897 231 2AX Fiche 50-219.83/01/2010301250313 


0301350445 Forwards Endorsements N-13 8i M-13 to NELTA Policy NF— 144 
it KAELU Policy HF-44, resp ec ti vel y 

OERETV.H F General Public Utilities - OPU Service Corp 03/01/20 
BALTZKAN. J Assistant Director for State 4 Licensee Relations 
2Spp 16899 119 24X Fiche 50-219,83/01/20.8301230445 


P Operating license stage documents 4 correspondence 


82101B0039 Provides clarification r« request for addl info on 
NUSEO-O737r It em 11 D 3. "Post-Accident Sampling Sys “ 

CRUTCHFIELD. D Operating Reactors Branch 5 82/10/07 FIEDLER, P B 

Oensrai Public Utilities — GPU Service Corp 3pp 15720 021 24X 

Fiche 90-219.82/10/07,8210)00029 


8212270480 ECOLOGICAL STUDIES OF HOOD-BORINO BIVALVES IN THE VICINITV 
OF THE OYSTER CREEK NUCLEAR GEMERATIMO STATION Progress 
Report, March - Nay 1982 

HOAGLANO, K E Academy of Natural Sciences of Phi la FIN B-813B 
NUHEO/CR-2727 VOS e2/t{/30 Division of Health. Siting 4 
Environment 43pp Available at NRC t4 75 16548 234 24X 

Fiche 50-219.82/11/30,0212270480 


— 8203030106 Recommends that licensee request to postpone post-accident 
sampling equipment installation until 1984 ref ue 1 ing/maint 
outage be denied Postponement of sampling equipment would 
not be sound emergency response posture 

SMITH, 0 H Division of Emergency Preparedness 4 Operational 
Support 82/02/24 GRIMES, D K Division of Emergency 
Preparedness <Pre 830103) EISENHUT,D G Division of Licensing 
2pp 65912 21) 24X Fiche 50-219,03/01/17,8301200260 


0301250693 Summary of 02I2I7 meeting cu/QE 4 Marie I Owners Group in 
GethesdaiMD re suppression pool local to built temp 
difference analysis 4 single vent lateral chugging load 
SIEGEL, 6 Operating Reactors Branch 2 03/01/10 Operating 

Reactors Branch 2 SSpp 1490 7 225 24X Fiche 50-000,83/01/18, 

0301250493 


8301280291 Forwards "Reanalyals of Control Rod Drive Return Sys Piping 
Considering Aria! •U-Bolt (Restraint 4 Site Specific Spectra," 
per SEP Topic 111-6, "Seismic Design Considerations " Piping 
stresses within code allowables 

FIEDLER. P 8 General Public Utilities - GPU Service Corp 03/01/20 
CRUTCHFIELD. D Operating Reactors Branch 5 14pp 149S4 036 24X 

Fiche 30-219,83/01/20,8301360291 


030120008) Forwards application for amend to License DPR-14, chang ing 
App A, Section 4 Tech Specs to revise organiiation by 
allocating personnel between maint 4 const dlv 4 newly 
established plant matl dept 

FIEDLER, P 8 General Public Utilities - GPU Service Corp 83/01/21, 
CRUTCHFIELD, D Operating Reactors Branch 5 2pp 16960 175 24X 

Fiche 50-219,03/01/21,8301260081 


8212060396 Generic Ltr 82-30 to all 1 i c ensees, app 1 lean ts for OL 4 
holders of CPs re filings concerning 10CFR50 production & 
utilization facilities Current listing of branch assignments 
for nuclear reactor projects 4 sve list end 

EfSENHUr, D G Division of Licensing 83/12/28 Consol tda ted 
Edison Co of New York, Inc I Ipp 16868 001 24X 

Fiche 50-000,82/12/26,0212060356 


6301030100 Requests review 4 approval of util 811224 request for 
deferment of action to be taken re listed NUREO-0737 items 
for eni addl operating cycle 

CLARX.F R General Public UbiJities - GPU Barvice Corp 62/12/29 
EISENHUTiDG Division of Licensing 3pp 16617274 24X 

Fiche 50-219,62/12/29.630)030100 


— 6301260004 Application for amend to License DPR~16, chang ing App A, 
Gection 4 Tecli Specs to revise organization by allocating 
personnel between maint 4 const div 4 newly established 
p lant matt dept 

FIEDLER, P 8 General Public Utilities - GPU Service Corp 
63/01/21 Opp 14960 177 24X Fiche 30-219,63/01/21,0301200081 


— 8301280009 Proposed Tech Spec Change Request ll3,changing App A. 
Section 6 to revise organliation by allocating personnel 
between maint 4 const div 4 newly established plant matt 
dep t 

« General Public Utilities - GPU Service Corp 63/01/21 9pp 
16960 160 24 X Fiche 50-219,63/01/21,0301280001 


0301100018 ECOLOGICAL STUDIES OF WOOD-BORING DIVALVES IN TIfE VICINITY 
OF THE OYSTER CREEK NUCLEAR OENERATIHO STATION Docket No 
50-219 (General Public Utilities) 

HOAGLAND, K E Academy ef Natural Sciences of Phi) a FIN 0-0138 
NUR£0/Cf!-2727 V04 88/12/3! Waste Management Branch SIpp 

Available at NRC *4 76 [6719 210 24X Fiche 30-219,82/12/31, 

esoitoooia 


6301100207 Forwards request for addl info re NLiREO-0737, Items 11 F 1 4, 
"Containment Pressure Monitor," 1 1 F I S. "Containment Hater 
Level Monitor" 4 11 F 1 6, "Containment Hydrogen Monitor," 

In order to complete post-inp ) ementa t ion review 

CRUTCHFIELD, D Operating Reactors Branch 5 03/01/04 FIEDLER, P B 

General Public Utilities - GPU Service Corp, lOpp 16702 199 24X 

Fiche 50-219,03/01/04,6301100207 


0301170144 Endorses BUR Owners Group position on NUREO- 0737, Item 
II K 3 10, "Automatic Depressurization Bys " No nods 
planned 

FIEDLER, P S General Public Utilities - GPU Service Corp 03/01/07 
EISEMHUT.O 0 Division of Licensing Ip, 14SI2 072 24X 

Fiche 50-219, 83/01/07,000117014 4 


B30lli0l34 Cenerle Ltr 63-02 to all BWR licensees re NUREO-0737 
Tech Specs Requeste response re deviations from end 
goldenee 6 nedal Tech Specs within 90 days of receipt of 
ltr Sve list end 

ElSEHRUr.DG Division of Licensing, 83/01/10 Commonwealth 
Edison Co I3pp 16066 (Sa 24X Fiche 50-000,93/01/10,8301110134 


301200312 Forwards responses to Items 2 4 4 re containment vent/purgo 
eys.pcr NRC 620104 ltr 

General Public Utilities - GPU Service Corp 83/01/13 
CRUTCHFIELD, D Operating Reaeters Branch 9, Opp 16065 120 S4X 
Fiche- 90-219, 03/01/13,8301200312 


0301200260 Discuiees review of remaining sis NUREO-0737 items to be 
deferred fro* Cycle 10 refuel ing/ma Int outage to Cycle 11 
refuel ing/nalnt outage No formal decision made. 

CRUTCHFIELD, D Operating Reactors Branch 8 83/01/17 CLARK, P R 

General Public Utilities - «>W Service Corp 
Fiche. 90-219, 03/01/17, 8301200268 


Spp 16B65- 133, 24X 


Q Inspection reports, IE Bulletins L correspondence 


6301IOOOSO Responds to FOIA request for 12 categories of documents re 
facilities Repts ra MARCH code may be purchased from NTIS 
Forwards documents listed in App A Search for Items 3, 6, 7, 9, 

11 4 12 Identified in request continuing 

FELTON, J M Division of Rules and Records 02/12/07 HIATT, 9 L 
Ohio Citizens for Responsible Energy Spp 16754 003 24X 

Fiche. 50-000. 82/12/07, 8301100050 


"0301100057 Provides status of licensee responses to IE Bulletin 78-03, 
"Potential Explosive Gas Mixture Accumulations Associated 
H/SHR Offgas Sys Opera t 1 ons. " per 780825 ltr 

DRUNNERfE J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 78/09/07 HOODRUFF, R W Office of Inspection 4 
Enforcement, Office of the Director Ip 16754 229 24X 

Fiche 50-000,82/12/07,6301100050 


— 0301100044 Advises that action on IE DuUetin 76-03, "Potential 
Eiptoslve Gas Mixture Accumulations Associated H/DHR Offgas 
6ys Operations." comp 1 ated, in c lud i ng reviews of licensee 
responses 4 offgas sys Summaries of offgas sys end 
JORDAH.E L. Office of Inspection 4 Enforcement, Office of the 
Director 78/11/29 GRIMES. B K Assistant Director for Engineers 
4 Projects (Pro 790625) 37p p 16754 240 24X 

Fiche 50-000,82/12/07,8301100050 


--8301I00I87 Advises that IE Bulletin 76-03, "Potential Explosive Gas 
Mixture Accumulations Associated M/QHR Offgas Bys 
Operations, " has been sent to listed OL holders for action 4 
to listed CP holders for info Gamp 1 e Itrs end 
GRIER, 0 H Region 1, Ph 1 lade Iph la, Office of the Director 
78/02/10 Division of Reactor Operations Inspections 6pp 

16754 181 24X Fiche 90-000,82/12/07,8301100050 


—8301100276 Forwards lE Bulletin 76-03, "Potential Explosive Oas Mixture 
Accumulations Associated H/DHR Offgas Sys Operations " 

Action required U/o end 

GRIER, Q H Region t, P h I la d e 1 p h la , Office of the Director 
78/02/10 FINFRQCK, I R Jersey Central Power 4 Light Co Ip 
16759 039 24X FIclio 50-000,02/12/07,8301100050 


8208190269 IE Info Notice 82-51, "Over e xposur es in PWR Cavities " Sve 
list enc I 

D£YOUNO,R C Director's affice. Office of Inspection and 

Enforcement 92/12/21 Consolidated Edison Go of New York, fnc 

lllpp 16689 239 84X Fiche 50-000. 82/12/21,0200190269 
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S312D{|0351 IE Info Notice 82~92» "Equipment Environ Ouelif icati on 
Testing Eipeflence - Updating of Test Summaries Prevloustu 
Published In IE Info Notice 31-29 " Svc list end 
MROAffi £ L Division of Engineering Ii Qualltg Assurance (Pro 
330103) Q2/ 12/21 Consolidated Edison Co of New York# Int 

lISpp iA&at OBB 2dX Ficho 50-000,82/12/21,8212040351 


B2120403SO IE Info Notice 82-53, "Main Transformer Failures at North 
Anna Nuclear Power Station " Svc list end 

JORDAN) E L Division of Engineering It Quality Assurance (Pre 
830J03) 82/12/22 Consolidated Edison Co of New York, Int 

IHpp 16758 017 a4X Fiche 50-000,82/12/22,8212060330 


8208190275 IE Info Notice 82—54, "Uest i nghous e NDFO Relay Failures in 
Reactor Protection Sys " Svc list end 

JORDAN, E L Division of Engineering << Quality Assuranca (Pre 
830103) 82/12/27 Consolidated Edison Co of New York, Inc 

llOpp 16962 139 24X Fiche 50-000.82/12/27,8208190275 


8208190273 IE Info Notice 82-55, "Seismic Qualification of Uestlnghouso 
AR Relay M/Latch Attachments Used in Nestinghouse Solid 
State Protection Bys " Svc list encl 

JORDAN, E L Division of Engineering t< Quality Assurance (Pre 
830103) 82/12/28 Consolidated Edison Co of New York, Inc 

109pp 16868 014 24X Fiche 50-000,82/12/20.8208190273 


8212060354 IE Info Notice 82-56, "Robertshaw Thermostatic Flow Control 
Valves “ Svc list end 

JORDAN, E L Division of Engineering I, Quality Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co of New York, Inc 

illpp 16758 137 24X Fiche 50-000.82/12/30,8212060354 


8301030059 Responds to NRC 821130 Itr re notice of violation 8< proposed 
imposition o^f civil penalties Disagrees w/8everitg Level HI 
classification of both noncompliances <i requests civil 
penalty be eliminated 

FIEDLER, P B General Public Utilities - GPU Service Corp 03/12/30 
DEYOUNG, ft C Director's Office, Office of Inspection and 
Enforcement llpp 16664 034 24X Fiche 50-219,82/12/30, 

8301050059 


G301360323 Forwards IE Insp Hept 50-219/82-24 on 820927-30 t< 1005-08 I, 
notice op violation 

MARTIN, T Division of Engineering It Technical Programs B3/01/13 
FIEDLER, P Q General Public Utilities - GPU Service Core 3pp 
16909 193 24X Fiche 30-319,83/01/12,8301260323 


— 830t2603sa Notice of violation from insp on 620927-30 ti 1003-08 
«• Division of Engineering tc Technical Programs 83/01/12 3pp 
16909 196 24X Fiche 50-219.03/01/12,8301260323 


—8301260340 IE Insp Rept 50-219/82-24 On 820927-30 t< 1005-00 
Noncomp llance noted Inadequate gamma spectroscopy 
measurements made & failure to follow procedures for 
pcrforeiing strontium 6 tritium analyses 

MOTT AM, J ^J , JANG, J C , D0RE8, R J Region 1, Office of Director 
82/12/27 13pp 16909 199 24X Fiche 30-219, 83/01/12, B301260323. 


8301960441 Forwards IE Insp Rept 50-219/82-20 on 021109-16 No 
noncompliance noted. 

MARTIN, T T Division of Engineering D Technical Programs 83/01/14 
FIEDLER, T T General Public Utilities - GPU Service Corp 2pp 
16910 258 y4X Fiche 50-219,83/01/14,6301260441 


— 0301260446 IE Insp Rept 30-219/82-28 on 621109-16 No noncompliance 
noted Major areas inspected Radiation Safety Program, 
preparations for extended outage, Li censee Audit Program, 
exposure control 6 In-ptant radiation protection 

PLUKLEE.K E , SHANQAKY. M Region 1, Office of Director 03/01/10 
llpp 16910 260 24X Fiche 50-219,83/01/14,8301260441 


8301260415 Advises that no Dunkei — Ramo electrical penetrations using 
hard eposy module design installed or planned to be 
installed In safety-related sys, In response to IE Bulletin 
82 '04 

FIEDLER, P.B General Public Utilities - QPU Service Corp 83/01/17 
HAYNES, R C Region 1, Office of Director tp 16911 122 24X 

Fiche 50-219.83/01/17,8301260415 


0301310101 Forwards IE Insp Rept 30-219/82-29 on 891112-1231 $< notice 
of violation 

BTAROSTECKI , R Division of Project l< Resident Programs 63/01/18 
FIEDLER, P B General Public Utilities - GPU Service Corp 2pp 
16963 I9S 24X Fiche 50-219.63/01/16,0301310181 


--6301310183 Notice of violation from Imp on 821112-1231 

• Division of Project (< Resident Programs 83/01/18, 2pp 
16963:197 24X Fiche 50-219,83/01/18,6301310161. 


—0301310185 IE Insp Rept 50-219/82-29 on 021112-1231 Noncompliance 
noted failure to conduct proper shift turnover h inadequate 
procedures for rod worth minimlier 

COWGILL.C , TH0KA3.J , TRIPP. L E Division of Project U Resident 
Programs 03/01/14 15pp 16963 199 24X Fiche 50-219.83/01/16, 

8301310181 


6301260444 Ack receipt of B21221 tc 830103 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-219/62-23 

MARTIN, T T Division of Engineering 6 Technical Programs 03/01/21 
FIEDLER. P B General Public Utilities - GPU Service Corp Ip 
16910 213 24X Fiche 50-219.83/01/21.6301260444 


— 0301260448 Responds to Violation B in NRC 821118 Itr re violations 
noted in IE Insp Rept 50-219/62-23 Corrective actions sensor 
will be replaced on monthly basis during plant operation 
w/vendor callbr resistance temp detectors 
FIEDLER, P B General Public Utilities - GPU Service Corp 
83/01/03 MARTIN, T T Division of Engineering tc Technical 
Programs 2pp 16910 214 24X Fiche 50-219,63/01/21,0301260444 


—8301260453 Responds to Violation A in NRC 021116 Itr re violations 
noted In IE Insp Rept 50-219/02-23 Corrective actions 
environ controls requestod all cognliant depts to 
immediately rept any deviation from sampling procedures 
FIEDLER, P D General Public Utilities — GPU Service Corp 
82/12/21 MARTIN, T T Division of Engineering tc Technical 
Programs app 16910 216 24X Fiche 50-219,03/01/21,6301260444 


8301260105 Ack receipt of 821230 Itr informing NRC of stops taken to 
correct violations noted In 1£ Insp Rept 50-219/02-25 
BTAROSTECRI, fl Division of Project tc Resident Programs 83/01/21 
FIEDLER, P B General Public Utilities - GPU Service Corp Ip 
16960 216 24X Fiche 50-219.83/01/21,8301200105 


—8301280111 Responds to NRC 821129 Itr re violations noted In IE Insp 
Rept 50-219/02-25 Corrective actions visitor Immediately 
escorted U personnel tc security administration Instructed 
to emphasize escorts for visitors 

FIEDLER, P B General Public Utilities - CPU Service Corp 
82/12/30 STAROSTECKI, R Division of Project 6 Resident Programs 
2pp 16960 217 24X FUhe 50-219,03/01/21,0301280103 


R. Periodic operating reports t, related correspondence 


8301270269 Forwards Monthly Operating Rept for Nov 19B8 

FIEDLER. P B General Public Utilities - GPU Service Corp 02/12/15 
Office of Resource Management, Director Ip 16932 215 24X 

Fiche 30-219,02/12/15,0301270269 


— 8301270276 Monthly Operating Rept for Nov 1902 

BARAN, R , Frick, ft j General Public Utilities - GPU Service Corp 
82/12/15 llpp 16932 216 24X F Iche 50-219. 82/12/ 19, 830 1270269 


B Reportable Occurrences, LERs tc related correspondence 


8301060150 Forwards LER B2-097/03L-0 Detailed event analysis encl 

FIEDLER, P B General Public Utilities - GPU Service Corp 82/12/20 
HAYNES, R C Region 1, Office of Director 3pp 16679 302 24X 

Fiche 90-219.02/12/20.9301060190 


—0301060158 LER 82-0S7/03L-0 on 021 1 18, dur ing backsetting of valve 
V-14-37, c Ircui t on terminal block failed making Isolation 
condenser 2 Inopereble Caused by stripped thread on screw 
tc circuit backplate Screw tc backplate replaced 
CUSTOOtO. D B General Public Utilities - GPU Service Corp 
82/12/20 Region 1, Office of Director ip 16679 305 24X 

Fiche 50-219,82/12/20,8301060190 


Q301O6OO9B Forwards Nonroutine Environ Operating ftepts 90-219/82-4, 
80-219/02-5,50-219/82-6 t- 90-219/02-7. 

FIEDLER, P.B General Public Utilities - GPU Service Corp 82/12/21 

HAYNES, R C Region 1, Office of Diractor. Ip 16670 022 24X 

Fiche 30-219,62/12/21.8301060098 


— 6301060100 RQ 82-4 on 621 116, dl lutlon pump 1-3 tripped off leaving only 
pump 1-2 in operation Caused by low seal loattr pressure due 
to debris clogging seal water strainer Debris cleared from 
strainer Pump refurbishment program planned 
* General Public Utilities - GPU Service Corp 82/12/21 
Region 1, Office of Director 2pp 16670 023 24X 

Fiche 30-219.82/12/21,0301060096 


—6301060103 RO 82-3 on 621 122, d 1 lutlon pump 1-3 recnoved from svc Caused 
by dc ground on control switch In vacuum breaker valve due 
to Water leakage through seal on cover plate Appropriate 
repairs performed 

e General Public Utilities - GPU Service Corp 62/12/21 
Region t, Office of Director 2pp 16670 023 24X 

FUhe 50-219,62/12/21,0301060096 
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— 8301060107 iHO 82-6 on 831 130, d i 1 ution pump 1-2 removed Ppan %vc Caused 
liy mud & debris clogging gra C esi bloc 1 ing uaber fiou to 
dilution pump Hud & debris removed Total dilution pump 
refurblehnent program planned 

• Oenera 1 Public Utilities - ffPU Service Cofp 82/12/'21 
Region |j Office of Director 2pp 16670 027 2dX 
FUhe SO-21 9, 82/1 2<'3 1.830 10600'? a 


— 3301060111 RO 32-7 on 82120 1 . d i 1 u 1 1 on pump 1-3 removed from svc CouHed 
bg mud U debris clogging gratesi b 1 ock mg tuater Flou to 
dilution pomp Mud -It debris removed Total dilution pump 
refurb i sbne n t program planned 

* Oeneral Public l/tilities - CPU Service Corp 32/12/21 
Region 1. OfMce of Director 2pp 16670 029 2dX 
Flcbe 50-219,02/12/21,3301060098 


3301060138 Foruards LER 82-055/017-0 Detailed event analgsis end 

FIEDLER. P B General Public Utilities - OPU Service Corp 32/12/21 
HAYNES, n C Region 1, Office of Director 3pp 16670 298 84X 

Flcbe 50-2(9, 02/12/21.3301060138 


— 8301060146 LER 82-055/01T-0 on B2l 1 15 , d ur ing Toutina pump swap. stack 
gas sample pump B tbermal overload protector tripped Cause 
of thermal overload unknoi/n Inability of pump 0 to produce 
normal flou due to worn Impeller vanes Pump 8 rebuilt 
CWARTERIKA. J Oeneral Public UtlUtlei - GPU Service Corp 
02/12/21 Region I. Orflce of Director Ip 16670 301 24X 

Flche 50-219,82/12/21.3301060130 


0301140062 Foruards LER 82-059/03L-0 Detailed event analysis end 

FIEDLER, P a Oenordl Public Utilities - CPU Service Corp 02/12/27 
HAVHcS.R C Region 1, Office of Director 3pp 16309 002 24)! 

Flche 50-219.02/12/27,0301140062 


— 3301140068 LER B2-O59/03L-O on 821 124 i r eac tor circulation pump A taken 
put of SVC Caused by indications of leaking seals Seal 
conrlrmed to be leaking during subsequent sbutdayn 
Cartridge assembly replaced 

BINZ.R 0 General Public Utilities - OPU Service Corp 32/12/27 

Region 1, Office of Director tp 16809 005 24X 

Fiche 5D-219, 89 / 1 2/27, 0301 £40062 


B30114013S Foruards LER 82-05a/03L-0 Detailed event analysis end 

FIEDLER. P B General Public Utilities - GPU Service Corp 82/12/29 
HAVI.'ES.R C Region 1. Office of Director 3pp 16003 135 2<:X 

Flche 50-219, 02/12/29, 8301 140139 


—8301140140 LER B2-0SB/O3L-0 on 021128, main steam line drain valves 
V-1-106 6 V-1-110 failed to close fully Cause unlnaun 
Invbstigat 1 on ullt contlnua during nest outage 
FITZGERALD. M J Oeneral Public Utilities — GPU Bervice Corp 
82/12/29 Region I, Office of Director Ip 16009 183 24X 

Flche 50-219, 82/12/29, 0301140135 


a30ll'?0333 Foruards HDs 82-9 L 82-10 

FIEDLER, P B General Public Utilities - GPU Service Corp 83/01/07 

HAYNES, R Region 1, Office of Director Ip 16045 356 24X 

Fiche 50-219,33/01/07.8301190333 


—8301190339 RO 82-9 on 821908, temp sensor i n s trumentat l6Ti located 
upstream of U5 Route 9 bridge did not meet overall sys 
accuracy limits Caused by doundrift of temp transmitter tern 
Ic span adjustments Temp transmitter reeal ibr 
s Oeneral Public Utilities - OPU Service Corp 33/01/07 
Region j. Office of Director 2pp 16845 357 24X 

Flche 50-219.83/01/07,8301190333 


— B30119G345 RD 82-10 on 921210. d ur Ing shutdaun,364 dead or severely 
stressed fish collected Caused by temp in discharge canal 
beibu lethal temp for affected species 

* Oeneral Public Utilities - GPU Bervlce Corp 83/01/07. 

Region 1. Office of Director 3pp 16845 359 H4X 
Flche 50-21 9, S3/0I /07. 0301 1 90333, 


0301260404 RO 83-8-2 on B2120S, if i lull on pump £-3 tr Ipped. I eaving 
dilution punp 1-2 in operation Beal uater pump failed 6 
ambient water temp fbit bcipu Tech Spec limit Cause unknouin 
Total dilution pump refurbishment program initiated 

FIEDUER.P fl General Public Utilities - OPU Service Corp 83/01/11 
HAYNES, R Region I. Office of Director 3pp, 16910 071. 24X 

Flche 50-219, 03/01/11,0301260404 


'301200179 Foruarilf LER fl2-061/03L-0 Detailed event analysis end 
FIEDLER, P B General Public Utilities - GPU Service Corp 93/01/20 
HAYNES, flC Region 1, OFfic© of Director Aoo 16963 058 24X 

Flche' 50-219, B3/01/20. 8301280179 


—8301280188 LER 92-061/03L-0 on 821216. offgas isolation valve failed te 
close fully on independent closure signal Caused by 
defective pilot selenoid valves due to foreign matter on 
solenoid valve seat prohibiting termination of air supply 
HWIKLEBOAO, R General Public Utilities - OPU Service Corp 
63/01/20 Region I. Office of Director Ip 16962 062 S4X 
Fiche 50-2!94©3/Ot/20,a3012B0I79 


8301200238 PNO-I-83-001 on 830123 , water leakage from pipe chase 
observed inside new radwaste bldg Leakage discovered during 
search after expected tank level increase not received 
during transfer operation Licensee continuing evaluation 
CDNOILL, C , TRIPP, L Region 1, Office of Director 83/01/24 Ip 
16961 257 24X Flche 50-219,83 /01/34,3301280238 


V Operator Examinations 


8312230443 Generic Utr 62-30 to all fouer reactor 1 icensees, app licant© 
for OL.NBS & reactor vendors U AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
ulil be held an 830211 re operator licensing Bve list end 
EISENHUTiOO 01 v i s i on o f L 1 c en s 1 ng 62/12/22 Consolidated 
Edison Co of Mau York. Inc 12pp 16601 072 24X 

Flche 50-000,62/12/22,8212230443 


8301120078 Generic Ltr 83-01 bo pouar reactor licensees t, applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
851231 for listed categories Svc list end 

EISENHUT.D G Division of Licensing 83/01/11 Consolidated 
Edison Co of Heiu York, Inc I Ipp 16693 243 24X 

Flche 50-000,03/01/11,8301130078 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT I 


F Security, medical, emergency Si fire protection plans 


8212060349 Generic Ltr B2-33 te a 1 1 licensees of operating reactors, 
applicants for OL 6 holders of CPs re 8oppl 1 to NURE0-0737 j 
"R equirements for Emergency Response Capability " 

NUREG-0737, Suppl i U svc list end 

EIBENHUT, D G Division of Licensing 82/12/17 Consolidated 
Edison Co of Heu York, Inc 77pp 16681 208 24X 

Flche SD-OOO, 82/12/17,8212060349. 


0212220445 Generic Ltr 02-39 to all reactor licensees, CP holders & 
applicants for CPs re problemd u/subml ttal s of I0CFR73 21 
safeguards info fur licensing revleu Procedures re 
transnlttal of info outlined Svc list end 

EISEMMUr, D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021 24X 

Fiche 50-000,92/12/22,0212220445 


G30104D003 Forwards exemp tian, on one-time basis, from annual emergency 
preparedness exercise par 820020 request 

VABSALLO, D D Operating Reactors Branch 2 02/12/23 DISE, D R 

Niagara NabaiLrk Power Corp. 2pp 16655 214 24X 

Flche 50-220.02/12/23,8301040003 


— 8301040004 Exemption, on ane-tlme basis, from annual emergency 
prepared ness exercise 

EISENHUr, D Q Division of Licensing 82/12/23 Niagara Hohauk 
pGuer Corp 4pp 16655 216 24X Fiche 50-220,82/12/23, 

8301040003 


B30I0600SB Foruards IE Safeguards Insp Rept 50-220/82-22 on 021115-10 
No noncompJ lance noted 

MARTIN, T T Division of Engineering L Technical Programs 82/12/23 

BUNSER, J J Niagara Mohawk Pouer Corp 2pp 16670 227 24X 

Flche 50-220182/12/23,8301060088 


— 0301060093 IE Safeguards Insp Rept 50-220/02-22 on 821115-18. No 
itoncomp Han ce noted. Major areas inspected security plan & 
procedures, secuT i iy organ siat Ion, program audl t, records t< 
repti, testing Ic malnt & locks, keys ti cemblnations 
HADDEN, W, , ODDY. A T Division of Engineering ti Technical Programs 
02/12/23 3pp 16670 229 24X Fiche 50-220,82/12/23,8301060066 


0301100272 Forwards IE Imp Rept 50-220/82-21 on 821101-1204 No 
noncompl lance noted. 

STAROSTECKl.R Division of Project & Resident Programs 82/12/27. 
RHODE, 0 K Niagara Mohawk Power Corp 9pp 16697 242 24X 

Flche 50-220, 82/12/27,8301100272 


— 0301100277 IE Insp Rept 50-220/82-21 on 021 101-1204 No noncemp 1 lance 
noted Major areas 1 nspec ted ' 1 ic ens ee actions on previous 
insp f Ind In gs. p lant tours, ph ys t cal securl ty, p lant maint.QA, 

IE < ircular Sr ma tl procurement ti storage ti periodic repts 
HUDBDM, S 0 , KISTER.H 0 Division of Project & Resident Programs 
02/12/27 9pp 16697 244. 24 X Fiche 50-220, 82/12/27. 8301 100272 
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0-301040683 Ach receipt of 821036 Itr inforiDing NftC itepe taken to 
correct violations noted in IE Insp Rept 30-220/81-18 
MARTIN. T T Division of Engineering & Technical Programs 82/12/29 
RHODE. C K Niagara Mohauk Poster Corp 2pp 16643 043 24X 

Flche 50-220.82/12/29.8301040603 


— B3Q1040696 Responds to NRC B20222 itr re violations noted in IE Insp 
Rcpt 30-220/81-18 Corrective actions eiemption received 
from conducting annual emergency eierclse & post-accident 
sampling training sitended 

LEKPOES. T E Niagara Kohauik Pouer Corp 82/10/26 HAYNES. R C 
Region 1. Office of Director Ip 16643 047 24X 

Ficbe 50-220.82/12/29,8301040683 


S30S 170373 Requests that all future correspondence re security & 
safeguards info be sent only to JJ Sunser. Sys Security 
Manager NRC 821115 Itr re changes to Physical Security Plan 
mistakenly sent to DP Disc 

CLANCY. R C Niagara Kohatek Pouter Corp 83/01/11 VA3SALL0, 0 0 
□perating Rsactors Branch 2 Ip 16813 106 24X 

Flche 50-220.83/01/11.8301170373 


B3O1190186 -Releases public version of revised Emergency Procedure 
FELTON. J M Division of Rules and Records 83/01/13 Document 
Management Branch Ip 16866 001 24X Flche 50-220,83/01/13. 

0301190186 


— 0301190190 Forutards public version of Rev 3 to Emergency Procedure 
EPP-16. "Environ Monitoring “ 

KOROANi C V Niagara Mohautk Pouter Corp 83/01/03 DENTON. H fl 
Office of Nuclear Reactor Regulation. Director ip 16866 002 
24X Flche 50-220,83/01/13,8301190186 


— 03-01190193 Public version of Rev 3 to Emergency Procedure EPP-16. 
“Envtroti Monitoring “ 

e Niagara Mohautk Pouter Corp 82/11/15 20pp 16866 003 24X 

Ficha 50-220,83/01/13.8301190186 


Q3OJ270177 Forutards revised security plan Plan utithheld 
(ref IOCFH73 21) 

SUNSER. J J Niagara Mohautk Pouter Corp 83/01/19 VASSALLO D B 
□perating Reactors Branch 2 tp 16934 340 24X 

Flche 50-220.83/01/19,8301270177 


P Operating license stage documents ti correspondence 


B301&40203 Revieuts 801231 response to NUREO-0737. I tern 111 0 3 4, 
“Control Room Habitability '■ Sgs design not acceptable since 
not single failure proof Number of self-contained breathing 
apparatus needs revleutlng Prompt response expected 
VASSALLO, D.D Operating Reactors Oraneh 2 82/12/13 RHODE.OK 

Niagara Mohautk Pouter Corp 3pp 16655 333 24X 

Flche 50-220,82/12/13,8301040203 


B3OtO30244 Forutards safety evaluation for environ qualification of 
cafcty-related electrical equipment based on response to 
010608 SER A Franklin Research Ctr technical evaluation 
reft Technical rept utithheld (ref 10CFR2 790) 

VASSALLO, D B Operating Reactors Branch 2 82/12/20 RHODE, 0 K 

Niagara Mohautk Pouter Corp 3pp 16616 31B 24X 

Ficha- 30-220. 82/12/20.8301030244 


— B3010302S0 Safety evaluation re environ qualification of safety-related 
electrical equipment Plans for qualification or replacement 
of unqualified equipment A schedule for proposed corrective 
action must be provided luithln 30 days of receipt of Itr 
a Office of Nuclear Reactor Regulation. Director 02/12/20 5pp 
16616.321 24X Flche 30-220.82/12/20.8301030244 


B301030377 Approves repair procedure re mlscut uthlle removing 
-recirculation Bafe End 15 Repair procedure acceptable 
Documentation of repair activity upon completion requested 
VASSALLO. D B Operating Reactors Branch 2 82/12/27 RHODE. 0 K. 

Niagara Mobauk Pouer Corp 3pp 16630 349 24X 

F iche 50-220, 82/12/27, 0301030377 


S2120603S6 Oeneric Ltr 82-30 to all 1 Ic ensees , appl icants for OL b 
holders of CPs re filings concerning 10CFR50 production & 
utlliiation facilities Current listing of branch assignments 
for nuclear reactor projects t. ivc list encl, 

eiSENHUT. D 0 Division of Licensing 82/12/28 Consolidated 
Edleon Co of New York. Inc llpp 16B6B 001 24X 

Flche 50-000.82/12/28.8212060356 


0301030165 Informs that results of 12S-volt dc sys analysis for 
breaker fuse coordination uilll not be provided until 
030201 

MANOAM, C V Niagara Mohawk Pouter Corp 82/12/30 VASSALLO, D D, 
Operating Reactors Branch 2. Ip 16617 070 24X 

Fiche 50-220,82/12/30,8301030165 


8301040100 Advises that procurement of pressure control valves to AEME 
Section S.Class 2. has been problem A uiill delay mods to 
LQCA venting until 1984 refueling outage Update will be 
provided by 830701 

HANOAN.C V Niagara Mohautk Pouter Corp 82/12/30 VASSALLO. D B 
Operating Reactors Branch 2 Ip 16633 092 24X 

Ficho 50-220, 82/12/30,830 1040100 


8301040631 Forwards Info re implementation of NUREO-0313. Rev 1. In 
response to 821108 request 

HANOAN. C V Niagara Mohautk Power Corp 82/12/30 VASSALLO. D B 
Operating Reactors Branch 2 9pp 16642 241 24X 

Fiche 50-220.82/12/30.8301040631 


— 8301040638 Rev 1 to “Liquid Penetrant Exam Procedure '* 

FOOTE. S , STAMM. M C . CARR. F T Nuclear Energy Service, Inc 
81/02/26 ISpp 16642 250 24X Flche 50-220,82/12/30,9301040631 


— 8301040647 Rev 1 to “Ultrasonic Exam General Requirements " 

FOOTE. S . CARR.F T . STAMM. M C Nuclear Energy Service. Inc 
81/02/19 22pp 16642 265 24X Fiche 50-220,82/12/30.8301040631 


— B30I0406SS Rev 1 to "Ultrasonic Exam of Stainless Steel Piping for 
Intergranular Stress Corrosion Cracking (IOSCO “ 

FOOTE. S . CARR.F T , STAMM, M C Nuclear Energy Service. Inc 
81/02/19 llpp 16642 287 34X Flche 50-220.82/12/30.8301040631 


— 6301040662 Rev 1 to "Ultrasonic Exam Proesdure for Noxilc to Safe-End 
Welds " 

FOOTE. S , CARR.F T . STAMM, M C Nuclear Energy Service, Inc 
01/02/19 52pp 16642 302 24X Flche 50-220,82/12/30,8301040631 


— 8301040672 Rev 1 to “Program Plan Book for Augmented Inservlce Insp 
of Austenitic Stainless Steel Piping Within RCPB. per 
NUREO-0313 “ 

• Nuclear Energy Service. Inc 81/01/30 SOpp 16642 357 24X 

Flche 50-220,82/12/30,8301040631 


8301040743 Forwards schedule for providing Info re NUREO-0737. I tern 
II B 3. "Post-Accident Sampling Capability," In response to 
NRC B20726 ltr W/three oversize drawings Aperture cards are 
available In PDR 

MANOAN, C V Niagara Mohawk Power Corp 82/12/30 EISENHVT, D 0 
Division of Licensing 27pp 16651 031 24X Fiche 50-220,82/12/30. 

8301040743 


8301190007 Forwards request for addl info re NEDE-249aB-P "Analysis of 
Generic OWR Saf e ty/Re I lef Valve Operability Tests Results." 
to complete review of NURE0-0737i I tern It D 1. “Reliability 
Engineering " Response requested within 60 days of ltr date 
VASSALLO. D D Operating Reactors Branch 2 83/01/04 RHODE, 0 K 

Niagara Mohawk Power Corp 3pp 16647 350 24X 

Flche 50-220,83/01/04.8301190007 


8301070265 Advises that Mark I long-term program mods will be completed 
prior to start of Cycle 9 in 1984. per 020119 order re 
conformance to NUREO-0661. App A 

MANGAN, C V Niagara Mohawk Power Corp 83/01/05 VASSALLO, 0 D 
Operating Reactors Branch 2 Ip 16685 107 24X 

Flche 50-220.83/01/05.0301070265 


8301180321 Advises of requirement that all Mark I Long-Term Program 
mods be completed prior to Cycle S start NRC 820119 order 
c lar if led 

VASSALLO, D B Operating Reactors Branch 2 83/01/07 RHODE, 0 K 

Niagara Mohawk Power Corp 3pp 16837 132 24X 

Flche 50-220. 83/0 1 /07. 830 1180521 


8301110134 Generic Ltr 63-02 to all DUR licensees re NUHEO-0737 
Tech Specs Rsquests response re deviations from encl 
guidance V model Tech Specs within 90 days of receipt of 
ltr 8vc list encl 

EI8ENHUT, D 0 Division of Licensing 83/01/10 Commonwealth 
Edison Co 13pp 16868 158 24X Fiche 50-000.83/01/10,8301110134. 


8301250693 Summary of 621217 meeting w/GE tc Hark I Ownars Group in 
Dethesda.MD re suppression pool local to bulk temp 
difference analysis ti single vent lateral chugging load 
SIEOEL.B Operating Reactors Branch 2 83/01/18 Operating 

Reactors Branch 2 SSpp 16907 223 24X Ficha 50-000,83/01/18, 

8301250693 


B3012S0228 Notifies of Intent to perform repair of Number 13 
recirculation noiils per ASME Boiler (t Pressure Vestal Code, 
Section 3, Olv i 

MANOAN, C.V Niagara Mohawk Power Corp 83/01/24 VASSALLO, 0 □ 
□perating Reactors Branch 2 Ip 16961.207 24X 

Flche 50-220, 83 /0 1 /24 . 830 1 280228 
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a Inspection report*. IE Dullettn* t correspondence 


B301100050 Reeponds to FQIA request for 12 categories of doeumeTitf re 
facilities Repts re MARCH code meij be purehaeed from NTra 
Forinards doeuflient* listed in App A Search for Items 3jd>. 7i9. 

II & 12 identified in request contlnuinj 

FELTON. J M Division of Rule* and Records ttifiZfOl HIATT. 8 L 

Ohio Citisens for Responsible Eneray 9pp I67S4 003 S4X 

Fiche SO-000, aadlS/O?. 8301 100090 


“0301100057 Provides statu* of licensee response* to t£ Bulletin 70-03. 
"Potential Etplosive Oas Mliture Aeeumu la tlom* Associated 
W/BWR Offaas Sys Opera t i on*, " per 78002S Itr 

BROWNER. E J Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 70/09/07 MOOPfiUFF.fi M Office of Inspection t. 
Enforcement, Office of the Director Ip 16794 829 a4X 
Flche 90-000.02/12/07.8301100050 


— a3011<10064 Advises that action on IE Bulletin 70-03. "Potential 
Esplosive Oas Miiture Aceumula t ion* Associated M/BWR Offgas 
Sys Operations," comple t ed, Ine lud i ng revi eui* of licensse 
responses 6 offgas sys Summaries of offgas sys enci 
JORDAN. E L Office of Inspection t< Enforcement, Office of the 
Director 78/11/29 ORIMES.B K Assistant Director for Engineers 
& Projects iPre 790629) 37pp 167S4 240 24X 

Flehe 80-000.02/12/07,8301100090' 


— 8301100277 IE Insp ftept 50-220/82-21 on 821 101-1204 No none oinpl lance 
noted Major areas inspected licensee actions on previous 
insp findings, plant tours, phy slcaj securi ty. p lant maint.QA, 

IE circ ular s< matl procurement t< storage i< periodic ropts 
HUDSON, S D , KISTER.H D Division of Project (< Resident Prograai 
02/12/27 9pp 16697 244 24X Fiehe 50 -220,82/12/27. 030110027? 


0200190273 tE Info Notice 82-S5, "Seismic Qualification of Heat inghousi 
AR Relay (f/Latch Attachments Used In Uestinghouse Solid 
State Protection Sys Sve list end 

JORDAN, E L Division of Engineering fr Quality Assuraneo (Pre 
0301031 02/12/28 Consolidated Edison Co of New yorh. Inc 

109pp 16069 014 24X Fiehe 50-000.02/12/20.8200190273 


8301040603 Act receipt of 621026 Itr informing NRC steps taken to 
correct violations noted in IE Insp Rept 50-220/81-10 
MARTIN, T T Division of Engineering %. Technical Programs 02/12/29 
RHDOE, 0 K Niagara Hohaut Power Corp 2pp 16643 045 24X 

Fiehe 50-220, 82/12/29, 8301040693 


--0301040696 Responds to NRC 820222 Itr re violations noted Irk IE Insp 
Rspt 90-220/ej-ie Corrective actions eiemptlon received 
from conducting annual emergency esercise & post-accident 
sa,T.p 1 Ing trainl ng ei tended 

LEKPOES.T E Niagara Mohawt Power Corp 02/10/26 HAYNC9. R C 
Riglon 1, Office of Dir ec tor Ip 16643 047 24X 

Fiehe 30-220,02/12/29, 0301040683 


— 8301100186 Responds to IE Bulletin 78-03, "Potential Explosive Oas 
Hliture Accumulations Associated H/DMR Offgas Bys 
Operations " Halnt procedure* yill be revised to include 
appropriate caution statements 

SCH.WEIDER. R R Niagara Mohawk Power Corp 70/03/13, ORIER, 0 H 
Region 1, Ph i lade I phla, Office of the Director Ip J6794 353 
24X Fiehe. 80-000,02/12/07, 0301100030 


0212060394 IE Info Notice 02-56, "Robertshaw Thermostatic Flow Control 
Valves " Sve list encl 

JORDAN, E L Division of Engineering & Quality Assurance iPre 
S30103), 02/(2/30 Consolidated Edison Co of New york, Inc 

lllpp 16789 137 24X Fiehe 80-000.82/12/30.8212060384 


— 03O11OOIB7 Advise* that IE Bulletin 70-03. “Potential Eiplosive Oas 
Miiture Accumulation* Associated H/BWR Offgas Gys 
Operations, " has been sent to listed OU holders for action S< 
to listed Cf holders for info Sample Itrs end 
ORIEfi.BH Region 1, Phi ladelphia. Office of the Director 
70/02/10 Division of Reactor Operetloni Intpections 6pp 
16754,101 24X Ftche 30-000. 82/12/07,8301 100030 


— 0301100270 Forwards IE Bulletin 78-03. "Potential Eiploelve Oas Hliture 
Accvmulatia ns Associated M/BHR Offgas Bys Operations " 

Action required M/o end 

ORIERiBH Region 1. Philadelphia. Office of the Director. 

70/02/10 SCHNEIDER, ft R Niagara Mohawk Power Corp Ip 
16793 037 24X FlChe 50-000.02/12/07.8301100050 


020819026? IE Info Notice 02-81, "Overe iposurei in PHR Cavities " Bve 
I ist enc 1 

OEVOtlWOiR C Director's Office. Office of Inspection and 

Enforcement 02/12/21 Consolidated Edison Co of New Vork. Inc 

lllpp 16609 239 84X rtehe'50-OOO.G2/l2/2l, 0200190269 


8301040631 Forwards info re implementation of NURE8-03i3, Rev 1, in 
response to 821108 request 

MANOANr C V Niagara Mohawk Power Corp 82/12/30 VASSALLO, C B 
Operating Reactors Branch 2 9pp 16642 241 24X 

Fiehe 80-220, 02/12/30.8301040631 


— 0301040672 Rev I to "Program Plan Book for Augmented Inservlca Insp 
of Austenitic Stainless Steel Piping Mithln RCPO,per 
NUfl£0-03l3 " 

a Nuclear Energy Service, Inc 81/01/30 SOpp 16642 387 241 

Fiehe 50-220,02/12/30,8301040631 


0301190342 Forwards IE Insp Rept 50-220/02-11 on 021026-29 «. no tire 
of viola 1 1 on 

MARTIH.T T Division of Engineering & Technical Programs 83/01/91 
RHODE, 0 K Niagara Mohawk Power Corp 2pp 16045 337 24X 

Fiehe 80-220,03/01/06.8301190342 


—0301190346 Notice of violation from Insp on 021026-29 

e Division of Engineering (i Technical Programs 83/01/06 Ip 
16949 339. 24X Fiehe 80-220.83/01/06.8301190342 


0212060381 IE Info Notice 82-52, "Equipment Environ Qualification 
Tasting Erperience - Updating of Test Sunmarles Prsvlously 
Published In IE Info Notice 81-29 " Sve list end 
JORDAN. E L Division of Enginetrlng fc Quality Assurance IPre 
830103) 02/12/21 Consolidated Edison Co of New Yorh, Inc 

USpp 16691 083 24X Fi ehe. 50-000, 02/12/21 , 0212060351 


—0301190353 IE Insp Rept 50-220/82-11 on 021026-29 Noncompliance 
noted failure to correctly identify weld seam eiamlned on 
radiograph 

ORAV, E H r DURR. J P Region 1, Office of Director 82/12/07 
4pp 16845 34 0 24X Fiehe 50-220,83/01/06,0301190342 


0212060380 IE Info Notice 02-53. "Main Transformer Failures at Harth 
Anna Nuclear Power Station " Bve list end 

JDROANiE L Olvlilon of Engineering & Quality Assurance <Pre 
830103) 02/12/22 Consolidated Edison Co of Naw York, Inc, 

ll4pp 16799 017 24X Fiehe 50-000, 02/12/22.8212060350 


0301060008 Forwards IE Safeguards Imp Rept 80-220/82-22 on 821115-10 
No noncompl lance noted 

MARTIN«T T Division of Engineering & Technical Programs, Q2/12/23 
SUNSER, J J Niagara Mehauk Power Corp 2pp 16670 227 24X 

Fiehe 80-220,82/12/23,8301060030 


—8301060093 IE Safeguards Insp Rept 80-220/02-23 on 821119-10 No 
noncomp 1 lance noted Major areas Inspected security plan tr 
procedures, securi ty organiiatlon, program audit, records It 
repts, testi ng 6 malnt 6 locks, keys N eomblnation* 

HADDENfM , OODY.A T Division of Engineering t. Technical Programs. 

92/12/23 3pp 16670' 229 24X Fiehe- 50-220, 02/12/23, 8301060008 


820B190275 IE Info Notice 02-84, "Hestl nghou* e NBFD Relay Failure* in 
Reactor Prolaetlon Bys " 8vc list irtcl 

JORDAN, E L Division of Engineering t. Quality Aesurance (Pre 
030103) 62/12/27. Consolidated Edison Co of Ntw York, Inc, 

1 1 Op P 1 6962 '139 2 4X Fiehe' 90-000 , 02/ 1 2/ 27, 0200 1 90278 


0301100272 Forwards IE Insp Rept 50-220/62-21 on 621101-1204 No 
ncncompllance noted 

0TARQSTECKI.R Division of Project », Resident Program* 02/12/27 
RHODE. 0 K Niagara Mohawk Power Corp 2pp 16697' 242. 24X 

Flthe 80-220.02/12/27,0301100272 


0301140098 Responds to NRC 921210 Itr requesting addl info re use of 
Raychtm-FlamtroJ cable* Limited amount of cable used far 
nonsafety-rel ated applications 

LEMPOES, T E Niagara Mohawk Power Corp 03/01/10 JORDON, E L 
Division of Engineering t. Quality Assurance (Pre 830103) Ip 
16808 184 24X Fiehe 30-220.63/01/10,8301140088 


0301210172 Responds to IE Dulletln 82-04, '’Deficiencies In Primary 
Containment Electrical Penetration Assemblies '' No Bunker- 
Rame electrical penetraticn assemblies used at facility 
DURCMEIER.H J Niagara Mohawk Power Corp 03/01/13 DEYQUNO.fl C 
Director's Office, Office of Inspection and Enforcement tp. 
16B74'20? 24X Fiehe 30-220.83/01/13,8301210172 


0301310140 Responds to IE Bulletin 82-04 No Bunker-Ramo electrical 
penetration assemblies used at facility 

LEMPOES, TE. Niagara Hohauk Power Corp 83/01/20 OEYQUNe, R 
Director'* Office, Office of Inspection and Enforcement. tp 
16968,014 24X Fiehe 50-220,03/01/20,8301310148 


R Ptriedlc operating reports & related correspondence 


8301140112 Forwards Monthly Operating Rept for Dec 1962 

LEMPOES, T E Niagara Hohaiuk Power Corp. 83/01/10. Director's 
Officer Office of Inspection and Enforcement Ip. 16006 £17 84X 

FlChe 50-220, 03/01/10,6301140112. 
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— B3on*)0117 Monthly Operating Rept for Dec 1982 

R0I1AM> T U Niagara Mohauik Pouer Corp 03/01/05 Spp 16806 118 
24X Fiche &0-2SO. 83/01 /lOi 8301140112 


S Reportable Dccurrences< UERs t< related correspondence 


e3090601&4 Foruards LER 02-O16/O3L-O 

LEMPOE&. T £ Niagara Kohaiek Poieer Corp 02/12/22 HAYNES. R C 
Region 1. Office of Director Ip 16679 313 24X 

Ficlic 30-220.82/12/22.8301060154 


—9301060159 LER 82-016/03L-0 on 821123-24, during hydro of main 
condenser. 1 ou level radioactive uater totalling 7.200 
gallons & 2 mCi (gamma emitters! accidentally discharged 
Caused by several leaking tubes Tubes plugged 
NEILD.R C Niagara Mohauik Pouer Corp 82/12/22 Region 1. 
Office of Director 2pp 16679 316 24X Fiche 50-220.82/12/22. 

8301060154 


8301140192 Foruards LERs 82-017/03L-0 «< 0a-O10/O3L-O 

LEnpOES. T E Niagara Mohawk Power Corp 03/01/05 HAYNES. R C 
Region I. Office of Director Ip 16807 119 24X 

Fiche SO-220, 03/01/03, 0301 140192 


— 8301140199 LER 02-O17/O3L-O on 02 1206. d Ur in g malnt outage. leakage from 
valves 69-06 b 60-09 found exceeding Tech Specs Caused by 
poor seal design Mods will be completed during current 
outage t. followed by retest 

BUROHEIER, H Niagara Mohawk Pouer Corp 03/01/05 Region 1. 
Office of Director Ip 16007 120 24X Fiche 50-220,03/01/03, 

S301 140192 


— 9301140207 LER 02-O16/O3L-O on 821207. during malnt outage. leakage from 
valves 69-03 It 60-00 found exceeding Tech Specs Caused by 
poor seal design Mods will be completed during current 
outage h fallowed by retest 

BOROHEIERaM Niagara Mohawk Pouer Corp 83/01/05 Region 1. 
Office of Director Ip 16807 121 24X Fiche 50-220.83/01/08. 

8301140192 


0301260353 Forwards LERs 82-019/03L-0, 02-O2O/O3L-O, 02-021 /03L~0, 
ea-022/03L-0 t, 02-O23/O3L-O 

LEMPOESxT E Niagara Mohawk Power Corp 93/01/12 HAYNES, R C 
Region 1, Office of Director Ip 16911 254 84X 

Fiche 50-220. 93/01/12, 0301260353 


— 0301260338 LER B2-019/03L-0 on B21213, while performing local leak rate 
tasting, leakage from valves 201-09.201-10.201-31 h 201-32 
exceeded Tech Specs Caused by poor seal design Vendor 
mod available b will be completed during currant outage 
BUROMEIER.M J Niagara Mohawk Power Corp 83/01/11 Region 1, 
Office of Director Ip 16911 255 24X Fiche 50-220, 83/01/12, 

8301260353 


— B30I260363 LER e2-Oao/03L-0 on 821213, while performing local leak rate 
test ingi 1 ea kage from valves 50 1-01 b SB 1-02 exceeded 
Tech Specs Caused by valve order Existing order modified 
u/check valve followed by gate valve 

BUROMEIERiH Niagara Mohawk Power Corp 83/01/11 Region 1, 
Office of Director Ip 16911 256 24X Fiche 50-220,83/01/12, 

8301260353 


—9301260366 LER Q2-02i/03L-0 on 821215, while performing local leak rate 
testing, leakage from valves 39-1 1, 39-12, 39-13 t, 39-14 
exceeded Tech Specs Caused by dry packing condition 
resulting from current shutdown. Valves will be repacked 
BUROMEIER, M Niagara Mohawk Power Corp B3/0I/11 Region 1, 
Office of Director Ip 16911 257 24X Fiche 50-280,03/01/12, 

8301260393 


— S301260370 LER B2-022/03L-0 on 021210. while performing local leak rate 
tas ting, lea kage from valves 201 2-27 b 201 2-28 exceeded 
Tech Specs Caused by poor seating resulting from dirt b 
corrosion Valves will be cleaned 

BUROMEIER, K Niagara Mohawk Power Corp 83/01/11, Region 1. 
Office Df Director Ip 16711 250 24X Fiche 50-220,93/01/12, 

8301260353 


— 8301260375 LER e2-023/03L-0 on 821218, while performing local leak rate 
testing, valve 201 2-71 exceeded Tech Specs Caused by 
poor seating resulting from dirt b corrosion Valve will be 
cleaned followed by retest 

BUR(9MEIER, K Niagara Mohawk Powtr Corp 83/01/11 Region 1, 
Office of Director Ip 16911 259 24X Fiche 50-220.83/01/12, 

6301260353 


V Operator Examinations 


0212220443 Oeneric Ltr 82-39 to all pouer reactor 1 1 csnsees, app 1 icants 
for OL, NS8 b reactor vendors b AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 93021 1 re operator licensing Svc list end 
EISENHUTi D O Division of Licensing 02/12/22 Consolidated 
Edison Co of New York, Inc 12pp 16601 072 24X 

Fiche 50-000,02/12/22.8212220443 


B3D112OO70 Oeneric Ltr 83-01 to power reactor licensees b applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
B5I231 for listed categories Svc list end 

EI6ENHUT, 0 0 Division of Licensing 83/01/11 Consolidated 
Edison Co of New Vurk. Inc llpp 16893 243 24X 

Fiche 50-000103/01/11,0301120070 


DOCKET 50-224 UNIV DF CALIFORNIA RESEARCH REACTOR 


P Operating license stage documents b correspondence 


8301140520 Addl response to FOIA request for documents re UCLA lab b 
reeearch reactors Forwards App A documents App B documents 
completely withheld (ref FOIA Exemption 4) 

FELTON. J M Olviston of Rules and Records 02/11/24 HIRSCH, D 
Committee to Bridge the Sap Spp 16B1S 310 24X 

Fiche 50-000,02/11/24,0301140520 


—7900300702 Forwards info in reiponse to 790730 request Info withheld 
iref 10CFR2 790) 

BROUN. H V California. Unlv of, Los Angeles 79/03/15 
HILLER. J R Assistant Director for Site b Safeguards (Pro 791030) 
2pp 16815 337 24X Fiche 50-224,02/11/24.8301140520 


DOCKET 50-225 RPI CRITICAL EXPERIMENT 


P Security, medical, emergency b fire protection plans 


8301190135 Releases public version of licensee ltr re Emergency 
Respnnse Plan compliance u/regu lotions 

FELTON, J M Division of Rules and Records 03/01/13 Document 
Management Branch ip 16949 240 24X Fiche 50-229,03/01/13, 

0301190135 


—0301190140 Submits public version of opinion that Emergency Response 
Plan, already f 1 led, ful f 1 1 Is requirements of lOCFRSO 54 If 
mods necessary. response will be provided 

HARRIS, D R , MICKS, F £ Rensselaer Polytechnic Inst 83/01/13 
THOMAS, C 0 Standardization b Special Projects Branch tp 
16949 249 24X Fiche 50-223, 83/01/13, 0301 190135 


K Utility Final Safety Analysis Report (FSAR ) b amends 


8301360251 Forwards "Rensselaer Polytechnic Inst Critical Facility 
9AH " 

MICK8,F , HARRIS, D R Rensselaer Polytechnic Init 83/01/21 
Division of Licensing Ip 16912 144 24X Fiche 50-225,83/01/31, 

B3012602S1 


— 93012602S6 "Rensselaer Polytechnic Inst Critical Facility SAR " 
HARRIS, D B , NICKS, F Rensselaer Polytechnic Inst 83/01/21 
106pp 16912 145 S4X Fiche 50-225,83/01/21,8301260251 


DOCKET SO-237 DRESDEN NUCLEAR POWER STATION, UNIT 2 


D NRC Draft/Final Environmental Btatcments, supple b correspondence 


8301180210 Forwards review of Nov 1973 FES, per NRC G211D5 request 
No changes to plant or environs that would significantly 
affect conclusions reached in FES Identified 

RAUSCH. T J Commonwealth Edison Co 83/01/10 DENTON.HR Dffica 
of Nuclear Reactor Regulation. Director 12pp, 16825 193 24X 

Fiche 50-237.63/01/10,6301100218 


F, Security, medical, emergency b fire protection plant 


8212060349 Oeneric Ltr S2-33 to all licensees of operating reactors, 
applicants for OL b holders of CPs re Suppl 1 to NUREO-0737, 
"Requirements for Emergency Response Capability " 

NURE0-0737r Suppl 1 b svc list end, 

EISENHUTi D 0 Division of Licensing 62/12/17 Consolidated 
Edison Co of New York. Inc 77pp 16601.200 24X 

Fiche 50-000,02/12/17.0212060349 
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B313320445 Csn^ric Ltr 83-39 to 4l) reactor ]icensee«>CP holifera 6 
applieantt far CP» re problsmi u/f uboi i t tal s of lOCPRyS 3t 
earasuardi Info for Hcervalng re/Cey Proceduraa re 
trananlttai of Info outlined Svc Hat end 

EIS£NHgT, P 0 Dlvj aion of Llcent Ing BS/IS/SS. CansoJidafced 
Ediion Co of Hey Vark, Inc J3pp I6t90 031 a4X 
Flcfte 90-000,33/13/32,8212320443 


8301070034 Peleaaea public veraion of revised emergency plan 
j eiplcnientlng procedure 

FELTON, J M Olvlalon of Rules and Records 83/01/03 Document 
Management Branch Ip 16*95 342 ZAX Fit he 50-010.83/01/03, 
0301070034 


— 030(070046 Faruards public version ef Rev 2 to Ernergancg Plan 
Implementing Procedure 300-11, "Poa t-Ace I dent Noble Oas 
Release Rate Determination “ Receipt farnt £, revised table of 
contents end 

SCOTT. 0 J CEmmotiyealth Edison Co 82/13/17 OENTCN, H R Office 
of Nuclear Reactor Regulation, Director 9pp 16695 343 24X 

Fiche 30-010,83/01/03.8301070034 


— 0301070051 Puttie version of Rev 2 to Emergency Plan Implementing 
Procedure EPIP 300-11, "Post-Accident Noble Oas Release 
Rate Determination '' 

• CoiriAonwee 1 th Edison Co 82/12/10 Sp p 16695 343 24 

Fiche 50-010,83/01/03,8301070034 


P Operating license stage documents 6 correspondence 


8301030154 Forwards proprietary ii nonproprietary "Revieui of Lleenseii 
Resolution of Outstanding Issues From NRC Equipment Environ 
Dual if icat ion SEHa (F-l 1 . 8-60 1 , for Dresden Units 2 & 3, ” 

Volf 1 i 2 Proprietary rept* withheld (ref iOCFR2 7901 
CRUTCHFIELD, 0 Operating Reactors Branch 9 NHC-03-79-HB 

02/11/29 OELOEOROE,L Commonuea 1 th Edison Co 19pp 16618,122. 
24X Fiche 50-237, 82/ U/89, 83010301 54 


—0301030162 Nonpropr 1 e tary "Review of Licensees Resolution of 
Outstanding Issues From NRC Equipment Environ Qual If i ca ti on 
6£Rs (F-l 1 , 0-60) , far Dresden Unit 2," vols 1 & 2 technical 
evaluation rept 

CRANE, C J Franklin Ins tltut e/Frank 1 In Research Center 
NRC-03-79-1 la TeR“CS297-451 82/06/22 LE, N 8 , 8HEMAW3KI.F 

NRC - No Detailed Affiliation Clven 337pp 1661G 141 24X 

Fiche 50-237,82/11/29,0301030154 


— 0301030168 Nonproprietary "Revieu of Licensees Resolution of 
Outstanding issues From NRC Equipment Environ dual if ication 
SERs (F-lli B-60 ) j for Dresden Unit 3," technical evaluation 
rept 

CRANE, C J Franklin In st 1 tut e/Fran kl In Research Center 
NRC-03-79-1 la TER-CS257-476 82/07/21 LE. N D , SHEMANSKI.P 

NRC - No Detailed Affiliation Olven 910pp 16619 118 24X 

Fiche 50-237,82/11/29.8301030194 


8301140369 Notifies that continuing difficulties prevent '‘operational " 
designation af listed emergency response f ac i I i t i es, per 
NUREO-0737, Item HI A I 2, "Upgrade Emergency Support 
Facilities'' 6 Generic Ltr 02-33 

SNARTZrE D CotnmonweaJ th Edison Co 03/01/06 DENTON. H R Office 
uf Nuclear Reactor Regulation, Director. 2pp 16807 299 34X 

Fiche 50-000,03/01/06,0301140369 


8301110664 Releases public version of public info pamphlets re actions 
to take in case of nuclear accidents 

FELTON, J M Division, of Rules and Records 03/01/07 Document 
Hanagemenl Branch Ip 16767 267 24X Fiche 50-000,83/01/07, 

0301110664 


"9301110667 Forwards public version of public info pamphlets re 
actions to take in case of nuclear accidents 

MOORE, R D Commonyealth Edison Co 82/12/31 DENTON, H H NRC - 
No Detailed Affiliation Olven 49pp 16767 268 24X 

Fiche 50-000,03/01/07,8301110664 


8301240025 Forwards safety evaluation re proposed fire protection mods 
& alternate safe shutdoyn capability Requirements of 
10CFR50, App R, Sections II i 0 3 & 1 1 1 L ms t 

CRUTCHFIELD, D Operating Reactors Branch 5 83/01/19 DELGEOROE, U 

CoBicionsJealth Edison Co 2pp, 16890 (31 24X Fieha 90-237, 

B3/01/S9, S30124002S 


'“9301240037 Safety evaluation re proposed mode te alternate safe 
shutdown capability in event of fire Requirements of 
lOCFfiSO, App R, Sections III 0 3 6 III L met 

• Office of Nuclear Reactor Regulation, Director B3/0I/19 
I5pp 16090 133 24X Fiche 50-237,83/01/19.830(240028 


8301200210 Ack receipt of 030119 ltr informing NRC of stops taken to 
correct violation* noted in IE Insp Repts 50-0(0/02-20, 

50-237/82-20 i 50-249/02-29 

BRENIAWSKl, D J Division of Engineering 6 Technical Programs 
63/01/24 REED,C Commonwealth Edison Co Ip 16994,352 24 X 

Fiche 50-010, 83/01/24,0301200218 


'8301200229 Responds to NRC 021220 ltr re violations noted In I£ Insp 
Repts 90-010/02-20,50-837/82-28 b 50-249/02-29. Correc tl ve 
action* re security plan withheld Iref 10CFR73, 21) 

DELCEBRGE.L 0 Commonwealth Edison Co 83/01/19 KEPPLER.J 9 
Region S, Office of Dlraefeor Ip 16991 353 24X 

Flehe 50-010,03/01/24,0301200210 


8301100050 Responds to FOIA request for 12 categories of documents re 
facilities Repts re MARCH code may be purchased from NTIS 
Forwards documents listed in App A Search for Items 3, 6. 7, 9, 

11 b 12 Identified in request continuing 

FELTON, JM Division of Rules and Records 02/12/07 HIATT. 3L 
Ohio Citiiens for Responsible Energy 9pp 167S4 003 24X 

Fiche 50-000.82/12/07,8301100050 


—0301100090 Dlscusees evaluation of consequences of postulated Offgas 
tys failure at facilities Recommend* mods to sys or limiting 
operation at high offgas rates Summary of accident 
caleula tien s one 1 

DENTON, H R Atomic Energy Commission. Directorate of Licensing 
73/00/10 6KDVH0LT, D Atomic Energy Commission, Directorate of 
Licensing 2pp 16794 057 24X Fiche 90 - 000 , 02/12/07, 030 It OOOSO 


0212060396 Generic Ltr 82-30 to alt li c etisees , appl Icants for OL le 
holders of CPs re filings concerning 10CFR90 production it 
utilitation facilities Current listing of branch assignments 
for nuclear reactor projects it svc list end 

EtEENHUT.D 0 Division of Licensing. 02/12/28 Consol 1 ds ted 
Edison Co of New Vork, Inc I Ipp 16868 001 24X 

Fiche 50-000,82/12/20,8212060356 


0301030164 Proposes ellmlnatian of high drywell pressure trip 6 
Installation of manual automatic depressur i lati on sys 
inhibit suite hr based on recommendations in BNR ouinert group 
supplemental rept re TNI Item II K 3 IB, 

RAUSCH, r J Commonwealth Edison Co 82/12/28 EI8GNHUT.0 O. 
Divition of Lleonsing 2pp 16617 094 24X Fiche 90-000,83/12/38. 

0301030164 


0301040289 Forwarde addl info requested 820006 re TMI Item 1 1. 8. 3, 
"Post-Accident Sampling Sys " Util 1 nvestigatlng available 
sources for developing procedures for estimating estent af 
core damage based on samp Is analysis 

RAVSCHrT J Commonwealth Edison Co 02/12/29 EISENHUT, D 0 
Division of Licensing 23pp. 16630 313 24X Fiche- 90-000, B2/IS/29> 

0301040289. 


0301040317 Advises that util does not intend to provide Reg Guide 1 97 
implementat ion schedule by 821231 as previously stated in 
response to (Generic Ltr 02-10 Schedule will be provided 
iLi/integrated responee to 8ECY-82-ltl 

DELOECROErL 0 Commonuea 1 th Edison Co 02/12/29 EISENHUT. D 0 
Division of Licensing Ip 16643.284 24X Fiche 90-000.82/12/29, 

8301040317 


d Insurance 6 indemnity information 


6'''lo'’»9«'»nts l.S it a to lilted certificate* for 
NEL. 1 A !. tiAELU policial, evidenc I ng secondary financial 
protection 

OSTER.J Commonwealth Edison Co 83/01/13 BALTZHAN.J Asiistanl 
D rector for State t Licetisee Relations. l4Spp 16B33 191 24X 

Flehf 50-000, 03/Ot/13,83OllBOO93 


8301140102 Informs that schedule for resolving proprietary Info issue 
re Technical Evaluation Repts attached to SERs concerning 
safety-related equipment will be submitted by 030219 
RAUSCH. T J Commonwealth Edison Co 83/01/07 DENTON.H R Office 
of Nuclear Reactor Regulation. Director Ip 16806 090 24X 

Flehe 90-237. 83/01/07,8301140103 


0301140193 Submits supplemental response to Oenerle Ltr 81-04 on 
Implementation of NURE0-0313. Rev l.per M?C 821028 request 
Capa till ty of leak detection sys meets guidelines Lists of 
sys u/nanconf orning metis end 

RAUSCH, TJ Comnonuealth Edison Co 83/01/07 EtSENHUT.OG 
Division, of Lle*n*ing App 16806 330 24X Fiche 90-000,83/01/07. 

8301140193 
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6301110134 Qenfric Ltr 63-02 to all BUR licensees re NURE6-0737 
Tech Specs Reiiuests response re deviations fro/n enc 1 
guidance & fflOdel Tech Specs uithin 90 days of receipt of 
1 tr Svc list encl 

ErSENHUTj 0 0 Division of Licensing 83/01/10 Corrmonuea 1 th 
Edison Co 13pp lf>B6e tS6 SdX Fi che 50-000, 83/01 /10> 6301 1 10134 


8301l700f>7 Responds to NRC 621210 & 13 guestions re final rept 
tranSinitted In util 821117 Itr concerning effects of pipe 
traalc on sgs, structures U components inside containment 
RAOSCH. T J Commonuealth Edison Co 63/01/10 0 'CONNOR, P 

Operating Reactors Branch 5 3pp 16612 199 24X 

Fiche 50-237,83/01/10,6301170067 


6301180132 Forwards ref pages from XN-Nr-SO-19 (P),Vol 4 & XN-NF-82-77 
<PI , appi I cabl e to Cgcle 9 reload Transmittal Itr dates for 
SCRi identified List of all Elion computer programs will be 
provided by 630118 

CHANDLERt-J C Eiion Nuclear Co , Inc <subs of Eiion Carp ) 

93/01/13 OJLL, A M Coro Performance Branch 5pp 16032 128 24X 

Ficbi 50-237,83/01/13,8301180132 


6301160317 Reituests approval of delay of Implementation of revised 
procedures re correction factor curves used to correlate 
hlgh-range noble gas monitor channel reading to actual 
plant release Completion eipected by 830701 

ElfARTZiEO Commonwealth Edison Co 63/01/14 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16624 357 24X 

Flthe- 50-000. 83/01/14,0301100317 


B30I2S0134 Forwards supplemental response to Generic Ltr 81-04 on 
laplenentatlon of NURE0-03t3, Rev 1 re leak detection sys 
HflySCN, T J Commonwealth Edison Co 63/01/10 DENTON, N R Office 
of Nuclear Reactor Regulation, Director 6pp 16895 203 24X 

Fiche- 50-000. 83/01/16, 8301250134 


630ISS0693 Summary of 821217 meeting w/OE b Mark I Owners Group in 
Btthesda,MD re suppression pool local to bulk temp 
difference analysis & single vent lateral chugging load 
BIEOELi B Operating Reactors Branch 2 63/01/18 Operating 

Reactors Branch 2 SSpp 16907 225 24X Fiche 50-000,83/01/18, 

6301250693 


6301S10209 Provides status of open items to be identified in final 
tntegrateil Plant Safety Assessment Rept Schedule for 
completion of hardware mods needed within 30 days of receipt 
of Hr 

CRUTCHFIELD. 0 Operating Reactors Branch 5 83/01/19 DELOEORGE. L 

Coniinonuea 1 th Edison Co 12pp 16672 1S7 24X 

Fiche 50-237.03/01/19,6301210209 


B3D1S50SS1 Informs that automatic feedwater pump trip on high vessel 
water level instelled at f acl t t tl es, prevent ing water from 
entering isolation condenser steam line during Increasing 
vessel level events 

RAUSCH. T J Commonwealth Edison Co 63/01/19 DENTON.HR Office 
of Nuclear Reactor Regulation, Director Ip 16905’ 153. 24X 

Fiche 50-237.63/01/19,8301250551 


8301210167 Notification of 630124 meeting u/utll b Exxon Nuclear Co in 
Betheida. MD to discuss local stability analysis for proposed 
four 9x9 lead assemblies to be included in Cycle 9 reload 
core, 

GILBERT, R A Operating Reactors Branch 5 83/01/20 CRUTCHFIELD, D 

Operating Reactors Branch 5 3pp. 16674 307 24X 

Fiche: 54-237. 03/01/20,8301210167 


4 Incpectton reports, IE Bulletins b correspondence 


6301100050 Responds to FOIA reguest for 12 categories of documents re 
facilities Repts re MARCH code may be purchased from NtlS 
Forwards documents listed in App A Search for Items 3, 6,7,9, 

It b 12 identified in reguest continuing 

FELTONt%r M Division of Rules and Records. 62/12/07 HIATT, 9 L 
Ohio Cltisens for Responsible Energy Spp 16754 003 24X 

Fiche: 50-000, 02/12/07, 830 1 100050 


— B301100064 Advises that action on IE Bulletin 76-03, "Potential 
Explosive Gas Mlxtura Accumulations Associated U/OUR Offgas 
8yf Operations," comp le ted, including reviews of licensee 
responses b offgas sys Summaries of offges sys end 
■JORDAN, E L Office of Inspection b Enforcement, Office of the 
Director 78/11/29 GRIMES, B K Assistant Director for Engineers 
b Projects tPre 790625) 37pp 16734-240 24X 

Fiche- 30-000, 02/12/07, 8301100050 


— 6301100212 Advises that end IE Bulletin 78-03, "Potential Explosive 
Qai Mixture Accumulations Associated U/BUR Offgas Sys 
Oparationsi " has been sent to listed licensee for action/ 

Info 

FAPPAS, H Region 3, Chicago. Office of the Director 78/02/10 
Division of Reactor Construction Inspection BOVO, R, S Division 
of Project Management STELLO, V Division of Operating Reactors 
Spp 16754 187 24X Fiche 50-000,82/12/07,8301100050 


0208190269 IE Info Notice 82-Sl, "Overe xposor es in PUR Cavities “ Svc 
list encl 

DEYOUNOi R C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York, Inc 

nipp 16689 239 24X Fiche 50-000,82/12/21,8208190269 


0212060351 IE Info Notice 82-52, "Eguipment Environ Dual i f icati on 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 01-29 '• Svc list end 
JORDAN, E L Division of Engineering b Quality Assurance (Pre 
030103) 02/12/21 Consolidated Edison Co of New York, Inc 

llSpp 16691 088 24X Ficlte 50-000.02/12/21,8212060351 


0212060350 IE Info Notice 82-53, "Ham Transformer Failures at North 
Anna Nuclear Power Station " Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
030103) 82/12/22 Consolidated Edison Co of New York, Inc 

114pp 16758 017 24X Fiche 50-000,82/12/22,8212060350 


0301070304 Forwards IE Insp Repts 50-01 0/02-16. 50-337/82-23 b 
50-249/82-23 on 820904-1001 No noncompliance noted 
SPE6SARD, R L Division of Project b Resident Programs 02/12/22 
REED, C Commonwealth Edison Co 2pp 16686 120 24X 

Fiche 50-010,82/12/22,8301070304 


—0301070310 IE Insp Repts 50-010/82-16,50-237/82-23 b 50-249/82-23 on 
824904-1001 No noncamp t lance noted Major areas inspected 
operational safety verl f i cat i on, men thly maint b monthly 
surveillance observation b LERs 

TONGUE, T M , JORDAN, M J , 8TASEK. S Division of Project b Resident 
Programs 02/12/21 8pp 16686 122 24X Fiche 50-010.02/12/22, 

8301070304 


8200194275 IE Info Notice 02-54, "Westl nghous e NDFD Relay Failures in 
Reactor Protection Sya " Svc list encl 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
630143) 02/12/27 Consolidated Edison Co of New York, Inc 

llOpp 16962 139 24X Fiche 50-000,82/12/27,0208190275 


0301040703 Ack receipt of 021117 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-010/02-14, 
50-237/82-10 b 50-247/02-19 

SPESSARD, R L Division of Project b Resident Programs 02/12/27 
REED, C Commonwealth Edison Co Ip 16649 235 24X 

Fiche 50-010,82/12/27,8301040703 


—0301040713 Responds to NRC 021022 Hr re violations noted in IE Insp 
Repts 90-010/02-14.30-237/82-10 b 50-249/02-19 on 820810- 
0903 Corrective actions smoke detectors will have 
Identifying tags b 3i-day surveillance procedure changed 
STIEDE, U L Commonuealth Edison Co 82/11/17 KEPPLER, J 0 
Region 3, Office of Director 8pp 16649 236 24X 

Fiche 50-010,02/12/27,0301040703 


0200190273 IE Info Notice 02-55, “Seismic Qualification of West mghousc 
AR Relay U/Latch Attachments Used in Uestlnghouso Solid 
State Protection Sys " Svc list encl 

JORDAN.E. L Division of Engineering b Quality Assurance (Pre 
830103) 02/12/28 Consolidated Edison Co of New York, Inc 

10?pp 16860 014 24X Fiche 50-000,02/12/20,8200190273 


0212060354 IE Info Notice 82-56, "Robertshaw Thermostatic Flow Control 
Valves '' Svc list enc 1 

JORDAN.E L Division of Engineering b Quality Assurance (Pre 
030103) 82/12/30 Consolidated Edison Co of New York, Inc 

lllpp 16758 137 24X Fiche 50-000,02/12/30,8212060354 


0301170243 Forwards addendum to IE Insp Repts 50-010/82-15,50-237/02-19 
b 54-249/02-20 consisting of Confirmatory Measurements 
Program data sheet transmitted by 021001 ltr Results are for 
llguid sample analyied for beta emitters 

PAPERIEULOiC J Division of Emergency Preparedness b Operational 
Support 03/01/10, REED, C Commonuealth Edison Co Ip 
16010 124 24X Fiche 50-414,03/01/10,0301170243 


— 0301170246 Addendum to IE Insp Repts 50-010/02-19.90-237/02-19 b 
50-249/02-20 consisting of Confirmatory Measurements 
Program 

« Division of Emergency Preparedness b Operational Support 
83/01/10 Ip 16310 125 24X Fiche 50-010,03/01/10,0301170243 


3301280280 Forwards IE Insp Repts 50-010/02-21,50-237/02-29 b 
50-249/02-30 on 821030-1201 No noncomp 1 lane e noted 
STREETER, J F Division of Project b Resident Programs 03/01/10 
REED. C Commonwealth Edison Co. 2pp 16954 281 24X 

Fiche 50-010,83/01/10,8301280260 
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— 830128028*? IE Imp H«pt« 50-010/82-21.50-237/82-29 b SO-a49/'92-30 on 
321030-1201 No nancofflp 1 1 once npt«<i Hajor areai inspcctt-d 
follouup on previous Insp f iniilngs. opcrai lenal saiPetg 
van l*>cati on. monthly .taint otriervation i unusual events 
TDMOOE. T M , JOftOAN. M J , STASEKi8 Division qf Project & Resident 
Programs 63/01/03 *?pp 169S4 233 24XFiche 50-010. 83/01/10. 
8301280280 


8301210201 Foruards status rept as of 830112 for design b installation 
of safe shutd oiirn sys piping supports per IE Bulletin 79-14 
Camplrtlon date of 330213 achievable u/no nargln for any 
unforseen problems 

flAUSCH. T J Commonwealth Edison Co 83/01/13 KEPPLEH. J 0 Region 
3. Office of Director 3pp ldB73 112 24X Flche 90-000.83/01/13. 

83012 1 0201 


8301280218 Act receipt of 830119 Itr informing KRC at steps taken to 
correct violations noted in lE Insp Repts 5-0-010/82-20. 
50-237/82-28 b 50-249/82-29 

3REMIAU6KI,D o division of Engineering & Technical Programs 
33/01/24 REED.C Comeionueal th Edison Co Ip 16934 352 24X 

riche 90-010.83/01/24.8301280218 


— 0301280229 Responds to NRC 821220 Ur re violations noted In IE Insp 
Repts 50-010/82-20.50-237/82-38 & 30-249/82-29 Corrective 
actions re security plan uilthheld Iref tOCFR73 211 
DEl-OEOBOE.L 0 Counnonueal th Edison Co 83/01/19 KEPPLEH.J 0 
Region 2. Office of Director Ip 16954 333 24X 

Flche 30-010.83/01/24.8301280218 


R Porlodtc operating rep-orts b related correspondence 


8301140060 Forwards montlilg operating repts for Dec 1982 

SCOTT. D J C ommonuiealth Edison -C-o 83/01/03 Director's Office. 
Office of Inspection and Enfo'rcemant Xp 14005 348 24X 

FI Che 30-010.83/01/03.8301140060 


— 6301140-065 Honthlg operating repts for Dec 1982 

SCM80EDER.O A Connonweelth Edison Co 83/01/03 S3pp 
14803 349 24X Flcha 30-010.83/01/03,8301140040 


S Reportable occurrences. LEHs (< related correspondence 


8301100090 Responds to FOIA request for 12 categories of documents re 
facllltiffS Rapts re MARCH code nay be purchased from NTI8 
Forurards documents listed In App A Search for Items 3. 6. 7. 9. 

II b 12 identified In request continuing 

FELTOH.3 H Division of Rules and Records 82/12/07 HIATT. B L 
Ohio Ci titan* for Respdnsible Enorgg Spp 16754 003 24X 

Fiche 50-000,82/12/07,8301100030 


— 830110-0075 Forwards "Havlew of Etpluslon* In BUR Offgas 3g*“ b 
HR Denton 730829 memo r« dote consequences from eiptosions 
(.Istcd areas should be examined by Dlrectorats of Licensing 
to determine If addi requirements should be Imposed on BMRs 
OflIER, □ H Atomic Energy CommCsilon, Directorate of Regulatory 
Operations 74/44/02 OIAK317S50.A Atomic Energy Connisslon - 
Deputy Dirac tor for Reactor Project s 2pp 16794 008 24X 

Fiche 30-000.82/12/47.8301100030 


— 8301100080 '’Review of Eiplcislens in BWR Offgas Bys " 

MCDERKOTT.fl J , SEYFRIT.K Atomic Energy Commission. Directorate 
of Regulatory apsrations 74/04/02 40pp 16734-010 24X 

Flcha 50-000,82/12/07,8301100030 


0301070195 Forwards LEB S2-049/03L-0, 

SCOTT. D J Coeimonuealth Edison Co 82/12/20 KERRLER.J 0. Region 
3, Office of Director Ip 16684:196 24X Fiche 30-237.82/12/20. 

8301070195 


— B30I070226 LEB Ba-049/03L-0 on 821128. during quarterly valve timing 
surveillance 009 160-0-1. torus inert & purge valve 2-1601-96 
would not auto-elose Caused by versa valve leaking from 
weep hole due to hardening of 0-rlng seal Valve reptacod 
TANO HEE.O Commonueal th Edison Co 82/12/20 Region 3, Office 
of Director Ip 16686 197 24X Fiche. 30-237, 82/12/20, 

8301070193 


8301170512 Forwards LER 82-05I/03L-0 

SCOTT. 0 0 Commonwealth Edison Co 82/12/22 KEPPLER. >7 0 Region 
3. Office of Director Ip. 16015 029 SAX FI c he. 50-237. 02/ 12/22. 
8301170912 


— 83DEi7D5]6 LER e2-051/03L-0 on 821207. during normal operation, component 
cooling sve water pump 2fi taken from sve u/o LPCI 
operability test Caused by personneJ error Operabllltij tost 
run b satis Fectori ly completed Procedures revle-uid 
COVLE. L Commonwealth Edison Co 82/12/22 Region 3. Office o.f 
Director Ip 16813 030 24X Fiche- 50-237,82/ 12/22. 8301 1 70S18 


8301 1 70510 Forwards LEfl 82-052/03L-0 

SCOTT, 0 J Commonwealth Edison Co 82/12/26 KEPPLER.^f 0 Rlgici 
3. Office of Dlrectur Ip 16815 033 24X Fiche 50-237.02/12/28. 

0301170318 


—8301170529 LER 82-092/03L-0 on 021215. during normal op eratlon. uhj h 
performing LPCI valve operability surve i 1 lance, loop 2 flow 
test outboard valve 130i-38B failed to open Caused by 
broken gears on worm shaft clutch Clutch replaced 
ATA, H Comnonweakth Edison Co 83/12/28 Region 3, Office of 
Director Ip 16913 034 24X Fiche 30-237,82/12/28.0301170516 


03OI17OS32 Forwards LER 82-055/03L-0 

SCOTT.D J C ommoniueal th Edison Co. 83/13/30 KEPPLCR.J Q Beglpn 
3, Office of Director Ip 16813 088 24X Fiche 50-237, 82/ 13/30, 

6301170532 


— B301170539 LER a2-O55/O3L-0 on 821217, condenser pit high level alara 
received Caused by cracked welds due to eicessive movement 
of feedwater heater 203 normal drain line Emergency spill 
line reuelded Drain tine temporarily supported 

CmiBTEL. B. Commonwealth Edison Co 82/12/30 Region 3. Olfiei 
of Director ip 16819 089 24X Fiche 50-237.82/12/30. 

B30I 170932 


8301184339 Forwards LER 82-OS3/03L-0 

SCOTT. DJ Commonwealth Edison Co 83/01/03 KEPPLER, J 0 Region 
3, Office of Director Ip 16824 333 24X Fiche 30-237.83/01/03. 

8301180339 


—0301180347 LER a2'053/03L-0 on 82121 5, during normal operation, uhil e 
performing LPCI valve operability survei 1 lance. LPCI HX 2A 
bypass valve 1301— IIA position indication lost Cause 
unknown Valve successfully operated after breaker reset 
ATA. H Commonwealth Edison Co 83/01/03 Region 3. Offici of 
Director Ip 16824 334 24X Fiche 30-237. 83/01/03. 0301 1 C0339 


8301210117 Foruards LER 32-OS6/03L-0 

8C0TT.0 J Coeimonwaalth Edison Co 83/01/12 KEPPLER. 0 Region 
3. Office of Director ip 16877 074 24X Fiche 50-237.83/01/12, 

8301210117 


— B30I210I19 LER 82-036/03L-0 on 021218, rod block setpoint of 12 2X 
found on Aprm 6 Oaufed by setpoint drift APRM 6 bypassed 
while rod block setpoint readjusted 

BEVERLY, K Commonwealth Edison Co 83/01/12 Region 3. Qfflcr 
at Director Ip 16877 075 24X Fiche 30-237,83/01/12. 

8301210117 


83-41210099 PRO- 1 1 1-83-005 on 830119.crach indication found in 30-lnch 
recirculation pipe Indication found in weld area where pipe 
joins reactor safe-end & is l-lnch long in circumferential 
position b 16y. of pipe wall thickness 

TONCVE, T. . DAHJELBON. D Region 3, Office of Director 83/01/17 
Ip lAB??.-!?!! 24X Fiche 50-237.83/01/17.8301210099 


8301280194 Forwards LER B2-057/03L-0 

SCOTT.D J Commonwealth Edison Co 63/01/18 KEPPLER.xf 0 Region 
3, Office of Director Ip 16962 OIS 24X Fiche 30-237,83/01/18. 
8301280194 


—8301284198 LER 02-O97/O3L-O on 921224, pin hole leak found in 203 la 2lk 
feedwater heatar normal drain line Caused by etcessive 
movement of 203 feedwater heater normal drain line Hod 
to add sys restraint* initiated 

CHRISTEL.B Commonwealth Edison Co 83/01/18 Region 3. Offlri 
of Director Ip. 16962 016 24X Fiche 30-237,83/01/18. 

8301280194 


V Operator Eiamlnatlons 


8212220443 Oeneric Ltr 82-38 to all power reactor 1 Icensees, app I Icanti 
tor OLiNSS 6 reactor vendors b AE* re meeting to discuss 
recent developments for licensing eiams Advises that meeting 
will be held on 830211 re operator licensing Bve list end 
EISENHVr, D.O Division of Licensing 02/12/22 Consolidated 
Edison Ca of Mew Vart. Inc 12pp 16681 072 24X 

Fiche 50-000. 82/12/22.6312220443 


B3DI120076 Oeneric Ltr 83-01 ta power reactor licensees b applicants 
for OL re Qperator licensing eiam site visit Requests 
schedul* r* cxem requests espected for submittal prior to 
851231 for listed catager las. Sve list end 

EISEliHUT.D 0 Division of Licensing 83/01/11 Consolidated 

Edison Co. of flew Vorlt. Inc llpp 16093 243 24X 

Fiche 30-040,83/01/11,8301120078 
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DOCKET 50-243 OHEOQN STATE UtUV RESEARCH REACTOR 


H Qicneral corr eiponiience 


S3O124009S AcV receipt of NRC S21221 Itr re change in project managers 
All correspondence re reactor should be addressed to CH 
Mang 

UANOiC H Oregon State Unlv 63/01/18 THOMAS. C 0 
Standardi lati on U Special Projects Branch Ip 16S?0 245 a4X 
Ftche 30-243.63/01/18,0301340005 


P Operating license stage documents & correspondence 


Q30tS40076 Application to amend License R-IO 1 &. reduc ing amount of U-235 
from til 3 kg to 12 83 kg 

UANO. C H , PARSONS, T D Oregon State Unlv 83/01/18 THOMAS. C 0 
Standardl tation fc Special Projects Branch 4pp 16B<?0 101 24X 

Fictie 50-243,63/01/18,0301240078 


DOCKET 50-244 ROBERT EMMET OINNA NUCLEAR PLANT, UNIT 1 
F. Seeuritg, medical, emergency b fire protection plans 


OBI2D&034'9 Oeneric Ltr 82-33 to all licensees of operating reactors, 
applicants for QL b holders of CPs re Suppl 1 to NUREO-0737, 
“llettulreinents for Emergency Response Capability " 

NUnEG-0737i Supp t 1 b svc list end 

ElSENHUTiDO Division of Licensing 02/12/17 Consolidatod 
Edison Co Of Neu York, Inc 77pp ld>f,31 200 24X 

Flche 50-000,82/12/17,8212060349 


Q212220445 Generic Ltr 82-39 to all reactor licensees, CP holders 8, 
applicants for CPs re problems ui/subrai ttal s of 10CFR73 21 
safeguards info for licensing rovieiii Procedures re 
transmittal of info outlined Svc list end 

£I8ENHl)T,D 0 Division of Licensing 82/13/22 Consolidated 
Edison Co of Nou York, Inc 13pp 16690 021 24X 

Flche 50-000,62/18/22,8212220445 


63010S0176 Releases public version of revised emergency plan 
laiplomentlng procedures 

FELTON, J M Division of Rules and Records 02/12/20 Document 
Nanageaient Branch Ip 16680 047 24X Flche 50-244,82/12/20, 

8301080176 


~-B30I050l80 Foruiards public version of revised emergency plan 
imp If menting procedures. Including Procedures 0C~6O1 re 
unusual evsnt notification, 3C-602 re alert notification b 
8C-603 rs site emergency notification 
MAIER, J E Rochester Oas b Electric Corp 02/12/16 
CRUTCHFIELD, D Operating Reactors Branch 5 Ip 166QD 030 84X 

Flche 50-244,82/12/28.0301050176 


— 8301050183 Public version of revised emergency plan Implementing 
procedures, including Procedures SC-601 re unusual event 
tioti f ication, 8C-603 re alert notification b SC-603 re site 
emergency notification 

BD51NE, J Rochester Oai b Electric Corp 02/12/14 S3pp 
16680:051 24X Flche 50-244,02/12/28,0301050176 


mSOllTOdGS Forwards IE Insp Rept 50-244/82-24 on 821101-1205 b notice 
af violation 

BTAROSTECKt, R Division of Project b Resident Programs 83/12/28 
MAIER, J.E Rochester Oas b Electric Corp 2pp 16815 059 24X 

Flche 30-244,82/12/80,8301170493 


— S301I70497 Notice of violation from Insp on 821101-1205 

e Division of Project b Resident Programs. 62/12/28 Ip 
16815 061 24X Flche 50-244,82/12/28,0301170493 


— 830U70S01 IE Insp Rept 50-244/02-24 on 021101-1205 Noncomp 11 ance 
noted failure to maintain continuous fire watch b perform 
turvaillance testing within required frequency 
ZIMMERMAN. R P , KISTER.H B Division of Project b Resident 
Programs 82/12/17 9pp 16815 062 24X Flche 50-244.62/12/58, 

B301 170493 


B301 130006 Requests amend to Security Plan within 30 days of ltr 
receipt End comments withheld (ref I0CFR73 21) 

CRUTCHFIELD, D Operating Reactors Branch 3 63/01/11 MAIER. U E 

Rochester Oas b Electric Corp 8pp. 16793 019 24X 

F 1 Che : 50-244 1 03/0 1 / 1 1 . 830 1 1 30006 


63-01180254 Forwards change to 020928 proposed Tech Spec rev re position 
of Director of Security in mgt organliatlon chart 

HAIER. J E Rochester Oas & Electric Corp 03/01/11 CRUTCHFIELD. 0 
Operating Reactors Branch 5 Ip 16825 132 24X 

Flche 50-244.83/01/11.8301180254 


0301190385 Releases public version of revised Emergency Plan 
Implementing Procedure 

FELTON. -U M Division of Rules and Records 63/01/14 Document 
Management Branch Ip 16SS4 206 24X Ficha 50-244,83/01/14, 

0301190385 


— 8301190366 Forwards public version of Rev 5 to Emergency Plan 
Implementing Procedure 8C-410, "Insp of Emergency 
Equipment " 

HAIERi J E Rochester Gas b Electric Corp 63/01/05 
CRUTCHFIELD, D Operating Reactors Branch 5 Ip 16854 207 24X 

Flche 50-244.83/01/14.3301190363 


—0301190367 Public version of Rev 5 to Emergency Plan Imp lemon ting 
Procedure SC-4t0i "Insp of Emergency Equipment " 

BODINE, U C Rochester Oas b Electric Corp 82/12/29 14pp 
16654 20 a 24X Flche 30-244.83/01/14,6301190385 


0 Adjudicatory corrospondeitce 


5301040001 Forwards F6AR (NUREG-0821) b final SEP topic safety 
evaluation repts U/o end 

YOUNG. M A Hearing Branch 4 83/12/30 GROSSMAN. H . COLE. R F • 

LUEBKE, E A Atomic Safety and Licensing Board Panel Ip 

16637 1S3 24X Flche 50-244,82/12/30.0301040001 


\) Insurance U Indemnity information 


6301040255 Forwards Endorsements 84 b 71 to NELIA Policy NF-170 b HAELU 
Policy MF-47, respectively 

SINIsi.J M Karsh b McLennan, Inc , M b H Nuclear Consul tants > Inc. 

Div 82/12/30 SALTZMAN, J D Assistant Director for State b 
Licensee Relations Spp 16639 164 24X Flche 50-244.62/12/30, 

8301040255 


P Operating license stage documents b correspondence 


6212060356 Generic Ltr 82-30 to all lie ensees ■ applicants for OL b 
holders of CPs re filings concerning tOCFRSO production b 
utiliiatlon facilities Current listing of branch assignments 
for nuclear reactor projects b svc list end 

EISENHUT, D O Division of Licensing 63/12/28 Consolidatod 
Edison Co of New York. Inc llpp 16868 001 24X 

Flche 3 0-000, 02/ 1 2/28, 82 1 20603 56 


8301040709 Responds to 620920 Generic Ltr 82-16 re NUREO-0737 Items 
Of 13 1 terns, 1 i not applicable or reviewed under other topic 
submittals Item 2, "Limit Overtime" b Item 13, "Reporting 
Safety b Relief Valve Failures" implemented 

MAIER, J E Rochester Oas b Electric Corp 82/12/89 CRUTCHFIELD. D 
Operating Reactors Branch 5 2pp 16643 129 24X 

Flche 30-244,62/12/29.8301040708 


8301100023 INTEGRATED PLANT SAFETY ASSESSMENT REPORT-BYBTEMATIC 
EVALUATION PROORAM R E Oinna Nuclear Power Plant Backet 
No 50-244 (Rochester Oas b Electric Corporation) 

* Division of Licensing NUREO-0821 62/12/31 Slipp Available 
at NRC »tl 00 16748 001 34X Flche 50-244. 62/12/31 . 8301 1000S3 


0301130043 Forwards "Design Codes. Design Criteria b Loading 
Combinations (SEP. III-7 5), RE Oinna Nuclear Power Plant." 
final Technical Evaluation Rept 

CRUTCHFIELD, 0 Operating Reactors Branch S 83/01/04 MAIER. J E 
Rochester Oas b Electric Corp 2pp 16790 001 24X 

Flche 50-24 4. 83/0 1 /04, 630 1 1 30043 


— 82060301S3 "Design Codes. Design Criteria b Loading Combinations (BEP. 
III-7 8). RE Oinna Nuclear Power Plant." final Technical 
Evaluation Rept 

sriLUELL. T C Franklin Institute/Franklin Research Centor 
NRC-Oa-79-1 18 TER-C5257-322 82/05/27 PERBINKO. D NRC - No 

Detailed Affiliation Given 200pp 16790 004 24X 

F 1 c )i e 50-24 4, 03/01/04. 8301130043 


8301180293 Notifies that Franklin Research Ctr 820523 technical 
evaluation rapt re environ qualification of electrical 
equipment contains proprietary Info Justification for 
withholding will be provided by 830301, 

MAIER, J B Rochester Oas b Electric Corp 03/01/10 CRUTCHFIELD, D 
Operating Reactors Branch 5 2pp 16825 300 24X 

Flche 50-244.03/01/10,8301100293 


8301310142 Forwards review of acoustic monitoring of steam gensratarb 
during plant startup Uestlnghouse metal impact Monitoring 
sys recorded Impacts from steam generator B Signal 
characteristics did not indicate Impacts in tubing 

MAIER. J E Rochester Oas b Electric Corp 03/01/24 CRUTCHFIELD. D 
Operating Reactors Branch 5 43pp 16964 333 24 X 

Flche 50-244,03/01/24,8301310142 
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620I3IO322 Fpru^rilt info coinplctlng r«sponsc to 811230 SER r* SEP 
Topic lll-li "OuAlitij Qroup Classification of Companonts Si 
Sgs ” Topic coriplots 

MAlERiJ £ Roehtsttr Qas Sc Eltctric Corp S3/'01<'24 CRUTCITPIELD. D 
Opsrating Riactors Branch S 13pp I69&3. 09B 24X 

Fteh* 80-244.83/01/24^0301310322 


8301310348 Foruards rtsponse to KRC 621209 Itr rs valut-lnpact anal ps Is 
of rocomoiendatl ons concarning siaam gpnarator tub« 
depravations Sc. ruptur* events pir Otnirlc Ltr 92-32 

HATER. J e Rochestar Oai & Electric Carp 83/01/24. CRUTCHFIELDi i> 
Oparatlnj Reactors Branch 3 6pp lSi9&3 074 S4X 
Ficha 50-244.83/01/24.8301310340 


Q Inspection reports. IE Bulletins Si correspondence 


9208190269 IE Info Notice 02-31. “Over* ipoiuras In PUR Cavities '' Sve 
lift end 

DEVOUMO.R C Director's Offiee. Office of Inspection and 

Enforcement 62/18/21 Consolidated Edison Co of Niu Yort. Inc 

Ittpp 16689 239 24X Fichc SO-000. 82/12/21. 8209190269 


9212060331 IE Info Notice 82-52. "Eiiuipatant Environ Oua 1 1 f 1 cati on 
Tasting Eiperltnce - Updating of Test Euneiariei Previouilg 
Published In IE Info Notice 81-2? " 8vc list end 
JORDAN.E L Division of Engineering & Ouality Assurance IPre 
6301031 92/12/21 Consolidated Edison Co. of Neu York. Inc 

llSpp 16691 089 24X Firhs. 30-000.92/12/21. 8212060331 


9212060350 IE Info Notice 82-33. "Main Tranifaratr Failures et North 
Anna Nudsar Pcuiir Station “ 8vc list and. 

VORDANiE t. Division of Engineering 6 Quality Assurance (Pre 
8301031 92/12/32 Consolidated Edison Co. of Neu Yorii Inc. 

114pp 16730 017. 24X Fichc 50-000.82/12/22.9212060350 


9209190275 IE Info Hotlca 82-&4i ’'Ucstinghous l NBFD Relag Failures in 
Reactor Protection Sys " Sve list end 

.JORDAN. E L Division of Engineering t. Quality Assuranct (Pra 
890103) 03/12/27 Consolidated Edison Co of Nsui York. Inc 

llOpp 16962 139 24X FUhs ’ 50-000, 02/12/27. 9200190273. 


6200190273 IE Info Notice 62-53, "Seismic Qua 1 1 f ieati on of Nts t Ing house 
AR Relay U/Latch Attachments Used in Uestlnghouse Solid 
State Protection 8ys " Sve list end 

vJOROANi E L Division of Engineering L Quality Assurance IPre 
8301031 92/12/28 Consolidated Edison Co of Niu York. Inc 

10?pp 16969.014 24X Ficht. 30-000. 82/18/28. 8208190273 


9301170493 Forwards IE Insp Ript 30-244/92-24 on 921101-1205 ti notice 
of vlo-lation 

BTAROSTECKI. R Division of Project t, Resident Programs. 82/12/20 
MAlERiJE Rochester Oas «, Electric Corp 2pp I6ei3'039. 24X 

Fiehe 30-244.92/12/28,9301170473 


--9301170497 Ndtlce of violation from insp on 821101-1803 

• Division of Project ti Resident Progrant. 92/12/29 ip 
16913 061 24X Flcht 50-244. 92/12/88,9301170493 


~8301t70S01 IE Insp Rept 50-844/82-24 on 921101-1203 Nonconpl iance 
noted failure to maintain continuous fire uatch 4i perform 
turvtlilanea testing ulthin rtgulred frtguency 
ZIK-ICAHAN.R P , KISTER, H B Division of Project (< Resident 
Programs 92/12/17. ?pp 169i3’068, 24X Flch e 30-244, 08/12/29. 

9301170493 


6212060334 IE Info Notice 92-56, "Robertshaw Tharmos tat ic Flou Control 
Valves '' Sve list end 

JOROAN.E L Division of Engineering & Qua! ity Assuranca IPra 
630103 ) 62/12/30 Consolidated Edison Co of New York., Inc 

tllpp I67SB 137. 24X Flche 30-000,02/12/30.9212660334 


8301310095 Responds to IE Bulletin 02-04. "Os fieicnc i e s in Primary 
Containment Electrical Penetration Assemblies " No 
Bunter-Ramo eJictrlcal containment penetrations installed 
at facility 

HAIER.J £ Rochester Oas 4, Electric Carp 83/01/23 NRC - No 
Oatailed Af fl Ida tlen OIvsn Ip. 16966,061 84X 

Flche: 50-244, 93/01/23, B3013I009S. 


R Periodic operating riports 6 related correspondence 


8301270297 Foruards Monthly Operating Rept for hlov 1992 

BNQId, D A Rochoiter Oas & Electric Corp, 02/12/06 Division of 
Data AutomitJon & Management Information Ip 16933 119 24X 

FIcha- SO-244, 92/12/06, 8301270277 


— 830(270303 Monthly Operating Rept for Nov 1992, 

MCKAHARA, A E Rochester Oas i< Electric Corp 02/12/06. 9pp 
16733 180 24X Flche 90-244,02/12/06,8301270297. 


T Hearing transcripts on non-ant Itrust matters 


8301110302 Foruards proprietary transcript of Design Revleu Board 
620?IS'16 meeting re proposed steam generator sleeving 
program Transcript supersedes 821027 uneorrected version 
End uithheid (ref iOCFR2 790J 

HAIER.J E Rochester Oas «. Electric Corp 83/01/07 CRUTCHFIELD, 0. 

Operating Reactors Branch 5 Ip 16743 272 24X 

Flche 50-244,03/01/07,8301110302 


V Operator Eiaminatlons 


8212270443 Generic Ltr 82-38 to all pouer reactor 1 ic ensees, app 1 icants 
for OL, N58 ic reactor vendors 6 AEs rs meeting to discuss 
recent developments for licensing exams Advises that masting 
uijt be held on 630211 re operator licensing Bve list end 
EISES'HUr, 0 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York, Inc 12pp 16661 072 24X 

Flche 50-000,62/12/22,0212220443 


B301I20D78 Ocneric Ltr 83-01 to pouer reactor licentees L applicants 
for OL re operator licensing exam site visit Regussts 
echedula ra exam requests expected for submittal prior to 
951231 for listed categ or ie ■ Sve list end 

EISENHJT.D.G Division of Licensing 83/01/11 Consol Ida ted 
Edison Co of Nee,/ York, Inc 11pp. 16693 243 24X 

Flche 30-000,83/01/11.0301120078 


DOCKET SO-245 MILLSTONE NUCLEAR POWER STATION, UNIT 1 


D NRC Draft/Final Environmental Statements, suppls 6 correspondence 


6301160404 Foruards revleu of June 1973 FES, in preparation for 
canvertlon to full-term OL No significant changes noted 
C0LIN9IL, W 0. j CAONETTA, J P Northeast Nud aar Energy Co fsubs of 
Northeast Utl 1 Itles ) COUNStL, N 0 Northeast Utl Utles B3/0I/M. 
C RUTCHF I ELD, D Operating Reaetore Branch 9 48pp 16924 103 24X 

Fiehe, SD-24S. 93/01/11.8301100404 


F Security, medical, emergency b fire protection plans 


8301140163 Foruards Emergency Plan Evaluation Rept to be added to 
620611 IE Emergency Preparedness Appraisal Repts 
30-243/82-01 6 30-336/92-01 as App C 

PA9AN0.F. G Division of Emergancy Preparedness (Pre 830103). 
82/12/21 HARTINrT. T Division of Engineering b Technical Program* 
Ip 16009 006 24X Flche 30-243,62/12/21,9301140163 


--63D1140I61 Foruards Emergency Plan Evaluation Rept for IE Emergency 
Preparedness Appraisal Repts 30-243/92-01 b 30-336/82-01 
Plan should more clearly illustrate interrelationships 
hetuecn each operational organiiation 

HARTINrT T Division of Engineering b Technical Programs 
03/01/03 COUNSIL.W 0 Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 43pp 16809.007 24X Flche 30-243. 

62/12/21.9301140163 


8212220443 Generic Ltr 82-3? to all reactor licansess.CP holders b 
applicants for CPt re problems w/subfflittals of 10CFR73, 21 
safeguards info for licensing revlau Procedures re 
transmittal of info outlined Sve list end 

EISENKUT. D 0 Division of Licensing 02/12/22 Consolidated 
Edison Co of Neu York. Inc 13pp, 16690 021 24X 

Flche 30-000,82/12/22,8212220445. 


6301040436 Ac k receipt of 821215 ltr Informing NRC of steps taken to 
correct violations noted In IE Emergency Preparedness 
Appraisal Repts 50-245/02-01 b 30-336/82-01 

MARTIN, T T Division of Engineering b Technical Programs 02/12/30 
caUNSILi W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) ip 16647 167 24X Flche- 30-243, 92/12/30, 0301040436 


"03O1O4D4SO Responds to NRC 620611 ltr re violations notad in IE 
Emergency Preparedness Appraisal Repts 30-243/62-01 b 
30-336/62-01 Corrective act Ions: emergency plan revised to 
reflect assignment of responsibilities for malnt 
COUNSIL.W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities). COUNSIL.W G Northsast Utilities 62/12/15 
SMITH, 0 H. Division of Emergency Preparedness b Operational 
Support 4pp. 16647-168 24X Flc he. 30-245, 62/12/30, 63010 40436 


0301120172 Submits interpretation of final Emergancy Planning Rule re 
reviled Section IV F of App E to lOCFRSO Exemption from 
requirements of Siction IV F requested 

COUNSIL.W 0., CAGNETTA.J P Connecticut Yankee Atomic Power Co. 
COUNSIL.W 0 Northeast Nudaar Energy Co, (subs of Nertheaet 
Utilltlss) 82/12/30. E18ENHUT, 0 G Division of Licensing. tOpp 
16776.087 24X Flc ho, 50-000. 02/12/30, 8301 120172 
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B30I1I0476 Respanda to 021001 <. 30 lira re independent audit af 
1 Icenaeo omergoncy plana U aaPeguards contingency plana No 
chdingea to Tech Speca tParrantBd since annual audits of 
>ct«rgency t< aecuritij plans porformed per lOCFRSO 5d(t) 

COUKSILiO 0 Connecticut Yankee Atomic Power Co CauNBIL. H G 
Narthoast Nuclear Energy Co (subs of Northeast Utilities) 
COUHSIL.UO Northeast Utilities 83/01/05 EISENHUTiDG 
Division of Licensing 3pp 1&743 036 24)( Fiche 50-000,83/01/05, 

0301110476 


03011200V2 Forwards draft SEFIs re App R exemption reiiuosts Decision on 
followup action ro exemption denials requested within 3 wks 
CfttlTCHFirtD. D Operating Reactors Drench 5 83/01/06 CQUNSIL, W G 

Hortheast Nuclear Energy Co (subs of Northeast Utilities) 72pp 
16760 321 2qx Fieho 50-243, B3/0i/06i 8301 1 20072 


8301040229 Updates 820922 1 tr re SEP integrated assessment including 
info on Topics UI-4 re containment isolation sys t VlI!-3 E 
re dc pojer sys bus voltage monitoring !, annunciation 
COUNSILi N G < OPEKAi J F Northeast Nuclear Energy Co (subs of 
Northeast Uti I ities ) COUNSIL.NG Norths as t Ut 1 1 1 1 1 es 82/12/27 
CRUTCHFIELD, D Operating Reactors Branch S 4pp 16630 2l0 24X 

Fiche 50-245,02/12/27,0301040227 


B212060356 Generic Ltr 82-30 to all I i c ensee s , app 1 1 cants for OL T, 
holders of CPs re filings concerning lOCFRSO production 6 
utiltiation facilities Current listing of branch assignments 
for nuclear reactor projects !< svc list enc I 

EI8ENHUT, 0 G Division of Licensing 82/12/20 Consolidated 

Edison Co of New York, tnc llpp 16868 001 24X 

Fiche 50-000,82/12/28,0212060356 


6301100155 rorviftrds Rev 15 to mod ifiod amended Security Plan Rev 
withheld (rof 10CFR2 770 6 iOCFR73 21) 

COUNSILalrl O NO'rthaast Nuclear Energy Co (subs of Northeast 
Utilities) CaUN3IL,H Q Northeast Utilities 03/01/12 
ElSENNur. D 0 Divlaion of Licensing Ipp 16831 33? 24X 

Fiche 50-245, 03/01/12, □301100155 


B30I3I0037 Forwa,riJs Rev 10 to modified amended Security Plan Rev 
Mlthheld (ref 10CFR2 7<?0 ) 

CCKJNSIL.M 0 . CAONETTA, J P Northeast Utli ities 83/01/17 
ejBEKKUTiD 0 Division of Licensing Ip 16765 270 24X 

FicA* 50-245. 03/01 /I*?, 8301310059 


Q Advisory Ccmmittco on Reactor Safeguards reports tt correspondence 


6301170965 Defines moaning of implication that plant-specific PRAs were 
rot any more useful than mo're limited risk analyses 
developed for other SEP plants, per ACRS 821213 ltr re SEP 
integrated assessment 

EflfiaT.M L Assistant Director for Technology Review 03/01/12 
DENTON, H n Office of Nuclear Reactor Rogulation, Director 2pp 
16862 293 HdX Fiche 50-245, 63/01/12,8301170165 


— 8301190227 Discusses ACRS 021209 meeting re issues t. resolutions 
described In facility Integrated Assessment Rept Dtv of 
Safety Technology concurrence in final assessment 
anticipated 

rtlRA(}LIA,F J Assistant Director for Safety Assessment 
ERIIST.II L Assistant Director for Technology Review 02/19/28 
ElOENliUT, D O Division of Licensing 2pp 16062 275 24X 

Flcha. 50-245, B3/0I/ia, 8301190165 


8301060067 AdN i ses that training on EGG Polographic Analyier Hadel 
384-4 will not be completed until 830331 due to difficulties 
involved in identifying hardware capable of properly 6 
safely measuring chloride concentration in reactor coolant 
COUNSIL, U G , CAONETTA, J P Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL, U G Connecticut Yankee Atomic Power 
Co 92/12/30 CRUTCHFIELD, D Operating Reactors Branch 5 
CLARK, R A Operating Reactors Branch 3 2pp 16670 225 24X 

Fiche 50-000,89/12/30,8301060069 


0301210237 Comments on draft, ‘'Guidelines for Preparing t, Implementing 
In-Plant Drill Programs for Nuclear Power Plants “ Actual 
plant equipment should not be used in conducting training 
drills 

COUNSIL, W 0 Northeast Utilities 03/01/07 DIRCKB.W J Office of 
the Executive Director for Operations ip 16874 005 24X 

Fiche 50-000,83/01/07,0301210237 


0301210339 Forwards SER t, technical evaluation rept re NUREC-0737, TMl 
Items 1 A 2 1 V II B 4, "Upgrading of Reactor Operator h 
Senior Operator Training" t "Training for Mitigating Core 
Damage," respectively 

CLARK, R A Operating Reactors Branch 3 03/01/07 COUNSIL. H 0 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 3pp 
16905 207 24X Fiche 50-945,03/01/07.0301210337 


0301210341 Safety evaluation of util response to NUREG-0737. 1 tens 

1 A 2 1 6 II D 4, "Upgrading of Reactor Operator t, Senior 

Reactor Operator Training" 5, "Training for Mitigating Core 
Damage," respectively 

• Office of Nuclear Reactor Regulation, Director 03/01/07 3pp 
16985 207 24X Fiche 50-245,03/01/07,8301210339 


0301980540 Bummer lies ACRS 673rtJ meeting on 830106-00 re ACRS rept on 

facility BEP review Use of plant-specific PRA, developed as 
part of Interim Roliabiiity Evaluation Program clarified 
RAVi J J ACRS - Advisory, Committee on Reactor Safeguards 
03/01/11. DIRCKB.W J Office of the Executive Director for 
Operations. 2pp 16862 30 7 24X Fiche 50-245,03/01/12, 

6301190165 


P Operating license stage documents t* correspondence 


G30U00050 Responds to FOlA request for 19 categories of documents re 
Facilities Repts re MARCH code may he purchased from NTIS 
Poruardi documents Listed in App A Search for Items 3,6,7,9i 
tl $c 12 identified In request continuing 

FELTON, J H Diviaion of Roles and Records 82/12/07 HIATT, S L 

Ohio Cltiiens for Reuponsibio Energy 5pp 16754 003 94X 

Fiche 50-000,82/12/07.8301100050 


— 0301100044 Discusses mods to concrete ceiling in stack destroyed during 
hydrogen detonation in Dec 1^77 Mods consistent w/steps 
outlined In DC Suiltrer Dec t?77 Ur to BH Grier 
FERLANO.E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) FERLANO.E J Northeast Utilities 70/04/21 
GRIER, R H Region l. Philadelphia. Offlcs of the Director 2pp 
16754 H07 24X Fiche 50-000.02/12/07.0301100050 


— 8301100090 Forwards preliminary evaluation of available info re offsite 
concentrations of airhortio particulate activity associated 
w/facilitii operation Raconunends licensee be requested to 
sub-siit rept on anomalous stack release Tates during startup, 

DENTON. H n Atomic Enor-gy Commission 71/00/17 BOYD, R 3, 

Atomic Energy Commission llpp 16754 057 24X 

Fiche 30-000. ea/ 12/07, B301 100050 


0301030240 Forwards addl info re adequacy of station electric 
tflstrlhutlon sys voltages, per B20615 request ,,, 

C0UN8IL, W O Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL. W O Northeast Utilltlee 82/12/22 
CRUTCHFIELD. D Operating Reactors Branch 5 CLARK, R A Operating 
n”«tdrl Branch T il.V 005 24X Fiche 50-249,02/12/22. 

0301030240 


— 9301210342 "Improvements in Training J. Requal if ication Programs as 
Required by TMI Action Items, I A 2 I 1 11 8 4,’’ technical 
evdlu^tiOTi reQt 

* Science Applications, Inc NRC-03-B2-076 62/08/17 N«C 

No Detailed Affiliation Given 14pp 16005 292 24X 

Fiche 50-245,03/01/07,0301910339 


301170289 Submits requested info re reactor vessel high water level 
feedwater pump trip Device installed during last outage to 
prevent reactor vessel overfill t preclude future water 
hammer events in Isolation condenser sys „ , k, 

CaUNSIL.HG, CAONETTA, J P Northeast Nuclear Energy Co 'sub* of 
Northeast Utilities) COUNSIL, W O ^-Ttheast Utilities 83/01/11 
CRUTCHFIELD) D Operating Raactgra Dranch 5 2pp 160^6 0/(J 


101900057 Application for amend to License DPR-21 , proposing changes to 
Tech Specs providing ensurance of adequacy of station 
electric distribution sys voltages . u xu .a 

COUNSIL, WO Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL, H 0 Northeast Utilities ^3/01/19 
CRUTCHFIELDr 0 Oparatirig Reactors Branch 5 2pp leaaa 


-9301200061 Proposed changes to Tech Specs providing ensurance of 
..deouacu of station electric distribution sys voltages 
* Northeast Utilities 83/01/19 7pp 16063 214 24X 

. fx - X an^OAK^. d'i/nA / I 2e 1200057 


11200009 Forwards util review of SEP Topic n-3 D !. Capabil ty 
iperating Plant to Cope M/Deslgn Basis Flooding Conditions 
3iL adeLately protected from local PHP runoffi water would 
be diverted to discharge canal or Long I*lan'< Sound t 

COLINSJL/W G Northeast Nuclear Energy Co (subs of Northeast 
Jtmties) C0UN3IL,H0 Nor t hoas t Uti U t i a s B3/01/13 

IRUTCHFIELD, D Operating Reactors Branch 5 4pp 16063 


24X 


9301250693 Bummary of 021217 meeting ui/QE >< Hayk I Owners Group in 
Bftth»8daiMD re lupprea^ion pool Ucal to bulk temp 
rflfftTence analysis ^ single vent lateral chugging load 
SlEOELrB Operating Reactors Branch 2 83/Ol/lEl -5^^^ /to 
R^actt;® Dra^^h 2 ®55pp 16907 S25 24X Fiche 50-000.93/01/13. 

0301250673 
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DOCKETED ITEMS 


OSOlSeOlSO DifCusfcs analgsit to aiseti pcT'f o rnance oF care sprag 4ys 
u/Agpothetlca 1 3/32-fn<rh tract around sparger arm 
cirtumt'arence Clamp installed to limit tract near sparger 
junction bat detected during 1983 reFuellng outage 

COONStL.W O < CACNETTAi J P iJorfcheast Mud ear Energg Co isubs of 
Northeast Uti 11 ties) COUNSILiHO No rthea s t Ut i i i 1 1 e s 33/01^10 
CBOrCHFieUD- D Operating Reactors Branch 5 Ip 16939 137. 34X 

Flrhe 30^245. 83/01 /IB. BOO SBOOJ33 


83O12503S0 Fortiards request for addi info re containment leak rate 
continuous monitoring to complote review fieeponse requested 
within 90 dags of 1 tr receipt 

CRlirCHFIELD. 0 Operating Reactors Branch 5 03/01/21 COUNSIL.WO 

Rorthpeast Nuclear Energg Co fsohs of Northeast Utilities) 3pp 
16897 243 24)i Fiche 30-243. 03/01/21.8301250350 


0 Inspection reports. IE Bulletins & correspondence 


B30t040S3a Furuards addl info re IE Bulletin 80-11, "Masonrg Nall 
Design.” in response to MRC 820920 Itr H/10 oversiie 
drawings Aperture cards are available in PBR 

COliNSIl-.ll 0 Connecticut Vankee Atomic Power Co COUNSILi N 0 
Northeast Nuclear Energg Co (subs of Northeast Utilities) 

COUNSIU.W 0 Northeast Utilities 02/12/03 CLARK, R A Operating 
Reactors Branch 3 CRUTCHFIELD, D Operating Reactors Branch 5 
404pp 16644 030 24X Flche 50-000,02/12/03.0301040530 


8301100030 Responds to FOIA request for 12 categories of documents re 
facilities Repts re NARCH cede may be purchased from WTIS 
Forward’s documents listed In App A Search For Itoms 3, 6, 7.9, 

11 & 12 identified in request continuing 

FELTO.N.JH Division of Rules and Records 82/12/07 HIATT, S L 

Ohio Cltiiens for Responsible Energy 5pp t6754'003 24X 

Fiche 30-000.82/12/07.0301100050 


— 8301100057 Provides status of licensee responses to IE Bulletin 78-03, 
"Potential Espioilve Gas Miiture Accumu la turns Associateif 
Id/QNR Offgas Sys Operations. " per 780035 Itr 

BRUNNER. E J Region 1. Philadelphia. Reactor Dperations Nuclear 
Support Branch 73/09/07 WOODRUFF, R H Office of Inspection fc 
Enforcement, Office of the Director Ip 16754 229 24X 

Fiche 50-000,02/12/07,8301100050 


— 8301100064 Advises that action on IE Bulletin, 78-03. "Patential 
Eiptesive Oas Nisture Accumulations Associated W/ONR Offgas 
Sgs Operations," comp 1 e ted. Inc luding reviews of licensee 
responses It offgas sys Bummaries of offgas sgs end 
JORDAN, E L Office of Inipectien b Enforcement, Office of the 
Director 76/11/29 ORIHES. 0 (i Assistant Director for Engineers 
U Projects (Pre 790625) 37p p 16754 240 24X 

FlCbe 50-000.82/12/07.0301100050 


— 0301100163 Foruards IE tnsp Rept 50-245/77-33 on 771213-16 8 22-23 No 
none amp 1 lance noted 

BRUNNER. E J Region 1. Philadelphia, Reactor Operations Nuclear 
Support Branch 78/01/16 BHITZER.DC Northeast Nuclear Energy 
Cp (subs ef Northeast Uti li ties! 2pp 16754. 113 24X 

Fiche 50-000,02/12/07,8301100050 


— B3DH00169 IE Insp Rapt 50-245/77-33 on 771213-16 ft 22-23 No 
noncomp I lance noted Major areas Inspected 771213 offgas 
esp J os I ensi inc I ud mg probable cause, corre ctive actions, 
emergency plan Implementation !< radiological assessments 
SHEDLOSKT, J T , KQTTAN, J J , MCCABE, E C Region 1, Philadelphia. 
Reactor Operations Nuclear Support Branch 70/01/16 34pp 
167S4 115 24X Fiche 50-000,32/12/07,8301100050 


— 8301100187 Advises that IE Bulletin 7B-03i "Potential Explosive Oas 
Ifliture Accumulations Associated W/SifR Offgas 6ijs 
Operations. ” has been sent to listed OL holders for action U 
to lilted CP holders for info Sample Itrs enc 1 
ORIER.Q H Region 1. Ph i lade Iph ia. Office of the Director 
78/02/10 Division of Reactor Operations Inspections 6pp 
16754 191 24 )( Fiche 58-000.32/12/07.8301100050 


'8301100267 Forwards IE Bulletin 78-03. "Potential Esploslvd Gae Misture 
Accumulatlans Associated N/BNR Offgas Sys Operations " 

Action required K/o and 

GRIER.B H Region 1. Phi Jada Iphia. Office of the Director 
78/02/10, BHITZERiDC Northeast Nuclear Energy Co (subs of 
Northeast Utilities) Ip 16755 036 SAX Fiche 30-000. 82/ 1 2/07, 
6301100050. 


B3D10407BI Forwards IE Insp Rafts 50-S4S/B2-22 ti 30-336/82-24 on 
020926-1120 No noncomplianc e noted 

STABDSTECKl.R Division of Project t< Resident Programa 02/12/17 
COUNSIt., N 0 Northeast Nuclear Energy Co (subs, of Northeast 
Utilities) 3 pp 16640 086 24X F I che. 50-245. 82/12/ J 7, 8301040781, 


4 

—8301040799 IE Insp Repts 50-2,15/02-22 i 50-336/02-24 on 020926-1120 Kb 
noncomp 1 ienc e noted Major areas inspected evaluations of 
plant opera tl ons. refue 1 ing. equ > pirent alignments 6 readiness, 
radiation p ro t ec t ion, pliysica 1 security 6 fire protection 
8HEDLQ5KY, J T . LIPIN3KI.D.R , EUSA8SER. T C Division of Projects, 
Resident Programs 82/12/09 21pp I664S 080 24X 

Fiche 50-245.82/12/17,8301040781 


0208190269 IE Info Notice 82-5t. '‘Overe iposuros in PWH Cavities *' Sve 
list end 

DEVOUNO, R C Director's (Iffiee, Office of Inspection and 

Enforcement 02/12/21 Consolidated Edison Co of New York. Inc 

lllpp 16689 239 24X Fiche 50-000,02/12/21,8208190969 


8212060351 IE Info Notice 82-52. "Equipment Environ Oual i f icat i on 
Testing Erperlence - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " Sve list end 
JORDAN, E U Division of Engineering & Quality Assurance (Pre 
B30I03) 02/19/21 Consoi Ida ted Edison Co of New York. Inc 

lISpp 16681 088 24X Fiche 50-000,02/12/21,0212060351 


8301140165 Forwards Emergency Plan Evaluation Rept to be added to 
820611 IE Emergency Preparedness Appraisal Repts 
50-245/82-01 & 50-336/82-01 as App C 

PASANOfF B Division of Emergency Preparedness (Pro 830103) 

02/12/21 MARTIN.! T Division of Engineering N Technical Programs 
Ip I6B09 006 24X Fiche 50-245. 82/12/21.8301140165 


— 8301140181 Forwards Emergency Plan Evaluation Rept for IE Emergency 
Prepare dnas s Appraise 1 Repts 50-24 5/82-01 & 50-336/82-01 
Plan should mare clearly illustrate interrelationships 
between each operational organization 

MARTIN. T T Division of Engineering Technical Programs 
63/Ol/OS COUNSIL.W 0 Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 45pp 16809 007 24X Fiche 50-245, 

82/12/21,8301140165 


821 2060350 JE Info Notice 82-53. "Main Transformer Failures at North 
Anna Nuclear Power Station " Sve list encl 

JORDAN, E L Divitlon of Engineering i, Quality Assurance (Pre 
030103) 02/12/22 Consolidated Edison Co of New Vork, Inc 

lUpp 16750 017 24X Fichie 50-000,02/12/22.8212060330 


8208190273 IE info Notice 82-54, "MestinghoCis a N6F0 Relay Failures in 
Reactor Protection Sys ” Sve list encl 

JOflOAN.E L Division of Engineering A Quality Assurance (Pre 
8301031 82/ J 2/27. Conciol i dated Edison 'Co of New York. Inc 

llDpp 16962 139 24X Fiche 50-000.82/12/97,8208(90275 


B90SJ9D273 IE Info Notice 62-S5, "Beismic Qua H f.ica ti on of Weotinghouse 
AR Relay U/Uatch Attachments Used in Uestlnghouse Solid 
State Protection Sys " Sve list encl. 

JORDAN. E L Division of Engineering 4, Quality Assurance (Pre 
8301D3) 89/19/28 Consolidated Edison Co of New York, Inc 

ia9pp 16069 014 24X Ficiie 50-000.82/12/28,8208190273 


8212060354 IE Info Notice 62—56, "Rober tshaw Thermostatic Flow Can'trol 
Valves ” Sve list encl 

JOROAN.E.L Division of Engineering & Quality Assurance (Pre 
830103) 62/12/30 Consol idatsd Edison Co of New York. Inc 

lllpp 16758 137 24X Fiche 50-000,02/12/30,8212060354 


0301040436 Ac k receipt of 821215 Itr I'nformlng NHC of steps taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Repts 50-245/82-01 b 50-336/82-01 

MARTIN, T T Division of Engineering U Technical Programs 82/12/30 
CDUNBILi W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) Ip 16647 167 24X Fiche 50-245,82/12/30,0301040436 


— 8301040450 Responds to NRC 020611 itr re violations noted in IE 
Emargsney Preparedness Appraisal Repts SO-245/02-01 b 
50-336/52-01 (^grrective actions* e.fflergsncv plan revised to 
reflect assigrJaetit of responsibilities for maint 
COUNSIL.U 0 Northeast Nuclear Energy Co (subs of Nortiieast 
UtiUtiesl CflUNSIL.W 0 Northeast Utilities 82/12/lS 
SMITH, O.K Division of Emergency Preparedness It Operational 
Support 4pp. 16647-168 24X FI che 80-245, 82/ 12/30. 0301 040436 


R Periodic operating reports ti related correspondence 


83012700(2 Forwards Monthly Operating Rept for Nov 1982 

MR0C2KA.E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MROCZKArE J Northeast Utilities 82/12/15 Office 

of Resource Management, Director ip. 16935 139 24X 

Fiche' 50-245, 02/12/15.8301270012 


— 0301270016 Monthly Operating Repb for Nov 1903 

HARRAN. 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 82/12/15 Spp 16935:140 24X Fiche- 50-245, 
02/ 1 2/ 1 5. 830 1 2 700 1 2 
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G Reportdble -occuri'encesi LERs t< related correspondence 


esOllOOOSO Raeponds to FOIA request for 13 categories of documents re 
facilities Repts re MARCH code may be purchased from NTI8 
Forwards documents listed in App A Search for Items 3r 6i 7> 9 j 
11 & IS Identified In request continuing 

FEUTO’IjJ M Division of Rules and Records 02/12/07 HIATT. S L 

Ohio Cltliens for Responsible Energy Spp ld>734 003 S4X 

Flche 30-000.82/12/07.0301100050 


— 8301100108 Requests confirmation of NRC understanding of listed actions 
to be taken by licensee re 771313 detonations of Combustible 
gases in offgas sys t> stack basement, per 771214 telcon 
iQRIERi B H Region 1. Philadelphia. Office of the Director 
77/12/14 SUITZER. D C Northeast Nuclear Energy Co (subs of 
Northeast UtHtties) 2pp 16754 071 24X Fiche 30-000,02/19/07. 

8301100050 


— 8301100113 PN0-77~22O On 771213. eiplosions occurred in offgas eys ti 
stack bldg Site emergency initiated It local authorities 
notified Mo airborne problem anticipated Injured individual 
taken to hosp for eiam Plant proceeding to cold shutdoun 
BIDINOER. O . CUNNINGHAM, L J , HIGGINBOTHAM, L Office of Inspection 
4 Enforcement, Office of the Director 77/12/13 2pp 16754 073 
S4< Flche 50-000.82/12/07,8301100030 


— 8301100126 Forwards response to NRC 771214 Itr re 771213 hydrogen 
detonations in offgas sys & stack base Expeditious revleie 
requested to removo limitations imposed on facility 
operation 

GHITZERiD C Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 6UITZER, D C Nor thea st Utl 1 1 ties 77/12/22 

ORIER.O H Region t. Philadelphia. Office of the Director. 9pp 
16754 077 24X Flche 30-000. 82/12/07, 8301 iOOOSO 


— 8301100131 RO 77-40/lP on 771213. tuio detonations occurred in offgas sys 
Cr stack bas e. resul t Ing in radioactive release t. injury to 
one employee Cause not stated Site emergency declared 
Detonations posed no significant environ threat to public 
FERLAND. E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities! FERLAND.E J Nor tbeas t Uti I 1 1 ies 77/12/14 
ORIER.B H Region 1. Philadelphia. Office of the Director 2pp 
16754 006 24X Fiche 30-000,82/12/07,8301100030 


— B3QII00138 Concurs that normal operations may be resumed iii/no threat to 
health tc safety of general public or site workors, per utii 
771222 response to NRC 771214 Itr re 771213 offgas sys 
detonat 1 one 

ORIER. B H Region 1. Philadelphia. Office of the Director 
77/12/23 SHirZER.D C Northeast Nuclear Energy Co (subs of 
kfortheast Utilities) Ip 16734 OBB 24X Flche 50-000. 82/ 12/07, 
8301100050 


— 8301100143 Summary of 771216 public meeting in Hartford. CT re offgas 
sys explosions at facility Incidents have received 
widespread unfavorable publ ic i ty, therefor e faster NRC 
response required 

KCCADE.E C Region t. Philadelphia. Reactor Operations Nuclear 
Support Branch 77/12/23 ORIER, B H Region 1. Philadelphia. 
Office of the Director Spp 16734 087 24X 

Flche 50-000. 82/12/07. 8301 100050 


— B3O1100147 Forwards LER 77-040/01 T 

FERLAND, E. J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) FERLAND, E J Northeas t Utl ) i ties 77/12/27 
ORIER. 3 H Region 1. Philadelphia. Office of the Director. Ip 
16754 072 24X Fiche 30-000,82/12/07,8301100030 


— 8301100153 LER 77-040/01T on 771213. tuo hydrogen detonations occurred 
tn offgas sys It stack base, resulting in momentary 
radioactive release 6 injury to one employee Initial 
detonation caused by arc strike on instrument tubing 
PflZEKOP. P. J Northeast Nuclear Energy Co (subs of Northeast 
Utilities). 77/12/27 Region 1. Philadelphia, Office of the 
Director 7pp 16734 093 24X Fiche 50-000.82/12/07.8301100030 


— BGOIIGOISS Forwards info on 771213 offgas explosions at facility, per 
UO Dingell 771215 request 

STELLO, V. Division of Operating Reactors 78/01/03 MATTSON. R J 
Division of Systems Safety Upp 16754 102 24X 

Fiche. 30-000, 82/12/07.83011 00050 


—8301100169 IE Insp Rept S0-24S/77-33 on 771213-16 t, 22-83. No 
noncompl lance noted Major areas Inspected 771213 offgas 
viploslons. Including probable cause, corrective actions, 
emergency plan implementation t< radiological assessments 
Sf£DLOSKY, d T . KOTTAN, J J , MCCABE, E C Regien 1, Philadelphia, 
Reactor Operations Nuclear Support Branch 78/01/16 34pp 
16784 US a4X Flche. 30-000, 82/12/07,8301100050 


— 0301100173 Forwards LER 77-043/03L-0 Detailed event analysis end 

FERLAND, E J , FERLAND. E J Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 78/01/18 GRIER. B H Region I, 
Philadelphia. Offica of the Director 3pp I67S4 149 24X 

Fiche 30-000,82/12/07,8301100030 


— 8301100181 LER 77-043/03L-0 on 771219. stack ges monitor sample probes h 
mounting beam discovered damaged Caused by 771213 stack base 
hydrogen detonation Monitor probes <■ support beam replaced t, 
sys operation restored on 771223 

PRZEKOP.P J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 78/01/18 Region 1. Philadelphia. Office of the 
Director ip 16734 132 24X Fic he 90-000. 82/12/07. 8301100050 


— 8301100165 Forwards comments on congressional investigator rept re 
facility 771213 offgas sys explosions 1, 1975-77 enforcoment 
history NRC major disagreements lu/rept discussed 
GRIER, B H Region 1. Ph 1 lade Iphla, Office of the Director 
78/01/25 JORDAN. E L Executive Officer for Operations Support 
2Bpp 16754 153 24X Flche 50-000,02/12/07,8301100050 


— 6301100223 Forwards response to 771219 Itr re offgas explosions at 
facilities Augmented offgas sys added to all large DNRs 
reducing potential for collection of explosive hydrogen 
mixtures 

VOLOENAU. E Office of Instiectlon ti Enforcement. Office of tho 
Director 78/01/18 O ADLER, 8 Minnesota Pollution Control 

Agency 9pp 16753 025 24X Flche 30-000.82/12/07,8301100050 


— 8301100227 Requests info re hydrogen explosions at facilities 
GAOLER. S Minnesota Pollution Control Agency 77/12/19 
ROUOEN. M A Commissioners 2pp 16733 034 24X 

Flche 30-000. 92/12/07, 8301100050. 


— B301100292 Forwards analysis of liconsec followup rept on facility 
offgas sys explosions Electronic submittal of encl effected 
on 780209 

ORIER. D H Region I. Philadelphia. Office of the Director 
70/02/14 JORDAN.E L Executive Officer for aperatlons Support 
3pp 16733 043 24X Fiche 30-000,82/12/07.8301100030 


8301060297 RO 82-06 on 921 109. levels of activity in sample of oysters 
within 500 ft of discharge exceeded control station average 
activity Resulting dose consequences below allowable limits 
No corrective action talon 

HROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) HROCZKA.E J Northeast Utilities 82/12/16 

HAVNE8.R C Region 1. Office of Director 3pp 16678 3D6 24X 

Fiche 50-245,82/12/16,8301060297 


8301040685 Forwards LER 82-03B/D3L-0 Detailed event analysis end 
HROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) HROCZKA.E J Northeast Utilities 03/12/22 
HAYNES.R C Region 1. Office of Director 3pp 16649 239 24X 

Fiche 30-245.82/12/22.8301040695 


— 8301040691 LER B2-023/03L-0 on B2112?.whilc performing fire protection 
surveillance.missing fire barrier discovered in cable vault 
area near plumbing 6 storm drains Caused by initial fire 
protection survey miscalculation Opening sealed w/tillconc 
THULL. T 6 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 82/12/22 Region 1. Office of Director Ip 
16649 242. 24X Fiche 50-243.82/12/22.0301040683 


8301140237 Forwards updated LER B2-020/01X-2 Detailed event analysis 
and 

HROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) HROCZKA.E J Northeast Utilities 83/01/08 
HAYNES. R.C Region 1, Office of Director 3pp 16806:205 24X 

Flche 50-245.83/01/05,0301140237 


—8301140245 Updated LER B2-020/oa-2 on 820930, during hydraulic snubber 
functional test. four ITT Orlnncll snubbers failed to meet 
design acceptance ranges Caused by oil leakage through 
cracked reservoir glass Snubbers repaired 

SCHNEIKERT-TKUL Northeast Nuclear Energy Co (subs of Northeast 
Utillttsf) 83/01/09 Region i. Office of Director tp 
16806 208 24X Flche 50-243.83/01/03.8301140237 


8301140034 Forwards LER 82-029/03L-0 Detailed event analysis end. 
HROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) HROCZKA.E J Northeast Utilities 83/01/07 
HAYNES.R C Region 1. Office of Director 3pp 16806 123 S4X 
Flche* 30-249. 83/01 /07, 830 1 1 40 034 


—8301140039 LER 02-oa9/O3L-O an 821207, fire water storage tank A fc B 
lovels found below Tech Specs Caused by stripped gear In 
tank A t, sticking gear in tank B, Tanks refilled Gear & valve 
lubrlcotod 

THULL. T 8. Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 03/01/07 Region 1. Office of Director ip 
1 6806 .126 24X Flch* 50-243, 83/01 / 07, 830 1 1 40034 
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0TOU9O3OO F(iTuard« LCa B3-030/03L“t) 0» tailed event anal^isjt end! 
MI10C2’KA, E J Northeast lludlear Energy Co (sohs of Nertheadt 
UHUtiesJ MftoCZKA.E J «orthea»t UtiUtle* 03/01/13 
IfATIJES. R C Region 1. Office of Director 2pp I6i 24J( 

Flcfie SO-SAS, 03/01/13. 0301 ITO3D0 


— B3011'9MO'? LER e2-030/03L-0 on 021S13. dur Ing functional teOl. Isolation 
tendenser l-lC-4 failed to close on isolation signal or 
remotely frora control roon panel 903 Ceosed by torque suitcfi 
operating preoiaturslv due to sticking condition 
THULl.T S Kortheast Nuclear Energy Co fiubs of Northeast 
UtlJitieSl B3/0i/l3 Region 1. Office of Director tp 
1684i Ii3 24* Fich* 50-245. 83/DI /I3.83D 1 190300 


8301200380 Forwards LER B3-031/03L-0 Detailed event analysis «ncJ 
HiROCZKA.E J Northeast Nuclear Energy Co Isubs of Northeast 
UtllltlesI MftOCZKA.E J Northeast Utilities 83/01/13 

HAVNES.R C Region 1. Office of Director 2pp lES&S 108 S4* 

F i c It I SO-243. 03/0 1 / 13. 030 ] 200200 


— 8301200287 LER 02-031 /03L-0 on 321214. while performing nain s taam line 
high flog functional calitr t«st. pressure switch 2*1-21 
tripped at 95 79 psid.above Tech Spec Caused by setpoint 
drift Pressure suitch reset 

THULL.T 8 northeast Utilities 03/01/13 Region 1. Office of 
Director Ip 1*0*5 110 24X Fiche 50-249.03/01/13.0301200200 


8301350344 Forwards LER 82-032/03L-0 Detailed event analysis end 
HROCZKA. E J Northeast Utilities HROCZKA.E J Northeast Nuclear 
Energy Co (subs of Northeast Utilities} 03/01/17 HAVNES. R C 
Region ]■ Orflco of Director 2pp 1*097 202 24X 

Fiche 50-249.33/01/17.8301250344 


— B3D12503SS LER 82-032/03L-0 on 821217. during gas turbine black start 
test, turbine failed to start Caused by generator overspeed 
due to faulty setpoints of adjustable stator vane controller 
4. fuel valve servo-l leii tor resulting in hot start 

THULL. T 3 Northeast Utilities 83/01/17 Region 1. Office of 
Director Jp 1*S?7 204 24X Fiche 50-245,83/01/17.8301350344 


8301250381 Forwards updated LER B2'023/03X-1 Detailed event analysis 
encl 

HRDCZKA.E U Northeast Nuclear Energy Co isubs of Northeast 
Utilities) HRCCZKA.E J Northdait Utilities 03/01/17 
NAV^NES.R C Region I. Office of Director 5pp 1*906 001 24X 

Fiche 30-245. 83/01/17,8301250301 


—8301250383 Updated LER 82~023/03l(-l on 82I00S, atmosphere control 
valves, feedwater check va Ivei. reactor rec ircul e tlon Semple 
valves & standby liquid control valve found ieatCng above 
Tech Spec llnlts Caused by worn parts Repairs made 
THULL.T S Northeast Nuclear Energy Co {subs of Northeast 
Utilities) B3/01/17 Region 1, Office of Director 4pp 
1*90* 006 24X Fiche 90-245.83/01/17.6301230381 


V Operator Eraminations 


8212220443 generic Ltr 62-38 to all power reactor 1 Iceniees. app licants 
for 0LiN33 *■ reactor vendors b AEs re meeting to discuss 
recent developments for licensing eians Advises that meeting 
will be held on B3021 1 re operator licensing Sve list end 
EISEtIHUT.D 0 Division of Licensing B2/I2/22 Consolidated 
Edison Co of Nau York. Inc 12pp 1**01 072 24X 

Fiche 50-000.02/12/22.8212220443 


B30i 120078 Oanerlc Ltr 63-01 to power reactor licensers t> applicants 
for OL rr operator licensing eiam site visit Requests 
schedule re e laai requests eipected for submittal prior to 
851S31 for listed categories Sve list end 

EISENKUT.OO Division Of Licensing 03/01/11 Consolidated 
Edison Co of New Vort, Inc llpp 1*693 243 24X 

Fiche 50-000.83/01/11,8301120070 


DOCKET 30-24* ADVANCED CRITICAL REACTOR EXPERIMENT 


P Operating license stags documents b correspondence 


3301110134 Oeneric Ltr B3-0a to all OUR licensees re NUnEO-0737 
Tech Bpecs Requests response re deviations from enicl 
guidance i< nodel Tech Specs within 90 days af receipt of 
1 tr. Sve list encl 

eiSENfiUT.DO Division of Licensing 03/01/10 Comnonweal th 
Edison Co I 3 pp 1*8*8 138 24X Fiche 30-000,83/01/10,8301110134 


DOCKET 30-247 INDIAN POINT STATION. UNIT 2 


F Security, medical, emergency b fire protection plans 


62120*0349 Generic Ltr 02—33 to all licensees of operating reat IPTs 
applicants for OU * holders of CPs re Suppl 1 to NUHEO-0737. 
"Requirements for Emergency Response Capability " 

N0fl£0-0737. Supp 1 1 * sve list encl 

eiSENhUr. 0 C Division of Licensing 02/12/17 Consolldatei 

Edison Co of Mflu) York. Inc 77pp 1**01 208 24X 

Fiche 50-000,02/12/17.02120*0349 


8301040663 Forwards IE In«p Hep t 50-247/82-21 on 021018-22 No 
nonconp] lance noted 

MARTIN, T T Division of Engineering & Technical programs 32/1?/)) 
Q'TOOLE.U D Consolidated Edison Co of New York, Inc 2pp 
1*643 056 24 X Fiche 50-247,82/12/17,8301040**3 


— 0301040*73 IE Insp Rept 30-247/B2-21 on 921016-22 No noncofflp I lama 
noted Major areas inspected respiratory protection, 
dosimetry, field op era 1 1 ons. ALARA ac 1 1 vi tl es. previ ous ly 
identified items & whole body counting 

COLLINS.D J , flOUE.C A . SHAN OAKY. 11 Division of Englnserlny i 

Technical Programs B2/12/1* 5pp 1*643 030 a4X 

Fiche 50-247,92/12/17,030)040*63 


B212220445 Ganoric Ltr 82-39 to all reactor llcansees.CP holders h 
applicants for CPs re problems u/submittals of 10CFR73 21 
safeguards Info for licensing review Procedures re 
transmittal of info outlined Sve list end 

E(8ENNUT/0 0 Division of Licensing 02/12/22 Censolldatei 

Edison Co of New York, Inc |3pp 1**90 021 24X 

Fiche 50-000,62/12/22,021232044 3 


030114015* Forwards IE Insp Rept 50-247/02-23 on 821101-30 t nollcdS 
of violation 

8TAR0STCCKI. R Division of Project b Resident Programs 82/12/30 
O'TilOLEitf D Consolidated Edison Co of New York. Inc 3pp 
16004 084 24X Fiche 30-247,82/12/30.830114015* 


— 83011401*1 Notices of violation from insp on 821101-30 SofegvarJs l"'i 
deleted 

a Division of Project & Resident Programs 02/12/30 2pp 
1*804 087 24X Fiche 90-247,02/12/30,830114015* 


— 8301140171 IE Insp Aept 50-247/02-23 on 821101-30 Moncpmpllance 
noted hallway to waste holdup tank area not lacked * did not 
prevent unauthori led entry Safeguards details deleted 
FOLEY, r . KOLTAY.P , KTSTEH.H Division of Project * Resident 
Programs 02/12/21 17pp 16004 089 24 X Fiche 50-247, 02/1 2/3^ 

030114015* 

8301100211 Forwards Coirmlsslon Decision CLI-a2-3B re ctati of intrgr't) 
preparedness at site 

HAYNES, n C Region 1. Office of Director 03/01/05 CflOWS. J C 
Power Authority of Che State of Met, York 2pp 16702 170 24X 

Fiche 90-247. 83/01/05, 8301 10021 1 


S30I10021* Forwards C omn i s s i on Daclsion CLI-&2-3B dtd 821222 re stals 
of emergoncy preparedness at facility 

Haynes. RC Region I, Office of Director 03/01/05 DAVIDOFF-D* 
New York, State of. Ip 1*702 023 24X Fiche 90-247,03/01/03. 

eaDUGOBI*. 


B301 100336 Forwards NRC Decision CLI-02-3B re state of emergency 
preparedness at plant site 

HAYNES, R C Region 1. Office of Director 83/01/05 

Commonwealth Edison Co 2pp 1*701 343 24X Fiche 30-247,03/01/5-' 

830110030* 


0301140030 Forwards revs to Physical Bscurity Plan Revs wlthhfli) 
tref lOCFfiP 790 6 tOCFR73 21) , . , 

O'TOOLE.J D Consolidated Edison Co of New York, Inc flO/DI/fl/- 
VAROA.3A Operating Reactors Branch 1 3pp 16805 233 ir4X 
Fiche 50-003, 83/01/07. 0301 140080 


0301240005 Forwards "Evaluation of Indian Point 2 Fire Protection 
Program.*’ per NRC 82.0910 request Request for exemptions to 
Section Id O * in O of ApP R end Items will bo completed 
by end of neit refueling/maint outage 

O'TOOLE. UD Consolidated Edison Co of New York. Ine, M/Ol/lf 

E18ETJHUT. D 0 Division of Licensing 9pp I6SB7 294 24K 

Fiche 30-247. 83/01/10,8301240033 


"0301240012 “Evaluation of Indian Point 2 Fire Protection Prii»rj« 
• TERA Corp. 83/01/10 273pp 1*087 299 24X 

Fiche, 50-247, 83/01/10, 0301240005 
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63013103?! Notification of contract eieeu tion p Mod 3 to "Indian Point 
Firs Rlii Analgcis '' Contractor N6S 

SPE'IBi T P Toehnieal Assistance Contracts Branch NRC-03-02-122 
03/01/11 SPEIS.TP Division of Safety Technology DUCHBINDER, D 
NRC - No Detailed Affiliation Given Ip t6QS9 3S8 34X 

Flchfl 50-247103/01/11.0301210321 


— 8301310323 Hod 2>[nodlfying stateirent of tuor k. e> tend ing period of 
performance U revising address. to "Indian Point Fire Risk 
Analysis ‘ 

SHREVE. D B C omiperc e> Dep t of. National Bureau of Standards 
HAGAN. T F Division of Contracts NRC-03-a2-122 83/01/11 2pp 

16635 329 24XFlche 50-247.03/01/11,8301210321 


6301190143 Releases public version of page changes to Emergency Plan 
FELTON, J H Division of Rules and Records 83/01/13 Document 
Hanagement Branch Ip 16862 012 24X Fi che 50-003, 03/01/13. 

8301190143 


— 3'301t9014a Foruards public version of page changes to Emergency Plan 
D'TOOLE.J D Consolidated Edison Co of Neu York. Inc 82/12/30 
HAYNES. R C Region 1. Office of Director Ip 16862 013 24X 

Flehe 50-003,03/01/13.8301190143 


— 8301190156 Public version of page changes to Emergency Plan 

a Consolidated Edison Co of Neu York, Inc 62/11/30 279pp 

16862 014 24X Fiche 50-003,83/01/13.8301190143 


B30f 190160 Releases public version of revised Emergency Plan 
Implementing Procedures 

FELTON. J H Division of Rules and Records 83/01/14 Document 
Management Branch Ip 16661 115 24X Fiche SO-003. 83/01/1 4. 

3301190160 


— 3301190164 Forwards public version of revised Emergency Plan 
Implementing Procedures. Inc luding Procedures IP-1001 re 
mob 1 1 1 latlon of onsite emergency organliatlon !< IP-1002 re 
emergency notification 6 communication 

D'TOOLE.J D Consolidated Edison Co of Neu York, Inc 83/01/03 
HAYNES, R C Region 1. Office of Director 2pp 16861 116 24X 
Fiche 50-003,03/01/14,8301190160 


"8301190167 Public version of revised Emergency Plan Implementing 
Procedures, including Procedures IP-1001 re mob 1 1 1 lat Ion of 
onsite emergency organliatlon 6 IP-1002 re emergency 
notification t< communication 

« Consolidated Edison Co of Neu York. Inc 82/12/02 249pp 

16861 118 24X Fiche 30-003.83/01/14,8301190160 


0301310180 Forwards IE Insp Rept 50-247/82-27 on 821129-1203 t< notice 
of violation 

HARTlMi T T Division of Engineering *< Technical Programs 83/01/17 
Q'TOQLE, J 0 Consolidated Edison Co of New York. Inc ip 
16963 214 24X Fiche 30-247,03/01/17,6301310180 


--8301310184 Notice of violation from Insp on 821129-1203 Safeguards info 
deleted (ref tOCFR73 21 ) 

» Division of Engineering & Technical Programs 83/01/17 Ip 
16963 216 24X Fiche 50-247,83/01/17,0301310180 


—0301310187 IE Insp Rept 50-247/82-27 on 821129-1203 Noncompllance 
noted failure to follow access control procedure Safeguards 
Info deleted (ref 10CFR73 211 

DUNLAP. J H , MADDEN, W J , OODY, A T Region 1, Office of Director 
83/01/13 Spp 16963.217 24X FI che 50-247, 83/01/17, 030! 3101Q0 


8301310195 Forwards saniti led IE Insp Rept 50-247/02-20 on 
821201-030103 L notice of violation 

STARQSTECKl, R, Division of Project U Resident Programs 83/01/18 
O'TOOLE, J 0 Consolidated Edison Co of Neu York, Inc 3pp 
16969 171 24X Fiche 50-247,83/01/18,8301310195 


--8301310198 Notice of violation from insp on 821201-830103 Safeguards 
info deleted 

* Division of Project fc Resident Programs, 83/01/10 Ip 
16969 174 24X Fiche 50-247.83/01/18,8301310195, 


--9301310200 IE Insp Rept 50-247/82-20 on 821201-830103 Noncomp Hance 
noted failure to control access to vital area Safeguards 
info deleted 

FOLEY, T , KOLTAY, P , WEN, P Division of Project fc Resident 

ProBtani* 03/01/iO 10pp 16969' 175 24X Fiche 50-247.83/01/10, 

8301310195 


0 Ad judica tory correspond enc e 


6301030137 Response opposing Con Ed motion to eliminate contentions 
Witness identity was provided to Con Ed who advised PA8NV 
List of documents upon which witnesses would rely sent to 
I icensees 

BLUM. J M Union of Concerned Scientists 82/12/17 Atomic Safety 
and Licensing Board Panel 7pp 16614 205 24X 

Fiche 50-247,02/12/17,8301030137 


B30I030176 Response to first set of Interrogatories t< document requests 
under Commission Question 6 Certificate of Svc end Related 
correspondenc e 

RODRIQUEZ, P Parents Concerned About Indian Point 82/12/22 
Consolidated Edison Co of New York, Inc 6pp 166(6 354 24X 

Fiche 50-247,82/12/22,8301030176 


0301040041 Staff requirements memo re 821222 aff Irmatl an/disciis sion It 
vote on SECV-02-473 6 8ECY-62-457 Order granting In part & 
denying in part UC8 motion to reschedule meeting t, order 
accepting partial review of ALAB-607 approved 

CHILK, 6 J Office of the Secretary of the Commission 62/12/23 

OtCKWIT.L Office of the General Counsel 2pp 166S5 20? 24X 

Fiche 50-000,02/12/23,8301040041 


0301030172 Proposed revised contentions on Commission Qusstldns 3 tr 4 
Certificate of Svc end 

HOROWITZ, S Parents Concerned About Indian Point 62/12/24 
Atomic Safety and Licensing Board Panel Spp 16617 013 24X 

Fiche 50-247,02/12/24,8301030172 


0301030175 Supplemental response to first set of interrogatories under 
ComTiiss ion Ouestlon 1 

BLUM, J M Union of Concerned Scientists 62/12/24 Consolidated 

Edison Co of Neu York, Inc 12pp 16617 001 24X 

Fiche 50-247,02/12/24.8301030175 


0301040493 Submission supporting contentions on Questions 3 b 4 
formulated by ASLB 620423 memorandum U order Original 
contentions supported by substantial factual bases are not 
abandoned Certificate of Svc end 

HOLT, J Public Interest Research Group, Neu York S2/12/2S 
Atomic Safety and Licensing Board Panel 4pp 16642 tlS 24X 
Fiche 50-247,02/12/28,0301040493 


8301170315 Confirms 021226 conference call decision granting licensee 
motion for eipedlted order compelling continuation of 
deposition of ultnesses Thompson t, Sholly 

GLEASON, J P Atomic Safety and Licensing Board Panel 62/1S/2B 
BLUM, J M Neu York Univ LEUIN, J J Affiliation Unknown 
SOLtNKY, 8 H Consolidated Edison Co of New York, Inc Ip 
16774 877 24X Fiche 50-247,02/18/28,0301120315 


0301140084 Requests conference call to resolve time limit dls-ute re 
depositions prior to delivery of Thompson ti Sholly 
testimony 

DLUMiJ M Union of Concerned Scientists 02/12/28 GLEASON, J P , 
SHON, F J , PARIS, Q H Atomic Safety and Licensing Board Panel 2pp 
16005 316 24X Fiche 50-247,02/12/20,8301140084 


8301030147 Order eitending time until 830106 for Cammisslon to act to 
review IE Director 621186 denial of UCS 10CFR2 206 request 
for action 

CHILK.S J Office of the Secretary of the Commission 02/12/29 
Commissioners Ip 16614 153 24X Fiche 50-247.02/12/29, 

6301030147 


0301030230 Eiplains circumstances t< conversations bstueon UCS counsel 
JM Blum V utils re deposition of UCS witness GR Thompson 
UCS has created situation guaranteed to result in incomplete 
deposl t ion 

LEVIN, J.J Power Authority of the State of New York BQHINKI.S M 

Consolidated Edison Co of Neu York, Inc LEVIN, J J Morgan 

Associates 82/12/2? OLEASON.JP, SMON, F J , PARIB.OH Atomic 
Safety and Licensing Board Panel 3PP 16616 119 24X 

Fiche 50-247, 82/12/29, 6301030230 


B301040401 Suppl to responses to first set of interrogatories b 
document requests on ASLB Questions 1,2 S, 3 
DRANDENBURO, B Consolidated Edison Co of Neu York, Inc 
COLARULLI.P F Power Authority of the State of Neu York 

COLARULLI.P F Morgan Associates 68/12/30 BLUM, J H. Union of 

Concerned Scientists OLUM.J M Public Interest Research Oroup, Neu 
York BLUM.J M Neu York Unlv 3pp 16639323 24X 

Fiche 50-247,82/12/30,8301040401 


8301040400 Notice of R Weatherwai 630107 deposition in Los AngtlecCA 
re deponent testimony on Commission Question 1 Certificate 
of Svc end 

DRANDENBURO, D Consolidated Edison Co of New York, Inc 
COLARULLI.P F Power Authority of the State of Neu York 

COLARULLI.P F Morgan Associates 02/12/30 6pp. 16640' 220. 84X 

Fiche 50-247, 08/12/30, 0301040408 
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0301070236 Forwards NRC Fir»t 
documant* drom Wt»t Branch 
Qof«tJ»ns 2 i 5. in rsspons* 
MOORE-J E Hearinj Branch 
Concarvation A»»ociatlon 
03/01/04.0301070236 


SPt of interrogatories U request 
Conservation Assoc re Commission 
to 021215 Itr H/o end 
1 03/01/04 FLEISHEfi. Z S Meat 

Ip 16686 229 24X Flche 50-247, 


for 


Branch 


B30I120344 Me.norandum S- order modifying hearing achadulo No hearings to 
be hold a3030B-li Hearing will be hold 030322-25 
Hearings on emergency planning issues under Commission 
Questions 3 & 4 mill commence on 030301 as scheduled 
QLEASa.'li 0 P . PARIS, O , SHON, F J Atomic Safety and Licensing Board 
Panel 03/01/07 3pp 16773 193 24X Fiche 50-247.83/01/07. 

0301120344 


8301070243 Confirms arrangements made during lalcons re depositions of 
NRC nenbers «< consultants 53^0, /05 bLUM. J M NeuYorkUnlv 

r ;«i. So-2"'a./o./«..»3o.»'02o 


8301140024 Cros s-e>aminat ion plan for Westchester County luitnetSPt 
under Cocnml ss 1 on Questions 3 & 4 

HASSELL. D F Hearing Branch I 03/01/07 7pp 16805 23i a4)t 
Fiche 50-247.03/01/07.9301140024 


0301100211 Forwards Commission Decision CUI-B2-3e re state of emergency 

SltSernT* filaii^*!, Office of Director 93/01/05 BRONS, J C 
^tw^^uthoriw’d ti; State of N.u Yort 2pp 16702 170 24X 
Fiche 50-247.03/01/05,0301100211 


— B30II40026 Cr os 8-e laminat i on plan for Uestehostor County uiltneaeo* 
appearing 830110-16 Certificate of 8vc end 

GLASS, S H Federal Emergency Management Agency 03/01/06 4pp 
16805 243 24X Fiche 50-247,03/01/07,8301140024 


0301100216 Forwards Conmisston Decision CLI-B2-38 dtd 021222 re state 

RJdorroffJle'o'f'oiJ'ctor 03/01/05 DAVIDOFF.DQ 
Statl’of IP 16702 025 24X Fiche 50-247,83/01/05, 

8301100216 


0301140247 Response to licensee 021203 Itr requesting supp lemon tis) 
responses to licensee first set of interrogatories 
Certificate of Sue enc 1 

CORREN, D R Greater Now Yorl Council on Energy 03/01/07 
Consolidated Edison Co of New York, tnc 7pp 16806 325 24K 

Fiche 50-247,83/01/07,8301140247 


0301100396 Forwards NRC Decision CLf-B8-3B re 
preparedness at plant site 
HAYNES, H C Region I, Office of Director 
Coemonwealth Edison Co 2pp 16701 343 
0301100306 


state of emergenc g 

03/01/05 O'TODLE.J 0 
24X Fiche 50-247.03/01/05, 


0301070272 Forwards NUREO/CR-2934, "Reviatj «. Evaluation of Indian 
Point Probabilistic Safety Study," final Sandla rept W/o 

MOORE. J E Hearing Branch t 03/01/06 GLEASON, J P . SHON, F ■J . 

PAAlSiO H Atonic Safety and Licensing Board Panel Ip 16695 331 

24X FI eh 1 . 60-247, 03/01 /06, 830 1 070272 


8301100193 Forwards aotion to dismiss Contentions 2 Kal 6 2 l(d> & 
memorandum supporting motion UC8/NY PIRO failure to make 
8 Sholty (c 0 Thompson available be cenbinue deposlbions 
denies licensee administrative procedural rights 

BRANDENBDRO, B Consolidated Edison Co of New York, Inc LEVIN, J 3 
Power Authority of the State of New York LEVIN, J J Morgan 
Associates 03/01/06 OUEASON.JP, 9H3N. F d . PARIS.OH Atonic 
Safety end Licensing Board Panel ip 16702 230 24X 

Fiche 50-247.03/01/06,0301100103 


9301180267 Memorandum 61 order granting West Qrnnch Conservation Absdc 
02122? request for extension of time until 030112 to file 
testimony on ASLB Question 221 

GLEASON, J P Atomic Safety and Licensing Board Panel 03/01/07 
West Branch Consorvation Association 2pp 16031 020 24Y 

Fiche 50-247,03/01/07,0301100267 


0301120325 Supplemental memorandum supporting licensee motion bo 
dismiss Contentions 2 KA) 6 2 1(D) Conduct of counsel for 
UCa/NY PIRG improper Certificate of Sve enc 1 
BRANDENDUIRO. a Consolidated Edison Co of New York. Inc 
COLARULLIiP F Power Authority of the Stale of New York 
COLARUlLIiP F Morgan Associates 03/01/10 Atomic Bafoty and 
Licensing Board Panel llpp 16774 249 24X Fiche 50-247.03/01/10. 

0301 120325 


0301120019 Supp I to NRC 020719 answers to first set of Interrog ator-Jeg. 
Ii document requests on ASLB Questions 1,2 & 5 Names of two 
addl witnesses provided Certificate of 6vc enc 1 

MCOURREN, H J Hearing Branch I 03/01/11 Union of Concarnod 
Scientists 34pp i677S 330 24X Fiche 50-347. 83/01/ 1 1, D30 1 1 800J9 


—0301100189 Motion to dismiss Contentions 2 1(a) fc 2 1(d) Actions of 
UCS/HY PIRO, sponsor of contentions, have prejudiced 
licensees by denying licensee right to complete 
presentation of case 

BRANOENaURO.B Consolidated Edison Co of New York. Inc 
LEVIN. J J Power Authority of the State of New York LEVIN, J J 
Morgan Associates 63/01/06 Atomic Safety and Licensing Board 
Panel 2pp 16702 239 24X Fiche 50-347, B3/01/06, 8301 100 183 


— 8301100196 Memorandum supporting licensee 830106 motion to dismlsB 
Contentions 2 1(a) it 2 1(d) Intervenor failure to make 
witnesses on contentions available for deposition prejudices 
licensee ease Certificate of Sve end 

BRANOENBURO, fi Consoildated Edison Co of New York, Inc 
LEVIN.J J • LEVIN.J J Power Authority of the State of New York 
63/01/06 Atonic Safety and Licensing Board Panel I9pp 
16702 241 24X FI c h e. 50-247, 93/0 1 /06, 930 1 1 001 83 


8301130061 Forwards NV PIRO 821207 critical analysis of training 
prograa presented to Rockland County Health Dept on 021123 
by State of NY.DPe of Disaster Preparedness 

MURPHX.J L Public Interesb Research Group, New York 83/01/06 
PALLADlNOiN d Commissioners Spp 16793. 190 24X 

Fiche 50-247,83/01/06,8301130061 


030(210279 Subalision re revised contentions on Commission Ooastlons 
□ 1 4 concerning emergency planning & offsite amergency 
procedures Certificate of Bve end 

SCHEl)<eR,C Westchester Peoples Action Coa 1 1 tion Itie 83/01/05 
c, '•***''*‘n« Panel Spp 16872 )73 24X 

Fiche 50-247,03/01/06,9301210279 


8301140367 Forwards Figure 2 ld-1 inadver ion t ly omitted from NRO 
B3D112 testimony of <JF Meyer on Commission Question 2, to bo 
inserted after Page 14 W/o end 

MCGURREN.H J Hearing Branch 1 83/01/13 GLEASON, J P , BltON. F <7 . 

PARIS, 0 H Atorsic Safety and Licensing Poard Panel ip 16806 
24K Fiche 50-247,03/01/13,0301140267 


9301100215 Forwards notices of deposition directed to F von Hlppeb, 

0 Thompson, C Perrow.R LsKachman.U Oelger & V Sldol 
DRANDENDUROi'D Consolidated Edison Co of New York, Inc 
COLARUlLIiP F Power Authority of the State of New York 

COLARUlLIiP F Morgan Associates 03/01/13 DLUM, J M Nuui York 

Unlv 2pp 16025 220 24X Fi che 50-247, 03/01 /13, 0301 1B02I 5 


—0301180220 Notice of F von Hlppel (t 0 Thompson depositions on 
Commission Question 1 in Wash ington, DC at date & time to be 
agreed upon 

DRANOEN0URO I B Consolidated Edison Co of New Vork, Inc 
COLARULLt.P F Power Authority of the State of New York 
COLARULLI.P F Morgan Associates 83/01/13 2pp 1603S SaS 
24X Fiche 50-247,83/01/13,8301190215 


—8301180224 Notice of C Perrow.R LeKachman.J Oelger t< V Sidel 
depoiltionB on 830124,0203,0129 k 0129, re spectively. in 
New York, NY re Commission Question 1 Certificate of 8vc 
enc 1 

BRANQENB lj^O , B Consolidated Edison Co of New York, Inc 
COL ARULUtF F Power Authority of the State of New York 
COLARULLI.P F Morgan Associates 83/01/13 6pp 16829 224 
24X Fiche 50-247,83/01/13,8301100215 


®30127 for Commission to act 
farmed ian*^* denial of UCB 10CFR2 206 request 

93/01/07, 

0301100117 ’’ a« rich. 50-247,03/01/07, 


8301180185 Requests that P Rodrlguct be added to & P Posner deleted 
frofii SVC list 

TAYLOR, J E Atomic Safety and Licensing Board Panel 83/01/17 
Office of the Executive Legal Director Ip 16831 277 24i( 

Fiche 50-247,03/01/17,0301180105 


contention, unde, 

3 7 3 9 a I t Contbbtion. 3 1,3 3,3 4,3 5,3,4, 


0301190177 Errata to 830107 memorandum & order, rep lac ing Pp 16 & 17 
GLEASON, J P Atomic Safety and Licensing Doard Panel 83/01/17 
3pp 16B47 019 24X Fiche 50-247,83/01/17.8301190177, 


630121004-1 Notices of appearance in proceeding Certificate of Sve end 
KAPLAN, S B , HUGHES, R.M Power Authority of the State of New York 
KAPLAN, a B Morgan Associates 83/01/17 6pp 16876 313 24X 

Fiche; 50-247, 83/01/17. 0301210041. 
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8301310046 Mot t on tor expedited order compelling continuation of 
R Meotheruax d op os i t ioni ansuers to oral deposition auestions 
b production op documents. or al terna t i vely, to preclude 
testimony Rela^^p correspondence 

BRANDENOUHO. B Consolidated Edison Co of Neu York. Inc 
COLAfiULLI. P F Pouer Authority of the State of Neu York 
COLARIH-LI.P F Morgan Associates 03/01/17 Atomic Safety and 
Licensing Board Pane! 2pp 16079 103 24X Fiche 50-247.03/01/17, 

0301210046 


--8301210057 Memorandum in support of motion for order compelling 
continuat a o n of R Ideatheruax depos 1 1 ion. ansuiers to questions 
(, production of documents. or a 1 ternat Ivel y. to preclude 
testlmonv Certificate of Svc end Related correspondence 
QRANOENOURO. B Consolidated Edison Co of Ney York. Inc 

COLARULLl. P F Power Authority of the State of Now York 

COLARULLIaP F Morgan Associates 03/01/17 Atomic Safety and 
Licensing Board Panel Slpp 16079 105 24)( 

Flehe 50-24 7,33/01/17,0301210046 


0301210262 Memorandum opposing Rockland County 030107 motion for 
expedited hearing to consider County 030106 petition for 
review of Commaasion 821222 alleged final decision County 
falls to justlfy^ expedition Certificate of Svc end 
8RANDENOURO. B Consolidated Edison Co of New York. Inc 03/01/17 
0 S Court of Appeals 2nd Circuit Spp 16875 088 24X 

Flehe 50-247, 83/01/17.8301210262 


630121021? Motion to strike preferred testimony of witness DC Bley 
on Contention a ^(a) re use of brackish water Inside 
containment Subj testimony discusses probability issue 
concerning improvements to containment drainage sys 
FLCtSMER. Z 8 Mast Branch Conservation Association 83/01/18 
Atomic Safety and Licensing Board Panel 2pp 16072 049 24X 

Flehe 50-247. 03/01 / 18, 0301210219 


B3012S0260 Notice of 830128 depositions of F von Hlppel t( 0 Thompson re 
Camnission Ouestion 1 Certificate of Svc end 
BRANDENBURG, B Consolidated Edison Co of New York. Inc 
COLARULLI, P F Power Authority of the State of New York 
COLARULLI.P F Morgan Associates 03/01/21 6pp 16897 121 24X 

Fleha 50-247, 83/01/21,8301250260 


0301250455 Order a.ppointlng EE Kill as special assistant to ABLD 
QLEABONi J P Atomic Safety and Licensing Board Panel 83/01/21 
2pp 16906*074 24X Fiche 50-247.03/01/21,0301850455 


0301260010 Rosponso to ASLB 030107 Memorandum t< Order reformulating 
contentions under Commission Questions 3 li 4 Requests 
reconsideration of ASLB ruling admitting Contention 3 6 
Contention should be eliminated Certificate of Svc end 
HASSELL, 0 F Hearing Branch 1 03/01/24 Atomic Safety and 

Licensing Board Panel ?pp 16913 184 24X Fiche 50-247,83/01/24, 

0301260010 


B3OI20O241 Response to Reformulated Contentions 3 t, 4 Issue of new 
suggestions for Improving emergency planning to ack unique 
population density around plant should be heard Certificate 
of Svc end 

FLEISHERiZ S Hast Branch Conservation Association 83/01/24 
Atomic Safety and Licensing Board Panel 6pp 16961 199, 24X 

Fiche 50-247, 83/01/24,0301200241 


B30i2B0247 Advises that util instructed Hestinghouse to send 
probabilistic safety study 

COLARULLI.P F Morgan Associates COLARULLI.P F Power Authority 
of the State of New York 03/01/24 HILL, E E Atomic Safety and 
Llcanslng Board Panel Ip 16961 256 24X Fiche 50-247,83/01/24, 

0301200247. 


6301200321 Response to ASLB 030107 Memorandum << Order reformulating 
contentions under Commission Questions 3 & 4 Contention 3 2 
shows clear nexus to central point of ASLB investigation 
Certificate of Svc end 

aCHEINER.C A. Westchester Peoples Action Coal it ion, Inc 83/01/84 
Atomic Safety and Licensing Board Panel 9pp 169S4 325, 24X 

Fiche. 50-847. 83/01/24, 8301280321 


0301310239 Memorandum re ASLB 830107 Memorandum L Order reformulating 
contentions under Commission Questions 3 ti 4 Contentions 3 1 
ti 4 1 should be reformulated & Contentions 3 4, 3. 6, 3 7,3 9, 

4 2 & 4 7 eliminated Certificate of Svc end 

BRANDENBURG, D. Consol Ida ted Ed 1 son Co of New York, Inc, 03/01/24 

Atomic Safety and Licensing Board Panel 2Spp 16970 021 24X 

Flthe* 50-2471 03/01 724, 9301310239 


0301310246 Response to ASLB 030107 Memorandum & Order reformulating 
contentions under Commission Questions 3 tc 4 Supports 
elimination of Contentions 3 2, 4 3,4 5t<4 6 Cartlflcate 
of Svc and 

MOROAN. C Pooler Authority of the State of New York MORGAN, C. 
Morgan Aseoelates, 83/01/24 Atomic Safety and Licatiflng Board 
Penal. 21pp. 16969 137 24X Fiche 50-247,83/01/24,8301310246. 


0301260291 Forwards NUREO/CR-2934, "Review ti Evaluation of Indian Point 
Probabilistic Safety Study " U/o enc I 

MOORE. J E Hearing Branch 1 03/01/85 HILL, E E Atomic Bafoty 

and Licensing Board Panel ip 16912 260 24X 

Fiche 50-247,03/01/25,0301260291 


6301260314 Forwards ASLB 030107 Memorandum {< Order reformulating 
contentions Draft FEMA testimony needed by 030204 W/o end 
HASSELL, 0 F Hearing Branch I 83/01/25 PERRY. S Federal 
Emergency Management Agency 3pp 16908 326 24X 

Fiche 50-247,03/01/25,8301260314 


0301280250 Forwards TE Potter resume inadvertently omitted from Potter 
030124 testimony on ASLO Quest ton 1 3 

COLARULLI.P F Morgan Associates COLARULLI.P F Consotidatod 
Edison Co of New York, Inc COLARULUI.P F Power Authority of tho 
State of New York 03/01/25 GLEASON, J P , BHCN.F J , PARIS. 0 H 
Atomic Safety and Licensing Board Panel Spp 16961 276 24X 

Fiche 50-247,03/01/25,0301260280 


0301310071 Proposed schedule for presentation of witnesses on 
Commission Question 1 Certificate of Svc end 

MOORE. J E Hearing Branch 1 03/01/20 6pp 16965291 24X 

Fiche* 50-247, 83/01/20, 0301310071 


H Oenoral correspondence 


0301180401 Discusses 021121 1 tr re tarmliiation of amplogmont of 
C Atburg Labor-mgt problem not under NRC jurisdiction 
Heeting will be arranged between uti 1 • Pinkerton, Inc mgt b 
former employ ee 

DIRCKB.W d Office of the Executive Director for Operations 
03/01/11 FISH.H House of Rep 3pp 16037070 24X 

Fiche* 80-247, 83/01 /1 1 , 8301 100401 


— 03O11BO404 Requests response re termination of C Asbury, former employee 
at plant 

FISK, H House of Rep 02/12/20 KAhMERER.C Office of 
Congress Inna) Affairs Spp 16037 072 24X Fiche 50-247, 

03/01/11,8301180481 


P Operating 1 i cent e stag o documents & correspond ones 


0211290473 Informs that after 30 days from Itr date, util will be 
authoriied to take credit for respiratory protective 
equipment per 10CFn20 

O'TOOLEiJ D Consolidated Edison Co of New York, Inc 62/09/23 
HAYNE8,R C Region t. Office of Director ip. 16219 012 24X 

riche, 80-003, 82/09/23, 021 1290473 


0301190145 Partial response to FOIA request for documents re proposoil 
rev 8i/or update to reactor safety study ref In NUREO-0784, 

Chapter 10 as R3 It 6 documents re discussion of reactor 
cooling method Forwards App A documents 

FELTON, J M Division of Rules and Records 62/11/22 SHOLLV, B C 
Union of Concerned Qdentlsts 3pp 16066.276 24X 

Fiche 50-000,02/11/22,8301190145 


—8211030110 Forwards input to NRC review of Bandia Labs rept 
on evaluation of FRA. 

HATTSONiR J Division of Qyttems Integration (post 011OOS) 
62/10/00 HANAUER,8 H Division of Safety Technology 22pp 
16867 055 24X Ficha 90-000,02/11/22,0301190145. 


0301100170 Forwards addl Info re TMI Item II K 3 29. "Power to Pump 
Baals. “ requested by NRC 821015 Itr Component cooling water 
to thermal barrier HX automatically rtstorsd to provide 
seal cooling tt prevent seal power for at least 2 h 
O'TOOLE, J D Coneelldated Edison Co of New York, Inc 82/12/17 
VAR0A,8 A Operating Reactors Oraneh 1 3pp, 16697 210 24X 

Fiche* 50-247, 82/12/17,0301100170 


0301030267 Board Notification 92-123 advises that NRC will be ravieuin 
"Probabilistic Estimates of Max Acceleration t< Velocity In 
Rock in Contiguous US" & will advise of any changes In NRC 
position as result of review U/o oncl 

LAINA8,0 C Assistant Director for Operating Reactors 02/12/20. 
Atomic Safety and Licensing Board Panel. 6pp 16693*134 24X 

Flehe 50-247102/12/20,8301030267 


—8212130064 Draft Commission paper re clarification of UBOS position 
concerning likelihood of earthquake in eastern seaboard 
similar to 1806 Charles ton, 6C event Outline for recommended 
plan re eastern US earthquakes end 

0tRCK8,U J Office of the Executive Director for Operations 
02/11/19 7pp 16653.141 24X Fi c he 50-247, 82/12/20, 8301030367 
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e3010&0240 Sodi-d Notif icdtlon 63-123 (oruarii USCS "Probabl Us t i c 
Estlcdtcs ot Xdi Accsleraticn !< Vilacitv >« Ik 

Contijuoui' US ” 

LAINA5.G C Assistant OiT»ttijr tor Operdtlng Riactor« 83/12/20 
Atomic Eafstg and Licensing Board Panel 5p{> 16682 319 24X 

Flcha 50-247. S2/ 12/20. 830 1060240 


830I0303I9 Resdondf to 821214 Ur re actions taken on safety study 
i teas re control bldg shock absorbers. shutdoun sys mods, 
control room ceiling nod. contai nsent bldg soi 1/s true ture 
interaction study L hurricane ulnd conditions 

VARCA. 5 A Operating Reactors Branch | 82/12/23 O'TOOLE. J D 

Consolidated Edison Co of Neu York. Inc 3pp 166S4 261 24lC 
Flche 50-247.82/12/23,0301030319 


-8301310131 Forwards Aeiend 1 to "Indian Point Probabilistic Bafotn 
Study" transmitted on 820303 Amend reflects reduction In * 

rlst attributable to discussed features b model rev re sve 
yater sys 0 ATUS events 

DAVNE. J p Pouer Authority of the State of Keui York Q'TOOLF 1 n 

Consolidated Edison Co of New Vork, Inc 83/01/21 DENTOtJ. u H 

Office of Nuclear Reactor Regulation, Director Ip 16964 OPA 
a4X Flche 30-247.83/01/29.8301310127 


-8301310132 Amend I to "Indian Point Probabilistic 
* Power Authority of the State of New York * 
Edison Co of New Yorft. Inc 82/12/31 303pp 

Flche 30-247.83/01/29.8301310127 


Safety Study ” 

Consolidated 
16964 027. 24 X 


8301060516 Forwards Amend 83 to License OPR -26. safety evaluation b 
notice of issuance b availability Amend modifies Tech Epees 
to require prompt rept in event of hurricane b action to 
ensure plant is in cold shutdown 

VARCA.S A Operating Reactors Branch 1 82/12/23 O'TOOLE. J D 

Consolidated Edison Co of Neu York. Inc 3pp 16704 100 SAX 
Fiche 50-247.82/12/23.8301060516 


Q Inspection reports. IE Bulletins b correspondence 

^^ 0^^101 atloJI’^*'''** “f* eao726-30 b notic 


“‘vision of Engineering b Technical Programs 
0 TOOLE. J D Consolidated Edison Co of New York, 

16642 195 a4X Flche- 30-347, 82/12/17,0301040613 


Inc 


82/12/17 

2pp 


— 8301060522 Amend 83 to License DPR~26 modifying Tech Specs to require 
prompt rept in event of hurricane b action to ensure that 
plant IS in cold shutdoun 

VARGA. S A Operating Reactors Branch 1 02/12/23 6pp 

16704 103 24X Fiche 50-247,02/12/23,8301060516 

— B301060S3I Safety evaluation supporting Amend 83 to License DPR~26 
» Office Of Nuclear Reactor Regulation. Director 82/12/23 4pp 
16704 109 24X Fiche 50-247.82/12/23,8301060516 

—8301070022 Notice of issuance b availability of Amend S3 to License 
DPR -26 

VARCA. 3 A Operating Reactors Branch I 02/12/23 Spo 
16704 113 a4X Flche 50-247,02/12/23,8301060516 

B212060356 Centric Ltr 82-30 to all 1 icensees, app 1 icants for OL fc 
holders of CPs re filings concerning lOCFRSO production b 
otllliation facilities Current listing of branch assignments 
for nuclear reactor projects b sve list end 

EtBENHUT.D 0 Division of Licensing 02/12/28 Conso 1 Ida tod 
Edison Co 0# Nvu Yorlp Inc Mpp I686fl 001 24X 

rich* 30-000f e2/I?/29f 8212060356 

^BAFEIyItuDv'^" EVALUATION OF THE INDIAN POINT PROBA81L1STIC 

i ’ •- ■ “STERLINO'R « Sandia Laboratories FIN 

H _,„^'’EG/CR-2934 82/12/31 Reliability b Risk Assessment 

Branch 4S0pp Available at NRC *11 00 16SS6 JS4 S4X 

Fiche 50-247.82/12/31,0301190377 

301100024 Forwards SER fc technical evaluation rept re environ 

dim! r eldctrlcal equl^en? 

Items in Categories I 8, 11 A b II B b jusli f Icatton for 
continued operation due in 30 days 

VAHCA, 8 A Operating Reactors Branch 1 83/01/05 Q'TOni Fin 

Fdii 50^257. M^OUOsisaSJlXr"" ’ 2« 

CRAf^.r i t svatuatjon rapt 

NRC - No Detailed AffUlatlon 01ven°*^!nA ° ' “HEMANSKI.P 

Fleh* 90-247.83/01/05, eMlISSoIi 

capehility of 

OILm^Y.'v f AHliweijV palladinq.n j. , 

Flche 50-247, 83/Ol/12;^B3012?0l5|” "*''* 16085 339. 24X 

301310127 Foruards util 830101 1 1. . 

Amend 1 to 

Unknown ,p ,6^4 5a” ^2«‘FUhe"o-24f 03/5f o Affiliation 

ricne 90-247,03/01/29,8301310127 


-0301040619 Notice o^P violation from Insp on 820726-30 

Enjineerlng b Technical Programs 82/12/17 
16642 187 24X Flche 50-247,82/12/17,8301040613 


ip 


.’"‘P 50-247/02-15 on 030726-30 None omp 1 lanto noted- 

failure to determine package had been fabricated per design 
prior to f^IiPmont of ratfloactlvs mafcj ' 

COLLlNSfD J d QHEEUhM.E 0 Division of Engin.orlfig TochnirMl 

835?55SIi 3 Flc^eV2j”5Sda)l7. 

on 821010-22 NO 

Oivl^ion of Engineering b Technical Programs 0»/la/i7 
Q'TODLE.J D Consolidated Edison Co of New Vork Tnr 
16643 056 24X Flche 30-247,05/12/17,0301040663 

G301040675 JE Insp Rept 50-247/82-21 on 821018-22 Mn 
noted Major area. Inspected respi^aj^rf J?*?.®®,!;", 
dosimetry, f laid opera tions, ALARA ac tivitl es, previous lu 

COCLlra, 0 3 . ROWErC A , 6HAN0AKV,M Division oP Enoln»»rin» t 
Flche 50-24 7, 82/12/17,8301040663 * 

®^??irenc/^ "“vbr.Kposur.. in PHR Cavities •• avc 

Enforcement inspection and 

i.ipp ™:5le9 FicS:"55‘555.1l/?^^l?:aSSei552S5“ 

830103; ^27?2/^I " °C6n;!5u5:ji?Edl““‘'‘i*'' Assurance <Pr. 

iiSpp .668 . 08b' a4x"F?55!‘55‘55of5^J?S/Sj,85f2S5o3^r‘' 

North 

flS; '•e2/?2/52‘"'’ “5on;!5Hd'5;i3"edi®“**^*'' <P’'« 

1.4PP .6758 017 24X Flche sS-S^of^S/JS/W.a^LXsS.’'^' 

a30?031^ %2/?2/27*’"’ ^Consol 1 dated^Ed r*'* ''**"'’*"*• <P'’» 
liOpp. 16962M39 34X Fic5i“5^55of52;?S/2?,955a';'?0275’'‘' 

BaoiOSk^ *'82/12/20**" *’consolid5tid*Edi**“*'r*'^ Assurance (Pre 

.09PP .6868 0.4^ 24x'^?:5i‘5S!55of5l??S/^5.8S58?;S2^5^‘' 

®0'^r’d NotiflcAtian I'm Aa j 

"«Nll,‘oV"A«T;tiI;t ""‘I”*-' 
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>90341 Discusses possible problem of control room celling failures 
iseii bi| earthquakes Celling collapses occurred In several 
I gs et t-LL during 1980 Livermore earthquake! al though basic 
Ig structures remained Intact 

tHINOS/O E Laurence Livermore Laboratory 82/11/04 
iEUHUr. D 9 Division of Licensing 9p p 167S3 337 24X 

ha 50-247> 82/12/28. 8301100445 


>354 IE Info Notice B2-5dii "Robertshau Thermostatic Flou Control 
'S “ Bvc list end 

tflrE L Division of Engineering i Quality Assurance (Pre 
>3} 62/12/30 Consol Idated Edison Co of Neu York. Inc 

» 16758 137 24X Fiche SO-000, 82/12/30, 8212060354 


3156 Foruiards IE Insp Rept 50-247/02-23 on 021101-30 ii notices 
[ olation 

JSTECKIiR Division of Project V Resident Programs 82/13/30 
3LE, J D Consolidated Edison Co of New York. Inc 3pp 
» 004 24X Fiche 50-247, 02/12/30. 8301140156 


140161 Notices of violation from insp on 031101-30 Safeguards info 
leted 

Division of Project L Resident Programs 82/13/30 2pp 
B04 007 24X Fiche 50-247.02/12/30,0301140156 


140171 IE Insp Rept 30-247/82-23 on 821 101-30 Nencomp 1 lance 

ted halluiay to uaste holdup tank area not locked U did not 

avent unauthortied entry Safeguards details deleted 

LEY. T . KOLTAV. P ■ KISTER.H Division of Project it Resident 

ograms 02/12/21 17pp 16004 0B9 24X Fiche 50-247,02/12/30, 

01140156 


0310 Foruards IE Insp Rept 50-247/02-26 on 021U7-19 No 
omptiance noted 

iff, T T Division of Engineering t< Technical Programs 03/01/03 
OQLEp %/ D Consolidated Edison Co of Neu York, Inc 2pp 
3 001 24X Fiche 50-247,03/01/03,8301170310 


170315 IE Insp Rept SO-247/02-26 on 021117-19 No nonccmpl lance 

ted Major areas inspected NDEs associated u/steam 

eierator upper shell to transition cone ueld cracks 

RCH. H H , KARRIS. R , DURR, J P Division of Engineering «< 

chnical Programs 82/12/30 3pp 16813 003 24X 

Che 50-247.03/01/03,8301170310 


.0440 Forwards IE Insp Rept 50-247/82-24 on 821115-19 No 
ompl lance noted 

IN, T T Division of Engineering ti Technical Programs 03/01/14 
OOLC, J P Consolidated Edison Co of Neu York, Inc 2pp 
O 249 24X Fiche 50-247,03/01/14,8301260440 


26044S IE Insp Rept S0-247/S2-24 on 021115-19 No none omp 1 ianc o 
ited Major areas inspected program revieu, revl eu of 
ipl cnenting NDE procedures, observa t ion of NDE In progress 
revieu of inservlee insp data 

;OR£ARTV. R A , DURR, J P Region 1, Office of Director 03/01/12 
rpp 16910 251 24X Fiche 50-247,03/01/14,0301260440 


lOIBO Forwards IE Insp Rept SO-247/02-27 on 021129-1203 l< notice 
f iolation 

riN<T T Division of Engineering i Technical Programs 03/01/17 
rOOLE, J D Consolidated Edison Co of Neu York, Inc tp 
i3-214 24X Fiche 50-247,03/01/17,0301310180 


13IC1G4 Notice of violation from insp on 021129-1203 Safeguards info 
elated (ref 10CFR73 21) 

Division of Engineering it Technical Programs 03/01/17 Ip. 

5963 216 24X Fiche 50-247.03/01/17,0301310180 


131D187 IE Insp Rept 50-247/82-27 on 021129-1203 Noncompliance 
sted failure to follow access control procedure Safeguards 
mfo deleted (ref 10CFR73 21) 

JNLAp.J H , MADDEN, If J , OODV, A T Region 1, Office of Director 
3/01/13 Spp 16963 217 24X FI ch«' 50-247, 83/01/17, 8301310180 


10195 Foruards sanitized IE Insp Rept 50-247/02-20 on 
301-630103 (t notice of violation 

RDSTECKI.R Division of Project t< Resident Programi 83/01/18 
□OLEtJ.D Consolidated Edison Co of Neu York, Inc Spp 
69 171. 24X Fiche 50-247,83/01/10,8301310195 


1310198 Notice of violation from insp on 821201-830103 Safeguards 
nfo deleted 

Division of Project fc Resident Programs 83/01/18 Ip 
6969 174 84X Fiche 50-247,03/01/18,0301310195. 


1310200 IE Insp Rept 50-247/82-28 on 821201-830103 Noncomp liance 
otsd. failure to control access to vital area Safeguards 
nfo deleted 

OLEV, T , KOLTAV, P.r WEN, P Division of Project ti Resident 

TOgramf 83/01/10 lOpp. 16969 175 24X Fiche 50-247,03/01/18, 

301310195 


R Periodic operating reports U related correspondence 


0301250117 Foruards Monthly Operating Rept for Dec 1982 

O'TOOLE, J 0 Consolidated Edison Co of New York. Inc 83/01/15 
MCDONALD, W 0 Division of Data Automation t, Management Information 
Ip 16095 227 24X Fiche 50-247,03/01/15.8301250117 


--83012S0128 Monthly Operating Rept for Dec 1962 

EICH, E , CURRY, J , QAHR, J Consolidated Edison Co of Neu York, 
Inc 33/01/11 Spp I689S 220 24X Fiebe 50-247,83/01/15. 

B3012S0117 


T Hearing transcripts on non-ant i trust matters 


63010704D3 Unofficial transcript of B212S3 public d i scusi ton/p oss Ihle 
vote in Wash i ng ton, DC re Indian Point shutdown order 
Pp 1-19 

• Commissioners 82/12/22 ISpp 16690 150 24X 

Fiche 50-003,82/12/22.8301070403 


6301030167 Testimony of OR Thompson t, SC Sholly on Commission Ruesbion 
2, Cant ent ions 2 Ka) <i 2 1(d) Imp )eme ntat ion of filtered 
vented containment sys or compartment venting sys uould 
reduce risk of accidents Certificate of Svc encl 

THOMPSON, 0 R , SHQLLY.SC Union of Concerned Scientists 02/12/28 
24pp 16617 030 24X Fiche 50-247.82/12/29,0301030167 


6301040671 Foruards AD DelDeilo.RS Jurk ousk i, AS Curran, DP Ouido, 

AR Marasco & CW Dates supplemental testimony W/o testimony 
Certificate of Svc end 

VETERE.L A Westchester County, NV 02/12/30 &L6AS0N,J P , 

PARIS, 0 H I SHONi F J Atomic Safety and Licensing Doard Panel 4pp 
16643 069 24X Fiche 50-247.82/12/30.0301040671 


B301040716 Testimony of WL Flelsher re Contention 2 2(a) Frobloms of 
using brackish water inside containment bldg, al ternat 1 v« 

CQoUhg sys ti relative risks of using brackish uater vs 
alternatives discussed 

FLEISKER, W L West Branch Conservation Association 02/12/30 
14pp 16643 134 24X Fi c he 50-247, 02/12/30, 0301040716 


8301040387 Supplemental testimony of AR Marasco critiquing Westchester 
County emergency response plan Notification t< edue of 
pub 1 ic, emergency uorker training. resources, reception ctrs, 
communications & recovery discussed 

MARASCO.A R Westchester County. NY 03/01/03 22pp 16640 075 
24X Fiche 50-247,03/01/03,0301040307 


6301040576 Supplemental testimony of AD DelDello State of emergency 
planning (, preparedness in Westchester County Inadequate 
Problem u/lack of workable mass transit component {, 
insufficient training t< equipment remains 

DELBELLOiAB Westchester County. NV DELDELLO.AD Neu York, State 
of 03/01/03 3pp 16649 340 24X Fiche 50-247,03/01/03, 

0301040576 


0301040610 Testimony of RS Jurkowski re evacuation plan Discusses 
reactions to FEHA 021216 rep t , re I labi 1 i ty of equipment, 
protection of bus company personnel within emergency 
p tanning zone t, future drills b simulations 

JURKQNSKIiR 8 Westchester County, NY 63/01/03 49pp 16645 263 
24X Fiche 50-247,03/01/03,0301040610 


8301040624 Supplemental testimony of DP Ouido re issue of inadequate 
radio cunmuni cat ions betueen police agencies Coordinated 
response cannot be planned when police cannot communicate 
u/each other 

OUIDO, D P Westchester County, NV 83/01/03 2pp 16643 356 24X 

Fiche 50-247,83/01/03,0301040624 


8301040707 Supplemental testimony of AS Curran Remedial actions 
directly affecting Westchester County Health Dept 
responsibilities addressed or are being addressed at state 
level in time for scheduled rewrite of county plan 

CURRAN, A S Westchester County, NY 03/01/03 Spp 16643 123 24X 

Fiche: 50-247, 83/01/03,8301040707 


8301040717 Supplemental testimony of CW Dates Some financial assistanco 
rectivad from state State of NY radiological emergency 
preparedness group will give training course to staff 
Preliminary plans being made to staff sii reception ctrs 
BATES, C U Westchester County, NV 83/01/03 ip 16643 tSS 24X 
Fiche 50-247,83/01/03,8301040717 


0301130017 Transcript of 030110 hearing in White Plains, NY Pp 4.089- 
5. 146 

« Atomic Safety and Licensing Board Panel 83/OI/CO 273pp 
16790 225 24X Fiche 50-247,63/01/10,0301130017 
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DOCKETED ITEMS 


8301130031 Transcript of 0301 U tiearsns In W^Ite Plains., NV Pf 5>1A7- 
9< 439 Support i nj doeunentation sncE 

* Atonic Safitij and Licensing Board Panel 33/01/11 379pp 

16791 S57 241f FicJie 50-347,03/01/11,3301130031 


8301140076 Transcript of 830113 hearing In Whltd Plains, MT Pp 5,430- 
S.720 

• Atonic Safety and Licensing Board Panel 33/01/15 303pp 

16804 S04 SAX Pi Che 50-247,33/01/15.6301140076 


8301140315 Faridards lestinony of F RouJsone,N/M Hannon, JF Heyier.ldT 
Lefave, B Turovlin S, OH Hsiahan on Coaimlssion Ouestion S 
HCOURREN.H J Hearing Branch 1 63/01/12 GLEASON, J P , SHON, F -J , 

PARIS, 0 H Atonic Safety and Licensing Board Panel Ip 16607 336 
24X FUhe 50-247,33/01/12.6301140315 


—8301140317 Testiccong of F Roueome (, JN Hannon re Commission OuestiDn 2, 
discussing rlsi reduction effectiveness of NRR Olrector 
600311 order Prof qualifications encl 

ROUSOME.F H Biyislon of R}s t Ana 1 ysia HANNON, J N Operating 
Reactors Branch 1 63/01/12 9pp 16807 337 24X 

Flehe 50-247.83/01/12,8301140315 


6301I40I14 Foryards corrected P 4 to Marasco S30111 original teitiirnnij. 
re emergency response plan 

BILLINGSLET, D Affiliation Un k noun 83/01/13 MCNAMARA, A 
Affiliation Unlnoun 2pp 16605 223 24X Flehe 50-247,83/01/13, 

3301140114 


6301170136 Transcript of 630113 hearing in White Plains, NY Pa 3,721- 
5,aS6 

^ Atomic Safety and Licensing Board Panel 83/01/13 142pn 

16813 257 24X Ffehe 50 -247,83 /01/13,8301170136 


0301 180195 Foruards corrected P 2, c orrespond i ng figure t, title page of 
630112 testimony of 8 Rotlietein 6 A Tuthltl re ASL6 
Question 2 2( a J 

CANI2I0,C Consolidated Edison Co of hleu York, Inc 63/01/13 
GLEASON, 3 P , SHON, F J , PARIS, 0 H Atomic Safety and Licensing 
Board Panel ip. 16831 208 24X Flehe 50-247,83/01/13,8301160195 


■8301180200 Corrections to 830112 testimony of S Rothsiein A A Tuthill 
re ASLB Quostlon 3 2(a) 

ROTHSTEIN. 8 , TOTHILL, A Consolidated Edison Co of New York. Ine 
93/01/13 3pp 16B31 209 24X Flehe 50-247. 83/01 / 13. 8301 1601 95 


— 6301140324 Testimonyi of JF Meyer re Contention 2 1 (a t, d) Depending on 
outstanding Info, use of Unit I containment ei vent vol 
appears feasible to reduce or delay effects of severe 
overpressur liation accidents W/prof qua 1 1 flcattons 
MEYER, U F Reactor Systems Branch 63/01/12 2SpP 16607 346 
24X Fichc 50-247.63/01/12,0301140315 


--0301140320 Testimony of HT LeFave.F Rousome 6 0 Torovlln on 
Contention 8 2a Public health 6 safety considerations iTa not 
yarrant changing any plant to.Dling tgs employing Hudson 
River uater Prof qua 1 if icatlo.ns encl 

LEFAVEi Id T Auiillary Systems Branch ROWSOME, F Blvlsion of 
Risk Analysis TUROYLlNiB Chemical Engineering Branch 
83/01/12 21pp US08 012 24X Fiche 5 0-247.63/01/12,8301140315 


—6301140332 Testimony of OM Holahan 6 FH Rowsome re A9UB Question 2 2 1 
Change In cooling tys uould not have significant effect on 
risk of core melt Plants included in generic aseesiment of 
steam generator degradation Prof qualifications encl 
HOLAHAN, 0 M Operating Reactors Assessment Branch ROUSOME. F H 
Oivltian of Risk Analysis 83/01/12 17pp I6B0B 033 24X 

Flehe 50-247.63/01/12.6301140315 


170194 Testimony of JC Brons, KR Chappie I, H S| ptaro re Contention 

’(a) re effect of Hudson River uater on caollt , syt 

INS, J C < CHAPPLE, K R / EPATARO, W Power Authority of the State of 

J York 63/01/12 19pp 16010 203 24 X Flehe 50-247,03/01/12, 

01170194 


eSOIiaOiOl Transcript of 030114 hearing in White Plains, NY Pp 5,357- 
6.041 Supporting documentation encl 

a Atomic Safety and Licensing Board Panel 03/01/14 196po 

16832 261 24X Flcha 50-247,03/01/14,0301100101 


6301180242 Testimony of DC Bley 6 DC Richardson re Contentions 2, 1(a) t, 
2 1(d) Installation of filtered vented containment sys or 
separate containment syt not justified Prof qual 1 f 1 ca t 1 ons 
6 Certificate of Sve anc I Related correspondence 

BLEY, D C , RICHARDSON, D C Consolidated Edison Co of New York. Inc 
BLEY, 0 C Pouer Authority of the State of New York 03/01/17 
39pp 16926 068 24X Flehe 5(3-247,83/01/17,0301100242 


0301200026 Transcript of 630118 hearing In White Plains, NY 
Pp 6,042-6.127 Supporting documentation encl 
» Atomic Safety and Licensing Board Panel 03/01/10 219pp 

16064 144 24X Flehe 50-247,83/01/18,8301200026 


6301210002 Transcript of 030119 hearing in White Plaint, NY Pp 6.120- 
6 1 271 Support 1 ng documentation end 

• Atomic Safety and Licensing Board Panel 83/01/19 17Sflp 
16679 225 24X Flehe 50-247,63/01/19,8301210082 


0301240129 Transcript of 030120 hearing In White Plains, NV,Pp 6,273" 
6 , 466 

* Atomic Safety and Licensing Board Panel 03/01/20 260pp 

J6S9J 059 24X Fiche 50-247,83/01/20,8301240129 


10I17019B Teitlmony of JC Brons l< W Oosiger re Board Question 2 2 1 on 
reconmendationi of NRC 020729 meeting Certificate of Sve 
anc 1 

8RC.N9, J C . JBSrOERilf Pouer Authority of the State of New York. 
83/01/12 24pp 16910 222 24X Flcha 50-247, 03/01/12, 8301170194 


8301250416 Foruards NRC testimony on Commission Question I on risk from 
poi tlb I e accidents 

MOORE, J E Hearing Branch 1 83/01/24 OLEASOhl, J P , SHON. F J , 

PARlSiO H Atomic Safety and Licensing Board Panel 2pp 

16900 155 84X Flehe 50-247,03/01/24,0301250416 


i0117020f Testimony of WL Fleisher re Contention 3 2 1 Certificate of 
Sve end Related correspondence 

FLEISHER, UL West Branch Conserve tl on Asa oclat ion 03/01/12 4pp 
1 6810 266 24X Flehe 50-247, 83/01/12, 8301 170201 


101170212 Teatlmony of B Rothsteln re ASLD Queatlon 2 2 1 Bteam 
Generator Program aqulvalent to or riceading proposed draft 
generic stea/i generator requlraments is In effect at plant 
Certificate of Sve encl 

R0TH3TEIN.6 Consolidated Edison Co of Neiif York, Inc 03/01/12 
9epp 16012 261 24X Flehe 56-247,83/01/12,0301170212, 


301170314 Testimony of 8 Rothsteln & A Tuthlll re A8LB Oueition 
2 2(a) Hudson River water is not corrosive to cimont lined 
steel or copper base alloys used at plant at typical plant 
flow veloeitl ai H/prof qual If Icatloni 6 Certificate of 8ve 

.. Edison Co. of New York. Inc 

63/01/13 2ipp 1 60 JO 290 24X Flehe. 50-247, 03/01/12, 6361 1 70214 


361170210 Testimony of DC Bley re Contention 2 2(a) WL FleUher 
etatameni that brackish water must be removed from 
"ontainment bldg unjustified Brackish uater issue is 
irlmarlly maint concern Prof quel 1 f Icatlons end 
ILEVi 0 C Consolidated Edison Co of New York, Inc 
ouer Authority of the 6tats of fleui York BLEY, D C 
larrlck, inc 83/01/12 lOpp 16ei0'313. 24X 

leliB 50-247,03/61/12,8301170216 


DLEV, 0 C 
Pickard, 


Lowe 


^ Rithardion ra Commission Queskl, 
2 6 ASLB Question 2 2 1 Risk from plants eitremely low due 
to safety features In plant das Ign, NRC-ordered safety 
.fir.®!!*"'*'’** *“ Improvements Certificate of 8vc end, 
nf'^'Vmv Consolidated Edison Co of Neu York, 

13/01/12 lapp. lABlO 323 24X Flehe' 50-247, 03/01 /12, 8361170210 


--83012S0426 Testimony of F Rousome & R Blond re Commission Question 1 on 
risk from possible accidents Probabilistic Safety Study 
thorough in 1 nveati gati ng chailanges to containment by 
severe reactor accidents 

nOHSOHEiF H Division of Risk Analyeis BLOND, R M Reactor Risk 
Branch, 83/61/24 40pp 16900-157 24X FUho 50-247,83/01/24. 

6301250416 


—8301250434 Testimony of B Isreel.O Hickman, 0 Kolb,RO Easterling 6 
AD 8uain re Commlsslois Question 1 6 ASLB Question 1 1 
Frequencies of plant dgmage states caused by Internally 
Initiated events provided Prof qua lifieatlons end 
IBRAEL.9 Reliability 6 Risk Assessment Branch. HICKMAN. J., 
KQLBiO. NRC - No Detailed Affiliation Glvan 63/01/24 Slpf 
16906' 197, 24X Fiche, 50 -247 , 03/01/24,6301250416 


—0301250443 Testimony of R,/ Dudnlti re Commission Question 1 Insights 
gained using FRA methods concerning risks from accidents 
starting u/esternal initiating events erplained Prof 
qual Ificatione encl. 

BUDNITZ,R J NRC - No Detailed Affiliation Given BUDNITZ.R J 
Future Rasourcee Assoc lates, Inc. 03/01/24 69pp 16900.228 
24X Fiche, 50-247.63/01/24,6301056416 


--8301250448 Testimony of UW Reed on Commission Question 1, Mean 
frequencies of release better represented by values in 
Probabilistic Safety Study tables Uncertainties in release 
frequencies very large Prof qualifications encl 

REED, J, M NRC " No Detailed Affiliation Given REED.J W Jack B 
Benjamin 6 Assoc lates, Inc 03/01/24 Bpp 16900297 24X 

Fleha 50-247,63/01/24,6301250416 
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S3 


301250494 Tegtjniony ot B Buchbinder $< D Kubicki re Commistion Question 
1 Describes NPC assessment of manner in uhich potential fire 
accidents contribute to frec^uencg of core melt at plants 
Prof qualifications one 1 

BOCHBINDERi B Transp or ta 1 1 on S> Materials Risk Branch KUBICKliD 

Chemical Engineering Branch 83/0i/li4 31pp 16900 309 24X 

FIche SO-24 7. 03/04/24, 8301290416 


30I2S0463 Testlmoitl) of FK Rotes ome re damage state likelihoods 
Steps taken to aetemble accident likelihood estimates into 
Input used bg J Heger evaluation of likelihood of release 
categories identified Prof qualifications end 
BOWSOHE.FH Division of Risk Analgsls 03/01/24 14pp 
16900 336 34X Flche 90-247103/01/24.8301290416 


301250470 Testlmong of JF Megor It WT Pratt re Commission Question 1 
NRC analgsls li assessment of severe accident phenomena, 
containment bldg failure modes 6 radiological releases that 
could result from core melt aceidents provided 

KEYER.J F Reactor Sgstems Branch PRATT. U T NRC - No Detailed 
Affiliation Olvon PRATT.H T Orookhaven National Laboratorg 
83/01/24 7Qpp 16900 360 24X Fiche 50-247.03/01/24,0301290416 


301230475 Testimony of S Achorga 6 RK Blond re NRC assessment of 
accident cgnsequences &’ risks & cal culati onal methodologg of 
CRAC code NRC assessment of potential consequences resulting 
from atmospheric release of radionuclides provided 
ACHARYA. S Accident Evaluation Branch BLOND. R N Reactor Risk 
Branch 03/01/24 202pp 16901 066 24X Fiche 90-247.03/01/24, 

8301290416 


301290484 Testlmong of RJ Neese re site-specific economic Input 
parametqrs Describes economic Input parameters used to 
ovaluate’ socioeconomic consequences of accident at plant 
Prof qualifications end 

HESSE. R J NRC - No Detailed Affiliation Olven NE8SE.R J 
Battel la Memorial Institute. Pacific Northuest Laboratorg 
83/01/24 7pp 16901 260 a4X Fiche 90-247,83/01/24,8301290416 


301290492- Te stimong of L Soffer re population info Info used as input 
to NRC CnAC Code analgsis uas estimate of 1990 resident 
population around site Population data from 1980 increased 
by county 6 regional projected grouth factors 

SOFFER.L Siting Analysis Branch 83/01/24 lOpp 16901.276 
24X Fiche 50-247,83/01/24,8301290416 


30i29i>300^astlmong of R Codell re Commission Question 1 NRC 
ravjeu of J.lquld pathuiag analyses In Probabilistic Safety 
Study presented 6 NRC independent analysis of risk posed by 
contamination of Hudson River or bodies of water described 
CODELLi R Hydrologic 6 Oeotechnical Engineering Branch 83/01/24 
99pp 16901 209 24X Fiche 90-247,03/01/24,8301290416 


301250308 Testimony of RH Blond 6 FH Rouisome re risk posed by severe 
reactor accidents at plant as currently designed & operated 
NRC testimony on risk summarired Prof qua 1 1 f Icatlons end 
aLaNO<R H . RONSOME. F H Reactor Risk Branch 83/01/24 31 pp 

t6901'344 24X Fiche 30-247.83/01/24,8301290416 


301SS0521 Testimony of F Rausome t, R Blond re Commission Question 1 
Riot reduction attributable to improvements in emergency 
preparedness unknown but not onpocted to be targe 
ROVfaOME.F Division of Risk Analgsls BLOND, R Reactor Risk 
Branch. 83/01/24 31pp 16902 013 a4X Fleho 90-247,83/01/24, 
8301260416 


301250529 Testlmong of FH Rousome re accuracy of risk assessments 
Uncertainties In predictions of risk posed by severs 
reactor accidents at plant large Absolute risk cannot be 
p Inpolnted. Prof qualifications end 

ROMSOMEiF H Division of Risk Analgsls 83/01/24 22pp. 

16902 044 24X Fiche 50-247,83/01/24,0301290416 


301290939 Testimony of FH Rowtome re Contention 116 ABLB 
Ouestion 1 1 Risks to health 6 property damago exist.but 
adjective "high" unwarranted Risks must loom large against 
background of competing non-nuclear risks to be high risks. 
ROUSOME.F H Division of Risk Analysis 03/01/24 lapp 
16902 066 a4X Fiche 90-247,03/01/24,8301250416 


301250555 Tastimong of JR Bears on Contintion 1 1 under Commission 
Question 1 Licensee std emergency classification 6 action 
level sebente discussed Basis of scheme include facility sys 
&. effluent parameters 

EEARS.J.R EP Licensing Branch 83/01/24, 7pp. 16902.078 34X 

Fiche 90-247,03/01/24,8301290416 


1301290563 Testimony of JP Joyce re Commission Question 1, 
Contention 1 1 Completion of NRC review of licensee 
compliance w/Reg Oulde 1 97, Rev 2 not prerequisite for 
continued operation Review incomplete for all plants. 

JOYCE, J P Instrumentation 6 Control Systems Branch 03/01/24 
7pp. 16902.009 24X Fiche 90-247,83/01/24,8301290416 


— 0301290574 Testimony of FH Roiusome re ASLD Question 1 2 Precursor Study 
provides no clear indication of accuracy of accident 
likelihood aisessment in Probabilistic Safety Study Prof 
qualifications end 

RQUeOHE.F H Division of Risk Analysis 83/01/24 2lpp 
16902 092 24X Fiche 50-247.03/01/24.8301250416 


--B301250581 Testimony of R Blond re ASLB Question I 3 Probability 
difficult to associate u/cons equence estimates in B Palenik 
6 J Beyea testimony since estimates not intended to 
represent Indian Point reactors Prof qoal if ications end 
BLONO.R Reactor Risk Branch 03/01/24 14pp 16902 113 a4X 
Flchs 50-247.03/01/24,0301250416 


— 0301250980 Testimony of HR Roods & RR Klecker on A6L8 Ouestion 1 4 
Plant ratings on pressorited thermal shock issue discussed 
Prof qualifications end 

ROaos.H R NRC - No Detailed Affiliation Olven KLECKER, R R 
Materials Engineering Oranch 83/01/24 19pp 16902 127 24X 

Fiche 50-247,83/01/24,8301250416 


8301270242 Testimony of S Kaplan on A&LD Question 1 2 re NLIREO/CR-2497. 
"Precursors to Potential Severe Core Damage Accidents 196? - 
1979, Status Rept “ 

KAPLAN, 8 Consolidated Edison Co of New York, Inc KAPLAN. 6 
Power Authority of the State of New York 83/01/24 IBpp 
16933 329 24X Fiche 90-247,83/01/24,8301270242 


— 8301270256 Testimony of TE Potter on A0LB Question 1 3 re cancer 
fatalities resulting from early phase eeposure to Release 
Category PWR-2 

POTTER, T E Consolidated Edison Co of New York, Inc POTTER, T E 
Power Authority of the State of New York 83/01/24 6pp 
16933 344 24X Fiche 50-247,03/01/24,8301270242 


— 8301270268 Testimony of DC Richardson on ASLD Question 1 4 re risk to 
public presented by chain of events including pressurlied 
thermal shock 

RICHARDSON, D C Consolidated Edison Co of New York. Inc 

RICHARDSON, D C Power Authority of the State of New York 

83/01/24 I3pp 16933 390 24X Fiche 50-247.83/01/24.8301270242 


— 8301270279 Testimony of RL DuPont on ASLD Question 1 re risk posed by 
serious accident Certificate of Sve end 

DJPONTi fi L Power Authority of the State of New York 83/01/24 

37pp 16934 001 24X Fiche 50- 247,83/01/24,8301270242 


8301270271 Testimony of BL Cohen on Commission Question 1 re risk of 
serious accidents at site Certificate of 8vc end 
COHEN. B L Consolidated Edison Co of New York, Inc COMEN. D L 

Power Authority of the State of New York COHEN, B L Pittsburgh, 

Univ of 83/01/24 46pp 16933 073 S4X Fiche 90-247.03/01/24, 
8301270271 


0301270300 Testimony of DC Bley, RE Henry, 8 Kaplan.NJ Llparulo.HF Perla. 
BC Richardson, RK Toland.TE Potter, DH Ralker.DJ Oarrlck 6 
DK Ooeser on ASLB Question I 1 & CommlssloTi Question 1 
Certificate of Sve end Related correspondence 

BLEY. D C . OARRICK. B J Consolidated Edison Co of New York, Inc 
BLEY. D C Power Authority of the State of New York 83/01/24 
194pp 16929 068 24X Fiche 30-247,93/01/24,8301270300 


8301270339 Forwards testimony of WR Stratton, HA Rodger 6 TE Potter on 
Commission Qusstion 1 Related correspondence 

COLARULLIiP F Morgan Associates COLARULLI.P r Power Authority 
of the State of New York DRANDENBURO, B Consolidated Edison Co of 
New York, Inc 83/01/24 QLEASOM, J P , SHON.F J , PARIS.O H 
Atomic Safety and Licensing Board Panel ip 16933.171 34X 

Fiche 90-247,83/01/24,8301270339 


— 8301270347 Testimony of HR Stratton. MA Rodger & TE Potter on Commission 
Qusstion 1 re source term Certificate of Sve end 
aTRATTON, W R , RODOER, W A Consolidated Edison Co of New York, 

Inc 9TRATT0M, W R Power Authority of the State of New York 
83/01/24 !07pp 16933 172 24X Fiche 90-247,83/01/24, 

8301270339 


8301270023 Transcript of 030129 hearing in White Plains, NY Pp 6.467- 
6,707 Supporting documentation and 

« Atomic Safety and Licensing Board Panel 83/01/25 3 43pp 
16930.114 24X Fiche 90-247,03/01/29.0301270023 


0301280196 Transcript of 830126 hearing In White Plains. NV Pp 6.700- 
6,940 Supporting documentation end 

e Atomic Safety and Licensing Doard Panel 83/01/26, 273pp 

16997,203 24X Fiche 90-247,83/01/26,0301280196 
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DOCKETED ITEMS 


V CorrfspariiJenc* 


S301M0434 RupohiJi to 021KO7 question* re implications of Pillsburg 
ctst & questioning of Coinffllssloners et 021001 ffubconimi ttee 
fieiring -on facilities 4 other matters 

BICRHITjL Office of the General Counsel 83/01/04 OTTINOERjH L 
House ef Rif < Energy 4 Commerce Ip 16918 032 S4X 
Flche 50-003.03/01/04,9301140434 


— 8301140437 Requests response to questions re implications of Pillsburg 
cate (> questioning of Coomlisioners at BSlOOl SubcamiTLl ttee 
bearing in facilities 4 other matters 

OTTlNCERiH L House of Rep r Energg 4 Commerce 02/12/07 
BICKM1T,L Office of the General Counsel 2pp 16816 033 24X 

Flche 50-003,03/01/04.8301140434. 


V Operator Eianinations 


9301110664 Re 
to take in 
FELTON. J rt 
Management 
0301 1 10664 


leases public version of public info pamphlets re actions, 
case of nuclear accident* 

Oivision of Rules and Records 03/01/07 Doc UJnanl 
Oranch Ip 16767 267 24X Flche SO-000, 03/01 /{>7, 


■0301110667 Forujards public version of public Info pamphlatt ra 
take in case of nuclear accidents 
hOOHE.R D Commonuealth Edison Co 82/12/31 DENTON, H R 
No Detailed Affiliation Given 49p p 16767 268 24 

Flche 50-000,03/01/07,8301110664 


NflC ~ 


5< alternate safe shutdown capabilitg Requirements of 
l0CFfl5O,App R, Sections III 0 3 4 III L met 

CnUTCHFIELO, D Operating Reactors Branch 3 03/01/19 DELGEOnce. I 

Co 2pp 16890 131 a 4 X Flche 30-237, 

93/01/19.83012,10028 


8212220443 Oinirlc Ltr 02-38 to all power reactor I Icenseesi app 1 lean t s 
for OL. N53 ic reactor vendors k AEs re meeting to discuss 
recent developments for licensing eiams Advises that meeting 
will be held on 830311 re operator licensing Sve list end 
EIEENHUT.D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York, Inc 13pp 16661 072 24X 

Flche 50-000,02/12/22,8212220443 


8301120076 Oinerlc Ltr 83-01 to power reactor licensees It applicants 
for DL re operator licensing eiam site visit Requests 
schedule re nan requests eipected for submittal prior to 
051231 for listed categories Sve list end 

EI5EKKVIT. D 0 Division of Licensing B3/01/1J Consolidated 
Edison Co of New York, Inc llpp 16093, 243 24X 

Flche 50-000,03/01/11,9301120070 


DOCKET 50-249 DRESDEN NUCLEAR PDHER STATION. UNIT 3 
° Environmental Statements, luppls 4 carretpO'ndance 

0301180218 FoTwardi review of Nov 1973 FES, per NRC 021105 request 
No changes to plant or environs that would il gni f icantlu 
affect conclusions reached In FES identified 

RAUSCH, T d Comnonwralth Edison Co 83/01/10 DENTON, H R Offlrn 
of Nuclear Reactor Regulation, Director ISpp 16823 192 24 Y 

Flche 30-237. 03/01/10,0301100218 * 

F Becu ritg. medical, inergincg L fire protection plans 

license., of operating reactors, 
Dmentr/”’ r Suppl 1 to NUREO-0737. 

*"'*'’'* Response Capabilitg ” 


-njuiwsuuj/ Safety evaluation re 




NURE0-0737.8uppl 1 4 sve Hst'inel'' 

EISENKUT, D 0 Division of Licensing 02/12/17 

Flche 58-000,02/12/17,8212060349 


Consol Ida bed 


lUens.e.,CP holdars b 

safeevardi infn^e* re prohleme u/iuhmi t ta 1 s of 10CFR7a 21 
t Ttvleu Procedures re 

Svc llet end 

Division of Licensing 82 / 12/22 
Edison Co of New York, Inc 1 3pp 16690 027 
Flche 50-000.82/12/22,0212220445^^ 


24X 


SI;; ;;; o.,™.., 

0301070034 10099 442 34K Flche-50-010, 83/01/03. 

•-"! 

Flch.-30-<HO,S3/01/03fa3ow™3S ®'‘P 

fnieidui**’EPif'3OT-Iir"pJ,t!Aetlde rN^'hl'^^'' 

flat* D.terJhinati^ - Post-Accident Noble Oat BeUaiia ® 

FlchJ"SniS!03/Ol/O3"B3SlO7OO34^'"’ 

F*r *■ s-ipport 

oj Nuclear fie^^rRlSilSjon^Dl^ci DENTON, HR Office 

Flche 50-000.83/01/06,0301140365, ‘6907,299 24X 


^ suent of fire Requirements of 

lOCFRSa.App R. Sections III 0 3 4 III L met 
* Office ef Nuclear Reactor Regulation, Director 03 /ffll/i«? 

15pp 16890 133 24X Flche 50-237,03/01/19,8301240028 

8301280218 Ac k receipt of 030119 ltr Informing NRC of .tens taban to 
correct violations noted in IE Insp Rspts SO-010/82-20, 

30-237/92-28 & &0-a49/B2-29 

Division of Engineering 4 Technical Pragraras 
Q3/01/24 flEEDiC C arnmohuea 1 th Edison Co Ip 16954 ns 3 K 

flche 30-010. 83/01/34,8301200218 1^954 352 JAK 

—6301280229 Responds to NRC 821220 ltr re violations noted In IE Inia 
Repts 50-010/02-20.50-237/02-28 4 50-249/62-29 Carreenve ^ 

actions re eecurltg plati ulthfield <ref 10CFR73 21 > 

DELOEDRGEjL O ■Commonwealth Edlton Co 03/01/1^ KEnPlEl?..l O 
ftegipn a. Office of Director Ip 16954 303 24X 

Flche 30-010,03/01/24,0301280218 

J Insurance 6 indemnitg information 

^ listed certificates for 
protect lan^^^ pa Uc i as. evidenc i mg secondary financial 

QSTEIli J CommoniLiea tth Edison Co 83/01/13 SALTZMAn. i 
D irector for State fc Licensee Relation. IdSpr 169^3 i9l i« 
Fiche SO-OQO. 83/01/ 13, 8301100053 

<< sorrespondenco 

3301030104 Foriaards proprietary 4 nonproprl etar y "Roview of Llcanseei 
Rese uUun of Outstanding Issues From NRC Equ ipmenrEnv?ran 
Oualiflcakion EERs <F-i 1, 0-601, for Dresden Units 2 4 3^- 
'■epts withheld (ref lOCFfl2 790) 


CRUTCHFIELD, D 


^ -- lOCFfl2 790) 

cjperattng Reactors Dranch 5 Nnc-03— 7 o - 1 1 n 

Commonwealth Edison Co 19pp 
2, IK Flche 50-237. 82/11/29,8501030184 ^ 


16618 122 


—0301030160 Nonproprietary "Revieu of Llconseas Resolution of 

BeRrfF-irB'lok"# Equipment Environ Oualiflcatlan 

BERs (F il.B-60>,fQr Dresden Unit 3," technical evaluation 

CRANE, C J Franklin Instltute/Frank 1 In Resaimrk r._i 

NHC-03-79-J 18 TER- 09257-476, S2%7/Sl LE N H nSrMAkinu . 

F(fh: RO 0‘ven 9lopp'-^'?6L; 

Ficho 50-23 7 i BJ?/H/27f 03OIO5OI54 jicj 

8301100050 f??spond4 to FOIA t'vqueftt for IS c«t 0 nn*«iii« a m. 

facilities, Repts re MARCH code mag be Jur JrL 

uTr^'iden^fl^d ‘V’'’ n«^6.7.9. 

re, in TS<lUest continuing 

Rules and Records 02/12/07 HIATT. B L 
Ohio Citliens for Responsible Energy 5pp 16754003 34 X 

riche; 50-000, 82/12/07, 9301 JOOOSD ^ i6/04 003 B4X 

-0301100090 Discusses evaluation ef consequences of postulated affgae 

facliitieii Rtcommsdds mods fco bv 9 or " 

operation at high offgas rates Summary of accident 

Licensing 2pp 16754 057 24X F?c\. SO-SSorS^/?^;^/. oSSj ^M30 

8212060356 Oeneric Hr 82-30 to all 1 ic snseei. ao n c m ■ 

utlll*^*t?^ concornlng 10CFR50 production fc*" 

utllliatlon facllltlas Current Ilstlno of hra^^n ...i " * *. 

reactor project, I U.t enci ”«tflnment. 


EISENr(l/r, 0 a Division of Licensing 
Fdlson Co of Ntu York, Inc Upp 
Flehe;50-000. 02/1S/20, 0212060356 


B 2 /I 2 /ae 

16B68- 001 


24X 


Consolida ted 
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83-01030164 Proposes elirnination of high dryuie 1 1 pressure trip t< 
Installation of manual automatic depr essur 1 lation sgs 
Inhibit suiltc h> based on recommendations in OUR ouiners group 
supplemental rcpt re TMl Item I 1 K 3 10 

RAUSCH. T J Commonuealth Edison Co 03/13/20 EI6CNHUT, D 0 
Division a# Licensing 2pp 16617 094 24X Fiche 90-000. S3/'13/S0. 

6301030164 


830104020? Foruards addl info requested 030806 re TM Item 11 0 3. 
''Post~Accid«nt Sampling Sgs “ Util investigating available 
sources for developing procedures for estimating citent of 
core damage based on sample analgsis 

RAUSCH. T J Commonuealth Edison Co 03/12/29 EISENHUT. 0 0 
Division of Licensing S3pp 16630 313 24X Ftche 50-000.02/13729. 

830104020? 


9301040317 Advises that util does not intend to provide Reg Ouldo 1 97 
1 nplamenta t i on schedule bg 821231 as previouslg stated in 
response to Oaneric Ltr 82-10 Schedule will be provided 
u/tntcgrated response to SECY-82-iH 

DEL&EORQE.L 0 Commonwealth Edison Co 82/12/29 EISENHUT. 0 0 
Division of Licensing Ip 16643 284 24X Fiche 50-000.82/12/29. 

B3010403i7 


B301140102 Informs that schedule for resolving proprletarg info issue 
re Technical Evaluation Repts attached to BERs concerning 
saf etg—related equipment will be submitted bg 830215 
RAUSCH. TJ Commonwealth Edison Co 83/01/07 DENTON, H R Office 
of Nuclear Reactor Regulation. Director Ip 16006 090 24X 

Fiche- 90-237, 83/01/07. 8301140102 


9301140193 Bubffliti supplemental response to Oeneric Ltr 01-04 on 
implcinentatlon of NUREO-0313. Rev l.per NRC 821020 request 
Capabilltg of leak detection tgs meets guidelines Lists of 
sgs u/nonc anf ormlng matts end 

RAUSCH, T J Commonwealth Edison Co 03/01/07 EI6ENHUT,D0 
Division of Licensing 6pp 16806 230 24X Fiche 50-000.03/01/07, 

8301140193 


8301110134 Generic Ltr 03-02 to all DUR licensees re NUREO-0737 
Tech 8pecs Requests response re deviations from end 
guidance model Tech Specs within 90 dags of receipt of 
I tr Bvc list enc 1 

EIBEllHUTt D 0 Division of Licensing 83/01/10 Commonwealth 
Edison Co 13pp 16060 156 24X Pi Che, 50-000. 03/01/10, 0301 1 10134 


9301180317 Requests approval of delag of implementation of revised 
proced-ures re correction factor corves used to correlate 
high-range noble gas monitor channel reading to actual 
plant release Completion expected bg 830701 

SUARTZ.E D Commonwealth Edison Co 83/01/14 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 3pp 16824 357 24X 

Fiche. 50-000. 03/01/14, 0301100317 


S301250134 Forwards supplemental response to Generic Ltr 81-04 on 
implementation of NUREO-O3i3. Rev 1 re leak detection sgs. 

HAVeCH. T J Commonwealth Edison Co 83/01/18 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 6pp 16095 203 24X 

Fiche SO-000, 83/0i/18. 8301250134 


9301250693 Summarg of 621217 meeting w/OE Sc Hark I Owners Group In 
Bithesda.MO re suppression pool local to bulk temp 
difference analgsis 6 single vent lateral chugging load. 

SICGELi 0 Operating Reactors Branch 2 83/01/10 Operating 

Reactors Branch 2 59pp 16907 22S 24X Fiche 50-000,83/01/10. 

6 301250693. 


B3O1290SS1 Informs that automatic feedwater pump trip on high vessel 
water level Installed at fac i 1 1 t les. prevent Ing water from 
entering isolation condenser steam line during increasing 
vessel level events 

RAUSCH.r J Commonwealth Edison Co 63/01/19. DENTON, H. R Office 
of Nuclear Reactor Regulation. Director Ip 16905.153 24X 

FlchS' 50-237. 83/01/19, 0301250551 


<3. Inspection rsports, IE Bulletins S. correspondence 


BSOtlOOOSO Responds to FQIA request for 12 categories of documents re 
facilities Repts re MARCH code mag be purchased from NTIS 
Forwar-di documents listed in App A Search for Items 3. 6, 7. 9. 

1 1 ti 18 Identified in request continuing 

FEUTON. J H Division of Rules and Records 02/12/07 HIATT, 9 L 

Ohio Citiiens for Responsible Energg 5pp 16794:003, 24X 

Fiche 50-000.02/12/07,8301100050 


— -8301100064 Advises that action on IE Bulletin 70-03. "Potential 
Eiplosive Gas Mixture Accumulations Associated W/BUR Offgas 
Bys Opcratl ans. " completed. including reviews of licensee 
responses 6 offgas sgs Sunvnarles of offgas sgs end 
JORDAN. E L Office of Inepection ti Enforcement. Office of the 
Director 70/11/29 ORIMES, Q K Assistant Director for Engineers 
Projects <Pre 7906291 37pp 167S4 240 24X 

Fiche 50-000,02/12/07,8301100090 


—0301100212 Advises that end IE Bulletin 78-03. "Potential Explosive 
Gas Mixture Accumulations Associated U/QUR Offgas Sgs 
Operations. " has been tent to listed licensee for action/ 
info 

PAPPAS. H Region 3, Chicago, Office of the Director 70/02/10 
Division of Reactor Construction Inspection 3pp 167S4 167 24X 

Fiche 50-000,82/12/07,8301100050 


0208190269 [E Info Notice 82-51, "Overe xposur es in PWR Cavities “ Sve 
list enc 1 

DEYOUNO, R C Director's Office. Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York. Inc 

lllpp 16609 239 24X Fiche 50-000.82/12/21.0200190269 


0212060351 IE Info Notice 02-52, "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previouslg 
Published in IE Info Notice 0i-29 " 8vc list end 
JORDAN, E L Division of Engineering ti Qualitg Assurance (Pre 
0301031 62/12/21 Consolidated Edison Co of New York, Inc 

llSpp 16601 080 24X Fiche 50-000,02/12/21,6212060351 


62120603S0 IE Info Notice 62-53. "Main Transformer Failures at North 
Anna Nuclear Power Station " Sve list end 

JORDAN. E L Division of Engineering & Qualitg Assurance (Pre 
0301031 62/12/22 Consolidatsd Edison Co of New York, Inc 

il4pp 16758 017 24X Fiche 50-000.82/12/22,0212060350 


030107030.1 Forwards IE Insp Repts 50-010/02-16,50-237/02-83 tc 
50-249/02-23 on 820904-1001 No noncgmpHance noted 
8PE8SARD, R L Division of Project & Resident Programs 02/12/32 
REED. C Commonwealth Edison Co 2pp 16606 120 24X 

Fiche 50-010,02/12/22,0301070304 


“0301070310 IE Insp Repts 90-010/62-16,50-237/02-23 tc 50-249/82-23 on 
820904-1001 No noncomp 1 iance noted Major areas Inspected 
operational safetg veri f i cat! on. monthig maint k monthlg 
surveillance observation t, LERs 

TONOUE, T M , JORDAN, M J , STASEK. 0 Division of Project & Resident 
Programs 02/12/21 Bpp 16606 122 24X Fiche 50-010.02/12/22, 

0301070304 


0200190275 IE Info Notice B2-S4. "Ucstlnghouse NDFD Relag Failures in 
Reactor Protection Sgs '* Bve list end 

JORDAN. E L Division of Engineering 6 Qualitg Assurance (Pre 
030103) 62/12/27 Consolidated Edison Co of New York. Inc 

llOpp 16962 139 24X Fiche 50-000.02/12/27.0200190275 


0301040703 Ack receipt of 821117 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-010/02-14. 
50-237/02-10 t< 90-247/62-19 

9PE88AR0, R L Division of Project {< Resident Programs 62/12/27. 
REED. C Commonwealth Edison Co Ip 16649 235 24X 

Fiche 50-010,82/12/27.0301040703 


— 8301040713 Responds to NRC 621022 ltr re violations noted in IE Insp 
Repts 50-010/82-14. 50-237/02-10 k 50-249/02-19 on 020810- 
0903 Corrective actions smoke detectors will have 
Identifging tags t, 31-dag surveillance procedure changed 
STIEDC.U L Commonuealth Edison Co 82/11/17 KEPPLER.J 0 
Region 3. Office of Director 2pp 16649 236 24X 

Flcho 50-010,02/12/27,0301040703 


6208190373 IE Info Notico 02-55, "Belsmlc Qualification of Uestlnghouse 
AR Relay U/Latch Attachments Used in Uestingheuse Solid 
State Pro'tBctian Sgs " 8vc list end 

JORDAN. E L Division of Engineering 4< Qualitg Assurance (Pre 
830103). 02/i2/20 Consolidated Edison Co of New York. Inc 

109pp 16068 014 S4X Fiche 50-000.02/12/20.8200190373 


B2120603S4 IE Info Notice 02-56. "Robertshau Thermostatic Plow Control 
Valves, " Sve I ist end 

JORDAN. E L Division of Engineering *< Qualitg Assurance (Pre 
030103), 82/12/30 Consolidated Edison Co of New York, Inc 

lllpp 16750 137 24X Fiche 50-000,02/12/30,0212060354. 


8301170243 Forwards addendum to IE Insp Repts 50-010/02-15,50-237/82-19 
b 50-247/02-20 consisting of Confirmatorg Measurements 
Program data sheet transmitted bg 621001 ltr Results are for 
liquid sample anatgied for beta emitters 

PAPERIEULO, C J Division of Emergencg Preparedness & Operational 
Support 03/01/10 REEO.C Commonwealth Edison Co Ip 
16810.124 24X Fiche 50-010,03/01/10,0301170243 


--03O1 170246 Addendum to IE Insp Repts 50-010/82-19,50-237/82-19 l< 
90-249/02-20 consisting of Confirmatorg Measurements 
Program 

e Division of Emergencg Preparedness li Operational Support 
03/01/10 Ip. 16010 125 24X Fiche 90-010,83/01/10,8301170243 
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8301280230 Foruard* iE tntp Rspt* 50^010/82-2 1 > 50-237/32'29 6 
90-2<4?/82-30 art 821030-1201 Uo nonConpUanc« noted 
STREETER. JF Dlvulon of Projeit «c Resident ProjratBs 83/01/10 
REED.O Connortueolth Edison Co 2pp 1A9S4 381 34X 

Ftche 90-010. 83/01/10, 8301260280 


—8301280209 IE Insp Repti 50-010/82-21.50-237/02-29 «■ SO-249/82-30 on 
021030-1201 Mo nonconpl lance noted Major areas Inspected 
roJlouup on previous irtsp findings, operat lonal safety 
vcrlf Icatlon, montMg naint observation & unusual events 
TGfICUE, r K , JORDAN, t1 J . STASEK. S Division of Project t< Resident 
Prograjns 83/01/00 9pp IfiOSd 283 SA% Fiche 50-010,83/01/10, 
8301280280 


8301210201 Faruards status rept at of 830112 for design it Installation 
of safe shutdoum syi piping supports per IE Dulletln 79-14 
Campletlon date of 830219 acMevable w/no margin for ang 
unforscen probletns 

RAUSCH. T J Comnanwealth Edison Co 83/01/13 HEPPLER, J S Region 
3. Office of Director 3pp 1&872. 112 2 4X Ft che 50-000, 83/01 /t3r 

8301210201 


B3012802I8 Act receipt of 030119 1 tr informing NRC of steps taken to 
correct vlolationi noted In IE Imp Repts 90-010/03-20. 
50-237/82-20 & 50-249/82-29 

SREMIAHSUI.D J Division of Engineering t. Technical Programs 
83/01/24 REED.O Canmonijleal t h Edison Co Jp lb954'352 24){ 

Flche 50-010.03/01/24.8301280218 


— 8301280229 Responds to NRC 821220 1 tr re violations noted in IE Insp 
Repts 50-010/82-20,50-237/02-23 t 50-249/82-29 Corrective 
actions re security plan withheld Cref 10CFR73.21I 
DELOEORCE.L 0 Commonwealth Edison Co 83/01/19 KEPPLER. J 0 
Region 2. Office of Director Ip 16954-393 24X 

F i c he . SO-0 1 0, 83/0 1 /24. 83 0 1 2B02 1 8 


Ft Periodic operating reports tc related correspondence 


OSOlldOOhO Forwards manthly operating rspts for Dac 1982 

SCOTT, D -J Commonwealth Edison Co 03/01/03 Director's Office, 
Office of Inspection and Enforcement Ip. 16805.348 24X 

Ficfie 50-010.83/01/03,8301140060 


— 8301140065 Honthlg operating repts for Dec 1992 

SCMROEDER.B A Coemonuea I th Edison Co 83/01/03 23pp. 

I6B0S 349 24X Fiehe 50-010, 83/01/03, 830 1 140060 


8 Rsportable occurrences. UERs It related correspondence 


3211290796 Forwards LER 82-041/03L-0 
SCOTT. 8 J Commonwealth Edison Co 82/11/17 KEPPLER.J 0 Region 
3, Office of Director Ip 16229 152 24X Flche 50-249.82/11/17. 

821 1290796 


— 8211290766 LER B2-041/03L-0 on 821021. d Iscovered that monthly fire 
protection surveillances CFPP 4II-2 were partially finished 
(i exceeded 3) day completion reiiuireiiient Caused hy operating 
shift oversight 

HEE.D r. Common wealth Edison Co 82/11/17 Region 3. Office of 
Dlractor Ip. 16229 153 24X Flche 50-249. 82/11/17.021 12907S6 


8301100050 Responds to FOIA reyoeit for ]2 categories of documents re 
facilities Repts re MARCH code may he purchased from NTtS 
Foruarde decumenti listed in App A Search for Items 3, 6.7.9. 

11 4c 12 Identified In request continuing 

FELTOM. J M Division of flutes and Records 82/12/07 HIATT. 8 L. 
Ohio Citiiens for Responsible Energy 5pp. 16754 003 24X 

Flche 50-000,02/12/07.8301100030 


— 8301100223 Forwards response to 771219 Itr re offgas tiplosloni at 
facilities Augmented offgas sys added to all large BURs 
raducing potential for collection of explosive hydrogen 
mixtures 

VOLOENACI, E Office of Inspection h Enforcement. Office of the 
Director 70/01/18 SADLER, 8 Mi nneiot a Pollution Centra 1 
Agency 9pp 16755' 025 24K Fiche • 50-000, 82/12/07. S30U00050 


8301070183 Forwards updated UER 82-030/03X-1 

SCOTTaD J Commonwealth Edison Co 82/12/OB, KEPPC.ER. J, 0 Region 
3, Office of Director Ip 16606 193 24X Flche 50-249,82/12/00, 

0301070108 


— 8301070193 Updated LER e2-030/03X-l. on 0207 16. 3A TIP ball valve failed 
to reclose after opening during valve exercise Caute 
unknown Utmit iwitchai 4< ball valve replaced 6 lucceitfully 
tested 

K0ROAN. W CoRinonwaa 1 1 h Edison Co 62/12/08 Region 3, Office 
of Director, 2pp 16606 194, 34X Fiehe: 50-249, 02/12/00, 

0301070180 


8301200119 Forwards updated LER 02-O46/O3X-1 

SCOTT, 0 J Commonwealth Edison Co 02/12/17 KEPPLER.J 0 Region 
3, Office of Director Ip 16960 272 24X Fiehe 50-349,02/12/17. 

83012001 19 


— 83O1S0O125 Updated LER 02-O46/O3X-1 on 021 1 12, during routine insp.ual 
discovered spraying from l-inth drain line off bottom of 3A 
feeduater isolation valve M03-3206A Caused by cracked weld 
Drain/llne removed ?< refitted 

CHRIBTEL.B Commonwealth Edison Co 82/12/17 Region 3, Offlet 
of Director 2pp 16960 273 24X Ficho 50-249,82/12/17. 

8301200119 


8301210157 Forwards LER a2-049/03L-0 

8C0TT.D J Cocnmonwealth Edison Co 03/01/10 KEPPLER.J 0 Region 
3, Office of Director Ip 16874 210 24X Flche 90-249,83/01/10. 

83012 101 S7 


— 0301210162 LER a2-04?/03L-0 on 821217,0-3 diesel generator failed to 
start on two successive attempts fallowing semiannual insp 
Caused by worn out cylinder 4c accumulation of dust particles 
Inside air starter Starter replaced 

RHEE, S Commanwealth Edison Co 83/01/10 Region 3. Office of 
Director Ip 16874 311 24X Flche 30-249,83/01/10.8301210157 


8301200300 Forwards updated LER B2-043/03X-1 

SCOTT. D J Commanueatth Edison Co 83/01/10 KEPPLER.J 0 Region 
3, Office of Director Ip 16954 067 24X Flche 50-249,83/01/10, 

8301280300 


— 8301280303 Updated LER 82-043/03X-1 on 821020, dur Ing Mode l.u/east 
scram discharge vol level switches under test. Kagnetr ol 
level switches 820 4, 62F would nob trip on command Caused by 
misaligned upper switch contact mechanisms 

'HHALEHi R J Commonwealth Edison Co 83/01/10 Region 3. Office 
of Director 2pp 16954 068 24X Fiehe 50-249,83/01/10. 

8301280300 


8301280316 Forwards LER 83-002/01 T-0 

SCOTT, □ J Commonwealth Edison Co 83/01/14 KEPPLER.J 0 Region 
3r Office of Director Ip 16954 268 24X Flche 50-249,03/01/14, 

8301200316 


— 0301280320 LER 63-002/0 lT-0 on 030105, dur Ing Mode 1, while performing 
leak checks, tap isolation valve 3-1299-13 4i pipe cap found 
blowing steam Cause unknown. P ipe threads chased & new cap 
installed Valve will be replaced during next refueling 
RHEE, 8 Commonwealth Ed’lson Co 83/01/14 Region 3, Office of 
Director 2pp 16954-269. 24X FI che 50-249, 83/01/14, 8301 280316 


V. Operator Examinations 


8212220443 Oenerlc Ltr 82~3B to all power reactor 1 iconsees. app 1 icanti 
for OL.MSS & reactor vendors 8, AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 830211 re operator licensing Sve list end 
EISENHUr.D 0 Division of Licensing 82/12/22 Consol ido ted 
Edison Co of New York, Inc 12pp 16681 072 24X 

Flche 50-000,82/12/22.8212220443 


Q30112007S Oenerlc Ltr 83-01 to power reacber licensees h applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
8S123I for listed categories Bve list end 

EIBEHHUT.DO Division of Licensing 83/01/11. Consolidated 
Edison Co of New York, Inc, 1 Ipp 16893 243 24X 

Fiehe 90-000,83/01/11,8301120070 


DOCKET 90-250 TURKEY POINT PLANT, UNIT 3 


F Security, medical, emergency ti fire protection plans 


8212060349 Generic Ltr 82-33 to all licensees of operating raactors, 
applicants far OL 6 holders of CPs re Sup pi 1 to NUREO'0737. 
"Requirements for Emergency Response Capability " 

NUREO-0737, 8upp 1 1 it sve list encl 

EISENHUr,0 0 Division Of Licensing 82/12/17 Cotl sollda ted 
Edison Co of New York. Inc 77pp 16681 208 24X 

Flche. 50-000, 82/12/17, 0212060349 


B212220445 Deneric Ltr 02-39 to all reactor licensees, CP holders l< 
applicants for CPs re problems ui/subnlttals of 10CFR73 21 
safeguards Info for licensing review Procedures re 
transnlttel of Info outlined 8vc list end 

EI8EMHUT.D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Itic 13pp 16690 021 24X 

Fiehe 50-000,82/12/22,8212220445. 
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Q’JOI 110514 ^ubinits dddl irt#a re emeryency operations facility (EOF) In 
respohsa to HRC request EOF located 24 miles from plant 
site Protection factor not applicoble due to location 
iJHRIOiR E Florida Pouer f. Light Co 83/01/04 ElSENH8T< 0 0 
Division of Licensing Ip 16743 297 24X Flche 50-230,83/01/04. 

8301110314 


Q30li70034 Foruiords draft SER re App R exemption request Folleuiup 
action required Response requested oil thin 3 uks 
VABOA, S A Operating Reactors Dranch 1 83/01/06 UHRIO.R E 

Florida Pouer * Light Co 33pp 16019 071 24X 

F Iche 50-250, 83/01/06. 8301170034 


6301190175 Releases public version of revised Emergoncg Plan 
[flip lamenting Procedures 

FELTON, J H Division of Rules and Records 83/01/13 Document 
llanagement Branch Ip 16B65 257 24X Flche 50-250,83/01/13, 

B301 190175 


8301070045 Fidt-uiards Amends 90 t. 84 to Licenses DpR-3i b DpR-41. 
respect ive ly, safety evaluation b notice of Issuance b 
availability Amends modify required flou rate of ausiliary 
Feeduater sys 

MACDBNALD.D 0 Operating Reactors Branch 1 82/12/28 WiRIO, R E 

Florida Pouer b Light Co 2pp 16690 336 24X 

Flche 50-250.82/12/28,0301070045 


— 0301070050 Amends 90 b 84 to Licenses DPR-31 b DPR-Al, respectively, 
modifying required flOu, rate of auiillary feeduater sys for 
neu Model 44F steam generators 

i/AROA, S A Operating Reactors Branch I 82/12/28 7pp 
16690 339 24 X Fiche 50-250,82/12/28,0301070045 


— 8301070053 Safety evaluation supporting Amends 90 b 84 to Licenses 
OPR-31 b DPR-41, respectively 

• Office of Nuclear Reactor Regulation, Director 82/12/28 2pp 
16690 345 24X Fiche 50-250.82/12/28.9301070045 


'E130II901B0 Foruards public version of revised Emergency Plan 
implementing Procedures 20107, "FI re/Eip 1 oslen Emergencies" 
b 20lil, "Re-Entry" b Offsite Emergency Organiiatton Plan 
Inplamenting Procedure 1301 re emergoncy roster 
UHfirO.R E Florida Power b Light Co 82/12/27 O'REILLY, J P 
Region 2, Office of Director Ip 16065 258 24X 

Flche 50-250,83/01/13.8301190175 


— -O3011901Q5 Public version of revised Emergency Plan Implemontlng 
Procedures 20107. "Flre/E«p las Ion Emergencies" b 20itl, 
“Se-Entry" b Offsite Emergency Organization Plan 
Implementing Procedure 1301 re emergency roster 
* Florida power b Light Co 82/12/02 22pp 16865 259 24X 

Flche 50-250,83/01/13,8301190173 


I Financial information 


0301270449 Forwards Ezhibits 1-3 re financial statements b internal 
cash flow 

UHRIO.R E Florida Power ft Light Co 83/01/17 BALTZMAN. J Office 
of State Programs, Director 9pp 16935 321 24X 

Fiche 90-000,83/01/17,0301270449 


■J insurance b Indemnity information 


C30I19012& Forwards Endorsement 53 to MAELU Policy I1F-35 Corrects 
policy number of Endorsement 51 forwarded earlier 

DUCK, J R Harsh b McLennan, Inc , M b H Nuclear Consultants, Inc Div 
83/Oi/la SALT ZN AN, 3 Assistant Director for State b Licensee 
Relations 2pp 16846 336 24X Flche 50-250,83/01/12,8301190126 


Operating license stage documents b correspondence 


d3O106044Q Forwards corrected safety evaluations for 800314 b 820308 
Amends 55 b 47 b 79 b 73 to Licenses DPR-31 b DPR-41, 

TespBcttvely 

MCDONALD. D 0 Operating Reactors Dranch 1 02/12/23 UHRIO.R E 

Florida Power b Light Co 2pp 16704 076 24X 

Flche 50-250,82/12/23.8301060449 


0301060457 Corrected safety evaluations supporting Amends 55 b 47 b 79 
b 73 to Licenses DPR-31 b DPR-41, respectively 

* Operating Reactors Branch 1 82/12/23 I7pp 16704 078 84X 

Fiche 50-230.82X12/23,8301060448 


Q30i060927 Forwards corrected Page 4 0-3 inadvertently omitted from 
B2O405 Amends 82 b 76 to Licenses OPR-31 b OPR-41, 
respectively 

MCDONALD, 0 0 Operating Reactors Branch 1 82/12/23 UHRIO.R E. 

Florida Pouer b Light Co 3pp 16604 347 24X 

Fiche 50-250,82/12/23,0301060527 


— 0301070056 Notice of issuance b availability of Amends 90 b 84 to 
Licenses DPR-31 b DPR-41, respectively 

VARGA. S A Operating Reactors Branch 1 62/12/26 2pp 

16690 347 a4X Flche 50-250.02/12/28.8301070043 


0301040700 Application to amend App A of Licenses DPR-31 b DPR-41 Ament) 
submitted in response to Generic Ltr 82-16 requesting Tech 
Specs for items required by NUREO-0737 for Implementation by 
821231 

UHRIO.R E Florida Power b Light Co 02/12/29 EISENHUT. D G 
Division of Licensing 3pp 16649 295 24X Fiche 50-250.02/12/29. 

8301040700 


— 8301040710 Proposed Tech Spec changes in response to Generic Ltr 82-16 
re NUREG-0737 items 

« Florida Power b Light Co 82/12/29 9pp 16649 298 24X 

Flche 50-250,82/12/29.8301040700 


0301040321 Advises that CNRD member qualifications in conformance u/Reg 
Oulde 1 33 guidance b applicable to ANSI N18 7 Proposed Tech 
Spec amend updating offsite organization should be approved 
w/o NRC requested qualification paragraph 

UHRIO.R e Florida Power b Light Co 82/12/30 VARGA. 8 A 
Operating Reactors Branch 1 Ip 16641 271 24X 

Flche 50-250.62/12/30.9301040321 


8301 110499 Forwards response to 821020 request for addl Info re 
degraded grid protection for Class (E power sys Proposed 
Tech Specs re 821116 application to amend Licenses DPR-31 & 
OPR-41 revised 

UHRIO.R E. Florida Power b Light Co 03/01/03 VAROA.S A 
Operating Reactors Dranch 1 4pp 16745 268 S4X 
Flche 50-250. 03/01/03. 830 1 1 10499 


— 0301110501 Revised Tech Specs re E6F. per 821116 application to amnnd 
Licenses DPR-3i b DPR-41 

a Florida Pouer b Light Co 83/01/03 Spp 16745 292 24X 

Flche 30-250.83/01/03.8301110499 


0301110574 Forwards response to NRC 621105 ltr b safety evaluation re 
util proposal to address potential single failure of two 
ECCS valves 

UHRIO.R E Florida Power b Light Co 83/01/04 VAROA.S A 
Operating Reactors Branch I 3pp 16745 192 24X 

Flche 50-250, 83/01/04, 0301110574 


8301100339 Notification of 830126 meeting w/util in Dethesda.NO to 
discuss licensee program for ensuring that screening 
criterion for pressurized thermal shock will not be 
exceeded Agenda end 

MCDONALD, D 0 Operating Reactors Dranch 1 83/01/05 VAROA.S A 

Operating Reactors Branch 1, 3pp 16756 359 24X 

Fiche. 50-230, 83/91/05, 8301 100339 


S3Ot960S31 Forwards corrected Tech Spec Page 
800321 Amends 56 b 48 to Licenses DPR-31 b 
respect ivsiy 

HCbOMALA, D 0 Opeirpting Reactors Dranch 1 
Florida Power b Light Co 3pp 16684.354 
Flche 50-250,82/12,1^7.6301060521 


3 1-2 for replacement in 
DPR-4t, 

82/12/27 UKRIG.R E 
24 X 


0301110031 Forwards request for addl Info re NUREO-0737, 

Item III D 3 4, "Control Room Hahltabllity " Response within 
60 days requested 

VARGA, B A Operating Reactors Branch 1 03/01/06. UHRIO.R. E 

Florida Power t Light Co 3pp 16779 149 24X 

Flche 50-250.83/01/06.8301110031 


0212060336 Generic Ltr 02-30 to all 1 ic ensoes. appl icants for OL & 
holders of CPs re filings concerning lOCFRSO production b 
wtilizatiun facilities Current listing of branch assignments 
for nuclear reactor projects b sve list encl. 

EtSENKUT.DO Division of Licensing 02/12/28 Consolidated 
Edison Co of New York, Inc 1 Ipp 16868 001 24X 

Flche 50-000, 82/12/28, 0212060336 


0301140407 Forwards safety evaluation supporting proposed deletion of 
flui rate Input from turbine runback sys 

VAROA.S A Operating Reactors Branch 1 83/01/06 UHRIO.R E 

Florida Power b Light Co 2pp 16017 274 24X 

Fiche 50-250, B3/0 1 /06 . 030 1 1 40407 


—8301140493 Safety evaluation supporting proposed deletion of flu* rate 
input from turbine runhack sys 

♦ Office of Nuclear Reactor Regulation, Director 83/01/06 2pp 
16017 276 24X Flche 30-250.03/01/06.0301140407. 
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3303540179 Forward* Amends 91 tt 85 to License* OPHI-38 fr Dpf|-41* 
resjitc ti ve Iv • sdf e t g evaluation ic notice of issuance t 
ava 1 lab 1 1 >ti^ Amends correctE^ identify uhen HoriEontal 
Tenden &4HS0 surveyed 

MCDONALD. D C Operating Reactor* Branch. 1 €3/01/13 UHRIOiR E 

Florida Pouer it Light Co 2pp 16893 296 24X 

Fiche 3D-350. BafOl/lS, B30J24D179 


— 33D1S40191 Amends 91 t 85 to License* DPR-31 Si DPR~4 1 • re s p ect Ivs 1 g > 
changing Tech Specs to Identtfg Korliontal Tendan 64HED as 
surveged during f Ir* t. thlrdi f 1 fth !< tenth yr surveillance 
VAROA. S A Dperatlng Reactors Branch J 03/01/13 6pp 
16093253 24X Flche 50-250.83/01/13.830)240179 


— B30134OIB5 Safety evaluation supporting Amend* 91 It 95 to Licenses 
I)P/l-3l i DPn-41 . reapBc 1 1 velg 

a Office of Nuclear Reactor Regulation. Director 03/01/13 L’pp 
16B93 264 24 X Flche 50-250.83/01/13,8301240179 


— 8301240187 tlobice of issuance tt aval lab i ) 1 1 y of Amends 91 & 83 to 
Licenses DPR-31 li OPfi-4 I , respective ly 

VARDA, S A Operating Reactprs Branch I 63/01/13 2pp 
16993 266 24X Flche 60-250.93/01/13,3301240179 


8301250119 Advises that review of proprietary info re environ 
ilualif (cation in technical evaluation repts foruarded by 
MRC 821213 Itr ecpected by 830228 Requests info be ulthheld 
until vendor certification obtained 

I/HRIO.R E Florida Power 4 Light Co 03/01/20 VARDA, S A 
Operating Reactors Branch I Ip 16396 124 24X 

Flche 50-250,03/01/20,3301250119 


Q Inspection reports, IE Bulletins L correspondence 


8301250632 Provides supplemental response to IE Insp Repts 30-250/02-19 
4 50-251/62-19 re status of continuous monitors lampllng air 
ejector eshaust AE eipect* to provide schedule to resolve 
problem in 2 ubs 

UHRIO, R E Florida Power t» Light Co 82/00/16 O'REILLV, J P 
Region 2, Office of Director Ip 16905 202 24X 

Flche 50-250. 32/03/16,8301250382 


6301250577 Provides updated responte to IE Imp Repts 50-250/92-19 ti 
50-251/82-19 re moisture problems w/a 1 r ejector radiation 
oionltoTs Ho schedule available to resolve problam due to 
compleilty Periodic repts will be provided 

UHHIO.R E Florida Power 4 Light Co 82/09/10 O'RErLLVn/ P 
Region 2, Office of Director Ip 16908 196 24X 

Flche 50-250,82/09/10.8301850577 


8301040573 Foruards IE Insp Repts 50-250/32-32 4 50-251/82-32 on 
621101-04 Na none om pi lane e noted 

DANCE.H C Division of Project 4 Resident Programs 62/18/07 
UHRIO. H 0 Florida Power 4 Light Co 2pp 16646 870 24X 

Fiche 30-250,98/12/07/0301040573 


— 8301040333 IE Insp Repts 50-250/82-32 4 50-851/02-32 on 821101-04 No 
noncamplian ce noted Major areas inspected inservlce insp 
procedure* U work activities 

KLEINSOROE. H P , BLAKE, j J Division of Project 4 Resident 
Programs e2/£2/01 4pp 16646 272 24X Flche 50-250. 33/12/07, 

0301040573 


8208190269 IE Info Notice 02-51. "Dvere iposures In PHR Cavities " Sve 
lift enc I 

REVOliNO. fl C Director's Office, Office of Inspection end 

Enfurcsmsnt 82/12/31 ConiDlidated Edison Co of New York, Inc 

lllpp 16639 239 24X Fiche 50-000,82/13/81,6203190269 


82X8(}60351 JE Info Notice 62-52, "Equipment Environ Oual I f icatl on 
Testing Esperienee - Updating of Test Summaries Previously 
Published in IE Info Notice 31-29 " Sve ifst end 
JORDAN. E L Division of Engineering 4 Quality Assurance IPre 
830103) 82/12/21 Conselldated Edison Co of New York, Inc 

115pp 16691 083 24X Flche 50-000,92/12/21,8212060351 


8212060350 IE Info Notice 82-53, ‘'Main Transformer Failures at North 
Anna Nuclear Pouer Station " Sve list end 

JORDAN.E L Division of Engineering 4 Quality Assurance CPre 
B30V031 83/)2/23 Consolidated Edison Co of New York, Inc 

114pp 16759 017 84X Fiche SO-OOO. 08/1 8/22, 821 8060350 


0808190275 IE Info Notice 82-54. "Westinghouse NJ3FD Relay Failures In 
Reactor Protection Sys " Sve list end 

JORDAN, E L Division of Engineering & Oual Itu Assurance tPre 
830103) 82/12/27 Consolidated Edison Co of New York, Inc 

llOpP 16962 139 24X Fiche 50-000,02/18/27.8208190275 


8208190273 IE Info Notice B2-S5, "Seismic Qualification af Westinghouii 
AR Relay U/Latch Attachments Used in Ifestinghouse Solid 
State Protection Sy* " Sve list end 

JORDAN, E L Division of engineering 4 Quality Assurance {Pre 
B3DI03> 32/12/23 Con sol 1 d'at ed Edison Co of Neu York, Inc 

109pp 16969 014 24X Fiche 50-000,88/18/28,8209190273 


83012$D247 Ad receipt of 821216 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/82-34 4 
50-251 /02-34 

DANCE, H C Division of Project 4 Resident Programs 02/12/23 

UHR10.fi E Florida Power & Light Co Ip 16897 178 24X 

Fiche 50-250,82/12/28.8301250847 


— 0301280353 Responds to HfiC 821116 Itr re violations noted Ir IE Insp 
Repts 50-250/82-34 4 50-251/02-34 Corrective actions all 00 
inspectors reinstructed re responsibilities when 
previewing plant work orders 

UHfiIO,R E Florida Power 4 Light Co 82/12/16 O'fiEILLV, J P 
Region 2, Office of Director 3pp 16097 179 84X 

Fiche 50-250,92/12/28.8301250247 


— 8301250257 Forwards IE Insp Repts 50-250/02-34 4 50-251/02-34 on 
320986-1025 4 notice of violation 

DANCE, H C Division of Project 4 Resident Programs 02/11/16 
UHHIO, R E Florida Power i Light Co 2p p 16897 132 24X 

Fiche 50-250.82/12/28,8301250247 


— Q30125D25? Notice of violation from imp on 020926-1025 

a Region 2, Office of Director 82/11/16 Ip 16097 184 24X 

Fiche 30-250,82/12/28.8301250247 


—3301250266 IE Insp Repts 50-290/82-34 4 50-251/88-34 on 020926-1025 
Ndneomp I lane e noted failure to follow Procedures A P 
190 19 4 A p 103 11 re re 1 ns ta 1 lat ion of lagging on safety 
injection flow path liner 

v06T-L6lfELL, R , JULIAN, C Division of Project 4 Resident Frograms 
02/11/15 6pp 16897 105 24X Fiche 50-230,82/12/20,8301250247 


8301250309 Ack receipt of S21S20 Itr informing NRC of steps taken te 
correct violations noted in IE Insp Repts 50-290/82-30 4 
50-851/02-30 

DANCE, H C Divlslan of Project 4 Resident Programs SS/IS/S? 

UHRIO.R E Florida Power 4 Light Co Ip 16905 329 24X 

Flche 30-250,82/12/29,9301290509 


— 8301250320 Responds to NRC 321119 Itr re violations noted in XE Ifisp 
Repts 50-290/82-30 4 90-251/02-30 Corrective actions special 
training classes on heat tracing conducted, check 1 1 st for 
reviiwtng plant work orders prepared 4 valve locked 
UHRIO.R E Florida Power 4 Light Co 82/12/20 O'REILLV, J P 
Region 2, Office of Director 3pp 16905 330 24X 

Fiche 50-250, 02/12/29, 03O123OSO9 


— 8301350526 Forwards IE Imsp Repts 50-250/02-30 4 50-251/02-30 on 
880026-0925 4 notice of violation 

□ 'REILLY, J P Region 2, Office of Director 82/11/19 UMaiO.R E 

Florida Power 4 Light Co 2pp 16903 333 24X 

Flche 50-250,82/12/29,830125050? 


— 8301290534 Notice of violation from insp on 820026-0923 

» Region 2, Office of Director. 02/11/19 2pp 16905 335 S4X 
Flche 50-290,82/12/29,8301250509 


— 8301250540 IE Insp Repts 50-350/82-30 4 30-251/02-30 on 020826-0925 
None flmp] lance noted unauthori zed blocking of critical heat 
tracing cir cul ts, perf ormanc e of iralnt u/1 nadeauate plant 
work order 4 unauthori led absence of lock from valve 
VDOT-LQMELL, R , JULIAN, C Division of Project 4 Resident Programs 
02/11/13 lOpp 16905 337 24X Fiche 50-200,02/12/29, 

8301250909 


B212060354 IE Info Notice 82-56, "Rabertshaw Thermostatic Floiu CnnCrAl 
Valves " Sve list end 

JORDAN.E L Division of Engineering 4 Quality Assurance iPre 
8301031 02/12/30 Co n sol i da ted Edison Co of Neu York, Inc 

illpp 16799 137 24X Fiche 50-000.82/12/30,8212060354 


a30i2SOO'a7 Forward* IE Insp Repts 50-230/82-30 4 50-251/82-38 on 
821207-10 No noticampl lance noted. 

DANCE, H C Division of Project 4 Resident Programs 03/01/03 

trHRIO.fi E Florid* Power 4 Light Co. 2pp 16896 106 24X 

Fiche 50-230.03/01/03,8301250007 


— B3D{2S00I3 IE tnsp Repts 50-250/82-38 4 50-251/82-30 on 021207-10 No 
noncomp 1 lane e noted Major area* Inspected mod progress, 

Inservlce testing of pumps 4 valves 4 inspector followup 
I terns 

KLEINSOfiOE, H p , BLAKE, J J Division of Engineering 4 Technical 
Programs 82/12/30 5pp 16896- 100 24X Flche’ 50-250,03/01/03, 

8301250007 
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R Periodic aperafcing reporto U related correspondence 


B301S703S'1 Forwards Monthly Operating Repts for Nov 1982 

HILtlAHSpJ N Florida Power i Light Co 02/12/13 Office of 
Ptsevrca Management, Director ip 16932 035 24X 

Fiche 50-000,02/12/13,5301270331 


— 0301270354 Monthly Operating Repts for Nov 1902 

PACE, P Florida Power & Light Co 52/12/15 llpp 16932 039 
24X Fiche 50-000.82/12/13,5301270351 


5. Reportable occurrences, LERs & related correspondence 


6301-060285 PNO- 1 1“'82~140 on 821225, reac tor trip occurred while calibr 
nuclear instrumentation power range Plant shutdown resulted 
In power grid transient causing two fossil units to trip, 

Tsiiltting in shedding of BOO MN & loss of electrical sve 
LANDIS, K 0 . LEKI8, R C Region 2, Office of Director 52/12/29 

ip 16679 tas 24X Fiche 50-250,82/12/29.8301060255 


Operator Examinations 


— 8301190105 Public version of revised Emergency Plan Implementing 
Procedures 20107, ‘Tlre/Eip losl on Emergencies" U 20111, 
"Re-Entry'" i< Offsite Emergency Organiiatlon Plan 
Implementing Procedure 1301 re emergency roster 
» Florida Power 6 Light Co 82/12/02 22pp 16565 2S9 24X 

Fiche 50-250,53/01/13,5301190175 


1 Financial information 


5301270449 Forwards Exhibits 1-3 re financial statements li internal 
cash flow 

UMRIO, R £ Florida Power L Light Co 83/01/17 SALTZHAN.J Office 
of State Programs, Director 9pp 16935 321 24X 

Fiche 50-000,83/01/17,5301270449 


J Insurance 6 indemnity information 


8301190126 Forwards Endorsement S3 to MAELU Policy MF-35 Corrects 
policy number of Endorsement SI forwarded earlier 

DUCK.J R Marsh 6 McLennan, Inc , H L M Nuclear Consultants, Inc Div 
53/01/12 SALTZHAN.J Assistant Director for State & Licensee 
Relations 2pp 16846 336 24X Fiche 50-250,53/01/12,8301190126 


B2I2220443 Oenenc Ltr 82-36 to all power reactor 1 icensees, app licants 
for OL, MSS it reactor vendors & AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 630211 re operator licensing Sve list end 
EISENHUr, D O Division of Licensing 52/12/22 Consolidated 
Edison Co of New Vorlc, Inc 12pp 16651 072 24X 

Fiche 90-000,82/12/22,5212220443 


B30II20079 Generic Ltr 83-01 to power reactor licensees %t applicants 
for OL re operator licensing exam site visit Re<tuest3 
schedule re exam rei^uests expected for submittal prior to 
051531 for listed categories Sve list end 

EISEHHUT, D O Division of Licensing 93/01/11 Consolidated 

Edison Co of New York, Inc llpp 16593 243 24X 

Flcbo 50-000.83/01/11,0301120075 


DOCKET 50-251 TURKEY POINT PLANT, UNIT 4 


F Security, medical, emergency 5 fire protection plans 


P Operating license stage documents L correspondence 


6301060440 Forwards corrected safety evaluations for 800314 %t 820308 
Amends 59 6 47 fc 79 t 73 to Licenses DPR-31 b DPR-41, 
respectively 

MCOONALDr D 0 Operating Reactors Branch 1 02/12/23 UHRIOiR E 

Florida Power 4< Light Co 8pp 16704 076 24X 

Fiche 50-250,82/12/23,6301060446 


— 5301060457 Corrected safety evaluations supporting Amends 59 4, 47 & 79 
S. 73 to Licenses DPR-31 b DPR-4li respectively 

a Operating Reactors Branch 1 02/12/23 17pp 16704 076 24X 

Fiche 50-250,62/12/23.8301060440 


0301060937 Forwards corrected Page 4 8-3 Inadvertently omitted from 
820409 Amends 82 b 76 to Licenses DPR-31 b DPR-41. 
respect Ively 

MCDONALD, D 0 Operating Reactors Branch 1 82/12/23 UHRIO.R E 

Florida Power b Light Co 3pp 16664 347 24 X 

Fiche 50-250.02/12/23,0301060527 


0212060349 Generic Ltr 02-33 to all licensees of operating reactors, 
applicants for OL b holders of CPs re Suppl 1 to NUREO-0737, 
"Reiiulrements for Emergency Response Copability " 

NUReO-0737, Supp 1 1 b sve list end 

EISEHHUT, 0 0 Division of Licensing 82/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 200 24X 

Fiche 30-000, 82/12/17,8212060349 


0301060521 Forwards corrected Tech Spec Page 
000321 Amonds 56 b 40 to Licenses DPR-31 b 
respect 1 vo ly 

MCDONALD. D 0 Operating Reactors Branch 1 
Florida Power b Light Co 3pp 16604 354 
Fiche 50-250,82/12/27,6301060521 


3 1-2 for replacement in 
DPR-41, 

52/12/27 UHRIO.R E 
24X 


9212S20445 Generic Ltr 02-39 to all reactor licenseeoiCP holders b 
applicants for CPs re problems w/submittals of 10CFR73 21 
safeguards Info for licensing review Procedures re 
transmittal of Info outlined Sve list end 

EISENHUT, D 0 Division of Licensing 62/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021 24X 

Ficha 90-000,82/12/22,821222044 5 


82120603S6 Generic Ltr 02-30 to all 1 Icensees , appl Icants for OL b 
holders of CPs re filings concerning I0CFR50 production b 
utiUiatlon facilities Current listing of branch assignments 
for nuclear reactor projects b sve list enc 1 

EISENHUT.D 0 Divlaion of Licensing 02/12/26 Consolidated 
Edison Co. of Now York, Inc llpp 16660 001, 24X 

Fiche 50-000,52/12/28,6212060396 


B3011I0S14 Submits addl Info re emergency operations facility <E0F) in 
response te NRC reguest EOF located 24 miles from plant 
site Protection factor not applicable due to location 
VmiO. F E Florida Power b Light Co 63/01/04 EISENHUT.D 0 
Division of Licensing Ip 16745297 24X Fiche 50-250,83/01/04, 

0301110514 


S301170034 Forwards draft 0ER re App R exemption reguest Followup 
action regulred Response reguested within 3 wks 
VARCA, 0 A Operating Reactors Branch 1 03/01/06 UHRIOiR. 6 

Florida Power b Light Co 53pp 16019 071 24X 

Fiche 50-290. 53/01/06,0301170034 


&3GI190175 Releases public version of revised Emergency Plan 
Inpltmenting Procedures 

FELTON, J M Division of Rules and Records 03/01/13 Document 
Management Oranch tp 16865 237 24X Fiche 90-250,03/01/13, 

8301 190175 


—0301190180 Forwards public version of revised Emergency Plan 
Implementing Procedures 20107, "Fire/Exp 1 osion Emergencies" 
b. 20111, "Re-Entry" b Offsite Emergency Organiiatlon Plan 
Implementing Procedure 1301 re emergency roster 
UHREG.R E Florida Power b Light Co 82/12/27 O'REILLY, J P 
Aeglon 2. Office of Director Ip 16865 250 24X 

Fiche 50-250,03/01/13,5301190175 


8301070G4S Forwards Amends 90 b 84 to Licenses DPR-31 b DPB-41, 
respectively, safety evaluation b notice of Issuance b 
availability Amends modify required flow rate of auxiliary 
f eedwa ter sy s 

MACDONALD. D 0 Operating Reactors Branch 1 02/12/20 UHRIO.R E 

riorida Power b Light Co 8pp 16690 336 24X 

Fiche 90-350,82/12/25,8301070045 


—0301070050 Amends 90 b 04 te Licenses DPfi-31 b DPR-41. respect Ively. 
modifying regulred flow rate of auxiliary feedwater sgs for 
new Model 44r steam generators 

VARGA, S A Operating Reactors Branch 1 02/12/20 7pp 

16690 338 24X Fiche 50-290,82/12/20,5301070049 


“8301070053 Safety evaluation supporting Amonds 90 b 84 to Licensee 
DPR-31 b DPR-41, respectively 

» Office of Nuclear Reactor Regulation. Director 02/12/28 2pp 
16690 345 24X Fiche 90-290,52/12/20,0301070049 


“S301070056 Notice of Issuance b availability of Amends 90 b 84 to 
Licenses DPR-31 b DPR-41, resp ectlve ly 

VAROA, a A Operating Reactors Branch i 02/12/20 2pp 
16690 347 24X Fiche 90-250,52/12/25,0301070045 


0301040700 Appl Icatlon to amend App A of Licenses DPR-31 b DPR-41 Amend 
submitted In response to Oenerie Ltr 52-16 requesting Tech 
Specs for Items required by NUREO-0737 for implementation by 
S21S3 1 

UHRIO.R e Florida Power b Light Co 52/12/29 EISENHUT, 0,0 
Division of Licensing 3pp 16649 299 24X Fiche. 90-250, 02/12/29. 

0301040700 
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— 83O10407J0 (*ropoi>rf Tech Spec changes in response to Oeneric Ltr B2~16 
r« NUnE<}*0737 Items 

» Florida Pouer h Light Co 02/12/29 9pp 16649 290 24X 

Flchs 30-290^02/ 12/29^0301040700 


0301040321 Advises that CNRB inember i|ua 1 1 f ic a tions in conforinance ui/Reg 
Oulde 1 33 guidance U appllcablg ta ANSI MIS 7 Proposed Tech 
Spec amend updating o/dslte organl tatldn should be approved 
iii/o (IRC requested <ivalif icatlon paragraph 

UHRIOfR E Florida Pouiar t. Light Co 02/12/30 OAROA^ B A 
Operating Reactors Branch 1 Ip 16641 271 24X 

Flehe 30-250.02/12/30.8301040321 


0301110499 Foruards response to Q2I023 request for addl info re 
degraded grid protection for Clast IE pouer sgs Proposed 
Tech Specs re 021116 application to amend Licenses l>pfl-3i 6 
DPR-4I revised 

UHRIOjR E Florida Pouer & Light Co 83/01/03 VARCA. S A 
Operating Reactors Branch 1 4pp 16745 200 24X 

Flehe 50-250.83/01/03.8301110499 


— 03OI11OSO1 Revised Tech Specs re ESP. per 621116 application to amend 
Licenses DPR-31 6 DPA-4! 

e Flerida Pouer 6 Light Co 83/01/03 3pp 16743 292 24X 

Flcfte 50-250.03/01/03.8301110497 


8301110974 Foruards response to NRC 831105 ltr 6 safety evaluation r« 
util proposal to address potential single failure of two 
ECC9 valves 

UHAtO, R E Florida Pouer U Light Co 83/01/04 VAROA. B A 
Operating Reactors Branch 1 3pp 16743 192 24X 

Flehe 30-250. 83/01/04. 830 1 1 10974 


8301100339 Netiflcatien of D30126 meeting u/utll in Dethasda.HO to 
discuss licensee program for ensuring that screening 
criterion for pressurtied thermal shock uill not be 
eiceedrd Agenda end 

HCDOMALOrD 0 Operating Reactors Branch 1 83/01/05 VAROA.B A 

Operating Reactors Branch 1 3pp 167S6 3 59 24X 

Flehe 50-250. 33/01/05. 8301 100339 


0301110031 Forwards request for addl info re hfUREO-0737. 

Item 111 0 3 4. “Control Room llabltah 1 1 itg " Response ulthin 
60 days requested 

VAROA. S A Operating Reactors Blranch 1 03/01/06 UHRIO.R E 

Florida Power & Light Co. 3pp 16779 149 24X 

Flehe; 50-250. 83/01/06.0301 1 1003 1 


8301140407 Forwards safety evaluation supporting proposed deletion of 
flus rate input from turbine runback sgs 

OAROA.S A Operating Reactors Branch 1 03/01/06 VHRIO. R B 

Florida Pouer & Light Co 2pp 16817 274 24X 

F 1 ch 0 - 50 -230. 83/0 1 /06. 830 1140407 


— 0301 140493 Safetg evaluation supporting proposed deletion of flui rate 
Input from turbine runbaet sys 

• Office ef Nuclear Reactor Regulation. Dlracter 03/01/06 2pp 
16917 276 24X Fiche 5O-2S0. 83/01 /06. 0301 140437 


8301240179 Forwards Amends 91 6 05 to Licenses DPH-31 6 DPR-4I, 
respoctivelg. safetg evaluation & notice of issuance U 
availabilitg Amends correctlg identify when Horliontat 
Tendon 64H50 survaged 

liCDOMALD. D 0 Operating Reactors Branch I, 03/01/13 UHRIO.R. E 
Florida Pouer & Light Co 2pp 16093 256 24X 

rich* 50-250.03/01/13.0301240179 


--e301240'l0l Amends 91 b S3 to Licenses BPB-31 b DPfl-41. respect Ivolg, 
changing Tech Specs ta Identify Horl rental Tendon 641(50 as 
furvegrd during first, third, f 1 fth 8t tenth gr surveillance 
VAROA. S A Operating Reactors Branch 1 83/01/13 6pp 

16893 250 24X Flehe 50-250.63/01/13,8301240179 


— 0301240165 Safety evaluation supporting Amends 91 I. 0S to Licenses 
DPR-3i 6 OPR-41. respect tvelg 

s Office of Nuclear Reactor Regulation, Olrectdr, 03/01/13 2pp 
16093.264 24X Fiche 50-250. B3/0t/l3. 0301240179 


-8301240107 Notice of issuance 6 availabilitg of Amends 91 b 89 to 
Licenses DPB-31 f DPR-4 i. reipettlvelg 

VAfiOAi S A Operating Reactor* Brench 1 93/01/13 2pp 

16673 266 ggx Fiche 50-250.83/01/13,8301240179. 


0 Inspection reports. IE Bulletins tc correspondence 


6301350582 Provides supplemental response to IE In«p Repts Sa-2SO/82-jg 
b 90-251/82-19 re status of continuous monitors sampling air 
ejector eihaust AE aspects to provide schedule to resolve 
problem In 2 uls 

UMRIO.n E Florida Power b Light Co 82/08/16 O'REILLY. J P 
Region 2, Office of Oircctor Jp 16905 202 24X 

Fiche 50-250.83/08/16.8301250582 


G301230577 Provides updated response to IE Insp Ropts 50-250/82-19 b 
50-251/82-19 re moisture problems le/alr ejector radiation 
men i tors. No schedule available to resolve problem due to 
compleilty Periodic repts will be provided 

UKRtO. R E Florida Power 6 Light Co 82/09/10 O'REILLY. J P 
Region 2. Office of Director Ip 16905 196 24X 

Fiche 30-250.82/09/10.0301250577 


8301040573 Forwards IE Insp Ropts 50-230/82-32 b 50-251/32-32 on 
821101-04 No noncompliance noted 

DANCE. H C Division of Project b Resident Programs 82/12/07 

UHRIO.R 0 Florida Pouer b Light Co 2pp 16646 270 24X 

Fiche 50-250,02/12/07.0301040973 


—8301040583 IE Ipsp Repts 50-250/82-32 b 50-251/02-32 on 821101-04 No 
noncompliance noted. Major areas inspected inservice insp 
procedures 6. work activities 

KLEINSORCE. if P . SLAKE. J 0 Division of Project b Resident 
Programs 62/12/01 4pp 16646 272 24X Fiche 50-250,82/12/07, 

8301040973 


0200190269 IE Info Notice 02-51, "Overe iposures in PUR Cavities " Ovc 
lilt enc 1 

DEYOONO.R C Director's Office. Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York. Inc 

Illpp I66B9 239 24X F i che 50-000, 82/12/Sl . 0208190269 


0212060351 IE Info Notice 82-52. "Equipment Environ Oual 1 f 1 ca 1 1 on 
Testing Eiperlcnce - Updating of Test Summaries Prevlouslg 
Published In IE Info Notice 81-29 " Sve list end 
JOROAM. E L. Division of Engineering & Quality Assurance (Pve 
830103). 02/12/21 Consolidated Edison Co of New York. Inc 

lISpp 16661 080 24X Fiche 50-000,02/12/21,8212060351 


0212060350 IE Info Notice 32-93. "Haln Transformer Failures at North 
Anna Nuclear Power Station " Sve list end 

VORDAN. E L Division of Engineering b Quality Assurance (Pre 
S30103) 02/12/S2 Consolidated Edison Co of New York. Inc 

lt4pp 167S0 017 24X Fiche 50-000,82/12/22.8212060350 


8203190275 IE Info Notice 82-94. “Uesti nghouso NBFD Relay Failures in 
Reactor Protection Sys ” Sve list enc I 

JORDAN.E L Division of Engineering b Quality Ansuranco (Pre 
030103). 82/12/27 Consol i dated Edison Co of New York, Inc 

llOpp 16962 139 24X Fiche 50-000,02/12/27.8200190275 


8206190273 IE Info Notica 82-55. “Seismic Qualification of Uest inshawer 
AR Relay tf/LatcJi Attachments Usod in Uestinghouse 0olld 
State Protection Sys " Sve list end 

JORDAN. E L Division of Engineering b Quality Assurance (Pre 
8301031 02/12/28 Consolidated Edison Co of New York, Inc 

109pp. 16868 014 24X Fiche 50-000,83/12/20.8208190273 


8301290247 Ack receipt of 821216 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-250/02-34 b 
90-251/82-34 

DANCE. if C Division of Project b Resident Programs 82/12/20 
VKRIO.fl E Florida Power & Light Co. Ip 16097 17B 24X 

Fiche: 50-250. 82/12/20, 8301250347 


—8301250253 Responds to NRC 821116 ltr rs violations noted In IE Insp 
Repts 50-250/82-34 b 50-251/82-34 Corrective actions all QC 
inspectors rdnstructed re responsibilities when 
previewing plant work orders 

UHRIO.R E, Florida Pouer 8. Light Co 82/12/16 Q'REILLV. J P- 
Aeglon 2, Office of Director 3pp 16S97 179 24X 

FI Che- 50-250, 02/12/28. 8301250247 


—0301250257 Forwards IE Insp Ropts 30-250/82-34 fc 50-251/02-34 on 
020926-1029 b notice of violation 

DANCE. H C Division of Project b Resident Programs 02/11/16 
UHRIO.R E Florida Power b Light Co 2pp 16097 102 34 X 

Fiche 50-250,82/12/28.0301250247 


6301250119 Advises that revieu of proprietary Info r* anvlrun 

qualification in technical eveluation repts forwarded by —0301250259 Notice of violation from Insp on 020926-1025 

NRC 021213 ltr ripaettd by 630228 Requests Info be withheld « Region S, Office of Director 82/11/16 Ip 16B97 184 24X 

until vendor certification obtained. Fiche, 30-250. 82/1 2/28, 8301250247. 

UHRIO.R E Florida Power b Lijht Co. 83/01/20 VAROA, S, A 
Dperatlny Reactors Branch 1 Ip 16896 124 24X 

Ficlie 30-250,83/01/20,0301290119 
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-Q3O1SS02&6 IE ln<p Ropta 90-290/8S-34 «t 90-251/62-34 on 620926-1035 
NoTiCOinpl lance noted failure to folloU Procedures A P 
190 19 t« A P 103 11 re reins tal lot Ion of lagging on safety 
Injection f lou path liner 

VQOT-LOUELL I R < JULIAN. C Division of Project & Resident Programs 
62/11/13 6pp 16897 183 24X Flche 50-230.82/12/26.8301250247 


&301290509 Act receipt of 621220 Itr informing NRC of steps taken to 
correct violations noted In IE tnsp Repts 90-250/82-30 & 
50-291/62-30 

DAfiCE. K C Division of Project t< Resident Programs 62/12/29 

UHHIO. R E Florida Poiuer «< Light Co ip 16909 329 24X 

Flche 90-250.02/12/29.8301250309 


— B3012SDS20 Responds to NRC 821119 Itr re violations noted in IE Insp 
Repts 50-230/08-30 t< 50-251/88-30 Corrective actions special 
training classes on heat tracing conducted, checklist for 
revieulng plant uork orders prepared b valve locked 
■UMRIO.n E Florida Power i< Light Co 82/12/20 O'REILLY. J P 
Region 2. Office of Director 3pp 16905 330 24X 

Flche 50-250.88/12/29.0301250909 


— 8301230526 Forwards IE Insp Repts 50-250/62-30 & 50-251/B2-30 on 
820926-0923 fc notice of violation 

O'REILLY. J P Region 2, Office of Director 02/11/19 UHRIO.R E. 

Florida Power 6 Light Co 2pp 16905 333 24X 

Flche: 50-230. 82/12/29. 8301250309 


— 8301230534 Notice of violation from insp on 820626-0985 

« Region 2. Office of Director 62/11/19 2pp 16905 335 24X 

Flche 50-250.82/12/29.8301250509 


— 8301250540 IE Insp Repts 50-250/02-30 50-251/82-30 on 820826-0925 

Moncompliance noted unauthorized blocking of critical heat 
tracing c trcults. performance of maint w/i nadeguate plant 
work order U unauthorized absence of lock from valve 
VOOT-LOWELU . R . JULIAN. C Division of Project Resident Programs 
82/11/15 lOpp 16905 337 24X Flche 50-250.02/12/29. 

S30 1250509. 


E32tJ20603S4 IE Info Notice 82-56. "Robertshaw Thermostatic Flow Control 
V*lves " 6vc list end 

i/OROANiE L Diviaton of Engineering 6 Ouality Assurance (Pro 
8301031 62/12/30 Consolidated Edison Co of New York. Inc 

1 llpp 16798 137 24X Flche 50-000.82/12/30.6212060354 


6301250007 Forwards IE Inap Repts 50-250/02-30 «. 50-251/02-38 on 
831207-10 No noncompliance noted 

DA/iCEtK C Division of Project J< Resident Programs 83/01/03 

UNRIO.R E Florida Power 6 Light Co 2pp 16696.106 24X 

Ftche 5 O- 8 SO 1 83/01/03. 9301250007 


— 8301250013 IE Insp Repts 50-250/82-38 t< 30-251/82-38 on 621207-10 No 
noncompliance noted Major areas inspected mod progress. 

Inservice testing of pumps b valves 6 Inspector followup 

Items 

KLEINSOROE. U P . BLAKE. J J Division of Engineering b Technical 
Programs 82/12/30 Spp 16896 106 24X Flche 50-250.83/01/03. 

6301250007 


R Perlodtc operating reports b related correspondence 


8301270351 Forwards Monthly Operating Repts for Nev 1982 

1IILL.IAH8,J U Florida Power b Light Co 82/12/15 Office of 
Resource Management. Director Ip 16932' 030 24X 

Flche 30-000.82/12/15,8301270391 


— 8301270354 Monthly Operating Repts for Nov 1962 

PACE.P. Florida Power b Light Co 82/12/13 llpp 16932.039 
24X Fiche 50-000.82/12/15.8301270331 


8301130134 Forwards "Steam Oenerator Repair Program Radiological 
Progress Kept 1 for 821010-1202 " 

UHRIO.R E Florida Power b Light Co 83/01/07 VARGA. 8 A 
Operating Reactors Branch 1 Ip 16794 188 24X 

Fiche SD-231. 83/01/07. 8301130134 


8301130141 "Steam Oenerator Repair Program Radiological Progress 

Rapt 1 for 821010-1202 " 

e Florida Power b Light Co 83/01/07 27pp. 16794 189 94X 

Fiche 50-231.83/01/07,8301130134 


V Operator Examinations 


8S122P0443 Generic Ltr 82-38 to all power reactor Itcenseasrapp licants 
For OL. MSS b reactor vendors b AEs re meeting to discuss 
I'acent developments for licensing exams Advises that meeting 
Mill be held on 830211 re operator licensing Svc list end. 

EteEMHUr, 0 G Division of Licensing 82/12/22 Consolidated 
Edison Co of New York. Inc 12pp 16681* 072. 24X 

Flche 90-000.82/12/22.8212220443 


8301120078 Generic Ltr 83-01 to power reactor licensees b applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam reguests expected for submittal prior to 
891231 for listed categories Svc list end 

EIBENHUr. 0 0 Division of Licensing 63/01/11 Consolidated 

Edison Co of New York. Inc llpp 16093 243 24X 

Flche 50-000.83/01/11.8301120078 


DOCKET 50-954 OuAD-CITIES B TAT ION. UNIT 1 


F Security, medical, emergency b fire protection plant 


8212060349 Generic Ltr 82-33 to all licensees ef operating reactors, 
applicants for OL b holders of CPs re Buppl 1 to NUREG-0737i 
"Reguirements for Emergancy Response Capability " 

NUREO-0737, Suppl 1 b svc list end 

EfSENHUT, 0 0 Division of Licensing 62/12/17 Consolidated 
Edison Co of New York. Inc 77pp 16661 208 24X 

Fiche 50-000.82/12/17.8212060349 


8301140261 Forwards IE SERs 50-234/82-92 b 30-263/82-24 conducted in 
Nov 1982 Mo noncompliance noted 

HIND.J A Division of Emergency Preparedness b Operational Support 

82/12/20 REED. C Commonwealth Edison Co 2pp. 16B06 131 24X 

Fiche 50-294.82/12/90.8301140281 


—8301140299 IE SERs 30-254/82-22 b 50-265/82-24 conducted in Nov 1762 Ho 
noncompl lancB noted Major areas Inspected 6ER of emergency 
plan b Nov 1961 b June 1902 stte-spedflc annex 

PHILLIPB.H P , AXELSOM. W L , PAPERIELLO.C J Division of Emergency 
Preparedness b Operational Support 82/12/21 29pp 16606 133 

24X Flcho 50-254,02/12/20,8301140201 


B212220443 Generic Ltr 02-39 to all reactor licensees. CP holders b 
applicants for CPs re problems w/submittals of 10CFR73 21 
safeguards Info for licensing review Procedures re 
transmittal of Info outlined Svc list end 

EISENHUT.D Q Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021 24X 

Flche 30-000. 62/12/22,8212220445 


8301190116 Transmits safety evaluation on safe shutdown capability in 
event of fire per roquir ements of lOCFRSO. App R Sections 
III 0 3 b 111 L Review of fire protection program completed 
VAS0ALLO.D B Operating Reactors Branch 2 02/12/30 DELOEOROE. L 

Commonwealth Edison Co 2pp 16847 227 24X Flche 50-294.02/12/30. 

8301190116 


— 830119011? Safety evaluation supporting safe shutdown capability in 
event of fire per lOCFRSO App R.Bediont III 0 3 b III L 
• Office of Nuclear Reactor Regulation. Director 62/12/30 
12pp 1684 7 229 24X Flche 50-294,82/12/30,8301190116 


0301070011 Releases public version of revised section of Quad Cities 
annex to generating station emergency plan 

FELTON, J. M Division of Rules and Records 83/01/03. Document 
Management Branch Ip 16704 167 24X Flche 50-234,63/01/03. 

630107001 1 


— 8301070016 Forwards public version of revised Bectlon S of Quad Cities 
annex to generating station emergency plan Receipt form 
end 

MOORE. R D Commonwealth Edison Co. 02/12/03 DENTON, H. R. Office 
of Nuclear Reactor Regulation. Director Ip 16704 168, 24X 

Flche 90-254,83/01/03,6301070011 


— B30107002S Public version of Section 3 of Quad Cities annex to 
generating station emergency plan 

« Commonwealth Edison Co 82/04/30 13pp 16704 169 24X 

Flche 90-254 83/01/03.8301070011 


8301070547 Releases public version of revised emergency plan 
Implementing procedures 

FELTON, J H Division of Rules and Rocords 83/01/04 Document 
Management Branch IP. 16695 127 24X Flche 90-254,63/01/04. 

0301070947 


— 8301070391 Forwards public version of revised Bmergency plan 
Implementing proced'ures, Including Procedures QEP 460-1 re 
emergency operations facility setup b QEP 460-0 re 
cmergenci| operations facility 

« Commonwealth Edison Cu 82/12/14 NRC ~ No Detailed 
Affiliation Given 4PP 16695.128 24X Flche 90-294.83/01/04, 

8301070547 


— 6301070553 Public version of revised emergency plan Implementing 
procedures, including Procedures OEP 460-1 re emergency 
operations facility setup b QEP 460-0 re emergency 
operations facility. 

« Commonwealth Edison Co 82/12/15 13PP 16699 132. 24X 

Flche 50-29 4 , 83/0 1 /04 , 830 1070 347 
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g301110&4B R»i»aa«* public version of revised energencij jiian 
Implementing procedures 

FELTON. J H Olviiion of Rules and Records 83/01/09 Document 
Henegement Brenc-h Ip 16765 334 24X FIche 90*”254i 83/01/05. 

B301 1 1064B 


—B301 110644 Foruards public version of revised cmergencv plan 
Implementing proc edur«s> i nc lud Ing Procedures QEP ilO-i. 

"Station Director Implementing Procedural " OEP 310-1. 

"Initial Notification" L QEP SSO-Ri Emergency Drills " 

KOVACKiTif . CERMEfi.L Comuionueal lb Edison Co 82/13/23 
DEMTGNiH R NRC - No Detailed AfPiliation Oiven 4pp 16769 336 
24X Flche 50-S94> 83/01/09. 8301110648 


— 8301110691 Public version of revised emrrgencv plan implementing 
procedures, me lud ing Procedures QEP 110-1. "Btation Director 
Implementing Procedure. “ OEP 310-1. "Initial Notification” 

& OEP 830-2. "Emerganeg Drills " 

e Commonueal tb Edison Co 82/12/23 34lpp 1676S 340 24X 

FUhe 80-254.83/01/09.8301110643 


830I14036S Notifies that continuing difficulties prevent ''operational" 
daslgnation of listed emergency response fac i 1 i ti es> per 
NUREO' 0737. 1 1 em tit A I 2. "Upgrade Emergency Support 
Facilities" b Oeneric Ltr 82-33 

6UARTZ. E 0 Commonuealth Edison Co 83/01/06 DENTON. H R Office 
of Nuclear Reactor Regulation. Director Spp 16B07 844 24X 

Flche 30-000 . 83/0 1 /06 ■ 830 1 1 4036 S 


8301110664 Releases public version of public info pamphlets re actions 
to take in case of nuclear accidents 

FELTON. U K Division of Rules and Records 83/01/07 Document 
Management Branch. Ip 16767 267, 24 K Flche 50-000.83/01/07. 

8301110664 


-8301110667 Feruards public version of public info pamphlets re 
actions to take in case of nuclear accidents 

HDORE. R D Commonwealth Edison Co 82/12/31 DENTON. II R NRC - 
No Detailed Affiliation Oiven 49pp 16767 268 24X 

Flche 50-000,83/01/07.8301110664 


J Insurance 6 indemnity information 


8391180093 Forwards Endorsements i.2 6 3 to listed certificates for 
NEUIA te HAELN pollc lesi evidenc 1 ng secondary financial 
protec ti on 

QSTER.d Commonuealth Edison Co 83/01/13 SALT 2 HAN, J Assistant 

Dlroctor for State b Licensee Relations 149pp 16833 141 24X 

Flche 90-000. 83/01/13. 8301 180053 


8301180271 Porieards Endorsements 140.73.61 b 23 to NELIA Policies 
MF-43.NF-ie7. HF-201 b NF-253 b Endorsements 118.60. 52 b 9 
to MAELU Policies MF-22, MF-54. HF-64 b MF-104. respectively 
08TER.J Cammonuealth Edison Co 83/01/13 3ALT2HAN. J Office of 
State Programs. Director 4pp 16831 07S 24X 

Fiehe- SO- 000. 83/01/13. 8301 18027 1 


P. Operating license stage documents b carres pondenc e 


8301100090 Responds to FOIA request for 12 categories of documents re 
facilities Repts re MARCH code may be purchased from NTIS 
Forwards documents listed in App A Search for Items 3. 6.7. 9. 

11 b IS identified in request continuing 

FELTON. J H Division of Rules and Records 82/12/07 KtATT.S L 
Ohio Citiiens for Responsible Energy 9pp 16734-003 24X 

Flche’ 90-000. 82/12/07. 8301100090 


— 8301100040 Discusses evaluation of consequences of postulated offgas 
sys failure at facilities Recommends mads to sys or limiting 
operation at high offgas rates Summary of accident 
calcu lati ons end 

DENTON. N ft Atomic Energy Cootmlssi on. Directorate of Licensing 
73/06/10 8KOV1IOLT. D . MOORE. V Atomic Energy ConsniJ sslan. 
Directorate of Llconslng 2pp 16754 057 24X 

Flche 90-000.82/12/07.8391100050. 


B301099050 Forwards corrected pages to Amends 82 tc 76 to 
Licenses DPft-29 6 OPR-30. respec 1 1 vely 

BEVAM,R. Operating Reactors Branch 8 82/12/14 DELOEOROE. L 

Ccnmonwealth Edison Co 2pp 16691 001 24X Flche 50-294.02/12/14. 

8301090090 


—8301050054 Corrected pages to Amends D2 ti 76 to Licenses DPR- 29 U 
OPR-30. resp ect Ivs ly 

a Operating Reactors Branch 2 88/12/14 2pp 16681 003 24X 

Flche. 90-29 4. 82/ 1 2/ 1 4. 8 301090090. 


8301030361 Forwards Anund 83 to License DPR-29, safety evaluation b 
notice of issuance U availability Amend incorporates revised 
MAPLHOR limits for certain fuel types 

DEVAN.R B Operating Reactore Branch 2 82/12/19 DELOEOROE. L 

Cammonuealth Edison Co 2pp 16694 062 24X Fiche 50-284.02/13/19. 

8301030361 


— B30I030363 Amend 03 to License DPR-29. Incorporating revised MAPLHOR 
limits for certain fuel types b deleting min critical power 
ratio h MAPLHOR operating limits for all 7x7 fuel 
VASSAL LD. D B aperating Reactors Branch 2 82/12/19 23p p 

16694 065 24X Fiche 50-254.82/12/19.8301030361 


— 830(030366 Safety evaluation supporting Amend 83 to License DPR-27 
a Office of Nuclear Re<sctor Regulation, Director 62/12/18 5pp 
16654 OSS 24X Flche 90-234.82/12/19,8301030361 


—830103036? Notice of issuance b availability of Amend 83 to 
License DPft-29 

UAS9ALL8. D B Operating Reactors Branch 2 82/ 12/ 15 2pp 

16634 0?3 24X Flche 50-284.82/12/19.8301030361 


8301040141 Forwards Amends 84 b 77 to Licenses DPR-24 It DPR-30. 
respect ive ly. safety evaluation & notice of issuance b 
availability Antends expand Tech Specs for scram discharge 
vol to include surveillance requirements for valves 
BEVAN. R B Operating Reactors Branch 2 62/12/23 OELOEGROE.t 

Comnonwealth Edison Co 2pp 16667 072 24X Fiche 30-234.82/13/23, 

Q301040I41 


— 8301040145 Amends 84 b 77 to Licenses DPR-24 «< DPR-30, respect Iveiy. 
eipanding Tech Specs for scran discharge vol to include 
surveillance requirements for vent & drain valves 
VASSALLO.D D Operating Reactors Branch 2 82/12/23 14pp 

16667 074 24X Flcha 90-254,82/12/23,8301040141 


—8301040144 Safety evaluation supporting Amends 84 I. 77 to Licenses 
DPfl-84 b DPR-30, respect ivoly 

* Office of Nuclear Reactor Regulation. Director 82/12/23 2pp 
16667 083 24X Fiche 50-254.82/12/23,8301040191 


— 0208040257 "BWR Scram Discharge Vol Long-Term Mod.Ouad Cltias Station, 
Units 162." technical evaluation rept 
MUCHA.E Franklin Institute/Fronkl in Research Center 
TeR/C8S06-63/63 82/07/13 ECCLESTON.K NRC - No Detailed 

Affiliation Oiven 67pp 16667 090 24X Fiche 50-294.83/18/23. 

0301040141 


— 8301040230 Notice of Issuance b availability of Amends 84 b 77 to 
Licenses 9PR-8? b DPR“30. reap BC tl ve ly 

VAS9ALL0.D 0 Operating Reactors Branch 3 82/12/23 3pp. 

16667 198 24X Fiche 50-254.82/12/23,8301040141 


0212060356 Oeneric Ltr 82-30 to all 1 Ic ensees ■ app 1 icant s for OL b 
holders of Cfts re filings concerning lOCFRSO production b 
utlliiation facilities Current listing of branch assignments 
for nuclear reactor projacts & sve list end 

EISENHUT, 0 0 Division of Licensing 82/12/28 Consolidated 
Edison Co of New Vork. Inc llpp 16868 001 24X 

Flehs 90-000. 82/12/28. 821 20603 5 6 


8301030164 Proposes elimination of high dryuell pressure trip b 
installation of manual automatic depressurl latian sys 
inhibit sbii tc hi based on recommendations In SHR owners group 
• uppitnental rept re TMI Item II K 3 18 

RAVaCK, r J Ceinnonuealth Edison Co 82/12/SB EISENHUT. D 0 
Division of Licensing 2pp 16617084 S4X Fiche 90-000.82/12/88. 
8301030164 


030104028? Forwards addl info requested 820806 re TMI Item tl D 3. 
"Post-Accident Sampling Sys " Util Investigating available 
sources for developing procedures for estimating extent of 
core damage based an sample analysis 

RAUSCH. T J Cammonwaalth Edison Co 82/12/29 EISENHUT. D Q 
Division of Licensing 23pp 16638 313 24X Fiche. SO-000. 82/12/29, 

830104028? 


8301040317 Advises that util does not intend to provide Rag Quids i 47 
implententatlo n schedule by 821231 as previously stated in 
raspoiise to Generic Ltr 82-10 schedule wilt be provided 
u/lntcgrated response te SECY— 88-111. 

DELSEORGE. L 0 Commdnuea 1 th Ed 1 eon Co 82/12/29 EISENHUT. B 0 

Division ef Licensing Ip. 16643 284 24X Fiche, 90-000, 82/18/89. 

8301040317 


B301190035 Forwards request for addl into re NEDE-249BB-P. "Analysis ef 
Generic SWR 8af ety/Reliaf Valve Operability Tests Results.” 
to complete review of NVRE0-0737, Item II.D 1. “Reliability 
Engineering ” Response requested within 60 days of ltr date 
VASSALLO.D B Operating Reactors Branch 2 83/01/04. DELCEOROE. L 

Comnonwealth Edison Co 3pp 16348 332 24X Fiche 90-254,33/01/01. 

8301140035 
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B3OI140193 Submits supplemental response to Generic Ltt* 81-04 ori 
implementation of NUREO-O 313 . Rev 1. per MIC 8210S8 re<iuest 
Capetllitg of leak detection sgi meets guidelines Lists of 
ays u/nonconf ormlng matls end 

HAUSCK.T J Commonwealth Edison Co 83/01/07 EISEMIOT, D G 
Division of Licensing 6pp 1680i 230 24X Flche 50-000,83/01/07, 

8301 H0193 


0301110134 Generic Ltr 83-02 to all OUR licensees re NURe0~0737 
lech Specs. Requests response re deviations from end 
guidance & model Tech Specs within 90 days of receipt of 
i tr Svc list encl 

GISEHHOTpD 0 Division of Licensing 83/01/10 Commonuea 1 th 
Edison Co 13pp 16B1>0 156 24X Flche 50-000.83/01/10,8301110134 


0301104317 Requests approval of delay of Implementation of revised 
Procedures re correction factor curves used to coirelato 
filgh-rangc noble gas monitor channel reading to actual 
plant release Completion expected by 630701 

eilAHTZ, E D Commonwealth Edison Co 83/01/14 DENTON, H R Office 
Of Nuclear Reactor Regulation, Director 2 pp 16824 357 24X 

i'lclie 50-000,83/01/14,8301180317 


6301250134 Forwards supplemental response to Generic Ltr 81-04 on 
Implementation of NUREO-O 313 , Rev 1 re leak detection sys 
RAUSCK,T J Commonwealth Edison Co 83/01/18 DENTON, H ft Office 
•Of Nuclear Reactor Regulation. Director 6pp 16695 203 24X 

Flche 50-000.83/01/18,8301250134 


6301250202 Forwards safety evaluation & proprietary ti nonpropri etary 
"Revfeu of Licensee Resolution of Outstanding Issues From 
NRC Equipment Environ technical evaluation repts 

Froprlstary repts withheld <ref 10CFR2 7901 

VA8SALL0, D 0 Operating Reactors Branch a 03/01/18 DELOEORGE. L 
Commonwealth Edison Co 3pp 16894 001 24X Flche 50-234. 83/01/10, 

6301250202 


6301250205 Safety evaluation re environ qualification of safety-related 
electric equipment Justification for continued operation for 
Items In NRC Categories Ib, II ati IIbt< Info re pressure/ 
tamp SVC conditions inside containment requested 

* Office of Nuclear Reactor Regulation, Director 83/01/18 5pp 
16894 004 24X Flche 30-254,83/01/10,6301230202 


— 6207290294 "Review of Licensee Resolution of Outstanding Issues From 
NHC Equipment Environ Qualification Safety Evaluation 
Raptsi " technical evaluation rapt 

CRANE, c J Franklin Instltute/Frankl In Research Center 
NRC-03-79-Ua TER-CS237-477 82/07/23 LE, N D . BHEMAN8KI.P 

NRC - No Detailed Affiliation Oiven 536pp 16894 009 24X 

Flche 50-254,03/01/18,8301250202 


3301250693 Summary of 621217 meeting w/G£ 1. Nark I Owners Group in 
Sethesda.KD re suppression pool local to bulk temp 
difference analysis 1, single vent lateral chugging load 
SIEGEL, B Operating Reactors Branch 2 83/01/18 Operating 

Raactors Branch 2 55pp 16907 225 24X Fiche 50-000,83/01/18. 

3301230693 


B30tS80009 Forwards Amend 05 to License DPR-29, safety evaluation li 
notice of issuance 6 availability Amend revises Tech Specs 
to allow operation w/one main steam drain isolation valve 
Inoperable until first cold shutdown after 821221 
BEVAN.R D Operating Reactors Branch 2 83/01/20 DELOEORGE, L 

Commonwaotth Edison Co 2pp 16962 334 24X Fiche 30-254,83/01/20, 

0301280009 


0301280014 Amend 63 to License DPR-29, allowing operation u/one main 

steam drain Isolation valve Inoperable, until first cold 
shutdown after 30 day period following 821221 
VASSAULO. D B Operating Reactors Branch 2 83/01/20, 6pp 

16962.336 24X Fiche 50-254,93/01/20,8301280009 


-S301230020 Safety evaluation supporting Amend 85 to License DPR-89 
a Office of Nuclear Reactor Regulation, Director 83/01/20 4pp 
16962:342 84X Flche 30-254,83/01/20,8301280009 


— B3O12S00S4 Notice of issuance It availability of Amend 65 to License 
DPR-29 

VASSALLO.D B Operating Reactors Branch 2 83/01/20 2pp 

16962 346 34X Fiche 50-254,83/01/20,8301280009 


@301310160 Forwards "Reactor Containment Bldg Integrated Leak Rate 
Test, Quad-Cities Nuclear Power Station, Unit One, 621216-17 " 

Approval nf neit Type A test, scheduled for Fall 1985, 

T equestad 

KALtVIANAKtS, N Commonwealth Edison Co 83/01/20 CASE, EG 
Office of Nuclear Reactor Regulation, Director Ip 16963 291 24X 

Flche 50-254, 83/01/20. 8301310160, 


— B301310163 "Reactor Containment Bldg Integrated Leak Rate Test. 
Quad-Cities Nuclear Power Station. Unit One. 821216-17 ” 
e Commonwealth Edison Co 83/01/20 74pp 16963 292 24X 

Flche 50-254.83/01/20,8301310160 


8301260386 Forwards revised draft radiological effluent Tech Specs 
incorporating response to EOLQ comments in CA Uillis 820017 
ltr Items 36.38,50,33 87 are preliminary & subj to change 

following detailed review to be completed in Feb 1983 
RAUSCH, T J Commonwealth Edison Co 83/01/21 DENTON, H fl Office 
of Nuclear Reactor Regulation, Director 25pp 16908 339 24X 

Flche 50-254,03/01/21,8301260286 


Q Inspection reports, IE Bulletins t> correspondence 


8301100050 Responds to FDIA request for 12 categories of documents re 
facilities Repts re MARCH cods may be purchased from NTI8 
Forwards documents listed in Ap p A Search for Items 3,6. 7,9, 

11 h 12 identified in request continuing 

FELTON, J M Division of Rules and Records 82/12/07 HIATT, 8 L 

Ohio Cltliens for Responsible Energy 5pp 16754 003 S4X 

Flche 30-000,82/12/07.0301100050 


— 8301100064 Advises that action on IE Bulletin 78-03, "Potential 
Explosive Oat Hixture Accumulations Associated U/BUR Offgas 
Sys Operations," complc ted, inc lud ing revleuit of licensee 
responses 6 offgas sys Summaries of offgas sys end 
JORDAN, E L Office of Inspection 6 Enforcement, Office of the 
Director 78/11/29 ORIIdES. B K Assistant Director for Engineers 
& Proiects (Pro 790625) 37pp 16754 240 24X 

Flche 50-000,82/12/07,8301100050 


—9301100212 Advises that encl IE Dul let in 78-03. "Potential Explosive 
Oas Mixture Accumulations Associated M/BNR Offgas Sys 
Operations." has been sent to listed licensee for action/ 

Info 

PAPPAS. H Region 3, Chicago. Office of the Director 78/02/10 
Division of Reactor Construction Inspection 3pp 16754 187 24X 

Flche 30-000.82/12/07,8301100050 


8301140281 Forwards IE 8ERs 50-254/82-22 6 30-265/82-24 conducted in 
Nov 1982 No noncompliance noted 

HIND, J A Division of Emergency Preparedness tc Operational Support 
02/12/20 REED, C Commonwealth Edison Co 2pp 16806' 131 24X 
Flche 50-254.82/12/20.8301140281 


—8301140295 IE SERi 50-254/82-22 «, 50-265/62-24 conducted in Nov 1982 No 
noncomp I lance noted Major areas Inspected 8ER of emergency 
plan Ic Nov 1901 *• June 1982 s 1 te-spac If ic annex 

PHILLIPS.H P , AXEL90M. H L , PAPERIELLO, C J Division of Emergency 
Preparedness t< Operational Support 02/12/21 29pp 16806 133 
24X Flche 50-254,02/12/20,8301140281 


0208190269 IE Info Notice 82—51, "Qvere xp osur es In PUR Cavities " Sve 
list enc 1 

DEVQUNG, R C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York, Inc. 

ttlpp 16689 239 24X Fi che- 30-000, 82/12/21, B208190269 


8212060351 IE Info Notice 82-52, "Equipment Environ Quail fscatlon 
Testing Experience - Updating of Tast Summaries Previously 
Published In IE Info Notice 81-29 “ Sve list end 
JQRDANiE L Division of Engineering &. Quality Assurance IPre 
830103) 82/12/21 Consolidated Edison Co of New York, Inc 

IlSpp 166QI 086 24X Fiche 30-000,02/12/21,8212060351 


0212060350 IE Info Notice 02-53, ''Main Transformer Failures at North 
Anne Nuclear Power Station " Sve list encl 

JORDAN, E L Division of Engineering t, Quality Assurance (Pre 
830103) 82/12/22 Consolidated Edison Co of New York, Inc 

114pp 16758 017 24X Flche. 30-000, 82/12/22.8212060350 


8208190275 IE Info Notice 82-54. "Uestl nghous e NBFD Relay Failures In 
Reactor Protection 8ys " Sve list encl 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
830103). 62/12/27 Consolidated Edison Co of New York, Inc 

IlOpp 16962 139 24X Flche 50-000.82/12/27,8208190275 


8301040208 Forwards addendum to IE Insp Repts 50-234/62-13 (1 
50-263/82-15 on 820'71 9-23, cons 1 sting of comparative beta ti 
gamma analyses 

PAPERIELLO, C J Division of Eisergoncy Preparedness (■ Operational 
Support 62/12/27 REEDfC, Commonwealth Edison Co Ip 
16639 096 24X Fiche 50-254,82/12/27,8301040208 


—8301040307 Addendum to IE Insp Repts 30-254/82-13 & 50-265/82-15 on 
620719-23, consisting of comparative beta ti gamma analytes. 

« Region 3, Office of Director 82/06/17 Ip 16639 097. 24X 

Flche' 50-254,82/12/27, 8301040203 
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DOCKETED ITEMS 


8208190273 IE Info Notico B2-5&. "Seismic Oua 1 1 f ice 1 1 on of Westinghoose 
AR Relay U/Latcfi Attachments Used in IJest 1 ngh ous e Solid 
State Protection Sys “ Svt list end 

JQRDAHi E t Division of Engineering & Quality Assurance (Pre 
B30I03) 82/12/28 Consolidated Edison Co of Neu Yorki Inc 

109pp I68ta 014 24< Fltlie 50-000, 02/ 12/28, 02091 90273 


0301170039 ForuiardS IE Insp Bopts 50-254/82-19 £, 50-265/82-22 on 
820922-1309 No n oncomp 1 land e noted 

LtTrLE<W S Division of Engineering U Tecfinlcal Programs 33/12/38 
PEEO^C Commo nuea 1 1 1 Edison Co 2pp 16912 212 24X 

Ficlie 50-254,92/12/28,83011700 39 


— 8301170045 IE Imp Repts 50-254/82-19 t, 50-265/02-22 on 820922-1209 No 
nancomp 1 lancB noted Ita j or areas inspected replacement, 
repair, ue I d Ing <• NOEi of reactor uater cleanup sys pipins t‘ 

0A/9C program 

HARD, K 0 , DANIELSON, D H Division of Engineering 6 Technical 
Program 02/12/23 ISpp 16812 214 a4X Flche 50-254,92/12/29, 
9301170039 


9212060354 I£ Info Notice 82-56, "Robertihaio ThetniDstatic Flow Control 
Valves ” Svc list end 

JOBDAN.E L Division of Engineering t Quality Assurance (Pre 
8301031 62/12/30 Consolidated Edison Co of Neu York, Inc 

lllpp 16759 137 24X Fiche 50-000,82/12/30,821206033 4 


8301210201 Forwards status rept as of B3DI12 for design tt installation 
of safe shutdoun si/s piping supports per IE Bulletin 79-14 
Completion date of 030215 achievable u/no nargl-n for any 
inforseen problems 

AU8CH. T J Commonwealth Edison Co 03/01/13 KEPPLER, J 0 Region 
. Office of Director 3pp 16972 112 24X Flche 50-000,83/01/13, 

301210201 


Periodic operating reports t related correspondence 


101140361 Foruards monthly operating repts for Dec 1902 
HAHVIANAKIS, M Cummonuea 1 th Edison Co 83/01/03 Director's 
Office, Office of Inspection and Enforcement Ip 16007 194 24X 

Flche 50-254,83/01/03,9301140361 


— B30I140377 Monthly operating repts for Dec 1982 

8053,0 D Commonwealth Edison Co 03/01/03 26pp 16607 195 
24X Flche 50-234,83/01/03,8301140361 


83D1140442 Forward! listing of changes, testa & eipprlments completed 
during Dec 1982 U summary of safety e valuat 1 on, per 
10CFR50 59 

KALIViANAKiS. N Commonwealth Edison Co 83/01/03 CASE, E Q 
Office 'Of Nuclear Reactor Regulation, Director App 16808 275 
24X Flche 53-254,83/01/03,8301140442 


8 Reportable occurrences, LERs t, related correspondence 


0301040143 Confirms 831220 discussion re plans to hold enforcement 
conference on 030114 at Region 3 ofci Conference relates to 
circumstances surrounding tuo recent operational events 
Involving isolation of turbine first stage pressure sensor 
SPE&SARD, R L Division of Project t. Resident Programs 83/12/29 
REED, C Commonueal th Edison Co Ip 16633 144 24X 

Flche 50-254,92/12/29,0301040143 


0301170076 Foruards L£fl S2-037/03L-0 

HAUIVIAMAKIS, N Commonuea I th Edison Co 32/12/29 KEPPLER, J 0 
Region 3. Office of Director Ip 16812 073 24IC 
Flche 50-254, 92/12/29,8301170076 


—8301170089 LER 82-037/03L-0 on B212I3, durl n g automatic bloudouin test, 
automatic blcudoun tlrnar 207-1050 tripped at 131 s In 
access of Tech Speci Caused by Instrument setpoint drift 
Timer readjusted to trip at 102 s 

CEAVERTON, H Commonwealth Edison Co 02/12/29, Region 3, 

Office of Director Ip J6S12 074 84X Flche 50-234,02/12/29, 

8301 1 70076 


O3O121OI0S Foruards LER e2-026/03L-l 
KALlVtANAKlB, N Comfionuealth Edison Co 03/01/12 KEPPLEfi, J 
Region 3. Office of Director Ip 16874 209 247 

Fiche 50-254,03/01/12,8301210103 


■8001210190 LER 62-026/03L-l.on 820906, uh He performing Cycle 7 
refueling outage local leak rate test program, several valves 
■?< penetrations found to have leakage in, eicess Of Tech Spec 
limit Causes I, corrective actions suitiisariiad In end table 
LIHQUrH Commonuealth Edison Co 03/01/12 Region 3, Office of 
Director 6pp 16874 209 84 K Flche 30-254,03/01/12,0301210105 


V Operator Eiamina ti ons 


9212220443 Oeneric Ltr 02-30 to all pouar reactor 1 icens ees, ap p 1 icants 
for CL, NSB i reactor vendors 6 AEs re meeting to discuss 
recent developments for licensing eiams Advises that meeting 
uili be held on 830211 re operator licensing Svc list and 
EtSENK’JT, 0 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York, Enc, I2pp 16601 072 24X 

Fiche 50-000,02/12/22.0212220443 


0301120070 Oenerlc Ltr 03-01 to power reactor licensees tt applicants 
for OL re operator licensing exam site visit Requests 
schedule re eiam requests expected for submittal prior to 
031231 for fisted categories Svc list end 

EISENHOT, □ O Division of Licensing 03/01/11 Consolidated 

Edison Co of New York, Inc llpp 16B73 243 24X 

Fiche 50-000103/01/11,0301120070 


DOCKET 50-233 PALISADES NUCLEAR PLANT 


D NHC Draft/Final Environmental Statements, suppls 6 correspondence 


0301040099 Confirms 021223 telccn re agreement to extend completion 
date for util revleui of FES for license conversion to 
030131, in response to NRC 021105 ltr 

VANOENALLE. 0 J Consumers Power Co 02/12/20 CRUTCMFIELD. 0 
Operating Reactors Branch S Ip 16637 130 24X 

Flche 50-255,82/12/20,0301040099 


F 0«curity, medical, eimergency ti fire protection plans 


921206034? Osneric Ltr 82-33 to all licensees of oporating reactors, 
applicanti for OL &, holders of CPs re Soppl 1 to NUREO-0737, 
"Requirements for Emergency Response Capability " 

NUR£O-O737,0uppl 1 6 svc list end 

EISEKNUTiD O Division, of Licensing 82/12/17 Consolidated 
Ediso-n Co of Neiu York, Inc 77pp 16681 209 24X 

Flche 50-000,82/12/17.8212060349 


0212220445 Oenerlc Ltr 82-39 to all reactor llcenseosiCP holders S, 
applicants for CPs re problems u/submittals of 10CFR73 21 
safeguards info for licensing revleu Procedures re 
brans, ml fetal of Info outlined Svc list enc 1 

EIBENRjnDO, Division of Licensing B2/12/22 Consolidated 
Edison Co of Neu York, Inc 13pp 16690 02t 24X 

Fiche 30-000, 02/12/22,0212220445 


0301070099 Clarifies util response to Item 2 f of IE Insp Rept 
50-253/92-02 re prompt notification sys U separate audio/ 
visual warning receivers in high none areas Installation of 
uarning receivers expected to be complete by Feb 1903 
VANDEUALLE, D. J Consumers Power Co 02/12/23 KEPPLER.dO Region 
3, Office of Director ip 16687 251 24X Fiche 50-253,02/12/23. 

9301070090 


0301070232 Ack receipt of 621215 ltr informing NRC of steps taken to 
correct violations noted In IE Safeguards Insp Rept 
30-853/62-23 

MILLEBivI R Division Of Engineering 6 Technical Programs 02/1S/23 
DENfTT.R 0 Consumers Pouier Co Ip 16605 209 24X 

Flche‘30-293, 02/1S/23, 0301070252 


0301050314 Forwards BALP Rept 3O-235/0S-24 for Jul 1981 - June 1903 
Improvement in area of regulatory performance ack 

KEPRLER.J 0 Region 3, Office of Director 03/01/03 DEWITT, R 0 
Consumers Power Co 2pp 166 63 279 24X Fiche 50-253,03/01/03, 

0301050314 


— 0301050310 8ALP Rept 50-259/02-24 for Jul 1981 - June 1902 

• Region 3, Office of Director 63/01/03 32pp 16663 281 24X 

Fiche: 30-255,03/01/03, B30I0S0314 


0301270206 Forwards appllcatlun for amend to License DPR-2D changing 
Tech Specs to prevent unnecessary plant shutdowns by 
changing survalllance of inaccessible emergency lighting sys 
from once yearly feo each refueling outage 

VANOEWALLE.D J Consumers Power Co 03/01/24 CRUTCHFIELD. O 
Operating Reactors Branch 5 ip 16934 222 24X 

Flche I 50-233, 83/01/24,0301270206 


—9301270212 Application for amend to License DPB-20 changing Tech 
9pacf to prevent unnecassary plant shutdowns by changing 
surveillance of inaccessible emergency lighting sys from 
once yearly bo each refueling outage 

« Coniumeri Power Co 03/01/24 8pp 16934,223 24X 

Fiche 50-233,93/01/24,9301270206 



DOCKETED ITEMS 


es 


”830127D2JB Propotad Tach Spec-* pravanting uhneceasarg plant ihutdouns 
bV changing aurval 1 lance of inaccessible emargencg lighting 

• V* from once gearlg to each refueling aubagetbut at least 
once every 2 yrs 

* Consumers Poiuer Co 03/01/24 2pp Ii734 225 24X 

riche 50-259.03/01/24,0301270206 


J Inii/T'ence & Indemnity cnf ornia t Ion 


6301110555 Foruards Endorsement 76 to NELIA Policy NF-179 b Endorsement 
*6 to MAELU PoUcij MF-50 

FfSDUMFELHen.R Consumers Pouer Co 83/01/06 6ALTZMAN, J 
Antitrust t Economic analysis Branch (Utility Finance) 3pp 
1*741,334 24X Flche 50-255,03/01/06.8301110953 


8301170348 Submits correction to Item C-B on Pegs 0 of attachment to 
util 821008 1 tr committing to provide plan & schedule to 
resolve open Item re SEP Topic IIt-7 6, “Design Codes, 

Design Criteria & Load Combinations “ 

TONER. K A Dute Pouer Co 63/01/12 CRUTCHFIELD, D Operating 
Reactors Branch 9 2pp 16813 039 24X Flche 90-299,03/01/12. 

8301170346 


0301190366 Responds to 621111 Itrs requesting that C-E be added to 
operating plants svc list C-E will be added to Palisades svc 
1 ist only 

LAINAS, 0 C Assistant Director for Operating Reactors 63/01/13 
BRINKMAN, C B Combustion Enginitring. Inc Ip 16090 397 24X 

Flche 50-299,03/01/13,6301190368 


830)110562 Forwards NELIA Certificate N-20, MAELU Certificate M-20. 
Emlortamants I, 2, 3 {< 4 to NELIA Certificate N-20 b 
Entlor samonts 1, 2, 3 1< 4 to MAELU Certificate M-20 
FfiOUNFEmER.R Conoumars Power Co 83/01/06 9ALTZMAN, J 
Antitrust h Economic analysis Branch (Utility Finance) 21pp 
1*746 012 a4X Flche 30-25 5,03/01/06,03011 10562 


0301210110 Forwards statenient of Internal cash flow for Fy02 & 
projectod flow for FVas to provide funds Ltr of credit for 
■addl funds Issued to American Nuclear Insurers, Inc 

BOfJCB. H n Consumers Power Co 83/01/17 SALTZMAN, d Antitrust b 
CconoiMlc analysis Branch (Utility Finance) 3pp 16879 099 24X 

Flche, 50-255, B3/01/17. B30I210110 


P- Operating license stage documents b correspondence 


— 6301190364 Requests C-E be placed on svc list for listed operating 
reactors 

BRINKMAN, C B Combustion Engineering, Inc 82/11/11 UAROAiS A 
Operating Reactors Branch 1 Ip 16850 358 24X 

Fieha 50-255,83/01/13,8301190368 


— 6301190371 Requests C-E be placed on svc list for listed operating 
reactors 

BRINKMAN, C D Combust 1 on Eng Inctr I ng, Inc 62/11/11 

UA88ALL0, 0 D Operating Reactors Branch 2 Ip 16850 359 24X 

Flche 90-295,83/01/13,6301190360 


— 8301190375 Requests C-E be placed on svc list for listed operating 
raactors 

BRINKMAN, C B Combustlen Engineering, Inc. 82/11/11 CLARK, R A 
Operating Reactors Branch 3 Ip 16690 360 24X 

Flche 50-255,83/01/13,6301190366 


0301190145 Partial response to FDIA request for documents re proposed 
rev tt/DT update to reactor safety study ref in NURE0-O7B4, 

Chapter 10 as RB n it documents re discussion of reactor 
ccalfrig method Forwards Ap p A documents 

FELTON, J M Division of Rules and Records 02/11/22 SHOLLY, 8 C 
Union op Concerned Scientists 3pp 16866 278 84X 

Flcti* 90-000,82/11/22,8301190145 


— 8301190378 Requests C-E be placed an svc list for listed operating 
reactors 

BRINKMANiC B Combus 1 1 on Eng inter 1 ng, Inc 82/11/11 STOLZ, U F 
Operating Reactors Branch 4 Ip 16890 361 84X 

Flche 50-295,63/01/13,8301190368 


— 0202240163 Comments on Dfc of Research b Stds memo "Feed b Bleed Issue 
for C-E Applicants," ro risk Implications of C-E reactor 
designs which Lack capability for cooling via HPI b 
deliberate venting of RCS 

L08EL, R H Au cl Mary Systems Branch 82/02/09 RUBEN6TEIN, L 3 
Assistant Director for Core b Plant Systems 9pp 16067 077 24X 

Flche SO-000, 82/1 1/22, 8301190145 


021206035* Oenerlc Ltr 02-30 to all He enseo s , app 1 icants for DL b 
ftolders of CPs re filings concerning 10CFR50 production b 
utiliiatlon facilities Current listing of branch assignments 
For nuclear reactor projects b svc list enc 1 

EIDEIfllUr.D 0. Division of Licensing 82/12/28 Consolidated 
Edisun Co of New Yorti Inc llpp 16868 001 84X 

Flche 90-000,02/12/28,0212060356 


0301040440 Forwards IE SALP Rept 50-155/82-16 for Jul 1981 - June 1963 
Hg t attention naeded to correct problems In area of 
radiological controls b existing perimeter alarm tys 
HEPPLER,J 0 Region 3, Office of Director 62/12/26 DEUITT, R B 
Cc-nsumers Power Co 2pp 16647 134 24X Flche* 50-000, 02/12/20, 

0301040440 


'□3Ot'06DI72 Forwards final ropt on prassurlier safety b PDRV tsst 
requirements L Rev O to "Evaluation of Palisades Safety b 
nelfef Valve Discharge Piping." Vol Irper NUREO-0737, 1 tem 
TI D 1, in response to NRC 810929 ltr 

iJOIlNSQN, D D Consumers Power Co 02/12/30. CRUTCHFIELD, D 
Operating Reactors Branch S 5pp 16679.330. 24X 

Flche 50-255,02/12/30.030 1060172. 


— Q30t060176 Rev 0 to "Evaluation of Palisades Safety b Relief Valve 
Discharge Piping,” Vol 1 

8THAN0E, P C , BALLARD, M F. , SHEARS, 0 8 EDS Nuclear, Inc 
02-0540-1124 VOi ROO 02/11/30 42pp. 16679.335 24X 

Flche. 50-255. 02/12/30. 0301060172 


D3O111O980 Bunvnarlies results of detailed analysis of svc water sys 
f Low requirements addressed In SEP Topic IX— 3, "Station 
Svc b Cooling (fater Sys ” Actions Implemented adequately 
address open Item SEP topic complete 

TONER. K A Consumers Power Co 03/01/06 CRUTCHFIELD, D Operating 
Reactors Branch 5 2pp. 16749 225 84X Flche 50-235,83/01/06, 

Q30I1105SB. 


S3OLt3DO01 Advises that util interpretation of Tech Spec 6 9.2 b(2) 
consistent w/mtent to rept degraded modes of operetion 
resulting from personnel errors, procedural Inadequacies, 
design deficlenclos or component failures, per 830103 telcon. 
VANDEHALLE, D J Consumers Power Co 83/01/06. CRUTCHFIELD, D 
Operating Reactors Branch 5 2pp 16795 325 24X 

Flche: 90-000. 83/01/0*. 8301 130001 


— 8301190379 Requests C-E be placed on svc list for listed operating 
reac tors 

SRlNKMANtC B Combustion Engineering, Inc 62/11/11 
CRUTCHFIELD, D Operating Reectors Branch 5 Ip 16650 362 24X 

Flche 50-255,63/01/13,0301190368 


8301240078 Forwards "Beiamlc Structural - Integrity Evaluation of 
Selected Electrical Equipment at Palisades Nuclear Power 
Plant," Rev l,per 020017 commitment re SEP Topic 111-6, 

"Gelsnlc Design Considerations " 

TONER, K A Consumers Power Co 03/Ol/lB CRUTCHFIELD, D Operating 
Reactors Branch 5 3pp 16890 185 24X Flche 50-295,83/01/18. 

8301240072 


— 8301240077 "Seismic Structural - Integrity Evaluation of Selected 
Electrical Equipment at Palisades Nuclear Power Plant," 

Rev 1 

* John A Blume b Associates, Engineers (subs UR8 Carp ) 
URS/JAB 8249 ROl 82/12/31 23pp 16690 186 24X 

Flche 50-29 5,63/01/10,8301240072 


6301240019 Forwards Amend 73 to Liesnie DPR-20, safety evaluation b 
notice of Issuance b availability Amtnd approves changes to 
App A Tech Spec provliloni re surveillane# requirements for 
p umps, valves b diesel generators 

CRUTCHFIELD, D Operating Reactors Branch 9 63/01/20 

VANDEklALLE, D J Consumers Power Co 3pp, 16690 090 24X 

Flche 90-295,63/01/20,6301240019 


— 0301240024 Amend 73 to License DPR-20. approving changii to App A Tech 
Spec provisions ra surveillance requirements for pumps, 
valves b diesel generators 

CRUTCHFIELD, 0 Operating Reactors Branch 5 03/01/20 6pp 

16690 093 24X Flche 50-299,63/01/20,8301240019. 


— 0301240030 Safety evaluetion supporting Amend 73 to License DPR-20. 

» Office of Nuclear Reactor Regulation, Director 93/01/20. 2pp 
16S90 099 24X Flche 50-299,03/01/20.6301240015 


— B301240035 Notice of issuance b availability of Amend 73 to License 
DPR-20 

CRUTCHFIELD, D Operating Reactors Branch 5. 83/01/20, 2pp 

16B90 101 24X Flche 50-295,93/01/20,0301240015 


0301250154 Responds to Oenerie Ltr 02-16, "NUREO-0737 Tseh Bpocs 
Five Items have been addressed In Tech Spec change requests 
Two Items not app llcable, Tsch Spec change requast ra 
containment purge valve b radiation signal forthcoming 
JOHNSON, B D Consumers Power Co 63/01/20 CRUTCHFIELD, D 
Operating Reactors Branch 5 3pp 16099 345, 24X 

Flche 50-295.03/01/20,8301250194 
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8301250600 FoTwarrfs A«*ntf 74 to Lie»n*e I)PI!-20, la+eti/ Bvalwation tc 
netic* of iKuanc* b avallabilitv Aoiand approves changet to 
App A T(c6 Sped for boron esneentration in Safety Injection 
Tent T'SSB 

CRUTCHFIELD. D Opirating Reaotort Branch 5 83/01 /Bl 

VANO£HALL£iO Coniuner* Power Co 2pp 16904 357 24 X 

Flehe 50-259. 83/01/21. B30 1 2 50600 


— B301250605 Amend 74 to License DPR-aO. approving changes to App A Tech 
Specs for boron concentration in Safety Injection Tank T-S2S 
( frequency of sanpie tests for tank during remainder of 
Cycle 5. 

CRUrCHFIELO. D Operating Reactors Branch S 83/01 /2C 5pp 
16904 361 24X Flehe 50-255,83/01/21,8301250600. 


— 8301250609 Safety evaluation supporting Arreiid 74 to License DPn-20 
a Office af Nuclear Reactor Regulation, Director 83/01/21 3pp 
16905 004 24X Flehe 50-255.83/01/21,8301250600 


—8301250614 Notice of issuance k availabiblty of Amend 74 to License 
DPR -20 

CRUTCHFIELD, D Operating Reactors Branch 5 83/01/21 2pp 

16905 007 24X Flehe 50-255.83/01/21.8301250600 


8301270206 Forwards application for amend to License OPR-20 changing 
Tech Specs to prevent unnecessary plant shutdowns by 
changing surveillance of inaccessible emergency lighting sys 
from once yearly to each refueling outage 

VANCeVALLE, D J Coniuciers Power Co 83/01/24 CRUTCHFIELD. 0 
Operating Reectors Branch 5 Ip 16934 222. 24X 

Fiche 50-255.83/01/24.8301270206 


—B30127021S App' U cation for amend to License GPR-2a changing Tech 
Specs to prevent unnecessary plant shutdowns by changing 
surveillance of inaccessible emergency lighting sys from 
once yearly to each refueling outage 

e Consuciers Power Co 83/01/24 2pp 16934 223 24X 

Fiefit 50-255,83/01/24.8301270206 


—8301270218 Proposed Tech Specs preventing unnecessary plant shutdowns 
by changing surveillance of le^eccessible emergency lighting 
lys fron one* yearly to each refueling outage.but at least 
once every 2 yrs 

a Consuners Power Co 83/01/24 2pp, 16934 229 24 X 

Flehe 50-259.83/01/24.8301270206 


8301310237 Requests withdrawal of 770919 Tech Spec change request ro 
vaguely defined equipment failures. 

JOHNSON, 8 0 Ceniumers Power Co 83/01/26 CRUTCHFIELD. D 
Operating Reectors Branch 5 tp 16769 362 24X 

Fiche. 90-259, 83/01/26. 8301310237 


0 Inspection reports. IE Bulletins fc correspondence 


8301110178 Advises of insp of EBF valves i. other controls in Oct 19B2. 
per IIRC 791109 order Inep verified compliance u/llmitlng 
conditione af operation requirements of Tech Space 

JOHNSON. B D Coneumers Power Co 82/11/19. REPPLER. J 0 Region 3, 

f'*'*'* 30-295.82/11/15, 

8301110178 


8212060350 IE Info Notice 82-53, "Kain Transformer Failures at hlarth 
Anne Nuclear Power Station “ Sve list end 

JORDAN, E L Division of Engineering (< Quality Assurance (Pro 
6301031 82/12/22 Consolidated Edison Co of Meu York. Inc 

114pp 16798 017 24X Fiche 50-000.82/12/23,8312060350 


8301074096 Clarifies util response to I tern 2 f of IE Insp RepC 
50-255/02-02 re prompt notification sys tt separate audio/ 
visual warning receivers in high noise areas Installation of 
warning receivers expected to be complete by Feb 1983 

VANDEWALLE. 0 J Consumers Power Co 82/12/23 KEPPLER. J 0 Region 
3, Office of Director Ip 16687 251 24X Fiche 50-255,32/1^/23. 

830 1470098 


8301070293 Ac k receipt of 821215 Itr informing NF1C of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
90-255/82-25 

HILLER, J R Division of Engineering 6 Technical Programs B2/I8/S3 
DEWITT, R 8 Consumers Power Co Ip 16605 209 24X 

Flehe 50-255,82/12/23.0301470292 


B20819O27S IE Info Notice 62-94, "Wes t inghous e NBFO Relay Failuro* in 
Reactor Protection Sys " Sve list enc 1 

JORDAN. £ L Division of Engineering 6 Quality Assurance <Pre 
830103) 82/12/27 Consolidated Edison Co of Neu York. Inc 

IlOpp 16962 139 24X Fiche 50-000,82/12/27,0208190275 


B206190273 IE info Notice 02—55. "Seismic Qua 1 1 f 1 ca 1 1 on of Wes t ingli cue r 
AR Relay W/Latch Attachments Used in Westinghouse Solid 
State Protection Sys Sve list end 

JORDAM.E L Division of Engineering & Quality Assurance (Pre 
630103). 82/12/26 Consolidated Edison Co of New York. Inc 

109pp i6860-O14 24X Fiche 50-000.82/12/28,8208190273 


8301040440 Forwards 6ALP Rept 50-155/82-16 for Jul 1981 - Juno 1902 
Hgt attention needed to correct problems in area of 
radiological conbro Is & existing perimeter alarm sys 
KEPPLER.J 0 Region 3. Office of Director 82/12/28 DEWITT. R D 
Consumers Power Co 2pp 16647 134 24X Ficlia 50-000.82/12/138. 

8301040440 


— B3010404S9 Comminti on SALP Rept 50-155/82-16 for Jul 1981 - June 
1982 Only area of findings In question is security (< 
safeguards Heating requested to discuss issue 
VANOEMALLE, D J Consumers Power Co 82/11/17 KEPPLERi J 0 
Region 3. Office of Director Ip 16647 1 59 24X 

Fiche 50-000,82/12/28,8301040440 


8301040376 Advises of discrepancy In util 821108 response to IE 
Bulletin BO-Il, "Masonry Ualls " Erection of reinforced 
Wall C-321 6 net noted 

JOHNSON. B. D Consumers Power Co 02/12/89 CRUTCHF lELD. D 
Operating Reactors Branch 5 Ip 16643 318 84X 

Fiche 90-259.82/12/29,9301040376 


8212060354 IE Info Notice 82-56, “Robertshau Thermostatic Flow Control 
Valves '• Sve list end 

JORDAN, E L Division of Engineering 8. Quality Assurance (Pre 
830103), 82/(2/30 Consolidated Edison Co of New York. Inc 

lllpp 16758 137 24X Fiche 50-000,02/12/30,0212060354. 


6301110174 Advises of Insp of E8F valves 1. other controls in Nov 1982, 
per NRC 791109 order Insp verified compliance w/l£mitlng 
conditions of operetlcn requirements of Tech Specs 
JO^DNifl 0. Coniumers Power Co 82/12/08. KEPPLER. J 0 Region I 

Sia ‘I* 24X Fiche. 90-255, 02/12/09, 

BSipi 1 10174 


8301050314 Forwards SALP Ropt 50-295/02-24 for Jul 1981 - Juna 1902 
Improvement in area of regulatory performance ack 

KEPPLER. J 0, Region 3. Office of Director 83/01/03 DEMITT.II D 
Consumers Power Co 2pp 16663 279 24X Fiche 50-259,83/01/03, 

8301050314 


Performance Ireprevrment Program Stal 
request for rescission of NRC 791109 
DEWITt'^b other aspects of orders discussed 

Office ®2''J2/I7 KEPPLER, JO Region 

B3oln0300 ‘ ^ 50-295.82/12/17. 


—8301110308 “Regulatory Performene# 
* Coneumers Power Co. 82/12/15 
Flehe 50-299.82/12/17,8301110300 


Improvement Program Btatus Rept " 
20pp. 16746 340 84 X 


8208190269 IE Info Notice 82-51, 
list end 


•’Dvereiposures in PMR Cavities " 


? DlTeetap"* Office. Office of Inspection and 

Consolidated Edl.on'^cS of Ycr 
MIpp. 16699 239. gqx Fiche 90-000,82/18/21,0200190269. 


Sve 

Inc 


—8301090319 SALP Rept 90-255/02-24 for Jul 1901 - June 1988 

a (legion 3. Office of Director 03/01/03 32pp 16663 2QS 
Fiche 50-295,93/01/03.8301050314 


24X 


0301110244 Ack receipt of 821801 Ur informing NRC of steps taken to 
correct vlolationi noted in 16 Insp Rept 90-255/82-32, 

HlNDrJ A Division of Emergency Preparedness 1. Operational Support 
83/01/04 DEMITT. R.B Consumers Power Co. ip 16746 246 SAX 
Flchs, 90-859. 83/01/04, 8301 1 10244 


•0301110293 Responds to NRC 821028 Itr ro violations noted In IE Insp 
Rept 50-259/82-28 Corrective actions four milk samples 
teken monthly since Kay 1902 Responsibilities for environ 
monitoring program established In new dept std 
VANDEWALLE. D J Consumers Power Co 82/18/01 KEPPLER, J 0 
Region 3, Office of Director 3pp 16746 247 34X 

Fiche 90-859.63/01/04,8301110244 


“TMtlnoMfsi?'" Environ Dual i fleet I 

PubiisKB,. ^f^atlng of Test Summaries Previously 

JwiilAEL if " “ " SVC list end “ 

B^IWl ejna/a!*'”' 5; Assurance (Pr. 

liSsi, liio. ««« ■ tdated Edison Co of New York, I 

1 5pp, 16661'OBa Fiche 90-000. 92/18/21,8212060391 


8301110260 Ack receipt of 821202 Itr Informing NRC of steps taken to 
correct violetlons noted In IE Insp Rept 50-259/02-23 
PAPERIELLO.C J Division of Emergency Preperedness t. OperatianaJ 
Support 83/01/04 DEWITT. R.B Consumers Power Co. U 
16747' OOl, 24X Fiche 90-353,03/01/04.8301110260 
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S301]B<}3BO Evaluates response to Q10914 reiiuest for oddl info re IE 
Burlletln SO-O&t "ESF Reset Controls " Response unacceptable 
tased on listed reasons 

CniirCHFt£LD> D Operating Reactors Branch 5 83/01/13 

VAHElEUAL'LEt D J Consumers Pouer Co 3pp 16833 336 S4X 
Fjche 50-355,03/01/13.0301180380 


SOO12S0I07 FOTUards IE Insp Rept 50-355/82-20 On 821101-30 5c notice of 

w loiatlon 

SPESSAROcR C Division of Project 6 Resident Programs 83/01/14 
DEMirFrR □ Corsumers Power Co 2pp 16960 254 24X 

Flche 50-265.83/01/14,8301280107 


— Q 3012001 13 Motica of violation from Insp on 821101-30 

SPESSARD, R L Division of Project t- Resident Programs B3/0I/14, 
Spp 16960 256 24X Fiche 50-255,83/01/14.8301280107 


— 8^301280115 IE Insp Rept 50-255/82-28 on 821101-30 None oihp 1 lance noted 
failure to Implement Administrative Procedures for auiiliarg 
feedtiiater valves h saf e tg-rel ated uietding 

JOflOENEEN, fl, L , HELLER. J K . HOLZMER, M M Division Of Project t, 
Resident Programs 83/01/13 llpp 16960 258 24X 

Fiche 50-255,03/01/14,0301280107 


S Reporiatle occurrences, LERs Sc related correspondence 


&301070091 Forwards LER 82-047/03L-0 

.JOfD^SON. B D Consumers Power Co 82/12/21 KEPPLER, J 0 Region 3, 
Office of Director Ip 16687 257 24X Fiche 50-255,02/12/21, 

a3OS070091 


— B301070103 LER a2~047/03L-0 on 621 126, rout 1 ne sample of safety 
injection tank T-020 showed boron concentration below 1,720 
ppm Caused by minor leakage past loop check valve t< safety 
injection tank check valve Leak rate monitored 

e Consumers Rower Co 82/12/21 Region 3, Office of Director 
2pp 16687 258 24X Fiche 50-255,82/12/21,8301070091 


8001070137 Foruards LER 02-O46/O3L-O 

JOHNSON, B D Consumers Power Co 02/12/21 KEPPLER, J 0 Region 3, 
OFfUa of Director Ip 16687 034 g4X Fiche 50-235,82/12/21, 
B30I070I37 


— 3301070143 LER 02-O46/O3L-O between 821125 t< 1206, level of safety 
injection tank B reached Tech Spec limit on seven occasions 
Boron concentration fell below Tech Spec limit twice Level 
increase caused by minor leakage past loop check valve 
■» Consuners Power Co 02/12/21 Region 3, Office of Director 
3pp 16687 035 24X Fiche 50-255,82/12/21,8301070137 


B3O1470263 Part 21 rept re JT Baker Chemical Co defective 1,000 ppm 
boron std used for s tandard i la t Ion of sodium hydroxide to 
determine primary coolant sys boron concentration Initially 
reported SS1E20 Another supplier used 

VANDENALLE. D J Consumers Power Co 82/12/22 KEPPLER, J 0 Region 
3, Office of Director 4pp 16685 193 24X Fiche 50-255,82/12/22, 

S30 1070263 


3341' 1 0701 13 Forwards LER 83-04B/03L-0 Detailed event analysts end 

JOHNSON, B D Consumers Power Co 82/12/28 KEPPLER, J 0 Region 3, 
Office of Director 2pp 16687 243 24X Fiches 50-255, 03/12/20, 

0301070113 


— S30I07011V LER B2-048/03L-0 on 821201 , uf/thermal margin/low ppesiurlier 
pressure ITM/LPl channel 0 Inoperab le, tri p signal inserted 
in TM/LP channel A removed before declaring channel A 
operable Caused by misinterpretation of requirements 
e Consumers Power Co 82/12/28 Region 3, Office of Director 
Ip 16687 245 24X Fiche 50-255,02/12/28,8301070113. 


BSOSSLOIOS RO' o n 9301 12, safety injection tank T-B38 Inoperable for 
graater than 1 h Addl safety injection tank appeared to be 
Inoptrable on three separate occasions Power reduction begun 
l< continued until one tank restored 

KRICH. R t1 Consumers Power Co 83/01/13 Region 3, Office of 
Director Ip 16877 045 24X Fiche 50-255,83/01/13,8301210103 


Q3DI25005I Forwards LER 82-049/03L-0 

JOHNSON, B 0 Consumers Power Co 83/01/18 KEPPLER. J fi Region 3. 
Office of Director tp 16895 300 24X Fiche 50-285.83/01/18, 

0301250051. 


— S3012500S4 LER B2-049/03L-0 on 821220, during routine shift 

surve i I lane e, f ire sys alarm panel C-47 found inopereh le due 
to loss of power. Caused by damaged wires In remote flow 
switch resulting in short circuit Hires l< contacts repaired 
• Consumers Power Co 83/01/18 Region 3, Office of Director 
Ip 16895 301 24X Fiche 50-255,83/01/18.8301250051. 


V Operator Examinations 


B212220443 Oeneric Ltr B2-3Q to all power reactor 1 icenseat, app 1 i cants 
for QL, NSS 6 . reactor vendors 6 AEs re meeting to discuss 
recent developments for ticenslng exams Advises that meeting 
will be held on 630211 re operator licensing 3vc list encl 
Et 8 ENHUT,D O Division of Licensing 02/12/22 ConioUdatsd 
Edison Co of New Vork, Inc I2pp 16681 072 24X 

Fiche 50-000,82/12/22,0212220443 


0301120070 Generic Ltr 83-01 to power reactor licensees b applicants 
For QL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
851231 for listed categories Sve list encl 

EISENHUT, 0 O Division of Licensing 83/01/11 Consolidated 
Edison Co of New Vork, tne lipp 16893 243 24X 

Fiche 50-000.83/01/11.8301120076 


DOCKET 50-259 DROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency L fire protection plans 


0301040209 Fonuards IE Insp Rspts 50-259/82-30.50-260/02-36 b 
50-296/82-38 on 621101-04 No none ump 1 i anc e noted 
LEWIS, R C Division of Project b Resident Programs 02/12/01 
PARRIS. H Q Tennessee Valley Authority 2pp 16638 170 a4X 
Fiche 50-259, 82/12/01,030 1 040209 


"0301040218 IE Imp Repts 50-259/82-38,50-260/82-38 b 50-296/82-39 on 
821101-04 No noncompliance noted Major areas Inspected 
emergency preparedness exercise 

CLINE, N E Division of Emergency Preparedness b Operational 
Support 82/11/19 llpp 16638 160 24X Fiche 50-259,62/12/01. 

8301040209 


8212060349 Generic Ltr 82-33 to all licensees Of operating reactors, 
applicants for OL b holders of CPs ro 8 uppl i to NUREO-0737. 
"Requirements fur Emergency Response Capability " 

NLlREO-0737, Supp I 1 b sve list end 

EIBCUHUT.D O Division of Licensing 82/12/f7 Consolidated 
Edison Co of Neu York, Inc 77pp 16681 208 24X 

Fiche 50-000.82/12/17,8212060349 


021222 O 44 S Generic Ltr 82-39 to all reactor licensees, CP holders b 
applicants for CPs re problems w/submittals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of Info outlined Sve list encl 

EISENHUT, D Q Oivislan of Licensing 82/12/22 Consolidated 
Edison Co of Mew York, Inc l^PP 16690 021 24X 

Fiche 50-000,62/12/22,8212220445 


6301040310 Confirms 630103 enforcement meeting at site to discuss 
circumstances re 821216 unauthorized entry into protected 
area b corrective actions Proposed meeting agenda encl 
O'REILLY. J P Region 2. Office of Director 02/12/23. PARR19.H 0 
Tennessee Valley Authority 3p p 16641 306 24X 

Flclie 50-259.82/12/23,8301040310 


8301110444 Forwards addl info re 100FR50 App R on post-fire safe 
shutdown capab 1 1 Itg, per 831026 reque s t 

HILLS, L M Tennessee Valley Authority 83/01/05 VA 88 ALLO, 0 B 
□pirating Reactors Branch 2 14pp 16743 105 24X 

Fiche 50-239,63/01/05,8301110444 


8301110068 Accepts changes In util 821019 ltr re Physical Becurlty 
Plan Ends to 021019 ltr withheld iref 10CFR73 21 1 
VA 88 ALLP 1 D □ Operating Reactors Branch 2 03/01/06 PARRIS.H 0. 

Tennessee Valley Authority Ip 16767266 24X 

Fiche' 50-259. 63/01/06, 8301110088 


6301180530 Releases public version of revised pages to Emergency Plan 
Imp lemsnt 1 ng Procedure 

FELTON, J M Division of Rules and Records 03/01/13 Document 
Management Branch Ip 16037 214 24X Fiche 50-259.03/01/13. 

8301180530 


— 8301160535 Forwards public version of revised pages to Emergency Plan 
Imp lament ing Procedure IP-1 

MILLS. L li Tennessee Valley Authority 03/01/07 DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director Ip. 16837.215 
24X Fiche 30-259.63/01/13,8301160530 


— 6301180539 Public version of revised pages to Emergency Plan 
Implementing Procedure IP-1 

a Tennessee Valley Authority 63/01/05 3pp 16037 216 24X 

Fiche, 30-259, 03/01/13, 8301100530 
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O Ad jutficatorv correspondence 


8301130070 Order granVinfi prospective I ntervenorsp ut il ti NRC 630111 
Orel request far eitension at time until 03011? to file 
stetement ordered by ASLQ B81033 order Qood cause shoun due 
to Impending settlement 

SHOEHAKERiC J Atonic Safety and Licensing Appeal Panel 63/01/11 
Tannessee Valley Author Iti; Spp 16793 SOt SAX 
Fithe 30-259.03/01/11,8301130070 


8301193237 Hot! on For leave to ui thdrau petitions to intervene per end 
stipulation u/iitll It line 

PYLe.R D Affiliation Unknown PVLE,ft B Pyle, R B 63/01/16 
AtOirlc Safety and Licensing Appeal Pane) ip 160A6 292 2AX 
F I c h e 30-259. 83/01 / 1 B, 630 1 J 90237 


-- 8301 1902‘I7 Stipulation that util will notify persons listed in Eihibit 
A of any util application to build, opera t e or modify sys to 
incinerate lou level raduaste in States of AL> MS or TN, until 
871231 Certificate of Sve end 

AAlfSON. R J Hearing Branch 4 SAIIOER, H L Tennessee Valley 
Authority PVLE.R B Affiliation l/nfcnoun 83/01/18 5pp 
16B46 293 24X Flche 30-259.83/01/18.0301190237 


8301340146 Decision ALAQ-71 1, approving ut il. p e 1 1 tloner 6 NRC 
stipulation re notification of util applicatlcn to build, 
operate or nodlfy sys to Incinerate lou level raduiaste 
Petitioner motion to uithdrau intervention petition granted 
SliOEHAKERiC J Atomic Safety and Licensing Appeal Panel 63/01/21 
App 16891 348 2AX Flche 50-259,63/01/81.8301240146 


P Operating license stage documents 6 correspondence 


8301040616 Foruards SALP repts for Jul 1900 - June 1981 Util conduct 
of nuclear activities shous proper concern for nuclear 
safety & is acceptable Areas or poor perfermence cited 
O'REILLy. JF Region 2, Of fl c e of Di rector 82/11/24 PARRI3,H0 
Ttnnestee Valley Authority 3p p 16667302 24X 

Flche 50-000.82/11/24.8301040616 


—8301040690 Foruerds SALP rept of util activities for 3ul 1960 - June 
1981 Rept based on results of tiRC SALP Board 811020 meeting 
LEitlS. R C Division of Project t. Resident Programs 82/06/20 
PAftRIB.H 0 Tennessee Valley Authority 3pp 16667 305 24X 

Flche 50-000. 62/11/24, 03010401616 


—0301040794 8 ALP Repts 50-259/62-13, 80-260/62-13, 50-296/82-13, 50-327/02- 
18, 80-328/6 2-10, SO-390/Q2-26. 50-391/621-83. 50-438/02-25, 

80-439/62-23, 50-816/82-10,30-519/62-09, 80-520/62-10,50-521/ 

62-07, 50-553/02-02.30-534/82-02,50-566/82-03 U 50-567/82-03 
LEUIB.R C Division at Project & Resident Programs 82/06/20 
03pp. 16667 307 24X Flche 50-000,62/11/24,630(040616 


Q301030305 Infdrms of receipt of results of BOtO interim reliability 
evaluation program study presented in NL4)£0/CR-2Ba2 Summary 
of engineering insights provided In mein rapt, 

VASSALLO.O B Operating Reactors Branch 2 62/ 12/23 FARRIB.H 0. 

Tennessee Valley Authority 3pp I66S1 0S9 24X 

Flche 50-259. 62/12/23, 6301030305 


8212060356 Otneric Ltr 82-30 to all 11c snsees. app 1 Uants for OL t, 
holders of CPs re filings concerning lOCFRSO production 6 
utllliation facilities Current listing of branch assignments 
for nuclear reactor projects t sve list encl 

EI 8 EHHUT.D 0 Division of LIcinsing 62/12/26 Consol Idatod 
Edison Co of hleu York. Inc lipp I 686 B 001 24X 

Flche SO-000. S2/12/2B. 6212060356 


8301070364 Advises that THI Item II K 3 27. "Common Ref Level." 
complete for facility since commitment made to inesrporate 
item into control room design revleu & NRC previously 
approved eilsting configuration as interim measure 
VASSALLOi D 0 Operating Reactors Branch 2 82/12/30' PARRIS. H 0 

Tennessee Valley Authority 2pp 16690239 24X 

Flche 30-259.82/12/30,8301070364 


8301110085 Foruards request far addl info re RETRAN hot channel 
critical pouer ratio ca Iculatlona 1 methodalagy submitted In 
TVA-TR 81-01 

VASSALLO. D B Operating Reactors Drench 2 32/12/30 PARR 1 8. H 0 

Tennessee Volley Authority Spp 16776 190 24X 

Flche 30-259, 62/12/30,0301110065 


8301250126 Summarlias 621215 meeting u/utll.OE ti Atwood li Morrill In 
Atlanta. OA re util pr'Ogram to reduce HSIV lealcage 
LEUI 81 R C Division cf Project 6 Resident Programs 63/01/05 
PARRIS.H Q Tennessee Valley Authority 4pp 16695 209 24X 

Ft Che. 30-259, 83/01/05. 6301250126 


B301120396 Forwards response to 621100 request for addl info re Tech 
Spec change request for single loop operation 

MILLS, L M Tennessee Valley Authority 63/01/06 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 24pp 16774 IBi 
84X Flche 50-259,03/01/06,6301120296 


B301 110134 Oanerie Ltr 63-02 to a 1 1 DNR licensees re NURE0~0737 
Tech Specs Requests response re deviations from encl 
guidance 5 model Tech Specs within 90 days of receipt of 
1 tr Sve list «nc 1 

EISENH'JT, 0 0 Division of Licensing 63/01/10 Commonwealth 
Edison Co I3pp 66694 039 84X Flche 50-000, 03/0! /lO, 8301 110134 


8301190133 Forwards no-nprop r 1 e tary 6 proprietary versions of “Revieu 
of Licensees Resolution of Outstanding Issues From NRC 
Equipment Environ Qua 1 1 f 1 eat ion SERs (F-li tr B-60).Vols 
1 i 2 ." technical evaluation rept 

VA8SALL0.D B Operating Reactors Branch 2 NnC-03-79- 1 10 

63/01/11 PARRIS.H 0 Tennessee Valley Authority. Spp 16830001 
24X Flche 30-259,83/01/11.8301190133 


"8301190139 8 ER re environ qual i f ica 1 1 on of safety-related sle'Ctric 
equipment. 

« Operating Reactors Branch 2 83/01/11 Spp 16038 004 24X 

Flche 30-259.63/01/11,8301190133 


--6208110137 Nonpreprie tary "Review of Licensees Resolution of 
Outstanding Issues from NRC Equipment Environ Oua 1 i f ica tlon 
BERs lF-11 l> H“60).Vols 1 6 2." technical evaluation rept 
CRANE. C J Franklin Inst 1 tu t e/Franl 1 in Research Center 
NftC-03-79-1 IB TER-C 52 57-469 82/07/26 LE, N D , 8HEMANSH1.P 

NRC - No Detailed Affiliation Given 946pp 16039 001 a4X 

Flche 30-259,83/01/11,0301190133 


—0200110157 Nonproprietary "Review of Licensee's Resolution of 
Outstanding Issues from NRC Equipment Environ Qua 1 1 f I ca t Ion 
SERs (F-ll it Q-60l»Vols 16 2." technical evaluation rept 
CRANE, C J Franklin In stltute/Fran k 1 in Research Center 
NRC-03-79-1 IB TER-C52S7-470 82/07/26 LE, N D , 6 HEMAMSKI.P 

NRC - No Detailed Affiliation Owen 943pp 16640 237 24X 

Flche 50-259,63/01/11,8301190133 


--6206I1012? Nonproprietary "Review of Licensee Resolution of 
Outstanding Issues From NRC Equipment Environ Qualification 
SERs (F-ll U B-60>. " Vols I t, 2, final technical evaluation 
rept 

CRANE. C J Franklin Institute/Franklin Research Center 
NRC-03-79-1 10 TER-CS2S7-471 02/07/26 LE, B , aHEHANSKI.P («( 

- No Detailed Affiliation Given 939pp 16043 102 24X 

Flche 50-259,63/01/11,6301190133 


6301160241 Foruards response to NRC 621115 request for addl info rt 
NVREO-0737, Items I A 2 1 4 «< II D 4 concerning 
qualifications of reactor operators (, training in mitigating 
core damage, s upp lemant Ing util 020506 1 tr 

HILLS. L H Tennessee Valley Authority 83/01/12 OENTON. H H 
Office of Nuclear Reactor Regulation, Director 2pp 16026 107 
24X Flche 30-259,83/01/12,8301180241 


0301160246 Forwards Rev 2 to Integrated schedule 4< description of t, 
reason for changes per 020715 commitment Integrated schedule 
process beneficial in implementing NRC-required mods. 

MILLS, L M Tennessee Valley Authority 63/01/14 DENTON.H R 
Office of Nuclear Reactor Regulation, Director lOpp 16826 054 
24X Flche 50-259,63/01/14,8301100246 


0301210150 Foruards request for addl info re inservice pump l< valve 
tasting program Response requested within 60 days 

VASBALLa.O D Operating Reactors Branch 2 63/01/17 PARRia.NO 

Tennessee Valley Authority 5pp 16865 334, 24X 

Flcht 50-259.63/01/17,6301210150 


B3O1250693 Suirmary of 621217 meeting u/OE 1< Mark 1 Owners Group in 
Bethfsda.MD re suppression pool local to bulk temp 
difference analysis 6 single vent lateral chugging load 
SIEGEL, 6 Operating Reactors Branch 2 83/01/18 Operating 

Reactors Branch 2 55pp 16907 225 24X Flche 50-000,83/01/18. 

0301250693 


63012SD10? Forwards response to 821230 request for addl Info re 
TVA-TRBI-01, "DWR Transient Analysis Model Utlliiing RETRAN 
Frogran " Expeditious review requested as further delay util 
result in scheduler complications for TVA 

MILLS, L M Tennessee Valley Authority 63/01/20 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director 12pp 16895 235 
24X Fichet50-2S9, 03/01/20, 8301250109 


8301310134 Application bo amend' OL, cons 1 sting of temporary emergenig 
Tech Spec change allowing operation up to SOX pouer u/one 
recirculation loop out of sve until midnight 630131 
KAMMER.O a Tennessee Valley Authority 63/01/25 DENTON. H R 
Office of Nuclear Reactor Regulation, Director. 2pp. 16965 031 
24X Flche' 50-259, 83/01/25, 8301310134 
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— S30131013'& Proposed temporary Tech Spec change allowing operation up to 
SOli power u/ons recirculation loop out of svc until 
mtdnlght B30131 

• Tennessee Valley Authority 83/01/25 3pp lb9b^ 033 24X 

FUcho 50-239,83/01/25,830131013/1 


Inspection reports, IE Bullotins (< correspondence 


BHOtO/go&l/a Forwards SALP lepts for Jul 1980 - June 1981 Util conduct 
O'f nuclear activities shows proper concern for nuclear 
• lAfctV !< Is acceptable Areas of poor performance cited 
O'^JtEILLY, J P Region 2, Office of Director 02/11/24 PARRISiH 0 
Tennessee Valley Authority 3pp 16667 302 24X 

Ficfic 80-000.02/11/24.0301040616 


— 8301040512 Responds to NRC 621007 1 tr re violations noted in IE Insp 
Repts 50-259/82-34.50-260/02-34 «< 50-296/02-34 Corrective 
actions LER of 020909 event re HPCI condensate header leu 
level switches revised 

MILLS.L M Tennessee Valley Authority 02/ll/iO O'REILLY.J P 
Region 2 , Office of Director 6 pp 16643 2S2 24X 

Fiche 50-259,82/12/06,8301040490 


—0301040530 Forwards IE Insp Repts 50-259/02-34,50-260/02-34 t, 
50-296/02-34 on 020826-0925, not le e of violation 4< notice 
of deviation 

LEUIS.R C Division of Project 4 Resident Programs 02/10/07 
PARRia.H 0 Tennessee Valley Authority 2 pp 16643 250 24X 

Fiche 50-259,02/12/06,8301040490 


— B301D40690 Forwards BALP ropt of util activities for Jul 1900 - Juno 
1981 Rapt based on results of NRC BALP Board 811020 meeting 
LEWfB.n C Division of Project 4 Resident Programs 02/OB/2D 
PARRIS.H 0 Tennessee Valley Authority 3pp 16667 30S 24X 

Flch* 50-000,02/11/24,0301040616 


0301040794 BALP Repts 30-259/02-13,50-260/69-13,50-296/02-13,50-327/82- 

lo, 50-320/02-10, 50-390/82-26, 50-391/02-23, 50-438/62-23, 

80-439/02-25, 50-51B/B2- 10, 30-519/62-09, 50-320/89-10, 50-521/ 

Da-07. 50-333/02-02, 30-534/02-02. 50-566/82-03 4 50-567/02-03 
LEtVIBift C Division of Project 4 Resident Programs 02/00/20 
03pp 16667307 24X Fiche 50-000,82/11/24,0301040616 


D3010402D9 Forwards IE Insp Repts 30-239/02-38, 50-960/82-3S 4 
SO~a96/B2-3S on 021101-04 No none orap 1 ianc e noted 
LEMIS.R C Division of Project 4 Resident Programs 82/12/01 
FAftRlS, l( 0 Tennessee Valley Authority 2pp 16630 170 24X 

Fiche 50-239,02/12/01,0301040209 


S3D10402tB IE Insp Repts 30-259/82-30,30-260/02-30 4 30-296/02-30 on 

Dal 101-04 No noncomp 1 iance noted Major areas inspected 
emergency preparedness exercise 

CLINE, U E , MARBTONfR R < JENKINS, 0 R Division of Emergency 
Dr eparednes s 4 Operational Support 02/11/19 itpp 16630 ISO 
54X Fiche 50-239,82/12/01.0301040209 


0301040594 Ack receipt of 021115 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-259/02-27, 
aO'-a6O/02-27 4 50-296/02-27 

LFUIB. R C Dlvlslpn of Project 4 Resident Programs 02 / 12/02 
FARftlS, H 0 Tennessoe Valloy Authority Ip 16644 008 24X 

Fiche 50-259, 02 / 12 / 02 . 6301040394 


— G30ID40603 Responds to NRC 020989 Itr ro violations noted in IE Insp 
Repts 30-259/62-27. 30-260/62-27 4 30-296/02-27 Corrective 
actions general employee training program 4 std practice DF 
4 9 revised 821001 Retraining will be completed by 830131 
KILLBpL M. Tennessee Valley Authority 02/11/15 □'REILLY, J P 
Region a. Office of Director 9pp 16644 009 24X 

Fiche 30-259,02/12/02,0301040594 


G 3010406 11 Forwards IE Insp Repts 80-239/82-27,50-260/02-27 4 

50-296/82-27 on 820030-0903 4 notice of violation 
LEMIS.R C Division of Project 4 Resident Programs 92/09/29 
PARRIS, HO Tennessee Valley Authority 2pp 16644 019 24X 

Fiche 50-259,02/12/02,0301040594 


— 0301040541 Notice of violation from insp on 020026-0925 

* Division of Project 4 Resident Programs 08/10/07 3pp 
16643 260 24X Fiche 50-259,02/12/06,0301040490 


— 0301040554 Notice of deviation from insp on 080026-0925 

* Division of Project 4 Resident Programs 82/10/04 Ip 
16643 263 24X Fiche 50-259,02/12/06,8301040498 


—030 1040569 IE Insp Repts 50-259/02-34,50-260/02-34 4 50-296/02-34 on 
820026-0929 None onp 1 lane e noted Tech Spec requirement re 
HPCI condensate header low level switch not met , 

CHASE, J U , PAULK.O L , CANTRELL. F 0 Division of Project 4 
Resident Programs 02/10/04 9pp 16643 264 24X 

Fiche 50-259,02/12/06,0301040490 


0301100090 Responds to FOIA request for 12 categories of documents re 
facilities Repts re MARCH code may be purchased from NTIS 
Forwards documents listed in App A Search for Items 3, 6,7>9, 

11 4 12 identified in request continuing 

FELTON, J M Division of Rules and Records 02/12/07 HIATT, S L 
Ohio Citiiens for Responsible Energy Spp 16754 003 24X 

Fiche 50-000, 02/12/07,0301100050 


— 8301100059 Advises that insp of licensee responses to IE Bulletin 
70-03 per IE Manual Chapter 92703 completed as documented 
in listed IE insp repts, in response to 760025 request 
LONG, F J Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 78/10/13 WODDRIFF, R M Office of Inspection 4 
Enforcement, Office of the Director Ip 16754 830 24X 

Fiche 50-000,02/12/07,8301100050 


— 8301100064 Advises that action on IE Bulletin 78-03, "Potential 
Explosive Oas Mixture Accumulations Associated M/BNR Offgas 
8ys aporations," c omp 1 e ted, inc lud ing reviews of license# 
responses 4 offgas sys Summaries of offgas sys end 
JORDAN, E L Offlee of Inspection 4 Enforcement, Office of the 
Director 70/11/29 0HIME6, B K Assistant Director for Engineers 
4 Projects (Pr# 790625) 37pp 16754 240 24X 

Fiche 50-000,02/12/07,8301100090 


3301100187 Forwards response to IE Bulletin 78-03, “Potential Explosive 

Oas Hixtura Accumulations Associated U/BUR Offgas Sys 
Operations, " per NRC 700210 Itr Plant design changes 
unnecessary 

OILLELAND, J E Tennessee Valley Authority 70/03/29 
O’REILLY, J P Region 2, Atlanta, Office of the Director Spp 
16754 316 24X Fiche 50-000,02/12/07,0301100050 


B301040621 Notice of violation from insp on 020030-0903 

* Division of Project 4 Resident Programs 02/09/29 3pp 
16644.020 24X Fiche 50-299,02/12/02,0301040594 


B30104D639 IE Insp Ropfcs 90-259/02-27,50-260/02-87 4 90-896/02-87 on 

880830-0903 Noncomp I ianco noted failure to follow procedures 
pqr general employee training, fal lure to train craftsmen in 
QA program 4 fallora to perform in-depth training audit 
BKINNERiP. H . UPRIGHT, C M. Division of Engineering 4 Technical 
Programs. 02/09/24 7pp, 16644,023 a4X Fiche' 90-899i 02/12/08, 
0301040994 


Q30t<>40375 Confirms 021184. 1201 4 02 toleons extending response 
dssadline to 081210 4 030112 for IE Bulletin 02-03, "Stress 
Corrosion Cracking in Thick Hall, Large Diameter, Sta inless 
Btool.Boclrculatlon Sys Piping at DWR Plants " , ^ 

NILLe,L M Tennessee Valley Authority 02/12/03 O'REILLY, J.P 
Raglon 8» Office of Director ip 16630 342 24X 

Flcho 50-259, 02/12/03, 030104027S 


301040299 Forwards response to IE Bulletin 62-03, Items 4a, 4b 4 4c, 
"Stress Corrosion Cracking in Thick Hall, Large Diameter, 

Stainless ateel, Rec irculatlon 8ys Piping at BWH Plants " 

Twenty-seven pecireulation sys welds examintd 

KAMMER, D 8 Tennessee Valley Authority 02/12/09 O'REILLY, J.P 

Region 2, Offlee of Director 4pp 16638 349 24X 

Fiche 30-259,82/12/09,8301040298 


301040396 Commends plant personnel for actions taken during loss of 
secondary containment reported in LER 50-259/02-53 4 
discussed in IE Insp Repts 50—259/82-23,50—260/02—23 4 

O'REILLY, J P Region 2, Office of Director 82/12/09 PARR IB, H 0 
Tinnessee Valley Authority 2pp 16640 196 24X 

irj.k. n9/19/a9, 0301040396 


0301290948 Forwards IE Insp Repts 90-299/82-41,50-860/02-41 4 
50-296/02-41 on 821026-1125 No noncompliance noted 
VERRELLI,D M Division of Project 4 Resident Programs 62/12/14. 
PARRIS, H 0 Tannessea Valley Authority 2pp 16905 316 84X 

Fiche 90-259,02/12/14,8301250940 


O3Ot04O49B Ack receipt of 021110 Ur Informing NRC of Ueps taken to 
correct violations noted in IE Insp Repts 80-299/02-34, 
60-260/82-34 4 90-896/02-34 

LEMtS.R.C Division of Project 4 Resident Programs 02 / 12/06 
PARRIB.H 0 Tennessee Velley Authority ip 16643 291. ce* 
F(che, 50-259, 02/12/06, 0301040490. 


—0301250593 IE Insp Repts 50-299/02-41,50-260/02-41 4 90-296/02-41 on 
821026-1185 No noncompllanca noted Major areas inspected 
operational safety, plant physical pro tect ion, survall lance 
testing, malnt,RQi 4 emergency drill 
PAULK, O.L , CANTRELL. F 8 Division of Project 4 
02/12/13 7pp I690S 310 24X Fiche 90-299,02/12/14,0301250948 
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S30t(MO0A2 Ol*cof*«» IE Intp &n 62)025 i forwards notics 

nafeict of pr0oo»»4 unoosition of tivil ponaKj 

0 'BEH-LV. J P R«Si«n 2. Offlet of Director 62/(2/17 
Tpnn«*te» VallfiJ Authoriti; 4pp 16653 30* SAX 
Flclit. 30-259. 62/(2/17. B301040062. 


of viotatiot) & 
PARRIS. H 0 


0301250212 Ack receipt of 821229 Itr Informlnp NRC of steps taken to 
correct violations noted in IE Insf Repts 30-259/82-24. 

50-260/82-24 «i 50-296/32-24 

LEMIS.R C Division of Project t Resident Programs 03/01/12 
PARRIS. H 0 Tennessee Valley Authority Ip 16S96 219 SAX 
Piehe 50-239.63/01/12.3301250212 


-8301040068 Notice of violation &. notiee of proposed imposition of civil 
penaltv in aaount of *3.125 NoneonpHence noted failure 
to ascertain that sealing gaslets fe closore of shipmint 

wtrf fr** 

O'REILLY.J P Rijlon 2. Office of Director 02/12/17 
{665S 310 24Jf Fiche 50-259.82/12/17.6301040062 


2pf 


“Overeiposures in PUR Cavities " Svc 


6203190269 IE Info Notiee 02-51. 

DEYOU.nS'r C Director's Office. Office of rnspection and 

Enforcement 02/12/21 Consolidated Edl son Co of New Tor*. 

iJlJr Itle? 239 24X Fiche 50-000.82/12/21.8208190269 


Inc 


8212060351 IE Info Notice 32-52, "EAwipment Environ Oualif ication 
Testing Eiparlinee - Updating of Test Sununepies Previously 
PwblisAtd in IE Info Notiee 81-29 " Svc Hit enel 
JORDAN, E L Division of Engineering 6 Quality Aaiorance (Pre 
830103) 02/12/21. Consolidated Edison Co of Meu Vork. tnc 

lISpp. 16681 083 84X Fiehe 50-000,02/12/21.8212060351. 


—0301250224 Responds to NRC 820921 Itr re violations noted in IE Inep 
Rspts 50-259/02-24, 50-260/02-24 «< SO-296/82-24 Corrective 
actions operators directed to folloiu instructions of 81-3 
for ree iTcwlatl on pump speed documentation 

HILLS. L N Tennessee Valley Authority 82/12/29 O'REILLV. J P 
Region 2, Office of Director 3pp 16896 220 24X 

Flche 50-239.83/01/12.8301250212 


R Periodic operating reports U related correspondence 


8301270234 Forwards Monthly Operating Repts for Nov 1982 

JONES, (r T Tennessee Valley Authority 62/12/00 Division of 

Date Automation & Management Information tp 16933 286 24X 

Flche 50-259,82/12/08,8301270234 


—8301270259 Monthly Operating Repts for Nov 1982 

THfiOH.T Tennessee Valley Authority 02/12/01 39pp 16933 287 
24X Flche 50-259,82/12/08.6301270234 


6212060350 IE Info Notle* 82-53, "Main Transformer Failures at North 
Anna Nuclear Pauer Station " Svc list end 

JORDAN, E L Division of Engineering Ic Quality Assurance (Pre 
630103) 02/12/22 Coniolidated Edison Co of New York. Ine 

lt4pp 16738 017 24X Flche 50-000,62/12/22,8212060350 


6209190275 IE Info Notice 82-64, "Mastlnghouse N0FD Relay Failures in 
Raacter Protection Syi “ Svc list end 

JOBDAN.E L Division of Engineering 6 Quality Assurance <Pre 
830103) 82/12/27 Consolidatsd Edison Co of Neu York, Inc. 

llOpp 16962 139 24X Fiche 50-000. 62/12/27,0208190275 


6209190273 IE Info Notice 82-55. “Seismic Quel 1 f icat ion of Mestlnghouse 
AR Rolay W/Latch Attachnenta Used in Nestlnghouse Solid 
State Protection Syt. * Svc list enel 

JOROAN.e L Division of Engineering 4 Quality Assurance (Pre 
030103) 62/12/28 Consolidated Edison Co of Nau York. Inc 

109pp 16868 014 24X FJehe 50-000, 82/12/28. 0208190273 


0212060354 IE Info Naklce 82-36. "Robertshaw Tharmostatlc Flow Control 
Valves. ^ Svc Hat and 

JORDAN. E L Division of Engineering 4 Quality Assurance iPre 
830103) 82/12/30 Consolidated Edison Co of New York, Inc 

Itlpp 16758 137 24X Fiehe 50-000, 02/12/30. 6212060354 


8 Reportable occurrences. LERs 5 related correspondence 


8301040356 Commends plant personnel for actions taken during loss of 
secondary eontalnment reported in LER 50-259/82-53 4 
discussed in IE insp Repts 50-259/62-23.50-260/82-23 4 
50—296/82-23 

O'REILLY, JP Region 2, Office of Director 62/12/0? PARR IB, H O 
Tennessee Valley Authority 2pp 16640 196 34X 

Ficlve 50-259,02/12/09,8301040356 


0301030047 Forwards LER 82-099/017-0 

OREEN, H J Tennessee Valley Authority 82/12/23 O'REILLV. J P 
Region 2, Office of Director Ip 16614 319 24X 

Flche 50-259.82/12/23,8301030047 


— 930I0300S3 LER 92-099/01T-0 on 021208, during periodic leak: detection 
pTO'p ram (Weeping leak found in crack ed 1/2- inch core spray 
sys sample connection pipe Caused by fatigue failure induced 
by vibration Repairs made. 

TAVlOR. D Tennessee Valley Authority 82/12/23 Region 2. 
Office of Director 2pp 16614 320 24X Fiche 50-259,82/12/23. 

8301030047 


830{3S061I Ack ricelpt of 621206 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-259/62-26. 

50-260/62-26 4 50-296/82-26 

LEMIS.R C Divtilon of Project 4 Raifdsnt Programs 83/01/05 
PARRIS. H 9 Ttnnisstt Valley Authorltg Ip 16904 340 24X 

Ftcha-5Q-2S9. 03/01/05.0301250611 


— B3012S0629 Rsspendisto NRC 821103 Itr re violations noted In IE Intp 
Repts 50-P59/62-2*. 50-860/82-26 4 50-296/02-26 Corrective 
actiens Std Practfci flF 7 9, control of solid raduaste 
paekagi-drun 4 boies, approved 4 icnpiemented on 021029 
MILLS. L M Tennisitt Valley Authority B2/I2/06 a'PElLLY. J. 1* 
Riglon 2, Office of Oireetor. 4pp 16904 341 24X 

Fiehe 50-259,83/01/05,8301250611 


-3301250634 Forwards IE Intp Rspts 50-859/02-26,50-860/68-86 4 
50-896/82-26 on B2Q625 4 notice of violation, 

O'REILLV. J.P Allien 2, Office of Director. 82/11/03 

PAflflia.H 0, Tennissit Valley Authorltu 3pp 16904 345 a4X 

Fiche* 50-259,03/01/05, 830125061 1 


‘6301250638 Notice of violation from 
• Region 2, office of Director 

Flche: 50-859,83/01/05, 0301250611 


insp on 020029 
82/11/03. 2pp 


16904.340 24X 


8301040175 Forwards updated LER al-037/On-2 

OREEN, H J Tennessee Valley Authority 82/12/20 0 'REILLY. J P 

Region 2. Office of Director Ip 16633 133 24X 

Fiche 80-259,82/18/28,8301040175 


—6301040178 Updated LER ei-037/0tX-2 on 010629, ind 1 eat i on found on 
reac tor water cleanup sys 1 nboard pr imary eontalnmen t 
isolation valve 69-1 weld. Caused by intergranular stress 
corrosion cracking Stainless steal gate valve replaced 
HOLOER.O Tennessee Valley Authority 82/12/20 Region ,’2. 
Office of Director lOpp 16633 134 24X Flche 50-359,93/12/80, 

8301040173 


830)040344 Forwards LER B2-095/03L-0 

OREEN. N J Tennessee Valley Authority 82/12/20 O'REILLY. UP. 
Region 2. Office of Director Ip 16640 205 24X 

Flche. 50-259, 82/18/20. 8301040344 


— 83 01 040348 LER 0a-O95/O3L-O: on 081201 , luhl le performing diesel genorator 
0 redundant start tests, faulty relay found Caused by burned 
contact due to normal waar while stuck in closed position 
Relay replaced 

CHR tSTCPHCR, W Tennessee Valley Authority 02/12/20 Region i*. 

□ffiee of OlrsctOT 2pp 16640 206 24X Fiche 50-2 59.82/13/88. 

8301040344 


30-359/82-26. 50-860/02-26 l< 30-896/82-26 ' 
Era0S2S Noncomp lienee noted licensee shipment of radioactive 
aetl for burial w/o proper markinge on right woodan 
containers. 

DivilUn of Engineering %■ Technic el 
e»*8S0611 Fiche; 80-859. 03/01/0 


®30lia notiee of violation ti propoied 
Hi ^ panalty Ip, mount of *40,000 to be 

^*^lure to control access into 
ROIC'S'* resulting from failure. 

Of Inspection am 

bSoIMO??^' Ip 16806 286 84X Fiche: 50-859. 03/01 /) 


8301060850 Foruerds LER a2-097/03L-0 

OREEN.K J Tennessee Valley Authority 82/12/20 O'REILLV, U P 
Region 2, Office of Director Ip 16679 078 24X 

Flche 50-239,02/12/28,8301060250 


—8301060259 LER 02-O97/O3L-O. on 021203, review revealed several 
ieoletion valves tested less frequently than required by 
Tech Spec Caused by mi i Interpretation of NRC guidelines 
when Implementing ASHE, Section XI Instructions revised 
MILLIAH8QN, 8 Tennessee Valley Authority 02/12/28 Region S. 

Office of Director 4pp. 16679 079. 24X Fiehe 50-259.92/13/38, 

8301060250 
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^10^396 HotiflC'S of NPDCS noneomiil lance on BSl I33i itiiiage treat<««nt 
ifflufnt grab sa<n;I« collectsd 02111^ eiceadeit 
Ifojtatlon of dS fflg/L Caused by sgs overload due to 
eicesilvi & surging flam Design changes being revlsued 
fU^ASHBYaH T rennessea Valley Authority 8S/13/30 HARLADaJ 
enrlrenmental Protection Agency Ip 16A7A 3<76 24X 

pi Che SO-aSV. 8a/i8/30i e3010A039A 


33^1100136 Fol-uard* UER 8a'09B/03L-0 
jBEEMaH J Tennessee Valley Authority 93/01/03 O'REILLY. JP 
Iteglon a. Office of Director Ip 16703 120 24X 

Flefa* 30-339.83/01/03,8301100136 


^©301100141 LEfl ez-09a/03L-0 on 021203.0-90-252 radieaite eontinuou* air 
aanltoT taken out of svc for 7 5 h to repair particulate 
detector Caused by torn mylar film covering detector Mylar 
f i In rep lac ed 

THORPE.D Tennessee Valley Authority 03/01/03 Region 2> 
amts of Director 2pp 16703 12| 24X Fiche 90-239.03/01/03, 

8301100136 


8301170032 Forwards LER 02-100/03L-0 

CPCCFf.H J Tennessee Valley Authority 03/01/09 O'REILLY, 3 P 
Asgion 2, Gfflcs of Director Ip 16012 207 24X 

f lehe 50-259. 83/01/03. 0301170032 


—0301170096 LER a2-lQ0/03L-0 on 051200,011 leak found at sample valve 
nipple connection on recirculation pump H~0< set lA.oll 
puap Caused by failed thread sealant on 1/4-lnch threaded 
pipe connection Mipple t sample valve replaced 
WIDICKpR Tennessee Valley Authority 03/01/09 Region 2, 
Office of Director 5pp 16012 200 a4X Fiche 90-299.03/01/05, 
830U70032 


U Operator Csaminat ions 


8213220443 Oenerlc Ltr B2-30 to all power reactor licensees, app 1 Icants 
for OL.NSS jc reactor vendors It AEs re meeting to dlecuss 
ryceot developments for licensing esams Advises that meeting 
will le held on B30211 re operator licensing 8vc list end 
ei&EKHVT.D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of Keu York, Inc 12pp 16681 072 24X 

Fiche 50-000,82/12/22.9212220443 


83C1I20078 Oeneric Ltr B3-01 to power reactor licensees 6 applicants 
for OL re operator licensing e»4m site visit Requests 
schedule re eiem requests expected for submittal prior to 
B5123I for listed categories Sve list end 

EIGERHUT, 0 (7. Division of Licensing 03/01/11 Consolidated 
Edison Co of New York. Inc ilpp 16893 243 24X 

Flcht 50-000.83/01/11,0301120070 


KKKET SO-260 BROWNS FERRY NUCLEAR POWER STATION. UNIT 2 


F Seevrity. inedlcal, emergency & fire protection plans 


B301040209 Forwards IE Insp Repts 50-299/02-39.90-260/02-38 6 
50-296/82-30 on 021101-04 No noncoinpl iance noted 
LEUISiR C Division of Project It Resident Programs 02/12/01 
PARRI8.H 0 Tennessee Valley Authority 2pp 16633 178 24X 

Fiche 30-259.82/12/01.0301040209 


— B3O104O21S IE Insp Repts 50-259/82-38.90-260/82-30 I. 90-296/8Z-3B On 
021101-04 No nonconpi lance noted. Major areas inspected 
tMrgency preparedness exercise 

CL1NE.U E Division of Emergency Preperedness l< Operational 
Buppert. 02/11/19 lipp 16630 100 24X Fiche 50-299.02/12/01, 

8301040209. 


^12060349 Oerter Ic Ltr 02-33 to all 11 censees of operating reactors. 
• ppllcants for GL t< holders of CPs re Suppl 1 to NUREQ-0737i 
"Requirements for Emergency Response Capability " 
flURE<i)'0737r Suppl 1 & sve list end 

EJSEIBillTi D 0 Division of Licensing 02/12/17 Consolidated 
Edtioa Co of New York, Inc 77pp. I66ai'2O0. 24X 

Fiche 90-000. 02/12/17.8212060349 


821.3220449 Generic Ltr 82-39 to all reactor licensees.CP holdars h 
applicants for CPs re problems w/submlttals of 10CFR73 21 
safeguards info fur licensing review Procedures re 
transnittal of info outlined Bve list end 

EISEhHUT, D. 0 Division of Licensing 02/12/22 Consolidated 
Edison Co of New York. Inc 13pp 16690 021 24X 

F I the SO- 000. 02 / 1 S/22. 02 1 222044 6 


6301040310 Confirms 830109 enforcement meeting at site to discuss 
c i rcusstences re 821216 unauthoriied entry Into protected 
arte & corrective actions Proposed meeting agenda end 
O'REILLY, J P. Region 2. Office of Director 82/12/23 PARRIS, HO 
Tenneitce Valley Authority 3pp. 16641 300 24X 

FiChf 50-259, 82/12/23. B30 1040310 


B301 110444 Forwards add info re 10CFB90 App R on post~fire safe 
shutdown capabil Ity, per 85t026 request 

KILLS. L M Tennessee Valley Authority 83/01/05 VASSALLO. D 8 
Operating Reactors Branch 2 14pp 16743 109 24X 

Fiche 90-259.83/01/03,0301110444 


0301110088 Accepts changes sn util 021019 ltr re Physical Security 
Plan Encis to 821019 ltr withheld (ref 10CFR73 21) 

VASSALLO, D B Operating Reactors Branch 2 83/01/06 PARRIS. H 0 

Tennessee Valley Authority Ip 16767 266 24X 

Fiche 50-259.03/01/06.8301110080 


0301160530 Releases public version of revised pages to Emergency Plan 
Implementing procedure 

FELTON. J M Division of Rules and Records 83/01/13 Document 
Hanegement Branch If 16837 214 24X Fiche 30-259.03/01/13, 

0301180530 


— B3011B053S Forwards public version of revised gages to Emergency Plan 
Implementing Procedure lP-1 

HILLS. L M Tennessee Valley Authority 93/01/07 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Ip 16837 219 
24X Fiche 50-259.83/01/13.0301180930 


— 0301100539 Public version of revised pages to Emergency Plan 
Implementing Procedure IP-I 

* Tennessee Valley Authority 63/01/09 3pp 16037 216 24X 

Fiche 90-859.03/01/13,8301180930 


0 Adjudicatory correspondunc* 


0301130070 Order granting prospective i ntervanore. utl 1 h NRC 030111 
oral request for ectenslon of time until 630119 to file 
statement ordered by A5LB 021022 order Good cause shown due 
to Impending settlement 

SHQEMAHERiC 0 Atomic Safety and Licensing Appeal panel 83/01/11 
Tennessee Valley Authority 2pp 16793 204 24X 

Fiche 50-259,03/01/11.8301130070 


B301 190237 Motion for leave to withdraw petitions to intervene per end 
stipulation u/util 6 NRC 

PYLE.R B Affiliation Unknown PYLE.R B Pyle. R B 83/01/10 
Atomic Safety and Licensing Appeal Panel Ip 16846 292 24X 

Fiche' 50-239, 03/01/10.8301190237 


— 0301190247 Stipulation that util will notify peraoni listed In Exhibit 
A of any util application to bul Id, operate or modify sys to 
Incinerate low level radvasta In Statu of AL.HS or TN.untll 
871231 Certificate of 8vc end 

RAUSON.R J Hearing Branch 4 bAMOER.H, L Ttnntsset Valley 
Authority PYLE.R B Affiliation Unknown 83/01/18. 9pp 
16846 293 Z4X Fiche 50-259.93/01/10.6301190237 


8301240146 Decision ALA9-71 1, approving util, petitioner b NRC 
stipulation re notification of util application to build, 
oparate or modify sys to incinerate low level radwaste. 

Petitioner motion to withdrew intervention petition grentad 
SHOEMAKEH.C j Atomic Safety and Cleansing Appeal Penal. 83/01/21 
4pp 16891 348 a4X Fiche 90-259,83/01/21,8301240146 


p Operating license stage documents b correspondence 


8301040616 Forwards 8AUP repts for Jul 1900 - dune 1981 Util conduct 
of nuclear activities shows proper concern for nuclear 
safety & it acceptable Areas of poor performance cited 
O'REILLY. J P Region 2. Office of Director 02/11/24 PARRI8.H. 0 
Tennessee Val ley Authority 3pp 16667 302 24X 

Flehs 90-000.02/11/24.0301040616 


— 8301040690 Forwards 6ALP rept of util activities for dul 1980 - June 
1901 Rept based on results of NRC 8ALP Board 811020 maetlng. 
LEHtS.R C. Division of Projaet It Resident Programs 02/00/20 
PARRIS. H 0 Tonnes see Valley Authority 3pp 16667-305 84X 

Fiche- SO-QOO, 02/11/24.0301040616 


— 0301040794 8ALP Repts 50-299/82-13.90-260/02-13.90-296/02-13.90-327/82- 
10, 50-320/82-18. 90-390/02-26. 50-391 /8a-23, 50-438/82-29. 

80-439/92-29, 50-518/02-10,50-519/92-09, 50-520/02-10. 50-521/ 
82-07,50-533/02-02,90-554/02-02.90-966/82-03 ti 90-967/02-03. 

LENTS. R. C Division of Project fc Resident Programs, 82/00/20. 

83pp. 16667-307 24X Fiche 50-000.02/11/24.8301040616 


8212060356 Oenerlc Ltr 92-30 to all 1 icenscec. app Ucants for OL It 
holders of CP» r# filings concarnlpg 10CFR9Q production It 
utiliiation facilities Current listing nf branch asslinments 
far nuclear reactor projacts It sve list end 

EI6ENHUT, DO. Division of Licensing 02/12/28 Consolidated 
Edison Co of Maw Yorkt Inc tipp 1686S.001. 24X 
Fiche - 50-000, 32/12/20. 0212060356, 
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0301070364 that TMI Ittn II K 3 S7. "Cowimn Baf Level." 

eem|il»ta for facility tinea ea«i«i tment auile to incorporate 
Item into control roan dttlgn raviaia U fAC pravioutly 
appraead aifttinf configuration a» Intarini moature 
VASSALLO.D B Operating Rcactort Branch S 82/12/30 PPRirrS.H 0 
Tonne I see Val lay Authority 2pp IA690 339 34J( 

P i c h e S0-2S9, 62/ 1 2 /30. 83 0 10703 6 4 


8301 1 10039 Poruardt ratuatt for addl Info re RETIIAH hot channel 
critical pouer ratio calculatlenal methoilalagy oubmitted in 
TVA-TR a I -01 

VASSALLO.D B Oparatlns ftaactar* Branch S 33/(2/30 PARRI3.H0 
Tennaitar Valley Authority Spp 16776 198 24X 

Piche 90-299.83/12/30.8301110089 


8301850693 Sua-nary of 021317 meeting w/CE L Mark I Ooiners Orovp In 
Bethesslai HO re tuppraeeion pool local to bulk temp 
difference analgslo it single vent lateral chugging load 
SIEOEL.C. Operating Reactors Branch 3 03/01/18 Operating 

Roactort Branch 3 95pp 16907 229 24X Piche 90-000.89/01/10. 

B30I2S0693 


8301390109 Foruardt response to 821230 request for addl Info re 
TVA-TR01-O1. "DWR Transient Analysis Model Utlliiing RETRAN 
Program ” Eipoditious revieu requested as further delay uiiil 
ratult in scheduler compl i cat i on* for TVA 

MILLS.L M Tannaseee Valley Authority 83/01/20 DENTON. H R 
Office of Nuclear Reactor Regulation. Director l2pp tbS95 23S 
24X Piche 90-259.83/01/20,8301350109 


8301850136 Sumaiarliee B2tS19 meeting u/util.OE L Atuood & Morrill In 
Atlanta. OA re util progrem to reduce MStV leakage 
LEMI8. R C Oivlsten of Pro i»c t 6 Resident Progrens 83/01/09 
PARRIS. H <7 Tennessee Valley Authority 4pp. 16899 309 SAX 
Piche 90-899.83/01/09.0301290126 


S301I20896 Porwardt reepensa to 831103 request for addl Info re Tech 
Spec change request far single loop operation 
MILLS. L M Tennesiaa Valley Authority 63/01/06 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 24pp 16774 181 
S4X Pieha 90-899.03/01/06.8301180296 


8301310096 Foruards final rapt on Indications in recirculation sy* 
manifold Rept includes aasessmerkt of indications ti action 
plan for resolution of problem Linear elastic fracture 
mechanics analyels ulll be submitted by 030304 
AAHMER. D 8 Tennessee Valley Authority 83/01/25 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 19pp 16969 339 
24X Piche 90-260.83/01/23.8301310096 


— 8301310101 "Field Metallography on Reactor Recirculation 8ys Headers.*' 
Analysis Rapt 

KOSS. M 0 Tennessee Valley Authority 83/01/11 4pp 16969 39B 
24 X Piche 90-360.03/01/29.8301310096 


0301170499 Porimardi eopreetlon to values of flow for survellla'nce 
testing of LPCI.ptr 031019 requsst for changs tp Tech Spec 
179 6 Suppis t & S Add) fees not required 

MILLS.L K Tennessee Valley Authority 83/01/07 DENTON. H R 
Office of Nuclear Reactor Regulation. Dlrfctor 2pp. 16019 090 
24X Pic ha 50-860.83/01/07.0301170499 


—0301170502 Corrections to 881015 propased changes to Tech Spec 179 re 
valuss of flow for surveillance testing of LPCI 
e Tennessee Valley Authority 83/01/07 Spp 16819 092 34X 

Piche 30-360, 03/01/07. 0301170499. 


8301110(34 Oentrlc Ltr 83-02 to all BUR licensees re NURE0~0737 
Tech Specs Requistt response re devletlenc from end 
guidance U model Tech Space ulthln 90 daye of racelpt of 
ltr Sve list end 

EI8ENKUT.0O Slvlaion of Licensing 83/01/10 Conmonuealth 
Edison Co 13pp 66994 039 84X Piche 90-000.03/01/10.8301110134 


8301 190133 Forwards nonpr opriatar y U proprietary vereluns of "Revieu 
of Lleenteis Retolutlon of Outs tending Iseuas From NRO 
Equipment Environ Ouali fi cation 8ERs <F-1I & 9-60). Vols 
1 ti3i" technical evaluation rapt 

VASSALLO.D B Operating Reactors Branch 8 NRC-03-7?-lia. 

83/01/11 PARRIS. H 0 Tennessee Valley Authority 3pp 16338 001 
84X Piche 90-899.03/01/11.3301190133 


—0301190138 6En rt environ qualification of safety-related electric 
equipment 

• Operating Reactors Branch 8 83/01/11 Spp 16833 004 24X 

Plcht 90-299,03/01/11.0301190133 


■0809110197 Nonproprietary "Review of Llcenete's Resolution of 
Outstendilng Issues fron NRC Equfpmint Environ Qualification 
8ERs (F-ll (c B-60ltVols I fc 8. “ technical evaluation ropt 
CRANE.C vl Frenklln Instltute/Frank I (n Research Center 
NRC-03-79-I1B TER-CS 897-470 88/07/86 LB.H D . eHEHAHaAI.P 

NRC - No Octal led Affiliation Olven 949pp. 16040 237 24X 

Flcba 90-899,03/01/11.0301190133 


8301100241 Ferwardi response to NRC 081115 request for addl Info re 
NUR £0-0737. 1 tarns I A 2 I 4 ti II. B 4 concern Ing 
qualifications of reactor operators fc training in mitigating 
core damage, supplementing util 820506 ltr 

MILLS.L. H Tennessee Valley Authority 83/01/ la DENTON. H R. 
Office sf Nuclear Roictor Regulation. Director. 2pp. 16036 107 
84X FI Che. 90-299. 03/01/12. 0301 ) 8024 1 


0301100248 pgruerdi Hav 8 to integrated schedule 6 description of 6 
reason for changes per 820719 commitment Integrated schedule 
process haneflcial In Implementing NRC-requlred mods 
HILLS. L H Tennestae Valley Authority 83/01/14. DENTON. H R 
Of flee of Nuclear Reactor Regulation. Director lOpp 16036 054 
84X Flche. 90-299. 83/01/1 4. 8301100240 


03'O18lO]SO Porwarde raquest for addl info re Insorvtea pump tt valve 
testing program. Response requtsted ulthln 60 days 
VA9SALL0. 0, B Operating Reactor ■ Branch 8 83/01/17 PARRia. H 0 

Tennsssie Valley Authority, gap 16009.334 24X 

Flche- 90-259. 03/01/17.0301210190. 


Q Inspection reports. IE Bulletin's ). correspondence 


6301040616 Poruartls 8ALP rapts for Vul 1980 - June 1961 Util c and vet 
of nuclear activities shows proper concern for nuclear 
safety 1. is acceptable Areas of poor performance cited 
O'REILLY. J P Region 8. Office of Director 82/11/24 PARRIS. H 0 
Tennessee Valley Authority, 3pp 16667 302 34X 

Piche 90-000, 83/ n /24 . 330 1 0406 1 6 


—8301040690 Forwards SALP rept of util activities for Jul 1980 — Jons 
1901 Rspt based on results of NRC SALP Board 8II0S0 masting 
LEVIS. R C Olviiion of Project 6 Resident Programs 82/03/20 
PARRIS. H 0 Tennassee Valley Authority Spp 16667 309 34X 

Flehe 30-000,82/11/84.0301040616 


—9301040794 SALP ReptS 80-299/02-13.30-260/82-13,50-296/02-13. 30-337/02- 
10,50-320/02-10. 50-390/02-26. 50-391/02-23,90-438/02-83, 

90-439/82-85, 30-518/02-10. 90-919/82-09. 90-580/02-10, 90-521/ 
02-07,30-953/02-08,30-594/82-03.90-566/88-03 (< 50-567/02-03 
LEM IS. R C Dlvisi un af Pruject It Resident Programs 88/08/20 

aOpp 16667 307 24X Piche 50-000,88/11/24.0301040616 


0301040209 poruarde IE Insp Rapts 90-259/82-30. 90-260/03-38 b 
50-896/82-38 on 081101-04 No none omp 1 lance noted 
LEUIS. R 0 Oivisia'n of Project N Resident Programs 83/12/01 
Parr 18. M O Tennessee Valley Authority Spp 16638 178 24X 

Flche 50-899, 08 / 1 2/0 1 , 030 1 040809 


“0301040818 IE Insp Septa 50-299/02-38,50-860/88-38 U 50-296/02-33 an 
821101-04 Na nancump 1 lance noted Major areas inspected 
smergenc'y preparedness eierciae 

CLINE. M E . MARSTQN.R R . JENKINS, 0 R 01 vie ion of Emergency 
Preparedness %t Operational Support 82/11/19 llpp 1663B 180 
84X Flche 50-859,82/12/01,8301040209 


8301040594 Ack receipt of 021119 ltr informing NRC of steps taken t'O 
correct violations noted in IE Insp Rapts 50-259/02-87, 

50-260/83-27 It 50-296/08-27 

LEMIB. R, C Division of Project & Resident Programs 82/12/OS 
PARRiO/H 0 Tennessee Valley Authority Ip 16644 000 24 X 

Fieh# 50-239.32/12/02.8301040394 


— 030(040603 Responds to NRC 020929 ltr re violations noted in IE Isisp 
Repts 50-889/02-27, 50-260/02-27 b 90-896/02-27 Corrective 
actions general enplo'yee training program b std practice BP 
4 5 revised 981001 Retraining will be completed by 030131 
HILL8.L H Tennessee Valley Authority 82/11/15 D'OEILLV. J P 
Region 8. Office of Director 9pp 16644,009 24X 

Flche; 50-259. 02/12/02. 0301040594 


— 0301040611 Foruards IE Insp Repts 90-299/02-27. SO-860/82-37 b 
90-296/02-87 on 820830-0903 b notice of Violation 
LEUIS.R C. Division of Project & Resident Programs 02/09/29 
PARR IS. H O Tennessee Valley Authority 2pp 16644 OIB 24 X 
Flche 50-299,02/12/02.8301040594 


— 830)040631 Notice of violation from insp on B80B30-0903 

• Division of Project b Resident Programs 02/09/29 Spp 
16644 020 24X Flche 50-299.32/18/02.0301040994 
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—8301040639 IE Insp Repts 50-259/02-27,50-360/82-27 i 50-296/02-27 on 
020830-0903 Noncomp 1 1 anc e notad failure to folloui procedures 
for general employee training • fai lure to train craftsmen In 
QA program j, failure to perform in-tfepth training audit 
6K1NNER»P H , UPRIGHT, C M Division of Engineering ti Tectinlcal 
Programs S2/09/24 7pp 16644 023 24X Fiche 50-259,02/12/02, 

8301040594 


'3301.040275 Confirms 821124, 1201 I, 02 telcons extending response 
4«a(ll|ne to 821210 U 830112 for IE Qulletin 82-03, "Stress 
Corrosion Cracking in Thick Hall, Large Diameter, Stainless 
Steel, Recirculation 5ys Piping at DUR Plants " 

l1[LiL3,L K Tennessee Ualley Authority 02/12/03 O'REILLY, J P 
Region 2, Office of Director Ip 16638 34S 24X 

Fiche 50-259, 02/12/03,8301040275 


8301040498 Ack receipt of 821110 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/82-34, 
50-260/92-34 & 50-296/82-34 

■.EVItStR C Olvision of Project I, Resident Programs 82/12/06 
PARRI8,H 0 Tennessee Valley Authority Ip 16643 251 84X 

Flch* 50-259,02/12/06.8301040499 


— 8301040912 Responds to NRC 821007 Itr re violations noted In IE Insp 
Repts 30-259/82-34.50-260/82-34 «< 50-296/82-34 Corrective 
actions LER of 820909 event re HPCI condensate header low 
level suitches revised 

HILLS.L K Tennessee Valley Authority 82/11/10 O'REILLV.J) P 
Region 2, Office of Director 6pp 16643 252 24X 

FUhe 50-259,02/12/06,8301040498 


— 8 301040530 Forwards IE Insp Repts 30-259/82-34,50-260/62-34 t, 
50—296/82—34 on 820826-0925, notice of violation 6 notice 
of deviation 

LCUIB.R C Division of Project i< Resident Programs 82/10/07 
PARRIS, K 0 Tennessee Volley Authority 2pp 16643 258 24X 

Flcha 50-259,02/12/06,8301040498 


— 830i'0'4054l Notice of violation from insp on 820826-0925 

• Division of Project 8, Resident Programs 82/10/07 3pp 
16643 260 24X Fiche 50-259,82/12/06,8301040490 


— B301040S69 IE Insp Repts 30-299/82-34,50-260/82-34 «. 50-296/82-34 on 
820826-0925 Noncomp 1 lance noted Tech Spec requirement re 
KPCI condensate header low level switch not met 
CHASE. J U , PAULK. 0 L . CANTRELL, F 0 Division of Project 8. 
Resident Programs 02/10/04 9pp 16643 264 24X 

Fiche , 90-259. 02/12/06, 8301040498 


630(100090 Responds to FOIA request for 12 categories of documents re 
facilities Repts re MARCH code may be purchased from NTIS 
Foriuardi documents listed In App A Search for Items 3, 6, 7, 9, 
t 1 <> 12 identified in request continuing 

FELTON. J.rt Division of Rules and Records 82/12/07 HIATT. 9. L 

Ohio Citiiens for Responsible Energy Spp 16794 003 24X 

FI Che: 90-000, 02/12/07,8301100050 


— 8301100099 Advises that insp of licensee responses to IE Bulletin 
78-03 per IE Manual Chapter 92703 completed as documented 
in listed IE insp repts, in response to 780029 request 
LONG, F J Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 76/10/13 HOODRUFF, R U Office of Inspection 8t 
Enforcement, Office of the Director Ip 16794 230 24X 

Fiche 90-000,02/12/07,8301100090 


— 030-1101)064 Advises that action on IE Bulletin 70-03, “Potential 
Explosive Oas Mixture Accumulations Associated U/DHR Offgas 
Operations, “ comp leted, inc 1 uding reviews of licensee 
responses 8, offgas sys Summaries of offgas sys end 
UORDAN, E L Office of Inspection 8< Enforcement, Office of the 
Director 78/II/S9 GRIMES, D K Assistant Director for Engineers 
* Projects (Pre 790629) 37pp 16754 240 24X 

Fiche 90-000,82/12/07.8301100090 


— S30J 100127 Forwards response to IE Bulletin 70-03, "Potential Explosive 
Oas Mixture Accumulations Associated U/DUR Offgas Sys 
Operations," per NRC 780210 Itr Plant design changes 
unnecessary 

OILLELAND, j, £ Tsnnessee Valley Authority. 70/03/29 
O'REILLY. vJ P Region 2, Atlanta, Office of the Director Bpp 
16754.316 24X Fiche 50-000,02/12/07.8301100050 


8301040298 Forwards response to IE Bulletin 82-03, Items 4a, 4b ti 4c, 
“Stress Corrosion Cracking in Thick NalliLarge Diameter, 
Stainless Steel, Rec Ircula tion Sys Piping at BUR Plants " 
Twenty-seven recirculation sys welds examined, 

KAMkER.D S Tennessee Valley Authority 32/12/09 0 'REILLY, J.P 

Region 2, Office of Director 4pp 16638 349 24X 

Flche:30- 299, 02/12/09, 830 1 04029 B 


8301040396 Commends plant personnel for actions taken during loss of 
secondary containment reported in LER 90-239/82-53 8, 
discussed in IE Insp Repts 50-259/82-23.50-260/82-23 8i 
50-296/32-23 

O'REILLY, J P Region 2, Office of Director 82/12/09 PAHHIB.H 0 
Tennessee Valley Authority 2pp 16640 196 24X 

Fiche 90-259. 82/12/09.8301040396 


0301250948 Forwards IE Insp Repts 50-299/02-41,50-260/82-41 8, 
50-296/82-41 on 021026-1129 No noncompliance noted 
VERRELLliD M Division of Project 8, Resident Programs 02/12/14 
PARRIS, H 0 Tennessee Valley Authority 2pp 16909 316 24X 

Fiche 30-259, 92/12/14.8301250540 


— 8301250553 IE Insp Repts 50-299/02-41,50-260/82-41 8< 50-296/82-41 on 
621026-1123 No noncomp I lance noted Major areas inspected 
operational safety.plant physical protec t ion. survel 1 lance 
tasting, na i nt, ROs 8, emergency drill 

PAOLKrO L . CANTRELL. F 0 Division of Project 8. Resident Programs 
82/12/13 7pp 16905 310 24X Fiche 90-259.02/12/14.0301230346 


8301040062 Discusses IE insp on 821025 8. forwards notice of violation 8i 
notice of proposed imposition of civil penalty 

O'REILLV.J P Region 2, Office of Director 82/12/17 PARRIS. H 0 
Tennessee Valley Authority 4pp 16695 306 24X 

Fiche SO-259 , 82/ 1 2/ 1 7 . 030 1 040062 


—0301040068 Notice of violation 8, notice of proposed imposition of civil 
penalty in amount of 43,125 Noncomp 1 lance noted failure 
to ascertain that sealing gaskets 8, closure of shipment 
packages were free from defects 

O'REILLV.J P Region 2, Office of Director 82/12/17 2pp 
16693 310 24X Flcbe 50-259,82/12/17,8301040062 


8208190269 IE Info Notice 62-91i "Overexposures in PUR Cavities " Sve 
list end 

DEVOUNOiR C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York, Inc 

itlpp 16689 239 24X Fiche 50-000,02/12/21.8200190269 


Q212O603S1 IE Info Notice 02-52, "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 01-29 " Sve list end 
JORDAN. E L Division of Engineering 8. Quality Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co of New York. Inc 

II Spp 16681 098 24X Fiche 50-000.02/12/21.0212060351 


8212060350 IE Info Notice 02-53. "Mam Transformer Failures at North 
Anna Nuclear Power Station " Sve list end 

JORDAN. E L Division of Engineering L Quality Assurance (Pre 
030103) S2/12/2S Consolidated Edison Co of New York, Inc 

lt4pp 16759 017 34X Fiche 30-000.82/12/22.8212060390 


8208190275 IE Info Notice 02-54, "Uestlnghouse NBFD Relay Failures in 
Reactor Protection Sys " Sve list sne 1 

JORDAN, E L Division of Engineering 8, Quality Assurance (Pre 
830103) 82/12/27 Consol i dated Edison Co of New York, Inc 

Itopp 16962 139 24X Fiche 50-000.02/12/27,8208190279 


8208190273 IE Info Notice 82-59, "Seismic Oua 1 if Ication of Uestlnghouse 
AR Relay U/Latch Attachments Used in Uestlnghouse Bolld 
State Protection Sys " Sve list encl 

JORDAN. E L Division of Engineering fc Quality Assurance (Pre 
030103) 02/12/28. Consolidated Edison Co of New York. Inc 

109pp 16869 014 24X Fiche 50-000,02/12/28.0208190273 


8212060354 IE Info Notice 82-56, "Robertshaw Thermostatic Flow Control 
Valves, " Sve list end, 

JORDAN. E L Division of Enginoering 8, Quality Assurance (Pre 
030103) 62/12/30 Consolidated Edison Co of New York, Inc 

itlpp 16758 137 24X Fiche 30-000. 02/12/30,0212060354. 


8301250611 Ack receipt of 021206 Itr Informing NRC of steps taken to 
carrect violations noted in IE Insp Repts 50-259/02-26, 
90-260/02-26 8, 50-296/82-26 

LEWIS, R C Division of Project 8i Resident Programs 83/01/09 
PARRIS, H 0 Tennessee Valley Authority Ip 16904 340 24X 

Fiche 50-299,83/01/09,8301250611 


—8301230629 Responds to NRC 821103 Itr re violations noted In IE Insp 
Repts 50-299/82-26,30-260/82-26 8, 30-296/82-26 Corrective 
actions Std Practice BF 7 9, control of solid radwaste 
package-drum & boxes, ap proved 8< implemented on 821029 
NILLS.L M Tennessee Valley Authority. 02/12/06 O'REILLV.J P 
Region 2, Office of Director, 4pp 16904 341 24X 

Fiche 50-259,83/01/03.0301290611 


—8301250634 Forwards IE Insp Repts 50-259/02-26,30-260/02-26 h 
50-296/62-26 on 030825 8i notice of violation 
O'REILLY, J-P Region 2, Office of Director 82/11/03 
PARRIS, H O Tennessee Valley Authority Spp 16904,345 24X 

Fiche 50-299.03/01/05,0301250611 
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■63012-50638 Nstict af violation from intp on 820025 

• Rtpiiin 2, Qttie§ ot Director 82/11/03 2pp 1£<?04 348 34X 

Fleht 90^939. 83/01/03.8301250611 


--B39125054B IE Imp HtptJ 50-959/02-26. 50-26 0/82-26 U 50-296/82-26 on 
890623 Nonconp 1 lane* noted llcanstp ihlpmant of radioactivs 
a«tl for turlal v/o proper narllnpi on right uoodrn 
contalndri 

C0(.L1N9 T R , BARR.K P Oiviflon of Enginrtring & Tachnical 
Program 82/09/14 3pp |6904 350 24X Flcha SO-259. 83/01 /OS. 

0301250611 


0301140196 Ell-63-003 on 8301 13. notice of violation & proposed 
lapotltion of civil penalty In amount of 140.000 to he 
itsuid Action bated on failure to control acceis into 
protected area fc unauthoriid entry resulting from failure 
ROSA/lOr R . AXELRAD. J Director's Office. Office of Inspection and 
Enforcenent 83/Oi/lO Ip 16606 226 24X Fiche 50-259.83/01/10, 

8301140196 


8301250212 Act receipt of B2I229 Itr informing MAC of steps taken to 
correct violetlons noted in IE Imp Repts 50-259/82-24, 

50-260/62-24 I, 50-296/62-24 

LEMIS.ft C Division of Project 6 Resident Programs 83/01/13 
PARRIS.H 0 Tennessee Valley Authority Ip 16S96 219 24X 

Fiche 50-259.83/01/12,6301250212 


8301250224 Responds to NRC 820921 Itr re violations noted In lE 
Repts 50-259/82-24.30-260/82-24 6 50-296/82-24 Corrective 
actions operators directed to follou instructions of SI— 2 
for recirculation pump speed documentation 

HILLS. L if Tennessee Valleg Authority 82/19/29 O'rFILlV i 
Region 2, Office of Oirecto; 3pp i6896 220 24X 

Fiche 50-259.83/01/12.8301250212 


Insp 


P 


^ Periodic operating reports 6 related correspondence 


licensee. & applicants 

'“J" 1^*- operator licensing exam site visit Request. 

requests eipected for submittal prior to 
891231 for listed categories 5vc list end 

eiSERHirr.OO Division of Licensing 83/01/11 Conao 1 1 da tern 
Edison Co of Neui Vort. Inc llpp 16993 243 24x 

Fiche 50-000.93/01/11,0301120070 


DOCKET 50-261 H B R00IN50N PLANT, UNIT 2 

emergency t< fire protection plans 




applicants for OL 8f holders of CPs re SuppI 1 to NUReo~07a7r' 
Emergency Response Capability " 

NUREO— 0737. Supp 1 1 sve list end 

ETSEMfiOT. 0 O Division of Licensing 62/12/17 Con sn 1 1 

N.uYork, Inc 77pp 16681 loa ‘ ‘ 

Fiche 50-000. 82 / 12 / 17 , 8212060349 


applicants for CPs re problems u/submlttals of 
safeguards Info for licensing ravieu Procedure: 

info 'outlined Sve list end 
Ef^f>fft/r, 0 O Division of Licensing 02/12/21 
Vork, Inc I3pp 16690 021 
Fiche 50-000.92/12/22,8212220445 


sees, CP holdarc tc 
10CFn73 21 
re 


Consol i da ted 

24X 


stagi.* ^ **'''*P‘**’"* remain in preliminary denial 

EURV.L H Carolina Power 6 Light Co 82/12/30 VAROA, B A 
= I 2pp 16639 153 24X ^ 

Fiche 50-261. 82/12/30.8301040265 


operating Repts for Nov I9B2 

nil®/ Tennessee Valley Authority 02/12/08 Division of 
tnforoation Ip 16933 206 24X 

Fiche 50-259-82/12/03,8301270234 

—03^^58 Monthly Operating Repts for Nov 1982 

TW^.T Tennessee Valley Authority 02/12/01 39ao i*on sa^ 
34/ Fleha 30-259.82/12/08,8301270234 

?— *■ r*l*ted correspondence 
8301030271 Forwards LEft B2-03B/03L-0 

s:sVo, ' 

Fiche 50-260,62/12/22,8301030271 






24 X 


8301030280 LER 82-039/03L-0 on 091 19a ..l i 

<fr.„„re suppression chemb.M burvicuum^r'irk'^®.?^ 

pressure sultcbts POIS-64-20 t 21 had 

IRSV.b’j^ r*'"*'' Switches recallbr^"’’ 

Office of olrTtir 2;"*\26l6‘j8j'' 2TxTiT na 9'’"®'“" 
B30I03027I, 18*? 24X Fiche 50~260i 65/12/22, 



“SrSV"?*'’"’ W-®-»0/0lT-0 

R..u;v of?r^^"r;i:f:‘{:» «'«E»-Ly. u p. 

Fiche 50-260, 03/o|/n;s3OII0b363 316 a4X 


VAROA, 8 A 
24X 


FURR.O J Carolina Power fc Light Co 03/01/07 
Sranch I lOpp 16026 112 

Fiche 30-261.63/01/07,8301100300 

0 Adjudicatory correspondence 

MRVElLd‘"Af?“?!I?i"n^nknowr‘^2/?2/^^^ ^oLr'l " 

16697 197 ■24X Fiche 50-261, 8^/12/21%^! 10012 r ”‘“"*’'* 

® J OOl 13 P©fcitiofi to ifitcpvfitiii ft# I4avsi>ft«<iijs ft m 

Seniratorf Repair tjilll rfisult; in hinK 

MlrrHEWfl'n'i*'"* C.rtl.ic.t. .. g," 

a... ilaoa aaS 

““rs "" ..I,., 

OMUMaa"""'- ’« tiao.oe, a« Fi^.";^Sg;rSa/o.,l,. 


Bhau. 


—8301100376 LER 02-O4O/OIT-O on 821230 dn i . 

exams under IE Bulletin BpJii"? j/®***''® outage, while 
cracking fo-und in reclrcolaHn« »? , lo'llcati ons of 

--°!!!!!!! S.aoi„,tions 
8312220443 Oeneric Ltr 82-3n it 

EISEkhJtI'S'S "'’D?WM!n'‘Jftl«^I “'•"*inS*8*«*ilJt™IIIc|"“ 

-solidated 


...at.iisvwov Hepiy to Hartsvllle Group 021227 eotitinn i 

request for hearing Mo ob lectlnn fn 1 ® Intorvanp t< 


0301140260 


0-rlln,io„ 

for^both group, Notic, of appearance t. 

KARMAfi. M, Hearing Dranch 1 m/m /i a au 

Ulcenslng Board Panel Upp ®? 6 bIo*iB 9 24x"’f? 

0301170180 soaiu 189 S4X Fiche! 50-261.03/01/14, 
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8301240132 Order scheduling 030324 special prehearing conf erenc e, to 
Identity key issues, cons Ider Intervention petitions & 
establish schedule 

HARGULIES/M 8 Atomic Safety and Licensing Board Panel S3/0i/21 
app 16092 007 24X Fiche bO-261- 83/01/21 . 0301240132 


03OI2SO447 Notices of appearance in proceedings re steam generator 
repairs Certificate of Svc enc 1 

TROWORIOOe. 0 F . FLVNN, 8 F Carolina Power & Light Co 
TROWBRIDOE. 0 F Shaw. Pittman. Potts t< Trowbridge 03/01/21 5pp 

16099328 24X Fiche 30-261,03/01/21.0301250447 


P Operating license stage documents b correspondence 


8301110160 "Evaluation of Failed Reactor Coolant Pump Internal Bolts 
From HO Robinson Nuclear Power Station," informal rept 
CZAilKOWSKI, C Brookhaven National Laboratory FIN D-S176 
0301110160 02/07/31 HEROT, A Region 2. Office of Director 

a7pp 16767 312 24X Fiche 50-261,02/07/31,0301110160 


0301240241 "Failure Analysis of Bolt From B Reactor Coolant Pump at 
HB Robinson, Uni t 2 Nuclear Power Station," informal rept 
CIAJKQUSKt.C Brookhaven National Laboratory 0301240241 
32/07/31 HERDT, A Region 2, Office of Director 2Spp 16907 020 
24X Fiche 50-261,02/07/31,0301240241 


5301030353 Forwards comments on preliminary steam generator repair 
rept per 020916 request Task planning checklist to aid in 
planning activities 6 list of applicable reg guides t> ANSI 
Stds for QA program end 

REOUAi 0 Operating Reactors Branch 1 82/12/22 UTLEY. E E 

Carolina Power % Light Co I7pp 16654 150 24X 

Fiche 90-261.02/12/22,0301030355 


8SI20603S6 Generic Ltr 02-30 to all 1 ic ansees , app i lean ts for OL & 
holders of CPs ra filings concerning I0CFR50 production Si 
utllliatlon facilities Current listing of branch aseignments 
for nuclear reactor projects it svc list enc 1 

EI6ENHUT, 0 G Division of Licensing 02/12/28 Consolidated 
Edison Co of New York, Inc llpp 16B6Q 001 24X 

Fiche 50-000.02/12/28,0212060356 


03010403BO Forwards "Pressur t ler Bafety & Relief Line Evaluation, 
Summary Rept. " per NUREG-0737i Item II D I request 
Operability 6 structural integrity as sured, con t ingant upon 
support adequacy Temp measuring devices to be Installed 
EURV.L W Carolina Power 6< Light Co 82/12/20 VARGA, 8 A 
Operating Reactors Branch 1 2pp 16639 362 24X 

Fiche 90-261,02/12/20,0301040300 


”0301040304 "Pressur iior Safety li Relief Line Evaluation, Summary Rept " 
SMITH.L C MeflinghQUSe Electric Corp VALA6EK, L N , CHANG. K C 
Carolina Power fc Light Co 82/12/31 73pp 16640 001 24X 

Fiche 50-261,02/12/20,0301040380 


0301120420 Forwards Amend 74 to License DPR-23, safety evaluation Si 
notice of issuance S, availability Amend revises Tech Specs 
providing new operability requirements for auxiliary 
feedwater pumps 

REQUA, 0 Operating Reactors Branch I 03/01/06 UTLEY, E E 
Carolina Powar fr Light Co 2pp 16706 291 24X 

Fiche 50-261,03/01/06,0301120428 


'0301120435 Amend 74 to License DPR— 23, revis Ing Tech Specs to provide 
new operability requirements for ausillary feedwater pumps t, 
provide addl reporting for inoperable pumps 
VARGA, S A Operating Reactors Branch 1 03/01/06 Bpp 

16706 293 24X Fiche 50-261 . 03/01 /06. 0301 120420 


•8301120441 Safety evaluation supporting Amend 74 to License DPR-23 
* Office of Nuclear Reactor Regulation, Director 63/01/06 5pp 
16706 301 24 X Fiche 50-261,03/01/06,0301120420 


■G30U2044S Notice of issuance S, availability of Amend 74 to Llcansi 
DPR-23 

VARGA, S A Operating Reactors Branch I 03/01/06 2pp 
16786 306 24 X Fiche 50-261,03/01/06,0301120420 


0301130011 Application to amend License DPR-23i authorl i ing repair of 
steam generators, per end "Final Steam Generator Repair 
Rept " Util reserves right to protest conclusion that amend 
required Nov 1903 earliest date that repair could begin 
EURY. L M Carolina Power Light Co 03/01/06 VAROA, 3 A 
Operating Reactors Branch I 2pp 16793 230 24X 

Fiche 50-261,83/01/06,8301130011 


--8301130012 "Final Steam Generator Repair Rept " 

« Carolina Power 6 Light Co 03/01/06 120pp 16793 240 D4X 

Fiche 50-261,03/01/06,8301130011 


6301140512 Notification of 630125 meeting w/util in Bethesda,HO to 
discuss pressuriied thermal shock concerns 
REQUA, 0 Operating Reactors Branch I 03/01/06 VAROA, B A 
Operating Reactors Branch 1 2pp 16017 241 24X 

Fiche 50-261,03/01/06,6301140512 


6301140598 Summary of 621104,06 4, 12 meetings w/uti 1, Hestinghousa, BNL 
& EPRI re pressuriied thermal shock issue Vlewgraph end 
REQUA, 0 Operating Reactors Branch 1 63/01/06 Operating 

Reactors Branch I I34pp 16816 133 24X Fiche 50-261,03/01/06, 

0301140590 


8301140201 Application for amend to License DPR-23, chang ing containment 
internal pressure Tech Specs for compatibility w/present 
safety analyses 

EURY, L N Carolina Power & Light Co 03/01/11 VASSALLO, D B 
Operating Reactors Branch 2 2pp 16607 115 24X 

Fiche 50-261,03/01/11,0301140201 


6301070153 Forwards concluding pages of util 920701 t, 0916 submittals 
re steam generator rep lac omont, now no tari led, per NRC 021110 
ltr Associated fees 6 application will bo included in final 
steam generator rapt 

ZIi1MEflHAN,S R Carolina Power <, Light Co 82/12/30 VAROA. S A 
Operating Reactors Branch 1 4pp 16666 286 24X 

Fiche 50-261,62/12/30.0301070153 


63'0I070S34 Lists foes applicable for 020430 application re Cycle 9 
operation, 820701 steam generator replacement *< 020006 
request for delay of Implementation date specified in Amend 
70 of License DPR-23 

nrOOS.R H License Fee Hanagemont Branch 02/12/30 JONBSi U A 
Carolina Power «, Light Co 2pp 16707 341 24X 

Fiche 50-261,02/12/30,8301070534 


8301070590 Forwards 8ER & technical evaluation rapt for onvlron 
qualification of safety-related electrical equipment Info 
for Items in Categories I B.ll A 6 II 0 4i jus ti f lealion for 
continued oparatlon due in 30 days 

VAROA, S A Operating Reactors Branch 1 63/01/05 UTLEY, E E 

Carolina Power »i Light Co 3pp 16706 001 B4X 
Fiche 50-261, 03/01 /05i 0301070590, 


““6301140206 Proposed rev to Tech Specs re containment Internal pressur* 
Tech Spec compatibility w/safety analyses 

» Carolina Power 6 Light Co 03/01/11 2pp 160O7' 1 17 a4X 
Fiche 50-261,63/01/11,6301140201 


8301180333 Application for Class III amend to License 0PR-23i requeitlnp 
approve 1 of proposed disposal procedure for slightly 
contaminated sediment from two settling ponds within 
facility restricted area BAR end 

UTLEY, E E Carolina Power «, Light Co 83/01/17 VAROA, B A 
Operating Reactors Branch 1 2pp 16024 212 24X 

Fiche 50-261,03/01/17.0301180303 


--33O110O392 "Request for Approval of Transfer of Contaminated Badiment 
to HQ Robinson Ash Pond " 

• Carolina Power U Light Co 03/01/05 SOpp 16824 214 24X 

Fiche. 50-261, 63/01/17, 0301180303 


8301260126 Forwards addl fees for license amends per 821230 ltr Fee 
requested far Item 2 submitted w/Final Staam Oanerator 
Repair Rept on 830106 

EURYi L U Carolina Power 6 Light Co 03/01/16 OlOOS.R M. Licen«e 
Foe Management Branch 2pp 16912 341 24X Fiche 50-261, e3/01/lBi 

0301260126 


--9301070602 SER for onvlron qual if lea t ion of safety-related electrical 
equipment.No undue risk involved ui/contlnoed operation Four 
major qualification deficiencies require resolution within 
30 days 

* Office of Nuclear Reactor Regulation, Director 83/01/05 6pp 
16706 004 24X Fiche 50-261.83/01/09,8301070590 


02O713OS7S "Review of Liceneeo Resolution of Outstanding Issues 
From NRC Equipment Environ Qualification Safety Evaluation 
Repts IF-n ti B-60)," technical evaluation rapt 
CRANE, C J Franklin Instltuto/Franklin Research Center 
NRC-03-79-1 18 TER-C3257-51 1 82/07/08, LE, N B , SHEMAN8KI, P 

me - No Detailed Affiliation Olven 401pp 16706.010 24X 

Fiche 50-261,83/01/05,0301070590 


6301310051 Forwards request for addl info re adequacy of station 
electrical distribution sys voltagesi in response to 801017 
li 821014 submittals Response should be provided within 45 
days 

VAROA.S A Operating Reactors Branch 1 03/01/18 UTLEY, E.E 

Carolina Power 6 Light Co 4pp 16984 050 24X 

Fiche 50-261,83/01/10,6301310051 


8301240247 Advises that final submission of Radiological Effluent Tech 
Specs it Offsite Dose Calculation Manual expected by 630207 
VAROA, 6 A Operating Reactors Branch 1 03/01/20 UTLEY, E. E. 

Carolina Power ti Light Co 2pp 16893 281 24X 

Fiche- 50-261, 83/01/20,0301240247 
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6301850177 Forwards correct&il Paje 10 to Safety & Relief Valve Adequacy 
Rapt submitted 881104. in response to NUREO-0737. 

Item II D 1 8 FOFIVt opened to prevent eeeeedlng NQT curve 
ZIMMEflHAN, 8 R Carolina Power t Light Co 03/01/80 VAROA, S A 
Operating Reactors Branch i Spp ItSRS 341 84X 

Flche 50-2A1. 03/01/80, 8301250177 


83alS&084? Application for amend to License DPR-S3i revi sing oversight 
in previous 021001 request re auilllary feedwater syt 
operab i I i by 

EURV.L M Carolina Power i Light Co 83/01/80 VAROA. S A 
Operating Reactors Branch 1 2pp 16912 871 847 

Flehe 50-261.03/01/20,8301260349 


-0301860332 Proposed Tech Spec changes revising oversight in pravious 
831001 request re auiiliary feedwater sys operability 
« Carolina Power U Light Co 03/01/80 Spp 16918 873 84X 

Flche 50-361,03/01/20,8301860849 


0 Inspection reports, IE Bulletins (i correspondence 


0301040764 Ack receipt of 081124 Itr informing NRC of steps taken to 
correct violations noted in lE Insp Rept 50-861/88-35 
VERRELLI,D M Division of Project is Resident Programs 02/18/03 

UTLEV.E E Carolina Powar 4 Light Co Ip 16645 106 24X 

Flche 50-261.02/18/02,0301040764 


—8301040776 Responds to WRC 021085 Itr re violations noted in IE Insp 
Rept 50-261/08-35 Corrective actions drain line clearly 
labeled “high radiation " 

STARKEViR B Carolina Pouter t Light Co 88/11/24 O'REILLV.J P 

Region 2, Office of Director 8pp J664S 167 24X 

Ficha 50-861.02/12/08.0301040764 


—0301040779 Forwards IE Insp Rept 50-861/98-35 on 030911-1010 1. no tier 
of violation 

VERRELLItO H Division of Project t. Resident Programs 02/10/85 
UrLEYiE E Carolina Power 6 Light Co Spp 16645 109 24X 

Flche 50-861.02/18/03.0301040764 


—0301040787 Notice of violation from insp on 820911-1010 

* Oivltion of Project 4. Resident Programs 82/10/25 Ip 
16645.191 847 Ftche 50-261. 08/18/02.8301040764 


—8301040792 IE Insp Rept 50-261/02-35 on 020911-1010 Noncomp llanco 
noted failure to have survey meter In high radiation area 
UEISE.S I DUROER, C Division of Project tr Resident Programs 
92/10/82 lipp 16645 198 247 Flche 50-261.02/18/02,0301040764 


6301040535 Ack receipt of 021124 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rapt 50-861/82-36 
VERflELLItD M Division of Project ti Resident Programs 02/12/00 

UTLEY, E E Carolina Power 1< Light Co ip 16646 152 247 

Flche 50-861.82/12/00,830104053 5 


—0301040547 Responds to NRC 821089 Itr re violations noted in IE Insp 
Rept 50-261/02-36 Corrective attlons masonrg wall determined 
to be In proximity of nuclear Instrumenta 1 1 on cabinets 1. 

Included In design evaluation required by IE Dulletln 60-11 
STARKEV.n D, Carolina Power t Light Co 02/11/24 O'REILLY, J P 
Region 2. Office of Director 3pp 16646 153 247 

Flche 50-861,02/12/08,8301040533 


— 8301040555 Forwards IE Insp Rapt 50-261/02-36 on 020923-84 fc notice 
of violation 

VERRELLI, D H Division of Project & Resident Programs 68/10/29 
UTLEY, E E Carolina Power t> Light Co. 2pp 16646 155 247 

Ftche 50-861,02/12/08,8301040535 


--8301040963 Notice of violation from Imp on 820983-84 

• Division of Project & Resident Programs 62/10/29 Ip 
16646-157 847 Flche 50-861 . 82/18/08,8301040535 


--03OIO4O567 IE Insp Rept 50-861/02-36 on 080983-24 Noncomp lien c o noted 
deficiencies In IE Bulletin 00-11 program 

LENAHAN.J J . CONLO.N, T E Division of Engineering 6 Technical 
Programs 02/10/80 4pp 16646 158 247 Flche 50-861,88/13/00, 

6301040535. 


0208190269 IE Info Notice BS-51. “Over e xposur as In PNR Cavities '' 6vc 
list end 

DEYOUNO.R C Director's Office. Office of Impaction and 

Enforcement 68/12/21 Consolidated Edison Co af New York. Inc 

lllpp 16689 239. 247 Flche 50-000.98/12/31,0200190269 


8212060351 IE tnfo Notice 82-52. "Equipment Environ Goal i f icati on 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 01-29 " Sve list end. 

JORDAN. E L Division of Engineering << Quality Aisurance (Pre 
0301031. 02/12/21 Consolidated Edison Co of N«u York, Inc 

lISpp. 16601 008 247 Flche 50-000.08/13/21,0212060351 


0212060350 IE Info Notice 02-63, "Main Transformer Failures at North 
Anna Nuclear Power Station “ 8vc list end 

JORDAN. E L Division of Engineering t. Quality Assurance (Pre 
630103) S2/I2/22 Consolidated Edison Co of New Vort, Inc 

IMpp 16759 017 847 Fiche 50-000.08/12/88,8218060350 


D20919087S IE Info Notice 62-54, "Nest i nghous e NBFD Relay Failures in 
Reactor Protection Sys " Sve list enc I 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
030103) 88/18/27 Consolidated Edison Co of New York. Inc 

llOpF 16962 139 247 Flche 50-000,88/12/27,8200190275 


8208190273 IE tnfo Notice 02-55. “Seismic Oua 1 1 f ication nf Nastinghoui 
AR Relay N/La tch Attachmants Used in Uostinghousc Solid 
State Protection Sys " Sve list end 

JORDAN, E L Division of Engineering & Quality Assurance (Pre 
030103) 82/12/88 Consolidated Edison Co of New York, Inc 

I09pp 16860 014 247 Fiche 50-000,88/12/28,0208190873 


8301250546 Forwards IE Conference Repts 50-861/02-43,50-384/02-47 i, 
50-385/02-47 on 021888 No noncompliance noted 

O'REIlLV.JP Region 2. Office of Director 82/12/29 UTLEY. £,E 

Carolina Power t. Light Co 2pp 16905 310 247 

Fiche 50-000,82/18/29.8301250546 


— 8301250557 IE Conference Repts 50-261/63-43,50-384/08-47 6 50-325/08 
on 621832 No noncomp 1 lane o noted Areas discussed enforcement 
issues re safe operation of fac 1 1 i 1 1 cs, overview of util 
activities 4- problems w/i mprovemont plans 

LENIS.R C Division of project i Resident Programs 82/12/29 
4pp 16905 312 247 Flche 50-000,82/18/89.8301250546 


8S12O603S4 IE Info Notice 82-56, "Robertshau Thermostatic Flow Control 
Ualves " Sve list end 

JORDAN. E L Division of Engineering b Quality Assurance (Pro 
0301031 82/12/30 Consolidated Edison Co of New York. Inc 

lllpp 16759 137 247 Fie lie 50-000,82/12/30,8318060354 


0301350233 Ack receipt of 881130 Itr informing NRC of stops taken to 
correct violations noted in IE Insp Rept 50-261/08-34 Addl 
info requested re denial of Vislation A 1 

O'REILLV.J P Region 2, Office of Director 83/01/03 UTLEY. E E 

Caroline Power h Light Co 8pp 16905 042 247 

Fiche 50-261.03/01/03,8301850833 


--B301250S37 Responds to NRC B21101 Itr re violations noted In IE Insj 
Rept 50-861 /B2-34 Corrective actlans door to drumming room 
lacked as high radiation area .procedures revised & ogress 
lock installed on waste evaporator room do or 

BTARKEV.R 0 Carolina Power b Light Co 82/11/30 O'REILLV.J P 

Region 2. Office of Director 0pp 16905 044 247 

Flche 50-861,83/01/03.8301250333 


— 0301250242 Forwards IE Insp Rept 50-861/82-34 on 920927-1001 b notli 
of vl olat Ion. 

LEWIS, R C. Division of Project b Resident Programs 82/11/01 
UTLEY. E E Carolina Power b Light Co 8pp 16905 058 24X 
Fiche 50-861,03/01/03.9301250833 


—0301250344 Notice of violation from Insp on 980987-1001 

« Region 8, Office of Director 88/11/01 2pp 16905 054 24) 

Fiche 50-861,93/01/03.8301250833 


— B3012S0249 IE Insp Rept 50-261/82-34 on 020927-1001 Noncomp 1 1 atics 
noted liigh radiation, areas not adequately controlled, 
licensed natl improperly disposed b written procedures not 
established, implemented & maintained 

ALDRJOHT, R N , NOSEY, C i1 . OE0S, 0 T Division of Engineering b 

Technical Programs 02/10/22 Qpp 16905 056 247 

Flche 50-261,93/01/03.9301850233 


9301110011 Advises tliat util analysis of main steam line break 
u/contlnuod feedwater addition acceptable per B00509 b 
620903 submittals, in response to IE Bulletin 80-04 
Safety evaluation b technical evaluation rept forwarded 
VAROArS A Operating Reactors Branch 1 93/01/05 UTLEY, E E 

Carolina Power b Light Co 2pp 16701 300 247 

Flche 50-861.83/01/05,8301110011 


—0301110013 Safety evaluation re main steam line break w/eentinued 
feedwater addition No further action re IE Bulletin 60-04 
required 

a Operating Reactors Drench 1 83/01/05 7pp 16701 310 247 

Flche 50-86 1,83/01/05,8301110011 


—6811820133 “PWR Main Steam lino Break W/Continuod Feedwater Additicn 
(B-69),HB Robinson Unit 2," technical evaluation rept 
V0311URV,F W Franklin Inst 1 1 ute/Frankl in Research Center 
NRC-OQ-ai-IGO TER-C 5506-137 62/11/18 HEARN, P NRC - No 

Detailed Affiliation Oiven 24pp 16791 317 247 

Flche. 50-26 1 , 93/01/05, 930111001 1 
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e3C>i2S0S30 Ack receipt oP 830105 Ur informing NRC of stops taken to 
correct violations noted in 18 Insp Rept 50-261/83-40 
O-RElLLy. J P Region 2, Office of Director 83/01/13 UTLEV, E E 
Carolina Pouer ti Light Co Ip 1690S 347 24X 

Flche 30-261,83/01/13.8301250530 


— 8301250541 Responds to NRC 821203 Itr re violations noted in IE Insp 
Rapt 50-261/82-40 Corrective actions shipping of unusual 
idastes suspended & packaging & shipping procedures b 
sal id t f icat ion program revieued 

UTLEV, E E Carolina Rosier b Light Co 83/01/06 O'REILLV.J P 
Region 2, Office or Director 4pp 16905 348 24X 

Flche 30-261,83/01/13.0301250530 


3301310091 Forwards "ASME Section XI Component Test Program," 
representing second 10-ijr Insorvlce Insp Program 
ZlfrtlERMAN. 8 R Carolina Power «, Light Co 83/01/18 VAROA, B A 
Operating Reactors Branch 1 Ip 16870 088 24X 

Flche 30-261,83/01/10,8301210091 


--©301210095 "A9M£ Section XI Component Test Program " 

4 Carolina Power b Light Co 83/01/18 306pp 16878 089 24X 

Flche 50-261,83/01/18-8301210091 


3301310172 Forwards proposed scope of 6-EFPM Fddg Current Insp Program, 
uMch Includes insp of all unplugged tubes Program based on 
pravlous corrosion historg in each steam generator 
Z IM.XERMAN, S R Carolina Power b Light Co 83/01/28 OAROA, 8 A 
Operating Reactors Branch 1 8pp 16963 236 24X 

Fsehe SO-261, 83/01/28, Q301310J72 


i Ferlodic operating reports b related correspondence 


1301140368 Forwards monthlg operating rept for Dec 1982 b revised 
repts for Mov 1981, Dec 1981 b Nov 1982 

BTARKEV, R Q Carolina Pouer b Light Co 83/01/10 DEVQUNO, R C 
Director's Office, Office of Inspection and Enforcement Ip 
l*e07 144 24X Flche 90-261,33/01/10,8301140360 


— B301140370 Honthlg operating rept for Doc 1902 

NORRIS, H R Carolina Power b Light Co 83/01/04 3pp 
16807 14 S 24X Ftcho 50-261.03/01/10,6301140368 


— Q3O1140374 Revised monthly operating rept for Nov 1982 

NORRIS, H R Carolina Pouer b Light Co 62/12/01 2pp 
16807 148 84X Flche 50-261.83/01/10,6301140368 


—0301140379 Revised monthly operating rept for Doe 1981 

NORRIS.H R Carolina Power b Light Co 82/01/03 Ip 16607 ISO 
24< Flche 50-261.83/01/10.0301140368 


-0301140304 Revised monthly operating rept for Nov 1901 

NORRIS, H R Carolina Power b Light Co 61/12/03 Ip 16007,151 
S4X Fiche 50-261,03/01/10,0301140368 


Reportable occurrences, LERs b related correspondence 


301110217 Forwards LER 0a-O19/OlU-O 
STAHKEV.B B Carolina Power b Light Co 02/12/31 O'REILLY. vt P 
Region ?. Office of Director Ip 16743 398 24X 

Fiche 50-261,02/12/31.8301110217 


-9301110224 LER 82-Ol9/OiL-0 on 821217, calcu la ted that on 821122, boron 
injection tank vol may have fallen below level required by 
Tech Spec. Caused by balling b draining of recirculation 
lines during attempt to dissolve solidified boric acid 
URIOHT, C.L Carolina Power b Light Co 02/12/31 Region 2. 
Office of Director 3pp 16743 339 84X Flche 90-261,02/12/31, 

6301110217 


301170233 Forwards updated LER 80-009/01T-1 
STARKCY. R D Carolina Power b Light Co 63/01/07 O'REILLV.J P 
Region 2, Office of Director. Ip 16810 131 24X 

Fiche 50-261,03/01/07,8301170293 


-3301170250 Updated LER BO-009/01T-1 on 0004 14, primary to secondary leak 
of approx 0 9 gpm detected in D steam generator, exceeding 
Tech Spec limit Caused by leaking tubes. Leaks repaired by 
explosive plugging 

CQX.H T Carolina Power b Light Co 83/01/07 Region 2, Office 
of Director 2pp 16810 13S 24X Flche 60-261,03/01/07, 

8301170SS3 


Y Operator £xa,sinatians 


0212220443 Generic Ltr 82-38 to all power reactor 1 icenseas, epp I icants 
for OL, NSS b reactor vendors b AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 030211 re operator licensing Sve list end 
EIBENHJT. D 0 Division of Licensing 82/12/23 Consolidalad 
Edison Co of New York, Inc 12pp I6A81 073 a4X 
Fiche 50-000,82/12/82,8212220443 


8301120078 Generic Ltr 83-01 to power reactor licensees b applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
891231 for listed categories Sve list end 

EISENHUT.DO Division of Licensing 03/01/11 Censolidatod 
Edison Co of New York, Inc llpp 16893 243 84X 

Flche 50-000,83/01/11,8301120078 


DOCKET 50-262 BRIOHAH VOUNO UNIY RESEARCH REACTOR 


R Periodic operating reports b related correspondence 


0301850089 Forwards Annual Operating Rept for 1903 

DIXON, 0 R Brigham Young Univ 03/01/18 Division of Licensing 
Ip 16895 313 24X Flche 50-262,03/01/18,830129000? 


— 8301250093 Annual Operating Rept for 1982 

DIXON, DR Brigham Young Univ 83/01/11 2pp 16099314 24X 

Fiche 50-262.03/01/10,330125008? 


W Decommissioning Stage Documents b Correspondence 


0301110164 Notifies of voluntary surrender of license b dismantling of 
L-77 reactor Requests listed decommissioning Info 
NELSON, F W Brigham Young Univ 03/01/03 THOHAB, C □ 

Standard 1 lati on b Special Projects Branch Jp 16743 350 24X 

Flche 50-262,83/01/03.0301110164 


DOCKET 90-263 MONTICEULO NUCLEAR OENERATINO PLANT 


F Security, medical, emergency b fire protection plans 


8212060349 Generic Hr 82-33 to all licensees of operating reactors, 
applicants for OL b holders of CPs re SuppI I to NUREO-0737, 
"Requirements for Emergency Response Capability " 

NURE0-0737i Supp 1 1 b sve list end 

EtSENHUT.O 0 Division of Licensing 82/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 208 24X 

Flche 50-000,82/12/17,8212060349 


6212220445 Generic Ltr 02-39 to all reactor licensee!, CP holders b 
applicants for CPs ra problems w/submlttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of Info outlined Bve list end 

EISENHUT.O G Division of Licensing 02/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021 24X 

Flche 50-000, 82/12/22,8212220445 


8301040253 Responds to 821207 ltr re objectives b guidelines for 
emergency plan exercise Plan acceptable 

PAPERIELLQ, C J Division of Emergency Preparedness b Oporatlonal 
Support 82/12/27 LARSON, C E Northern States Power Co Ip 
16639 157 24X Flche 50-263,02/12/27,8301040253 


— 0301040257 Forwards list of objectives b guidelines for emergency plan 
exercise, 

NARD.E C Northern States Power Co. 82/12/07 AXELSaN.N, L 

Region 3, Office of Director 6pp 16639 156 24X 

Fiche, 50-263,82/12/27,8301040253 


8301110520 Forwards Rev 12 pages for security plan Pages withheld 
Iref 10CFR73 2!) 

MUSOLF, D Northern States Power Co 82/12/30 Office of Nuclear 
Reactor Regulation, Director 2pp 16741 359 24X 

Flche 90-263,02/12/30,0301110920 


0301060178 Releases public version of revised emergoncy plan 
Implementing procedures 

FELTON, J N. Division of Rules and Records 83/01/03 Document 
Nanagement Branch Ip 16683 256 24X Flche 50-000, 83/01/03, 

0301060178 


”0301060181 Forwards public version of revised emergency plan 
implementing procedures, including Procedures EPIP 1 1,2 re 
not! f Icatlons b EPIP 1 1, 4 re emergency organiiation 
records b forms 

UARD, E C Northern States Power Co, 62/12/07 Region 3, Offico 
of Director 2pp 16683 257 24X Flche • 50-000, 83/01/03, 

8301060178 
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— e30l0£>0)e3 Publit version of revised emergency plan implementing 
procedvree* including Procedures EPtP 1 1 2 re notifications 
(r EPIP S I «I rs emergency organ i latioii records t- forms 
HUOSQN.O . MARD. E Northern States Pouier Co 62/12/07 S3pp 
1*683 29'? 24X Fiche 90-000,83/01/03.6301060176 


8301180505 Responds to 8S0827 Itr re changes to Security Plan Changes 
acceptable Revised pages should be incorporated into 
security plan it he foruarded to NRC 

VASSALCOi I> 0 Operating Reactors Branch 2 63/01/12 MUSOLF. D M 

Northern States Peuer Co Zpp 16837 118 34X 

Fiche 50-263,03/01/12.8301180505 


8301040065 Foruards Amend 15 to License dPR- 22( safety evaluation !< 
notice of Issuance 6t availability Amend Implements 
requirements of lOCFRSO, App I ti revises environ monitoring 
programs 

VA58ALL0. D B Operating Reactors Branch 2 82/12/17 HUSOLF.D H 

Northern States Pouer Co 2pp 16666 324 24X 

Fiche 30'263i 82/12/17, S30104006S 


— 8301040070 Amend 15 to License DPR-22i imp lement ing requlremants of 
lOCFRSOiApp I & revising environ monitoring programs 
VASSALLOi D D Operating Reactors Branch 2 82/12/17 7Qpp 

16666 386 24X Fiche 90-263,82/12/17.8301040069 


8301190349 Foruards draft safety evaluation of App R etemptlon request 
Revleu for technical accuracy requested 

VASSALLOtO B Operating Reactors Branch 2 03/01/12 MlfSOLF, D M 

Northern States Pouer Co 21pp 16894 272 24X 

Fiche 50-263.03/01/12.830119034 9 


6301190408 Accepts changes to Security Farce Training tt Qualification 
Plans as delineated by util 020204 Itr End to 020304 Itr 
being uiithheld Iref 10CFR73 21) 

CLARIC.R A Operating Reactors Branch 3 63/01/12 KUSOLF, D ff 

Northern States Pouer Co 3pp {6849 001 24X 

Fiche 50-000. 83/01/12,0301190402 


8301190) Ct Releases public version of revised Emergency Plan 
Implementing Procedures 

FELTON. J N Bivlaion of Rules and Records 83/01/13 Document 
Management Branch Ip 16047 241 24X Fiche 50-263.03/01/13, 

8301190111 


— 0301190114 Forwards public version of revised Emergency Plan 
Implementing Procedures. i he 1 uding Procedures A 2-001 re 
emergency o rgani la 1 1 an. A 2-107 re activation of aperational 
support ctr h A 2-402 re contamination control 

WARD, E C Northern States Power Co 63/01/06 Region 3, Office 
of 01 rector Ip 16947 242 24X Fiche 90-263,83/01/13, 

0301190111 


"0301190110 Public version of revised Emergency Plan Implementing 
Proc edures. Includ ing Procedures A 2-ODt re emergency 
organliatlo n> A 2-107 re activation of operational support 
ctr 6 A 2-402 re con taminat ion control 

DAVIS, M A Northern States Power Co 82/12/22 91pp J6847 243 
24X Fiche 50-263,03/01/13,0301190111 


P Operating license stage documents t, correspondence 


8301060004 FOIA request for documents between NRC & util re discovery b 
repair of eraclii In rec 1 rculati an piping 

SHORT. A St Paul Pioneer Press 82/10/26 FELTON, J Division of 
Rules and Records Ip 16684. 226 24X FI che: 50-263, 82/10/26, 

0301060004 


8301060008 Responds to FOIA request for documents betuiren NRC & util re 
discovery 6 repair of cracts in recirculation piping 
Forwarifi App A documents 

FELTON. J K Division «f Rules and Records 92/11/17 BKORT. A, 0t. 
Paul Pioneer Press 2pp 16604.227, 24)i Fiche 50-263.62/11/17, 

8301060000 


—8301060012 Draft tail Interface agreemtnb re recirculation loop cap 
cracling. 

IPPOLITO. r NRC - Mo Detailed Affiliation Olven BAER.R 
Dirtetor'i Office, Office of inspeetlDn and Enforcement 
SPESSARO.R L Region 3. Office of Director. 02/11/17 2pp 
16664' 229 24X Fiche 90-263,02/(1/17,0301060008. 


—8301060015 Requests MRR technical assistance to Inveitigete cracke in 
tndeap I, attachment uald on recirculation loop A Repair to 
weld crack oysrlay on andcap will be completed by 821011 
SPES9ARD.R. L Division of Project & Resident Programs 82/10/06 

EISENHUT. D 9 Division of Lleensinp. 2pp 16684:238 24X 

Fiche 50-263,82/11/17,0301069008. 


—8301040020 Requests that NRR become lead ofe for resolution of problom 
of cracks found in recirculation loop p Ip ing. Haeting held on 
021014 to discuss licensee action taken to correct problem 
Confirmatory action Itr issued subsequent to maetinB. 

BPEfiSARD, R. L Division of Project L Resident Progroms 82/10/26. 

EISENHUT. 0. 0 Division of Licensing 2pp 16684 285 24 X 

Fiche 50-263,02/11/17,0301060006 


—0301060039 “Design Rapt for Recirculation Line Cap Repair,’' Rev 0. 
CHARNLEV, J E , RICCARDELLA, P , SMITH, R, H NUTECH Eng Ineere. Inc. 
M8P-Bi-103 ROO 02/19/31 44pp. 16684. 299 24X 

Fiche 0 0-263. 82/ 1 1 / J 7 , 8301060000, 


— 8301 040072 Safe ty evaluotion supporting Amend 19 to Lieenso DPfl-sa 
» Office of Nuclear Reactor Regulation, Director 02/12/17 
I7pp 16667 044 24X Fiche 90-263,02/12/17,8301040065 


— 8301040075 No tl CB of issuance b availability of Amend 19 to License 
D PR-22 

VASSALLOi D B Qperating Reactors Branch 2 82/12/17 2pp 

16667 061 24X Fiche 90-263,82/12/17,0301040065 


8301110537 Forwards fee for B20924 license amend request 

MUSOLF, D Northern States Power Co 02/12/27 DISOS, R M License 
Fee Management Branch app 16745 347 24X Fiche 50-263,82/12/27, 
0301 1IOS37 


8212060396 Oenaric Ltr 82-30 to all 1 Ic ensees , app 1 icants for OL & 
holders of CPs re filings concerning t0CFR90 production h 
utiliiatlon facilities Current listing of branch assignments 
for nuclear reactor projects b sve list enc 1 

EISENHl/TiDO Division of Licensing 02/12/20 Consolidated 
Edison Co of New York. Inc llpp 16060 001 24X 

Fiche 50-000,02/12/23,8212060336 


6301070512 Foruards request for addl info re NUREO-0737, I terns t A 2 I 
''Upgrading of Raactor Operator ti Senior Reactor Operator 
Training I, Oual 1 flea t ions '• I, 1 1 B 4, "Training for 
Mitigating Core Damage " Response due in 30 days 

VASSALLOrO Q Operating Reactors Branch 2 02/12/30 MUSOLF. D H 

Northern States Power Co 4pp 16707 244 84X 

Fiche 90-263.82/12/30,8301070512 


8301100271 Foruards safety evaluation & proprietary & nonproprietary 
technical evaluation ropts for environ quel 1 f Ication ef 
saf sty-related equipment Proprietary rept withheld 
VASSALLO.DB Operating Reactors Branch 2 03/01/04 MUSOLF, D M 

Northern States Power Co 3pp I669S 222 24X 

Fiche 50-243,83/01/04. 0301100271 


—0301100274 Safety evaluation of environ qualification of safety-related 
equipment Oual i f 1 cat I on or replacement plans for unqualified 
equipment b proposed corrective action schedule must be 
provi ded 

* Office of Nuclear Reactor Regulation. Director 03/01/04 Spp 
16698 229 24X Fiche 90-263,63/01/04,0301100271 


— B209060322 "Review of Licensee Resolution of Outstanding Iseuts From 
NRC Equipment Environ flua Ilf i cation BERs IF-tl t< B-60>,'' 

Vols i (i 2. final technical evaluation rept 

CRANE.C yJ Franklin Inst 1 tut e/Frankl In Research Center 

7ER-C9297-901 82/08/23 LE, N B , SIEMANBKI.P NRC - No Detailed 

Affiliation Olven t,200pp 16690 230 24X Fiche 50-263. 

83/01/04,0301100271 


6301190006 Forwards request for addl Info re NE0E-24988-P, "Analysis of 
Oenerie BUR Bafety/Rel lef Valve Operability Tests Results," 
to complete review of NORE<5-07a7, Item II D 1, "Reliability 
Engineering " Response requested within 60 days of ltr date 
VA88ALL0.DB Operating Reactors Branch 2 83/01/04 MUSOLF. D K 

Northern States Power Co Spp. 16847 347 24X 

Fiche 50-263,03/01/04,8301190000 


0301130206 Forwards request for addl Info to complete review of 820924 
application proposing Tech Spec changes re temp switches In 
main staam tint tunnel Proposed changes allow 10 F deviation 
from 200 f trip setpoint 

VAS8ALL0, D. B Operating Reactors Branch 2. 03/01/05. MUSOLF. D. M 

Northern States Power Co 3pp 16009 171. 24X 

Fiche 50-263.03/01/09,8301130206 


6301130203 Advises tivat proposed method for implementing guidance of 
NUREO-0737, Item 11 K 3 19, "Isolation of HPCI b RCIC. " 
acceptable Safety evaluation encl 

VAS8ALL0, D B Operating Reactors Branch 2 03/01/06 MUSDLF.D M 

Northern States Pouer Co. 2pp 16809.174 24X 

Fiche- 50-263, 03/01/06, 0301130200 


—0301130210 Safety evaluation eupportlng proposed method for 
Implementing guidance of NJREG-0737, 1 tern tl K. 3 15. 

"Isolation of HPCI t, RCIC " 

* Office of Nuclear Reactor Regulation, Director 03/01/06 ip 
16009' 176 24X Fiche. 90-263, 83/01/06,0301130200 
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6301170332 Diicu««*« nodi to rt«ctar bldg vant 1 1 ol«t ion< d i tcharge 
canal lampla monitor h turbina bldg roof vanttipar 631217 
Anand IS to Llcanaa 0PR-S2i author! i Ing changat to Tach Spaci 
to Implamant App I of lOCPRSO 

HUSOLFi 0 Nor thorn Statas Fouar Co 63/01/06 Office Of Nuclear 
Reactor Ragulatlon> Director 2pp 1710B 346 24X 

Flcha 80-363,83/01/06.8301170322 


B301170319 Provtdaa atatua of poit-aee idant lampling age. par 
KUReO-0737> Item* II B 3 (< tl 0 3 Exeata flow check valvaa 
fubj to apurloua actuation Certain control carda for gaa 
aampla lino heat tracing circutta not gat arrived 

MWSOl-F, D Northern Stataa Power Co 63/01/07 Office of Nuclear 
Raactor Regulation. Director 3pp 16613 271 34X 

Fiche 30-263,83/01/07.8301170319 


6301110134 Oaneric ttr 83-03 to all BMR licanaaai re NUREO-0737 
Tech Speca Reguaata reaponac re davlationa from end 
guidance 6 model Tech Speca within 90 daga of receipt of 
1 br Bve liab end 

EIBENKUT.D 0 Dlviaion of Llcanaing 83/01/10 Commonwealth 
Edlaon Co 13pp 16666 1S6 24X Flcha 80-000,63/01/10,6301110134 


6301190360 Provldea addl guidance on Ocneric Ltr 83-12 re peraonnal 
working houra 

VASSALL.O. D B Operating Raactora Branch 2 83/01/13 HU60LP. D N 

Northern 8tetea Power Co 3pp 16880 347 24X 

Flcha 80-000.83/01/13,8301190360 


3301230693 Summary of 821217 meeting w/OE t. Mark I Ownera Group in 
Bethaada.KD re auppreaalon pool local to bulk tamp 
difference analgala b alngla vent lateral chugging load 
SIEGEL, B Oparatlng Raactora Branch 2 83/01/18. Operating 

Raactora Branch 2 SSpp 16907 228 24X Fiche 50-000.83/01/16. 

8301280693 


3301310317 Forwards Info re NUREG-0737, Item II B 3, ''Poat-Accldent 
Sampling.” In reaponte to NRC 621102 ltr 

NUSOLF, D Northern States Powtr Co 63/01/24 Office of Nuclear 
Raaetor Regulation. Director Slpp 16970 206. 24X 

Fiche 80-263,83/01/24.8301310317 


0. Inspection reports. IE Bulletins ti correspondence 


83011000SO Reiponda to FOIA re(iueat for 12 categories of documents re 
facilities Ripts re MARCH cede may be purchased from Nri8 
Forwards documents listed In App A Search for Items 3. 6. 7. 9, 

11 tl 12 Idantlfiad in request continuing 

FELTON, J M Division of Rules and Records 82/12/07 HIATT. 8 L 

Ohio Cltlcens for Responsible Energy Spp 16784 003 24X 

Fleh# 80-000.82/12/07.8301100030 


— 8301100064 Advises that action on IE Bulletin 76-03. "Potential 
Explosive Gas Mixture Accumulations Associated M/ONR Offgas 
ays Operations. " completed, including reviews of licensee 
responses t. offgas sgs Summaries of offgas sys end 
JORDAN. E. L Office of Inspection ti Enforcement. Office of the 
Director 78/11/2? ORIhES.D K Assistant Director for Engineers 
U Projects <Pre 7906251 , 37pp 16754 240 24X 

Fiche 50-000,82/12/07.8301100050 


”8301100121 Responds to IE Bulletin 70-03. "Potential Explosive Gas 
Mixture Accumulations Associated U/6UR Offgas Sys 
Operations " Operating h emergency procedures provide 
adequate guidance in event of offgas sys dstonatlon, 

MACHTER.L J Northern States Power Co 76/03/27. KEPPLER.J G 
Region 3. Chicago. Office of the Director 2pp. 16754:314 24X 

Fiche, 80-000, 82/12/07, B3011000S0. 


--6301100212 Adviees that end IE Bulletin 78-03. "Potential Explosive 
Oat Mixture Accumulations Associated U/BNR Offgas Sys 
Operations." has been sent to listed licensee for action/ 
info. 

PAFPAS.H Raglon 3. Chicago. Office of the Director, 76/02/10 
Division of Reactor Construction Inspection. Spp 16784 187 24X 

Fiche- 80-000, 82/12/07, 8301100080, 


—8301100246 Foruerds IE Bulletin 78-03. "Potential Explosive Ges Mixture 
Accumulations Associated U/BNR Offgas Sys aperations, " 

Action raqulrtd.W/o end. 

KEPPLER.J. G. Region 3. Chicago. Office of the Director 78/02/10. 

UACHTER. L Northern Stetes Power Co, Ip 16784* 201. 24X 

Fiche. 80-000, 82/12/07, 8301100030 


6208190269 IE Info Notice 82-51. "Dverexpotures In PHR Cevltles " Sve 
list enci 

DEYOUNG. R. C. Director's Office. Office of Inspection and 

Enforcement 82/12/21. Consolidated Edison Co of New York. Inc 

lllpp 166B9’239. 24X Fiche: 80-000. 82/12/21, 8208190269. 


8212060381 IE Info Notice 82-52. "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published In IE Info Notice 61-29 " Sve list end 
JORDAN. E L Division of Engineering i. Quality Assurance <Pre 
630103) 82/12/21 Consolidated Edison Co. of New York. Inc 

113pp 16681 oaa 24X Fiche 50-000.82/12/21.6212060391. 


8212060380 IE Info Notice 02-53. "Mein Transformer Failures at North 
Anna Nuclear Power Station " Sve list end 

JORDAN, E U Division of Engineering i. Quality Assurance (Pre 
830103) 82/12/22 Consolidated Edison Co of New Yerk, Inc 

lUpp 167SB 017 24X Fiche 80-000,82/12/22,8212060390 


6301070180 Forwards IE Insp Rept 80-263/82-12 on 620029-1030 No 
noneompltance noted 

STREETER, J F Division of Project 6 Resident Programs 62/12/22 
LARSON, C E Northern Stetes Power Co 2pp 16686*800 24X 

Piche 80-263,62/12/22.8301070190 


—8301070169 IE Imp Rept 80-263/82-18 on 820829-1030 No noneompliance 
noted Major areas Inspected followup on regional requests, 
preparation for refuel ing. ref utllng activities, onsite 
review committee, malnt-refuallng fc fire protection 
BROUN.C H . MADISON, A L , UALKER. R D Division of Project t. 
Resident Programs. 82/12/22 7pp 16686 202. 24X 

Fiche 80-263,88/12/22.8301070180 


8208190275 IE Info Notice 82-84. "Uestinghouse NBFD Relay Failures in 
Rtaeter Protsctlon 6yi " Sve list end 

JORDAN. E, L Division of Englnserlng I. Quality Assurance <Pre 
830103) 02/12/27 Consolidated Edison Co of New Yorki Inc 

ItOpp. 16962 139. 24X Fiche 80-000,82/12/27,6208190279 


8208190273 IE Infs Notice 62-99. "Seismic Qua 1 if leat ion of Nestlnghousa 
AR Relay N/Latch Attachments Used In Uestinghouse Solid 
Btete Protection Sys " Sve list end 

JORDAN. E L Division of Engineering & Quality Assurance (Pre 
830103) 62/12/28 Ceniolldated Edison Co of New York. Inc 

109pp 16068 014 24X Fiche 90-000, 08/l2/28i 6208190273 


8301040423 Forwards SALP ReptS 90-263/88-18.80-862/82-23 U S0-3Q6/B2-23 
for Jul 1961 - June 1982 Concurs w/eisessment of aggrasslva 
tl conservetlve performenee L thorough epproach to idantlfiad 
probltms.No reply required 

KEPPLER.J 0 Region 3, Office of Director 62/12/29 LARSON, C E 
Northern Stetes Power Co 2pp 16647 062 24X 

Fiche 30-000.82/12/29,6301040423 


— B301040444 Confirms 821110 meeting in Hlnncepolls. MSI to ditetss SALP 
for facility Significant 6ALP rept findings end Camnents 
requested within 20 days following meeting date 
HIND. J A Division of Emergency Preparedness I, Operational 
Support 62/11/03 GILBERTS. D E Northern Stetes Power Co. 3pp. 

16647,084. 24X Fiche S0**000. 62/12/89, B301040423 


--B301040458 Offers no comments on preliminary SALP repts for facilities 
GILBERTS, D E Northern States Power Co 82/11/16 KEPPLER.J 0 
Raglon 3, Office of Director Ip 16647*087 24X 

Fiche* 80-000. 02/12/89. 8301040423 


--B301040468 SALP Rept 80-263/82-18 for Jul 1981 - June 1982 Licensee 
should Increase attention to providing qualified personnel 
for support of malnt dept 

« Rsglon 3, Offles of Director 82/06/30 81pp 16647 068 24X 

Fiche. 50-000,88/12/89, 8301040423. 


--830104047? Confirms 021110 meeting in Mlnneapol Is. HN to discuss 9ALP 
for facilities Significant SALP rept findings end Comments 
requested within 20 deys of meeting date 

HIND. J A Division of Emergency Preparedness t, Operational 
Support, 82/11/03 GILBERTS. DE Northern States Power Co 3pp 
16647 109 24X Fiche. 80-000. 02/12/29. 8301040423 


--B30104048? 8ALP Repts 50-282/62-23 & 90-306/82-23 for Jul 1981 *- June 
1962, Licensee has well developed surveillance program 
« Regions, Office of Director. 82/06/30 28pp. 16647.112 24X 

Fiche. 90-000. 82/12/89. 8301040423 


8212060394 IE Info Notice 82-96, "Robertshaw Thermostatic Flow Control 
Valves " Bve list end, 

JORDAN. E L, Division of Engineering it Quality Assurance (Pre 
830103) 82/12/30. Consolidated Edison Co. of New York, Inc. 

lllpp 16798.137. 24X Fiche 90-000, 82/12/30,8212060394. 


8301110198 Ack receipt of 821222 ltr informing NRC of stape taken to 
correct violations noted in IE Insp Rept 90-263/82-11, 

NORELIUSr C. E. Division of Engineering ti Technical Programs 
83/01/09. LARSON, C E Northarn States Power Co Ip 16746*299 
24X Fiche. 80-863.83/01/09,8301110198 
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--aSOlllOSOS RgipGnilt to HftC 831124 lir rr vislationf notad In IE Insp 
Rfpt SO'263/83-11 Corr«ctlv» actloni eontlnuaui air menttor 
pU{td in aparation near boi compactor & nau ccmpactor 
oparatlng procadura liiuad 

LARSONiC E Northtrn Statai Peyar Co 62/'t3/2& NORELlUSi C E 
Oiviilon of Englnaaring ic Taehnlcal PrograiCit 9pp l67Ai 296 
24y Ficha 90-263. 63/01 /O 9.83011 10198 


8301040089 PNO- 1 1 1-82-139 on 031827i reactor placed In cold ahutdown. 
aPter torblna generator developed high vibration reading an 
bearing* 5 6 9 Block valve on main feaduater line A titlll be 
repaired 

BROWN. C , MAtKER.fi . STREETER, J Region 3, Office of Director 
82/12/28 Ip 16633 067 24X Ficha 50-263102/12/28.0301040089, 


8301110427 Feruardi addtndum to IE Inap Rapt 50-263/62-07. subml tted 
u/e2070a Itr. conalstlng of Table II campariaoni of liquid 
beta analgiaa 

PAPE81EL1.0, C J Divi*ion of Reaidant. Aaaetor Project 6 Eoginaering 
Program 83/01/06 OILBERTS, D E Northarn Statee Foyer Co Ip 
16743 213 24X Fiche 50-263,83/01/06,8301110427 


—8301110430 Addendun to IE Inap Rept 50-263/62-07 cons if ting of Table 
11 cssiparisons of liquid beta analgie* 

a Region 3. Office of Director 83/01/06 tp 16743 214 24X 

Piche 90-263^83/01/06,8301110427 


0301200217 Forwards LER eO-OOl/OlT-O 

MliSDLF, D Northern 0tates Power Co 03/01/21 Region 3. Offlea 

of Director. tp 16961 212 24X Flehe 50-263,03/01/21,0301280217 


— 0301200223 LER 33-001/017-0 on 830100, dur Ing cold ehutdoun. po»t-LOCA 
reeottiblner B discharge Inboard primary containment isolation 
valve (t leak test valves not fully closed Caused by 
contractor error Ualvs* closed 

HAMMER, 0 Northern States Power Co 83/01/21 Region 3. Office 
of Director 3pp 16961 213 24X Fiche 90-263,03/01/21. 

8301200217 


fl Periodic operating report* 6 related corre tpon dance 


0301270400 Forwards Monthly Operating Rept for Nov 1902 
MUSOLF, D Horthern States Power Co 02/12/07. Office of Nuclear 
Reactor Regulation, Director tp 16931:290 24X 

Fiche 50-263,02/12/07,8301270400 


—0301270414 Monthly Operating Rept for Nov 1932 

KYRABO.AL Northern States Power Co 82/12/02 4pp 16991-299 
24/ Fiche 90-263,82/12/07,0301270400 


S Reportable occurraoees, LERs b ralated correspondence 


8301060008 Responds to FOIA request for document* betusen NRC b util re 
dlscovary b repair of crack* In recirculation piping 
Forwards App A docuffltnts 

FELTON, J M Division of Rules and Records 02/11/17 6H0RT.A 81 
Pawl Pioneer Press 2pp 16684 227 24X Fiche 50-263,82/11/17, 

8301060008 


— B30I060019 RO an 021009, lintar Indication* confirmad to eslst on three 
addl weld* in recirculation lys Indications uill ba 
docuaented a* revision to RO 82-16 reported on 820928 
Resolution being investigated 

SHAKLA, M A Northern States Power Co 82/10/11 KEPPLER, J 0 
Region 3, Office of Director Ip 16604 234 24X 

Fiche 50-263,82/11/17,8301060008 


V Operator Examinations 


0212220443 Oenaric Ltr 82-38 to all power reactor 1 iconseet, app 1 ic an b a 
for OL, NS3 b reactor vendors b AEs re meeting to discuss 
recent developments for licensing exams Advises that meating 
will be held on 830211 re operator licensing Svc list end 
EI8ENHUT. D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co at Naw York, Inc 12pp 16681 072 24X 

Fiche 50-000,82/12/22,0212220443 


8301120070 Oeneric Ltr 63-01 to power reactor licenseas b applicants 
for OL ra operator licensing eiam site visit Request* 
schedule re exam requests expected for submittal prior to 
651231 for listed categories Svc list end 

EIBENRUTrO 0 Division of Licensing 03/01/11 Consalldabad 

Edison Co of New York, Inc llpp 16093 243 24X 

Fiche 90-000, 63/01/11,0301120070 


DOCKET 50-264 DOW CHEMICAL CO 


F Security, medicel, emergency b fire protection plans 


0301070097 Raleasei public version of corrected pages to amargency 
plan 

FELTON. J M Division of Rules and Records 03/01/03 Document 
Management Branch Ip 16710 393 84X Fiche 90-264,03/01/03. 

0301070097. 


— 0301060037 HO on 021020, thru wall defect found on E 12-lnch 
recirculation lys safe end to pipe weld joint. Indications 
wtli be docufflinted as revision to HO 82-16 reported on 
820928 Resolution being Investlgeted 

SHAMLAi M A Northern States Power Co 82/10/21 KEPPLER, J 0. 
Region 3, Office of Director Ip 16604 339 24X 

Fiche 50-263.82/11/17,8301060008 


8301100050 Responds to FOIA request for 12 categories of documents r 
racllltlss Rtpts ra MARCH code may be purchased from NTIB 
Forwards documents listsd in App A Search for Items 3, 6, 7, 9, 

11 It 12 IfftntlMvd in rcqusffe cdntinuin^ 

FO-TON, J H Division of Rules and Records 82/12/07 HIATT, 9 L 

Ohio Cititsns for Responsible Energy 5pp 16754 003 24X 

Fiche 90-000.82/12/07.8301100050 


'83010700'61 Forwards public version of corrected pages to emergencii 
p Ian 

kOCHER.C M. Dew Chemical Co 02/12/20 Office of Nuclear 
Reactor Regulation, Director Ip. 16710 35S 24X 

Fiche, 50-264, 83/01/03, 0301070057 


-9301070078 Public version of corrected pages to emergency plan 
» Dow Chemical Co 02/12/20 4pp 16710 356 24X 

Fiche 50-264,83/01/03,8301070057 


DOCKET 50-269 QLIAD-CITIES STATION, UNIT 2 


F Security, medical, emergency b fire protection plans 


Feruards ’'Rsvlsu of Explosions in SWR Offgas By*" b 
HR Denton 730029 memo re dost eontequenee* from explosions 
Listed ertas should be examined by Dlrecfcorata of Licensing 
requirements should be imposed on BWRs 
UKIER.B H Atomic Energy Commission, Directorate of Regulatory 

D«ujyn7!I. Atomic Energy Commission 

Deputy Director for Riactor Projects 2p p 16754.000 24X 

Fiche 50-000,82/12/07,8301100050 


6212060349 Oeneric Ltr 82-33 to all licensees of operating reactor*, 
applicants for OL b holders of CPs re Suppl 1 to NUREO-0737, 
"Requirements for Emergency Response Capab 1 1 Itu. " 

NUREO-0737, 8upp 1 1 b svc list end 

EISENHUT. D. 0 Division of Licensing 82/12/17 Consolidated 
Edison Co. of New York, Inc 77pp 16681 ’208, B4X 
Fiche 90-000,62/12/17.0212060349 


explosions in BUR Offgas Sys •' 

S.r“K" «;;• ';n5ri:s' “j;;'*”-" 

Fichs 50-000,62/12/07,8301100050. 


8301140281 Forward* IE 6ERs 50-254/82-22 b 50-269/02-24 conducted in 
Nov 1932 No n one amp 1 lance noted 

HIND. U A Division of Emergency Preparedness b Operational Bupport 
02/12/20 REED.C, Commonwealth Edison Co 2pp, 16006' 131 24X 

Flehe 90-254, 82/12/20,0301140201 


-83011M223 Forward* response to 771219 ltr re offga* explosion* at 
^ oMgai lys added to all large DWRt 

mlttSiM ‘‘“**''*‘** e““»«Hon of explosive hydrogen 

IiiP^ctlon b Enforcement. Office of the 
llVncl 9 .!®'® M‘"ntgota Pollution Control 

9 V 9pp 16795.025, 24X Fiche 50-000,82/12/07,0301100050. 

ADLERS rr 5?'*''®®*'' bitploslon* at fictlltlas. 

fiDWoew H A Control Agoncy 77 / 12 / 19 . 

RWpSNiM A Comraifslontri 2 pp 167&5 024 OdY 

Fiche: 50-000. 02/12/07, 6301 100050 24X 


—8301140295 IE SERs 50-254/82-22 b 90-269/82-24 conducted in Nov 1982 K# 
noneomp Hence noted. Major areas inspected 8ER of emergency 
plan b Nov 1981 b June 1902 site-specific annex, 

PHILLIPS.HP. Division of Emergency Preparedna** b Operational 

1*806 » 33 24X Fiche- 90-254.02/12/20, 

8301140281. 

8212220445 Oeneric Ltr 82-39 to all reactor licensees, CP holders b 
applicants for CP* re problems w/submittal* of 10CFR73 21 
safeguards info for llcsnslng raviaw. Procedure* ra 
transmittal of Info outllnad Svc list end 

'■*”2**"® 02/12/22 Consolidated 

Edison Co of New York, Inc I3pp 16690-021 24X 

Flehe 50-000, 82/12/22,0212220449 
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B301190il6 Traniniltt sa'Fsty evaluation on safe thutdoiun capability In 
event oi' fire per reiiuirtmants of i0CFR90<App ft Section! 

Ill 0 3 tc III L Revleu of fire protection program completed 
WSSALUO. D B Operating Reactor! Branch S B2/1S/30 DEUOEaROEi L 
Commonuealth Edi!on Co Rpp 16647 227 24)( Flche SD-294, BS/IS/SO. 

8301190116 


— 8301190119 Safety evaluation supporting safe shutdoun capability in 
event of fire per iOCFRSO App Resections 111 0 3 tt III L 
» Office of Nuclear Reactor Regulation) Director 82/13/30 
ISpp 16847 239 24X Flche 50-254.83/12/30,0301190116 


6301070011 Releases public version of revised section of Quad Cities 
annet to generating station emergency plan 

FELTON. J N Division of Rules and Records 63/01/03 Document 
Hanagement Branch ip 16704 167 34)t Flche 50-354.03/01/03, 

8301070011 


— 8301070016 Forwards public version of revised Beetlon 5 of Quad Cities 
annes to generating station emergency plan Receipt form 
end 

HOORE. R D Commonwealth Edison Co 82/12/03 DENTON, hi R Office 
of Nuclear Reactor Regulation. Director Ip 16704 160 24X 

Flche 50-254,83/01/03,8301070011 


"8301070035 Public version of Section S of Quad Cities anntx to 
generating station emergency plan 

» Commonwealth Edison Co 02/04/30 13pp 16704 169 24X 

Flcha 50-254,83/01/03.8301070011 


6301070547 Relsases public version of revised amsrgency plan 
Implementing procedures 

FELTON. J H Division of Rules and Records 03/01/04 Document 
Hanagement Branch IP 1669S 127. 24X Flche 50-254.03/01/04, 

8301070347 


— 8301070551 Forwards public version of revised emergency plan 
implementing proceduret, including Procedure! QEP 460-1 re 
emergency operations facility setup & QEP 460-0 re 
emergency operations facility. 

« Commonwealth Edison Co 62/12/14 NRC - No Oetailad 
Affiliation Oiven 4PP 16695 128 24X Flcht 50-254.03/01/04, 

8301070547 


— 8301070553 Public version of rsvised emergency plan implementing 
procedures, Including Procedures QEP 460-1 re emergency 
operations facility setup t. QEP 460-0 re emergency 
operations facility 

« Commonwealth Edison Co 02/12/15 13PP 16699 132 24X 

Fiehe. 90-254.03/01/04, 8301070347, 


3301110640 Rtleases public version of revised emergency plan 
Implementing procedures 

FELTON. 3 N Division of Rules and Records 63/01/05 Document 
Management Branch ip 16769 334 24X FI chei 50-254. 03/01/09. 

8301 110648 


"6301110649 Forwards public version of rsvised emergency plan 
implementing procedures. including Procedurts QEP 110-1. 

"Station Director Implementing Procedure," QEP 310-1, 

"Initial Notification" & QEP 530-2, Emergency Drills. " 

KOVACK. T J , OERNER.L Commonwsalth Edison Co 62/12/23 
DENTON. H R NRG - No Detailed Affiliation Oiven 4pp 16765’ 336. 
24X Flche. 50-294,83/01/09,0301110640 


— 83011106SI Public version of revised emergency plan implementing 
procedures, Includ Ing Procedures QEP 110-1, "Station Director 
Implementing Procedure," QEP 310-1, "Initial Notification" 

(< QEP 930-2. "Emergency Drills " 

e Commonwealth Edison Co, 02/12/23. 34pp 16769.340. 24X 

Flche’ 90-294. 03/01/09, 83011 10640 


830114Q369 Notifies that continuing difficulties prevent "operational" 
lieslgnatlon of listed emergency response facilities, per 
NLlREO-0737. Item III A 1 2. "Upgrade Emergency Support 
Facilities" t, Oenerlc Ltr 02-33 

8UARTZ, E D Commonwealth Edison Co 63/01/06. DENTON, H R Office 
of Nuclaar Reactor Regulation, Olrietar 2pp. 16007 299, 24X 

Flche' 50-000, 03/01/06, 8301140369. 


8301110664 Releases public version of public info pamphltts re actions 
to take in case of nuclear accidents. 

FELTON, J H Division of Rulss and Records 63/01/07 Document 
Management Branch Ip 16767-267 24 X Fi che 90-000, 83/01/07, 

8301110664. 


J Insurance 6 indemnity information 


6301180053 Forwards Endorsements 1,2 & 3 to listed certificates for 
NELIA (i NAELU pol Ic les, evidcnc ing secondary financial 
protect Ion 

DSTER.J Commonwealth Edison Co 83/01/13 SALTZHAN.J Assistant 
Director for State 6 Licensee Relations I49pp 16633 191 24X 

Fiche 90-000,03/01/13,6301180093 


P Operating license stage documents t, correspondence 


6301100050 Responds to FOIA regusst for 12 categories of documents re 
facilities Rtpts re MARCH code may be purchased from NT18 
Forwards documents listed in App A Search for Items 3,6i7<9> 

11 1, 12 identified (n request continuing 

FELTON, J M Division of Rules and Records 02/12/07 HIATT, 8 L 
Ohio Citiiens for Roipontible Energy. 5pp 16754 003 24X 

Flche 90-000,02/12/07.0301100050 


— 0301100090 Discusses evaluation of consequences of postulated offgae 
sys failure at facilities Recommends mods to sys or limiting 
operation at high offgas ratts Bummary of accident 
calculations tncl 

DENTON, H R. Atomic Energy Commission, Directorato of Licensing 
73/06/10 SKOVHOLT, D , MOORE, V Atomic Energy Commission, 
Directorate of Licensing 2pp. 16754:097 24X 

Flche 50-000,02/12/07,0301100090 


6301090050 Forwards corrected pages to Amends 02 (< 76 to 
Licenses DPR-29 t< OPR-30, respsc tively 

SEVAN, R Operating Reactors Branch 2 02/12/14 OELOEOROE, L 

Commonwealth Edison Co 2pp. 16661 001 24X Ficha 50-254,02/12/14, 

0301050050' 


— 0301050054 Correettd pages to Amends 82 & 76 to Licenses DPR-29 t, 
DPR-30, rtspeetlvsly 

a Operating Reactors Branch 2 02/12/14 2pp 16601 003 24X 

Flchs 50-254,02/12/14,0301050090 


8301040191 Forwards Amends 04 (, 77 to Licenses DPR-29 I, DPR-30. 
respsctlvely, safety evaluation & notice of issuance & 
availability Amends expand Tech Specs for scran discharge 
vol to Include surveillance requirements for valves 
SEVAN, R B Optratlng Reactors Branch 2 82/12/23 OELOEOROE. L 

Commonwealth Edison Co 2pp 16667 072 24X Flche 90-254,62/12/23. 

0301040191 


—0301040195 Amends 84 t, 77 to Licenses DPR-29 (, DPR-30, rtspectivaly. 
expanding Tech Specs for icram discharge vol to include 
surveillance requlramente for vent 6 drain valves 
VAS0ALLO, 0 B Operating Reactors Sraneh 2 B2/12/23 14pp 

16667.074 24X Flche 50-294, 02/12/23, 03OiO4O19i 


"8301040199 Safety evaluation supporting Amends 64 t< 77 to Liesnsss 
DPR-29 t< DPR~30, rtspectivaly 

M Office of Nuclear Reactor Regulation, Director 62/12/23 Spp 
(6667 OSS 24X Fiche 90-254,82/12/23.0301040191 


— 6208040257 "ONR Scram Discharge Vol Long-Term Hod. Quad Cities Station. 
Units 1 t, 2, " technical evaluation rapt 
MUCHA. E Franklin Inst 1 tute/Frank 1 In Raseareh Center 
TER/C 5506-6 3/69 02/07/13 ECCLESTON, K NRC - Mo Detailed 

Affiliation Oiven 67pp 16667 090. 24 X Fiche’ 50-294. 02/12/23. 

0301040191 


—8301040230 Notice of Issuance 1, availability of Amends 04 & 77 to 
Lictnsts DPR-29 ti DPR-30, respective ly 

VASBALLO.D B. Operating Reactors Branch 2 82/12/23 2pp. 

16667 150 24X Ficha 90-254,82/12/23,0301040191. 


0212060396 Oansric Ltr 62-30 to all 1 tc ensees . appl Icants for OL 1, 
holders of CPs re filings cenetrnlng IOCFRSO production t, 
utllliatlon facllltlss Current listing of branch assignments 
for nuclter reactor projects t< sve list end 

EI8ENKUT. D. 0 Division of Licensing 82/12/28 Consolidated 
Edison Co. of New York, Inc llpp 16668 001 24X 

Flche. 50-000, 62/12/20, 6212060396 


8301030164 Proposes sllmlnation of high dryusll pressure trip h 
Installation of manual automatic depr assurl latton sys 
inhibit switch, bassd on racommtndatlons in BUR owners group 
supplemental rept re TMl Item tl K 3 IS 

RAUBCH, r J Commenuaalth Edison Co. 02/12/28 EIBENHUT, D 0. 
Oivlsion of Lictnsing 2pp 16617:054 2 4X Flche- 50-000, 62/12/26, 

8301030164 


— 6301110667 Forwards public version of public info pamphlets re 
actions to take in case of nuclear accidents 

KOORE.R D Ccmmonwealth Edison Co, 82/12/31 DENTON, H R. NRC - 
No Detailed Affiliation Oiven. 49pp. 16767,268. 24X 

Flche. 50-000, 03/01/07,0301110664. 
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6301040287 Faruard* «ddl info rtquofetd 620B0& n THI 1 It B 3i 
'Poot-Accidont Sampling fiifi “ Util in vaitig at ing avallabl* 

«ourc«i far divaloping procadfurti for aitloiatlng titrnt of 
corn damaga batad on tampla analv»la 

RAUSCHi T J CommoniJtalth Edison Co 82^13/57 EISENKUTpDO 
Divialon of Liiinilng 33pp 1&&3B'313 24X Flchs 50-000, e2>'12/'27. 

6301040337 


6301040317 Advista that util doai not Inland to provlda Rag Oul da 1 77 
inplamantatlan schadula by 321231 at pravlouily statad In 
ratponta to Oan-arlc 1-tr 82-10 BchaduJa uilll ba providad 
u/lntagratad ratponta to 6ECy-82-lll 

BELOEOROE.U 0 Commonweal th Ed 1 1 on Co. 82/12/29 EISENHUT, D 0 
Blvltlon of Llcaniing Ip t6A43 234 34X Floha 50-000.82/12/27, 

8301040317 


8301170035 Fopwardt panuaat for addl Info ra NEDE-247SB-P , "Analgtit of 
Oanarlc BUR Saf aty/Ra 1 laf Valve Operability Teats Raiultt." 
to complata raviaw of UURE0-0737i Item 11 D 1. "Reliability 
Englnaarlitg ” Ratponta raquaited within bO days of Itr data 
VASSALLO, D B Operating Raietora Brandh 2 83/01/04 DELOEOHflE. L 

Conmonuaalth Edison Co 3pp 16848 332 24X FI ch a. 50-254, 83/01/04, 

8301170035 


8301140193 Suhititt aupp lamantal raaponta to Oanarlc Ltr 81-04 on 
impleirentatlDn of NUREO-0313, Rev 1. par ARC 021028 raquait 
Capability of leak datactlon tyt maabt guldeltnai Lists of 
lyt u/nonconf ornlng matls tnc 1 

RAVSCHiT J Copmanwaalth Edison Co 83/01/07. EISEMKUT. D 0 
Division of Litsnslng. 6pp. 16804,230 a4X Fit ha. 50-000, 83/01/07, 
8301140173 


6301110134 Oanerlc Ltr 83-02 to all BUR llesntaas ra HURE0-a737 
Tsch Specs Requaits reippnta rs davlatians from anc 1 
gulifanca it nodal Tech Specs within 70 dags of racalpt of 
Itr.Svc list end 

EtSEIlHUT. Jl 0 Division of Licensing 63/01/10 Commonuaaith 
Edison Co 13pp 16866 136 24X Flche 50-000. 83/0] /lO. 83011 10134. 


8301180317 RsquBsti approval of delay of Impl amrnta t Ion of revised 
procedures re correction factor curves mead to correlate 
high-rangi noble gas monitor cbannal reading to actual 
plant relttsa Coaplation eipactrd by 830701 

BMARTZ.E.D Comnpniwaal th Edison Co 03/01/14 DENTON. H ft Office 
of Nuclear Reactor Regulation. Director 2pp, 16824,357 24X 

Flehs 50-000,83/01/14,8301100317 


8301250134 Forwards supplemintal rasponss to Oanerlc Ltr 61-04 on 
Implementation of NUREO-0313, Rav 1 rt leak detection tys. 

RAUSCH, TJ CoramonuBBltb Edison Co 03/01/16 DENTON, H R Office 
of Nuclear Riactor Ragulatlon, Director 6pp I6B9S 203 24X 

Fichi. 50-000, 63/01/18, B30I2SO134 


8301250202 Forwards safety evaluation & proprietary & nonproprletary 
**81711(0 of Llceniea RasoJutlon of Outstanding Issues From 
NRC Equipment Environ technical ivaluation ropti. 

Proprietary repts withheld iref 10CFR2. 790> 

VA8BALL0, D B Operating Rsactort Branch 2 83/01/18 DELOEORCE.l. 

Commonwealth Edison Co 3pp 16674,001 24X Flche- 50-254, 83/01/18, 

8301250202 


— 6301250205 Safety evaluation re environ qualification of safaty-relatad 
electric equipment Justification for continued operation for 
items in NRC Categories I k,ll.a t. II. b U info rs pressure/ 
temp SVC conditions inside containment requested 
u Office of Nuclear Reactor Regulation, Director 83/01/18 Spp 
16894 004 24X Fi c he- 50-254, 83/01 /IB, 6301250202 


8301250693 Summary of 821317 meeting w/OE & Hark I Owttirs Oroup in 
Bethcida, HO ra suppression pool local to bulk temp 
difference analysis h single vant lataral chugging load. 

SIEGEL, B Operating Raactori Branch 2, 83/01/18, Operating 

Reactors Branch 2 55pp 16707-225. S4X Flcha 50-000.83/01/18, 
8301250673 


8001260286 Forwards revised draft radiological effluent Tech Bpeci 
incorporating response to EMO comments In CA Mill Is B20817 
ltr Items 36,36,50,53 4< 97 are preliminary tc lubj to change 
following detallsd review to be completed in Feb 1993 
RAUSCH. T J. Cominon(dBalth. Edison Co, 83/01/21, DENTDH. H ft Office 
of Nuclear Reactor Regulation. Director SSpp, i6?0B 339 S4X 
Flche- 50-254, 83/01/21,8301260286 


Q, Inspection reports, IE Bullstins li correspondence 


B301100050 Responds to FQIA request for 12 categories of documents re 
fecltltlee Repts re MARCH code may ba purchased from NTIB. 

Forsrardt documents listed in App A, Search for Items 3, 6,7. 9, 

II l< 12 Identified in request continuing 

FEUTOM, J. M Division of Rules end Records, 62/12/07 HIATT. B.L, 
Ohio Cttlrens for fteiponsiblc Energy Spp 16754:003 24X 

Flchs 50-000.02/12/07,8301100050 


— 8301100064 Advises that action on IE Bulletin 78-03, ‘'Potential 
Eiploslve Oas Mlrture Accumulations Aitoc iated W/BWR Dffgas 
Sys Opsratlons. " comp 1 • ted, inc ludlng revl ewe of licensee 
responses 1. offgas eye Summaries of offgas sys sncl 
JORDAN, E L Office of Inspection t Enfareement, Office of the 
Director 78/11/29. GRIMES. B K Assistant Director for Engineers 
i. Projects (Pro 7906251 37p p 16754 240 24X 

Ftche 50-000,82/12/07,8301100050 


— B301100212 Advises that end IE Bullslin 78-03, "Potential Es plosive 
Gas Klsture Accumulations Associated H/BUR Offgai Bys 
Opsrations, " has bean sent to listed llctnsea for action/ 
info 

PAPPAS.H Rtglon 3, Chicago, Office of the Director 70/02/10 
Division of Rsacto-r Construction Inspection 3pp 16794 1 87 24X 

Flche- 50-000, 82/12/07. 8301100050 


0301140201 Forwards IE BERs 50-254/82-28 ti 50-865/88-24 conducted In 
Nov 1982 No noncomp 1 tance noted 

HIND, J A Division of Emergency Preparedness tc Operational Gupport 
82/12/20, REED.C, Commonuealth Edison Co 2pp 16806 131 24X 

Flche 50-254,82/12/20,6301140281 


—8301140295 IE SERt SO-294/82-22 tc 50-265/88-24 conducted In Nov 1782 Nc 
noncompl lance noted Major area* inspected 8ER of emergency 
plan tc Nov 1981 tc June 1782 s Iti-spec If Ic annex 

PHILLIPS, H P j AXELSON, M L, , PAPERIELLOiC J Division of Emergency 
Priparsdnsss tc. Operational Support 62/12/21 27pp 16806 133 
24X Flche 90-254,82/12/20,8301140281. 


8208170267 IE Info Notice 82-Si, ''averexpaiuras in PUR Cavities '* 8vc 
list end. 

OEYCKJNO.R.C Director's affics. Office of Inspection and 

Enforcement 82/12/21 ConiOlldatad Edison Co of New Vorki Inc. 

lllpp 16687 239 24X Flche- 60-000. 82/12/21, 8208170269 


6212060351 IE Info Notice 82-52, "Equipment Environ Qual 1 f icatl on 
Tasting Experience - Updating of Test Bummarlss Prsvlously 
Published In IE Info Notice 81-S7 '* Svc list and 
JORDAN, E, L Division of Engineering t. Duality Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co. of New York, Inc 

Itspp 166B1 068 24X Flche: SO-OOO, 82/12/21, 8212060351, 


82120603SD IE Info Notlct 82-53, ''Hein Transformer Failures at North 
Anna Nuclear Power Btatlon. '' Svc list end 

JORDAN, E,L, Division of Engineering ti Quality Assurance (Pre 
830103) 02/12/22 Consolidated Edison Co. of New York. Inc 

114pp 16758 017 24X Ft c he: 50-000, 82/12/22, 0212060350. 


8208190275 IE Info Notice 82-54, "Ues t inghous e NDFO Relay Failures in 
Reactor Protection Sys." Svc list end, 

JORDAN, E L Division of Engineering tc Quality Asiurancs (Pre 
8301031 02/12/27 Coneolidated Edison Co of Niu Vorki Inc 

lIOpp 16962,139 24X Flche 50-000,02/12/27,8200190275 


B301'040200 Forwards addendum to IE Insp Repts 50-254/82-13 Ic 
50-269/82-15 on 620719-23, consisting of comparative beta t, 
gamma analyses 

PAPERIELLOiC J Division of Emergency Preparedness tc Operati ona 1 
Support. 82/12/27- REED.C Commonwialth Edison Co ip 
16639- 096 24X Flche; 90-254, 82/12/27.8301040208 


— 0301040307 Addendum to IE Insp Repts 50-254/82-13 & 50-265/02-IS on 
620719-23, c ont tstlng of comparative beta It gamma analyses, 
e Region 3, Office of Director 02/00/17 Ip 16639.097 24X 

Flche: 50-294182/12/27,0301040200 


6208190273 IE Info Notice 82-9S, "Seismic Qualification of Westlnghouse 
AR Relay U/Latch Abtachmertts Usad in Mestlnghouss Solid 
State Protection Sys.*' Svc list end 

JORDAN. E L. Division of Engineering t. Quality Asiurancs (Pre 
030103), 82/12/26 Consolidated Edison Co of New York, Inc 

109pp. 16068:014 24X Flcha- 50-000, 82/12/20,8200190273. 


030117003? Forwards IE Insp Repts 50-254/82-19 t, S0-26S/82-22 on 
e20922-120B.No noncomp llmnce noted 

little, H. 8. Division of Engineering It Technical Programs, 82/18/28 
REED.C Commonwealth Edison Co. 2pp 16812:212. 34X 

Flcha 50-254,82/12/88,8301170039 


—8301170045 IE Insp Rapts 50-254/82-1? t, 50-265/82-22 on 820722-1208 Nc 
noncompttanca noted. Major areas inspected . rep lacament, 
rapa i r, weld Ing It NDEs of reactor (deter cleanup sys piping ti 
OA/QC program. 

ward, K 0., OANIELEON, D, H Division of Engineering t( Technical 
Programs 82/12/23. ISpp, 16812.214 24X Flche. 50-254.82/12/28, 

8301170037. 


8212060384 IE Info Notice B2-S6, "Robsrtshaid Thermostatic Flohi Control 
Valves " Svc list end. 

JCftOAH, E. L. Division of Englntering It Quality Assurance (Prt 
630103). 82/12/30 Consolidated Edison Co of Nt(j Yorti Inc, 

lllpp 1 6758 : 1 37. 24X Flche: 50-000, 82/1 2/ 30, 82 1 2060354. 
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^301210201 Foruardt itatu* rapt a« of 630112 for design ti installation 
of safa shutdoun sgs piping supports per IE Oullatin 79-14 
Complatlon data of 830219 actilavabla u/no margin for ang 
unforsaan problams 

RAUSCH. T U Commonuealth Edison Co 63/01/13 KEPPLER, J 0. Region 
3. Off lea of Director 3pp 16672 112 24X Flcha 90-000.63/01/13, 

6301210201 


fl Periodic operating reports (. related correspondence 


0301140361 Forwards monthlg operating repts for Dec 1962 

KALIVIANAKtS, N Commonwealth Edison Co 63/01/03 Director's 
afflce. Office of Inspection and Enforcement Ip 16807 194 24X 

Fiche 30-294.83/01/03,6301140361 


^-6301140377 Monthly operating repts for Dec 1982, 

SUSS. R D Commonwealth Edison Co 63/01/03 26pp 16607 199, 
24X Fiche 90-294,63/01/03,6301140361 


0301140442 Forwards listing of changes, tests t. esperiments completed 
during Dec 1962 & summary of safety evaluat ion, per 
10CFfi90 39 

KALIVIANAKtS, N Commonuealth Edison Co. 63/01/03 CA6E.E 0 
Office of Nuclear Reactor Regulation, Director 4pp 16808 279, 
24X Fiche 90-294,63/01/03,6301140442 


& Reportable occurrences, LERs tc related correspondence 


0301100090 Respondt to FOIA request for 12 categories of documents re 
facilities Repts re MARCH cede mag be purchased from NTI8 
Forwards documents listed in App A Search for Iteme 3, 6, 7, 9, 

11 ti 12 identified in request continuing 

FELTON, U M Division of Rules and Records 82/12/07 HIATT, 6 L. 
Ohio Citltans for Responsible Energy 9pp 16794 003 24X 

Fiche. 90-000, 82/12/(>7, 8301100090 


— -6301100075 Forwards “Review of Explosions in BWR Offgas 8ys" fc 
HR Denton 73062? memo re dose consequences from explosions 
Listed areas should be examined by Directorate of Licensing 
to determine if addl requirements should be Imposed on BURs. 
ORIER.B H Atomic Energy Commission, Directorote of Regulatory 
Operations 74/04/02 OIAMBUSSO, A Atonic Energy Commission - 
Deputy Director for Reactor Projects. Epp, 16794'OOe 24X 

Fiche. 90-000, 02/12/07, 0301100090 


"8301100060 "Review of Explosions in DNR Dffgas Sys " 

MCDERMOTT. R J Atomic Energy Commission. Directorate of Regulatory 
Operatlont 74/04/02. 40pp 16794 010 24X 

Fiche 90-000,02/12/07.6301100050 


S301040143 Cenf Irms 821220 discussion re plane to hold enforcement 
conference on 830114 at Region 3 ofes. Conference relatee to 
circumstances surrounding two recent operational evants 
involving isolation of turbine first stage pressure sentor 
aPESSARD.R L Division of Project ti Resident Programs 82/12/26. 
REED.C. Comnonwsalth Edison Co Ip 16633 144, 24X 

Flcht 90-294, 62/12/26, 6301040143. 


V. Operator Examinations 


6812220443 Osnsrlc Ltr 62-36 to all pouer riactor 1 icansees. app licanti 
for OL. NS6 6 reactor vondori & AEs rt moating to discuss 
recant dtvalopmtnts for licensing exams. Advises that meating 
will be held on 630211 re operator licensing 8vc list end, 
EtSENHUT.O 0 Division of Licensing. 82/12/22. Cansolidatad 
Edison Co of New York. Inc. 12pp. 16681,072 24X 

Fiche- 90-000. 62/12/22, 6212220443 


9301120078 Oaneric Ltr 83-01 to power reactor licensaas t, applicants 
for OL rt operator licensing exam site visit Requasts 
Bchedula re exam raquaets expacted for submittal prior to 
691231 for llstsd catagorlas 8vc list and, 

EI8ENHUT.D.0, Division of Licensing. 83/01/11. Consolidated 
Edison Co of Ntw York, Inc. llpp 16893-243 24X 

Fiche 90-000,03/01/11,6301120070 


tJPCKET 50-266 POINT BEACH NUCLEAR PLANT, UNIT 1 


Security, medical, emergency ti fire protection plans 


9301110397 Forwards IE Insp Rapt 90-266/82-23 on 621119-17. No 
noncompHance notad 

MILLER, J.R Division of Englntarlng 6 Technical Programs 82/12/14 
BUR8TEIN.8 Nltconsin Elactrle Pewir Co. 2pp, 16747,006 24X 

Flchs- 90-266, 62/12/14, 8301110397 


—8301110364 IE Insp Rept 90-266/02-83 on 821119-17 No none ompl lane* 
notad Major araas Inspected radiation, protection acbivltlas 
associated w/refueling (, maint outage, Inc iudtng radiation 
protection organl lation, train Ing, poet Ing (, access control 
LOVENDALE, P C , ORANT, U B , OREOER, L R Region 3, Office of 
Director 02/12/13 6pp 16747 010 24X Fiche 90-266,02/12/14, 

83011 10397 


6212060349 Oenerie Ltr 62-33 to all licensees of operating reactors, 
appllcents for OL 6 holders of CPi re Suppl 1 to NUREO'0737i 
-'Requirements for Emergency Reipense Cepablltty '* 

NUREO-0737, Suppl 1 (< sve list end 

EISENHUT, D 0 Division of Licensing 82/12/17. Consolidatod 
Edison Co of New York, Inc 77pp 16601 206 24X 

Fiche 90-000,82/12/17,6212060349 


6212220449 Oenerie Ltr 82-39 to all reactor licensees, CP holders 4 
applleenti for CPs re problems w/subml t tals of 10CFR73 21 
safeguards info for licantlng review Procedures re 
trensmittel of info outlined 8vc list end 

ElSENHUr.DO Division of Licensing 82/12/22 Consolidated 
Edison Co of Ntw York, Inc 13pp 16690 021 24X 

Fiche 90-000,82/12/22,6212220449 


8301260169 Foruerdi draft safety eveluatlon of 820630 & 1011 requests 
for exemption from Section lit 0 of App R within plant fire 
trees Notification of corrections & plan of action chosen 
requested within 3 wks 

CLARK, R A Operating Reactors Branch 3 S3/01/14 FAY.C N 

Ulfcontin Electric Pouer Co 29pp 16919 292 24X 

Fiche 90-266,03/01/14,8301260169 


— 8812080461 Forwards review of util fire modeling t. analytes used to 
justify exemption requests from 10CFR50,App R requirements 
BOCCIO.JL Brookheven National Laboratory, FIN A-3703 
02/12/03 EBERLV.R Chemlce 1 Eng inetr ing Branch 23pp 
16919 321 84X Flchs 90-266,63/01/14,6301860169 


0 Adjudicatory correspondence 


6301120221 Statement of inadequate record. Eddy current testing not 
proved adequate for sleeving steam generator tubes Record 
mutt be reopened Certificate of Sve end 

ANDERSON, P Nlsconsin's Environmental Dtcada 82/12/30 6pp 
16776 119 24X Fiche- 90-266, 62/12/30, 8301120221 


8301070094 Retponde to 621116 ltr re return of spent fuel dements 
from Nett Valley to plant Ouestion of whether plant OL 
authorlies rtturn (, plant repottession under review 
CUNNINOHAM.O H Office of the Executive Legal Director 83/01/04. 
JACK, H A New York, State of, Energy Research & Development 
Admlnistretton Ip 16667 327 84X Fiche 90-000,83/01/04, 

6301070094 


— 6301070062 Requests confirmation that util may receive i. store at 
plant, 114 spent fuel assembliit discharged from plant 
currently located at Nest Valley 

JACKiH A New York, State of. Energy Research I. Oevelopnant 
Administration 82/11/16 CUNNINOHAH, 0 H Office of the 
Executive Legal Director 2pp 16687-328 S4X 
Fiche 90-000.03/01/04,0301070094 


8301070074 Brief opposing NX Environ Decade 821220 appeal from A3LB 
621210 special prehearing conference order dlsmlialng Decade 
from proceeding. Decade properly diemlesed for failure to 
flit one good contention Certificate of Sve end 

BACHHANN.RO , HCOURREN, H. J. Hearing Branch 1 83/01/04. Atoml, 

Safety and Licantlng Appeal Panel 24pp 16667.303. 24X 

Fiche. 90-266, 63/01/04, 8301070074 


830107030? Forwards licensee 630104 brief opposing NI Environ Decade 
621220 appeal of ABLB 821210 order dlemlsslng Decade 820610 
petition to Intervene Expeditious actlo-n requested due to 
fteem generator repair schedule 8vc list end 

CHURCHILL, B, N, Shaw, Pittman, Potts 4 Trowbridge CHURCHILL, B. W 
Hi scons in El a e trie Power Co 63/01/04 MOORE, T 8., JOHNSON, W R. , 
OOTCHYi R L Atonic Safety end Licensing Appeal Panel. Spp 
16666 032 24X Fl the. 90-266, 83/01/04. 8301070309 


— 8301070312 Brief apposing Ml Environ Docade 821220 appeal of A8LB 
621210 special prahearlng conference order denying Decade 
620810 petition to Intervene Decade willfully felled to 
attend special prehearing conference N/Certlf icete of Sve, 

CHURCHILL, B N Nlfconsin Electric Power Co CHURCHILL, 6. M Bhau, 
Pittman, Potts 6 Trowbridge, 83/01/04. Atomic Bafety end 
Licensing Appeal Panel 95pp 16666:039 . 24X 

Fiche 90-266.03/01/04,0301070309 


8301070347 Notice of A8LAB constitution T8 Moore, chairman !< HR Johnson 
1. RL Ootchy, members. 

shoemaker, C J Atomic Safety and Licencing Appeal Panel. 83/01/QS 
Ip 16689 109 24X FUN t- 90-266, 83/01 /09i 8301070347. 


84 


DOCKETED ITEMS 


9a01i2a247 Caminantt on MI Environ Dtcodo o'H inail«44ioto 

rocordi Statonont il lnionii»tont u/ConAltolon rogulatlonoi 
■rronoouo In statvnont of iaui untlAol dtvoiil of now factual 
info k ahould not ba coniidaratf Cartlficata of Svc and 
niDOMAVtO.A Uitconain Elactrlc Poiaar Co RlOOWAYtD A ShaUt 
Plttnanr Pott* & Troubrldga. 33701/07. Spp 1&774 123 SAX 
Ficht 90-S<&&. 83/01/07.8301120247. 


8301120318 Foruarda 821210 rav to llctntaa 821119 LER 88-017/017-1 
containing addl Info r* addg currant indication on Innar 
dianattr of t laava U/a rav 8vc Hat and 

RIOOWAY.D enau. Plttnan, Potta ti Trodibrldga, RIDOUAY.O Hiaconiln 
Elactrlc Pouar Co B3/01/07. SLGCH. P. B . KLINE. J R. . PAXTON. H C 
Atomic Safatg and Llcanalitg Board Panal Spp 16774 274 S4X 
FJcha 90-266.83/01/07.8301120318 


6301110348 Propoiad Initial daciaion on addg currant tasting Issut Eddg 
currant tasting of slasvad tuba* adaiiuata to confirm 
aitromaly iou probabllltg of abnormal laakaga Cartlflcata of 
Svc and 

BACNHANN. R 0 Haarlng Branch 1 83/01/10 lepp. 16747 019 34X 

Flcha. 90-266. 83/01/10. 8301 1 10348. 


8301170342 Forsiard* raplacamant P 2 of llctnaaa 831220 proposed 
flnd'lng* of fact 1. conclusions of law In form of proposed 
Initial dactslon Citations supporting Paragraphs 3 A 4 
added 

CHURCHILL. E. H. Bhau. Pittman, Potts A Troubridga. CHURCHILL. B M. 
Wisconsin Elactrlc Pouar Co 93/01/10 ELOCH.P B. . KLINE. >1. R. • 
PAXTON, H C Atomic Safatg and Llcanslng Board Panal. 3pp 
16813 198. 24X Ficha. 90-266,83/01/10. 8301170242. 


— B301 170291 Raplacanant P 2 of 821220 proposad findings of fact A 
concloslon* of lau in form of proposad Initial daclsion. 

Svc list and 

a Ifisconsln Electric Power Co 83/01/10. 2pp 16813 200 84X 

Flcha 50-266,83/01/10.8301170242 


3301190312 Raiiuasts Issuance of initial doclsion authorising OL amands 
to permit sleeving of ateam ganarator tubas Llcansat A NRC 
filed proposed finding* of fact A conclusions of law on 
821223 A 8301 10, roapactlvaly Certificate of Svc and. 

CHURCHILL. 8 H Sfiau, Pittman. Pott* A Troubrldga. CHURCHILL.B. If 
Wisconsin Elactrlc Power Co 83/01/17. BLOCH. P B. . KLINE. >1 R . 
PAXTONjH. C Atomic Safatg and Llcanslng Board Panel 4pp. 

16846.262 24X Ficits 90-266,83/01/17.8301190312. 


1301250496 Hamorandum A Order granting licantaa proposed transcript 
corrections 

BLOCH.P.B Atomic Safatg and Llcanslng Board panal. B3/01/84 
Wisconsin Electric Powsr Co. tp, 16999' 197. 34X 
Flcha 90-266, 03/01/24.8301290496. 


I. Insurance A Indamnltg Information 


— 8301070392 Safatg avaluatlon re environ qualification of safatg-relatad 
electrical equipment. Continued oparatlon until complatlon of 
environ qualification program presents no undue risk Two 
major qualification daflclancles listed 

a Office of Nuclear Rtactor Regulation, Director 62/12/22 Spp 
16708 004 24X Fieha. 90-266. 83/12/22. 8301070346 


— 8301070359 Bafatg evaluation ra environ qualification of safatg-relatad 
electrical aqulpmant Continued operation until completion of 
environ qua 1 1 f tcation program presents no undue risk Two 
nejor qualification daf Icianc le s listed 

* Office of Nuclear Reactor Ragulatlon. Director 82/12/22 Spp 
16708-009 24X Flcha' 50-266. 82/12/22, 8301070348 


— 0210040092 Forwards "Review of Licensee Resolution of Outstanding 
Issues From NRC Equipment Environ Oualif 1 cation Safety 
Evaluation Ropta <F-11 A B~60>. Point Beach Nuclear Plant. 

Unit I." technical evaluation rapt 

PANDEV. S Franklin tnatltute/Franklln Research Center 

NRC- 03-79-1 IS. 82/09/28 BA JMA, S NRC - No Detat led Aff i Ilatlon 

Olven 2pp 16708.014. 24X Flche: 90-266, 02/12/22, B30107034B. 


— 8210040095 "Review of Licenieo Resolution of Outstanding Issues From 
NRC Equipment Environ Ouallflcatlon Safety Evaluation Repts 
fF-Il A B-601i Point Beach Nuclear Plant, Unit 1. “ technical 
evaluation rapt 

PANDEY. S Franklin Institute/Frant I In Research Center 
MHC-03-79-1 10 TER-C9297-506 82/09/20 LE, N E , BHCMANBKI.P 

NRC - No Detailed Affiliation Olven S19pp 16708 016 24X 

Flche. 90-266, 82/12/22. 8301070348 


— 8210040136 Forwards nonpr oprlatarg "Reviau of Licensee Resolution of 
Outstanding Issues From NRC Equipment Environ Qualification 
SERt <F-ll A B-60), Point Beach Nuclear Plant Unit 2," final 
technical evaluation rapt 

PANDEY.8 Franklin In* tl tute /Frank 1 In Research Center 
NRC-03-79-I1S 82/09/29 BAJWA.S. NRC - No Detailed Affiliation 

Olven 2pp, 16709-173. 24X Flche 90-266.62/12/22.8301070340 


— 821004013S Nonpi sprleterg "Ravlaw of Licensee Resolution of 
Outstanding lasuas From NRC Equipment Environ Qualification 
BERi <F“1I A B-601, Point Beech Nuclear Plant Unit 2." final 
technical svaluatlon rapt. 

PANDEY. 6 Franklin Ins tl tute /Frank I In Research Center 
NRC-03-79~l 10. TER-C 9297-907. B2/09/28. LE. N fl . flHEMANSKI.P 

NRC - No Detailed Affiliation Olvan 93Spp 16709.179 24X 

Flcha ' 90-366. 82/12/22. 9301070348, 


8312060356 Oaneric Ltr 82-30 to all llcaneae*. applicant! for OL A 
holder* of CPs r* filings concerning 10CFR90 production A 
utilisation fac llitlee. Current listing of branch assignments 
for nuclear rtactor projects A eve list end 

EI6EMHUT.D 0. Division of Licensing 63/12/20. Consolidated 
Edison Co. of Hew York. Inc. Itpp. 16668 001 24X 

Flcha. 90-000. 82/12/29. BSl 2060396. 


'301110619 Forwards Endorse slants 69 A 97 to NELIA Pol leg NF-178 A 
HAELU Policy HF-SS. respac tlvolg. Endorsement* 1-3 to 
Certtflcetss I8 A 19 to NELIA A NAELU Hatter Paliclt* 1 also 
end. 

DUNDAB. U J. Wisconsin Electric Power Co 83/01/07, Antitrust A 
Economic analysts Branch (Utility Financsl 21pp. 16749.039. 24X 

Flche 90-266. 83/01/07. 0301110619. 


Operating license stage documeiits A correepondence 


30.10S0249 Request* approval for site visit in Jan 1903 to discuss 
proposed ALARA A radiation training program to he conducted 
in preparation for A during replacement of steem 
generator major componants, 

CLARK.R.A Operating Reactors Oranch 3 82/12/19. FAY, C. W 

Hlicansln Elactrlc Power Co. 2 pp. 16669;OI>3. 24X 

Flche 90-266, 62 /1 7/19, 830 109024 9. 


6301040399 Respond* to 821019 rsquast for eddl Info re TNI Item 
II K 3 S9i 'Tower to Pump Stale " Upon lost of offsite ae 
power. two emergency diesel generators will automatically 
start. 

FAV.C W. Wisconsin Elactrlc Power Co 82/12/28 DENTON. H R 
Off let of Nuclaar Reactor Ragulatlon, Director. CLARK, R. A 
Operating Rsactors Branch 1 4pp. 16639 339 34X 

Ficha4 90-266. 82/12/28, 0301040399 


3301070349 Subnlta commants on draft EOO-EA-6109, "Identification A 
Ranking of Nuclear Plant Structures, Syi A Components A 
Oradad OA Oul daldnaa. ■' Proposed requirements will not 
Improve safety of operating plants 

FAY.C W. Wisconsin Electric Power Co B3/0t/03 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. HAA88. H P. Ouellty 
Atturence Branch 2pp 1^609; 103. 24X Flche. 90-266, 83/01/03, 

0301070349 


V01050405 Forwards safety svaluatlon of licensee B20930 reiponee 
NWE9-0737, Itesi II. B 3, "Post-Accident Sasipllng Sy*. '■ Eight 
Op {1 ctitoTis Ifort € ojipr«fi«n>ivt ^rogr^M Por 

estimating core danaga required. Heating tuggastad. 

CLARK.R.A Oparatlng Reactors Branch 3. B3/12/22. FAV.C. H 

Ulsconiln Elactrlc Pouar Co 23pp. 16669' 009 34X 

Flcha- 90-266. 82/12/22.8301090409 


0301110290 Forwards Tech Spec baal* change re leakage tasting of 
cuntatnmsnt purge supply A eihaust valvtt Test will be 
conducted per Tech Spec 19.4 4. 1I> "Type B Tests”, measuring 
laakags across individual prassure boundaries 
FAY.C W. Wisconsin Elactrlc Power Co. 03/01/04. DENTON. H R 
Office of Nuclaar Reactor Ragwlatlon. Director. CLARK. R A. 
Operating Reactors Branch 3. 2pp 16747:163 24X 

Flche: 90-866, 03/01/04,8301110258. 


Forward* 0ER* A tachnical (valuation reeti rt anvlrqi 
qualification of safety-related elactrical equlpsient. Plan* 
for qualification or replacement of equigaent in NRC 
Categories I 8,11. A A It B requested. 

CLARK, R, A Operating Reactors Branch 3. 02/12/22 FAY, C. W. 

flscontln Elactrlc Pewtr Co. 3pp. 16706:001. 24X 

-Iche; 90-266, 82/12/22. 8301070348 


— 0301110869 Proposed Tech 8pac re leakage testing of containment purge 
supply A esheuet valYes. 

• Wisconsin Electric Power Co. 82/10/24. Ip. 16747.169 24X 

Flche 90-266,03/01/04, 8301140296. 


8301270104 Forwards Instrumentation error analysis of reactor vessel 
water level indication sys. comp letlng rasponse to NRC 
820619 request for Info 

FAY.C. W Wisconsin Electric Power Co 03/01/19 DENTON, H.R. 

Office of Nuclaar Reactor Regulation, Director. CLARK.R.A 
Operating Reactore Branch 3 lOpp 16934' 194 24X 

Flche. 90-866. 03/01/19. 8301270184. 
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Q. Intpactlon reportti IE Bullttlna & eorretpondanca 


0301110357 Forwards IE Insp Ropt 5O-2Aii/0cJ-33 on BSl 115-17 No 
noncomplianci noted 

NILLERiJ R Division of Engineering (i Technical Programs 8S/tS714 
BUR9TEIN»8 Wisconsin Electric Power Co Spp 16747 008 24X 

Flche 50-266.82/12/14,8301110357 


— 8301110364 IE Insp Rapt 50-266/82-83 on 881115-17 No noncomp 1 iance 
noted Hajor areas Inspected radiation protection activities 
associated u/refuellng & malnt eutagei inc luding radiation 
protection organi latlon, train ing. posting it access control 
tOVENDALE, P C . ORANT. M B . OREOER. L. R Region 3, Ofi>iee of 
Director 82/18/13 6pp 16747 010 24X Flche S0-26&. 08/12/14, 

B30U 10397 


B20B19026'? IE Info Notice 82-31, “Overe iposur es In PUR Cavities “ Bvc 
list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 88/12/21 Consolidated Edison Co of New York, Inc 

lltpp 16689 239 24X Fiche' 50-000, 83/12/21, 8208190269 


8212060351 IE Info Notice 82-52, "Equipment Environ Ouallflcation 
Teetlng Esperienee - Updating of Test Summaries Prsviously 
Published In IE Info Notice 81-29 " Svc list end 
JORDAN, E L Division of Engineering & Ouattty Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co of New York, Inc 

llSpp 16681 088 24X Flche 50-000, 82/12/21,8218060351 


8212060350 IE Info Notice 82-53, "Haln Traniformer Failures at North 
Anna Nudaar Pouar Station " Svc list end 

JORDAN, E t- Division of Engineering t< Quality Aisuranca <Pre 
830103) 82/12/22 Consolidated Edison Co of New York, Inc. 

114pp 16758 017 24X Flche' 50-000, 82/12/22, 8212060390 


8808190279 IE Info Notice 82-54, "West Inghouse NBFO Relay Failures in 
Rsactor Protection Sys " Svc Met end 

JORDAN, E L. Division of Englncsrlng Ic Quality Assuranca (Pri 
B3O103) 88/12/27 Consolidated Edison Co of New York, Inc. 

llOpp 16962 139 24X Flche 50-000, 82/12/27,8208190275 


6209190873 IE Info Notice 02-59, "Seismic Qua 1 If icatlon of Waitlnghouse 
AR Relay W/Lateh Attachmente Uted In Weitlnghouea Solid 
State Protection Sys " Svc llet end 

JOROAN.e L Division of Engineering t. Quality Aesuranet (Pre 
830103) 88/12/28 Consolidated Edison Co of New York, Inc 

t09pp. 16868 014 24X Flche. 50-000, 82/12/28, 8208190273 


B212060334 IE Info Notice 82-56, "Robartihaw Thermoetatic Flow Control 
ValvBB, " Svc list end 

JORDAN, E L. Division of Engineering (, Quality Aseuranee (Pra 
830103) 82/12/30 Consolidated Edlton Co. of New York, Inc 

lllpp 16750 137 24X Flche 50-000,82/12/30,8218060334. 


6301160133 Forwards IE Insp Rapts 50-266/82-21 ti 50-301/82-81 on 
881001-1130 notice of violation 

BTREETEfi, J F Division of Project it Reeldent Programs 83/01/03, 
eURSTElN, 8 Wisconsin Electric Power Co, 2pp 16831 306 S4X 
Flche 50-266,83/01/03,8301180133 


—6301180139 Notice of violation from imp on 821001-1130 

STREETER, J F Division of Project li Resldsnt Programs 83/01/03 
2pp 16831 308. 24X Flche' 50-266, 83/01/03,8301180133 


— 8301180149 IE Insp Repts 50-266/82-21 (< 90-301/02-21 on 021001-1130 
Noncompllance noted. failure to follow procedures far 
refueling (t logbooks & records 

HAGUE, R L. , FITZPATRICK, B , REYE0, L A Division of Project i 
Reeldent Programs 63/01/03 Spp, 16831.310 24X 

Flcha 50-266,83/01/03,8301180133 


6301270399 Forwards Inservica Insp rellaf rsquasts for second lO-yr 
insp NRC acceptance of A8NE Section XI relief requests In 
Attachmsntf 2 i, 3 to enable affective Implementation of 
Ineerviea Insp Plan requeetad. 

FAY.C H. Wisconsin El sc trie Power Co. 83/01/19, DENTON, H R. 
Office of Nuclear Reactor Regulation, Director, CLARK>R A. 
Operating Reactors Branch 3, 3Qpp, 16933' 035. 24X 

Flche 50-266,83/01/19,8301270395 


R Periodic operating report! li related correspondence 


6301170127 Forwarde monthly operating repts for Dec 1982. 

FAY.C W Wisconsin Electric Power Co 83/01/10 NRC - No 
Detailed Affiliation Olven. Ip. 16812 049, 24X 

Flche. 90-266, 83/01/10, 8301170127. 


—8301170189 Month ly operating repts for Dec 1988 

FAY, C W. Wisconsin Electric Power Co, 83/01/19 lOpp 
16812 046 84X Flche- 50-266, 83/01/10, 8301 170127, 


8301270148 Forwards “Evaluation of Point Beach Nuclear Plant, 1983 " 
FAY.C W Wisconsin Electric Power Co 83/01/13 KEPPLER, J 0 
Rtglon 3, Office of Director Ip 16935 044 24X 

Fiche 90-266,63/01/13,8301270148 


—6301270156 “Evaluation of Point Beach Nuclear Plant, 1982 " 
a Institute of Nuclear Power Operetione 82/12/31 37pp 
16939 049 24X Flche 90-266,83/01/13,8301270148 


8 Reportable occurrences, CERs Si related correspondence 


8301070237 Forwards LER 82-080/01T-0 

FAY.C W Wisconsin Electric Power Co 82/13/27 KEPPLER, J G 
Region 3, Office of Director. Ip 16686 233 24X 

Flche 90-266,82/12/27,8301070237 


—8301070247 LER 62-020/0 IT-O. on 821 103, fol lowing Type B S, C leak rata 
tests, total as-msaiured leakage eicaeded Tech Spec limit, 
causing reactor coolant pump componant coaling watar to have 
eicestlve leekegt Cause not stated Clapper St seat lapped 
FAY.C W Wisconsin Electric Power Co 82/12/27 Regicn 3, 
Offlcs of Director 2pp 16686 234 24X Flche 50-266. 82/1 2/27< 

8301070237. 


8301040274 PNO- 1 11-82-140 on 821228,43 Cl of noble gas rtltased for 
1 h While shifting mlstd bed denlneral Itari, operational 
error caused 280 gallons of primary coolant eyt watar to 
overflow Into auilllary bldg Water degassed 

LQVENOALE.P , OREOER, L R Region 3, Office of Director 82/13728 
Ip. 16638 341. 24X Fiche; 90-266, 82/12/28, 8301040274, 


8301110171 Forwards LER ea-030/03L-0 

FAY, C W Wisconsin Eltctrlc Power Co 83/01/04 KEPPLER, J.O. 
Raglan 3, Office of Director Ip 16743,392 24X 

Flche 50-266,83/01/04,8301110171 


—8301110180 LER 8a-030/03L-0' on 821217, safety-related snubber located 
on steam genarater A, main steam line, found leaking oil past 
shaft ssal Caused by damaged shaft ssal Q ring New shaft 
seal kit Installed S, snubber tested S, returned to ivc. 

FAY.C W Wisconsin Electric Power Co 63/01/04 Rtglon 3> 
Office of Director 2pp 16743 353 24X Flche 90-266,63/01/04, 

8301110171 


8301210214 Forwards updated LER 82-0t7/01X-2 

FAY.C W Wisconsin Electric Power Co 63/01/10 KEPPLER, J 0 
Region 3, Office of Director Ip 16678’037 24X 

Flche 90-266,83/01/10,8301210214 


— 8301210220 Updated LER 62-017/0 lX-2 on 821030, w/uni t shut down for 
refuel Ing, a ddy current exam of tteam generator tubes 
Indicated four tubes In steam generator A t, three tubes in 
eteam generator B sxciaded plugging limit Caused by eauetic 
FAY, C. W Wisconsin Eltctrlc Power Co 03/01/10 Rtglon 3* 
Office of Dlrsctor 7pp 16872 038 24X Flche. 90-266. 83/01/10, 

8301210214 


8301210192 Forwards LER 02-O27/O3U-O 

FAV.C.W. Wisconsin Electric Power Co 83/01/11 KEPPLER, J 0 
Region 3, Office of Director Ip. 16874 002 24X 

Flchf 90-266, 83/01/11,8301210192 


— 8301210195 LER 82-027/03L-0 on 02121 1, operator noted that steam 
ganerator pretture transmlttar lPT-469 Indicated higher than 
other ehennelt Caused by froten sensing line due to 
Inadequate interim piping ineulatlon 

FAY, C.W Wiiconsln Electric Power Co. 83/01/11 Region 3, 
Office of Director. Spp, 16674.083. S4X Flche' 50-866, 83/01/lt. 
8301210192 


8301210042 Forwarde updated LER a2-020/01X-l 

FAY, C.W Wlfconeln Electric Power Co 83/01/13 KEPPLER, J 0. 
Region 3, Office of Director. Ip 16874.343. 24X 

Flche: 50-266, 83/01/13, 8301210042 


— 8301210050 Updated LER e2-0S0/01X-l on 881108, while performing type B 
(, C leakage tests of containment penetrations t, Isolation 
valves, one valve had leakage exceeding limit Gauee not 
stated, Valve clapper t, seat lapped 

FAY.C W Wiiconsln Electric Power Co 83/01/13, Region 3, 
Office of Director 2pp 16874344 24X Plch e. 50-866, 83/01/13, 

8301810042 


8301210104 Forwards LER 82-028/03L-0. 

FAY.C W Wisconsin Electric Power Co 83/01/13, KEPPLER, J. 0 
Region 3, Office of Director, Ip 16877.059, 24X 

Fich e. 50-866, 83/01/13, 8301210104 
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-8301310108 LER Ba-028/03L-0 on B3l215i TOtffclito Uit on f£r« dotiction 
tv« found ponol DdO? yhlch monitors Unit 1 rod driv» room 
Inopsrobl* Caustd bv blown Pus* Fu*» tt indlt*tior> lipht* 
r*pl«ctd on GatSlS 8»t*etlon sga undergoing dsilgn r»vt*w 
FAVi C W Hlseonsln Electric Power Co SO/Ol/lS Region 3< 
Office of Director Spp 16S77 060 24X Plehe- S0-a66i 63/01/ 13i 

8301310104 


0301210354 Forward* t-ER 92-039/03L-0 
FAYiC W Hieeonsin Electric Power 
Region 3. Office of Director Ip 
Flche 30-266.63/01/13,0301210254 


Co 03/01/13 KEPPLBR.J 
16873 316 34X 


O 


8301200310 f/otlfies tbat response to 82111? request for addl info on 
masonrg block ualle will be delayed until 830114 
BREV.HL. Public Service Co of Colorado 02/12/23 CLARK. R A 

Operating Reaetore Branch 3 Ip 16954 334 24X 

Flche. 50-267, 82/12/23, 8301280310 


8212060356 Oeneric Ltr 82-30 to all lie enseee, «pp lleants for OL & 
holifar* of CP* re flltngi concerning tOCFRSO production b 
utllication. facilities Current listing of branch assignments 
for nuclear raaetor projects b sve list end 

EtSENHUTiDQ Division of Licensing 82/12/28 Consolidated 
Edison Co of New York, Inc. llpp 16860 001 24X 

Flche 50-000.82/12/23,8212060356 


— 8301210250 LER 02-O29/O3L-O on 821216. automat le monitoring b alarm 
program constant found incorract Caused by unknown personnel 
u/accett to on-lina computer Value of constant restored b 
control reds alignment varlfled. 

FAV.C M Wiseoniin Electric Power Co 83/01/13 Region 3, 
Office of Director. Spp 16873 317 24X Flche 50-266,03/01/13, 

8301210254 


8301120502 Forwards Elsenhut 801120 ltr to all power rtactor licensees 
per 821215 discussion Application should be submitted within 
120 day* of racelpt of ltr W/o and 

HAONERrP.’C Division of Resident, Reactor Project b Engineering 
Programs. 02/12/28 LEE, O.R Public Sarvice Co of Colorado 2pp 
16779;349 84X Flcht 50-267,82/12/28,8301120502 


T Htaring transcripts on non-antltrust matters 


8301070316 Proposed evidantiary hearings transcript changes Certifleete 
of Sve end 

RIDOWAY.O A Wisconsin Electric Power Co RIDOWAV.D A Shaw, 
Pittman, Potts b Trowbridge 03/01/04 6pp. 16686' 174 24X 
Flche 60-266,83/01/04,8301070316 


V Operator Examinations 


8212220443 Oenerlc Ltr 82-38 to all power reactor 1 icenacei, epp 1 leants 
for aL,NS3 b reactor vendori b AEi re meeting to discuei 
recent developments for licensing exams Advises that meeting 
will be held on 930211 rs operator I leeni Ing. Bve list end 
EISENHUr.DO Division of Licensing 82/12/22. Consolidated 
Edison Co of Ktw York, leie t2pp 16681 072 24X 

Flche 80-000.82/12/22,8212220443 


8301130228 Informs that review of PCRC liner hot spots continuing LASL 
evaluation end 

WAQNER, P C Operating Reactors Branch 3 82/12/28 LEE.O R 

Public Service Co of Colorado 73pp 16809 198 24X 

Flche' 50-267. 82/12/28, 8301130228 


8301140903 Forward* Generic Ltr 82-23 re Inconiiftency between 
10CFR73 40<d> b STB b listing of generic Itrs recently 
issued 

WAGNER, P.C Division of Resident, Reactor Project b Engineering 
Programs. 82/12/28 LEE, O.R. Public Service Co of Colorado Spp 
16817; 258 24 X Flche. 50-267, 02/12/28, 8301 140503. 


8301180212 Forwards response to NRC 82111? request for addl info re 
NUREO-0612, "Control of Heavy Loads " 

BREY, H L. Public Sarvice Co of Colorado 82/12/29 CLARK, R A 
Operating Reactors Branch 3 tOpp 16B25 230 24X 

Fieh# 50-267,02/12/29,0301180212 


8301120070 Generic Ltr 83-0! to power raaetor licensee* b applicants 
for OL re operator llcenting esam site visit Requests 
schedule re exam requests exptetad for submittal prior to 
BS1231 for lifted eattgories 8vc lift and 

EISENKUr,DG Division of Licenelng 83/01/11 ContoUdetsd 
Edison Co of New York, Inc. llpp. 16B93 243, 24X 

Fiche 90-000,83/01/11,8301120078 
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F Security, medical, emergency b fire protection plant 


8212060349 Oenerlc Ltr 62-33 to ell licanieas of operating reaetore, 
applieanti for OL b holders of CPe re Suppl I to NURE6-0737, 
‘'Requirements for Emergency Response Capability " 

NUnEO-0737, Suppl 1 & sve list end. 

EI6£HHUT,D0 Division of Licensing. 82/12/17. Goniolidatad 
Edison Co. of New York, Inc. 77pp. 16661 208 24X 

Fiehs' 50-000, 82/12/17.8212060349 


8301180075 Conflrxns 830103 telcon authorliing changa to Tech Spec 
Limiting Condition for Operation 4 4-1 ra maint on plant 
protective tys moisture monitors 

OAOLIARDOiU E. Division of Resident, Reactor Project b Engineeriitg 
Programt 83/01/04 LEE.O R Public Service Co of Colorado 2pp 
16833- 361 24X Fiche. SO-267, 83/01/04,8301 180079 


8301180313 Forwards Amend 30 to License DPR-34 b notice of Issuance b 
availability Amend updatee license condition on physical 
protection by incorporating 820610 rev to Chapter 9 of 
Security Plan Encle withheld 

NAONER, P C Divieion of Resident, Reactor Project b Engineering 
Programs. 83/01/04 LEE, O.R Public Service Co of ColoraifD, Spp 
16825 001 34X Flche 50-267,83/01/04,8301180313. 


8301180299 Foruardf application for amend to License DPR-S4, changing 
Tech Spec 4 4-1 ra plant protective sys moisture monitors. 

LEE, O.R. Public Service Co. of Colorado 83/01/06. COLLINS, T 
Ragion 4, Office of Director 2pp 16825 053 24X 

Fieh#' 50-267, 83/01/06. 8301180299 


8212220445 Generic Ltr 82-39 to all reactor Uctnstts.CP holders b 
applicants for CPs re problems w/submlttali of 10CFR73. 21 
safeguards Info for licensing rivlsu Procedures re 
transmittal of info outlined Bve list end 

ETSENHUT.D 0 Dlvlelon of Licensing. 82/12/22. Cansolidatsd 
Edison Co of New York, Inc 13pp 16690:021 24X 

Fleho 50-000,82/12/22.82122204 4 5 


8301180163 Discusses 621021 mooting between util, State of Co, Held 
County b 1/8 Meather Sve ra problems remaining In operation 
b matnt of early warning eye Bummary of meeting must be 
provided. 

MADSEN.O.L Division of Resident, Reactor Project b Engineering 
Programt 82/12/23 LEE, 0 R Public Service Co. of Colorado. 2pp 
16831.346 24X Flche: 50-267. 82/12/23, 8301 1B0I63. 


8301180313 Forwards Amend 30 to Ltcanie DPR-34 b notice of Issuance b 
aviilabilttg Amend updates license condition on physical 
protection by incorporating 820610 rev to Chapter 9 of 
Stcurlty Plan Ends withheld 

MAGMER, P C. Division of Resident, Reactor Project b Engineering 
Program*. 83/01/04 LEE, O.R. Public Borvle# Co of Colorado. 3pp 
16025.001 24X Fieh#. 50-267. 83/01/04, 8301 100313 


P Operating license stage document* b correi pondanc t 


a301'OS0240 Requeete submittal of fee within IS day* for 821020 
application to change Tech Specs re staff working 
hour* b organisation 

DIGGS.R.H License Fee Management Branch 82/12/22 LEE.O R. 
Public Service Co. of Colorado Ip 16669 081 S4X 
Flche. 90-267, 82/12/22, 8301090240 


— 8301180302 Application for amend to License DPR~34, changing Tech Spec 
4 4-1 re plant protective sys moisture monitor* 

LEE.O R. Public Service Co. of Colorado 83/01/07 2pp 
16625:055 24X Fiche' 50-267, 83/01/06, 830 1 1B0299 


—8301160307 Proposed change to Tech Spec 4 4-t re plant protective 
•yt nolsture monitor* 

a Public Service Co of Colorado, 83/01/07. 4pp 16825'; 057 
24X Fleho: 50-267. 83/01/06.8301180299 


8301280148 Forwards "Fort St Vrain Initial Approach to Power tests 
( B-Ser is*}. " Interim Rept 25 for 020923-1222. 

NAREMSaUROiD Public Service Co of Colorado 83/01/11 
COLLINS, J T. Region 4, Office of Director. 2pp. 16999’ 103 24X 

Flche, 50-267, 83/01/11, 8301280148 


— 0301280192 "Fort at Vrain Initial Approach to Power Tests (B-Serist).* 
Interim Rept 29 for 820923-1222 

« Public Service Co of Colorado 83/01/11. 4pp. 16999; 105. 

24X Flche’ 9 0-267, 83/01/11.8301280148, 


8301210225 Requests technical assistance w/propoted Tech Spec tatpolnb 
rev* requested by util Region will provide assi stance, act ae 
contact between NRR b util b process b issue change NRR will 
review request b issue SER N/o end, 

CAOLIARDD, J E, Division of Resident, Reactor Project b Englneerinf 
Program* 83/01/14. EI8ENHJT, D. 0. Division of Licensing. ip 
16878’D73. 24X Fi Che' 50-267, 83/01/14, 8301210225 
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S3atSB0t8& Inform* th«t f** r*iiu«»t»il in NRC 021020 fc 122s Itrt r« 
B20914 application for amtnd to OL. will b* **nt u/lattr 
•ubmittal F** uithhtld until compatlb 1 1 ttv w/propo«>d rul*« 

■ ■ortaintd 

UAREMfiOURO. D Public Strvlc* Co of Colorado 83/01/17 DIOOSiR K 
Clean** F** Managiniant Branch 3pp 16962 049 24X 

Ficha 30-267. 83/01/171 8301200106 


6301310182 Foruardi Amend 31 to Llcania DPR-34f taf aty evaluation (i 
notice of lisuance t< availability Amend ravl*** Tech Spec* 
altouinp plant protective lye moliture monitors to be 
disabled during 030103-13 

HAOKERi P C Division of Resident. Reactor Project t. Engineering 
Programs 83/01/20 LEE.O R Public Service Co of Colorado 2pp 
16963 183 24X Flche 30-267.83/01/20,8301310182 


— 0301310186 Amend 31 to Licanie DPR-34. revls Ing Tech Specs to allou 
plant protective sy* moisture monitors to be disabled during 
830103-13 provided certain compiniatlng measures 
implemented 

MADSEN. 0 L Division of Reildant, Reactor Project It Engineering 
Programs 83/01/20 Spp 16963 186 24X Flche 30-267.83/01/20, 

8301310182 


— 8301310188 Safety evaluation supporting Amend 31 to License DPR-34 
a Office of Nuclear Reactor Regulation. Director 83/01/20 Spp 
16963. 191 24X Flche. 90-267. 63/01/20, 8301310182 


— 8301310190 Notice of issuance It availability of Amend 31 to License 
DPR-a4, 

MADSEN. 0 L. Division of Resident. Reactor Project It Engineering 
Program* 83/01/20 2 pp 16963 193 24)C Flche 50-267,83/01/20, 

0301310182 


Q Inspection reports. IE Bulletins It correspondence 


8301310267 Responds to NRC 821006 Itr re violation* noted In IE Insp 
Rept 50-267/82-19 Corrective actions CN 633 completed on 
811008 It functionally testad via BR S 4 9-A2 on 801028. 

Propar procedures Implemented for processing of CNs it CUPs 
LEE.O R Public Service Co of Colorado. 82/11/03 COLLINS. J T 
Region 4, Office of Director 3pp 16970 140. 24X 

Flche: 50-267. B2/1 1/03, B301310267 


— 8301310271 “Process Beta Monitor Callbr," Issue 20, 

» Public Service Co of Colorado 81/09/11 26pp 16970' 143 
24X Flche 30-267,82/11/03,8301310267 


0301180330 Comments on 8ALP Rspt 30-267/82-28. a* folloujup to B21214 
site meeting. Unique plant statu* has strong Influence on 
personnel errors due to challenges of brant lanti. startups & 
shutdouns. 

HAREMBOURd. D Public Service Co. of Colorado. 62/12/20 
COLLINS. J r Region 4. Office of Director Spp 16S24 271 24X 

Flche: 30-267. 82/12/20, 8301100330. 


B20B190269 IE Info Notlc* 82-51, “Dveresposuret In PUR Cavities “ Sve 
list end. 

DEYOUNO. R C Director's Office. Office of Inspection and 

Enforcement. 62/12/21 Consolidated Edison Co of Niu York. Inc 
111pp. 16689*239. 24X Flche. 30-000, 88/12/21. 8208190269. 


B21S060391 IE Info Notice 02-52. “Equipment Environ Qualification 
Testing Eipcrlence - Updating of Test Summaria* Pravlously 
Published In IE Info Notice 81-29." Sve list end 
JORDAN, E L Division of Engineering h Quality Atturanca (Prt 
8301031. 82/12/21. Consolidated Edison Co of Neu York. Inc 

llSpp 16681.088 24X Flche* 30-000, 88/12/21,8212060391 


B212O603S0 IE Info Notice 82-93, “Main Transformer Failure* at North 
Anna Nuclaar Pouar Station." Sve list end 

JORDANiE L, Division of Engineering 1. Quality Assurance (Pre 
830103) 82/12/22, Consolidated Edison Co. of Neu York. Inc. 

I14pp 16799.017 24X FichB;S0-000,88/12/22, 8212060330 


8301180164 Forwards IE Insp Rspt 50-267/82-27 on 621101-30 I, notice 
of violation. 

MADSEN. 0 L Division of Resident. Reactor Projact b Enginaarlng 
Programs 82/12/22. LEE. □. R. Public garvlca Co. of Colorado 2pp, 
16831 348. 24X Ficha. 90*-267> 82/12/22. 8301 180164 


— S3011SD165 Notlca of violation from insp on 821101-30, 

* Division of Rtsldant. Reactor Projact b Engineering Program* 
02/12/22. Spp 16831:330. 24X Ficha 90-267,82/12/22,8301180164 


—0301180173 IE Insp Rapt 90-267/62-27 on 621101-30 Noncomplianea noted* 
failure to follow procedure* during Installation of slack 
cable asssmbly w/200 assembly raised 

DICKERSON, M. H. , PLUMLEE, 0. L. . UESTERMAN. T. F. Division of Resident, 
Reactor Projact b Enginaarlng Programs 82/12/13. ISpp. 

16831*393 24X Flche* 90-267, 82/12/22, 8301 180164. 


8208190279 IE Info Notlc* 62-94, "Nsstinghouse NBFO Relay Failures in 
Reactor Prateetlon Sys " 8vc list end 

JORDAN. E L, Division of Englntering b Quality Assurance (Pre 
830103) 82/12/27 Consolidated Edison Co of Neu York, Inc 

UOpp. 16962 139 • 24X Flchs* 30-000, 82/12/27. 8208190273 


8208190273 IE Info Notice B2-5S, "Seismic Qua 1 if Ication of Hastlnghouse 
AR Raley M/Latch Attachments Used In Uistlnghousa Solid 
Stats Protection Sys “ 6vc list snet 

JORDAN. E L Division of Englnaering b Quality Assurance (Pre 
830103) 82/12/26 Consolidated Edison Co of New York. Inc 

109pp. 16868 014 24X Ftche 30-000,82/12/28,8208190273 


8301180333 Inform* that primary containment electrical penetritlon 
atsembllei lupplled by Bunker-Ramo. par IE Bulletin 62-04 not 
in ui* or in ttock for future use at facility 

LEEiO R Public Service Co of Colorado 82/12/29 COLLINS, J. T. 
Region 4. Office of Director 2pp 16823 324 24X 

Flche 50-267,82/12/29,8301100335 


0212060334 IE Info Notice 82-96. "Robertshaw Thermostatic Flou Cantrol 
Yalvtt " 8vc list snel 

JORDAN. E, L Division of Engineering b Quality Assurance (Pro 
830103), 82/12/30 Consolidated Edtion Co of Neu York, Ine 

lllpp 16758.137 24X Flche 30-000, 82/12/30, 8218060334 


8301180330 Ack receipt of 821112 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 90-267/82-23 
MADSEN, 0 L Oivliton of Resident, Reactor Project b Engineering 
Programs 83/01/07 LEE, Q R Public Barvlcs Co of Colorado Ip 
16824 33? 24X Flche 30-267,83/01/07,8301180338 


— 8301180343 Responds to NRC 821018 Itr re violation* noted In IE Insp 
Rept 90-267/B2-S3 Corrective actions, operators Instructed re 
requirement to log flow verification through RT-6212 b 6213 
b 0211 IS memo sent reminding of 6QP 62 procedure*. 

LEE.O R Public eervlca Co of Colorado 82/11/12 COLLINS, %l T. 
Region 4, Office of Director 3pp 16624,340, 24X 

rich*' 90-267, 83/01/07, 8301180330 


0301310297 Responds to NRC 821222 Itr re violations noted In IE Insp 
Rept 90-267/02-27 Corrective actions test equipment used 
during Surveillance SR 9 6 Icda-A b 8R 3.6 Icdb-A Identified 
In Section 3, 0 b Procedure 4 24 4 signed off 

LEE.O R Public Service Co of Colorado 63/01/19 COLLINS, JT. 
Region 4, Office of Director 6pp 16969.079 S4X 
Flche 90-267,83/01/19,8301310297 


R Periodic operating reporti b related corretpondence 


0301180079 Foruardt Monthly Operating Rept for Nov 1982 
UAREMBOLIRO, D Public Service Co of Colorado 62/12/07 
Director'* Office, Office of Inspection and Enforcement, Spp 
16833 394 24X Flche 30-267,82/12/07.8301180079 


— 8301180084 Monthly Operating Rept for Nov 1982. 

MCBRIDE, L M Public Service Co of Colorado. B2/12/07. 9pp 
16033,336 24X Flche 90-267,82/12/07,8301180079. 


8301280077 Forwards Monthly Operating Rapt for Dec 1982 
UAREHDOURO,D Public Service Co. of CoLorado. S3/01/11. 
OAMMILL, H P Dlvlilon of Licensing. 2pp 16989.140 24X 

Ficha* 90-267, 83/01/11,8301200077 


"8301280080 Monthly Operating Rept for Oac 1982 

MCBRIDE, L M. Public Service Co at Colorado. 63/01/10. Spp. 
16999*142. 24X Flche 90-267,83/01/11,6301280077 


8 Reportable occurrences, LERs b related correspondence 


8301180364 Forwards LER &2-049/01T-0 Detailed event analysis tncl. 
UAREMBQURO.D , NOf ACHEK, F J , FULLER, C Public Sarvic* Co of 
Colorado. 82/12/22. COLLINS, J T Region 4, Office of Director. 
9pp. i6823 247, 24X Flche* 90-267, 82/12/22, 8301 180364 


— 8301180372 LER 82-049/01 T-0: on 821206, tacondary to primary leak 
dlecoverid In emergency equipment sve section of B-2-»3 
module In stiem generator loop 2 Cause not identified. 

Efforts to identify prsclse location of leak in progrees. 

FULLER, C Public eervlca Co of Colorado 82/12/22, Region 4, 
Office of Director. Ip 16823 232 24X Flche* 30-267. 82/12/22. 

8301180364 


8301100001 Forwards LER e2-046/03L-0 Detailed event analysis and. 
HAREMBOURO, D. Public Service Co of Colorado. 82/12/29. 

COLLINS, J.T. Region 4, Office of Director Spp. 16833:097 24)C 

Flche 30-267,02/12/29,8301100001. 
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— asoiiaooos LER Ba-046/03L-0 oji BSliaOr an* Id tlcjil *d» nioi»kure monltort 
ME-'9306 b ME-9307 t«k«n out of »vc Cau«*tf bg kljh (no It tore 
Itvolt In prifflarg coolant ratultlnp in uatar candantation 
within tampl* Ilna* t.lnt» porgad 

FlA.t.ER> C K Public Sarvlte Co of Colorado Sa/ia/S? Roglon 
4, flfflc* of Dlractor Ip 16B33 102 24X Ficha 50-267182/12/89, 

8301180001 


8301180320 Forward* UER 82-047/031.-0 Batallad event analytie end 
WAREflB'OUROi D Public Bar vice Co of Colorado 82/18/29 
COLLINS. J T Region 4. Office of Dlractor. Spp 16824,349 84X 

Flcha SO-267, 82/ 12/29. 8301180320 


—8301100329 LEB 82-047/03L-0 on 021201 r during lurvell lance teeting on 
lot* of bearing uatar plant protection aye eireoitry for 
circulator C. logic A eiodule 072 found Inoperable Caused by 
failuro of chip Z-32 in logic modulo CT-2A2 Chip replaced 
FULLER. C Public Service Co of Colorado 82/12/29 Re pi on 4, 
Office of Director Ip 16B24.334 24X Fiche 50-867.02/12/29. 

8301180320 


03O11BO14B Forwardt LER B2-04B/03U-0 Detailed event enalgeit end, 
HAREMBOURO. D Public Bervlce Co of Colorado B3/01/06 
COLLINS. J T Region 4. Office of Director. Spp. 16831 330 24X 

FIcJie 50-267.83/01/06.8301180148 


■-8301180152 LEB fl2-04B/03L-0 on 821207. during epeclal leak itolation 
tcet. leak In prlmarg coolant to purification cooling water 
egi deiacted. Cauead by deeign it phgileal location of helium 
purification coder 8yt modified 

FLLLERrC Public Service Co. of Colorado 83/01/06 Region 4, 
Office of Director Ip 16631.335 24X Fiche. SO-267. 83/01/06. 

6301180148 


a30I2&0167 Forward* LER B2-050/03L-0, Detailed event analgeli end 
NAREKaOURO.D Public Service Co of Colorado B3/01/11 
COLLINS, J.T. Region 4. Office of Director. Spp 16961 336 a4X 
Fiche 50-267.63/01/11.8301280167. 


— 8301280176 LER 82-0S0/03L-O, on 621212, gai watte vacuum tank rupture 
ditc buret Cauetd Indirectly by eutpected gat waite 
ccmpreitoT coding water leak Ruptured ditc replaced & 
ccmpraetOT repaired 

FIXLER.C.H public Service Co of Colorado 83/01/11 Region 
4, Office of Director. Ip 16961*341 84X Fiche 30-267,63/01/11, 

6301260167 


8301310337 Forward* LER 83-001/01 T-0 Da tailed ivant anelytl* end 
HARErtBOURO. D, Public Servlet Co of Colorado. 83/01/17. 

COLLINS. JT. Region 4. Office of Director. Spp 16963*060 24X 

Flch* 50-267.03/01/17,8301310337 


— B30I310344 LER 03-001 /OiT-0 on 030101 tc 02. reactor operated w/o win 
number of operable moletura monitor channel* required per 
Title 4.4.1 of Uniting condition* for operation. Caueed by 
perconnel mitinterpreta tlon of Tech Spcei 

FVLLER.C Public Service Co of Colorado. 83/01/17. Region 4. 
Office of Director 2pp. 16963 005, 24X Fiche 50-267.63/01/17. 

6301310337 


930131028? Farwardi LER 82-051/03L-0 Detailed event enalytl* end 
NABEKBOURO.D. Public Service Co of Colorado, 63/01/19. 

COLLINS, J T Region 4, Office of Director Spp 16969:099 24X 

Fiche 50-267,63/01/19,6301310289 


—8301310294 LER B2-OS1/03L-0 on 621220. during turvali lance tilt, one of 
ell ctcan pipe rupture b one of 12 iteam pipe rupture 
channel* identified inoperable due to low retponte to calibr 
noltc Caueed bg failure of ratiitor 

a Public Service Co of Colorado 63/01/19 Region 4, Office 
of Director. Ip. 16969 104 24X Fiche 50-267.63/01/19. 

6301310289 


0 Operator Ekanlnetionc 


6212220443 Oaneric Ltr 62-38 to all power reactor llcenteee, app lleant* 
for OL. NSB b reactor vendori b AE« re netting to dlteuit 
recent develo pnent* for llcervtlng ecem*. Advieei that meeting 
will be held on 630211 re operator Itceni ing. 8ve Hit end. 
ElBENHUr.D.O Dlvltlon of Llcentlng 62/12/22 Coniolidatad 
Editon Co of New York, tnc. 12pp 16601 072 24X 

Fiche. 50-000, 82/12/22,6212220443. 


6301120078 Oenerlc Ltr 83-01 to power reactor llciniee* li applicant* 
for OL re operator llcenelng eian ilte vltlt.Req.ueet* 

»chadul* re ecan rcquetti eipected for tubmlttal prior to 
851231 for lilted categorle* Sve ll«t and 

EtSENHUr. D 0. Olvietcn of Llcenilng 83/01/11 Coneolidated 
Edleon Co of New York, Inc. tlpp, 16893 243. 24X 

Flch* 50-000.63/01/11.8301120070. 


DOCKET 50-269 OCONEE NUCLEAR STATION, UNIT t 
F Security, medical, errergency (< fire protection plant 


6212060349 Oenerlc Ltr 82-33 to all llceneee* of operating reactor*, 
applicant* for OL b holder* of CP* re Suppl 1 to NUREO-O737i 
"Requirement* for Emerg»neg Reipon*# Capability " 

NLiRE0-0737f Suppl 1 b avc list end 

EISENKUTiD 0 Divicion of Licanting 82/12/17 Concolidated 
Editon Co of N*w York. Inc 77pp 16681 208 24X 

Flehes 50-000, 82/12/17. 6212060349 


BZ122204A5 Oaneric Ltr 82-39 to all reactor licensee*. CP holders b 
applicant* for CPs re probltmi u/submlttal* of 10CFR73 21 
safeguard* Info for lleentlng review Procedures re 
transmittal of Info outlined Sve list end 

EfSENKUT. D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York. Inc 13pp 16690 021 24X 

Fiche 50-000.82/12/22.6212220445 


8301040411 Forwards suppl«(nental Info requested In NRC 021122 b S9 
telcons re itandby shutdown facility Fir# In one fire tone 
will not cause loss of primary Inventory 

TUCKER. If a Duke Power Co. 82/12/23 DENTON, H R Office of 
Nuclear Reactor Regulation. Director STDLZ.J F Operating Reactors 
Branch 4 5pp. 16640 171 24X Fiche 50-269.62/12/23.8301040411. 


6301060006 Raleasee public version of revisions to emergency plan 
manual b emergency Implsnanting procedures manual 
FELTON. U.K Division of Rulai and Records 83/01/03 Document 
Nanagcmtnt Branch Ip 16689 001 24X Fiche 50-269.83/01/03. 

6301060006 


—8301060010 Forwards public version of Revision B2-6 to emergency 
plan manual b Revision 82-10 to emergency Implementing 
procedural manual 

TUCKER, M fl Duk* Power Co 02/11/24 O'REILLY. J P Region 2. 
Office of Director Ip 16689.002 24X Fiche 50-269,83/01/03. 

8301060006 


— 0301060014 Public version of Revision 02-6 to emergency plan manual 
8HITH.J E Duka Power Co. 82/11/02 61pp 16689 004 24X 

Fiche: 50-269, 03/01/03,8301060006 


— 8301060018 Public vereion of Rev 02-10 to emergency plan Imp I am ant ing 
procedures menual , Ine 1 irdlng Procedure AP/O/B/1000/01 re 
detercnlnatlon of emergency classlf icatlon 
OENNINOSiC. C . OWEN, T B Duke Power Co 82/10/31 14app 
16689*065 24X Flc he* 50-269, 83/01/03. 6301060006 


P Operating llctnae stage documents b correspondence 


8301040313 Forwards NRC 621019 Ltr transmitting 0ALP Repts 
50-269/62-34, 50-270/82-17, 30-207/82-34, 50-369/02-30, 
50-370/62-24,50-413/02-23 fc 50-414/82-21 b util 821116 ltr 
commenting on 8ALP repti. 

O'REILLY. J P Region 2. Office of Director 82/12/09 TUCKER. H B. 
Duke Power Co Spp, 16642:001 24X Fiche 50-000.82/12/09. 

8301040313. 


-8301040323 Forwards BALP Repte 50-269/82-34.50-270/82-17.50-287/62-34. 
50-369/02-30.50-370/82-24.50-413/82-23 b 50-414/02-21 
LEIflB, R. C Division of Project b Resident Program*. 62/10/19. 
TUCKER. H.B. Duka Power Co. 2pp. 16642 004 24X 

FUhe 50-000.82/12/09.8301040313. 


'8301040333 8ALP Repti 50-269/32-34,50-270/82-17.80-807/82-34. 
50-369/82-30.50-370/02-24.50-413/02-23 b 50-414/62-21 
a Region 2, Office of Director 62/10/19 S3pp 16642’006 24X 

Fiche* 50-000. 62/12/09. 6301040313 


-8301040351 Comment* on 8ALP Kept* 50-869/02-34,50-270/82-17. 
50-287/62-34. 50-369/82-30. 50-370/62-24. 50-413/02-23 b 
50-414/02-21. 

TUCKER, H.O Duk* Power Co. 02/11/16 O'REILLY. J P Region 2. 
Office of Director 2pp. 16642.059. 24X Fiche; 50-000, 02/12/09. 

0301040313 


6301040327 Corrects errora In 821119 revisions to Insarvlc* testing 
program, par A8ME Boiler b Preeiure Vessel Code, 1960 edition 
through Winter 1960 addenda Valve lCCW-289 b Valves 1,2 b 3 
HP-408 should be Indicated a* cheek valves. 

TUCKER, HB Duke Power Co. 62/12/23. DENTON, H.R Office of 
Nuclear Reactor Regulation, Director BTOLZ.J. F. Operating Reactor* 
Branch 4 Ip 16639.331. 24 X Fiche. 50-269. 62/12/23, 6301040327. 
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^I30ii039& Ovnarlc Ltr 82-30 io «11 1 ic«n«aoa i «t>p I icant* for OL tt 
Aoidlart of CPt r* filings conetrnlng 10CFR90 production Sc 
utlKtation faellitlss Current listing of hratich assignments 
far nuclear reactor projects Sc eve list end 

CISENHUT. D » Division of Licensing BZ/lZ/Ze Consolidated 
Edison Co. of Neie York. Inc llpp 16868 001 S4X 
Fietie 90-000.82/12/83.0212060336 


— B3010406S1 Responds to NRC B210S2 ltr re violations noted In IB Insp 
Rspts 30-869/82-36.30-870/88-36 S. 50-287/82-36 Corroctlve 
actions all sic l3S-volt dc instrument !• control batteries 
tested tc pcrsannol disciplined 

TUCKER. H 0 Duke Power Co 02/11/19 0 'REILLY. 0 P Region 8. 

Office of Director Spp 16643 103 24 X Ficbe 50-269.02/18/07. 

8301040644 


6301040233 Roeponds to 820920 Qenerle Ltr 82-16 re Tech Specs 
addressing NUREO-0737 tteme Review indicates several 
r equiremente already incorporated while other Items still 
wndsr review 

TUCKER. H 8 Duke Power Co 82/12/23 DENTON. H R Office of 
Kuclcar Reactor Regulation. Director STOLZ.U F Operating Reactors 
Branch 4 3pp 16637 361 S4X FI eh e SO-269. 82/12/28. 8301040233 


83i4l0702S3 Advises that final evaluation of relief & safety valve 
Piping It support tys per NUREO-0737. Item ii D i.will be 
sufemlttsd by 830121 

TUCKER. H B Duke Power Co 82/12/30 DENTON. H R Office of 
flucleer Reactor Regulation. Director ip 16686 269 24X 

Fiehe. 90-269. 82/12/30. 0301070213 


3301070026 Orants waiver of simulator training for licensed personnel. 
P'ropoied alternatives acceptable & will continue to meet 
requirements of lOCFRSS.App A 6 10CFR90 94<t-l> 

9T0LZ.J F Operating Reactors Branch 4 83/01/03 TUCKER. H B 

Outs Power Co 2pp 16740 350 24X Flchs ■ 90-269. 83/01/03. 

6301070026 


9301180038 Notification of 830111 meeting w/B6N Owners Oroup in 
Oethisda.KD to discuss B&U Owners Oroup Pressurited Thermal 
Shock tPTB) Program b applicability of PTS screening 
criterion to BbU plants 

VI6SIN0.0 S Operating Reactors Branch 4 83/01/06 OTOLZ. J F 

Operating Reactors Branch 4 3pp 16789 299 24X 

rich* 50-000.83/01/06.8301120038 


€-301180489 Forwarde request for addl Info re NURE0-0737< I terns 
II. F i. 4.9 h 6 concerning containment pressure. water level 
ti hydrogen monitors within 60 days of receipt of ltr 
STDLZ. U. F Operating Reactore Branch 4 03/01/10 TUCKER. H D 

Duke Power Co iOpp 16837 077 24X Fiehe 50-269.83/01/10. 

Q301180489. 


B3OI840245 Summary of BE1216 meeting u/BbU Owners Oroup Safe-End Task 
Force in Bethesda.KO re progrees on long-term program for 
•Vdluatlng cracking problem In plant makeup notiles 
ftlNER.B Operating Reactors Branch 4 83/01/14 Oparating 

fCaacters Branch 4 24pp 16093 283 24X Ficho 30-000.83/01/14. 

8301240245 


— 8301040660 Forwards IE Insp Repts 90-269/62-36.50-270/82-36 Sc 
90-207/82-36 on 820810-0915 tc notice of violation 
LEUIS. R C Division of Projsct 6 Resident Programs 82/10/S2 
TUCKER. HB Duka Power Co 2pp 16643 108 24X 

Fichc 50-269.82/12/07.0301040644 


—8301040667 Notice of violation from Insp on 020010-0915 

• Dlvleion of Project 6 Resident Programs 82/10/22 2pp 
16643- 110 S4X Fiche 50-269.82/12/07.8301040644 


—8301040679 IE Insp Repts 50-269/82-36. SO-870/02-36 t< 90-287/82-36 6n 
8S0810-09I9 Noncompl lance noted failure to take adequate 
corrective actions, causing lech Spec violation re 
saf cty-rolatod batteries 

ORDERS. H • FALCONER. D , BRYANT. J C Division of Project t. Resident 
Programs 82/10/21 llpp 16643 112 24X Flche 50-269.02/12/07. 

0301040644. 


8301040313 Forwards NRC 831019 ltr transmitting 3ALP Repts 
50-269/82-34. 50-270/82-17, 50-887/02-34. 90-369/02-30, 
50-370/82-24,50-413/82-23 t< 90-414/02-21 Sc util 021116 ltr 
commsntlng on SALP repts 

O'REILLY. J. P. Region 2. Office of Director B2/1S/09. TUCKER, HB. 
Duto Power Co. 3pp 16642 001 24X Flche. 90-000. 02/12/09, 

8301040313. 


—830 1040323 Forwards 3ALP Repts 50-269/02-34,90-270/82-17,90-287/82-34, 
90-369/02-30.90-370/82-24.90-413/02-23 & 50-414/82-21 
LEUIS, R C Division of Project Sc Resident Programs. 02/10/19 
TUCKER. H B Duke Power Co 2pp 16642 004 24X 

Fiche 50-000,02/12/09,0301040313 


—8301040333 8ALP Repts 50-269/88-34,50-270/08-17,90-297/82-34, 
90-369/82-30,90-370/82-24.90-413/82-23 Sc SO-414/02-21 . 

• Region 2, Office of Director 02/10/19 93pp 16642-006 24X 

Flche 50-000,02/12/09,8301040313 


—8301040351 Comments on 8ALP Repts 50-269/02-34.50-270/82-17, 
50-207/82-34, SO-369/02-30, 50-370/82-24. 30-413/82-23 tc 
50-414/02-21 

TUCKER. H 8 Duke Power Co 82/11/16 O'REILLY.d P. Region S. 
Office of Director 3pp 16642 CS9. 24X Flche 50-000,82/12/09, 
8301040313 


B3O13S06B9 Summary of 830111 meeting w/B&U Dwners Oroup in Bethesde.MD 
re Pressurliid Thermal Shock Program 

VIS8IN0, 0 Operating Reactors Branch 4 03/01/17 Opsratlng 
Reactors Branch 4 S9pp 16914 121. 24X Flchs 50-000,03/01/17. 
03012 5060 9 


8208190869 IE Info Notice 82-51, "Over exposures In PUR Cavities " 8vc 
list end. 

DEYOUND, R C Director's Office, Office of Inspection and 

Enforcement 82/12/81. Consolidated Edison Co of NiuYork, Inc. 

lllpp 16689:239 84X Flche- 50-000. B2/1S/21, 0308190269 


€301260542 Advises that 021112 response 
proccituras Sc training for presiuriied 
reviewed abjeetlves of audit met & no 
be required 

STOLZ.J. F Opereting Reactors Branch 
Duts Power Co 2pp 16919 360 24X 

0301260943. 


to NRC 020511-14 audit of 
thermal shock 
further actions will 

4 83/01/24 TUCKER, H B 

Flchs 50-269,03/01/24, 


0212060351 IE Info Notice 82-52, ''Equipment Environ Qualification 
Testing Eiperlencs - Updating of Test Summarlss Pravieusly 
Published In IE Info Notice 81-29 " 8vc list end 
JORDAN, e L Division of Enginetrlng & Quality Assurance <Pre 
830103) 82/12/Sl Consolidated Edison Co of New York, Inc 

llSpp 16681 088 24X Flche 50-000.02/12/21,8212060351 


<3 Inspection reports, IE Bulletins b correspondence 


B3D1040455 Forwards IE insp RsptS 50-269/02-41,50-270/02-41 St 
90-287/92-41 on 831010-1110 No noncorap 1 lane s noted 
dance, H C. Division of Project b Resident Programs 82/12/06. 
TUCKER. H 8 Duke Power Co 2pp 16647-180 24X 

F 1 Ch a • 9 0-269, 02/13/06,8301040489 


— 0301040465 IE Insp Rspts 90-269/82-41.50-270/82-41 b 50-207/02-41 on 
021010-1110 No noncompl lanes noted Major areas inipectsd 
surveillance testing, survelllanes test program, malnt 
activities, operations b rsvlew of LERs. 

ORDERS.U. , FALCONER, D , BRYANT, J C Division of Projsct b Resident 
Programs 82/13/03 13pp. 16647 190 24X Flche: SD-269, 82/12/06, 

0301040459 


8301040644 Aek receipt of 021119 ltr informing NRC of steps taken to 
carrset violations noted In IE Insp Rspts 50-269/82-36, 
50-270/02-36 b 90-287/03-36 

LEU 10, R O Division of Projsct b Resident Programs 03/12/07, 
TUCKER. H B. Duke power Co. Ip 16643 102 24X 

Fiche SO -269, 82/ 1 2/07, aao 104064 4 


0212O6O3SO IE Info Notice 82-53, "Main Transformer Failures at North 
Anna Nuclear Power Station *' Sve list end. 

JORDAN, E L. Division of Engineering b Quality Assurance (Prs 
830103). 82/12/32 Consol Idated Edison Co of Niw York, Inc 

li4pp 16798 017 24X Flche- 90-000, 02/12/22,0212060350 


0301040344 Confirms 030107 mgt meeting In Region 2 ofc to discuss 
recent Insp findings re Identification of two open 
Instrument air manual Isolation valves located in 
pressurited line penstratlng contalnmant per 021220 talcon. 

O'REILLY, J.P Regions, Office of Director 02/12/33. TUCKER, H,0. 
Duke Power Ca. 8pp 16637.395 24iX Flchs 50-269,83/18/23. 
8301040244 


0301390625 Forwards IE Insp Rspts 90-869/02-44,90-370/03-44 *< 
50-387/88-44 on 021110-1210 No noncompl lanes noted 
DANCE. K C. Division of Project b Resident Programs 82/12/23, 
TUCKER. H.B Duke Pouir Co. 2pp. 16905 093 24X 

Flche: 50-869, 02/ 12/23, 8301250635. 


—8301250630 IE Insp Repts 90-269/82-44,90-870/02-44 b 50-207/08-44 on 
021 1 10-1210, No noncompl lance noted. Major areas inepactid. 
surveillance testing, melnt operatlans, spent fuel 
consolidation b steam generator tube leaks 

OROERB.W , FALCONER, D , BRYANT, J C. Division of Project b Resident 
Programs 82/12/22 t2pp 16705 • 095 24X Fich s- 50-269. 82/1 S/23. 

8301250625. 
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830a(90S7S IE Itifa Motlci 62-54, “MittXnghoUi ( M9F0 RfUy Fallurec in 
Raactor Protaction Syi “ Svc iJit >nc 1 

JORDAN, E L D1 Villon of En^t n« *r Ittg (< QuaIKv Aiiuranci (Pri 
0301031 927 12/27 Coniol lita t id Edlion Co of Niu York, Inc 

llCf? 16762 139 24X FUhi 50-000^02/12/27.6209170275 


920S190273 IE Info MoHc» 62-55, "Bfiimic Oua lif U< 1 1 on of Hli t IngliouiB 
AR Ralay MZ-Latch Attachmanti Uiid in tfiifeinghauii Solid 
Stall Pnotiction 9g« " Svc Hit and. 

JORDAN, E L Civilian of Englniirinj S, Oual Itg A»»uranc« iPri 
930103) 62/12/28 Coniolldatad Edlion Co pf fiiui Vorl, Inc 

109PP 16669 014 24X Flctia 90-000,62/12/20,8206170373 


8212060354 IE Info Nstlci 93-56, "Robirtihau Thiraioitatie FJou ContTal 
1/aIvai " 6vc lilt and 

JORDAN, E t. Dlvlilan ef Englnaanlng tt Oualltv Aiiurance (Pn 
030103) 82/12/30 Comal idatad Edlian Oa of Niu York. Inc 

lltpp 16756 137 24X FI chi 50-000,82/12/30,9213060354 


6301250473 Ad receipt of 621217 Ur infornins KRC of itipi tel an to 
correct violation! noted in IE Inip Ripti 30-367/03-40, 
30-270/62-40 4 30-207/62-40 

DANCE.K C Dlvlilon of Project t. Reildint Program 62/12/30, 
TUCHER.M 0 Dvite Pouar Co tp 16703 137. 24X 

Flcha 90-269.82/12/30,8301250473 


—6301250479 Rtipondl to NRC 8211 17 Ur ra violation! nntid in IE Imp 
Rapt! 90-267/62-40. 50-270/82-40 4 50-297/62-40 Corractlva 
ac tloni* ifca t ion. procedural rtvliid to include riq.uf reninti 
0/ AN8I N49 2 2 - 1772 

TtKKER.H 0 Duka Pourr Co 62/12/17 0 'REILLY, J P ftaglon 2, 

Office of Director 2pp 16703 136 24X FlcM 50-367,92/12/30, 

6301290473 


— B3013904B1 Forward i IE Imp Repti 90-267/62-40,50-270/02-40 4 
50-297/02-40 on 821029-27 & notice of violation 
DANCEiH.C Dlvlilon of Projict 4 Riildent Program 82/11/17 
TUCKER, H B Duk* Pauir Co. 2pp 16903, 140 24X 

FlcAt 50-269,82/12/30.8301290473 


—8301290486 Notice of vlotafelon from imp on 621025-27, 

a Dlvlilon af Projict 4 Heiidant Program! 92/11/17 Ip. 
16703 143 24X Flchl 50-367.62/12/30,9301350473 


—6301350490 IE Inip Rtpki 50-369/82-40, 50-270/82-40 4 SO-267/SE-40 on 
821025-27 Np nc amp 1 lance noted failure to documant mad 
control maaiurei. 

BELI8LE, 0 A , FREDRICKSON, P , JACKBON.L H Region 2. Office of 
Dlroctor 82/11/17. t7pp 16903' 143 24X Flcha. 50-369. 03/12/30, 

8301250473 


B Reportable Occurrence!, LERi 4 nlatad corriipondinca 


8301170200 Forward! LER 82-017/03L-0. Di tal lad event and gilt and. 
TUCKER. H B. Duke Power Co 83/01/06 O'REILLY. JP Regions. 
Office of Director 2pp 16810 377. 24X FI chi 90-367,83/01/06, 

8301170300. 


—9301170303 LER 02-&I9/03L-0' on 821307.valve lHF-29 failed to open 
renotaly during operational valve function tut Cauied by 
component failure Yalve manual ly cracked open, cycled 4 
etroke teitid 

PETTY,.) C Duke Power Co 63/01/06 Region 2. Office of 
Director. Ip 16910 279 24X Flcha 90-267.03/01/06.9301170200 


6301200341 Forieardi LER 62-020/ 03L-0 Detailed event analyili end. 
TUCKER.H, B Duke Pouir Co. 83/01/13 □'REILLY, JP. Region 3, 
Office of OlrictOP. Opp 16969.238 24X Flehe 50-267.03/01/13, 

8301200341. 


—8301200349 LER B2-020/03L-0-on B2J214,bath Unit 1 turblni driven 4 lA 
motor driven emirgenev feedwater punpi Incapeble of 
automatic actuation for 60 s Cauied by dif active procedure!. 
Pirionnil counieled fi procidurel rewritten. 

PETTY. J.C. Dull Power Co 83/01/13 (legion 2, Office of 
Dirac tor Ip. 16669.241 24X Flche 90-267,63/01/13,6301200341. 


V Operator Eaamlnatiani 


8212220443 Oenerlc Hr 82—38 to all power reactor llceniaeir app llcanti 
for OL.NSS 4 reactor vendori 4 AEi re eiaetlng to dlicuii 
recent developmenti for Ilcemlng ecani Advllti that mating 
will be held on 630211 re operator llceni Ing. Sve lilt end. 
EtSENHUT.DO Dlvlilon of Llcaniing 82/1S/22 Coniolldatad 
Edlion Co of Niw Vorl, Inc 12pp 16661' 073 24X 

Flcha 50-000, 82/12/22, 8212220443 


8301130070 Oanirlc LCr 83-01 to power nectar llcaniaai 4 applicant! 
(or OL re operator lictniing eiam lite vliit Requeiti 
ichedule re a lam raquaite eepacted for lubmlttal prior to 
891331 for lilted categoriei 8vc Uit end 

EIBENHUT.D 0 Dlvlilon of Llcaniing 83/01/11 Coniolldatad 

Edlion Co of Miu York, Inc 1 Ipp 16893 343 24X 

F 1 c h I ' 90- 000. 8 3/0 1 / 1 1 , 630 1 1 30078 


DOCKET 50-370 OCONEE NUCLEAR STATION, UNIT 8 


F Sicurlty, medical, emergency 4 fire protection plant 


6212060349 Cenirlc Ltr 82-33 to aU llcaniaai of operating riac ton. 
applicant! for OL 4 holdiri of CP* ri Buppl 1 to NUfiEO-0737. 
‘Requlraminti for Emergency Reeponte Capability “ 

NUREO-0737, Supp 1 1 4 ivc Hit and 

EIEENHUr, 0 0 Dlvlilon of Llcaniing 82/12/17 Coniolldatad 
EdJion Co of Niw York, Inc 77pp 16681 209 24X 

Flcha 50-000,82/12/17,8212060347 


8212220449 Oanirlc Ltr 83-37 to all raactor licaniiai.CP holdari 4 
appllcanti for CP* ra problami u/iubmlttali of 10CFR73 21 
lafaguerdt info for llcaniing review Pracidurei re 
tranimlttel of Info outlined 6vc lilt end 

EI8ENHUT,D0 Dlvlilon of Llcaniing 82/12/22 ConioJldatad 
Edlion Co of Niw York, Inc 13pp 16690 031. 24X 

Fteha:50'000. 82/12/23,8212320449 


6301040411 Forwardf lUpplimantal info riquiitid in NRC 621123 4 37 
tilconi ra itandby ihutdouin facility Flra in ona flra lona 
will not cauii loii of primary Inventory 

TUCKER.H 9 Duka Power Co 62/13/23 DENTON. H R Office of 
Nuclear Riactor Regulation, Director 9T0LZ.J.F Operitlrig Raedori 
Branch 4 Spp. 16640 171 24X Flche 90-267,82/12/23,8301040411. 


6301060006 Releeiei public verilon of revlsloni to emergency plan 
manual 4 amargancy Imglamentlng procedural manual 

FELTON, J.M Dlvlilon of Rulai and Racordi 83/01/03 pocumnt 
Manag ament Branch Ip 16689 001 24X Flche 90-267,63/01/03, 

630 1060006 


— 6301060010 Foruardi public varilon of Raviilon 63-6 to amargency 
plan manual |i Revlilon 63-10 to tmargancy Implamantlng 
proctdurei manual 

TUCKER.H 8 Duke Power Co. 62/11/24, 0 'REILLY, J P Region 3. 

□fflci of Dirac tor Ip. 16669 002 24X FI c ha' 50-269, 83/0 1 /03. 

6301060006 


— 8301060014 Public varilon of Rivliien 82-6 to amargency plat* manual 
SMITH, J.E Duka Pouar Co 82/11/02 61 pp 16689 004 34X 

Flcha 90-269,83/01/03,8301060006 


— 8301060010 Public virilon of Rev S2-i0 to emergency plan inplemanttn 
procedural obanual. Including Prociduri AP/ 0/8/ 1000/01 n 
ditarmlnatlon of imargancy cl aiil fl cation 

JENMINDB.C C , DHENiTB Duka Power Co 82/10/31 14Spp 
16689:069 24X Flcha 90-269,63/01/03,6301060006 


P Oparatlng llcania itaga documanti 4 corraipondance 


0301040313 Forward* NRC 821019 Ur tranimltting 8ALP Repti 
90-267/82-34, 50-270/02-17, 90-207/02-34, 90-369/02-30, 
90-370/02-24,90-413/02-23 t> 50-414/02-21 4 otU 021116 Ur 
commimtlng or* 0ALP rapt*. 

□ 'REILLY, JP Region 3, Office of Director 02/12/09. TUCKER.H 8 
Duka Power Co 3pp 16642 OOl. 24X Flcha ' 90-000, 02/13/09. 
0301040313 


—B3O104O333 Forward* 8ALP Hapti 50-269/83-34, 90-270/82-17, 90-307/03-3 
90-369/62-30,90-370/83-34,50-413/02-33 4 50-414/82-21, 

LENI8.R C DtvUion of Project 4 Raildant Pragrami 02/10/17. 
TUCKER.H 6. Duka Power Co 2pp 16642 004. 24X 

Flcha 90-000,02/12/07,6301040313 


—0301040333 eALF Rapt* 60-269/82-34,50-270/02-17,90-267/83-34, 
90-369/82-30,90-370/03-24,50-413/03-33 4 90-414/02-21. 
a Region 2, Office of Director. 02/10/19 93pp 16642 006 24 

Fic ha: 50-000. 02/12/09, 0301040313. 


—6301040351 Comminti on SALP Rtpta 90-269/62-34,90-270/02-17, 
90-267/02-34, 90-369/02-30, 50-370/02-24, 90-413/02-23 4 
90-414/03-21. 

TUCKER, H. 8 Duka Pouer Go 82/11/16. □ 'REILLY, J P Region 2. 

Office of Director. 3pp. 16642 099 24X Fieha'go-000,B2/ia/07, 

0301040313 
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8301040327 Corrsctt arror* In 621117 revitioni to insarvica testing 
■irooreeia per ASliE Boiler t< Pressure Vessel Cads< 1960 edition 
tArough {/inter 1980 addenda Valve lCCU~2a9 «< Valves l.S & 3 
MP-402 should be indicated as chect valves 

TUCKEfl>H B Duke Poiaer Co 82/12/23 DENTON. K R Office of 
Nurleir Reactor Regulation. Director 8T0LZ.J F Operating Reactors 
Branch 4 Ip 1U3? 331 24X Fiche &D-269, 82/12/23. 6301040327 


6S120A0336i Generic Utr 82-30 to all 1 ic ensees . appi icants for OL t. 
holders of CPs re filings concerning 10CFR80 production ti 
utiiliation facilities Current listing of branch assignments 
for nuclear reactor projects U svc list enc 1 

EIE-ENHVT. 0 0 Division of Licensing 82/12/26 Consolidated 
Edison Co. of Neu York. Inc 1 Ipp 16BAB 001 24X 

Fiche- 90-000. 62/12/28. e21206035A 


8301040S33 Responds to 820920 Generic Ltr 82-lA re Tech Specs 
addressing NyREO-0737 Items Revieu indicates several 
requirements alreadg incorporated uhlle other Items still 
under revieu 

TUCKER. H B Duke Pouer Co 62/12/28 DENTON. H R Office of 
Nuclear Reactor Regulation. Director STOLZ. J F Operating Reactors 
Branch 4. 3pp 16A37-361 24X Fiche 50-269.82/12/28.8301040233 


8301070213 Advises that final evaluation of relief 1< safetg valve 
piping tc support sgs per NURE0-0737i I tem II D l.ielll he 
submitted bg 830121 

TUCKER. H 6 Duke Pouer Co 62/12/30 DENTON. H. R Office of 
Nuclear Reactor Regulation. Director Ip 16686 268 24X 

Ftche 90-269,62/12/30.6301070213 


B30I070026 Grants uaivcr of simulator training for licensed personnel 
Proposed alternatives acceptable & ulll continue to meet 
requirements of 10CFR99. App A << lOCFRSO 94(1-1 > 

BTOLZ.J F Operating Reactors Branch 4 93/01/03 TUCKER, H B 

Duke Power Co 2pp 16740 358 24X Fiche 90-269,03/01/03, 

8301074026 


830-1120036 Notification of 830111 meeting u/BI<W Owners Croup in 
Bathesda.MD to discuss BSiU Ouners Oroup Pressurized Thermel 
Shock <PT8) Program t< app I icabi 1 i tg of PTS screening 
criterion to BtiW plants 

VISSINO, 0. S. Operating Reactors Branch 4 83/01/06 STOLZ. J F 

Operating Reactors Branch 4 3pp 167B9 299 24X 

Fiche 90-000.83/01/06,9301120036 


0 Inspection reports. IE Bulletins b correspondence 


9301040495 Forwards IE Insp Ripts 90-269/82-41,50-270/82-41 b 
50-287/82-41 on, 821010-1110 No noncompliance noted 
DANCE. H C. Division of Project t. Resident Progrems 82/12/06 
TUCKER. H B Duke power Co 2pp 16647 188 24X 

Fiche 90-269.02/12/06.0301040495 


—8301040465 IE Insp Repts 90-269/82-41,50-270/82-41 & 50-287/82-41 on 
821010-1110 No none ompl lence noted Major areas inspected 
surveillance test lug , surval 1 lane e test pr ogram. maint 
activities, operations 1. review of LERs 

ORDERS, U > FALCONER. 0 . BRYANT. J C Division of Project ii Resident 
Programs 82/12/03 i3pp 16647 170 24X Fiche 50-269.82/12/06, 

8301040499 


8301040644 Ack receipt of 621119 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-269/82-36. 
90-270/02-36 b 90-287/82-36 

LEUtS, R C Division of Project t. Resident Programs 02/12/07 
TUCKER. H B Duke Power Co Ip 16643 102. 24X 

Fiche 3 0-269, 82/ 1 2/07 .8301 04064 4 


— 0301040651 Responds tq NRC 821022 ltr re violations noted in IE Insp 
Repts 50-269/82-36.90-270/62-36 b 50-287/82-36 Corrective 
actions all sl( 123-volt dc instrument b control batteries 
bested b personnel disciplined 

TUCKER, M B Duke Power Co 82/11/19 O'REILLY. J P Region 2. 
Office of Director Spp 16643 103 24X Fiche 90-269.82/12/07. 

8301040644 


— 8301040660 Forwards IE Insp Repts 90-269/82-36,90-270/82-36 b 
50-287/82-36 on 820010-0915 b notice of violation 
LEUIB, R C Division of Project b Resident Programs 62/10/22 
TUCKER, H D Duke Power Co 2pp 16643 109 24X 

Fiche 90-269.92/12/07.8301040644 


— 6301040679 IE Insp Repts 90-269/82-36. 90-270/82-36 b S0-2B7/B2-36 on 
820810-0919 Noncomp Hence noted failure to take adequate 
corrective actions. caue Ing Tech Spec violation re 
safctg-related battarlcs 

ORDERS, U , FALCONER, D ■ BRYANT, J C Division of Project b Resident 
Programs 82/10/21 llpp 16643 112 24X Fiche 90-269, 82/12/07, 

8301040644 


3301120098 Hotlflcetion of 630114 meeting u/utlls in Bsthssda.MD to 
discuss flue reduction programs b licenses programs for 
eniuring that screening criterion for pressuriied thermal 
theck will not be eiceeded 

VISStNO.G 8 Operating Reactors Branch 4 83/01/06 STOLZ. U F 

Operating Reactors Branch 4 3pp I67B9 308 a4X 
Fiche 90-000,83/01/06,8301120098 


0301040313 Forwards NRC 821019 ltr transmitting SALP Repts 
50-269/82-34, 50-270/82-17, 90-287/82-34, 90-369/82-30, 

50-370/82-24, SO-413/82-23 b 90-414/82-21 b util 821116 ltr 
commenting on 8ALP repts 

O'REILLV.J P Region 2. Office of Director 82/12/09 TUCKER. H B 

Duke Power Co Spp. 16642 001 24X Fiche 90-000,82/12/09, 

6301040313 


6301130489 Forwards request for addl Info re NUREG-0737. I terns 
II F 1.4.9 b 6 concerning containment pressure, water level 
l( hydrogen monltori within 60 dayi of receipt of ltr 
STOLZ. J F Operating Reactors Branch 4 83/01/10 TUCKER. H B 

Duke Power Co lOpp 16837 077 24X Fiche 90-269.83/01/10. 

6301180469 


—8301040323 Forwards SALP Repts 50-269/82-34.50-270/02-17.50-287/82-34, 
90-369/02-30.90-370/82-24,50-413/82-23 b 90-414/82-21 
LENIStR C Division of Project b Resident Programs 82/10/17 
TUCKER. H 0 Duke Pousr Co 2pp 16649 004 24X 

Fiche 90-000,82/12/09.6301040313 


S301240245 Bummary of 821216 meeting w/DbU Owners Oroup Safe-End Task 
Force in Bethasda.HD re progress on long-term program for 
evaluating cracking problem In plant makeup noiilcs 
MINER. 8 Operating Reactors Branch 4 63/01/14 Operating 

Raactors Branch 4 24pp 16893 293 24X Flcha 90-000.83/01/14, 

8301240249 


8301890689 Summary of 630111 meat Ing w/BbU Owners Oroup in Bethesda.MD 
re Pressuriied Thermal Shock Program 

VIBSINOaO Operating Reactors Branch 4 83/01/17 Operating 
Reactors Branch 4 e9pp 16914 121. 24X Fiche 50-000.63/01/17, 
8301230609 


6301240243 Summary of S30114 meeting w/utlls in Bethasda.HD re 
licensee programs for ensuring that screening criterion for 
pressurized thermal shock is not ezeaeded 

VI83IN0. OS Operating Reactors Branch 4 83/01/16 Operating 

Reactors Branch 4 23pp 16907 009 24X Fiche. 90-000. 03/01 /IS. 

8301240243 


8301260542 Advises that 821112 response 
procedures b training for pressurized 
reviewed Objectives of audit met b no 
be required 

@T0L2i\f F Operating Reactors Branch 
Duke Power Co 2pp t69l9.360 24X 

8301260942 


to NRC 820911-14 audit of 
thermal shock 
further actions will 

4 93/01/24 TUCKER. H B. 

Fiche 90-267.83/01/24, 


— B30I040333 BALP Repts 90-269/02-34.90-270/02-17,90-207/62-34, 
90-369/02-30,30-370/82-24.90-413/02-23 b 90-414/82-21 
a Region 2, Office of Director 02/10/19 93pp 16642 006 24X 

Fiche 90-000, 02/12/09, 0301040313 


—6301040391 Comments on SALP Repte 50-267/82-34,90-270/62-17, 
90-207/62-34, 90-367/82-30, 90-370/82-24. 90-413/02-23 b 
90-414/82-21 

TUCKER, H n Duke Power Co 62/11/16 0 'REILLY, J P Region 2, 

Office of Director 2pp 16642 059 24X Fiche 50-000,82/12/09, 

6301040313 


8208170269 IE Info Notice 82-91. ’'Overezposur et in PUR Cavities Bve 
1 1st end 

DEYOUNG, R.C DlrecljOT'e Office, Office of Inspection end 

Enforcement 82/12/21 Consolidated Edlton Co of Now York, Inc 

11 Ipp 16689.23? 24X Fiche 50-000. 82/12/21. B20BI90269 


8212060351 IE Info Notice 62-92. "Equipment Environ Ouall fleet ion 
Testing Experience - Updating of Test Bummarlis Previously 
Published in IE Info Notice 01-29 ” Bve list and 
JORDAN, E L. Division of Engineering b Quality Assurance (Pre 
030103 } 82/12/21 Consolidated Edison Co. of Neu York. Inc. 

119pp l66Bi’08a. 24X Fiche 50-000,62/12/21.8212060391. 


6212060390 IE Info Notice 82-93, "Main Transformer Failures at North 
Anna Nuclear Power Station " Svc list and 

JOROANtE. L Division of Engineering b Quality Assurance dPre 
830103) 82 / 12/22 Consolidated Edison Co of New York. Inc. 

114pp 16796 017 24X Flcha 50-000. 82/12/22, 6212060390, 
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B3ai040S'44 Conftrnis Q30i07 itig t ^netting In Region 2 ofe ta ditcuii 
recent inep (tndinge r« (dent i f icetlon of t«io open 
initrunent air menual Itoletlon velvet located in 
pretivr(ied line penetreting cantainnent per 621220 teleon 
Q'REILLV. J P Region 2, Office of Director 62/12/23 TUCKERi H 8 
Duke Pouer Co 2pp 16637- 399 24)( Flche 50-269,63/12/23, 

6301040244 


6301250629 Fortirardt IE Intp Repti 50-269/82-44.90-270/62-44 t< 
90-267/62-44 on 621110-1210 No nonconpllanc a noted 
DANCE.M C Olvislon at Project & Retidenl Programi 62/12/23 
TUCKER, H 6 Duke Pouir Ca 2pp 16905 093 24X 

Flcht- 90-269. 63/12/23. 6301350625 


—6301250630 IE Intp Reptt 50-369/62-44,50-270/62-44 b 50-267/63-44 on 
631110-1210 No noncomp I lance noted Major area* intpected 
•urvtillance teat Ing, me Int op aratl one, tpent fuel 
eonto 1 Idat 1 an & ttaam genaretor tube leaks 

ORDERS, H . FALCONER. D . BRVANT, J C 01 vision of Project t, Resident 
Programs 03/12/23 lapp 16903 095 24X Ft the 50-269.82/12/23, 

6301230625. 


6206190379 IE Info Notice 62-94. "Net 1 1 tvghous e NBFD Relag Fal lures in 
Reactor Protection Sgt ** Sve list encl 

UDRDAN. E L Division of Engineering k Quality Assurance <Pre 
6301031 63/12/27 Consolidated Edison Coi of Ntu York, Inc 

ItOpp 16962 139 24X FIche 50-000. B3/iS/27, 0306190275. 


6303190273 IE Info Notice 62-59, "Selsnlc Qualification of Hestinghouse 
AR Relay N/Latch Attaehnents Used In Nestinghouse Solid 
Btata Protection Bys " Sve list end 

UORDAN.E L Division of Engineering 6 Quality Assuranct (Pra 
630103). 62/12/20 Consolidated Edison Co of N*u York, Inc 

109pp 16660 014 24X Flche 50-000.62/13/23,6308190373 


6312060354 IE Info Notice 62-96, "Robertshau Tb ermosti tic Flou, Control 
Valyti " Sve list encl 

UOROANiE L Division of Engineering & Quality Assurance (Pre 
630103) 83/12/30 Consolidated Edison Co of New York, Inc 

lllpp 16756 137 24X Flcbe 50-000.62/12/30,6312060394 


6301290473 Ach receipt of 621217 Itr Informing NRC of steps taken to 
correct violatlgns noted In IE Intp Repti 90-269/63-40, 

SO-270/DS-40 t< 90-267/82-40 

DANCE, H C Division of Project 4 Resident Progrems 63/12/30 
TUCKER, H 0 Duke Power Co ip 16903 137. S4X 
Fiche 90-269, 63/12/30, 6301250473 


—6301250479 Re spends to NRC 621117 Itr re violations noted In IE Intp 
Repts 50-269/82-40,50-370/62-40 Ir 50-287/62-40 Corrective 
actions station procedures revised to Include requirements 
of ANSI N43 2 2 - 1972 

TUCKER, H B Duke Pouer Co 82/12/17 0 'REILLY, J P Region 2, 

Office of Director 2pp 16903 138 a4X FUhe 30-269,82/12/30, 
6301250473 


DOCKET 90-271 VERMONT YANKEE NUCLEAR POWER STATION 


F Security, medical, emergency 4 fire protection plans 


8312060349 Oenaric Ltr 82—33 to all licensees of operating reactors, 
applicants for QL 4 holders of CPs rt Buppl 1 to NURE0-0737i 
"Requirements for Emergency Response Capability " 

NUfieO-0737, 8uppl 1 & sve list encl 

EISE)6iUT,D 0 Division of Licensing 8S/t2/i7 Consolidated 
Ed lion Co of Naw York, Inc 77pp 16661 20B 24X 

Flcbe 50-000,62/12/17,8812060349 


8212220449 Centric Ltr 82-39 to all reactor licensees, CP holders 4 
appllcanti for CPs re problems ut/submlttals of 10CFR73 21 
safeguard i Info for He an ting review Procedures re 
tranimlttal of info outlined 8vc list encl 

EI8EKMUT,D 4 Olvislon of Lictntlng 83/12/22 Consolidated 
Ediien Co of Niu York, Inc. 13pp 16690 021 S4X 
Fiche 90-000,82/12/22,8212220445 


6301140048 Forwards IE Safeguards Imp Rapt 50-271/62-32 on 
831129-1203 No noneomp liance noted 

MARTIN, T T. Division of Engineering 4 Technical Programs 82/12/29, 
MURPHY, W P, Vermont Yankee Nuclear Power Corp 3pp 16805 857 
24X Fiche 50-371,83/12/29,8301140048 


■0301140051 IE Safeguardt Intp Rapt 50-271/82-22 on 821129-1203 Mo 
noncompllanca noted Major areas inspected security plan 4 
procedures, locks, keys 4 combinations, security program audit, 
records 4 rapts 4 security organliation 

SMITH, 0 C. . ODDY, A T Region 1, Office of Director 83/12/88 
3pp 16805 259 24K Fiche: 90-271, 82/12/29, 6301 140048 


8301110633 Releases public version of rev to emergency plan 

FELTON, J M Division of Rules and Records 03/01/07, Document 
Management Branch Ip. 16765 201 24X Fiche 90-271,03/01/07, 

8301110633 


—6301110636 Forwardi public version of Rev 9 to emergency plan 

MARKT,D Yankee Atomic Electric Co MARKTiD Vermont Yantee 
Nuclear Power Corp 82/18/31 Office of Nuclear Reactor 
Regulation. Director. 2pp 16763 802 24X Fiche 50-871.8 3/01/07. 

8301110633 


—8301110639 Public version of Rev 9 to emergency plan 

MURPHY, H.P, Vermont Yankee Nuclear Power Corp, 02/12/31 ISSpp 
16769204 a4X Fiche 30-271,83/01/07,8301110633 


8301140261 Ack receipt of 821230 ltr jnforming NRC of steps taken to 
cerrset violations noted in IE Imp Rept 90-271/82-19 
STARQBTECKl, R. Dlvlilon of Project 4 Resident Programs 03/'Dl/lO. 
MURPKYrH P Veriront Yankee Nuclear Power Corp ip 16806 297 a4)( 

Fiche 90-271,83/01/10,8301140261 


— 8301290481 Forwards IE Insp Rtpts 50-269/62-40,50-370/82-40 4 
90-207/62-40 on 021025-29 4 notlcs of violation, 

DANCE.H C Division of Project 4 Resident Programs 82/11/17. 
TUCKERtH 8 Duke Pouer Co 2pp 16903 140 24X 

Fiche 50-269.62/12/30,8301250473 


"8301290486 Notice of violation from Insp on 021025-29. 

e Division of Project 4 Resident Programs 82/11/17, Ip. 
16903 142 24X Fiche 50-269.82/12/30,6301250473, 


■8301290490 IE Insp Repti 30-269 /a2-40i 50-270/82-40 4 50-287/62-40 on 
821029-29 Noneomp 1 lane t noted • fai 1 ure to document matl 
control moasures. 

BEH8LE,0 A , FREDRICKSON, P , JACKSON, L.H. Rap ion 2. Office of 
Director 82/11/17 17pp 16903 143 24X Fiche 50-259, 82/12/30, 

8301250473 


V Operator Eiamlnations 


8212220443 Oeneric Hr 82-36 to all power reactor li c inssss, appl icants 
for OLiKSS 4 reactor vondors 4 AEs re meeting to dlicuis 
recent developments for licensing exam Advlics that meatlng 
Mill ba held on 830211 re operator licensing. Sve list encl 
EISENHUT.DO. Divliionof Licensing 82/12/22, Consolidated 
Edleon Co at New York, Inc I8pp 16681.072 24X 

Fiche. 50-000. 82/12/82, 8212220443 


8301120876 Oeneric Ltr 83-01 to power reactor Ucenstei 4 applicinte 
for OL re operator llcenilng exam fits visit Requests 
schedule re eian requests expected for submittel prior to 
831231 for listed categoriei, gvc list end, 

E ISEI'IHUT. D 0 Olvislon of Licensing 03/01/11 Consoltdeted 
Edison Co of New York, Inc. lipp I6B93, 243, 24X 

Fiche 50-000,83/01/11,0301120078, 


— 830114086B Responds to NRC 621130 ltr re violations noted In IE Insp 
Rept 50-271/82-19. Corrective actions fire watch personnel 
rslnstructed in responsibilities Fire proof kneeling pads 
constructsd for future use 

MURPHY, W F Vermont Yankee Nuclear Power Corp 02/12/30 
8TAR087ECKI . R. Division of Project 4 Resident Programs 2pn 
16B06'29e. 24X Fiche- 50-27 1, 83/01/ 10, 8301 140261 


8301190926 Forwards safety evaluation re safe shutdown capability In 
event of fir e , eval uated against requi rement s of 
10CFR90,App A, Sections HI 0 3 4 111 L 

VABBALLO, D. B, Operating Reactors Branch 2 B3/01/13 SINCLAIR. J.B 

Vermont Yankee Nuclear Power Corp. 2pp 16849 194 24X 

Flehe 90-271,83/01/13,8301190526 


■8301190928 Safety evaluation re safe shutdown per lOCFRSO, App R. 
Bactions III 034 III.L Proposed design mods meat App R 
requirements re safe shutdown in event of fire in control, 
cable spreading 4 swltchgaar rooms. 

• Office of Nuclear Reactor Regulation, Director 03/01/13 9sp 
16849,196 24X Fiche: 90-271 , 83/01 /13, 8301 190926 


J Insurance 4 Indemnity information 


8301160373 Forwards Endorsemsnt 92 to HAELU Policy MF-96, Endorifmant 
64 to NELIA Policy Nr-189. Endorsement 3 to NELIA Certificate 
N-32 4 Endorsement 3 to MAELU Certificate M-32 

SMADER, D, Vermont Yankee Nuclear Power Corp, 83/01/11 DINITZ, 1 
Antitrust 4 Economic analysis Branch (Utility Finance) 9pp. 

16623 302. 24X FI eh e: 50-27 1, 83/01/1 1 , 8301 180373 
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P Qparating llcansi stags dscumsnts ti earrsapondartcs 


83Ot0d>O213 ForWflT'dt rsi^ueit for addl info In rasponss to B20326 tt 0<>23 
l%pi rt opsrabtlitg of contolnmant purgt (< vsnt valves Info 
should bt provided uithin 90 days 

VA6BALL0, D B Operating Reactors Branch 2 B2/12/10 SINCLAlRi J B 

Vermont Yankee Nuclear Pouier Corp 3pp 166B3 075 24 X 

Fl«he: 90-271. 02 / 12 / 10 , 0301060213 


8301030060 Provides addl info re NVREO-0313. Revision 1. in response to 
NRC B2110S Itr Info reflects util position re intergranular 
stress corrosion cracking as of Apr 1902 (< may be subj to 

change 

MURPHY. H P. Vermont Yankee Nuclear Power Corp 02/12/21 
VA8SALLQ. D B Operating Reactors Branch 2 GOpp 16619*037 24X 

Fiche 90-271,02/12/21,0301030060 


8212060396 Ocnerlc Ltr 82-30 to all 1 Icensees , app 1 leant s for QL h 
holders of CPs re filings concerning 10CFR90 production I, 
utlliiatlon facilities Current listing of branch assignments 
for nuclear reactor projects h sve list enc 1 

CiBENHUr.D O Division of licensing 02/12/28 Consolidated 
Edison Co of New York, Inc llpp 16B68 001 24X 

Flcba. 90-000i 92/12/28, 8212060396 


8301D40665 Forwards proprietary NEDE-29449, "VT Yankee Cycle 8 
Stability hi Recirculation Pump Trip Test Rept " Rept 
lelthhald (ref 10CFR2 790) Affidavit end 

QUIRK, J,F Oeneral Electric Co 02/12/30 BERLINOER, C H Core 
Performanca Branch 9pp 16640 107. 24X Fiche 50-271,82/12/30, 
8301040669. 


8301190033 Forwards request for addl Info re NEDE-24900~P, "Analysis of 
Oancrlc BWR 8af ety/Relief Valve Operability Tests Results," 
to complete review of NURCO-0737, Item 11 D 1, "Reliability 
Elnglnsarlng ” Response requested within 60 days of ltr date 
VASBALLOi D B Operating Reactors Branch 2 83/01/04 BINCLAIR, J B 

Varmont Yankee Nuclear Power Corp 3pp 16048 339 24X 

Plcha 90-271.03/01/04,0301190033 


B301110134 Oanerlc Ltr 03-02 to all BUR licensees re NUREO-0737 
Tech Specs Requests response re deviations from end 
guidance & model Tech Specs uithin 90 days of receipt of 
ltr Sve list end 

EISENHUTtD 0 Division of Licensing 03/01/10 Commonwea t th 
Edison Co 13pp 16868 196 24X Fiche 90-000,83/01/10,8301110134. 


B301140235 Application to amend License DPR-2B, cons is ting of Proposed 
Change 103, modify ing Tech Specs re analog trip sys h scram 
discharge sys, 

NEIDCR, L H. Vermont Yankee Nuclear Power Corp 83/01/10 Office 
of Nuclear Reactor Regulation, Director 4pp 16806 209 24X 

Fiche 90-271,03/01/10,8301140239 


— G301140238 Proposed Tech Spec Tablos 3 1 1, 4 1 1 it 4. 1 2 re reactor 
protection sys (scram) instrument requirements, scram 
instrumentation it logic sys functional tests It scram 
Instrument cal ibr, reipectivel y 

a Vermont Yankee Nuclear Power Corp 83/Oi/lO lEpp 16806 213 
24X Fiche. 90-271. 83/01/10, 8301140239 


8301100142 Forwards proprietary "RELAP9YA Computer Program for LWR Bye 
Thermal Hydraulic Analysis," Parts I it II, addressing 
NUREO-0737, THI Action Items 1 1 K 3 30, 1 1 K 3 31 it 1 1 K 3 9 it 
Qanerle {.tr 02-14 Rspt withheld (ref 10CFR2 790) 

HEIDER.L H Yankee Atomic Electric Co 83/01/14 E18ENHUT, D. 0 
Division of Licensing. 4pp 16832.040, 24X Fiche. 90-000, 03/01/14, 

8301 180 142 


B3Q1170363 Forwards RELAP5YA, computer program for LWR sys thsrmal- 
hydraullc analysis, to facilitate improved LOCA analyses Info 
withheld (ref tOCFR2 790) Affidavit end 

HEIDER, L H. Yankee Atomic Electric Co 83/01/14 ElBENHUT, D 0 
Olvlalon of Licensing 4pp 16049.330 24X Fiche 90-000, 83/01/14, 

8301190363. 


B3O12S0693 Summary of B21217 meeting w/OE It Hark I Owners Oroup in 
Bathasifa, MD re suppression pool local to bulk temp 
dlfferanea analysis I, single vent lateral chugging load 
SIEOEL, B. Operating Reactors Branch 2 03/01/18 Operating 

Raactors Branch 2 99pp 16907 229 S4X Fiche, 90-000, 83/01 / 18, 
B30I 290693. 


B3OI2S0'29B Forwards correctsd 830120 affidavit from DE Vandenburg re 
proprietary info in YAEC-i300P 

CROCE. R H Yankee Atomic Electric Co 83/01/20 ElBENHUT, 0 0 
Clvislon of Licensing. 2pp 16994 311 24X Fiche 90-000,83/01/20, 

0301200298 


Q Inspection reports, IE Bulletins I, correspondence 


8301100090 Responds to FOIA request for iS categories of documents rt 
facllltiss Repts re MARCH code msy be purchased from NTIS. 

Forwards documents listed In App A Search for Items 3, 6, 7, 9, 

11 it i2 Identified In request continuing 

FELTON, J M Division of Rules and Records 63/12/07, HIATT, 8 L 

□lilo Cititens for Responsible Energy Spp i6794 003 24X 

Fiche 90 -000,82/12/07,8301100090 


— 0301100057 Provides status of licenses responses to IE Bulletin 78-03, 
"Potential Eiploslvc Oes Mliture Accumulations Associated 
H/BHR Offges 8ys Operations," per 700029 ltr 

BRUNNER, E U Region 1, Phi 1 ■ de 1 ph la. Raactor Operations Nuclear 
Support Branch 78/09/07 WOODRUFF, R W Office of Inspection t. 
Enforcement, Office of the Director Ip 16794 229 24X 

riche 90-000,82/12/07.0301100090 


— 8301100064 Advises that action on IE Bulletin 70-03, "Potential 
EiplosJve Oai Mtsture Accumulations Associated W/DMR Offgas 
Sys Oparatiane," completed, including revl rue of licensee 
responses I, offgas sys Summaries of offgas sys end 
JORDAN, E L Office of Inspection h Enforcement, Office of the 
Director 78/11/29 ORIhES, B K Assistant Director for Engineers 
h Projects (Pre 790629) 37pp 167S4 240 24X 

Fiche. 90-000, 62/12/07, 03OUOOO9O 


— 8301100179 Responds to IE Qullatin 7B-03i "Potential Eiplosivs Das 
Mixture Acc umulet ions Associated W/DWR Offges Bys 
Operations," per NRC 700210 ltr Jersey Central Power & Light 
Co 780322 incomplete response to bulletin end 
MOODY, 0 E Vermont Yankee Nuclear Power Corp 70/04/14. 
QRIER,9.H Region 1, Philadelphia, Office of the Director Spp 
16794 348 24X Fiche 30-000,02/12/07.6301100050 


— 8301100167 Advises that IE Bulletin 70-03, "Potential Explosive Oas 
Mixture Acc urnulat ions Associated W/BUR Offgas Sys 
Operations," has been sent to listed OL holders for action 6 
to listed CP holders for info Sample Itre end. 

CRIER, B.H Region 1, Phi lade Iphle, Office of the Director. 
76/02/10. Division of Reactor Operatione Inspectiont 6pp 
16794 161 24X Fiche 90-000,92/12/07,6301100090 


— 6301100290 Forwards IE Bulletin 78-03. "Potential Explosive Cas Mixture 
Accu/nula ti 0 n ■ Associated W/BWR Offgas Bys Operatlans " 

Action requ 1 red W/o enc I 

CRIER, B H Region 1, Philadelphia, Office of the Director 
78/02/10 CROCE, R H Vermont Yankee Nuclear Power Corp. Ip 
16795*044 24X Fiche 50-CX>0, 02/12/07, 0301 100090 


6208190269 IE Info Notice 82-91, "Overaxposuree in PWR Cavities. “ 8vc 
list enc I 

DEVOUNOjR C Director's Offics, Office of Inspection and 

Enforcanent 62/12/21 Consolidated CdisonCo of Nau York, Inc 

lUpp 16689 239 24X Fiche. 50-000, 82/12/21.0209190269. 


6212060351 IE Info Notice 02-92, "Equipmeivt Environ Qualification 
Testing Experience - Updating of Test Bummaries Previously 
Published in IE Info Notice 01-29 " Bve list end 
JORDAN, E L. Division of Engineering I, Quality Assurance (Pre 
030103). 02/12/21 Consolidated Edison Go of New York, Inc. 

119pp 16681.008. 24X Fiche 90-000,02/12/21,8212060351 


8212060390 IE Info Notice 82-53, "Main Transformer Failures at North 
Anne Nuclear Power Stetion " Sve list end. 

JORDAN, E.L Division of Engineering h Quality Assurance (Pre 
830103) 82/12/22 Consol Ide ted Edison Co of New York, Inc. 

114pp 16750*017 24X Fiehs. 90-000, 82/12/22, 0212060390 


6208190275 IE Info Notice 82-54, "West ing ho us e KBFD Relay Failures in 
Reactor Protection Bys " 8vc list end. 

JORDAN, E. L, Division of Englnsaring R Quality Assurance (Pre 
B30103). 02/12/27 Consolideted Edison Co. of Nau York, Inc 

llOpp. 16962.139 24X Fiche 90-000,82/12/27,8208190279 


B20QI90273 IE Info Notice 82-59, "Seismic Qua lif Icatl an of Westinghouse 
AR Relay W/Latch Attachments Used in Westinghouse Bolld 
State Protection 8ys " Bve list end 

JORDAN, E L Division of Engineering 6 Quality Assurance (Pre 
830103). 02/12/28 Conioltdeted Edison Co. of New York, Inc* 

109pp. 16868*014 24X Fiche: 90-000, 62/12/20,8208190273 


6301140046 Forwards IE Safeguards tnsp Rept 50-271/82-22 on 
621129—1203 No noncompl lance noted 

MARTIN, T,T. Division of Engineering it Technical Programs 82/12/29 

mjRPHY, W P. Vermont Yankee Nuclear Power Corp 2pp 1600 9 297. 

24X Fiche 30-271,02/12/29,8301140048 
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—6301(4005) IE Bafagujrdt imp R«P<- 90-271/6:3-22 on 821129-1203 iNo 
nonconip I laric« notad Kajor araa* inspected sacuritg plan & 
procedurasi lockaaliagi & combi natl ans> secur 1 tg program audlt> 
racards b rapts S< security orsanliation 

BMITH.O C . OOI»V»A T Region 1. Office of Diroctor 82/12/20 
3pp li>a09 259 24)r Fiche 50-271.82/12/39.9301140048 


82130&0394 IE Info Notice 82-5i>. "Robartsihdw Thareiostatic Flnu Control 
Valves " Svc list anc 1 

JORDAM.E L fiivlslon of Engineering & Ovality Assurance (Pre 
8301031 92/12/30 Consol i dated Edison Co of New 7arli« Inc 

lllpp liTSa 137 24X Fiche SO-OOO, 82/12/30. 02 12060354 


— 0301110323 CER 02-O29/O3L-O on 821201 . dryue U atmospheric temp rfcopder 
TR-i-)4'9 found inoperable Caused by failure of servo motor 
logic ground connection Oround restored (< recorder calibr & 
returned to svc 

PELLETIER. J P Vermont Vantae Nuclear Power Corp 82/12/29 
Region I. Offlca of Director Ip 16747 113 24X 

Flche 50-271.82/12/29.8301110315 


8301190235 Foruards LER 93-008/0 1P~0 

PELLETIER, d P Vermont Vantae Nuclear Power Corp 83/01/10 
NAYNES.R C Raglan 1. Office of Director Ip 16046 298 24X 

Fiibe 50-271.83/01/10.8301190235 


830110029? Act receipt of 021102 Itr informing NRC of steps taten to 
correct violations notad in IE insp Rept 30-271/82-14 
STAR09TECKI.R Division of Project S< Rasldant Programs 83/01/05 
HURPHV.Id P Vermont Yanbee Nuclear Power Corp 2pp 16702 014 
24X Fiche 30-271. 83/01/05. 8301 100299 


— 8301100300 Responds to NRC 820927 Itr re violations noted in IE Insp 
Rept 50-271/82-14 Corrective actions line above catualt 
covered w/lead blanlat shielding reducing dose rate on 
catualt to half original level 

KURPHY.M P Vermont Yankee Nuclear Power Corp 62/11/02 
BTAROSTECKt . R Division of Project 1< Resident Programs 2pp 
1*702 01* 84X Fiche 30-271.83/01/09.8301100299 


8301140261 Act receipt of 821230 Itr informing NRC of steps talen to 
correct violations noted In IE Insp Rept 50-271/82-19 
3TAR0STECKI. R Division of Project (i Resident Programs 83/01/10 
KURPHY.M P. Vermont Vantee Nuclear Pouer Carp ip 1*006' 297 24X 

Fiche 50-271.93/01/10.83011402*1 


— 9301140268 Responds to NRC 821130 Itr re violations noted in IE Insp 
Rept 50-271/82-19 Corrective actions fire watch personnel 
rainstructed in responsibilities Fire proof tneeling pads 
constructed for future use 

HURPHY. M P Vernont Yankee Nuclear Pouer Corp 82/12/30 
STAROSTECtil . R Division of Project * Resident Programs 2pp, 
1680* 298 24X Flcha 50-271.83/01/10,8301140261 


8301180369 Responds to IE Bulletin 82-04 "Deficiencies in Primary 
Containment Electrical Penetration Assemblies " No Bunker- 
Ramo alactrical panetrations irt use or planned for 
Installation in safety-ra lated syt at facility 
MURPHY. U P Vermont Yankaa Nuclear Power Corp 63/01/10 

HAYNE8.R C Region 1. Office of Director 2pp 1*823 311. 34X 

Fiche' 50-271. 63/01/10. 8301 160369 


'301260430 Forwards 1£ Insp Rept 50-271/82-21 on 821102-29 No 
noncomp 1 iance notad 

STAH(3STECK[. R. Division of Projact $< Resident Programs 83/01/10 
MURPHY. H P Vermont Yankee Nuclear Power Corp 2pp 16911 091 
24X Ficbe 50-271.63/01/10,8301260430 


-8301260438 IE Insp Rept 50-271/82-21 on 821102-29 No nancomp 1 ianca 
noted Major areas inspectad actions on previous items, malnt 
activities, physical security, survei 1 lance testing, safeguard 
lys operab i 1 ity. LERs & THI action items 

RAYMOND. H U . OALLO.R H Division of Project I, Resident Programs 
82/12/30 16pp 16911'093 a4X Fiche SO-271, 93/01/10, 8301260430 


6301270370 Forwards “VT Vanfcae Pouar Btation Insorvice Insp 
Program." Rev 7 

SINCLAIR. U B Vermont Yankac Nuclear Power Corp 63/01/19 

VA88AI.L0. 0 8 Operating Reactors Drench 2 Ip. 16929.262 24X 

Fiche 50-271.63/01/18.8301270370 


— 8301270376 "VT Yankee Nuclear Power Station Insarvlce Insp Prngraei." 
Rev 7 

a Vermont Yankee Nuclear Power Corp. 83/01/18 76pp. 16929 263 

24X Fiche 50-271.83/01/10,8301270370 

R Periodic operating reports & related correspondence 


— 8301190240 LER B3-002/01P-0 on 830108, indication of leak In 2-lnch 
stainless steel Schedule 160 isolable section of reactor 
drain line found Causad by pipe crack Cause of pipe crack 
unknown Elbow replaced u/304L type stainless steel matl 
PELLETIER, d P Vermont Y'ankee Nuclear Power Corp 83/01/10 
Region 1. Office of Director 8pp 16846 299 24X 

Fiche 50-271,83/01/10.8301190235 


8301190265 Forwards LER 63-001/010-0 

PELLETIER. J P Vermont Yankee Nuclear Power Corp 83/01/10 
HAYNES. R C Region 1. Office of Director Ip 16846 075 24Y 

Ficho SD'S7i. 83/01/10.63011902*5 


—8301190276 LER: SS-OOl/OlP-O on 830107, valves V-16-19-20 b 228 failed to 
close when operator attempted to secure nitrogen flow Caueed 
by accumulation of Iron particles on magnet used to provide 
valve position indication Valves cleaned 

PELLETIER. J P Vermont Yankee Nuclear Power Corp 03/01/10. 

Region 1. Office of Director 2pp 16846 076 24X 

Flche 90-271.83/01/10.8301190265 


V Operator Eeamlnations 


8212220443 Oaneric Ltr 82-38 to all power reactor 1 iconsees. app llcants 
for 0L.NS8 b reactor vendors tc AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 630211 re operator llconsing Svc list end 
EISENHUT.DO Division of Licensing 82/12/22 Consolldatad 
Edison Co of New York, Inc 12pp 1*681 072 24X 

Flche 50-000.82/12/22.8212220443 


8301120078 Oincric Ltr 83-01 to power reactor licensees t< applicants 
for DL re operator licensing exam site visit Requests 
schedule re exam requests espacted for submittal prior to 
651231 for listed categories Svc list end 

EIEENHUT.D 9 Division of Licensing. 83/01/11 Consolldatad 
Edison Co of New York. Inc 1 Ipp 16893 243 24X 

Fiche; 50-000, 03/01/1 1, 8301 120D7S 


DOCKET 50-272 SALEM NUCLEAR OENERATINO STATION, UNIT 1 


F Security, medical, emergency 4c fire protection plans 


62120*0349 Oentric Ltr 82-33 to all licensees of operating reactors, 
applicants for OL 1, holders of CPs re Suppl 1 to NUREO-0737, 
''Raqulremanbf for Emergency Response Capability " 

NUnE0-O737i Suppl 1 * svc list and 

EteENHUT.D.O Division of Licensing. 02/12/17 Consolidated 
Edison Co. of Now York. Inc 77pp 1*681' 208. 24X 

Ficho' 90-000. 82/12/17. 62120*0349 


6212220445 Oentric Ltr 82-39 to a 1 1 reactor llcansoes.CP holders 1, 
applicants for CPs ra problems w/submlttals of 10CFR73 21 
safeguard* Info for llcenalng review Procedures re 
transmittal of Info outlined. Bve list end 

EI8ENHUT.P0 Division of Licensing 82/12/22. Consolidated 
Edison Co of New York. Inc. t3pp 16690 021 24X 

Flche. 50-000. 62/1S/22, 8212220449 


B3011B0090 Notification of 6301 IG meeting w/util b 9dtnee 
Applications. Inc In Silver Eprlng.MO to discuss proposed 
changes in Security Plan 

FISCHER.D C Operating Reactors Branch 1 83/01/11 VAROA. 8 A 

Operating Reactors Drench 1 2pp 16837 069 24X 

Flche 50-272.83/01/11,6301160090 


8301170123 Forwards monthly operating rapt for Dec 1902 

MURPHY. U P. Vermont Yankee Nuclear Power Corp 03/01/12 Offlca 
of Reeource Nanagamint. Olraetor. Ip, 1*811 001 24X 

Fiche* 50-271 . 03/01 / 1 2, 830 U 701 23, 


8301170133 Monthly operating rept for Dec 1982 

BUfiOES. F, J Vermont Yankee Nuclear Pouer Corp 83/01/18 6pp 
16811.002 24X Fiche 30-271.83/01/18,8301170183. 


3 Reportable occurrences. LERs b related correspondence 


8301140369 Ack receipt of 681802 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Rspts 90-272/82-27 b 
50-311/82-26 

STAflOSTECKf.R Division of Project b Resident Programs. 63/01/12 
UDERITZ. R. A Public Service Electric b Oas Co of New Jersey 2pp 
I6B07'291. 24X Flche 50-278.83/01/12,8301140369. 


8301110315 Forwards LER 02-O25/O3L-O 

PEI-LETIFR. J P Vermont Yankee Nuclear Power Corp 
HAYNES. R C. Region I. Office o# Director Ip 
Fiehr 90-871,82/12/29.0301110319. 


02/18/29, 
1*747 114 


24X 
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**■9301140379 Rttpondt to NRC 821122 Itr )'c violations nottd in IE Insp 
flapts SO'272/82-27 «< 5O-311/02-2& Corroctlvs actions flro 
watch astab listed to inspect pressure relief charcoal 
filter areas until detectors tasted Tests completed 821027 
OOCRITZfft. A Public Service Electric & Oas Co of Netv Jersey 
82/12/22 HAYNES.R C Region 1> Office of Director 6pp 
I'ieO? 293. 24X Flche 90-272.83/01/12,0301140369 


3301350618 Responds to 821220 request that certain security measures of 
Security Access Psrmtt Program be lifted Prior author i let ion 
for entrance into designated sensitive areas provides little 
benefit & can be terminated 

HAYNC3.R C Region 1. Office of Director 83/01/19 0DERIT2.R A 
Public Service Electric t< Oas Co of Neu Jersey 2pp 16904 320 
24X Fiche 50-272.03/01/19,0301290618 


— 8301250624) Requests that certain security measures of Bscurity Access 
Permit Program committed to on 820819 be lifted Security 
Info deleted. 

UOERITZiR. A Public Service Electric It Oas Co of Neu Jersey 
82/13/20 HAYNES, R C Region 1, Office of Director 2pp 
16904.330. 24X Fiche 90-272,83/01/19.0301250616 


9 Adjudicatory corraspondence 


9301190202 Requeste sve lists ba changed It correspondence be addressed 
to fi Pryllng due to retirement of F Broadfoot 
UETTERHAHN, H J Connar It Uetterhahn NETTERHAHN, N J Public 
Birvica Electric U Oae Co of Neu Jersey 83/01/17 DENTON, H R 
Off lea of Nuclear Reactor Regulation, Director CUNNINQHAM. 0 
Office of the Executive Legal Director CHtLK, 8 J Office of the 
Sicretary of the Commission 2pp 16846 264 24X 

Ftcha:90-000. 83/01/17.8301190202 


H. Oeneral correspondence 


8301070240 Advises of change of address for RA Uderlti 

UOERITZ.R A. Public Service Electric (i Oas Co of Neu Jersey 
B2/12/29 VAROA, 8. A Operating Reactors Branch 1 Ip 16686 232 
24X Fiche. 90-272. 82/12/29, 8301070240 


8301190137 Requests all sve lists It correspondence to F Broadfoot be 
nour sent to R Fryltng Changa requested due to retirement 
of F Broadfoot 

HETTERHAHH, H J Conner It Uetterhahn 83/01/17 DENTON, H R Office 
of Nuclear Reactor Regulation, Director. CHILK,8 J Office of the 
Bacratary of the Commission CUNNINOHAM, 0 Office of the Executive 
Legal Director 2pp 16838009 84X Flch e 90-272, 03/01/17, 

8301190137 


O. Ineuranca b indemnity information 


8301040919 Foruiards NELIA Certificates of Insurance N-60, M-60, N-72 b 
H-72 b Endorsements 1.2 b 3 to ilAELU b NELtA Policies 
N-AO. a-&0, N-72 b M-72, respectively. Endorsement 99 to NEHA 
Policy NF-230 b Endorsement 43 to HAELU Policy liF-90 
OOLOEM,H.P Marsh b HcLannan, Inc , M b M Nuclear Consultants, Inc 
Olv 03/01/04. SALTZMAN, J Assistant Director for State b Licensee 
Relations. 41pp 16647 017 24X Fiche- 90-272. 03/01/04, 8301040919 


P. Oparating license stage documents b correspondence 


B30104D11L Requests revicu of Tech Bpecs incorporated by Amend 39 
Submittal of Tech Bpec to add manual Initiation of auxiliary 
feedwater syt to itet of function units requested uilthln 
30 days of receipt of Itr 

VAROA. a A. Operating Reactors Branch 1. 82/12/82 UDERITZ. R A 

Public Service Electric b Oas Co of Neu Jersey 3pp 16666-320. 
24X Fiche 90-272,82/12/22.8301040111 


B30 1060924 Foruards Amend 90 to License DPR-70, safety evaluation b 
notlca of issuance b availability Amend revises Tech Space 
re borated uater sys, ref uel ing water tank b spray additive 
sy* *9 conform w/Unlt 2 b IE Bulletin 77-04. 

ROSSrH. J Operating Reactors Branch 1 82/12/27 UDERITZ, R A 

Public Service Electric b Oas Co. of New Jersey 3pp. 16607:349 
24K Flcho:90-272> 82/12/87, 0301060924 


— B30106092B Amend 90 to License DPR-70 ravlslng Tech Specs ra boratad 
water ay s, r afuel ing uater tank b spray additive sys to 
conform w/linlt 2 specs b IE Bulletin 77-04 raqulraments. 

VAROA, 8. A Operating Reactors Branch 1, 82/12/27, 6pp. 

16687:392. 24X Fleha 90-272,02/12/27,0301060924 


— 6301060933 Safety evaluation supporting Amend 90 to License DPR-70 
* Office of Nuclear Reactor Raguletlon, Dlraetor. 82/13/27 3pp, 
16687-390. 24X Fiche- 50-272, 02/12/27, 6301060524 


—8301060937 Notice of issuance b availability of Amend 50 to License 
DPR -70 

VAROA, B A Operating Rtactors Branch 1 63/12/27 2pp 

16697:361 24 X Fiche 90-272,02/12/27,0301060524 


8212060396 Denerlc Ltr 82-30 to all 1 ic ensees ■ app 1 icants fur OL b 
holders of CPs re filings conctrnlng 10CFR9O production b 
utl Illation facilities Currint listing of brench assignments 
for nuclear reactor projects b tve list anc 1 

EISENHUT. D O Division ef Licensing 82/12/28 Consolidated 
Edison Co of Neu York, tnc llpp 16868' 001 24X 

Fiche- 90-000, 88/12/28,8212060396 


0301100290 Responds to Osneric Ltr 82-16 tb NUREO-0737 Tech Bpecs 
Limiting working hours of staff performing safety-related 
functions only item not presently covered by formal spec 
License amenii proposed 

LIDEM.E A Public Service Electric b Oas Co of Neu Jersey. 

82/12/29 VAROA, a A Operating Reactors Branch 1. Ip 16697 313 
24 X Fiche 90-272,02/12/29,8301100299 


8301110699 Requests remittance of addl fee for 821203 application to 
modify Tech 8pec re fuel enrichment for reactor eorea b neu 
spent fuel rack I to 4 03X U-239 by uelght. 

DIOOS.R H Lictnsf Fee Managimtnt Branch 83/01/06 UDERITZ, R J 
Public atrvlca Electric b Oat Co of Neu Jersey ip. 16790 350 
24X Fiche 90-872- 83/01/06. 03011 10659 


0301200091 Informs of change In loading pattorn b util revlsu of new 
Cycle 9 reload core Cycle 5 reload core discutsed in B2D927 
ltr. Reload core design will bi verified during Startup 
Physics Tsstlng Program Partial test list and 
LtOEN.E A Public Service Electric b Oas Co of Neu Jersey 

83/01/13 VAROA, 8 A Operating Reactors Branch t 4pp 16864 138 

24X Fiche 90'-278, 03/01/13, 0301200091 


8301260272 Advises that NRC unabls to determine acceptability of 021203 
requost to modify fuel onrlchmtnt to 4 09X by weight U-238, 
based on Info provided Request for addl info tncl Info 
needed to nitce 830128 target date for review completion 
VAROA, 8 A Operating Reactors Branch 1 83/01/21 UDERITZ, R A 

Public Service Electric b Oas Co of Neu Jersey 3pp 16919 194 
84X Fiche: SO-272. 83/01/21,8301260872 


B301S6027S Forwards BER b Technical Evaluation Kept. "Review of 
Licensee Resolution of Outstanding Issues From NRC Equipment 
Environ Qualification SERs <F-11 b B-60) " Justification for 
continued operation due In 30 days H/o EER 

VAROA, S A Operating Reactors Branch 1 83/01/21. UDERITZ, R A 

Public Barvlce Electric & Oas Co of Ntu Jersey 3pp 16923 001 
24X Fiche 50-272,03/01/21,8301260278 


— 8207270492 ''Review of Licenses Resolution of Outstanding Issues From 
NRC Equipment Environ Ouallf ication SERs ■(F-ll b B-60), 

Public Bve Electric b Oat Co, Salem Nuclear Osnerating 
etatlon.Unlt 1," Vole I b2,Technlcal Evaluation Rept. 

CRANE.C J Franklin Instituta/Fran kl in Research Center. 

NRC-03-79-1 18. TER-C9297-468 02/07/19 LE.MD. , HHEMAN8RI. P 

NRC - No Detailed Affiliation Olvan 7l4pp 16923 004 24X 

Fiche- 90-272, 83/01/21,8301260278. 


8 Inspection reports, IE Bulletins b correspondence 


8200190269 IE Info Notice 82-91, "Overe iposur es In PHR Cavities *' 8vc 
list enc 1 

DEYOUNO,R.C. Director's Office, Office of Inspection and 
Enforcement 82/12/21 Consolidated Edison Co of Nsu York, Inc 

lllpp 16689 239 24X Fiche 90-000,02/12/21,8200190269 


8212060351 IE Info Notico 82-52, "Equipment Environ Oualtf Icatl on 
Testing Experience - Updating of Test Sunmarles Previously 
Published in IE Info Notice 81-29 " Bve list sncl. 

Jordan, E. L. Division of Engineering b Quality Assurance (Pre 
830103) 02/12/21. Consolidated Edison Co. of New York* Inc 

liSpp 16601-088 24X Fiche. 90-000, 82/12/21.8212060351. 


8212060390 IE Info Notice 82-53, "Main Transformer Failures at North 
Anna Nuclear Pouar Station." Svc list sncl 

JORDAN, E. L Dlvlstan of Engineering b Quality Assurance (Pre 
830103). 02/12/22 Consolldeted Edison Co of Neu Vork, Inc. 

tl4pp. 16750.017 24X Fiche 90-000. 02/12/82,8218060390. 


8208190279 IE Info Notlca 02-94, "Usstlnghous e NBFD Relay Failures In 
Reactor Protection Sys." Svc list end 

JORDAN, C L Division of Engineering b Quality Assurance (Pre 
830103) 82/12/27. Consolidated Edison Co of Nsu York, Inc. 

tlOpp 16962.139. 24X Fiche. 90-000, 82/12/27, 0208190279. 
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0301060524 Fopuarii Amend SO to License DPfl“70( safety evaluation <i 
notice of issuance t aval labl 11 tij Amend revises Tech Specs 
TO borated uater sys< ref uel Ing uater tanlc & spray adilitlve 
sus to conform u/'llnit 2 6 IE Bulletin 77-04 

ROSBi W J Operating Reactors Brancb 1 82/12/27 UDERITZ^R A 

Public Service Electric 6 Oas Co of Neu Jersey 3pp 16687.349 
24X Flche 30 - 272 i 82/12/27. 0301060524 


— 0301060528 Amend 50 to License BPR-70 revising Tech Specs re berated 
oiater sgs> refue 1 Ing uatar tank t spray additive syi to 
conform w/Unit 2 specs «< IE Bulletin 77-04 requirements 
VAftOAi S A Operating Reactors Branch 1 92/12/27 6pp 

16697-352 24XF»ehe 50-272,98/12/27.6301060524 


820B1'90373 l£ Info Motice B2-55, "Seismic -Qualification of Ues t Inghouse 
AR Relay H/Latc6 Attachments Used In West ingtiousa Solid 
State Protection 8ys ” Sve list end 

JORDAM. E L Division of Engineering & Quality Assurance <Pre 
B30103I 82/12/28 Coniolldated Edison Co of Neu Tork. Inc 

109pp 16869 014 ' 24X Flche 50-000,02/12/29.8208190273 


8301140272 Forwards IE Enforcement Conference Repts 90-272/82-32 k 
50-3II/B2-30 on 821109 & notice of violation 

BTAR03TECKI. R Division of Pro-ject U Resident Progpami 82/12/27 
UDERITZ.R A Public Service Electric & Oas Co of Neu Jersey 2pp 
16809 0S4 24X Flche 50-272,02/12/27,0301140272 


101140270 Wotic* of violation from IE enforcement conference on 
121107 

I Division of Project i< Resident Programs B2/12/29 Ip 
6809 056 24 X Flche 50-272. 02/12/ 27, 6301140272 


11140285 IE Enforcement Conference Repts 50“272/a8“32 {< 50-31 1/B2-30 
,n 821 109. Moncompl lance noted independent verification of 
agglng & valve alignment operation on autlliari; feedhratar 
,uoip 83 not conducted 

■JOflfiHDLH.L J , BUfIMEHS, R , TRIPP, L E Division of Project fc 
Resident Programs 92/12/03 3pp 16B09 097 24X 

Flche 50-272,82/12/29,8301140272 


2060354 t£ Info Notice 82-56, "Rober t sbau Thermostatic Flou Control 
/alvts " Sve Met end 

JORDAN, E L Division of Engineering k Quality Assurance iPre 
830103 ) 82/12/30 Consolidated Edison Co of Neu York, Inc 

lllpp 1679B 137 24X Flche 90-000.82/12/30,0212060354 


70296 Forwards IE Imp flept 50-272/82-30 on 021100-12 Mo 
smpl lance noted 

H, T T Division of Engineering 6 Technical Programs 83/01/03 
llTZiR A Public Service Electric (< Oas Co of New Jersey. 3pp 
0 039 24X Flche 50-272,83/01/03,0301 170296 


il70300 IE Insp Rept S0-272/B2-3O on 021108-12 No nancomp 1 lance 
oted Heyor areas inspected observation of MOE In progress, 
evleu of procedures, program & data it review of data li 
procedures re eddy current eiam of steam generator tubes 
KCBREARTY, R A , DURR.J P Region 1. Office of Director 02/12/20 
Spp 16010 041. 24X Fi Che 50-272,03/01/03, 8301170296 


1190228 Forward's IE Insp Repts 50-272/02-29 tr 50-311/02-27 on 
121101-05 No noncomp 1 iance noted 

lAATlN, T T Division of Engineering & Technical Programs 83/01/06 
UDERITZtR T Public Service Electric 6 Oas Co of New Jersey 2pp. 
16046 241 24X Piche 50-272,03/01/06,0301190220 


1301170231 IE Insp Repts 90-272/82-27 & 90-311/02-27 on 821101-03 No 
noncompliance noted Kajor areas inspected respirator fit 
testing, das Iffletrg records, rad lati on eiposure p erml 1 1 , high 
radiation area controls & previously identified Items 
COLLINS, D J , SHANBAKV, M » Region 1. Office of Director 
82/11/24 4pp 16846 243 24X Fi Che' 50-272, 03/01/06, 0301 170220 


301190336 Forwards IE Insp Ript 50-272/82-23 on 820903 notice of 
violation. 

HARTlM, T. T Division of Engineering 6 Technical Programs 83/01/07 
UDERITZ,R A Public Service Electric t, Oas Co of New Jersey Spp 
16B46 017 24X Ficho 50-272,83/01/07,8301 190336 


-0301 170340 Notice of violation from insp on 820903 

• Division, of Engineering 6 Technical Programs 83/01/07 Ip 
16846 017 24X Flche 50-272,83/01/07,8301170336 


-8301190344 IE Imp Rept 90-272/92-38 on 020903 Noncompl lance noted 
failure td follow procedures in accordance u/Tach Spec 6 B 
ra gaseous activity raleaie estimates 

WHITE, J R , SHANBAKY.M.M Region I, Office of Director 83/01/07, 
Spp 168 4 6 020 . 24X Flche 50-272,83/01/07, 8301190336 


8301140369 Ac k receipt of 821222 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-272/82-27 it 
50-311/82-26 

STAROSTECKI, R Division of Project it Resident Programs 03/01/12 
UDERITZi R A pub lie Service Electric&OasCo of New Jersey Spp 
16807 271 24X Flche 50-272.83/01/12,0301140369 


--8301140375 Responds to NRC 821122 Itr re violations noted in IE Insp 
Repts 90-272/82-27 & 50-311/02-26 Corrective actions fire 
watch established to inspect pressure relief charcoal 
filter areas until detecto-rs tested Tests completed 821027 
UDERITZ.R A Public Service Electric 6 Gas Co of New Jersey 
82/12/22 hAYNES.R C Region 1. Office of Director 6pp 
16807 293 24X Flche 50-272,03/01/12.8301140367 


0301270417 Forwards IE Insp Repts 50-272/82-35 6 50-311/82-32 on 
021130-1210 No noncomp 1 lane e noted 

BTARD3TECKI, R Division of Project It Resident Programs 83/01/14 
UDERITZ.R A Public Service Electric 6 Oas Co of New Jersey 2pp 
16751 272 24X F I c he. 50-272, 03/01 /1 4, 8301270417 


—8301270418 IE Insp Repts 50-272/82-35 t< 90-311/82-32 on 021130-1210 No 
noncompllance noted Major areas inspected licensee actions 
taken to comply w/plant shielding design review required by 
NUREO-0737. Item II 0 2 S 

LAZARl/S.W J , EAPEN.P K , TRIPP, L E Division of Project it 
Resident Programs 03/01/13 4pp 16951 294 24X 

Flche 50-272,03/0-1/14,8301270417 


0301310242 Forwards Ofc of Investigations Repts 50-272/1-02-070, 
30-272/1-82-0 77 N 50-311/1-83-045 on 820428-0702,0501-05 it 
060-7-0914 No noncompllance noted. 

STAROSTECKI, R. Division of Project 6 Resident Programs 83/01/18 
UDERITZ.R A public Service Electric 6 Gas Co of New Jersey 2pp 
16970 046 24X Flche 50-272.63/01/18,8301310242 


— 8301310250- Die of Investigations Rept 50-272/1-82-070 on 820807-0714 
Area Investigated circumstances surrounding loss of llS-volt 
control power to steam generator 11 feed pump Investigation 
c 1 Dsed 

MATAKAS.R A , SHEPHERD.R E . FITZGERALD, J A Office of 
Investigation 82/11/18 31pp 16970 048 24X 
FI Che. 50-272, 63/01/18, 8301310 242 


— 8301310254 Ofc pf Investigations Rept 50-272/1-02-079 on 820501-09 Area 
Invest Iga ted, c Ircums tanc es surrounding 820501 discovery of 
Inoperabls control room wide-range level recorder for steam 
generator 13 Invast 1 gatl on closed, 

CHRISTGPHER, R. , FITZGERALD, J. A Office of Investigation 
82/12/08 25pp 16970 080 24X Flche 90-272,83/01/18,830 1310242 


— 8301310261 Ofc of Investigations Rept 50-311/1-82-045 on 820420-0702 
Area Investigated circumstances surrounding 820428 trip of 
steam generatpr 21 feed pump Investigation closed 
CHfirSTOPHER.R . SHEPHERD.R E . FITZGERALD, J A Office of 
Investigation, 82 / 11/21 27pp 16970 106 24X 

Flche 00-272,03/01/10,8301310242 


R Periodic operating reports tc related correspondence 


0301070126 Forwards NPDE8 annual OA rept for 1982, demonstrating 
validity of anatysos reported on monthly discharge 
monitoring repts 

HILLER, L Public Service Electric it Oas Co of New Jersey 
82/12/21 BAKER, R A , LilNDlN, C. Environmental Protaction Agency. 
Ip 16687 240 24X Flch e: 50-272, 82/12/21, 8301070126 


— 8301070130 MPDEa annual OA rept for 1982 

e Public Service Electric t< Oas Co of New Jersey 82/12/21 
2pp 16687 241 24X Flch# 30-272,02/12/21.0301070126 


B3D1 140427 Forwards Monthly Operating Rept for Dec 1982 

MICURA, H J Public Service Electric it Oas Co of New Jersey 
Q3/'01/10 Director's Office, Office of Inspection and Enforcement 
Ip. 16BD8' 280 S4X Fiche 50-372,83/01/10,8301140427 


— 8301140432 Monthly Operating Kept for Dec 1982 

HILLER, L K Public Service Electric 6 Oas Co of New Jersey 
83/01/10 t 2 pp, 16808 281 . 24X Flche- SO-272. 83/01/10, 83 0114 0427 


8 Reportable occurrences, LERs N related correspondence 


8301040(28 Forwards supplemental LER 82-064/03X-1 Detailed event 
analysis end 

MIDURA.H J Public Service Electric (< Gas Co of Neu Jersey, 
62/12/08. HAYNE6,R C. Region 1, Office of Director 4pp 
16632,344 24X Fiche 50-272,02/12/08,8301040128 
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8301040134 Oupp I omtntal LER 03~0&4/03y~l on 630S16> Mcstinshou le lusu^tf 
r«pt oP potontiAl prablcm w/iolld ilnto proboction itit 
l^rapoiod lolutlon uould P« dlfPlcuH ba implemanb Permantnt 
chAnfo inado to funebloriai betb proeaduro 

ItSULCRi Fi Public Service Claebrlc li Oao Co of Naw Jeraey 
az/ia/oa Raslon t' 0<‘Pica of Olracbor Ip Ibaas SAB SAX 

I' It ha so-sva, aa/ 12/ 00.8301 040180 


0301140290 Forutard* LER SB-O^a/oaL^O Detailed evenb analg*l» end 
KlDURAi H. J Public Service Electric tc Oa* Co of New Jeriey 
03/01/03 HAVMES.R C Region l, Office of Director 3pp 
16007 009 24X Pic he 90-273,03/01/03,8301140296 


0301200153 fletpond* ta FOtA pte.uett for ben cabegoriet ef docunenti 
Forward! Dacumentc 1-0 i, 10 Document* alto available in PDF 
Document 9 nob located 

FEl-TON. J H Divldon ef Rule* and Record* 82/12/13 STECKEL, A 
Union of Concerned Sclenbltbs Ip 16871 306 24X 

Flche 50-275. 02/12/13, B30 12001 93 


— 8301200173 Forward* application to amend CPPR-39 6 CPPR-69, e« tend ing 
eon»t completion date to 760701 b 770731, retpictivelg 
CRANE, P A Pacific Oa* 6 Electric Cg 75/05/19 PARR, 0 D 
Olvition of Reactor (.icantlng (NRR-1975 only) Ip 16871 307 
24X Flche 50-000,82/12/13,8301200193 


--63011403*6 tER 0a-O92/O3L-O on 921206, conta Inment air partieulata 
Monitor IRt lA Indication found failed tow Caused by 
ebannv] fajji/ro due to failed scintillation detsctor 
Dettetor replaced ti channel totted *ati sfactorlly 
FRAHH, R. Public Service Electric b Oas Co of New Jer*ey 
02/13/29 Region 1, Office of Director Ip 16007 068 24X 

Fletie 30-272,83/01/03,9301140296 


“0301200179 Application to amend CPPR-39 6 CPPR-69 titending const 
completion date to 760701 U 770731, reiptc tlyely 
MORTHINOTQM, J Pacific Oat b Electric Co 79/09/19 2pp 
16871 300 24X rich* 90-000,82/12/13,0301200133 


F security, medical, emergency t, fire protection plant 


D30it<fQ30S Foruardt LER 82-089/03L-0 Detailed event analyait encl 
fllDURA.K j. Public Service Electric «, Oat Co of New Jersey 
03/OJ/03 HAtWEB. R C Region 1, Office of Oireetbr 3pp 
Ue4ib'Q63 24X Flche 90-272,93/01/03,0301190308 


— D30)lV0ai3 LER 8a-O09/O3L-O on 921213, doe to e«ce**lve leakage from 
Mtthhnical taal,R>lR pump 12 declared inoperable Caused by 
foilura Pp mechanical tael Seal replaced h »urveHlanc* 
tost satisfactorily performed 

6tC«ev*F. Public Service Electric 1. Oat Co of New Jertay 
B3/01/09 Region 1, Office of Director Ip 16046 066 24X 

FteAe 50-272.03/01/03,8301190309 


0301030916 Forward* IE In»p Rept* 90-275/03-37 b 50-323/02-16 on 
821031-1204 No noncompliancc nottd 

BISHOP, T M Divtiion of Retident. Reactor Project 1. Engineering 
Program* 02/12/13 CRANE, P A Pacific Oas h Electric Co 4pp 
16610 025 24X Flche 50-279,82/12/13.0301030216 


”0301030217 lE Intp Rept* 30-275/82-37 fc 50-323/82-16 on 821031-1204 No 
none ompl lance noted Major ereae intpeeted plant operation*, 
turvelllanc* betting, phyiical •ccurlty.meint, procurement, 
onsite review committee ectivltles b employee training 
CARLSON, J D , MENDONCA, M M , KIRSCHrD F Dlviiien of Retident, 
Reactor Project b Engineering Program* 82/12/10 4pp 
16618 089 24X Flche 50-875,02/12/13,8301030216 


0301290361 Forward* supplamentai LER B2-002/01X-2 Detailed event 
analysts and 

MlOtjHA. II J. Public Service Electric b Oas Co of New Jartey 
03/01/10 HAYNES, R C Region 1, Office of Director 4pp 
1-6900 130. 24X Ficho 90-972,03/01/10,9301290361 


6301290369 Bupplemental LER 82-008/01 X-a on 020119, during turvelllanc e, 
IndlcAtlons qf tub# thinning detected by eddy current eiam 
Tubas ohove 30% dayradatlon plugged Tube R44C62 eent to 
tiosilnabou* a for chemical b metallurgical taitlng 
UEbLEn.lt-. public Service Electric b Oat Co. of Mew Jertay 
62/lSt/S9. Region I, Office of Director Ip 16900 194 24X 

Ficdia. 90-272.03/01/10, 0301290361. 


0301890371 Forward* *upplemaptal LER 02-OQ0/O3X~l Datallad avent 
analysis and. . . 

NIDURAiM. .1. Public Service Electric b Qa* Co of New Jersey 
63/01/10 HAYMEB.R C Region 1, Offieo of Dl^reetor 3pp 
IAY04t<JSl, 24X Flche. 90-278, 03/01/10,0301290371. 


-G301280379 aupplemontal LER 02-OO8/O3X-1 on 020186. boric acid 
cone otit in boric <icid «tor*i)# tonki 11 1* 18 fourto 
balovi Tach Spec limit Caused by dilution of 
bu Ftuehing wator in tank following maint Boric acid addad 
HEb-CERi R Public Service Electric b Oas Co. of New Jersey 
88/18/29. Region I, affict «f Director tp t6904'094 
FlCha . aO-872. 83/01/10, 0301890371 


24X 


1212060349 Qenerlc Hr 02-33 to all licensees of operating reactors, 
applicants for OL b holders of CP* r* Suppl i to NUREO-0737, 
"Reguiremont* for Emergency fietponte Capability 
NOREO-0737, Suppl I b »vc list end . 

El8ENKUTil> 0 Division of Uietniing B2/18/17 ConigllflacBd 

Edison Co of New York, ine 77pp 16601 80B 24X 

Flche 30-000, BS / 1 8/ 1 7. 02 1 2060349 

3212220445 Oenerlc Ltr 82-39 to ell reactor * l***’*?;*'®^ holder* b 
appllcont* for CPt re problem* w/*ubmitt*l* of I0CFR73 21 
safegoerd* Info for licensing review Procedure* re 
trensmlttel of Info outlined 8vc lUt 

EI6ENHUT, D 0 Division of Licensing 02/12/22 Con*olid*ted 

Edison Co of New York, Inc I3pp 16690 021 84X 

Flche 50-000,63/18/82.8812220445 


3301070086 Forw.rd* IE loip Rept 90-279/B2-34 on 821019-22 Ho 

SJds'lon Of Radiological Safety b Saf*9«aH* 

8^18/22 crane, P A Pacific Oa* b Electric Co 2pp 16607 019 
nav an->>rrn. n9/tS/22. 8901070006 


-0301070094 IE In.p Rept 90-879/88-34 on S21019-82 No nonccmpl l.nc* 
noted rtsjor erejit »»tr9»ncv pl«n •Ktrcltt « 

hIdoXh . 6CWN,K “‘^‘•‘®2a5'ol?''*'’24x‘'*‘ 

Safeguard* Program 08/18/81 6pp 16607 017 24X 


V Qperabbr Eiarntnatlons 


(1212220443 Oanarlc Ltr 02-38 to all powar reactor lleentees, app Iteanl* 

for OL.. N8S b reactor vendors b AE* re !“ ..Lll'UIInnn 

recant davHogment* for licensing •cam* Advise* that meeting 
will bs held on 830211 re operator llconslng. ove list fR®* . . 
EieeilHUTiD 0 Division of Licensing Consol Ida • 

Edilfon Co of New York. Inc t2pp. 16681*072. 24X 

FI eh#; S&-O00. 82/12/22.8212280443, 


8301120070 Oanerle Ltr 83-01 to ** "ff”'*"** 

for 01- T# operator licensing #«#m sit* vis! t. R»4u*sts 
•chsdula ra ***m r*<tu«»t* *»P*et#d for submittal prior to 
891231 for listed eategorlo* Bve list f"**.,,,, 

EIBeMHWT, 0 0 Division of Licensing ^/Ol/>* 

EJlson C». of New York. Ine llpP 16093.243 
FIchs: 80-000, 83/01/11. 8301120070 


24 X 


Consolidated 


POCKET 30-379 OIA0LO CANYON NW:LEAR_PaMER_PLANT|__UNlT^^ 

A App II nation/ construction stag* documont* b c orr asp end anc* 


&30ia00140 POIA reguest for *•" ^ 02/11/10 FELTON. J M 

STECKBU.A. Union of Conearnad 8' ‘ .Soi^ayy 
Division of Rule* and Record* 2PP 16071-304. S4X 
FIclis: 90-000. 02/11/10,0301800140 


)I070465 Release* public version of revised emergency plan 

sHrjirr-r"' ksj? ^ 

9301070409 

8-101070494 Foruerd* public version of rsvlsed emergency plan 
?mpl*m.ntinrproc.dur**. including Proc.durss W «-? re oil 

iplU UoUtlon b cleanup b EP BF-4 re activation of 

0301070499 Public version revised ® 

oroeedores, including Procedure* EP M-7 re “** *P*‘* ^ 
iMlatlon b cleanup b EP EF-4 re activation of mablle 

CO 82/12/17. 19PP 16707 177 84X 

Flche 90-279. S3/01/03. 0301070409 

101100199 Forward* IE Safeguards Insp Rspt ®21213-17. 

No Violation ^^.d Ar... 

^rsfs AJkrd«^Cj| 0t*Qt€Cti0n i 01 

SIhltaa#\ theft of 9NM Rept withheld (ref 10CFR73 21) 
ioS^RMAUO.L R Division of Had iolog leal Safety b Ssfajuard* 
NOSDERMAW t H y CRANE.P.A Pacific Oae b Electric Co Spp 

ll7SS'Si9. Mi'FUh. 
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H30I31&aai Fortiard* IE imp Rapt* 50-075/62-40 t 50-323/82-16 on 
821S06-t& ti notieo oif violation 

BI£H0P> r U Dlvlolan ct Ae«ld*nti Reactor Projict & Engineering 
Program* 83/01/12 CRANE<P A PaclPle Oa* it Electric Co 2pp 
169*^085 24X flehe 50-275,03/01/12.8301310261 


0301250409 Renuott* that League of Women Voter* of San Obispo.CA 830115 
Itr be placed In PDR 

SHOEMAKER. 0 J Atomic Satatg and Uicen*ing Appeal Panel 03/01/21 
STUCKVi 8 H Dnclretlng !< Service* Branch Ip 1690A 043 SAX 
Flehe 50-275, 83/01/21,8301250409 


—0301310292 IE ln*p Repts 50-275/82-40 & 50-323/62-10 on 821206-11, 
tloncompl lance noted failure to teit emergency dc lighting 
fc communtcatian* *gi S< failure to comply u/c-onimltment* re 
fire Bitinguliher servicing 

SCOWMi K 4 ZWETZI0,0 B Division of Resident. Reactor Project (i 
Engineering Program* 83/01/10 llpp 16969 088 24X 

Flehe 50-275.83/01/12,8301310281 


0 Adjudicatory correepondence 


8301070268 Ack receipt of H Oentan 820721 Itr responding to 820119 ti 
0218 Itr* flusstion* of uhether MRC has calculated potential 
removal of gaseous radioactive Isotopes due to rain or fog & 
release of redloacttvc matl to ocean remain unansuared 
EVANS, H California. State of 82/12/24 PALLADINO.NJ 
Commlsstoners 2pp 16685 153 24X Flehe 50-275,82/12/24. 

6301070268 


6301040002 Notice of appearance In proceeding Certificate of Sve end 
TURK.S E Hearing Sranch 1 62/12/30 3p p 16632 353 24X 

Flehe 50-273.83/12/30,8301040002 


8301040007 Response apposing Governor Broun 6 Joint Intervenor* briefs 
supporting isceptlons to ASLB 620830 Initial Decision 
LBP-e2-70 Certificate of 3ve end 

HASSELL, DF, TURK, S E Hearing Branch 1 82/12/30 Atomic 

Safety and Licensing Appeal Panel 71pp 16632 358 24X 

Flehe 50-275.82/12/30,8301040007 


8301170104 Esplains Commission 831223 Memorandum & Order CLI-B2-39 re 
ASLAS certified questions b Joint Intervenor* request for 
hearing on lou pouer license eetenilon 

CUNNIIlOHAHt 0 H Office of the Eiecutive Legal Director 82/12/30. 
OENTOH, H R Office of Nuclear Reactor Regulation. Director 3pp 
16810 178 2 4K Flehe 50-275,82/12/30,0301170184 


1301070343 Order directing certification of Governor Broun 820800 
motion to reopen record Motion will 6c decided jointly 
w/Jolnt Interveners motion to reopen Motion to be decided 
on papers filed u/ASLB 

EHOEMAKERrC J Atomic Safety and Licensing Appeal Panel 83/01/05. 

Atonic Safety and Licensing Board Panel 3pp 16685 066 24X 

Flehe 50-275. 83/01/03, 8301070343 


8301070363 Order scheduling oral argument for 630303 in Oethesda. HD, 
on merits of Joint Interveners 820600 b Oovernor Broun 
820902 motion* to reO'pen record. 

SHOEMAKER, C J Atonic Safety and Licensing Appeal Panel 83/01/05. 
3pp 16603 097 24X Flehe 30-275,83/01/05.8301070363 


6301100213 Advises that blmc for Coirunlsslon to review Director's 
Dieliion DD-B2-10 expired Commission declined review 
Decision became final agency action on 621229 

CHILK.B J Office of the Secretary of the Commission, 83/01/07 
Center for Law in the Public Interest ip 16702 024 24X 

Flehe- 50-275. 83/01/07.8301 100313 


0301130076 Memorandum eartlfying Govtrnor Brown 620802 motion to 
reopen full power proceeding to take evidence on OA. 
cotsplylng u/ABLAB order 

WOLF. J F Atonic Safety and Licensing Board Panel B3/01/IO 7app 
16794 001 24X Flehe 30-275,83/01/10.6301 130076 


6301210264 Drder requesting former Governor Brown inform ASLAB why 
Broun should not be dismissed as party Party status 
dependent on status as repr is entatlve of interested state No 
state official requested substitution 

BHOEMAKER.C J Atomic Safety and Licensing Appeal Panal 83/Oi/lS 
California, State of. 3pp 16B7Z 237. 24X Flehe 50-275,83/01/18, 

8301210264 


—6301250412 Urges reopening of hearings to consider critical QA 
questions 

LEON, J League of Wnmen Voters of San Luis Obispo.CA 63/01/15 
Atonic Safety and Licensing Appeal Panal ip 16906 044 24X 

Flehe 50-275.83/01/21,0301280409 


8301260000 Forwards site map showing exclusion area boundary on land 
OOLOBERO.JR Hearing Branch 2 83/01/24 LIEBSTER. J California. 

State of 2pp 16912 360 24X Flehe 50-275,83/01/24.8301260008 


8301260298 Notice of appearance in proceeding Certificate of Sve end 
CHANDLER. L J Hearing Branch 3 83/01/25 3pp 16912 234 84X 

Flehe 50-275103/01/25,8301260298 


8301260301 Notice of appearance in proceeding Certificate of Sve end 
QOLDBERO. J R Hearing Branch 2 63/01/25 3pp 16910 026 24X 

Flchi- 50-275, 83/01/25, 8301260301 


8301270373 Order rescheduling oral agrument for 830316 Subiequent ardap 
will be issued re order of argument, motion* to reopen b 
time allotment 

SHOEMAKER.C J Atomic Safety and Licensing Appeal Panel 83/01/26 
2pp 16929 338. 24X Flehe 50-275,83/01/26,8301270373 


H General correspondence 


8301210090 Submit* revised SbH personnel assignments J£ Kretching Is 
now project engineer for Phase 11 Design Review Program 
KA Swenson is now lead power engineer Resumes sncl 
COOPER, H E Teltdyne Engineering Services 82/11/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Director ENOELKEN.R H 
Region S, Office of Director MANEATIS.O A Pacific Gas b Electric 
Co llpp 16877.014 24X Fi Che 50-275, 82/11/29.8301210098 


I Financial Information 


8301270432 Forward* Certificatas N-74 b M-74 b Endorsements 16 2 for 
NELIA b MAELU po 1 i clei. respectively 

CRANE. P A Pacific Gas b Electric Co 83/01/20 BALTZMAN. J. D 
Assistant Director for State & Licensee Relations 17pp 16951-241 
24X Flehe 50-279,03/01/20.8301270438 


J Insurance b indemnity information 


8301130003 Forwards Endorsement 35 to NELIA Policy NF-22B & 
Endorsement 9 to MAELU Policy HF-t03 

CRANE. P A Pacific Gas b E lac trie Co 83/01/05 BALTZMAN, J D 
Assistant Director for State 6 Licensee Relations 3pp 16793 075 
24X Flehe 50-279,83/01/05.8301130003 


P. Operating 11 cense stag* documents b correspondence 


8212010162 Submit* addl names b addresses for inclusion in Revision I 
to Program Procedure DCMPP- IDVP-PP-007, dtd 821106 
COOPER, If E Teledyne Engineering Services 82/11/18 DENTON, H R, 
Office of Nuclear Reactor Regulation, Director ENOELKEN.R H 
Region 5, Office of OIraeboT HANEATIS.O, A Pacific Gas b Electric 
Co Ip 16858.054 24X Flc he 50-275, 82/1 I /18, 8212010182. 


—8212010168 Forwards documentation re load profile calculation* In 
4,160-valt lafety-relatad sys for independent design 
verification program. In response to PGbE request H/o ends. 
KRECHTINO, J. E. Stone b Uebster Engineering Corp. 82/11/29. 
DENTON, H R Office of Nuclear Reactor Regulation. Director, 
ENOELKEN.R H Region 9, Office of Director. KANEATIS. 0 A 
Pacific Oas b Electric Co lOpp 16258.069, 24X 

Flehe. S0-27S, 82/11/10, 8212010182. 


8301210261 Petition for review of Commission 021223 Order CL1-B2~39. 
denying petltlonir requeit for hearing on util application 
for amend to OL to renew tusptnded OL Du* proceii violated. 
Cartlflcat* of 8ve end. Related correspondence. 

REVNOLDS.J fi Joint Intervenors-Diablo Canyon. REVN0LD3, J fl 
Canter for Law In tha Public Interest 03/01/20 U 8 Court of 

Appeals for District of Columbia Circuit 12pp 16072 201 24K 

Flehe 50-279.83/01/20,8301210261 


8301120095 Notification of 821221 meeting w/u tl 1, Bechtel Project 
Qrganliation b 8NL in Upton.NY to discuss Info provided fay 
util for BNL containment annulus horiiontal seismic 

analysis 

SCHIERLING, H E. Licensing Branch 3 82/12/19 KNIGHTON. 0 H. 

Licensing Branch 3 4pp 16796' 038 24X Flehe. 90-279. 08/12/15, 

8301120095 


8301240119 Notice of withdrawal of appearance 
of Svr end 

HASSELL. D F Hearing Branch 1 B3/01/8I. 

Flehe 50-275.63/01/21,8301240119 


In proceeding, Certificate 
3pp 16891 399 247 


B3010405S3 Forward* summary of 021202 meeting w/NfiC, BNL.HHB b RL Cloud 
Associates re BNL analysis of containment annulus structure. 

COOPER, M.E Teledynt Engineering Services. 82/12/20, 

SCHIERLINO, H £. Office of Nuclear Reactor Regulation. Director. 

4pp. 16645.314 24X Flehe 90-279,82/12/20,8301040993 
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Ofn*Ple Ltr 08-30 to all HeBn»ee*i applicarit* tor OL t 
"414ari of CPi r« filings concirning lOCFRSO production k 
■ftllliatlon facilities Current listing of branch assignments 
for rmclear reactor projects Si svc list snci 

EISetanUT.O 0. Division of Licensing BS/JB/aa Consolidated 
Co of Neu York, Inc 1 Ipp 16868 001 SAX 
Eleli* SO-OOOi B2/ia/28, 0212060356 


Advises that 82061B Phase 11 program plan fa Phase 1 fa Phase 
J! Ti^SrectioB fa completion requirements per 081203 ltr fa 
approved Two step licensing approach will be 
Alsesjssed at meeting in 8an Francisco during uk of 030110 
EIBENMuTiD 0 Division of Licensing 88/18/20 CRANE. P A Pacific 
was it Electric Co 4pp 16809 116 84X Flche 50-275,02/12/80. 

&30 1 130102 


®301040 104 Forwards Amend Request 02-09 to Lictnse DPR-76. consl sting 
wf propostd changes to Tech Specs addressing two new 
luppl eisental vital ac buses llA fa 13A fa associated 
inv*r'fa8rs 

CflftNE, P A Pacific Gas fa Eltctric Co 82/12/29 DENTQN.H R, 

□ fftca of Nuclear Reactor Regulation. Director ip 16632 316 84IC 
F'lcK* 30-875.88/12/29,8301040104 


S'SOlOAOlOB Amend Request 82-09 to License DPR-76, consi sting of 
propQstd changss to Tseh Specs addressing two new 
• sipplemsnta 1 vital ae buses 1 lA fa ISA fa associated 
Inverters 

♦faWJEATIS, 0 A Pacific Gas fa Electric Co 02/12/29 2pp 
16632 317 84X Flche 50-875,82/12/29,8301040104 


Proposed changes to Tech Specs addressing two new 
supplemental vital ac buses 1 lA fa 13A fa associated 
Inverters 

* Pacific Gas fa Electric Co 02/18/29 16pp 16632 319 54X 

rich# 50-275,02/12/29,0301040104 


®3OlO40358 Forwards ’"'/or if i cation of Instrument fa Control Design oP 
Avitliarq Feedwater Sgs, " Interim Technical Rept 27, 

Hevlsicn 0 fa "Verification of Instrumentation fa Control 
CTsitgn of Control Room " Interim Technical Rept 80, Rev 0 
KnecHTine, J. E stone & Webster, Inc 82/12/30 DENTQN.HR Office 
of Nuclear Reactor Regulation, Director ENOELKEN.R H Region 5, 

Off ice of DlTBctor MANEATIS, 0 A Pacific Gas fa Electric Co. Ip 
16639 101 24X Flche 50-875,02/12/30,0301040858. 


~ B30I040261 "Verification of Instrument fa Control Design of Auslliarg 
Feedwater Bgsi " Interim Technical Rept 87, Rev 0 

3E3TAK.F atone fa Webster, Inc 82/12/23 24pp 16639 103 S4X 
Ftehe 50-275,02/18/30,8301040288 


B301040263 "Verification of Instrument fa Control Design of Control Room 
Vantllation fa Prsssuriiatlon Bus," Interim Technical Rept 
SB, Rev 0 

SeSTAK.F Stone fa Webster, Inc 02/12/83 2Spp I6639;12a 24X 

Flche 50-275.02/18/30,0301040250 


B301 140402 Notification of 030118 site visit fa 020113 meeting u/utll, 
B«chttl fa Teledqne in Ban Francisco, CA to discuss status of 
•design verification effort in Phase I fa Phase II 
fiCWIERLlNOjH Licensing Branch 3 82/12/30 KNIGHTON.G W 

Licensing Branch 3 4pp 1601B 055 84X Fiehe 50-275,08/12/30, 

0301140402 


03012100131 Board Notification 02-130' forwards repts re design 
■vapl flea Hon program. 

EISEHHVT, 0 0. Division of Licensing 82/12/30 PALLADINQ, N. .J. , 
OtLlKSKV, V r AHEARNE, J F Commissioners 4pp 16831 001. SAX 
Flche 90-275, 62/ 1 8/30, 8301200131 


—8301800140 "Verification of Fire Protection Provided for Auslliarg 
Faedwattr Sgs, Control Room Ventilation fa Preesur I jation Sgs, 
Safetg-Related Portion of 4,160 Volt Electric Bgs, " Interim 
Technical Rept 10, Rev 0, 

BEBTAK, F- Stone fa Webster Engineering Corp. 18 ROO 08/12/13. 
17pp 16081 005 24 X Flche 50-275,62/12/30,8301200131 


'B301200156 Transcript of 821221 mseting in Upton, faong Island, NY. 

Pg i-lOB 

a NRC - No Detailed Affiliation Given * Pacific Gas fa CJactric 
Co « Sroothaven National Laberaterv. 62/12/21. IJOpp. 

16801 334. a4X Fiehe. 50-279, 82/12/30,8301200131 


S301040S6S Notlfiei of 830111 meeting In San Francisco, CA fa 030104-05 
«aeting In Boston, (1A to discuss various aspsets of Phase II 
Independent design verification program 

« Ttledgnt Engineering Services 83/01/04 NRC - No Detailed 
Afftttatlan Given. 2pp. 16645 329 24X Ftehe. 50-275, 03/01/04, 

3301040965 


0301100229 Forwards list of items re steam generator weight 
distribution fa stick model fa piping problems submittid for 
BNL analgsis.per NRC 821201 request 

CRANE, P. A Pacific Gas fa Electric Co 83/01/04 EtSENKUT.O G 
Division of Licensing 2pp. 16702 064 24X Fiehe. 50-275.03 /01/04, 

0301100225 


B301070099 Advises that repair activities to west breekuater deferrsd 
until Apr 1903 Estimated Complttion date is Oul 1963 
Coneultant recommendations to protect breakwater during 
winter storm season implemented 

CRANE, P A Pacific Gas fa Electric Co 63/01/05 KNIGHTON.O W 
UlcetMlng Branch 3 2pp 16607 252 24X Flche 50-279. 03/01 /05, 

030 107009 9 


0301260013 Forwards Amend 3 to License DPR-76, safttg evaluation fa 
notice of Issuance fa avallabllltv Amend authorises relief 
from Section 3/4 9.7 of Tech Specs to permit mod to fuel 
hand I Ing bldg 

KNIGHTON, GW Licensing Drench 3 03/01/06. FURDUSH, H H. Pacific 

Gas fa Electric Co 4pp 16953:075 S4X Fichs 90-279,83/01/06, 
8301260013 


—0301260010 Amend 3 to License DPR-76, author i t ing relief from 
Section 3/4 9 7 of Tech Specs for period of 120 dags to 
verify certain mods in fuel handling bldg 

KNIGHTQNiO. W Licensing Branch 3 03/01/06 4pb 16953 079 

24X Flche 90-275,03/01/06,0301260013 


—9301260030 Safety evaluation supporting Amsnd 3 to Licenst DPR-76 
a Offtet of Nuclear Reactor Regulation, Director 63/01/06 3pp 
169S3 084 24X Fiehe 50-279.33/01/06,8301860013 


—0301260035 Notice of issuance fa availability of Amend 3 to License 
DPR-75 

KNIGHTON.O W Licensing Branch 3 03/01/06 2pp. 16953 007 

24X Flche. 5 0-275, 83/01/06,6301260013 


0301210107 Board Nottfleatian 03-003 forwards info re seismic 
qualification allegations at plant Allegations have 
potential bearing on Independent Design Ver ification 
Program 

EIBENHUr.D 0 Division of Licensing 83/01/07 PALLAOINO.N . 
OILINSKY.V , AHEARNE.J Csmniss 1 oner s 3p p 16893-000 24X 

Fiehe 50-275, 03/01/07,0301210107. 


0301240197 Forwards QNL 021222 response to 821803 Request For AddI Info 
RFI 5911-0191 Response requires code mods Info will be 
provided when available, 

KNIOHTON, 0 M. Licensing Drench 3. 03/01/07, COOPER. W. Ttledyna 

Engineering Servlets. 2pp 16893 329. 24 X Flche 50-275,03/01/07, 

9301240197 


— 8301240202 Lists responses to Teledyne Engineering Svci Requests For 
Addl Info RFI 9911-0151 fa 0152 re work reported in 
NURE0/CR-2B34 

REICH, N Broohhaven Natienet Laboratory 82/12/22. KOQ.P T 
Structural Engineering Branch 2pp 16093‘33I 24X 

Fiehe 50-275,83/01/07,8301240197. 


8301120280 Foruarde "Invest Igatien of Wave-Structure Interactions for 
Cooling Water. ■" "Frequency of Vestal Impact W/Diablo 
Canyon Intake Structure" fa "Criteria for Bclectlon of 
Critical Wave Direction," to suppl 020701 submittal 
CRANE, P A Pacific Gas fa Electric Co 83/01/10 KNIOKTONiO.W 
Lleenaing Draneh 3. 2pp. 16779:000 24X FI eh e: 50-275, 83/01 /lO, 

8301120200 


—8301120287 '’Critsrie For Bsleetion of Critical Wave Direction." 
LILLEVANO.O J American Society of Civil Engi-neers. 02/tt/O2. 
3pp. 16775 090 24X Plehs' 90-275, 03/01/10, 8301 120800. 


—8301120293 "Investigation of Wave-Structure Interactions for Cooling 
Water Intake Structure of Diablo Canyon Nuclaar Fowar 
Plant " 

RAtCHLEN.F Af ft 1 iati on l/nknouin 02/12/31. I39pp 16779:093 
24X FichS' 90-275. 03/01 / 10. 0301120200 


—8301120301 "Frequency of Vessel Impact w/Oiahlo Canyon Intake 
Structure " 

KIRCKER.C A., fiaNZON-DEBPANO. HORRIS, R 0 Jack R. Benjamin fa 
Associates, Inc l96-0t0-tF'-Ol 82/12/10 108pp. 1677S'aiB. 24X 

Ftehe' 90-279, 03/01/10, 8301120280. 


8301140435 Forwards Amend Request 83-01 to License DPR-76i chang ing 
Tech Specs by adding ovartims guidelines for plant shift 
workers fa nsw rsporting requirements, par Generic Ltr 02-16. 

CRANE, P A Pacific Oai fa EUetrlc Co. 83/01/11, DENTON, H.R. 

Office of Nuclear Riactor Regulation, Director. Ip. 16SO0!S9B 24X 

Fiehe 90-279,83/01/11.8301140439 
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"B301H0f47 Afiftid Ritucit S3-01 to Lictnit' OPR'7&< chottg ing Tich 9pec« tiy 
adding ovtr tlrn* guidallnii for plant «hlft irarkari tt ntu 
riporting raqulrtnantti par Oanarlc Ltr 83-16 
SCHUyLER.J Q Pacific Oai ii Electric Co ES/Ol/tl Ip 
t68Ca 394 SAX Fteh* 90-373. 83/01/1 1 > 8301 140439 


— 8301140480 Propoifrf Ttch Spact ra ovartlma guidalinai for plant chlft 
workara l< nau raporting raqo 1 ramant* 

a Pacific Oaa & Elaetric Co 83/01/11 19pp 16808 360 S4X 
FUha 90-879.83/01/11,8301140438 


S3011BOS62 Forwards "Diablo Canyon Unit 1 Indapandant Dailgn 
Varl41cation Progran Snail Sora Piping Rapt," Intarln 
Tachnlcal Rapt 30. Ray 0 

DENISOM. E Robart L Cloud Aaioclatas, inc 83/01/18 DENrON.H R 
Offlct of Nuclaar Raaetor Ragulatlon, Diractor ENOELKEM. R H 
Ragion 9. Office of Diractor MANEATtS.O A Pacific Oas l< Electric 
Co Ip 16826.157 84X Ficha 90-879,83/01/18,8301180268 


8218060391 IE 1 nfc Notice B2-S2, "Equipment Environ Qualification 
Tatting Eipartenca - Updating of Test Summaries Preylouilu 
Fubllihed In IE Info Notice 81-29 " Sve list and 
./ORDANi E L Division of Engineering & Quality Assurance (Fra 
830103) BS/lS/31 Censotidatad Edison Co of Nau Vork, Inc 

tlSpp- 16681 088 S4X FI eha 50-000, 02/18/81.8818060351 


9S1S060390 IE Info Notice 82-53, "Main Transformer Falluras at North 
Anna Nuclaar Pouar Station " Sve list and 

JORDAN, E L Dlviilon of Engineering & Qual ity Assurance (Pra 
630103) 82/ 18/28 Consolidated Edison Co of Naia York. Inc 

114pp 16798 017 84X Flche 50-000.82/13/83,8218060350 


8301070086 Feruardt IE Insp Rapt S0-27S/83-34 on B2t019-S8 No 
nonconp i lane a noted 

8PCNCER, 0 8 Division of Radiological Safety ti Safeguard] Program 
82/18/88 CRANE. P A Pacific Oas t, Electric Co 2pp 16687 OIS 
84X Flche 90-879.82/18/28,0301070086 


■93O11B0266 "Diablo Canyon Unit 1 Independent Deaign Verification 
Program Bmalt Bore Piping Rapt," Interim Technical Rapt SO, 

Rev 0 

a Robert L Cloud Asioclateir Inc 30 ROO 83/01/18 67pp 
16686' 199. S4X Plcha 90-879. 83/01/18,8301180868 


— 8301070094 IE Insp Rapt 50-379/82-34 on 881019-83 No noneomp 1 lance 
noted Major areas Inspac ted' emergency plan asarclsa ft 
ail oc la tad crltl quei. 

FISH.fi F , MBDONCA, M , BCOWN, K Division of Radiological Safety I, 
Baftguards program 82/18/21 6pp 16687017 24X 

Ficha 90-275,88/12/22,8301070086 


B3O1240S32 Board Notification 83-09 forwards info Item re Design 
Verification Program for facility, 

EieENHVr. 0 0 Division of Lleanitng 83/01/13 PALLADINO.N , 
OILIHSKY, V . AHEARNE, J CoinAlss 1 oner i 3pp 16907 164 84X 

Ficha 90-379.83/01/13,8301240833. 


8SOQ190879 IE Info Notice 82-94, "Uestinghousa NBFD Relay Failures In 
Reactor Protaetton Bys " Sve list anel 

JORDAN.E L Division of Engineering & Quality Assurance <Pre 
0301031 82/12/27 Canso-l Ida ted Edison Co of Natj York, Itic 

llOpp 16968 139 24X Flche 90-000,02/12/27,0208190879 


B301190307 Forward's "Indapandant Design Verification Program," 
temlmonthly rapt for Jan 1983. 

COOPER. K E Taladyna Engineering Sarvlcat. 83/01/14 DENTONiH R 

Office of Nuclear Reactor Regulation. Director ENOELKEN.R H 
Rtgion 3, Office of Diractor HA)CAT10>e A Pacific Oai i Electric 
Co Ip 16846.173 24X Flche 90-279.83/01/14,8301190307 


— 83011903M "Independent Design Verification Program," lamimenthlij 
rapt fpr Jan 1983 

• Teladynt Englnaarlng 8 irYieat 83/01/14 43pp 16846 174 
24X Fleha. 90-879, 83/01/14, 0301190307. 


6301810811 Forwards "Indtpandent Dailgn Verification Program - HVAC 
Cemponantf, " Interim Technical Rept 31. Rev 0. 

DENISON, E Robert L. Cloud Aieoclatas. Inc. 83/01/17 DENTON, H R 
Office of Mueltar Riactor Regulation, Director, ENCELKEN.N R. 

Region .9, Offica of Dlrirtor MANEATIS.O.A Pacific Oas 6 Electric 
Co ip. 16874,108 84X Fleha 90-279,83/01/17,8301210811 


6808190273 IE Info Notice 82—59, "Seismic Qua 1 If lea t ion of Nest, inghouea 
AR fietsy N/Latch Attachments Used In Mestinghouse Solid 
State Protection Sys " Eve list end 

JORDAN, E.L Dlvlelon of Engineering 6 Quality Assurance (Pro 
830103) 82/12/38 Consolidated Edison Co of New York, Inc 

109pp 16868- 014 24X Ftche 90-000,82/18/28,8808190373 


8318060394 IE Info Notice 02—56, "Robertshaw Thermostatic Flow Control 
Valves " 0VC list and 

JORDAN.E L 01 Villon of Engineering & Quality Assuranca (Fra 
830103) 02/12/30 Consolidated Edison Co of New York. Inc 

lllpp 16790' 137 24X Flche 90-000,88/12/30,0818060354 


8301140842 Foruiardl IE Imp Repts 50-879/08-39 t. 50-323/82-17 on 
88M89-1S17. No noncomp t lance noted 

DISHOP, T 14 Division of Realdanti Reactor Project 6 Englnaarlng 
Frograitis 08/12/30. CRANE.P A Pacific Oas 1. Electric Co 3pp, 
16006^347 34X FI che, 50-275. 02/12/30, 83011 40842 


— 8301810213 "Independent Design Verification Program - HVAC Componanti, " 
Intirlm Technical Rapt Sl.Rav 0 

D6NI0DN.E Robert L Cloud Associates. Inc HRAV, R Taladyne 
Englnaarlng Sirvleas 83/01/14. NRC - No Detailed Affiliation 
Olvan 49pp 16074: 103 24X Flch a 90-275, 83/01/17, 830181081 1 


B301240H4 Forwards Interim Tachnlcal Rapt 89, "Design Chain - Initial 
Sample " 

KRECHTINOtJ E. Btoni & Wabitar Engineering Corp 03/01/80 
DENTON, H R Offica of Nuclaar Reactor Ragulatlon, Director 
ENOEtKEN.R H Region 9, Offica of Director MANBATIB.O A Pacific 
Oaa I. Elaetric Co. Ip. 16887:133 a4X FI che. 80-875. 83/01/80. 
&30i840144 


■8301240147 ''Detlgn Chain - Initial Sample." Interim Technical Rapt 89. 
8E8TAK, F Stone 6 Habttar Engl nearing Corp 83/01/17 llpp 
16637' 134. S4X Ficha. 90-875. 63/01/20, 830 1240144 


0 Impaction reports, IE Bulletins i e orraap ondanca 


8301030816 Porwarde IE Insp Rapfet 90-879/88-37 t, 50-383/88-16 on 
081031-1204, No noncomp llanc I noted 

BISHOP, r.H Division of Resident, Reactor Project 6 Englnaarlng 
Programs 88/12/13. CRANE,P, A Pat 1 f le Oa» »< El actrlc Co 4pp. 
16618:029 S4X Fleha 90-879,62/18/13,6301030216 


—8301140850 IE Insp Rapta 90-879/02-39 6 90-383/68-17 on 881129-1817, 
No noneompl lance noted Major areas inspected site tour.mods 
to annulus structural steel 6 QC surveillance of onsite 
eontractera 

BUROOIN, J F . ELIN.J , ZNETZIO, 0 B Region 9, Office a# Director 
68/12/30 6pp 16806 350, S4X Flche 90-279,68/18/30,8301140848. 


8301100199 Forwards IE Safeguards Insp Rept 50-875/82-38 an 681813-17 
No violations noted Areas Inspactad SKamof activitiai re 
program for phyalcal protection against radiological 
sabotage I. theft of 5NM Rapt withheld (ref 10CFR73 21) 

NOADERHAUO, L R Division of Radiological Safety 6 Safeguards 
Pragram 03/01/04. CRANE, P A Pacific Oas 6 Electric Co 2pp 
16708815 84X Flche 90-875.03/01/04,0301100199 


6301310861 Forwards IE Insp Repts 90-879/08-40 (< 50-383/68-18 on 
881206-16 U notice of violation 

BISHOP, T H. Division of Resident, Reactor Project b Enginoaring 
Programs 63/01/18 CRANE.P A Pacific Oas b Electric Co Spp 
16969 009 84X Flc ha* 90-875, 03/01/18, 8301310881 


— 8301310807 Notice of violation from insp on 881806-16 

ZRETZIO, 0 B Division of Resident, Reactor Project & Englnairing 
Programs 83/01/18 Ip. 16969.067 84X Ficha, 90-87 9, 63/01/12, 
6301310861 


-8301030817 IE Inap Repts 90-275/62-37 b 90-323/82-16 on 821031-1804 
nencempllanca noted. Major areas Inspected' plant oparatlone, 
turvalllanca teat Ing, phys leal aeeur 1 ty, ma itst, procuramant, 

Piisitt review eemnittaa actlvitlaa b employee training. 

CARLSON, J D p MENDONCA, M. M , KlfiSCHi 0 F Division of Rasldint, 

*■ Programi, 82/18/10. 4pp 

16610*089 a4X Flche' 90-879, 88/18/13,9301030816 


—8301310898 IE Imp Rapts 50-279/82-40 b 90-323/82-18 an 621206-16 
Noncomp I lance noted' failure to test amargancy dc lighting 
b communications sys 6 failure to comply w/cemmltmants ra 
fire sktlngul sher servicing 

SCONN, K . ZHETZIO, 0 B Dlvlelon of Reeldant, Reactor Projact b 
Englnaarlng Programa 83/01/10 llpp. 16969*000 84X 

Fleha 90-879.83/01/18.8301310881 


“Overaepoturas In PWR Cavltias " Sve 


0206190269 IE Info Notice 68-91, 

Hit end 

DEYOUNO.R.C Director's Offlear Offica of Inspection and 

Enforcement. eS/tS/Sl Consol Idatad Edison Co of New York, 

lllpp 16689:839. 847 Fichs. 90-000, 88/12/81 , 6800190869 


R Periodic operating reports b related corraspondenea 


6301870829 Forwards Monthly Operating Rapt for Nov 1908 

THORNBERRY.R C. Pacific (9as b Electric Co 88/12/06 Division of 
Data Automation b Management Information ip, 16934 317 84X 
Flche SD-875, 88/18/06, 8301870385 
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— &30127022? Honthlv Operating R»pt for Nov 198S 

KELLY. U J Pacific Oa« & Electric Co SS/lS/Of, 4pp 16934 318. 
34X Fiche 30-S79. 83/12/06. 83012702S5 


8301300134 Aiivltet that no open item repts re conet QA evaluation 
Istvef line* Dec Semlmonthlg Rept 

EESTAK. P Stone 6 Uebiter Engineering Corp 03/Oi/14 DENTON. H R 
Of'flce of Nuclear Reactor Regulation. Director ENOELKEN. R H 
Region 3. Office of Director MANEATIS.O A Pacific Dae 6 Electric 
Co Ip 16863 067 24X Fiche 30-273, 83/0 1 /i4. 03O13OOi34 


8301204141 Advieet that no open item repte ieeued eince Dec Scfflimonthly 
R#p t 

KRECHTINO.^f E Stone 6 Mebeter Engineering Corp 03/01/14 
OENTQN.H R Office of Nuclear Reactor Rogulatlon, Director 
eWOELKEN.R H Region 5, Office of Director MANEATIS.O A Pacific 
0*9 & Electric Co Ip 16865 069 24X Fiche 50-275.83/01/14. 

B3O1200I4J 


830 1 200300 Foruiardt Independent Deeign Verification Prograni Open Item 
Rapt* 1111.1112 6 6001. Rev 0. leiued In preceding reporting 
paplod.Deficienciee noted in Phaee II Indopandent 
c* Iculatlone-piplng. pipe eupport* 6 eolle-lntake structure 
ceiVISON.E Robert L Cloud Associates, Inc 83/01/14 DENTON. H R 
Office of Nuclear Reactor Regulation. Director ENOELKEN. R H 
Region 3, Office of Director MANEATIS.O A Pacific Oas 6 Electric 
■Cn. 4pp 16065 i53 24X Fiche 50-275,83/01/14.8301200300 


8301210178 Foruards “Semimonthly Rept 29 Diablo Canyon Verification 
■PTogram. " eummarliing progress of technical loork from 
82 1 231-8301 to. per Commlstlon Order CLI-8I-30 
CRANE.P a Pacific Oas 6 Electric Co 83/01/14. DENTON.H R. 
Office of Nuclear Reactor Regulation. Director ENOELKEN. R H 
Region 5. Office of Director ip 16874 322 24X 

Fiche* 30-279, 83/01/14. 8301210178 


— B1>O|2i0180 "Semimonthly Rept 29 Diablo Canyon Verification Program." 
HOCH.J 8 Pacific Oas U Electric Co 83/01/14 63pp 16874 223 
24X Fiche 50-275,83/01/14,8301210178 


8. Fleportabla occurrences. LERs (c related correspondence 


8301 030092 Forwards LER 82-012/017-0 

SHIFFER. J. D. Pacific Oas 6 Electric Co 82/12/15 ENOELKEN. R H. 
Region 5. Office of Director Ip 16614 247 24X 

FI Che: 90-275, 82/12/15, 8301030092 


8301030099 LER 82-012/017-0 on 821206. radiation survey of spent fuel 

pool not performed in accordance u/Tech Spec 3 3 3. 1 Caused 
4>v personnel error Technician counseled 

KELLY. M J. Pacific Oas & Electric Co 82/12/15 Region 5. 
Office of Director 'Spp 16614 248 a4X Fiche 50-278,82/12/15. 
8301030092 


8301060290 PNQ-V-82-006 on 821229, bomb threat received from male 
eeller Containment search yielded negative results Ban Luis 
ObUpo County Sheriff Ofe «< FBI notified 

SCHAEFER. D., MCOUEEN, A Region 5. Office of Director. 82/12/30. 
Ip 16679 088 24X Fiche. 50-275.82/12/30. 8301060290 


0301180237 PMB-V-B3-001 on 030111, Sierra Vista Hasp received telcon 
from, male stating bomb would go off at facility Licensee set 
up safe area outside plant for personnel desiring to 
vacate Search made by security u/negatlve results 
MCOUEEN. A. D , NORDERHAUO. U R Region 8, Office of Director 
83/01/12. Ip 16826*109. 24X Fiche. 50-275. 83/01/12, 8301180237 


8301260140 PN8-V-B3-002 on 830119. Info obtained from licensee 
Intorvleuic supported 821223-830119 Investigative effort 
Involving use of marijuana in parking lot. All three 
•nployats terminated on B30120 

BCHtSTEft.M-D , NORDERHAUO, L. R. Region 5, Office of Director 
83/01/20 ip 16912 362. 24X Fiche 50-275.83/01/20,8301260140. 


T. Hearing transcripts on non-ant Itrust mettars 


S3O12B0267 Transcript of Ofc of Policy Evaluation 6 Ofe of Oeneral 
Counsel 830113 Independent Design Verification Program 
Bsaoting In 8an Francisco. CA Pp 1-84. 

» Offlco of Policy Evaluations » Office of the Oeneral Counsel 
B3/01/13 134pp 16954 077 24X FI che* 90-279. 83/01/13. 8301280267. 


V. Operator Eiamlnatlons 


B£!'12220443 Ooneric Ltr 82-38 to all power reactor licenttes. app licantt 
for OL. N83 It reactor vendors 6 AEs re meeting to dlscute 
-recent developmente for licensing eiams Advises that maatlng 
will be held on 830211 re operator licensing 8vc lift end. 

FISEtiHUT. D 0. Division of Licensing 83/12/22 Consolidated 
Edison Co of Ntu York. Inc. t2pp. 16681,072 24X 

Fltha* 50-000, 82/12/22. 8212220443 


8301120078 Ocneric Ltr 83-01 to power reactor llcenseee h applicants 
for OL re operator llcenilng okam site visit Requests 
schedule re exam requests eipected for submittal prior to 
831231 for listed cetegoriai Sve list end 

EISENHUT. D 0. Division of Licensing 83/01/11 Consolidated 

Edison Co of New York. Inc llpp 16893 243 24X 

Fiche 90-000. 83/01/11.8301120078 


DOCKET 50-277 PEACH BOTTOM ATOMIC PCXJER STATION, UNIT 2 


F Security, medical, emergency & fire protection plans 


8212060349 Oenorlc Ltr 02-33 to all Hcsnseei of aparatina reactors, 
applicants for OL It holders of CPs re Suppl 1 to NUREO-0737. 
"Requirements for Emergency Response Capability " 

NUReo-0737. Suppl 1 6 sve list end 

EISENHUT. D 0 Division of Licensing 82/12/17 Consolidated 
Edison Co of New York. Inc 77pp I668I 208 24X 

Fiche 50-000, 82/12/17.8212060349 


8212220445 Oenerlc Ltr 02-39 to all reactor llcensoes.CP holdert h 
applicants for CPs re problems u/submittals of 10CFR73 21 
safeguards Info for licensing review Procedures re 
transmittal of Info ouCllnerf Sve list end 

EISENHUT. D 0 Oivitlan of Licensing 82/12/22 Consolidated 

Edison Co of New York, Inc 13pp 16690.021 24X 

Fiche 50-000. 82/12/22.8212220445 


8301060193 Releases public version of revised State of NJ radiological 
emergency response plan 

FELTON. J M Division of Rules and Records 83/01/03 Daeument 
Management Branchs Ip. 16683 300 24X Fiche 50—277.83/01/03. 

8301060193 


— 8301060196 Forwards public version of revised State of NJ radiological 
emergoncy response plan 

DALTRDFF. 8 L Philadelphia Electric Co. 82/12/16. DENTON.H. R 
Office of Nuclear Reactor Reguletlon. Olreetor Ip. 16683 301. 

24X Fiche 50-277.83/01/03.8301060193 


— B301060204 Public version of revised State of HJ radiological 
emergency response plan 

* Phlladolphla Electric Cq 82/09/30 210pp. 166B3 302 24X 

Fiche. 50-277. 83/01 /03, 8301060193 


8301140433 Requests esemptlon from App fl schedule on fire protection 
safe shutdown rept Mods for which eiemptlon to 
Implementation schedule requested submitted 

DALTRDFF. 8 L Philadelphia Electric Co. 83/01/12 EISENHUT. D. 0. 
Division of Licensing. 10pp. 16800*216 24X Fiche: 50— 277. 83/01/12. 

8301140433. 


8301270163 Forwards addi Info on NURE0-0737i I ten HI. A 2.2 ro 
meteorological monitoring sys Installation of upgraded sys 
aspected to be completed by and of Feb 1983. Trane 1 1 Ion 
period required. 

DALTROFF.B.L Philadelphia Electric Co 83/01/14. EISENHUT. D 0, 
Division of Licensing 3pp 16934 298 a4X Fiche 90-277. 83/01/14, 
8301270163 


8301310278 Forwards IE Insp Repts 50-277/82-24 I* 90-278/82-23 on 
821213-16 & notice of violation 

MARTIN. T.T Division of Engineering h Technical Programs. 83/01/18. 

DALTBOFF. a.L. Philadelphia Electric Co 2pp. 16969:113. 24X 

Fiche. 50-277, 83/01/18. 83013(0278 


—8301310290 IE Insp Rapts 90-277/82-24 h 50-278/82-23 on e2i213**16. 
Noncompllanct noted, failure to meet fire brigade training 
requlr emants 

PLIBCO. L. R. . ANDERBON, C. J, Division of Engineering t< Technical 
Programs. 03/01/10. llpp 16969.119. 84X Fiche: 50-277.83/01/19, 

8301310278 


8301260274 Advises that Info Insufficient for NRC to dselde on B2062B 
requests for exemptions from lOCFRSO. App R. rsqulraments. 

If requlrimenti met w/mod. exemptions not needed. 

EISENHUT. D.O Division of Licensing. 83/01/20. BAUER, E.O. 
Philadelphia Electric Co. 3pp. 16915:111 24X 

Fiche* 50-277. 83/01/80, 0301260274. 


fi. Adjudicatory carraspondence 


8301140083 Advises that NRC rtiponse to petition for review re 
consolldatad radon proceeding will be filed B30117 due to 
delayed receipt. 

REI8.E. J. Hearing Branch 3. 83/01/06. CHILK, 8. J. Office of tha 

Secretary of the Commission 2pp 16803*310 a4X 
Fiche. 50-000,83/01/06,8301140083 
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— B3011400?3 r^ruardi raiiuttt far •t<t*n«<an of tJai* to Ml* patition for 
ravlau In con»otldata<l radon prectadinp Hana Inadvartantlg 
onitfcad from sVC lift. 

JOHMSONt-J Environmantal CaaUtlon on Kuclaar Peuar B2/iS/Se 
BORDENJCK. B Hiarinp Branch 3 Spp 16009 318 24X 

Plcht: SO'OOOi e3/0l/06j 0301140003 


0301140411 Svpplinantal affidavit af C Kepiford ra ^i^alid 1 catioof at 
aipart wltnatf Cartiflcata ot Svc ancl. 

KEPFQRD.e rMI-8 >< Paach Bottom Intarvanori BXifOl/Oh 4pf 
16000 097. 24)1 Flcha' 90-000. 83/01/06. 8301140411 


8301140423 Hot! on for rtcutal of Cornnifflontr Palladlno from 
contidaratlon of radon litua dua to pottlbla blat 
Cartiflcata of 6ve and 

vlOlUISRUO.J H THI-2 b Ptach Batfcom Intarvanon. 83/01/10 
Commifflonari 3pp 16809 074. 84X Flcha 90-000, 83/01 /lO, 

6301140423 


8301140279 Aniuar oppofing Citliant far Safa Environ b Environ 
Caallfelon an Nudtar Poutr 821227 patitlon far raviaw of 
ALAB-701 Btllanca on Parklni racord for daiarnlnlnp haalth 
affactt of radon rtlaatat eorrac t. Car 1 1 flea ta of 0vc and 
SILBERO.J £ HftTOpolitan Edlsan Co. SILEERO.J.E Shaui, Pibtnan. 
Patti b Trout ridgi 83/01/11. Commltiionart 19pp 16B06 262 
24X rieha SO-OOO. 83/01/1 1 , 8301 140279. 


B301140297 Aniuar oppoflng Environ Coalition on Nucltor Pauar b other 
IntarvanoT B21227 patitlon for rtviau of ALAO-701. Patition 
anountf to tlmpla dlfagraanant on yitnaii (toallfication b 
ralitt no Important lituat Cartiflcata of Svc and 

COKMER.TB. Phlladalphia Elaetrle Co CONffER, T B. Publ Ic B trvlca 
Eiactrle b Oai Co. of Nau Jartag. CONNER. T, B Cennar b Nattarhahn 
83/01/11 Coitailtiionari I4pp 16806 162 24!( 

Ficht 90-000,83/01/11.8301140297 


8301160026 Aniuar oppoaing Cltliant for Bafa Environ b Environ 
Coalition on Nudaar Powar patitlon for revltu of ALAB-701 
Intarvanora fall to thou AStAB arror or nacaialtg of 
CcmAlfflon rivlaw U/Car t 1 f Icata of Svc 

REIS. E J Ntaring Branch 3. 83/01/17 Connlaalonari 14pp 

16833 144 24X Flcha- 90-000. 83/01/17, 0301 180086 


8301270324 Motion to ttrlia 0 Kapford aopplamantal affidavit ra 
qvallfleatlenf ai aipart wi tnaaa, Affidavit It unauthoriiad 
attirtpt to fuppl racord on appaal. Af f i divtt doaa not 
aftabitih gua Ltfica t Iona. 

CONNER, T B Phltadalphla Elactrlc Co CONNER, T B. Public Barvtce 
Elaetrlc b Oat Co of Nau Jaraag. CONNER, T. B Connar b Ifattarhahn 
83/01/24 Cotamlatlonart 4pp 16939.208, 24X 

Pleha 90-000, 83/01/24, 8301270324 


— 8301270398 Antwar oppoaing Intarvanor 830110 motion for racuaal of 
Chairman Palladlno Motion untlmalg, antiralg lading factual 
baalf buhollg tpaculativa, Cartiflcata of Svc ancl, 

CONNER. T.E Philadt Iph ia Eiactrle Co, CONNER, T.B Public Service 

Electric b Oaa Co. of New Jaraag CONNER. T B Connor b 
Uattarhahn. 03/01/24 Commiiilenari llpp 16939:212 24X 

Flcha . 90-000, 03/01/24, 8301270324 


0301270390 Anawtr oppoiing Citliana for Safa Environ b Environ 
Coalition on Nudaar Pouar 830110 notion for rtcutal of 
Chalrnan Palladlno Motion untlmalg. vagua b falla to aitari 
auffldant baili for racuaal Cartiflcata of Svc and 
BILBEROiJ E. Katropolitan Ediaon Co, eiLBERO.JE Shau, Pittman. 
Potta b Trewbridpt, 83/01/24 Comnlai lonari. 19pp, 16929 340 

24X Flcha 90-000,83/01/24,8301270360 


S301S703S4 Ordar aitandlng tlma until 830220 for Conmliilon to rul# on 
TMI b Paach Bottom Intarvanor patitlon for revlau of 
Al.AB-701 

CHILK,8 J Offiea of the Sacratarg of tha CoirMilidon 03/01/26. 
Co*,miailanera. 2pp 16939:189 24X Flchai 90-000, 83/01/26, 

B3O12703B4 


P Optratlng llctnit ataga documantt b corraa pondanca 


Foruardi rtviaion to 790301 application to amtnd Lieanata 
OPR-44 b BPfi-96 ftavlilen changti Taeh SpacApp I to raflict 
ravlaloni propoiad by NRC at 620629 matting w/lleanaaa, 

BRAXEYtE vf Phlladalphla Eiactrle Co. 82/11/29, DENTON.H, H. 

Offiea of Nudaar Raaetor Ragulatlom Dirac tor. Ip. 16241 190. 24X 

Flcha. 90-277, 82/11/29.0211300320 


—B21 1300322 Raviaion to application to amand Llcaniai DPR-44 b DPR-S6 to 
cAAn^t Tich Sp-tcrApp 1 rAflvct TtvlAlont propattd bv NRC 
At nAAtinp uf/licftnttA 

BAUER. E.0 , BRADLEY. E.J , DALTROFF. 8, L, Phlladalphla Electric Co. 
92/11/29 19pp. 16841.191. 24X Flcha 90-277. 62/11/29, 821 1300320. 


0301040074 Forwardi raquait Pop addl info re 820707 raquait to amand 
Baction 6 of Tech Spaci raflactlng addition of senior health 
phyaldit to plant organiiation Rasponta raquastad by 
B30181 

BTOLZ.J F Operating Raactori Branch 4 B2/I2/28 BAUER, E 0 

Philadelphia Electric Co 3pp 166SS 319 24X 

rich# 90-277,02/12/22.0301040074 


8212060396 Oenerig Ltr S2-30 to all 1 Ic antaes , app 1 icantt Por OL b 
holdtrc of CP* ra filing* concerning I0CFR9O production b 
utllliation facllltie* Current listing of branch assignments 
for nudaar reactor project* b eve lift end 

EISENHUT.OO Division of Licensing 82/12/28 Consolidated 
Edison Co of Neu York, Inc llpp 16868 001 24X 

rich*. 90-000. 02/12/20, 6212060396 


8301130136 Foruards request for addl info needed to camplata reviaia of 
TMI Item II D 1. “Ral labi 1 1 ty Engineering " Info raquaeted 
btf 830211 

BTOLZ.J F Operating Reactors Branch 4 83/01/09 BAUER. E. 0 

Philadelphia Electric Co 3pp 16799 392, 24X 

Flcha 90-277.83/01/09.8301130136 


8301140495 Foruards request for addl info to complete post- 
Implamsntation revltu of NUREO-0737. 1 tarns 11 F 1 4. 11 F 1 5 
b II F 1 6 Info required ulthln 30 days of receipt of ltr 
STOLZiJ F Operating Raaetor* Branch 4 83/01/09 BAUER. E 0 

Philadelphia Eiactrle Co lOpp 16818006 24X 

Flcha 90-277.03/01/09.8301140495 


8301140510 Notification of 830114 meeting u/util.OE b EPRI in Bethtsdi 
HD to dlseuet proposed use of induction heating strais 
improvement* of ualde for inhibiting grouth of 
intergranular stress corrosion cracking 

CEARS.O, Operating Reactors Branch 4 83/01/07 8T0LZ.J 

Operating Reactors Branch 4 2pp 16817 142 24X 

Fleh* 50-277,03/01/07,8301140510 


0301160496 Foruards safety evaluation concluding that lots of de peuer 
supply b effect on ability to operate b control ECCS 
equipment uould not result in limiting single failure 
eandltlon for some RC8 pipe breaks 

STOLZiJ F Operating Reactors Branch 4 83/01/07 BAUER, E O. 

Philadelphia Electric Co 2pp 16837 108 24X 

Flcha 50-277,03/01/07,0301180496 


"0301180900 8a f tty avaluation ra affacti of dc pouar source failure g 
ECCS availability 

» Operating Reactor* Branch 4 83/01/07 3pp 16837-110. 24X 

Flch* 90-277.83/01/07,0301100496 


0301110134 Osneric Ltr 03-02 to all BUR llcenseae re NUREO-07S7 
Tach Space Requaets retponea ra deviation* from ancl 
guidance b model Tech Bpect ulthln 90 days of receipt of 
ltr Svc list end 

EIBENHUT.O 0 Division of Licensing 63/01/10 Commonuealth 
Edison Co 13pp 16068 156 24X Flch* 50-000.03/01/10.0301110134 


6301240049 Requait* dlepoiltion for item* currently listed as 
proprietary in Rtf Index of Technical Evaluation Rapt. 
TER-C9297-493. par SER for environ qualification of 
eaf *ty-r* lated electrical equipment 

DALTROFF, 0 L Philadelphia Electric Co 03/01/18 8TQLZ, J F. 
Operating Reactors Branch 4 2pp 16090.346 24X 

Flch* 30-277, 03/01/18,0301240049 


8301290693 Summary of 821217 meeting u/OE b Mark I Ounar* Oroup in 
Betheida.HD ra tuppreasion pool local to bulk tamp 
difference analysis b single vent lateral chugging load 
8IE0EL. 8. Operating Reactors Branch 2. 83/01/18 Operettng 

Reactors Branch 2 59pp 16907 229 24X Flche 50-000,03/01/10. 

8301290693. 


0301260267 Summary of 830114 meeting u/util,OE b EPRI ra licensee use 
of OE proprietary induction heating stress improvement 
eye to help reduce potential for intergranular etrees 
corroilon cracking 

SEARS. 0, Operating Reactor* Branch 4 63/01/19 Operating 

Reactors Branch 4 3pp 16919,194 24X Flehs- 90-277, 03/01/19. 

8301260267 


0 Inspection reports. IE Bulletins b corrisp ondance 


0301100050 Responds to FOIA request for 12 categories of docunenti re 
faeilitlei Repte ra MARCH code may be purchaied from NTI8 
Foruirdt document* listed in App A Search for Items 3. 6.7.9, 

It b 12 identified in request continuing 

FELTON.J.M Division of Rules and Records 02/12/07 HIATT.SL. 
□hie Citltens for Responsible Energy 9pp. 16794:003 24X 

Flcha- 50-000, 02/12/07, 0301100050 
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— 0301100057 f’ravld»$ itatui of licinitt rctpont** to IE Bullotln 7B-03i 
*'P«it»cttlal Etplotivo 0«s Ml«tur* Accumulatlont A«toclat»d 
H/DMR Offgat 5gi Oparatlons. ” par 780025 Itr 

BflUNNERiC J Ragloh li Philadelphla> Riactor Operation* Nuclear 
Support Branch 78/09/07 WOODRUFF. R W Office of Inepectioo I. 
Enforcemant ( Office of the Director Ip 1&7S4 229 24X 

F t C h • 50-000. 82/12/07. 8301100050 


— 8301iOOO'64 Advliai that action on IE Bulletin 78-03. ''Potential 
Explosive Oat Hiiture Accumul atlont Associated U/BWR Offgas 
39* Operations." completed. Including reyieus of licensee 
retpontes t< offgas sgs Bummaries of offgas sgs end 
JORDAN. E 1. Office of Inspection t. Enforcement. Office of the 
Dlrectoir 78/11/29 GRIMES. S K Assistant Director for Engineers 
(< Projects (Pro 790625) a7pp 16734 240 24X 

Flcho: 50-000. 02/12/07. 0301100030 


—6301100146 Responds to IE Bulletin 70-03. "Potential Explosive Oas 
Mlitura Accumulatlont Associated U/SMR Offgas 0gs 
Opera tt one. " par NRC 760210 Itr Ventilation flow 
sufficient to preclude undetectable axploelve mixture 
HANKINS.J L Philadelphia Electric Co 70/03/27 GRIER. G K. 
Region 1. Philadelphia. Office of the Director Spp 16754 328 
24K Flehe 30-000.82/12/07.6301100050. 


— 83OUOOI07 Advises that IE Bulletin 70-03. "Potential Explosive Gas 
Klxture Accumulations Associated W/BWR Offgas Sgs 
OperatlO'ne. " hai been sent to listed OL holders for action 6 
to listed CP holders for Info Sample Itrs end. 

GRIER. 8 H Region 1. Philadelphia. Office of the Director 
78/02/10 Division of Reactor Operations Inspections. 6pp. 
167S4dai 24X Flche 50-000.02/12/07.8301100030 


— B301100236 Foruard* IE Bulletin 70-03. "Potential Exploslva Oat Mixture 
Accumulation* Associated W/DWR Offgas 8ga Operations “ 

Action required W/o and 

GRIER. B H Region 1. Philadelphia, Office of the Director 
78/02/10 HANKINS, J U Philadelphia Electric Co Ip 16734:204 
24X Fiche 50-000.82/12/07.8301100030 


8300190269 IE Info Notice 82-51, "Ovarexposur at in PWR Cavities ■’ Sve 
lUt end. 

DEYOUNG. R C Director's Office, Office of Inspection end 

Enforcement 82/12/21 Consolidated Edison Co of Neu York. Inc 

lllpp 16609.239. 24X Flcho 30-000.82/12/21.8208190269 


8212060351 IE Info Notice 02-52. "Equipment Environ Qualification 
Testing Esperlanca - Updating of Test Summaries Prsviouslg 
Pubilehed in IE Info Notice 81-29 " Sve llet end 
JORDAN. E L Division of Engineering t. Qualltg Asturanct <Prc 
830103). 82/12/21 Coniolidated Edison Co of Neu York. Inc 

IlSpp. 16631 088 24X Flcha 50-000.82/12/21.8212060351 


8212060350 IE Info Notice 82-53. "Main Transformer Failures at North 
Anna Nuclear Poitfer Station " Sve list end 

JORDAN. E L Division of Engineering 6 Oualltg Assurance <Pre 
830103 ) 82/12/22. Consolidated Edison Co of Neu York. Inc 

li4pp. 16739 017 24X Fiche* 90-000. 82/12/22.6212060330. 


8208190275 IE Info Notice 82-34. "Westinghouss NBFD RaUg Failures in 
Reactor Protection Sgs " Sve list end. 

JORDAN. E. L Division of Engineering 8> Qualitg Aeeurancs (Pre 
930103) 82/12/27 Consolidated Edison Co of Neu York. Inc 

llOpp. 16962 139 24X Flche- SO-000, 82/12/27, 8208190273. 


8208190273 IE Info Notice 82-53. "Saltmlc Qualification of Uaetlnghouse 
AR Ralag W/Latch Attachmante Utod in Uestlnghouse Solid 
State Protection Bge " 6vc list end 

JORDAN.E L Division of Engineering I. Qualltg Aeeurancs (Pre 
630103). 82/12/28. Consolidated Edison Co of Neu York, Inc. 

109pp. 16860-014 24X Flche 50-000,02/12/28.0200190273. 


0301040467 Ack receipt of 821208 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rspte 50-277/82-13 6 
5 0—270 / 88*" 1 3i 

MARTIN, T.T. Division of Engineering it Technical Programs 82/12/29. 

DALTROFF.S.L Philadelphia Elactric Co. 2pp 16647' 203 24X 

Flche: 50-277, 82/12/29. 8301040469 


—8301040463 Responds to HRC 821109 Itr re violations noted In IE Insp 
Repts 50-277/82-13 tc 30-278/82-13 Corrective actions: 
electric production dept QA div Incrsaicd monitoring of 
radioactive matl ehipmenti 6 procedures uill be upgraded. 
DALTROFF.S L Philadelphia Electric Co. 62/12/08. MARTIN. T T. 
Dlvliion of Engineering fc Technical Programs, 4pp 16647-203. 

24X Fiche- 50-277, 82/12/29. 8301040469 


8212060394 IE Info Notice 82-56. "Robertehau Thermostatic Flou Control 
Valves.* Sve Hit end 

JORDAN, E 1. Division of Engineering It Oualltg Assurance (Pre 
800103), 82/12/30 Coneolldatad Edison Co of Neu York. Inc. 

lUpp. 16738.137. 24X Flche. 90-000. 82/12/30.8218060334 


0301140391 Act receipt of 821807 Itr Informing NR:C of stipe taken to 
correct violations noted in IE Insp Repts 50-277/62-21 it 
50-270/62-20 

BTAR08TECKI. R Division of project 6 Resident Programs 83/01/10 
DALTROFF.S L Philadelphia Electric Co 2pp 16608 169 24X 

Fiche 50-277.83/01/10.8301140391 


— 8301140395 Responds to NRC 321112 Itr re violations noted in IE Insp 
Repts 50-277/82-21 6 50-278/85-20 Corrective actions color 
coding of locked valveo compl eted. training program reviiad i. 
fire uatch procedures rsvlcusd 

DALTROFF.S L Philadelphia Electric Co 92/12/07 
aTAROSTECKl. R VI Division of Project 1 Rosidont Program* Spp 
16008 171 aaX Flche 50-277.03/01/10.9301140391 


8301170343 Ack receipt of 821230 Itr Informing NRC of itepe taken to 
correct violations noted in IE Insp Repts 30—277/82—16 ic 
50-270/02-16 

BTAROaTECKt. R Division of Project ti Resident Programs 83/01/12 
DALTROFF.S L Philadelphia Electric Co 1 p. 16S13 030 24X 

Flche 30-277.03/01/12.8301170343 


— 8301170330 Responds to NRC 621203 Itr re violations noted In IE Insp 
Repts 50-277/02-16 *• 90-270/82-16 Corrective action* 
personnel reprimanded ti counseled (. order Issued reminding 
personnel of Cardox tank pressure regulrem »n*. 

DALTROFF.S L Philadelphia Electric Co 02/12/30 STAROGTECKI. R 
Division of Project ti Resident Programs 2pp 16813 059 24X 

Flche 50-277,83/01/12,8301170343 


B301190046 Notification of 030118 significant licensee meeting u/utll 
in King of Proesla.PA for enforcement conference 
MCCABE. E. Division of Project ii Resident Programs 03/01/13 
Division op Project 6 Resident Program* Ip 16048.204 24X 

Flche 30-277, 83/01/(3.0301190046 


8301200209 Notifies of 830UB enforcement conference in King of 
Prussia. PA to addrots IE Enforcament Conference Rept* 
90-277/02-10. 50-270/02-10. 50-277/82-14, 50-270/82-14, 

90-277/62-19 ti 50-270/02-16 h procedural control violation* 
8TAR03TECKI. R Division of Project 6 Reiident Programs 83/01/14 
DALTROFF.S.L Phi ladelph la Elec trie Co 2pp I69S4-896 24X 

Flcho 30-377,03/01/14.8301200205 


8301310870 Foruard* IE Imp Repts 30-277/82-24 it 50-278/82-23 on 
821213-16 6 notice of violation 

MARTIN. T T Division of Engineering 6 Technical Programs 83/01/10 
DALTROFF, a. L . Philadelphia Electric Co 2pp 16969.115 24X 

Flche: 90-277. 63/01/10. 9301310278 


— 0301310294 Notice of violation from insp on 621213-16 

* Division of Engineering <i Technical Programs 83/01/18 2pp 
16969 117 24X Flche 50-277,83/01/18,6301310270 


— 6301310290 IE Insp Rapt* SO-277/82-24 It 50-278/82-23 on 021213-16 
Noncomp 1 lance noted failure to meet fire brigade training 
reguirements , 

PL I SCO. L fl . ANDER60N, C J Division of Englnssrlng & Technical 
Program*. 83/01/10 1 Ipp 16969.119 24X Flche. 80-277, 83/01/10, 

8301310878 


6 Reportable occurrences. LERs It related correspondence 


6301060151 Foriaards revised foruardlng Itre t< LERs B2-035/01X-1 It 
02-036/OlX-l. ftevlssd dstallsd evsnt analyses also ancl 
COONEY. M,J Philadelphia Electric Co 62/12/08. HAYNE8,RC. 
Rag Ion *, Off lea of Dirac tor. ip 16679 306 84X 

Flcha. 90-277. 82/12/00. 8301060191. 


-0301060155 Forwards revlsad LER a2-039/01X~l Revised detailed event 
analysis sncl. 

COONEY, M J Philadelphia Electric Co B2/I2/0B KAYNE0.R C. 
Region 1. Office of Director 3pp 1667 9-307. 24X 

Flche 90-277.82/12/00.0301060131 


— 8301060160 Revised LER 82-03S/01X-1 on 821021 . following malnt to 
restore pressure In diesel generator cardox storaga tank, 
flreiuatch Inadvartently reteaeed before pressure fullg 
restored Caused by operator error Operator counseled. 

COONEV.M. J Philadelphia Electric Co 92/11/04 Region 1. 
Office of Director ip. 16679 310. y4X Flche. 30-277. 02/1 2/OB, 
8301060191 


9301060164 Forwards revised LER 0a-oa6/OlX-l Revised detailed event 
analgsi* end 

COONEY. H.J Philadelphia Electric Co 02/12/00 HAYNEO.R C. 
Region 1. Office of Director 3pp. 16679: 311 24X 

Flche 50-277. 82/12/09. 0301060164 
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— B3010&0170 Rt vised i£R 8S-036/0 1 X-l on 821024. duT ln.g star tup. w/prlmary 
coolant prsiturs it 638 pslp. 71J relllf valvs opined 
Inereailng torus vol approi IX above Units Cause unknown 
Valve returned to vendor Neu valve installed 
COOMEV.M J PhlladelpMa Electric Co 62/11/09 Region 1. 

Office of Director Ip i/>i>7?-314 24X Flche- SO-877. 32/18/06. 

630101.0164 


3301060069 Foryards LER 62-041/017-0 Detail ad event analysis sutrntttcd 
COONEY. M J Philadelphia Electric Co 68/ 12/22 HAYNES. A C 
Raglan 1. Office of Director Spp 16670 831 24X 

FicKe 90-877.63/12/28.0301060069 


— Q301060069 LER 62-04 1/OlT-O on 021210. reactor uator claanup high temp 
Isolation tignel bypessad aftar trip Ciuted by false 
Initiation signal due to short circuit in temp switch caused 
by frayed ylri 

COONEV.ri J Philadelphia Electric Co 02/12/88 Region 1. 
Office of Director Ip 16670 234 24X Fiche 50-877. S8/ 18/22. 

6301060069 


6301060252 LER Q2-037/031.-0 on 021126. HPC I flou controller read apprns 
BOX Instead of lOOX Caused by faulty amplifier card In flou 
cantrollar. Flow controller replaced 6 KPCt sys teited 6 
returned to svc. 

COCREY. H Philadelphia Eloctric Co 62/12/27 HAYNES. R. C 
Region I. Office of Director Ip 16679 117 24X 

Fiche 90-37 7. 02/ 12/27. 030 1 0608 92 


6301140824 UR 62-040/03L-0 on 681205. flou to drywill air sampling 
sys discovered lest than 9 SCFK. rendering sys inoperable 
Caused by mis positioned control room sample selector 
suite h Suite h rape I it toned 

COONEY. M J. Philadelphia Electric Co 03/01/04 HAYNES. R C 
Region 1. Office of Director Ip 16606*190 84X 

Fiche 9 0-277 r 03/01 /04. 030 1 1 4022 4 


6301100290 rO 8 -03-1/ ip on 630104. t 1 act r leal control euitch failed 
during environ qualification testing Caused by enbrittlcment 
of nylon cam surface mail due to radiation Control switch 
contaeti jumpered t. leads lifted 

ULLRICH. M T Philadelphia Electric Co 03/01/09 HAYNE9.RC 
Region 1, Office of Director 8pp 16697:224. S4X 
FI Che: 50-277. 83/01/05.6301100260 


6301260470 LER B2-048/03L-0 on 681210. while performing snubber 
surveillance test, faeduatar snubber fc HPCI eihautt line 
snubber diecovered detached Caused by Improper Installation 
Snubbers propsrly rainatelied 

COONEY. K J Philadelphia Electric Co. 03/01/10 HAYNES. R C. 
Region 1. Office of Dlrsctor Ip. 16910 017 24X 

F i ch # 90- 277. 83/0 1 / 1 0. 030 1260470 


V OperatsT Ecanl nations 


6312220443 Oeneric Ltr 82-30 to all pouar rtactop llcenseas. app llcants 
for OL. N88 << riactor vendors tc AEs re masting to discuss 
recint dsvflopnents for llcsniing aiams Advises that Meeting 
will be held on 630211 re operator licensing. Bve list end 
EISENHUT. D 0 Division of Licensing BS/12/88. Consol Ida tsd 
Edison Co of New Yort. Inc 12pp. 16601 072. 24X 

Fiche. 50-000. 82/12/22.8212220443. 


0301260025 Corrects errors in 810430 description of Licensed Operator 
Training Progran 6 justifies lack of specific-event 
oriented procedure for loss of Inslrumont air. 

OALTROFFrS L Ph 1 ladalph la Elec trie Co 62/18/80 STOLX. J. F 
Operating Reactors Praneb 4 3pp 16912.319 24X 

Fiche 90-277 .82/1 8/88. 830 1 26002 9 


1301180070 Oeneric Ltr S3-01 to power reactor licensees & applicants 
for DL rs opsrator licensing exen sits visit Requssts 
schedule re exam requests expected for submittal prior to 
091831 for listed categories Svc list encl 

EtSENHUTrOO Division of Lleanilng 83/01/11. Cansolldatad 
Edison Co of New York. Ine llpp 16893 843 24X 

Fiche 90-000.83/01/11,0301120076. 


DOCKET 50-278 PEACH BOTTOM ATONIC POWER BTATION, UNIT 3 
F. Bacurity. medical, emergency 6 fire protection plant 


6212060349 Oeneric Ltr 02-33 to all llcenists of operating reactdri. 
applicants for OL b holdors of CPi ra Sup pi I to NUREO-0737. 
"Requirements for Emergency Response Capebillty " 

NURE0-0737,8uppl 1 & ivc Hit end 

ElBENHUT.D.O Olvlsioh of Licensing. B2/12/J7 Consolldatpd 
Edison Co. of New York. Inc. 77pp 16681 208. 84X 

F i c h t 90-000, 62/ 1 2/ 1 7 1 02 1 2060349. 


8218880449 Oeneric Ltr 62-39 to all reactor licensees, CP holders L 
applicants for CPs re problems u/submlttals of 10CFR73 2t 
safeguards info for licensing review Procedures re 
transmittal of Info outlined Svc list end 

EISENHUT, DO Division of Licensing 82/12/88 ' ConsoUdatad 

Edison Co of New York. Inc 13pp 16690 021 S4X 
Fiche 90-000. 82/ i 2/ 82, S2 1 288044 9. 


6301060193 Retcasss public version of revised State of NJ radiological 
emergency response plan 

FELTON. J H Division of Rules and Records 83/01/03 Document 
Hanagsnsnt Branch Ip 16603 300. 24X Fiche 90-277.83/01/03. 

3301060193 


— 0301060196 Foruarde public version of revised State at NJ radiological 
emergency response plan 

DALTR0FF.8 L Phlladelphle Electric Co 68/12/16 DENTON. H. R 
Office of Nuclear Reactor Regulation. Director Ip 16683:301 
24X Fiche 90-277.03/01/03,8301060193 


— 6301060804 Public version of revised State of NJ radiological 
emergency response plan. 

» Phi ladel phla Electric Co 62/09/30 210pp. 16683 302 24X 

Ftehs 30-277,03/01/03.6301060193 


8301140433 Requests exemption from App R schedule on fire protection 
■afo shutdown rept Hods for which eiemption to 
lmptsffltn.tatlon schedule requested submitted 

DALTROFF. B L Philadelphia Electric Co 83/01/12 EISENHUT, D O 
Division of Licensing iOpp 16B08. 216 24X Fiche 30-277.03/01/12. 

6301140433. 


8301270163 Forwards addl info on NUREO-0737. I ten III A 2. 2 re 
metaorologiei 1 ffionltorlng sys Installation of upgraded sys 
orpoctfd to he eompletsd by end of Feb 1963 Transition 
period required 

DALTROFF, 8 L Philadelphia Electric Co 83/01/14 ElBENHUT.0.0 
Division of Llcstising 3pp 16934 893 24X Fiche 80-277,03/01/14, 

6301270163 


6301310278 Forwards IE Insp Hepts 90-277/02-24 1, 90-270/02-23 on 
621213-16 ti notice of Violation 

MARTIN. T.T Division of Engineering h Technical Programs 83/01/18 
DALTROFF, S.L Phi ladalph la Electric Co 2pp 16969 119 24X 

Fiche 90-277, 63/01/16.8301310278 


— 6301310284 Notice of violation from insp on 621213-16. 

e Division of Engineering & Technical Programs 83/01/18 Spr 
1696?* 117 84X Fiche 50-277. 83/01/18,0301310276 


6301260274 Advises that info insufficient for NRC to decide on 020620 
requests for issmptlons from 10GFR50, App R, rsqulrsments. 

If requirsnsnts met w/mod, eremp tlons not needed 
EISENHUT. D 0 Division of Licensing 83/01/20 BAUER. E 0 
Phlladelphli Electric Co 3pp. 16919 lit 24X 
Fiche. 90-277, 03/01/20, 6301260274 


0 Adjudicetory correspondence 


6301140093 Advises that NRC response to petition for review re 
consolidated radon procaedlng will be filed 830117 due tu 
delayed receipt 

REia.E J Hearing Branch 3 63/01/06 CHILK, B J Office of bha 

Secretary of the Cammlselon 2pp 16809 310 24X 

Fiche: SO-ODO, 03/01/06, 03O114OOB3 


— 6901140093 Former ds request for sxtsnsion of tims to file petition for 
review In consolidated radon proceeding Name inadvertently 
omitted from svc list. 

JOHNSON. J Environment si Coalition on Nuclear Power 82/1 8/S8. 
OORDENICKiO Hearing Branch 3. 2pp 16805 312 24X 

Flebe; 90-000, 63/01 /06. 6301 140003 


0301140411 Supplemental affidavit of C Kepford re qualifications as 
aipsrt wltneis Certificate of Bve encl 

KEPFORD, C TMI-2 ti Peach Bottom Interveners. 83/01/06 4pp 
16606*097 24X Fiche 90-000.03/01/06,0301140411 


8301140423 Motion for recusal uf Commissioner Palladino from 
CDAstderotlqn of radon Iseue dua to possible bias. 
Carttficate of Svc encl 

JOHNSRUD. J N THI-S 6 Peach Bottom Interveners 03/01/10 
Commissioners 3pp 16009:074 84X Fiche 90-000,63/01/10, 

0301140423. 


8301140275 Answer opposing Citiiens for Safe Environ L Environ 
Coalition on Nuclear Power 6S1227 petition for rsvltw of 
ALAB-70t Reliance on Perklno record for determining health 
effects of radon releases correct Certificate of Svc sncl. 
S1L6ER0.J.E Metropolitan Edison Co SILGEfiO.J.E. Bhaw, Pittman, 
Potts It Trowbridge. 63/01/11. Cemmittloners ISpp, 16S06 268. 
84X Fiche; 90-000,03/01/11,8301 140279 
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0301140297 Ansttiar opposing Environ Coalition on Nuclear Power t other 
lotervenoT 621227 petition #or review of ALAB-701 Petition 
enounte to simple disagreement on witness gual If Icetion ti 
raises no Important issues Certificate of 8vc end 

CONHERtT B Philadelphia Electric Co CONNERi T D Public Bervlce 
Electric It Oas Co of New Jerseg CONNER > T B Conner b Uotterhahn 

03/01711, Commissioners 14pp ll>eo6 162 24X 

Flche 50-000,63/01/11.8301140397 


0301130034 Answer opposing Citltens for Safe Environ It Environ 
Coalition on Nuclear Power petition for review of ALAB-701 
tntervenore fall to show ASLAD error or nscessltg of 
Cor/sltslon review H/Cert 1 f i cate of 8vc 

REISiC vl Hearing Branch 3 S3/01/17 Commisiionert. 14pp 

1£Q33 144 24X Elche 50-000.83/01/17,8301160026 


0301370324 Motion to strike C Kepford supplemental affidavit re 
tiualif icatlons as expert witness Affidavit is unauthoriied 
attempt to tuppl record on appeal Affidavit does not 
establish qualifications 

CONNER, T 6 Philadelphia Electric Co CONNER, T B Public Service 
Clactrlc It Oas Co of New Jersey CONNER, T B. Conner I, Wetterhahn 
83/01/34 Commisslonsrs 4pp 14935 208 24X 

ficht 50-000,83/01/24,8301270324 


— 3301270358 Anewar opposing intervenor 830110 motion for recusal of 
Chairman Palladino Motion unt imtly, entire Ig lacking factual 
bast* It Wholly speculative Certificate of 6vc and 
CONNER, T B Philadelphia Electric Co CONNER, T B Public Service 
Electric b Oat Co of New Jersey CONNER, T B Conner b 
Ustterhahn 63/01/24 Commissioners llpp 16935*212 24X 

FUha 50-000,83/01/24,8301270324 


B3012703B0 Answer opposing Cltixens for Safe Environ b Environ 
Coalition on Nuclear Power 830110 motion for recusal of 
Chairman Palladino Motion untimely, vague b fails to assert 
sufficient basis for recusal Certificate of Bve end 
BICBERO, J. E Metropolitan Edison Co SILOERO, J E Shaw, Pittman, 
Potts It Trowbridge 83/01/24 Commissioners ISpp. 16929*340 
24X FI Che 50-000,63/01/24,8301270380 


0301370384 Order extending time until 830228 for Commlieion to rule on 
THI b Peach Bottom Intervenor petition for review of 
AUB-701 

CH|LK,8.J Office of the Secretary of the Commlieion 83/01/26 
Commissioners 2pp 16935 1B9 24X Flche 50-000,83/01/26, 

8301270384, 


P Operating license stags documents b corrstpandence 


0211300320 Forwards revision to 790301 application to amend Llcensas 
DPR-44 b DPR-56 Revision changes Tech Spec, App I to reflect 
revisions proposed by NRC at 820629 meeting w/llccniee 
BRADLEY, E J Philadelphia Electric Co 62/11/29 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director Ip 16241 190 24X 

Ficha: 50-277, 03/i i/39, BSl 1300330 


--8211300322 Revision to application to amend Llcinsoi DPfi-44 b DPR-56 to 
change Tech BpecApp I to reflect revisions proposed by NRC 
at 820629 meeting w/llceniee 

BAUER. E 0 , BRADLEY, E J , DALTROFF, 8 L Philadelphia Electric Co 
62/11/29 19pp 16241 191 24X Flche 50-277,82/11/29,8211300320 


0301040074 Forwards request for addl info re 020707 request to amend 
Section 6 of Tech Specs reflecting addition of senior health 
physicist to plant organ! latlon. Response requested by 
830121 

8T0LZ,J. F. Operating Reactors Branch 4 82/12/22 BAUER. E 0. 

Philadelphia Electric Co 3pp 16655 315 24X 

Flche: 50-277. 82/12/22, 8301040074 


8212060356 Oenerlc Ltr 82-30 to all Itcenseos, eppllcanbs for OL h 
heldars of CPs ro filings concerning lOCFRSO production b 
utlliiatlon facilities Current listing of branch assignments 
for nuclear reactor projects b ivc list end 

EISENHUr.DO Division of Licensing. 62/12/28 Consolidated 
Edison Co. of New York, Inc llpp. 16368*001. 24X 

Flche. SO-OOOi 82/12/28. 8212060356 


8301040250 Forwards application for amend to License DPR-56, 
"Supplemental Reload Licensing Submittal for Peach Bottom 
Atomic Power Station, Unit 3," errata b Addenda Bheet 5 to 
NEDQ--240S2. Proprietary rept withheld (ref 10CFR2 790) 

BRAOLEV.E.J Philadelphia Electric Co 82/12/30 DENTON, K. R 
Office of Nuclear Reactor Regulation, Director. 2pp. 16638:225 
24XF£ch». 50- 278,82/12/30, 8301040250 


—8301040256 Application for amend to License DPR-S6, changing Tech Specs 
to accommodate fifth refueling of reactor, Including 
authorliatlon to oparata w/eertaln test fuel assembltee b 
prototype control rods Certificate of Sve end, 

BRADLEY.E J Philadelphia Elactrlc Co 82/12/30 Bpp 
16638,227. 24X Flche. 50-278. 82/12/30, 8301040250, 


"0301040259 Tech Specs re standby liquid control sys b MCPR Values 
* Philadelphia Electric Co 82/12/30 lOpp 16630 235. 24X 

Fitbe 50-278,82/12/30,8301040250 


— 6301040266 "Supplemental Reload Licensing Submittal for Peach Bottom 
Atomic Power Station, Unit 3, Reload S " 

browning. R A . HILL.R T . CHARNLEV, J 8 Oeneral Electric Co 
Y1003JtA54 02/12/31 28pp 16638 246 24 X 

Flche SO-278. 82/12/30.8301040250 


— 8301040271 Errata b Addenda Sheet 3 to "LOCA Analysis for Peach 
Bottom Atomic Power Station. Unit 3 “ 

e General Electric Co NEDD-24082 ERR 03 62/10/31 Bpp 

I663S 374 24X Fiche 50-276.82/12/30,8301040230 


6301130136 Forwards request for addl Info needed to complete review of 
TMI Item 11 0 1, “Reliability Engineering " Info requested 
by 830211 

BTOLZ.J F Operoting Reactors Branch 4 63/01/09 BAUER, E 0 

Philadelphia Electric Co 3pp 16799 332 24X 

Fiche 30-277,63/01/05,6301130136 


8301140495 Forwards request for addl Info to complett poet- 
implementation review of NUREG-0737, Items II.F 1 4, II F 19 
b II F I 6 Info required within 30 days of receipt of ltr 
STOLZ.J F Operating Reactors Branch 4 83/01/09 BAUER, E 8. 

Philadelphia Electric Co lOpp I66IB 006 24X 

Flche 50-277.83/01/09,6301140455 


S301140510 Notification of 830114 meeting w/util,OE b EPRl in Bethasda, 
MD to discuss proposed use of induction heating stress 
improvenienlt of welds for inhibiting growth of 
Intergranular stress corrosion cracking, 

GEARS, 0, Operating Reactors Branch 4 83/01/07 STOLZrJ. 

Operating Reactors Branch 4 2pp 16817 142 24X 

Fiche 50-277,83/01/07,6301140910 


8301180496 Forwards safety evaluation concluding that loss of dc power 
supply b effect on ability to operate b control ECCS 
oqulpment would not result in limiting single failure 
condition for some RC6 pipe breaks 

BTOLZ.J F Operating Reactors Branch 4 83/01/07 0AUER.E O 

Philadelphia Electric Co 2pp 16837 lOB 24X 
Fiche 90-277,83/01/07,8301180496 


— 8301180500 Safety evaluation re effects of dc power source failure on 
ECC6 availability 

* Operating Reactors Branch 4 83/01/07 3pp 16637 110 24X 

Fiche 90-277,83/01/07.8301180496 


8301110134 Generic Ltr 83*02 to all DWR licensees re NUHeo-0737 
Tech Specs Requests response re deviations from end 
guidance b model Tech Specs within 90 days of receipt of 
Itr.Svc list end 

EIBENHUT. D 0 Division of Licensing 03/01/10 Commonwsalth 
Edison Co lOpp 16666 156 24X Flcha 50-000.63/01/10,6301110134 


8301240049 Rtquests disposition for Items currently listed as 
proprietary in Ref Index of Technical Evaluation Rept, 
Teft-C92a7-493,pir SER for environ qualification of 
safety-related electrical equipment 

DALTRDFF.SL, Philadelphia Electric Co 83/01/18 BTOLZ.J. F 
Operating Reactors Branch 4. 2pp I6B90 346 24X 

Flche 50-277, 03/01/18,8301240049 


B30t2506>93 Summary of 821217 meeting w/OE b Mark I Owners Group in 
Betheeda. KD rs suppression pool local to bulk tsrap 
differenct analysis b single vent lateral chugging load 
BIEOEU. B aperating Reactors Branch 2 03/01/18 Operating 

Reactor* Branch 2. 35pp 16907 225 24X Flche 50-000,83/01/18, 

8301290693 


B301260267 Bummary of 630114 meeting w/utll.OE b EPRI re licensee use 
of OE proprietary Induction heating strese Improvement 
sy* to help reduce potential for Intergranular itres* 
corrosion cracking 

GEARS, 0 Operating Reactors Branch 4 83/01/19. Operating 

Reactore Branch 4 3pp 16919 194 24X Flche. 50-277, 63/01/ 19, 

B301260S,h7. 


Q Inspection reports, IE Bulletins b correspondence 


8301100050 Responds to FOIA requost for 12 categories of documente re 
facilities. Repts re MARCH code may be purchased from NTI8 
Forward* documents listed in ApP A Search for Items 3,A,7,9, 

11 b la identified in request continuing 

FELTON r J M DivUlon of Rules and Records 02/12/07 HIATT, 8 L. 

Ohio Citltens for Responsible Energy 5pp 167S4 003. 24X 

Flche* 50-000, 62/12/07, 8301100090 
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~-B30tlOi0037 Previdfi of l<cin««« r*fpaiii»f fco 1£ Bulletin 7S'03< 

"Potential Etploiivo Osf Hlxturt Accvnulatloni Ai*«elat«'d 
H/BMft O^fjaa Op»rafclcr»j " p#r 780B89 Hr 

BRllNMERtE J Region t< Phlladelphlaj Reactor Operation* Nuclear 
Support Branch 7a/09/07. MOOlMtUFFi R U OPPlce of Intpection tc 
Entorcemantf OtPlee of the Director Ip 14794: 889 a4X 
Flehe SO-OOOt B8712/07, aaol 100090 


e3011403?l lick receipt of S21S07 Hr Informing NRC of ttepe taken to 
correct violation* notetS In IE tn»p Rapt* S0-S77/B2~21 i 
50-876/08-80 

STAROSTECKli R, Dlvl*lon of Project 4 Reeldent Program* SS/Ol/tO 
DALTROPF. S L PhiladetpMa Electric Co Spp 14000 149 24X 

Flehe- 50-877, 83/01/10, 8301140391 


“0301100044 Ailviii* that action on IE Bulletin 78-03, "Potentlel 
Exploelve OaiVdeture Accumulatione Aiiocleted U/filVR Offgae 
Syt Operation!, " comp 1 ated, Including review* of liceneae 
ratponae* St offgae igi Sumarle* of offga* tgt end, 

JORDANiEL Office of Inepection (c Enforcement, Office of the 
Director 78/11/89, 0RIfC9, B K Aeeiitent Director for Engineer* 
t> Project* CPrt 790439) 37pp 14784 840 S4)( 

Flehe 90-000,88/18/07,8301100090 


--B301 100144 Raepondt to IE Bulletin 78-03, "Potential Eiploelve flee 
Hictura Accumulation* Ateoclatad tf/Bt4R Offgae Eg* 

Operation*,'' per NHC 780810 1 tr Ventilation flow 
eufflciant to preeludi undeieetah 1* aeploclve miiturt, 

HANXINS.J L Philadelphia Electric Co 78/03/87 ORIER.B.H 
Ragton 1, Philadelphia, Office of the Director 9pp. 14794.388 
84X Flehe 50-000, 88/ 18/07i 8301 100090 


—8301100187 Advltt* that IE Bulletin 78-00, ‘Potential Enplaelve Oaa 
Mikture Accumulation* Aeoaelatad U/BWR Offga* Sg* ' 

Oparatton*, ■■ ha* bean lint to lilted OL holder* for action 4 
to ll*tad CP holder* for info Sample Itri and. 

ORIERiB.H Region !■ Phtlade Iphla, Office of the Director. 
78/02/10. Divlilon of Reactor Operatione Inipectlen* 4pp 
14794 ISl. 84X F{ehe:9 0-000 , 82/18/ 07, 83011 00090 


--B3011002S4 Forward* IE Bulketln 78-03, "Potential Ekploilve Oa* Hlxtura 
Accumulation* Aiioclated H/8HR Offgae Bgi Operation*. " 

Action ratuired If/o and 

ORIER.B.H. Region 1, Ph Had* Iphla, Office of the Director 
78/08/10 HANKIN9, J.L Philadelphia Electric Co. Ip 14794.304. 
84X Fich* 90-000,82/12/07,8301100090 


8808190249 IE Info Nctle* 68-91, "Overeipotur** In PNR Cavltle*. " 8vc 
H*t end. 

DEYOMNOiR C 01r*etor''i Offlea, Office of Inepection and 

Enforcement 88/12/21 Coneolldated Edl«on Co of New York, Inc, 

lllpp 14489.839. 84X Flehe: 90-000. 88/18/81 , 8806190349. 


8812040391 IE Info Notice 88-92, "Equipment Environ Qualification 
Teetlng Experience - Updating of Tut Sunmariec Prevlouilg 
Publlehad In IE Info Notice 81-89 " 8vc Hit end. 

JORDAN, E L. Dtvi«lon of Enginaarlng 4 Duality Aeiuranca <Pre 
830103) 88/12/81. Coniotldated EdUon Co. of New York, Inc. 

119pp. 16481.086 24X Flelie. 90-000, 82/18/81,8318040391. 


6312040390 IE Info Notice 88-93, "Naln Trintformer Fallurei at North 
Anna Nuclear Power Station." Eve Hit end. 

JORDAN, E.L Olvliten of Engineering 1, Duality Aeiuranca IPre 
030103) 88/12/88 Coniolldated Edlton Co. of New Yorl, Inc. 

It4pp 14798 017. Z4X Flehe. 90-000, 88/18/88,8318040390. 


8808190879 IE Info Notice 88-94, "Uittlnghoui* NBFD Relay Fallurei in 
Reactor Protiction 8yi. " 8vc Hit end, 

JORDANjC L Olvlilon of Engineering It Quality Afiurane* IPr* 
830103) 83/12/37. ContoH dated Edlion Co of New York, Inc. 

110pp. 14948-139. 84X Fiche. 90-000, 08/18/87, 8209190879 


--8301140399 Reepond* to NRC 821112 Hr re violation* noted in IE Imp 
Repti 90-877/82-21 t 50-278/82-80 Corrective action* color 
coding of locked valvee c omp 1 itid, training program reviled 1> 
fire watch procedure* reviewed 

DALTROPF, S L Philadelphia Electric Co 88/18/07 
BTAR09TECKI , R U Divleion of Project t, Raiident Program* Spp 
14808 £71 84X Fich* 90-277,03/01/10,0301140391 


8301170343 Ac k receipt of B21230 Hr Informing NRC of itipi taken to 
correct violation* noted in IE Imp Rapt* 30-877/82-16 tc 
50-878/82-14 

8TAR0BTECKI, R Olvielon of Project tc Reeldent Program* 03/01/12 
DALTROPF, 8 L Philadelphia Electric Co Ip 14813 OSB 84X 
Fich# 90-877,83/01/18,6301170343 


— 8301170350 Reapond* to NRC 621203 Hr re violation* not*d in IE tn*p 
Rapt* 90-277/82-14 t, 90-278/68-14 Corrective action* 
pertonnal reprimanded tc ceunvtlcd t< order ictued recnlndlng 
pereonnal of Cerdoi tank pra*«ur* r acquire mint 

DALTROFFcS L Philadelphia Electric Co 68/12/30 BTARDaTECKI.ft 
Divlilon of Project tc Reeldent Program* Spp 14813 099 24X 

Flehe - 50-877, 83/01/18, 8301170343 


8301190044 Notification of 83011B significant llcensaa meeting w/utll 
in King of Prui*ia,PA for enforcement conference 
MCCABE,C Divlilon of Project t. Resident Programs 63/01/13 
Dlvliioo of Project tc Resident Program* Ip 16848,884 84X 

Ficha 50-877. 83/01/13iB30lt90046 


8301380269 Notlflai of 830118 anforesmant conference in King of 
PruetlaiPA to addree* IE Enforcement Confaranca Rapt* 

50-877/62-10. 90-878/82-10, 80-277/02-14, 50-878/82-14, 

50-277/02-19 t, 50-278/88-16 &c procedural control violation* 
STAROSTECKIr R , Division of Project tc Resident Progremi 03/01/14, 
DALTROFFiSL Philadelphia Electric Co Spp 14994894 SAX 
Flehe 50-277,83/01/14,8301260289 


8301310270 Forward* IE Jnsp Ripti 50-877/02-24 tc 50-276/02-23 on 
881213-14 tt nutlea of violation 

MARTIN, T T Divlilon of Engineering (c Technical Program* 83/01/t3 
DALTROFF, 8 L. Philadelphia Electric Co Spp 14949 tiS 24X 
Fich* 50-877,83/01/18,8301310278 


--8301310264 Notica of violation from insp on 021213-14 

« Division of Engineering Sc Technical Progremi 83/01/10 2pp 
14949:117 24X Fleha 30-277.83/01/16,8301310278 


—8301310290 IE Insp Repti 50-277/02-84 l< 50-870/08-23 on 821213-16. 
Nencompl 1 ance noted, fa i lure to meet fire brigade training 
r eiiuiremint* 

PLiaCD.L R , ANDERSON, C J Division of Engineering 1< Technical 
Program* 83/01/10 llpp 14949.119 24X Fiche. 90-877, 83/01/18. 

8301310878 


8 Reportable oecurrencsi, LERs C, related correepondenca 


6308190873 IE Infs Notice 83-99, "Seismic Quallf 1 cation of Ufitlnghouia 
AR Relay W/Lateli Attachment* Used In Nestlnghdusa Solid 
State Protection Syi. " 8vc list end 

JORDANiE L Division of Engineering & Quality Aisurenee <Pra 
830103). 83/18/88 ConioHdattd EdHoti Co. of New York, Inc. 

109pp. 14043.014 S4X Ficha- 90-000, 68/18/88,6808190273 


8301100280 RQ 2-a3-l/lP’on 830104, electrical control switch failed 
during environ qua] 1 f ica t Ion teitlng. Cauisd by ambrlttlamant 
of nylon cam turfac* matl due to radiation Control twitch 
contact* jumpered & leads lifted 

ULLRlCHiHT. Ph iladelph la El ec trie Co 83/01/09, HAYNES, R.C 
Region i, Office of Director 2pp 14497 224 24X 

Ficha' 90-277, 83/01/09, 8301100280 


B301O40449 Aek racalpt of 881809 Hr Informing NRC of a tape taken to 
correct violation* noted in IE Imp Rept* 90-877/88-13 t, 

60-870/63-13 

MARTIN.T, r. Division of Engineering tc Technical Programi, 82/18/29. 
DALTROFF.BL, Phi Ud) Iphla El ec trie Co. Spp. I6647'ao3. 84X 

Fleh*:gO-277, 68/18/89, 0301040449 


8301840474 LER 82-024/03L-0 on 821809, fire alarm received from core 
spray pump room* 8 tc D tc RHR pump room C Caused by riveread 
wiring in 8 (< D core spray tc RHR pump room C Hiring 
c orrae ted 

COONEY, MJ. Philadelphia Electric Co 83/01/07 Region H O-fficd 
of Director ip 14911-190. 24X FI che- 90-270, 83/01/07, 8301240474 


“8301040483 fltapondi to NRC 821109 Itr re violation* noted in IE Imp 
R:*pt* 90-277/88-13 tc 90-878/08-13 Corrective actions: 
eloctrlc production dept QA div increased monitoring of 
radioactive matl ehipnente Ic procedure* will be upgraded. 

DALTROFF, S L Phtledilphie Electric Co. 82/12/00, MARTIN, T T. 
Divlilon of Engineering t Technical Progrecni. 4pp 14447,205. 

24X Flehe 90-877,88/18/29,8301040449. 


8301240913 LER 62-08S/03L-0 an 82 1809, during survelllenc* testing, two 
HPCl turbine exheuat rupture discs felted Caused by high 
back pressure from wetar in exhaust line, Hater pulled from 
torus due to faulty vacuum breakers, 

COONEY, M J. Philadelphia Electric Co. 83/01/07. KAVNE0.R.C. 
Region 1, Office of Director Ip 14910-001 S4X 
Flehe: 90-878, 83/01/07, 8301240313 


8812040394 IE Info No tics 82-94, “Rob art* hew Thermo itetic Flow Control 
Valves." Svt ll«t end, 

JORDAN, E L Division of Engineering (. Quality Aisurenee CPr# 

6301031 82/12/30. Consol Idetad Edison Co. of New York, Inc. 

lllpp. 14798:137 B4X Fiche, 90-000, 82/18/30, 0812060394 


8301260394 LER 82-02S/03L-0- on 821214 t< 18, terui normal range level 
recorder not responding to change* In level. Caused by 
of f-eentered displacer to force arm connection in level 
transmitter Arm cantered 

COONEY, H.J Philadelphia Electric Co. 83/01/H HAYNEBiR C. 
Region 1, Office of Director Ip. 14911-234 24X 

F i c h a ■ S 0-278 ,83/01/11, 830 1 24039 4 
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6301340443 H«vi*nt LER 82-022/01 X-1 on 02IOS5-1 102. RHR HX 3D loaketf 
rndioactive uialsr into intokt (tructurv Causvd by 
• xipansion bailout Uak betuaon innar floating head t< drain 
MX rapalred 

COONEV. M J Philadelphia Electric Co 83/01/11 HAYNE8.R C 
Replon 1. Office of Director Ip 16911 189 a4X 
Ftcha 90-278.83/01/11.8301260462 


V. Oparatar Etaminatlone 


6312220443 Oetierlc Ltr 62—38 to all pouJer reactor 1 iceneeee. app 1 itante 
for OL. NSS reactor vendor! 1. AEe re meeting to ditcuee 
recent developments for licensing aiams Advises that meeting 
will be held on 830211 re operator licensing 8vc list end 
EIBEAlHUT.frO Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York. Inc 12pp 16681 072 24X 

Ptche 90-000.82/12/22.8212220443 


6301360025 Corrects errors in 810430 description of Licensed Operator 
Training Program fc justifloe lack of specific-event 
o-rlented procedure for loss of instrument air 

DALTROFr. S L Philadelphia Electric Co 82/12/28 STOLZ. J F. 
Operating Reactors Branch 4 3pp 16912 319 24X 

F 1 c h e 90-277. 82 / 12 / 28 . 830 1 26002 9 


6301180078 Generic Ltr 83-01 to poiacr reactor licensees 8. applicants 
for OL ra operator licensing Siam sits visit Requests 
schedule re oiam requests eipected for submittal prior to 
691831 for listed categories Bvc list end 

EIEEHHUT.D, 0 Division of Licensing 83/01/11 Consolidated 
Edison Co of Neu York. Inc llpp 16893 243 24X 

FI Che 90-000.83/01/11.8301120078 


DOCKET 50-280 SURRY POWER STATION. UNIT I 
F Security, medical, emergency tt fire protection plans 


6301040210 Foruards IE Insp Repts 50-280/02-38 t. 30-281/02-32 on 
681109-10 No noncofflp 1 lance noted 

DANCE. H C Division of Project ti Resident Programs 02/11/23 
STEWART. W U Virginia Electric (< Pouer Co 2pp 16639 184 24X 

FIclia. 50-2BO. 82/11/23,8301040210 


— 8301040221 IE Insp Repts 90-880/82-32 «< 90-281/02-32 on 821109-10 No 
honcomp 1 iancc noted Major areas inspected . radioing leal 
emergency eierclse 

ANDREWS. D L. , HUFFMAN. 0 N . JENKINS. O.D Region 2. Office of 
Director 82/11/22 7pp 16639 1B6 24X Piche 90-280, B2/1 1/23, 

8301040210 


6212060349 Generic Ltr 82-33 to all llcensset of operating rcactori. 
applicants for OL t. holders of CPs re Suppl 1 to NUREO-0737. 
"Requirements for Emergency Response Capability " 

MUREO“0737f 8upp 1 1 6 sve list end 

EISENHUT. D>0. Division of Licensing 82/12/17 Consolidated 
Edison Co of Neu York. Inc 77pp 16681 208 24X 

Flche 90-000.82/12/17,8212060349 


6212220449 Generic Ltr 88-39 to alt reactor licensees. CP holders b 
applicants tor CPs re problems u/submittal« of 10CFR73 21 
•afeggarde Info for licensing revieu Procedures re 
transmittal of Info outlined Sve list end 

EISENHUT.D 0 Division of Licensing. 82/12/22 Consolidated 
Edison Co. of Neu York, Inc 13pp 16690:021 24X 

Ftche. 30-000. 82/12/22,8212220443 


8301090080 Releases public version of change to emergency plan. 

FELTON. J H Division of Rules and Records 82/18/88 Document 
Hanegenant Branch Ip. 16680 261. 24X Fi che. 50-280. 82/12/28. 

8301080080 


-B301090OB3 Foruards public version of Change 3 to emergency plan 
RUNNER, W.R. Virginia Electric tt Pouer Co. 82/12/13 Division 
of Emergency Preparedness (Pre 830103) Ip 16680’ 262 24X 

Ftche’ 80-280, 82/18/28, 8301030080. 


830105-0086 Public version of Change 3 to emergency plan 
WILGON, J Virginia Electric 6 Power Co 82/18/10 70pp 
16680 263 24X Fiche 90-280,82/12/28.8301030080 


6301070300 Submits installation dates for mods to post-fire safe 
shutdoun. per lOCFROO, App R, Section III 0 3 h util 820618 

ltr. 

BTENART.If L Virginia Electric «< Pouer Co 02/12/31. DENTON. H.R. 
Office Of Nuclear Reactor Regulation. Director VARGA. 6. A. 
Operating Reactors Branch 1 3pp 16686:090. 84X 

Flcht! 90-200, 82 / 12 / 31 , 8301070308 


8301110604 Responds to NRC ltr re changes to security training 6 
qualification plans Difference between response team leader 
b field team leader discussed 

BTEMART.W L Virginia Eledrle b Power Co 83/01/03 DENTON, H I? 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Branch 3 3pp 16743 324 S4X 
Ftche 50-000. 03/01/03. 830 11 10604 


B3013I0034 Foruards CER re 020723 request for eiemption from 
requirement of Section III O.App R to 10CFR30 to provide 
fired fire protection sys in control room b emergency 
switchgear rooms Eiemption for switchgear rooms denied 
EI6ENHUT.D0 Dlvltlon of Licensing 03/01/19 8TEWART. U L 
Virginia Electric b Power Co 2pp 16984 093 34X 

Flche 30-280.83/01/19.8301310034 


— 8301310038 Safety evaluation supporting denial of eiemption request 
for eilstlng fire protection measures in emergency 
aultchgear rooms 

• Division of Licensing 63/01/19 2pp 16964 093 24X 

FlchO 30-280,83/01/19,8301310034 


P Operating llccnso stage documents b correspondence 


8212060336 Generic Ltr 82-30 to all licensees, applicants for OL b 
holders of CPs ra filings concerning 10CFR30 production b 
utilliation facilities Current listing of branch assignments 
for nuclear reactor projects b sve list enc 1 

EISENHUT.D 0 Division of Licensing 82/12/28 Consolidated 
Edison Co of New York, Inc llpp 16663.001 24X 

Flche 30-000.82/12/28.8212060336 


Q30104033B Informs that Tech Specs re NUREQ-0737, Items II F 1 1. 

II F t 3. 11 F 1 4, II F 1 3, II F 1 6, II B 1 b II F 2 will be 
submitted by 830401 Tech Spec changes not required for Item 
It B 3 

STEWART. W L Virginia Electric b Pouer Co 82/12/28 DENTON.K. R 
Office of Nuclear Reactor Regulation. Director EISENHUT.D 0 
Division of Licensing 2pp 16642-070 24X Flche 30-000.82/12/28, 

8301040339 


0301040310 Submits supplemental rasponie to Generic Ltr 82-03 re 
operational sys for plant effluent noble gas monitoring 
sampling b analysis <NURE0-0747. Items 11 F 1 1 b II F 1 2) 
Commitment data eitcnded to 830301 due to support problems 
BTEWART.W L Virginia Electric b Pouer Co 82/12/29 OENTON.H H 
Office of Nuclear Reactor Regulation, Director EISENHUT.D 0 
Division of Licensing 2pp 16641 278 24X Flche 90-800.82/12/29, 

0301040318. 


8301130078 Application for amend to Licenses DPR-32 b DPR-37. revising 
Tech Spec Tablet 3 B-t b 3 B -2 re containment isolation 

valves 

BTEWART.W L Virginia Electric b Power Co. 83/01/10 OENTON.H R 
Office of Nuclear Reactor Regulation, Director VAR0A.8 A 
Operating Reactors Branch 1 4pp 16793*327 24X 

Flche 30-280.83/01/10.8301130078 


— S301 130080 Proposed Tech Space revising Tables 3 8-1 b 3 B-2 re 
containment Isolation valves 

» Virginia Electric b Pouer Co 83/01/10 20pp 16793.331 24X 

Flche - 30-S80, 83/01/10. 8301130078 


8301210106 Forwards safety evaluation re NUREG-0737, Item II B 3. "Post- 
Accident Sampling Sys." Identifying areas rsqulrlng addl 
info.Addl Info requested within 60 days 

VAR0A.8 A Operating Reactors Branch 1 83/01/11 STEWART. U. L 

Virginia Electric b Pouer Co 32pp 16892.262 S4X 
Flche 30-000.83/01/11,8301210106 


8301240239 Forwards rsqusst for addl Info re NURCO-0737. Items II F 1 4. 
"Containment Pressure Monitor," II F 1.9. "Containment Water 
Level Monitor" b II F t 6. "Containment Hydrogen Monitor." 

Info requested within 30 days of ltr receipt 

VARGA, 3 A Operating Reactors Branch 1 83/01/11 STEWART, N L 

Virginia Electric b Power Co lOpp 16907.194 24X 

Flche 90-280.83/01/11,8301240235 


8301170483 Application to amend Licenses DPR-32 b DPR-37, modifying 
charging pump cross-connect to provide alternate shutdown 
capabl 1 1 ty. 

BTEWART.W L. Virginia Electric b Pouer Co 83/01/12 OENTON.H. R 
Office of Nuclear Reactor Regulation. Director. VARGA. 8. A. 
Operetfng Reactors Branch 1 9pp, 16819 121 24X 

Flche 90-280,83/01/12.8301170483 


—8301170489 Proposed Tech Spec chenges modifying charging pump 
cross-connect to provide alternate shutdown capability 
Safaty evaluation of changea end 

» Virginia Electric b Power Co 83/01/12. 9pp. 16819.126. &4X 

Fiche 30-20 0, 03/Oi / 1 2, 830 1 1 70483 
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B301I80391 Infornif that reactor vcitel l«sr«l indication ays installed 
but not csllbr 9vs partially dltaitenblad due to rscall of 
faulty cooponanti t)C8 vents installed but not electrically 
connected Testing scheduled duriny I9B3 outages 

eTEWART.U L Virginia Electric t< Pouar Co 83/01/18 OENTaN.H R 
Office of Huelear Reactor Regulatloni Director. ElSEKHUTi 0. 0 
01 vision of Licensing Ip lt>B84 19£ 84X Fiche 50-800,83/01/18. 

030IIB0391 


3301830103 Subaiti tupp letnental info to ''Suoimaru of Info in Support 
of Handling of Spent Fuel Casks in Surry Powsr Station. Units 
1 & 8. " in support of 6809S3 application for anend to 
Liceneas DPR-3S & OPR-ST. requiring caek impact pad's 
STeifART.U L Virginia Electric & Power Co S3/01/17 OENTOH. H R 
Office nf (iuclaar Reactor Regulation. Director VAROA.S.A 
Operating Reactors Branch I 2pp 16899 399 S4X 
Fiche SO-SeO. 83/01/17.8301390103 


8301310393 Forwards SERs of Technical Evaluation Repts for environ 
qua 1 If Icatlon of safety-related electrical equlpnent 
Reef firmai ion of justlf icatlon for continued operation re 
Oanerlc Ltr S8-09 requested 

VAROA. a A Operating Reactori Branch 1 83/01/36 STEWART. U L 

Virginia Electric 1. Power Co 4pp 16994 ISO 34X 
Fiche 99-380.83/01/86.8301310393 


— 8301310396 6£R for environ qualification of safety-related electric 
equipment Reaffirmation of justification for continued 
operation requasted 

« Operating Raac tors Branch 1 83/01/86 6pp. 16984.194. 34X 

Fi c h a 50-38 0. 83/0 1 /a6. 8391 3 1 0393 


—0301310404 SER for environ qualification of saf oty-ralated electric 
equipment Reaffirmation of justification for continued 
operation requasted 

M Operating Reactors Branch 1 93/01/36 6pp 16984 160 S4X 

Fiche. 90-360. 83/01/26. 8301310393. 


— Q212S90304 "Review of Licensee Resolution of Outstanding Issues From 
HRC Equipment Environ Qualification EERt <F-li 6 B-60). “ 
tachnlcai avaluatlon rapt 

TQKANi 0 J Franklin Instltute/Fren kl In Research Center 
hlRC-03-79-1 IB TER-Cg297-492 82/13/31. SHEHAMSRI.P NRC - No 

Detailed Affiliation Olven 8S4pp I69B4 166 24X 

FI c hs 50-380. B3/0 1 /S6 . B3013 1 0393 


— 0813390349 Nonproprletiry version of Vo Is 1 b 8. "Review of Licensee 
Resolution of Outstanding Issues From NBC Equipment Environ 
quail f Icatlon OERs IF—l 1 b S-60li Surry Power Station 
Unit S. ” technical ovaluation rapt 

PANOEViS Freni lin Ins tltute/Frank 1 in Reiearch Center. 

NRC-03-79-1 Ifl TER-esagZ-ABB 83/13/38 SHEMANeKI. P. NRC - No 
Detailed Affiliation Olven 974pp 16986 308 34X 

FI c h a . 90 -390. 63/01 /a6. B 30 1310 3 93 


I'nspectlon roports. IE Bulletins b correspondence 


301040810 Forwards IE Insp Repts S0-380/82-3S b 90-86 l/BS-SS on 
031109-10 No noncomp 1 lance noted 

DANCE. H C Division of Project fc Resident Programs 93/11/83. 
8TEHART. U L. Virginia Electric b Power Co Spp 16639.164 S4X 
Fiche SO-SeO. 82/1 1 /23. 830 1040810 


— 8301040831 IE Imp Repts S0-280/BS-32 & 50-SS1/88-38 on 831109-10 No 
noncompllanee noted Najor areas inspected’ radiological 
emergency eterclee 

ANDREUS. D L. . HUFFMAN. 0 N . JENKINS. O.D Regions. Office of 
Director 62/11/33. 7pp. 16639 186. 84X Fiche. 90-280, B3/1 1/33, 

8301040210 


301100390 FOIA request for liocunants re VEPCO noncompllanee 
a/transportatian or packaging regulations, violation noted In 
EA-B0-S9 b routine or spot-check Insp b enforcement 
letlvitles 

lILLARfF. Environmental Policy Institute 92/11/23 Division of 
lulas and Rseords. Ip. 16793 352 34X Fiche 90-280.62/11/83. 

1301100390 


301100395 Responds to FOIA request for documents re VEPCO 
noneempl lance tn/ transportation or packaging regulations, 
violation notsd In EA-60-38 b routine or apot-chaeb inap b 
enforcement activities Documsnts avallahle In PDR 
FELTON, J H Division of Rules and Records 63/12/19 HILLAR, F 

Environmental Policy Institute Ip 16793 393 34X 

Fiche. 90-000. 82/12/19, D301 100399 


8300190369 IE Info Notice 62-91. "Overexpoiures in PUR Cavities " 8ve 
lilt enel. 

DEYOWa.R C Director's Office. Office of Inepectlon and 

Enforcement B3/ 18/21 Consolidated Edison Co of New Yorb. Inc. 

lllpp 16689-339 34X Fiche 30-000,83/13/31.8308190869 


8813060391 IE Info Notlco 82-92, "Equipment Environ Qualification 
Testing Eipsrlrnce - Updating of Test Summaries Previously 
Published in IE Info Notice 81-39 ” Sve list end 
JORDAN. E L Division of Engineering b Quality Assurance <Pre 
0301031 as/ 12/21 Consolidated Edison Co of New York, Inc 

lISpp 16681 008 S4X Fiche 90-000.82/13/31,0213060351 


B2 13060390 I£ Info Notice 88-93. "Main Transformer Failures at North 
Anna Nuclear Power Station " Bve list end 

JORDAN. E L Division of Engineering b Quality Assurance iPre 
830103) 82/12/22 Consolidated Edison Co of Now York. Inc 

114pp 16758 '01 7 24X Fiche 50-000,82/13/33,8213060350 


8208190379 IE Info Notice 03-54. "Mestinghouse NDFD Relay Failures in 
Reactor Protection Sys ” Sve list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
830103) 83/ 13/27 Consol Ida tad Edison Cs of New York. Inc 

llOpp 16962 139 34X Flcha 90-000,83/13/37.8308190279 


8206190373 IE Info Notice 82-55. "Seismic Qualification of Nestingbous 
AR Relay U/La tch Attachmente Used In Nestlnghouse Solid 
State Protection Sys. " Sve list eitd 

JORDAN, E L Division of Englncerlpg b Quality Assurance (Pre 
8301031. 82/12/36 Consolidated Edison Cp. of New York. Inc 

109pp 16668 014. 24 X Fiche 90-000,83/12/30,0208190373 


6212060394 IE Info Notice 83-96, "Rebertshau Thermostatic Flow Control 
Valves ■■ 8vc list end 

JORDAN. E L Dlvieion of Engineering b Quality Assurance (Pre 
8301 03> 03/13/30 Consolidated Edison Co of New York. Inc. 

Iflpp 16758 137 24X Fi<hB:9O-OOO.0S/13/3O.B21 2060354 


8301130036 Forwards requests for relief from certain A6ME Code eectlon 
XI requlrsmanti during 10-yr inservlce insp outage 
BTEMART.M L Virginia Electric b Power Co 83/01/07 DENTON. H R 
Office of Nuclear Reactor Regulation. Director VAROA, 8 A 
Operating Reactors Branch 1 S4pp 16791 168 84X 

Fiche SO-SBO, 83/01/07, 8301130036 


R. Periodic operating reports b related correspondence 


0301270404 Forwards Monthly Dperatlng Rapts for Nov 1982 b corrected 
page of facility changee for Monthly Operating Repts for 
Oct 1902 

STEWART. W L Virginia Electric b Power Co 83/13/19 HALLER. N N 
Office of Resource Nanagemuni, Director Ip 16933 396 a4X 
Fiche 90-380.08/13/19,8301370404 


--Q301S70408 Monthly Operating Repts for Nov 1902 

VIVIAN. H Virginia Electric b Power Co 62/13/03 40pp 
16932 397 34 X Fiche 90-300.02/13/19.0301270404 


— 8301870413 Corrected page of facility changes for Monthly Operating 
Repts for Oct 1983 

w Virginia Electric b Power Co 03/13/19 tp 16933.034 34X 

Fiche 90-380.82/13/19.0301370404 


8301310344 Ueebly info rept for wks ending 631334 b 31 

REHM. T A Office of tha Eiocutlve Director for Operations 
03/01/09 49pp 16892 167. 34X Fiche 90-200,03/01/09,8301310344 


—0813270990 Forwards quick look evaluation to document recurring 
problem re sve water tye Hods planned to prevent further 
aceurrencee 

ZUKOR. D. J Reactor Operations Analysis Branch 82/12/OS 
MICHELBON. C Dlrsctor's Office 2pp 16893 340 24X 

Fiche 90-380,03/01/09,8301210344 


0 Reportable occurrences, LERs b related correspondence 


8301170382 Forwards LERs B2-133/03L-0 b 02-184/O3L-O 

WILSON. J L. Virginia Electric b Power Co 03/01/07 0 'REILLY, J P 

Region 2. Office of Director. Ip. 16019.038 S4X 
Fiche. 9D-360. 83/01/07, 0301170933 


—8301170926 LER B2-1S3/03U-0. on 021309. red let Ion recorder RR-179 
observed to be Inoporable uhlle effluent releaees in 
progress Caused by slippage of drive cable off pulley Drive 
cable placed baeb on pulley b recorder returned to sve 
WILSON. J.L Virginia Electric b Power Co 93/01/07 Region 3, 
Office of Director 2pp 16019 039 34X Fiche! 90-200.03/01/07. 

0301170933. 


—8301170931 LER BS-134/03L-0: on 821314. sve water Inlet valve to 
recirculation spray NX, flQV-aM-103C, Inadvertently 
de-energited b red tagged. Caused by personnel error Tag 
removed b breaber closed Personnel disciplined 

UILSON.J L Virginia Electric b Power Co 83/01/07. Region 8, 
Office of Director. Spp 16015 041 S4X Fiche 50-200,03/01/07, 
03D1 170933 
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«0l2i04?5 Fofujrd* LERs 8a-l07/03L-0, 8a-lS6/OaL-0 t< e2-120/O3L-O 
UlUSOMiU L Virginia Electric & Pouer Co 33/01/17 O'REILLY.J P 
Rtglan 3< Offlci of OirBc tor Ip 16710 010 24X 

FUh* 50-230. 03/01/17.0301260475 


— 0301260501 LER a2-lD7/03L-0 on B212Sl.at lOOV. pouer, tetting revealed 
aap reading! for heat tracing paneli S & 7. redundant 
circuit! I7A belou Tech Spec limite Caused bg eecesiive 
heat Oafeettve heat tracing replaced 

WILEOII. J L Virginia Electric It Potuer Co 03/01/17 Region 2, 
Office of Blrector 2pp 16710 011 24X Flche 50-200,03/01/17. 

0301260495 


—0301260503 LER 02-126/O3l_-O on 921223, w/uni t at full pouor, op eratprs 
noted IRPl for control rod F-4 indicating erradlcallg h 
fluctuating greater than 12 s tape, render 1 ng Indication 
unreliable Cause undetermined Further testing scheduled 
UILSDKItvf L Virginia Electric 6 Power Co 03/01/17 Region 2, 
Office of Director 2pp 16710 013 24X Flche 50-200.03/01/17, 

B30126049S 


—0301260505 LER B2-120/O3L-O on B21228, at lOOV, power, PT-27D revealed amp 
readings for heat tracing panel 7, circuit 4B above test 
criteria Caused bg aicessive heat Defective heat tracing 
replaced S, tested Design change initiated 

WIL60N,3 L Virginia Electric 6 Power Co 03/01/17 Region 2, 
Office of Director 2pp 16710 015 24X Flche 50-280,03/01/17, 

0301260 4 75 


V Operator Exainlnatlons 


0212220443 Oenarlc Ltr 82-38 to all power reactor 1 iceni tee, app 1 Icants 
for OLi NEB 6 reactor vendors 6 AEs re meeting to discuss 
recent dsvotopments for licensing exams Advises that meeting 
will b! held on 830211 re operator licensing 0vc list end, 

ErSENHUr, 0. D. Division of Licensing 82/12/22 Consolidated 
Edison Co. of New York, Inc 12pp 16681 072 24X 

Flche 50-000.02/12/22,8212220443 


8301120070 Oeneric Ltr B3~01 to power reactor licensees It applicants 
for OL re operator licensing Siam sits visit Requests 
schedule re eian requests expected for submittal prior to 
951231 for lilted categories Bve list end 

EtBEHHUT. D.O Division of Licensing 83/01/11 Consolidated 
Edison. Co of New York, Inc llpp 16873 243 24X 

Flche: 50-000, 03/01/11,8301120078 


V Drg Cask Independent Spent Fuel Storage Instal lationi 


B30I1I0001 Notifies of recent reorganl tatlon of Nuclear Operation Dept 
Mlthin util All correspondence re drg cask ISFSI license 
applications should be directed to ML Btewart 
SrEMART.U L Virginia Electric !< Power Co 82/12/14 
CUHNINOHAIt, R. E Office of Nuclear Material Safety !< 

Safeguards, Director 2pp 16777 300 84X Flche 50-280,82/12/14, 

8301110001. 


DOCKET 50-aai SURRY POWER STATION, UNIT 2 
F Sfeuritg, medical, emergency 1< fire protection plans 


8301040210 Forwards IE Insp Repts 50-EB0/82-32 ti 5O-201/B2-32 on 
8Sli0?-10,No noncomp llance noted 

OANCEiH C Division of Project S< Resident Programs 82/11/23 
STEWART, ML Virginia Elec trl e & Power Co 2pp 16639.184, 24X 

F 1 « b e : 50-200. 82/11/23. 030 10402 1 0 


—9301040221 IE tnip Repts 50-200/82-32 6 50-281/82-32 on 821109-10 No 
noncomp I lance noted, Major areat Inspected ■ radiological 
eaerganeg exercise 

ANDREH8.D L. Region 2, Office of Director 82/11/22. 7pp 
16639 1B6 24X Flche, 50-290, 82/11/23,8301040210. 


8212060349 Oeneric Ltr 82—33 to all licensees of operating reactorsi 
applicants for OL It holders of CPs re SuppI 1 to NUREO-0737, 
'Requirements for Emergency Response Capability," 

MUREO— 0737, Suppl 1 tt sVe list end 

EISENHUT.D 0 Division of Licensing 02/12/17 Consolidated 
Edison Co of New York, Inc. 77pp 16681 200, 24X 

Flche. 50-000. 82/12/17, 0212060347, 


8212220445 Oeneric Ltr 82-37 to all reactor liceneeesiCP holders h 
applicants for CPs re problems w/submittals of 10CFR73 21 
•afepuards info for licensing revisui Procedures re 
tcansmittal of info outlined. Sve list end 

EtBEKHVTiD 0, Division of Licensing 82/12/22 Consolidated 
Colson Co, of New York, Inc. I3pp 16690! 021. 24X 

Fie he 150-000, 82/12/22, 8212220445 


8301050080 Releases public version of change to emergency plan 

FELTON, J H Division of Rules and Records 82/12/20 Document 
Management Branch ip 16680 261 24X Flche 50-200,82/12/20, 

0301050080 


— 0301050063 Forwards public version of Change 5 to emergency plan 
RUNNER, M R Virginia Electric i< Power Co 82/12/13 Division 
of Emergency Preparedness (Prt 830103) ip 16600 262 24X 

Flche 50-280,83/12/30.8301050000 


— 8301050006 Public version of Change 5 to emergency plan 

WILSON. J Virginia Electric h Power Co 82/12/10 70pp 
16680 263 24X Flche 50-280.02/12/28,6301050000 


8301070308 Submits installation dates for mods to poit-flre safe 
shutdown.per lOCFRSO.App R, Section III 0 3 & util G2061Q 
ltr 

STEWART, M L Virginia Electric 6 Power Co 82/12/31 DENTON. H R 
Office of Nuclear Reactor Regulation, Director VAROA, 0 A 
Operating Reactors Branch 1 3pp 16686,070 24X 

Flche 50-200.03/12/31,0301070308 


0301110604 Respandi to NRC ltr re changes to security training 6 
qualification plans Difference between response team leader 
6 field team leader discussed 

STEWART, M L. Virginia Electric 1. Power Co 63/01/03 DENTON. H R. 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 3pp 16743 324 24X 

Flche 50-000, B3/0i/03, 8301110604 


8301310034 Foriuariii SER re 620723 request for exemption from 
requirement of Oeetton III 0. App R to lOCFRSO to provide 
fixed fire protietiOn lyi In control room & emergency 
switchgear rooms Exemption for switchgear rooms denlod 
E18ENHUT, DO Division of Licensing 83/01/17 STEWART, W. L 
Virginia Electric 6 Power Co 2pp 16704 073 a4X 
Flche 50-280,83/01/17,0301310034 


— 8301310038 Safety evaluation supporting denial of exemption request 
for existing fire protection measures In emergency 
switchgear rooms 

a Divlelun of Licensing 03/01/17 Spp 16784 075 24X 

Flche 50-280,83/01/17.8301310034 


P Operating license stage documents b correspondence 


8212060356 Oentric Ltr 82-30 to a 1 1 1 Ic eniees, app 1 Icants for OL It 
holders of CPs re filings concsrntng lOCTRSO production b 
utllliatton facilities Currsnt listing of branch assignments 
for nuclear reactor projects b sve list end 

EISENHUTjDO, Division of Licensing 82/12/28, Consolidated 
Edison Co of New York, Inc llpp 16663 001, 24X 

Flche 50-000,82/12/28,0212060356 


8301040358 Informs that Tech Specs re NUnEO-0737, Items ll F 1 1, 

II F 1 3, II F 1 4, It F 1. S, II P 1 6, II D 1 b II F 2 will be 
submitted by 830401, Tech Spec changes not required for Item 
II B, 3 

STEWART, M.L vtrg Inla Else trie b Power Co 02/12/20 DENTON. H. R. 
Office of Nuclear Reactor Regulation, Director EISENHUT.D 0. 
Division of Licensing 2pp. 16642 070 24X Fiche 50-000,82/12/20, 

8301040358 


03O1O4O31B Submits supplemental response to Generic Ltr 82-05 re 
operational syt for plant affluent noble gas monitoring 
sampling b analysis (NUREO-0747, Items 11 F 1 1 b 11 F. 1 2) 
Commitment date extended to 830301 due to support problems, 

STEWART, U.L. Virginia Electric b Power Co. 82/12/27 UENTON.H R 
Office of Nuclear Reactor Regulation, Director EIBENKUT.D, 0 
Division of Llcenelng 2pp 16641.278 24X FI chs 50-200, 82/12/27, 

8301040310 


8301130076 Application for amend to Licenses DPR-32 b DPR-37, revising 
Tsch Bpac Tab Its 3. B-1 b 3 8-2 re containment isolation 

valves 

STEWART, W.L. Virginia Electric b Power Co 03/01/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director, VARQA. 8. A. 
Operating Reactors Branch 1, 4pp, 16775' 327 24X 

Fiche' 50-200, 03/01/10, 8301130078, 


— 8301130080 Proposed Tech Specs revising Tables 3 6-1 b 3 6-2 re 
containment iiolation valves 

• Virginia Electric b Power Co 83/01/10 20pp. 16795:331. 34X 

FI Che' 50-200, 03/01/10, 8301130078 


8301210106 Forwards safety evaluation re NUREO-0737, Item II.B. 3, "Post- 
Accident Sampling Bys, " identifying areas rsqulring addl 
Info.Addl info requested within 60 days, 

VAROA, S.A. Operating Reactors Branch 1 03/01/11. STEWART, W. L. 

Virginia Electric b Power Co S2pp 16892:262 24X 

Fiche 50-000,83/01/11,8301210106. 
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QS01240S3& ForuArds roquaat for addl info re fl(JRE0-0737i Itcnii 1 1 P t 
"Canto innont Prtisuro Hanit;ar>" 1 1 F 1 9i ''Gontalnnont Uatt'r 
Lav'd Honltor* L II F I 6 p "Con talnman t Hydrojtn Monitor “ 

Info raiiuisted lolthin 30 days of Itr raceipt 

VAROAtS A Oparatlng Raactora Branch I 83/01/11 STEWART> U L 
Virginia Elactrlc t Pouar Co topg 16907 1S4 a4K 
Flcha- 90-280. 63/01/11.8301240333 


8301170463 Application to amend LUantaa DPR-Q2 t< DPR-37i modi fij ing 
charging pump croii-connact to provide altarnabe ahutdeun 
eapabi 1 i ty 

STEWART. ML Virginia Electric b Poiear Co 93/01/13 DENTON. H. R 
□ ffCca of Nuclear Reactor Regulation. Director VAR 0 A. 8 A 

Operating Reactora Branch 1 5pp 16819 ISl S4X 
Flcha 90-380.83/01/13,9301170483 


— 8301170489 Propesed Tech Spec changee modifying charging pump 
eroet-conne c t to provide alternate ehutdoun capability 
Safety evaluation of changee end 

a Virginia Electric %> Pouor Co 83/01/12. 9pp 16815 126 24X 

Flehe 50-280. 83/01/13' 8301 1 70483 


6301180391 Inform that reactor veeiel level indication eye Initalled 
but not calibr 9ye partially dieaitembled due to recall of 
faulty cemponente RCS vente Inetallad but net electrically 
connected Tectlng echtduled during 1983 outagee 

STEWART, WL Virginia Electric b Foyer Co 83/01/12 DENTON, HR 
Office of Nuclear Reactor Rtgulatlon. Director EIEENHUT.D 0 
Oivlelan af Llceneing. Ip 16834:196 34X Flehe 50-290. 83/01/12. 

B301IS0391 


8301330103 Submit* eupp 1 emental info to "Summary of Info in Support 
of Handling of Spent Fuel Caibs In Surry Payer Station. Unite 
1 b 3." In euppart of 620933 application far amend to 
Llcaniae DPR-33 b DPR-37. requiring caik impact pade 
BTEMARTjW L Virginia Electric b Pouer Co 83/01/17. DENTON. H R 
Office of Nuclear Reactor Ragulatien. Director, VAROA. 9 A 
Oparatlng fteactore Branch 1. 2pp 16895 359. 24X 

Flehe' 50-390. 83/01/17.8301350103 


8301310393 Foruardi SERe of Technical Evaluation Repte for environ 
dluallficati on of eafety-related electrical equipment 
Rtafflrnatian of juetl fi cation for continued operation re 
Otncric Ltr 82-0? raqvieted 

•VAROA. S. A Operating Reectore Branch I. 83/01/26 STEWART. U L 
Virginia Electric b Pouer Co 4pp 16984 ISO. 34X 
Flehe 50-280,83/01/26.8301310393 


--8301310404 8ER for environ qualification of eafety-related electric 
equipment Reaffirmation of juetif 1 c atlon for continued 
operation requeeted 

« OpaTatlng Reectore Branch 1 83/01/26 6pp 16984 160. 24X 

Fi Che ’ 50-290, 93/01/26, 8301310393 


■0212290349 Nonproprietary vereion of Vole 1 b 2, "Review of Liceneoo 
Roeolutlon of Outetandlng leeuee Fran NRC Equipment Environ 
qualification SERe <F-tl b B-60>. Surry Power Station 
Unit 2." technical evaluation rept 

PANDEY.B Franklin Intti tuta /Frank 1 in Reiearch Centar. 
NRC-03-79-US TER-CS257-4a3 02/12/22. SHEMANaHI.P NRC - No 

Detaeled Afflliatian Given 974pp. 16986' 308 24X 

Flehe- 50-290, 83/01 /S6, 8301310393 


B208I90269 IE Info Notice 82-51, -'Overs ipoeur ee in PWR Cavities “ 9vc 
list end 

DEVflUMO, R C Director's Office. Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of Nbw York. Inc 

lltpp 16699 23? 24X Fiche 30-000,82/12/21,9308190369 


8312060391 IE Info Notice 63-52. "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Prsviouely 
Published In IE Info Notice Sl-2? " Sve list end 
JORDAN, E L Division of Engineering b Quality Assurance (Pre 
03O1O3> 62/13/21 Coneolldated Edison Co of Neu York. Inc 

llSpp 16691 088 24X Fiche 30-000,82/12/31,8212060351 


6212060350 IE Info Notice 82-53, "Main Transformer Failures at North 
Anna Nuclear Pouer Station " Sve list end 

JORDAN, E L Division of Engineering b Qua! ity Assurance (Pre 
930103). 82/12/22 Consolidated Edison Co of New York, Inc 

tl4pp 16758 017 24X Fiche 30-000,83/12/33,8213060350 


6208190275 IE Info Notice 83-54, "Weetinghouse NDFD Relay Failures In 
Raactor Protection Bys " Sve list enc 1 

JORDAN, E L Division of Engineering b Quality Assurance CPre 
830103) 82/12/37 Consolidated Edison Co of Neu York, Inc 

lIOpp 16962 139 34X Fiche 30-000,82/12/27,8208190275 


8208190373 IE Info Notice 82-55, “Seismic Qualification of Westlnghouse 
AR Relay W/Latch Attachments Used in Westlnghouse Solid 
State Protection aye " Sve list end 

JORDAN, E L Division of Engineering b Quality Assurance CPre 
930103), 82/12/28 Consolidated Edison Co of Neu York, Inc 

109pp 16869.014 24X Fiche 30-000,83/12/28,8200190273 


8212060354 IE Info Notice 82-56, "Robertshay Thermostatic Flou Control 
Valves " Sve list enc t 

JORDAN. E L Division of Engineering b Quality Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co of Ney York. Inc 

Itlpp. 16758 137 24X Fiche 30-000.82/12/30.0212060354 


6301110623 Foruards requisite fees for technical review of second 10-yr 
interval Inservice Insp program. 

BTEWART. W U. Virginia Electric b Pouer Co 93/01/05 DENTON. H R 
Office of Nuclear Reactor Regulation. Director EISENHUT.D 0 
Division of Licensing Ip 16744 283 24X Fiche 50-281.83/01/09. 

8301110623 


0301130036 Foruards requests for relltf from csrtaln ASME Code Bection 
XI requirements during 10-yr Inservlce insp outage 
STEWART, W L Virginia Electric b Pouer Co 03/01/07 OENTON»H. R 
Office of Nuclear Reactor Regulation, Director VAROA, S A 
Operating Reactors Branch 1 24pp 16791 168 24X 

Fiche: 80-280, 83/01/07, 8301 130036 


R. Periodic operating reports b related correspondence 


8301270404 Foruards Monthly Operating Repts for Nov 1982 b corrected 
page of facility changes for Monthly Operating Repts for 
Oct 1982 

BTEWART, W L Virginia Electric b Pouer Co 82/12/15 HAULER, N M 
Office of Resource Management, Director Ip. 16932 356 24X 

Fiche. 50-380, 82/13/15, 83012704 04 


Q Inspection reports. IE Bulletins b correspondence 


8301040310 Foruards IE Imp Rspts 50-280/83-32 b 50-281/82-33 on 
8Stl07-IO.No noncomp 1 lance noted. 

DAN'CC.H. C. Division of Project b Resident Programs 02/11/23 
STEWART. W.L Virginia Electric b Power Co 3pp, 16639*184. 24X 

Plcht. 50-280, 82/1 1/23, 830 1040310 


•8301040221 IE Imp Repts 50-380/82-32 b 50-281/82-32 on 821109-10. No 
nencompi lance noted. Major areas Inspectediradiologicat 
emergency eierclse. 

ANDREWS.D.L, , HUFFMAN. 0 N. . JENKINS, OB. Region 2, Office of 
Director. 82/11/22 7pp 16639 186. 24X Fiche: 50-280, 82/1 1/23, 

8301040210. 


8301100390 FOIA request for documents re VEPGO noneemp 1 lance 
u/transportat ion or packaging regulations, vlolat ion noted in 
EA-80-88 b routine or spot-check Insp b enforcement 
actlvitlce 

MILLAR.F. Environmental Policy Institute 02/11/23 Division of 
Rules and Records ip. 16753 353 24X Fi che: 50-280, 02/11/33, 

8301100390. 


— B30127D408 Monthly Operating Repts for Nov 1982 

VIVIANiH Virginia Electric b Pouer Co 82/12/03. 40pp 
16933 357. 34X Fiche 50-280,63/12/16.8301370404 


— 8301270413 Corrected page of facility changes for Monthly Operating 
Repts for Oct 1982. 

* Virginia Electric b Pouer Co 82/12/13 ip 16933 034 24X 

Flcht 30-280.83/12/13.8301270404 


B301S10344 Weekly Info rapt for wks ending 821224 b 31 

REMM.T A. Office of the Executive Director for Operations 
83/01/03 4?pp 16992 167 24X Fiche 50-280,83/01/05.8301210344 


—8218270350 Foruards quick look evaluation to document recurring 
problem ra sve water sys Mods planned to prevent further 
occurrences 

ZUKOR.D. J. Reactor Operation* Analysis Branch 82/12/03 
MICHELBOfLC, DIrec tor ' s Of f ice 2pp 168?2’240 34X 

Flehe 50-380,83/01/03.0301810344. 


8 Repor table occurrences, LERs b r slated correspondence 


6301100395 Responds to FOIA request for documents ts VEPCO 
noncompliance w/trenspcrtatlon or packaging regulations, 
violation noted in EA-ao-2B b routine or spot-check Insp b 
enforcement acilvltlei Documents available In PDR 
FELTON.J.M. Division of Rules and Reeerds. 82/13/13 MILLAR 
Environmtntel Policy Institute, Ip 16733 ' 353 24X 

Flche-SO-OOO, 83/12/13,8301100395. 


8301070283 Forwards LER 82-073/011-0. 

WILSON, J.L Virginia Electric b Power Co 82/12/30 O'REILLY, JP, 
Region 2, Office of Director. Ip 16685 264. 24X 

Fiche: 90-281, 82/12/30, 8301070283 
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—8301070280 LER B2-07S/01T-0 on 821219iuhll* eondocting RCB integrity 
liak on itvam ganarator A channal haad drain 
piping at 2-RC~139 idantlflad Probably cauaad by poor fuilon 
babuaan fuccaidva pasiat In waJd Dafaetiva weld rapalrad 
a Virginia Elactrlc ii Pouar Co 82/12/30 Raglan 2> Office of 
Olractor 2pp 16689 S6S 24)( Flche 90-281,02/12/30.8301070283 


830117049S Forward* LER* e2-073/03L-0 h B2-074/03L-0 

MILBON. J L Virginia Electric 8< Pouar Co 83/01/07 O'REILLY, J P 
Region 2, Office of Olractor Ip 16B1S l iS 24X 
Flcha 90-281,83/01/07,8301170499 


— 8301170904 LER 02-O73/O3L-O on B21207 b 24, FI-474 drifted low 
Cauaad by partial lo** of fluid in *en*ing line to high side 
of tranamltter Valve repaired b seniing line filled 
MIL8DN, JL Virginia Electric b Power Co 03/01/07 Region 2, 
Office of Director 3pp I6BI5 116 24X Fich* 50-201,03/01/07, 

8301170499 


— 8301170911 LER 82-074/03L-0 on 82121 1 , u/uni t in cold shutdown, PT 390-2 
ravcalad 2-RC-H38-162 b 163 b 2-RH-HBB-9 snubber* had low 
levels In rasarvoir* Caused by leak in reservoir sight glass 
b on pipe fitting to valvt block 

MILSOM, JL Virginia Electric b Power Co 83/01/07 Region 2, 
Office of Director 2pp I6BI9 119 24X Flch# 90-281,83/01/07, 

8301170499 


0301260403 Forwards LER B2-076/03L-0 

WILSON, J L Virginia Electric b Power Co 03/01/14 O'REILLY, J P 
Region 2, Office of Director Ip 16911 106, 24X 

Flcha 90-281,83/01/14,8301260403 


— 830126040? LER 82-076/03L-0 on 821217, d iscovered B train of auxiliary 
feeduabar motor operated valves not opening on steam 
ganerator low-low level Caused by Incomplete wiring for 
Design Changi 76-69 

WILSON, JL Virginia Electric b Power Co 83/01/14 Region 2, 
Office qf Dirsctor 2pp 16911 187 24X Flche 50-201,03/01/14, 

8301260403 


V. Operator Examination* 


B212220443 Csnsrlc Ltr 62-38 to all power reactor 1 icensaas, app 1 leant* 
for OL, N8B b rsaetor vendors b AEs re meeting to discuss 
racant developments for llcsnslng exams. Adv ises that meeting 
will be hold on 030211 re operator licensing 6vc list end 
EIBENHVr, D 0 Division of Llcsnslng 02/12/22 Consolidated 
Edison Co. of Ntu York, Inc. 12pp 16601 072 24X 

Flche: 90-000, 82/12/22,0212220443 


830(120078 Generic Ltr 83-01 to power reactor licensees b applicants 
for OL ra oparator licensing exam site vtsi t. Requeiti 
Ecbadule re exam requests expected for submittal prior to 
B9123I for llstid categories Sve list end 

EISENHUTrDO Division of Licensing 03/01/11 Consolidated 
Edison Co. of Ntw York, Inc tipp 1 6893' 243 24X 

Flch*. 50-000, 83/01/11, 8301120070 


Y Dry Cask Independent Spent Fuel Storage Installations 


8301110001 Notiflss of recent roorganliation of Nuclear Operation Dept 
within util Alt correipondance re dry cask I8F91 licansa 
applications should ba directed to WL Stewart. 

STEWART, Id. L Virginia Electric b Power Co 82/12/14 
CVNNINOHAM, R. E Office of Nuclear Material Safety b 
Safeguards, Director 2pp 16779-300. 24X Flche, 90-280, 82/12/14, 

aaol 110001 


DOCKET 90-282 PRAIRIE ISLAND NUCLEAR STATION, UNIT 1 


F Security, medical, amtrgancy b fire protection plane 


8212060349 Generic Ltr 82-33 to all 1 icensaas of operating reactors, 
applicants for OL b holder* of CP* r# 8uppl 1 to NUREO-0737, 
"Raqvlramsnt* for Emarganey Response Capability " 

NUflEO-0737, Supp I 1 b avq list ancl, 

EISENMUTt D 0 Division of Licensing 82/12/17, Consolidated 
Edison Co of New York, Inc 77pp 16681’ 208 24X 

Flcht 90-000.82/12/17,8212060349 


8212220445 Oinsrlc Hr 82-39 to all reactor licensees, CP holdsr* b 
applicant* for CPs ra problems w/submlttal* of 10CFR73 21 
■afaguards Info for licensing review Procedure* r* 
transmittal of Info outllned.Svc llet end 

EISENHUT, D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co. of NSW York. Inc lapp. 16690>021 24X 

Ftchs. 50-000. 82/12/22, 8212220445 


8301140179 Forwards IE SERs 80-282/82-21 b 50-306/82-21 on 
821110-1206 No noncompliance noted 

HIND, J A Division of Emergency Preparedness b Operational Support, 

82/12/27 LARSON, C E Northern States Power Co 2pp 16804-057 

24X Flche 50-282,02/12/27,830114017? 


—8301140190 IE 8ERs 50-282/82-21 b 90-306/82-21 on 821110-1206 No 
noncocnp 1 lance noted Major areas Inspected corporate b site 
Emergency Plan 

PATTERBON, J , AXELSDN. U L , PAPERIELLO, C. J Division of Emergency 
Preparedness b DperatiDnsl Support 82/12/23 25pp 16804 059 
24X Flche 50-282,82/12/27,8301140179 


0301110469 Responds to NRC 021202 ltr re two Items identlfitd In IE 
Insp Repts 90-282/82-18 b 90-306/82-18 Emergency 
classification Procedure F3-2 b scenario reviewed b 
Procedure F3-9 re evacuation criteria will he revised 
LARSON, C.E Northern States Power Co 02/12/29 MIND, J A 
Division of Emergency Preparedness b Operational Support 4pp. 
16749 270 24X Flche 90-202,82/12/29,8301110469 


8301110291 Forward* Rsv 8 page* to security plan Pages withheld 
<r*f 10CFR73 71) 

MUSOLF, D Northern States Power Co 82/12/30 Office of Nuclear 
Reactor Regulation, Director 2pp 16747 146 24X 

Fich* 90-282,82/12/30,8301110291 


8301060178 Releases public version of revised emergency plan 
imp lement Ing procedure* 

FELTON, 0 M Division of Rules and Rscord* 83/01/03 Document 
Mensgtmanb Branch Ip 16683 296 24X Fich* 50-000.83/01/03, 

8301060178 


— 830106D1BL Forwards public vsrsion of rsvlsed smsrgsncy plan 
implementing procedures, Including Procedure* EPIP 1 1 2 re 
notification* b EPIP 1 1 4 re emergency organliatlon 
record* b form* 

HARD, E C Northsrn States Power Co 82/12/07 Region 3, Office 
of Director 2pp 16683 297 24X Fiche 90-000,83/01/03. 

8301060178 


— 0301060105 Public version of revised emergency plan Implementing 
procedures, Including Proceduroe EPIP 1 1 S re notifications 
b EPIP 1.1 4 r* smergency organiiation record* b form*. 

HUDSON, O , HARD.E Northern States Power Ca 82/12/07 39pp 
1 6683 299 24 X Fiche 30-000.83/01/03.8301060178 


8301130224 Forward* draft SER re 620630 b 1022 requests for siamption 
from App R rtqulrements b BNL 821021 evaluation of 
analytical methods Oorrectian requssted within 3 wki 
CLARK, R A Operating Reactor* Dranch 3 83/01/04. HUfiDLF.D M 

Northern States Power Co 24pp 16807.274 24X 

Flche 50-282,83/01/04,8301130224 


— 8211040251 Submits evaluation of fire modeling methodology employed by 
Northern States Power Co in "Fire Protection 8afe Shutdown 
Analyst! Compliance W/IOCFRSO App RiSectlon III 0 b 
Substantive Bail* for Exemption Requeiti, final rapt 
RUDER, C J Brookhaven National Laboratory 82/10/21, 

FEROUSON.R L Chemical Engineering Branch 22pp 16809.298 24X 

Flche 50-282.83/01/04,8301130224 


B30111039S Forwards IE Safeguards Insp Rspt* 50-282/82-22 b 
50-306/82-22 on 821129-1203 b notice of violation Notice of 
violation withheld (ref I0CFR73 21) 

HILLER, J R Oivliion of Engineering b Technical Programs 83/01/09 
LARBON, C E Northern State* Power Co 2pp. 16743.290 24X 

Flchi’ 90-282, 83/01/05,8301110395. 


—8301110412 IE Bafsguards Insp Repts 50-282/82-22 b 50-306/82-22 on 
821129-1203. Noncompliance nottd’ecces* to protected area not 
controlled b procedures for resitting Intrusion detsetion 
alarm zone not followed Details withheld (ref 10CrR73,21) 

PIRTLE, O. L , STAPLETON, B U > CREED, J R. Division of Engineering b 
Technical Programs 83/01/05 2pp 16743.252 24X 

Flche: 90-202, 83/01/05, 03011 10395 


8301120012 Riltase* public version of revised Emergency Plan 
Implementing Procedures, 

FELTON, J. H Division of Rults and Record* 63/01/05 Document 
Management Branch Ip 16709 316 24X Fiche 90-202,83/01/05, 

8301120012 


— 8301120017 Forward* public version of revised Emergency Plan 
Implementing Procedures F3-17, “Core Damage Assessment" b 
F3-22, "Radiation Protection Group Response to Honticello 
Emergency " Rtvlsid table of content* tncl 

HARD, E. C Northern State* Power Co 82/12/30 Region 3, Office 
of Director Ip 16709.318. 24X Flche. S0-2S2, 83/01/09, 

8301120012 
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—0301120022 Fopuardi public v«r»ion of revltad £m«rg«iicv Plan 
Inplemantlng PrcreduTts P3-17r "Cora 0«naga Aateiinanb" & 
Fa-22t "Ratflation Protactlon Oroup Rcapcnie to Monticollo 
Effl«rganc4 “ 

6C»ueLKE.]> A Harthsrn Statoi Power Co 82/12/10 21pp 
l<67S? ai? 24X Flche 90-282183/01/08.8301120012 


8301170399 Informs that ehangai to plant Socurltv Plan submitted in 
8204S7 Itr acceptable. Revised pagif 1 ncorporat itig ehangei 
Into Securltg Plan requested Safeguards info ulthheld ptr 
10CFR7a 21. 

CLARKiR A Operating Reactors Branch 3 83/01/12 NUSOUF. D H 

Northern States Power Co Ip 18818 IIS 84X Ft cht* 80-282. 
83/01/12.8301170959 


8301190402 Accepts changes to Becurltg Force Training & Oua lifi cation 
Plans as detlnaated bg util 820204 Itr End to O20204 Itr 
being withheld Iref 10CFft73 211 

CLARK. R A Operating Reactors Branch 3 63/01/12 liUSQLF.O.H 

Northern Btates Power Co 3pp 16849 001 24X 

Flche 90-000.83/01/12.8301190402 


6301180143 Act receipt of 821229 Itr ra two items identified in KRC 
821202 Itr as wealnessss in 821014 emergency esercise 
HIND. J A. Division of Emergancg Preparedness St Operational Support 
83/01/13 LARSON. C E Northern States Power Co Ip 16831 318 

24X Flche 90-282.83/01/13.8301180149. 


P, Operating license stage documents b correspondence 


8212010471 Requests add! info for pest-lmplimantatl on revilw of 
NUREO- 0737. I tarns 11 F I 4, II P 1 9 & 1 1 F 1 6 Ouastions b 
guidance on answering items encl Response eipected within 
30 days of receipt of Itr 

CLARK. R A. Operating Reactors Branch 3 82/11/18 HUSOLF. D H. 

Northern States Pouer Co. lOpp 16501 '304 24X 

Flche 50-282.82/11/18.8212010471 


6301070389 Forurards SER based on review of 80 1230. 810S21 b 820416 
submlttali rs TMl Items 14 2 1. ''Immediate Upgrading of 
Reactor Operator (. 8enic)r Reactor Operator Training & 

Oual 1 f Icatlon “ b II, B 4. "Training for Mitigating .. " 

CLARK. R A Operating Reactore Branch 3 82/12/14. HUSOLF.O H 

Northern States Power Co 2pp 16690’ 223 24X 

Fiche. 90-282. 82/12/14. 8301070389. 


—8301070397 Safety evaluation re Till Items 1 A 2 1. "Immediate Upgrading 
of Reactor Operator b Senior Reactor Operator Training b 
Oualif tcation" b 11 8.4. "Training for Mitigating Core 
Damage " Requirements met. 

a Office of Nuclear Reactor Regulation. Director 82/12/14 2pp 
16690 229 24X Flche. 90-282. 82/12/14. 8301070389 


8212060356 Qanarlc Ltr 82-30 to all lie eniees. app 1 Icants for OL b 
haldart of CPs ra filings concerning 10CFR90 production b 
utlliiation facilities Current listing of branch assignments 
for nuclear reactor projects b sve list encl. 

EISENHUr. DO Division of Llcenilng. 62/12/26 ConselldatoJ 
Edison Co of New York. Inc. llpp. 16868 001. 24X 

Fiche. 90-000. 82/12/28.8212060396 


8301120049 Forwards proprietary supplemental info re uie of TaaDEE2 
coda mentioned in N6PNAD-SI02Pi Rev 1, Info withheld 
ire# 10CFR2 7901 

HU&QLF. 0 Northern Btetes Power Co 83/01/04 Office of Nuclear 
Reactor Rogulation. Director Ip 16776; 197. 24X 

Flche, 90-282, 83/01/04. 8301120049 


8301120462 Porwardi Amends 60 b 94 to Licenses DPR-42 b I)PR-60. 
respect Ively, 6£R b notice of Issuance b aval lab i 1 ity. Amends 
implement revised tnservice testing of ASHE Code Class 
1,2 b 3 pumps b valvae 

DIIANNIiOC. Operating Reactors Branch 3 83/01/04. HUaOLF.D H 

Northarn States Power Co 9pp 16786.092 24X 

Flche- 90-282. 83/01/04. 8301120462. 


8301120472 Amends 60 b 54 to Licenses DPR-42 b DPR-60. respect Ively. 
revising Tech Specs to implement inserviee testing of ASHE 
Coda Class 1, 2 b 3 pumps b valves 

CLARK.R.A Operating Reactors Branch 3 83/01/04 7pp 

16786-097, 84X Flche 30-282,03/01/04.8301120462 


■8301120462 SER supporting Amends 60 b 94 to Licenses DPR-42 b OPR-60. 
raspactively. 

* Office of Nuclear Reactor Regulation. Director 83/01/04 
74pp. 16786: 104 24X Fiche’ 90-282, 83/01 /04. 8301 120462 


•6301120490 Nstlei of issuance b availability of Amends 60 b 94 to 
Licenses DPR-42 b DPR-60r respectively 
CLARK. R A Operating Reactors Branch 3 83/01/04. 3pp 

16786-178 24X Flche, 50-282, 83/01 /04, 830 1 120462 


8301140219 Submits corrected paragraph re power supply for solenoid 
valves to 810706 ltr in response to THl Action Item II B 1, 

"RCS Vents. “ 

MUSOUFi D Northern States Power Co 83/01/06 Office of Nuclear 
Reector Regulation, Director ip 16806 360 24X 

Flche* 90-282, 83/01/06. 8301 140219 


8301190360 Proyidet addl guidance on Generic Ltr 82-12 re personnel 
worting hours 

VASSALCO. D B Operating Reactors Branch 2 83/01/13 HUSOLF.O H 

Northern States Power Co 3pp 16890 347 24X 

Fiche 90-000,83/01/13.8301190360 


8301180246 Forwards app 11 eat Ian for amend to Licenses DPR-42 b DPR-60, 
consisting of changes to Tech Specs re overtime allowed for 
i r\di vlduals wor king at plant eubmtttal addresses all { terns 
In Oeneric Ltr 82-16 

MUSOLF.D Northern States Power Co 03/01/14 Office of Nuclear 
R sac tor Regul at I on. Director 2pp 16B25 189 24 X 

Flche 90-282.83/01/14,8301180246 


—8301180297 Application to amend Licenses DPR-42 b DPR-60. cons 1 sting of 
changes to Tech Specs re overtime requirements 

HU8DLF, D Northern States Power Co 83/01/14 Ip 16029 187 
24X Flche 50-282.83/01/14,8301100246 


—8301180259 Proposed Tech Spec changes re overtime requirements 
* Northern States Power Co 03/01/14 4pp 16829 180 24X 

Flche 90-202,83/01/14,8301180246 


0 Inspection reports, IE Bulletins t correspondence 


6208190269 IE Info Notice B2“S1. "Overe rposures In PWR Cavities '• Bve 
1 1 it sne I 

DEYOUNG. R C. Olrecfcor't Office. Office of Inspection and 
Enforcement 62/12/21 Consolidated Edison Co of New York. Inc 

ilipp 16609 239. 24X Flche 30-000.82/12/21.0208190269. 


B212060351 IE Info Notice 02-52. "Equipment Environ Qualification 
Testing Ecperienca - Updating of Test Summaries Previously 
Published In IE Info Notice 81-29 " Sve list end 
JORDAN.E L Division of Engineering i Quality Assurance <Pre 
830103) 82/12/21 Consolidated Edison Co of New York, Inc 

llSpp 16681 080 24X Fiche: SO-000. 62/12/21. 8212060391 


6212060390 IE Info Notice 82-53. "Kaln Transformer Failures at North 
Anna Nuclear Power Station " Sve list encl 

JORDAN.E L Division of Engineering b Quality Aesurance (Pre 
830103) 62/12/22 Consolidated Edison Co of New York. Inc 

114pp. 16758 017. 24X Fiche 50-000,62/12/22.0212060390 


8208190275 IE Info Notice 82-94. "Nestinghouse NDFD Relay Failures In 
Reactor Protection Sys. ’’ Sve list encl 

JORDAN.E L Division of Engineering b Quality Assurance (Pre 
B30103) 62/12/27 Consolidated Edison Co of New York. Inc 

lIOpp 16962 139 24X Flche: 90-000, 02/12/27.0208190279. 


0301140073 Forwards IE Insp Repts 50-282/82-20 b 90-306/82-20 on 
821101-30 b notlca of violation 

STREETER. J F Division of Project b Resident Programs 02/12/27 
LARSON.C E Northern States Power Co 2pp 16803 299 24X 

Flche 90-282. 02/12/27.8301140073. 


—8301140075 Notice of violation from Insp on 021101-30 

STREETER. J F. Division of Project b Resident Programs 82/12/27 

Ip 16Q08 301 24X Flche 90-282,82/12/27,0301140073 


—8301140080 IE Insp Rapts 90-282/82-20 b 30-306/82-20 on 821101-30 
Noncomp 1 lance noted: several operable instrument channels for 
containment spray actuated low 

FEIERABEND. C. 0 . UILLIAMS, D L , REYES.L Division of Project b 
Resident Programs 82/12/13 Spp. 16009 302 24X 

Flche 90-282,02/12/27,8301140073 


8301140179 Forwards IE SERe 50-282/82-21 b 50-306/82-21 on 
621110-1206 No noncamp 1 lance noted 

HIND. J, A Division of Emergency Preparednese b Operational Support 
82/12/27 LARSON. C E Northern States Power Co 2pp 16004 097 
24X Flche’ 30-282. 82/12/27, 8301 1 40179 


— 0301140190 IE SERs 50-282/82-21 b 90-306/02-21 on 021 1 10-1206. No 
noncomplience noted Major ereas Inspected : corporate b site 
Emergency Plan 

PATTERSON. J. , AXELSON. N L , PAPEflIELLO, C J. Divltlon of Emergency 
Preparedness b Operational Support 62/12/23, 2Spp 16004*099 
24X Flche. 50-282.82/12/27.8301140179 
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B208190273 IE Info Notice S2-S5i "8ei»inlc Qualification of Nestinghoute 
AR Relag M/Latch Attachments Used in Nestingheuse Solid 
State Protection Sgs " 9vc list end 

JORDAHi E U Division of Engineering tt Oualltg Assurance <Pre 
9301031 e3/t2/2B Consolidated Edison Co of Neu Yert. Inc 

10?(ip 16S6B 014 S4X Eiche SO-000. SS/IE/ES. BS0S170273 


S301040423 Poruards SALP Repts 50-263/02-18. 50-202/82-23 b S0-3O6/S2-23 
for Jul 1981 - June 1962 Concurs u/assessment of aggressive 
b conservative performance b thorough approach to identified 
problems No replg required 

KEPPLER, J 0 Region 3. Office of Director 02/12/29 LARSON. C E 
Northern States Pouer Co 2pp 16647 082 24X 

Fieri* SO-OOO. 62/12/29. 6301040423 


— B30I040452 Offers no comments on preliminarg SALP repts for facilities 
GILBERTS. D E Northern States Pouer Co 02/11/16 KEPPLER. J 0 
Region 3. Office of Director Ip 16647 0B7 24X 

FIche. SO-OOO. 82/12/29. 9301040423 


~-03OIO4()479 Confirms 021110 meeting in Minneapol is. MN to discuss SALP 
for facilities Significant SALP rept findings end Comments 
requested ulthin 20 dags of meeting date 

HIND. J A Division of Emergeneg Preparedness b Operational 
Support 82/11/03 GILBERTS. 0 E Northern States Pouer Co 3pp 
16647 109 24X Flche 30-000. 02/ 12/29. 8301040423 


— 0301040489 SALP Repts 30-202/02-23 b 30-306/02-83 for Jul 1901 - June 
1902 Licensee has uell developed surveillance program 
» Region 3. Office of Director 82/06/30 22pp 16647 112 24X 

Flehe- 50-000, 02/12/29. 0301040423 


B30111046S Responds to NRC 821202 1 tr re tuo items identified in IE 
Insp Repts 80-202/02-10 b 30-306/02-18 Emergeneg 
classification Procedure F3-2 b scenario reviewed b 
Procedure F3-9 re evacuation criteria ulll be revised 
LARSON. C E Northern States Power Co 02/12/29 HIND. J A 
Divleion of Emergeneg Preparedness b Operational Support 4pp 
16743 270 24X Flche 50-282,82/12/29,8301110463 


B212060354 IE Info Notice 02-36, "Robertshau Thermostatic Flou Control 
Valvas " Sve list end 

JaRDAN. E L Division of Engineering b Qualltg Assurance (Pro 
830103) 62/12/30 Consolidated Edison Co of New York. Inc 

lllpp 16759 137 24X Flehe’ 50-000. 02/12/30. 0212060354 


B30111039S Forwards IE Safeguards Insp Repts 30-202/02-22 b 
50-306/02-22 on 021129-1203 b notice of violation Notice of 
violation withheld (ref 10CFR73 21) 

KILLER. J R Division of Engineering b Technicel Programs 83/01/03 
LARSON. C E. Northern States Power Co 2pp 16743 230 24X 

Flche 30-202.83/01/03,0301110393 


—0301110412 IE Safeguards Insp Repts 50-202/02-22 b 50-306/82-22 on 
821129-1203 Noncomp 1 lance noted access to protected area not 
controlled b procedures for resetting intrusion detection 
alarm tone not followed Details withheld (ref 10CFR73 21). 

PIRTLE.O L , STAPLETON, B W , CREED, J, R Division of Engineering b 
Technical Programs 83/01/05 2pp 16743'282 24X 

Flehe 50-202,03/01/05,8301110393 


B3Oil0O145 Ack receipt of 021229 Itr re two items identified in NRC 
021202 Itr as weaknesses in 021014 emergeneg enerdse 
MIND,^ A Division of Emergeneg Preparedness b Operational Support 
03/01/13 LARSON, G E Northern States Power Go Ip, 16031 310 
24X Flche 50-202,03/01/13,8301100143 


8 Reportable occurrences, LERs b related correspondence 


0211030016 Discusses 011216 event re fuel assemblg degradation while in 
spent fuel storage pool Root cause of event not get 
deterni ned 

BROUN. E J Reactor Operations Analgsis Branch 02/10/21 
BEYFRIT. K V Reactor Operations Analgsis Branch Spp 16900 048 
24X Fiehe 30-282.82/10/21,0211030016 


0211120259 Informs of event re fuel assemblg degradation while in 
spent fuel storage pool No specific recommendations 
available as root cause not identified Need for monitoring 
fuel in spent pool to detect stress corrosion 
BEYFRIT, K V Reactor Operations Analgsis Branch 62/10/22 
EI8ENHJT. 0 0 Division of Licensing 2pp 16690 046 24X 

Fiche 30-202. 62/10/22, 821 1120239 


0301070133 RO 02-15 on 02122S, ting ttirough-wa 1 1 crack found in heat 
affected lene of weld in safetg injection supplg line from 
boric acid storage tenks Investigation in progress 
UATZL.E L Northern States Power Co 02/12/29 KEPPLER, J G 
Region 3. Office of Director tp 16607.042 24X 

Flche 50-202.02/12/29,0301070133 


8301210224 Forwards LER B2-029/01T-0 

MJSOLF, D Northern States Pouer Co 83/01/12 Region 3, Office 
of Director Ip 16872 071 24X Fiche 50-202,03/01/12.0301210224 


—0301210227 LER 82-029/01T-0 on 021220. ting through-wall crack 
found in h eat-af fectad tone of weld on safetg injection 
supplg line from boric acid storage tanks Cause unknown 
Fracture mechanics analgsis underwag 

HUN8TAD, A A Northern States Power Co 03/01/12 Region 3, 
Office of Director Ip 16872 072 24X Fiche 50-282,83/01/12, 

0301210224 


8301240091 PND-I 11-03-007 on 021228, p Inhole crack found In boric acid 
line from boric acid tanks Thirteen welds found to have 
crack Indicat ions, of which six were pinhole cracks weeping 
slight amounts of moisture Piping ulll be replaced 
REYES, L A , DANIELSON. D . STREETER, J Region 3, Office of Director 
03/01/10 ip 16090 244 24X Fiche 30-202, 03/01/18, 0301240091 


V Operator Examinations 


0212220443 Generic Ltr 82-30 to all power reactor 1 icensees, app lica'nts 
for OL. N8S b reactor vendors b AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 630211 re operator licensing Sve list end 
EISENHOT, 0 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York. Inc i2pp 16601 072 24X 

Fiche- 30-000. 82/12/22, 0212220443 


8301120078 Generic Ltr 03-01 to power reactor licensees b applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
851231 for listed categoriei 8vc list end 

EI8ENHJT. D 0 Division of Licensing 03/01/11 Consolidated 
Edison Co of New York. Inc llpp 16693 243 24X 

Fiehs 30-000 . 83/01/11,8301120078 


DOCKET 50-205 FORT CALHOUN STATION. UNIT 1 


F Securitg. medical, emergeneg b fire protection plans 


0301250191 Confirms 830124-28 Insp in M tnneap ol Is. HN of implementation 
□P QA Program control of computer programs 

POTAPOVS.U Dlvlsldn of Vendor b Technical Programs 03/01/19. 
LARSON. C £ Northern States Power Co Ip 16895 326. 24X 

Fiche 50-202.03/01/19,8301250191. 


R Periodic operating reports b related correspondence 


0212060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for OL b holders of CPs re Suppl 1 to NUREO-0737. 
“Requirements for Emergeneg Response Capabilltg “ 

NUREG-0737,Boppl 1 b sve lift end 

EI6ENHUT. D. G Division of Licensing 82/12/17 Consolidated 
Edison Co. of New York, Inc 77pp 166ai-20a 24X 

Flche' 50-000. 02/12/17,8212060349 


6301270167 Forwards Honthlg Operating Repts far Nov 1902. 

MVaoLF, D. Northern States Power Co 82/12/13 Director's Office, 
Office of Inspection end Enforcement Ip 16934 301. 24X 

Fiehe 30-202, 82/12/13,8301270167, 


—-8301270173 Month Ig Operating Rept* for Nov 1902 

DUOSTAD.O Northern States Power Co 02/12/02 0pp 16934,302 
24X Fiche. 30-282. 82/12/13, 0301270167 


B301270199 “Prairie Island Nuclear Generating Plant 1902 Evaluation," 
• Institute of Nuclear Power Operations 82/12/31, S6pp 
1A934 194. 24X Fiehe. 80-282, 02/12/31 , 8301270199 


8212220445 Generic Ltr 82-39 to all reactor I Icensees, CP holders b 
applicants for CPs re problems w/iubmlttals of 10CFR70 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Sve list end 

E18ENHUT, D. 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York, Inc 13pp 16690.021, 24X 

Flche. 30-000, 62/12/22. 6212220445 


8301050497 Releases public version of Info re error in listing of 
Region 4 telephone number on Page 6 of Emergeneg Plan 
Implementing Procedure EPIP-OSC-2 

FELTON. J M. Division of Rules and Records, B3/0i/03 Document 
Management Branch. Ip 16668100 24X Fi che, 50-205. 03/01/03, 

8301050497. 
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— eaOiaSOSOS aubmitf public ver«ion of itifo r« error in listJn-g of Region 
4 telephone number on Page 6 of Emergency Plan Implementing 
Procedure EPlP-a3C-2 

SEIDLErU C Division of Reiident> Reactor Proj^ect Ic Engineering 
Programe 63/12/17 JONES < M C Omaha Public Power District Ip 

lAt69 JOi 24X Fich* 50-285.03/01/03,3301050497 


B30 1040417 Forwards add 1 Info to 820701 rept re NUREO-0737. Item 11 0 !• 
"Reliability Engineering " Util tt C-E analyses determined 
safety valve V inlet piping failures bounded by existing 
safety analyses Hods considered to improve operability 
JOMEB. H C Omaha Public Power District 03/12/30 CLARK, R A 
Operating Reactors Branch 3 5pp 1 6641 125 24 X 

Flchs 50-265. 02/13/30, 0301040417 


0301070902 Releases public version of revised emergency plan 
implementing procedures 

FEUTOM, J H Division of Rules and Records 83/01/03 Document 
Management Oranch Ip 16704 312 24)( Flche 50-285,83/01/03, 

8301070502 


— 9301070315 Forward 1 public version of revised emergency plan 
irnp Ismenting proc edures, Inc lud Ing Procedures EPIP-EOF-2 re 
emergancy operation facility commun 1 cation t< EPIP-EOF-IO re 
personnel decontamination 

JONES, 14 C Dmaha Public Power District 82/12/14 COLLINS. J T 
Region 4, Office of Director Ip 16704 313 24X 

Fich* 50-283,83/01/03.8301070903 


— 8301070570 Public version of revised emergency plan implementing 
procedures, Inc lud ing Procedures EPlP-EOF-2 re emergency 
operating focllity communications t EPIP-EOF-10 re 
personnel d econtamlnatlon 

a Omaha Public power District 82/12/13 36pp 16704 314. 24X 

Flche 50-28 5. 03/01/03, 830107050.3 


J Insurance C, indemnity information 


8301110440 Informs that C-E Owners Oroup B31132 transmittal of 
CEfJ-lS2. Rev 1 re C— E emergency procedure guidelines 
appliceble to plan t, camp 1 etes THl Action Item 1 C 1 
Requirements to be completed after first refueling outage 
JOWES, H C Omaha Public Power District 82/13/30 CLARK, R A 
Operating Reactors Branch 3 Ip 16743 199 S4X 
Flche 50-265,82/12/30,0301110440 


8301 1 10603 Advl sei that schedule for shift operating staff must be 
revised since one senior reactor operator failed exam 
NUREO-0737 Item II A 1 3 implementation date of 840101 will 
be met once exams completed. 

JONES, H C Omaha Public Power District 03/12/30 CLARK. R A 
Operating Reactors Branch 3 2pp 16744 314 24X 

Flchs 50-285.02/12/30.8301110602 


8301110425 Forwards revised Control Room Kabitabillty Gbudy re 
potential effects of U htxafluoride release 

JONES. N C. Omaha Public Power Dletrlcb 83/01/03 CLARK. R A 
Operating Reactore Branch 3 4pp 16743 217 24X 

Flche, 50-389, 03/01/03, 830111042S 


8301240032 Forwards Endorsement 48 to KAELJ Policy HF-63 & Endorsemont 
56 to NEL-PIA Policy NF-207 

PETERSBW, H E Omaha Pubi ic Power Di str let 83/01/19, DINITZ, I 
Antitrust It Economic analysis Branch (Utility Finance) 3pp 
16890 303 24X Ficbe 50-285,93/01/19,8301340032 


P. Operating license stage documents 6 correspondence 


B301190149 Partial response to FOIA request for documents re proposed 
rev t</or update to reactor safety study raf in NUREO-OTSA. 

Chapter 10 at RS 11 ti documents re discussion of reactor 
cooling method Forwards App A documents 

FELTON.J K Division of Rules and Records 82/11/83 8K0LLV, 8 C 
Union of Concerned SclantJsti 3pp 16866 278 34X 

Flche 50-000,83/11/22.8301190145 


— 8202240183 Commente on Ofc of Research it 8td« memo "Feed it Bleed Issup 
for C-E Appllcante, " re risk Implications of C-E reactor 
designs which lack capability for cooling via HPI & 
dtltbsratt vantlng of RCS 

LDDEL.R H Auxiliary Systems Branch 83/02/05 RUBENSTEJhI, L. 8, 
Aislstant Director for Core & Plant Systems 5pp 16867 077. 24X 

Flche 90-000,83/11/22,8301190143 


B2120603S6 Oenerlc Ltr 82-30 to a 1 1 I Ic eniees , appl icants for OL t, 
holders of CPs re filings concerning lOCFRSO production ic 
utliliatlon facilities Current listing of branch assignments 
for nuclear reactor projects St sve list encl. 

EISENHUTcD 0 Division of Licensing. 82/12/28 Consolidated 

Edison Co of New York, Inc 11pp. 16868 001 24X 

Flchs 50-000, 02/12/23, 6212060356 


0301110587 Updetei efforts re removal of carbon steel boeket from spent 
fuel pool.pir 620816 repb Steel bucket will be removed 1 
month after completion of present refueling outage 
JONES, MC. Omaha Public Power Dlitrlct 03/01/03 CLARK, R A 
Operating Reactors Branch 3 Ip 1674S 070 24X 

Flchs 50-285, 03/01/03, 6301110587 


6301 120476 Forwards proposed agenda for 830113 meeting In Betheeda.HO 
to discuss status of pressurlied thermal shock 
CLARK. ft A Operating Reactors Branch 3 03/01/03 JONES, 14 C 

Om.aha Public Power District 3pp 16781 301 24X 

Flche: 50-285, 83/01/03, 6301120476 


B3010S0231 Forwards application for amend to License DPR-40< rev I s 1 ng 
min temp for conducting secondary tide hydroetatie teitlng 
El leak testing from 82 F to 73 F 

a LeBoeuf, Limb, Lelby li MacRae * Omaha Public Power Diibrict 
83/01/04 DENTON, H Office of Nuclear Reactor Regulation, Director 
ip 16664-005 24X Flche. 50-265, 83/01/04. 8301050331 


— 8301050237 Application for amend to Liesnet DPR-40, revl e i ng min temp 
for conducting lecondary side hydrostatic testing tt leak 
testing from 82 F to 73 F, 

JONES, (4 C. Omaha Public Power District 03/01/03 Spp 
16664,006. 24X Flchs, SO-205, 83/01/04,8301050231 


— 0301050242 Proposed Tech Specs revising min temp for conducting 
secendery eldt hydroetatie testing 6 leak testing from 02 F 
to 73 F 

« Omeha Public Power District, 03/01/04 4pp 16664*008 24X 

Flche' 50-205, 03/01/04, 8301050331 


9301030117 Forwards revlssd upd'ated BAR Section 14 6, "Loss of Coo-lant 
Flow" (c Bection 14 15. "LOCA, “ in support of 821122 
application for amend, w/proposed changci to Tech Specs, re 
Cycle 0 reload 

JONES, K C Omaha Public Power District 83/12/29 CLARK, R. A 
Operating Raactori Branch 3 i44pp 16613,368 24X 

Flche 50-305,03/12/29.8301030117 


6301040793 Ack receipt of 831119 ltr re completion schedule for 
drawing update effort 

BEIDLEtlf.C Division of Resident, Reactor Project li Engineering 
Frogreme 03/13/29 JDNES.N C. Omaha Public Power District Ip. 
16648.027 34 X Flche 90-205.62/12/29,0301040793 


—8301040602 Foruerde status of drawing update effort. Util eetlmatee two 
refueling outages required to ensure all inaccessible mods 
are field checked Ic welked dewn as necessary. Drawing update 
will he completed following Spring 1904 outage. 

JDNEB.H.C Dmeha Public Power District 02/11/19. SElDLE, H C 
Division of fieiident, Reactor Project & Engineering Programs 2pp 
16646 033, 24X Ficbe, 50-205, 02/12/29, 0301040793 


83010.40343 Provides status update 6 revises completion schedule for 
electrical penetration testing. Slgnlf leant leakage measured 
during pressure testing at LOCA pressure after pent trat lone 
eubj to acctl erated . aging. 

JONES, W C Omaha Public Power District 02/12/30 CLARK, R. A 
Operating Reactors Branch 3, 2pp 16642 065 24X 

Flche- 50-285, 02/12/30, 6301040343 


6301120591 Forwards Amend 66 to License DPR-40, safety evaluation b 
notice of issuance 6 availability Amend temporarily revises 
min temp requirement for secondary sys pressure testing 
TQLfRIOMY.E 0 Operatlsig Reactors Branch 3. 03/01/09 JONES, W. C 

Omaha Public Power Dlitrlct, 3pp 16797*343 24X 

Fiche 50-269,03/01/05,8301120591 


— 0301120693 Amend 66 to License DPB-40i temporari ly revising min tamp 
requirement for eecondary eys pressure testing 
CLARK, R. A. Operating Reactors Branch 3. 63/Ol/OS 4pp 
16797,346 34X FI eho. 90-285, 03/Ol/OS. 0301 120591 


— 0301120595 Safety ovaluation supporting Amend 66 to Licenee DPR-40 
» Office of Nuclear Reactor Regulation, Director 03/01/05. 3pp- 
16797* 350, 24X Fi cha : S0-28S, 03/01 /05, 0301 130591 


— 0301120597 Notice of isiuance it availability of Amend 66 to License 
rPR-40 

CLARK, R A Operating Reactor* Branch 3 63/Ot/OS Spp 
16797 353 24X Fiche 50-265,83/01/05,8301120591 


0301 100320 Forwards application to amend License DPR-40. incorporating 
admlnlstretlve changes re implementation of NJRE0-0737< 

Itaris l.A 1.3 1 it IJ, K. 3, 3. 

e LeBoeuf, Lamb, Lelby I, HecRae e Omaha Public Power Oistriet, 
03/01/07 DENTON.H, R NRC - No Oetelled Affiliation Olven 2pp. 
16697 213 24X Flche 50-285.83/01/07,0301100320 
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■*-0301100323 Application to amend License DPR-40. incorporating 
administrative changes re Implementation of MJREO-O737t I tarns 
lAtaltltKGG 

JGffESi U C Omaha Public Pouer District 03/01/06 2pp 
16697 315 2gx Flche 50-205,83/01/07.0301100320 


--03O11OO327 Proposed Tech Specs re administrative controls, organ! ration, 
facility staff qual 1 f Ication 8. RO* 

a Omaha Public Pouer District 83/01/07 Spp 16697 217 24X 

FUbe 50-385.63/01/07.0301100320 


8301170299 Advises of delay in submitting procedure for relating 
radionuclide concentrations in reactor coo 1 ant/conteinmen t 
atmosphere to potential core damage. per NUREO-0737. I tern 
1 1 S' 3» "Past-Accident Sampling Sys " 

JOliEBi M C Omaha Public Power District 03/01/07 CLARK. R A 
Operating Reactors Branch 3 Ip 16013 024 24){ 

Flche 50-285,03/01/07,9301170399 


8301100470 Notification of 030113 meeting uj/util in Dethesda. MD to 
discuss technical Issues re pressuriied thermal shock 
TOURIONy.E 0 Operating Reactors Branch 3 03/01/07 CLARK. R A 

Operating Reactors Branch 3 2pp 16037 245 24X 

Ficho. 50-305, 03/01/07, 0301100478 


B30114D311 Notifies that facility licensing activities transferred to 
regional ofc on 821201 FR notice of amend to 10CFR50 4 
Ifflpleisentlng change forwarded N/o enc 1 

COLLlNa, J T Region 4, Office of Director 83/01/11 JDNEB, U C 
Omaha Public Power District 3pp 16006 198 24X 

Flche 50-285,83/01/11.0301140311 


8301210317 Forwards BER & "Review of Licensee Resolution of 
Outstanding Issues From NRC Equipment Environ Qualification 
SERs (F-11 b B-60)>" Vols 1 & 2> technical evaluation rept 
CLARK, R A Operating Reactors Branch 3 NRC-03-79-1 10 03/01/11 

JONES, M C Omaha Public Power District 3pp 16803 001 24X 

Flche 50-285,03/01/11.0301210317 


— 0301210320 5ER supporting environ qualification of safety-related 
electrical equipment 

• Operating Reactors Branch 3 03/01/11 5pp 16083 004 24X 

Flche. 50-205, 03/01/11, 0301210317 


— 0211150640 "Review of Licensee Resolution of Outstanding issues From 
NRC Equipment Environ Qualification 8ERs (F-ll S« B-60>, 

Fort Calhoun Station," Vols I h It, technical evaluation 
rept 

TOMAN, 0 Franklin Institute/Franklin Research Center 
NRC-03-79-1 10 TER-C5257-504 02/1 1/iO 8HEMANSKI.P NRC - No 

Detailed Affiliation Olvon 766pp 16003009 24X 

Flche 50-205,03/01/11,8301210317 


0 Inspection reports, IE Bulletins & correspondence 


0301040379 Forwards IE Insp Rept 50-205/02-29 on 021115-19 No 
none amp 1 lance noted 

SEIDLE.NC Division of Resident, Reactor Project h Engineering 
Programs 82/12/16 JONES, N C Omaha Public Power District, 2pp 
16639.354 24X Flche 50-205,82/12/16.0301040379 


— 6301040305 IE Insp Rept SO-205/02-29 on 021113-19 No noncompl lance 
noted Major areas inspected QA h procurement programs t< 
previously identified open b unresolved Items New Open Item 
0229-01 Identified in procurement area 

REDANO, R T , ME8TERMAN, T F , JOHNSON, U D Division of Resident, 
Reactor Project b Engineering Programs 82/12/03 6pp 
16639 356 24X Fiche 30-205,02/12/16,8301040379 


0208190269 IE Info Notice 02-51, "Overe kposurei In PNR Cavities ” Bve 
list end 

DEVOUhlO, R C Director's Office, Office of Inspection and 

Enforcement 02/12/21 Consolidated Edison Co of New York, Inc 

lllpp 1669? 23? 24X Fiche 50-000,82/12/21,6200190269 


6212060331 IE Info Notice 02-52, "Equipment Environ Qualification 
Tasting Experience - Updating of Test Summaries Previously 
Published in IE Info Notice Bl-29 " Sve list end 
JORDAN, E L Division of Engineering b Quality Assurance iPre 
030103} 02/12/21 Consolidated Edison Co, of New York, Inc 

ItSpp 16681 000 24X Flche 80-000,02/12/21,8212060351 


0212060350 IE Info Notice 92-53, "Main Transformer Failures at North 
Anna Nuclear Power Station " Sve list end. 

JORDAN, E L, Division of Engineering b Quality Assurance (Pre 
030103) 82/12/22 Consolidated Edison Co of New York, Inc 

ll4pp 16759 017 24X Flche 50-000,92/12/22,9212060350 


8208190275 IE Info Notice 92-54. "Westlnghouse NHFD Relay Failures in 
Reactor Protection Sys " Sve list enc 1 

JORDAN. E L Division of Engineering b Quality Assurance (Pre 
8301031 82/12/27 Consolidated Edison Co of New York. Inc 

llOpp 16962 139 24X Fiche 50-000.82/12/27,8200190275 


0206190273 IE Info Notice 02-55. "Seismic Qualification of Nestinghause 
AR Relay N/Latch Attachments Used in Uestlnghouse Solid 
State Protection Sys " Sve list end 

JORDAN. E L Division of Engineering b Quality Assurance (Pre 
830103) 82/12/28 Consolidated Edison Co of New York. Inc 

109pp 16960 014 34X Fiche 30-000,02/12/20.0200190273 


8301210155 Forwards IE Insp Rept 30-205/02-29 on 021101-30 No 
noncomp 1 lance noted 

SEIDLE, M C Division of Resident, Reactor Project b Engineering 
Programs 02/12/2? JONESiU C Omaha Public Power District 2pp 
16874 212 24X Flche 30-285,82/12/29.0301210155 


— 8301210161 IE Imp Rept 30-285/92-20 on 021101-30 No noncompl lance 
noted Major areas Inspected operational safety verification, 
surveillance testing b maint 

YANOELL.L A . JOHNSON, U 0 Division of Resident, Reactor Project b 
Engineering Programs 82/12/83 Spp 16874 214 24X 

Fiche 50-285,02/12/29,8301210155 


0212060354 IE Info Notice 02-56, "Robertshaw Thermostatic Flow Control 
Valves " Sve list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
830103) 02/12/30 Consolidated Edison Co of New York, Inc 

lllpp 16750 137 24X Fiche 50-000,82/12/30.0212060354 


6301250105 Suppls 011130 response re chemical b radiation protection 
technician staffing, per IE Insp Rept 30-285/80-16 Net gain 
of one qualified health physics technician since beginning 
of 1901 Six trainees in program 

JONES, M C Omaha Public Power District 02/12/30 SEIDLE.H C 
Division of Resident, Reactor Project b Engineering Programs 2p p 
16095 361 24X Flche 30-285,82/12/30,0301250105 


8301140311 Forwards request for addl Info re review of 800707,1104. 
010120 b 820104 submittals concerning IE Bulletin 00-11, 

"Masonry Uall Design " Info should be submitted within 30 
days of 1 tr receipt 

CLARK, R A Operating Reactors Branch 3 03/01/07 JONE0. W C 

Omaha Public Power District 6pp 16817 243 24X 

riche 50-205,03/01/07,030114051 1 


9301170183 Denies 621116 request to wltlihold IE Investigation Rept 
50-295/91-25 from public dlidosuro per 10CFR2 790 
Appropriate confidential treatment provided for school 
records No trade secrets or proprietary info contained 
GEIDLE.M C Division of Resident, Reactor Project b Engineering 
Programs 83/01/07 JONES.U C Omaha Public Power District 2pp 
16010 176 24X Flche 30-283,83/01/07,0301170103 


R Periodic operating reports b related correspondence 


9301100000 Fowardt Monthly Operating Rept for Dec 1982 

JONE0. N C Omaha Public Power District 83/01/10 DEYOUNQ. R C 
Director's Office, Office of Inspection and Enforcement Ip 
16933 102 24X Flche 30-205,83/01/10,0301100000 


— 8301100002 Monthly Operating Rept for Dec 1902 

MATHEWS, T P Omaha Public Power District 03/01/10 8pp 
16033 103 24X Flche 50-205,63/01/10,8301100000 


0 Reportable occurrences, LERs b related correspondence 


8301160123 Part 21 rept re matl that may not he in compliance w/ 
10CFR50, App Bisection VIM requirements Matl supplied to NE 
Public Power District b Omaha Public Power District QA depts 
contacted re resolution of nonconformance situation 
OWEN, R e Paxton Co 82/11/09 COLLINS, J Region 4, Office of 
Director Ip, 16823 264 24X Flche 50-000,82/11/08,0301100123 


0301140081 Forwards LEfi 82-020/03L-0 

JON£0< W C Omaha Public Power District 83/01/06 BEIDLE.U C 
Division of Resident, Reactor Project b Engineering Programs Ip. 
16005 310 24X Flche 50-205,03/01/06,8301140091 


— 0301140005 LER 02-O2O/O3L-O! on 021207, during main staam safety valve 
test, four main steam safety valves had lift setpoints out 
of tolerance Caused by normal drift of valves over operating 
cycle Valves readjusted 

CORE.M R Omaha Public Power District 03/01/06 Region 4, 
Office of Director 4pp 16805' 319 24X Fiche 50-205,83/01/06, 

6301 140001 
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dsaiieoioa Foruardi LER 8a-0Sl/03L~0 

JONES, H C OmahA Public Povtr Dlitrlct 03/01/10 SEfOLE.MC 

Dlvlilan Reildvntr R«actor Projsci' b Enginaaring Prograai Ip 
16832 SSA 24X Flchs 90-285. 83/01/ 10, 8301 1 80102 


—8301180104 LER a2-021/03L-0 on B3IBHr4urlng 5T-ESF-3,f 2 refuel Ing 
lurveillanea teeb, A/PC-74S-1 pres-ture eui bcfi found to 
initiate above Tech Spec Cauted bi; inatrunent drift Eultch 
tallbr b will be changed whan replacement it available 
MUELLER, R J Oiseha Public Power Dletrlct 82/13/15 Region 4, 
Office of Director 2pp 16033.257 34X Flche 50-235.83/01/10, 

8301180102 


a301I?0316 Foruardi IE inep Rept 50-286/82-06 on 020329-0402 No 
noncomp! lance noted 

MARTIN, T T DlvUlon of Engineering & Technical Programa 03/01/07 
BR0N8. J C Power Authoritg of the State of New Vork 2pp 
16846 232 24X Flche 80-286,83/01/07,8301190316 


—8301 190322 IE tnep Rept 50-206/92-06 on 020329-0402 No noncomp 1 ianc e 
noted Hajor area* inepected radiation protection program 
during refuel t< maint outage for etaam generator tube 
repair* including audit*, procedures U tra inlng 

PLUrtLBE, K , MCBRIDE. M , SH4NBAKY, M Region 1, Office of Director 
83/01/06 7pp 16846 234 24X Flche 50-286,83/01/07,8301190316 


V Operator Esaminatlone 


6212220443 Generic Ltr 82-38 to a 1 1 power reactor 1 ic eneaee, app 1 leant* 
for OL, NS8 b reactor vendor* b AE« re meeting to dlicuii 
recent developments for licensing exans Advise* that meeting 
ultt be held on 830211 re operator iicenelng Sve list and 
EISENKUT.OO Division of Licensing 82/12/22 Coniolldated 
Edison Co of Nsu York, Inc t2pp 16661 072 24X 

Flche 50-000.82/12/22,8212220443 


8301110602 Advises that schedule for shift operating itaff must be 
revised since one tenior reactor operator failad eiam 
N<JREO-0737 Item II A 1.3 implonantatl on data of 840101 will 
be fflit once exam* complated 

JONES. U C Omaha Public Pouar District. 82/12/30 CLARKiR.A 
Operating Reactor* Branch 3 2pp 16744 314 24X 

Ftcha 30-289, 83/12/30, 83011 10602 


8301(20078 Oentric Ltr 83-01 to power reactor licensees b applicants 
for OL re operator Iicenelng exam site visit Reguests 
•cheduie re exam rigueits erpected for eubmittal prior to 
091231 for listed cabsgorle* Sve H*t end 

EISENKOT, D 0. Division Of Licensing 83/01/11 Consolidated 
Edison Co of New York, Inc lipp 16993.243 24X 

Flche 50-000, 83/01/11,8301120078 


8301210321 Notification of contract execution, Mod 2 to "Indian Point 
Fire Risk Analgtls " Contractor NB8 

SPEISiTP. Technical Assistance Contracts Branch NfiC-03-eB-lP2 
03/01/11 SPEIS.T P Division of Safety Technology BUCHBINDER, B 
NRC - No Detailed Affiliation Given Ip 16805 320 24X 

Flche 50-247,83/01/11,8301210321 


— 8301210323 Hod P.modifying statement of uor k, extending period of 
performance b revising address, to "Indian Point Fire Risk 
Analysis " 

SNREJE, D B Commerce, Dept of, National Bureau of Standards 
HAGAN. T F Division of Contract* NRC-03-02-122 93/Oi/H 2pp 

16889 329. 24X Flche 50-247,83/01/11,6301210321 


8301270338 Forwards IE Insp Rept 50-286/62-22 on 821129-1201 No 
noncomp 1 ianc e noted 

MARTIN. T T Division of Engineering & Technical Programs 63/01/11 
BR0N9, J C Power Authority of the Stato of Neu York 2pp 
16935 279 24X Flche 50-286, 83/01/11 ■ 8301270338 


—8301270344 IE Intp Rapt 50-286/S2-S2 on 021129-1201 No noncomp liance 
noted Major areas Inspected emergency preparedness items 
from IE Emergency Appraisal Rept 50-206/81-05 on 810911-18 & 
followup on IE Insp Rept 50-286/82-02 on 820208-tl 
TERC.N H , COHEN, I , CROCKER, H M Division of Emergency 
Preparedness b operational Support 83/01/05 9pp 16935 281 
24X Flche 50-286.83/01/11,8301270338 


DOCKET 50-286 INDIAN POINT STATlONi UNIT 3 


F. aecUTity, medical, emergency b fire protection plan* 


0212060349 Generic Ltr 92-33 to all lieeniees of operating reectors, 
appllcante for OL b holder* of CP* re Buppl 1 to NUREG-0737, 
“Reyvirements for Emergency Reiponic Capability " 

NUREe-0737, Suppl 1 b ive Hit end 

EtSENHUr, D 0 Division of Licensing 82/12/17, Consolidated 
Edison Co of New York, Inc 77pp 16681 208 24X 

Fichs. 90-000, 82/12/17, 8212060349. 


83D1100211 Forwards Comnlision Dtclslon CLl-98— 38 re state of emergency 
prgparedness at site 

HAVNES.R C Region i, Office of Director 83/01/05 0RDN9, J C 
Power Authority of the State of Neu York. 2pp. 16702 170 24X 
Flche 50-247.83/01/05,8301100211. 


8301180249 Forwards addl info re exemption request concerning safe 
shutdown equipment per 10CFR50 4e(c) St replacement pages for 
util 820701 b 1122 submittals Exemption from requirements of 
Sections III. 0 2 & 111 0 3 of App R requested 

BAYNE, J, P Power Authority of the State of New York 83/01/12 
DENTON, K R Office of Nuclear Reactor Regulation, Director 83pp 
16826 031 24X Flche' 50-206, 83/01/12, 8301 1 80249 


8301190369 Forward* explicit requirement* re interim fire protection, 
agreed to during 821216 telcon Commitments should be made 
prior to plant startup or appropriate justification 
provided 

VAROAiS.A Operating Reactors Branch 1 83/01/13 BINGLAIR.LN 

Power Authority of the State of New York 3pp 16849 359 24X 

Flche 50-206,83/01/13,8301190365 


G. Adjud Icatory correspondence 


8301100216 Farward* Commission Decision CLI-88-3e dtd 82IBB2 re state 
of emergency preparedness at facility 

HAYNES, R C Region 1, Office of Director. 83/01/09 DAVIDQFF.D.B 
New York, State of. Ip 16702 025 24X Flche, 50-247, 83/01/09, 

8301100S16 


0301100306 Forward* NRC Decision CLl-82-38 re state of emergency 
preparedness at plant ilte. 

HAYNES, R C Region 1, Office of Director. 83/01/09. O'TODLB, J.D, 
Commonwealth Ed i ten Co 2pp 16701 343. a4X FI rhe; 50-247, 83/01/09, 
8301100306 


8301 110622 Releasat public version of revised emergency pten 
implementing procedures. 

FELTON, JM. Dlvlilon of Rule* and Record* 83/01/07, Documant 
Management Branch, Ip 16776'2I9 24X FI ehe; 90-286. 83/01/07, 

8301110622 


"8301110625 Forward* public varelon of revised emergency plan 
implementing procedures, including Procedure* IP-1021 re 
radiological medical emergency b IP-1030 re emergency 
notification, communication b staffing 

BRONB, J C Power Authority of the State of New Yo'rk. 02/12/22 
HAYNES, R C Region 1. Office of Director, tp 16776:216 24X 

FicSe 50-206,83/01/07.8301110622 


--0301110628 Public version of revised emergency plan implementing 
proceduree. including Procedure* IP-1021 re radiological 
medical emergency U IP-1030 re emergency notification, 
coowiunleation b staffing 

L^NACO, L M Powar Authority of the State of New York. 82/12/27 
99p p 167 75’ 2 1 7 24X F i ch e ; 50-206 ,83/01 /O?, 830 1 1 1 0622 


8301030137 Response opposing Con Ed motion to eliminate contentions 
Hltness identity was prov(dqd to Con Ed who advised PA6NY 
List of document* uppn witnesses would rely sent to 

1 ictnsaet, 

BLUM, vT M Union of fg^cpryied Scientists 82/12/17 Atomic Safety 
and Licensing Board R4n>\ 7PP 16614 205 24X 

Fleha. 90-247, 82/12/17, P3ftl0gpi37 


8301030176 Response to first get of Interrogatories b document requests 
under Commission Quaii^lqn Certificate of Sve encl Related 
correspondence. 

RODRIGUEZ, P, Parents Cgneerngd About Indian Point 82/12/22 
Consolidated Edison Co of New York, Inc 6pp. 16616 394 24X 

Flche' 90-247, 62/12/22, 8301Q30(76 


8301040041 Btaff requirement* memo re 821222 af f Irmation/dlicussion b 
vote on 8ECY-e2-473 b SECY-e2-437 Order granting in part b 
denying In pert UCS motion to reschedule meeting b order 
accepting partlel review of ALAfi-687 approved 

CHILK, 8 J. Office of the Secretary of the Commission 82/12/23 
BICKUIT.L Office of the General Counsel 2pp 16695 287 24X 

Flche' 50-000, 82/12/23, 88010^004 1. 


8301030172 Proposed revised contentions on Commission Questione 3 b 4 
Certificate of Sve encl. 

HORON1TZ.8, Parents Concerntd About Indian Point 82/12/24. 

Atomic Safety end Licensing Board Panel, Spp. 16617 013 24X 

Fiche: 50-247, 82/12/24, 830 1030172 


8301030175 8upp tensntal response to first set of Interrogatories under 
CoAmlsslon Queetion 1 

BLUM, J M Union of Concerned Scientists 82/12/24. Consolidated 

Edison Co. of New York, Inc 12pp 16617' 001 24X 

Flche: 90-247, 82/12/24, 8301030175 
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0301040493 Submission supporting contentions on Questions 3 & 4 
Formulated bg ASLB 620423 memorandum (< order Original 
contentions supported bi^ substantial Factuel bases are not 
abandoned Certificate of Svc end 

HOLfi Public Interest Researcli Oroupi Neu York B2/12/S8 
Atomic Safety and Licensing Board Panel 4pp ld>di42 118 24)( 

Flctie 90-247. 02/12/2B. 6301040493 


6301120313 Confirms 621228 conference call decision granting licensee 
motion for eipedlted order compelling continuation of 
dtpositlon of ultnasses Thompson & 8holly 

GLEASDM.J P Atomic Safety and Licensing Board Panel 62/12/26 
BLUM. J M New York Univ LEVIN. J J Affiliation Unknown 
BOLINKY.S M Consolidated Edison Co of New York. Inc Ip 
li774 277 24X Fiche 30-247.62/12/26,6301120315 


8301140084 Reguests conference call to resolve time limit dispute re 
depositions prior to delivery of Thompson t. Sholly 
tasblotony 

BLUM. J H Union of Concerned Scientists 82/12/26 0LEA8DN, J P , 
SKONi F J . PARIS. O H Atomic Safety and Licensing Board Panel 2pp 
16809 316 24X Fiche 50-247,82/12/28,6301140064 


8301030147 Order extending time until B30106 for Commission to act to 
review IE Director 821126 denial of UC6 10CFR2 206 request 
for action 

CHILK. S J Office of the Secretary of the Commission 88/12/29 
Commissioners Ip 16614 iSS 24X Fiche 50-247.82/12/29, 
8301030147 


D301030230 Explains circumstances 8 conversations between UCS counsel 
JM Blum 4( utils re deposition of UCS witness OR Thompson 
UCS has created situation guaranteed to result in incomplete 
dep pel tion 

LEVIN.v/ v< Power Authority of the State of New York 90HINKI.S M 
Consolidated Edison Co of New York. Inc LEVIN. J J Morgan 
Associates 68/12/29 OLEASON. J P . aHON. F J , PAR16. 0 H Atomic 

Safety and Licensing Board Panel 3PP 16618' 119 24X 

Fiche 50-247,88/12/29.8301030230 


B30104D4D1 Supp 1 to responses to first set of interrogatories ti 
document req.uests on ASLB Questions 1,8 & 5 
BAANDENDURO, B Consolidated Edison Co of New York, Inc 
COLARULLI.P F Power Authority of the State of New York 
COLARULLl.P F Morgan Associates 82/12/30 BLUM. J M Union of 
Concarned Scientists DLUMiJ M Public Interest Research Oroup. New 
York BLUM, U M Now York Univ 3pp 16639 323 24X 

Flcho 30-247,02/12/30,8301040401 


6301040406 Notice of R Meatherwai S30107 deposition in Los Angeles, CA 
re deponent testimony on Commission Question 1 Certificate 
0 f Svc ene 1 

BRANOENBURO, B Consolidated Edison Co of New York, Inc 

CQLARULLItP F Power Authority of the State of New York 

COLARULLl.P F Morgan Associates 82/12/30 6pp 16640 220 241 

Fiche 30-247.82/12/30,8301040408 


8301070236 Forwards NRC first set of interrogatories 1< requiit for 
documents from West Branch Conservation Assoc re Commission 
Questions 2 b 5, in response to 821215 Itr N/o end 

MOORE, J E Hearing Branch I 83/01/04 FLEISHER, Z S Mast Branch 
Conservation Association Ip 16686 228 24X Fiche 30-247. 

63/01/04. 8301070236 


8301070243 Confirms arrangements made during telcons re depositions of 
NRC members & consultants 

MOORE. J E Hearing Branch 1 83/01/05 DLUM. J. M New York Univ. 

Ip 16686 231 24 X Fiche 30-247.03/01/05,8301070243 


8301100211 Forwards Commission Decision CLI-82-38 re state of emergency 
preparedness at site 

HAYNES.R C Region 1. Office of Director 83/01/05 BRONB, J C 
Power Authority of the State of New York, 2pp 16702.170 24X 
Fiche 30-247,03/01/09,8301100211 


8301 100216 Forwards Commission Decision CLI-82-38 dtd 821222 ri state 
of emergency preparedness at facility 

HAYNES, R C Region 1, Office of Director 83/01/05. DAVIDOFF.DB, 
New York, State of Ip 16702 025 24X Fiche. 50-247. 83/01/05. 

8301100216 


8301100306 Forwards NRC Decision CLI-B2-38 re state of emergency 
preparedness at plant site 

HaVNEB. R C Region 1, Office of Director, 83/01/09 O'TOOLE, J.D 
Commonwealth Edison Co 2pp 16701 343 24X Fiche, 50-247, 83/01/05, 

8301100306 


8301070272 Forwards NUREO/CR-2934< "Review tc Evaluation of Indian 
Point Probabilistic Safety Study," final Sandia rept U/o 
one 1 

MOORE, J E Hearing Branch 1 83/01/06 OLEASON, J P , BHON, F, U , 

PARIS, 0 H Atomic Safety and Licensing Board Panel Ip, 16665; 331 

24X Fiche 50-247,83/01/06,8301070272 


8301100183 Forwards motion to dismiss Contentions 2 Ka) 6 2 l(d> I, 
memarandum supporting motion UC8/NY PIRO failure to make 
8 Sholly (< 0 Thompson available to continue depositions 
denies licensee administrative procedural rights 

BRANOENBURO, B Consolidated Edison Co of New York, Itic LEVIN. JJ 
Power Authority of the State of New York LEVIN.J J Morgan 
Associates 83/01/06 OLEASON. J P , SHON, F J , PARIS, OH Atomic 
Safety and Licensing Board Panel tp 16702 238 24X 

Fiche 30-247,83/01/06.0301100183 


— 8301100169 Motion to dismiss Contentions 3 Ka) 6 2 Kd) Actions of 
UCS/NY PIRO, sponsor of contentions, have prejudiced 
licensees by denying licensee right to complete 
presentation of case 

BRANOENBURO, 0 Consolidated Edison Co of New York. Inc 
LEVIN. J J Power Authority of the State of New York, LEVIN. J J 
Morgan Associates 83/01/06 Atomic Safety and Licensing Board 
Panel 2pp 16702 S3? 34X Fiche 50-247.83/01/06,8301100183 


— 8301100196 Memorandum supporting liesnses 030106 motion to dismiss 
Contentions 2 Kal S. 2 Kd) Inttrvenor failure to make 
witnesses on contentions available for deposition prejudices 
licensee case Certificate of Svc end 

BRANOENBURO, B Consolidated Edison Co of New York. Inc 
LEVIN. J J . LEVIN, J U Power Authority of the State of New York 
83/01/06 Atomic Safety and Licensing Board Panel 19pp 
16702 241 24X Fiche 30-247,83/01/06,8301100183 


8301130061 Forwards NY PIRO 021307 critical analysis of training 
program presented to Rockland County Health Dept on 821123 
by State of NY, Ofc of Disaster Preparedness 

MURPHY, U L Public Intersst Research Group, New York B3/01/06 
PALLADINB.N J Commissioners Spp 16793 198 24X 

Fiche 50-247.83/01/06,8301130061 


8301210279 Submission rs revised contentions an Commission Questions 
3 t( 4 concerning emergency planning 6 offsite emergency 
procedures Certificate of Svc end 

8CMEINER.C Mestchister Peoples Action Coa 1 Ition, Inc 83/01/06 
Atomic Safety and Licensing Board Panel Spp 16873 173 24X 

Fiche 30-847,83/01/06,8301210279 


8301100117 Order extending time until 630127 for Commission to act to 
review IE Director 821136 denial of UCS 10CFn2 206 re<iuest 
for action 

CHILK, S J Office of the Secretary of the Commission B3/0i/O7 
Commissioners Ip 16704 046 24X Fiche 90-247.83/01/07. 

8301100117 


6301120339 Memorandum (i order reformuletlng contentions under 
Commission Questions 3 6 4 Contsntlons 3 1.3 3.3 4.3 5,3 6. 

3 7,3 9, 4 1 fa 4 8 retained Contentions 4 3 & 4 7 

reformulated Contentions 3 2.4 5 fa 4 6 eliminated 

PARIS.O. H , SHON. F J > OLEASON, U P Atonic Sefety and Licensing 

Board Panel 83/01/07 17pp 16773 189 a4X Fiche 50-247, 

83/01/07. 8301 12033? 


8301120344 Memorandum fa order modifying hearing schedule No hearing to 
be held 030300-11 Hearing will be held 830382-89 
Hearings on emtrgency planning Issues under Commission 
Questions 3 fa 4 will commsnte on 830301 as scheduled 
OLEASON. U P . PARIS. 8 . SHON. F J Atomic Safety and Licensing Board 
Panel 03/01/07 3pp 16773 183 24X Fi che 50-247, 83/01/07, 

8301120344 


8301140024 Cros s-a lamination plan for Mestchestar County uitnessas 
under Commission Questions 3 fa 4 

HASSELL, D F Hearing Branch 1 03/01/07 7pp 16805 236 24X 

Fiche' 50-247, 03/01/07,8301140024 


— 8301140026 Cross-eiamlnetion plen for Mestc hester County witnesses 
appearing 830110-16 Certificate of 8vc end 

GLASS, 8, M Federal Emergency Management Agency 03/01/06 4pp 
16805 243 84X Fiche 30-247,83/01/07,8301140034, 


8301140247 Response to licensee 021203 Itr reiiuesting supplemental 
responses to licensse first set of Interrogatorias 
Certificate of 8vc end 

CQRREN, D R Oraater New York Council on Energy 83/01/07 
Consolidated Edison Co of New York, Inc 7pp 16606.323 24X 

Fiche 30-247. 83/01/07,8301140247 


8301180267 Memorandum fa order granting West Branch Conservation Assoc 
881227 request for extension of time until 830112 to file 
testimony on ASLB Qusstion 221. 

OLEASON, jp. Atomic Safety and Licensing Board Pantl 83/01/07. 
Meet Branch Conservation Association 2pp, t6831'026 24X 

Fiche' 50-247. S3/01/07, 8301180267 
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8301130339 Stipp 1 «(iiertai meinorandum supporting licsnsse aioticn to 
dismiss Contintlons 3 1(A) & 3 1(0) Conduct O'f eounssl For 
UCS/NV PIRO improptr Cartificdta of Sve incl 
SRANOENDUROi 0 Consolidated Edison Co of Nau Vorli. Inc 
COLARULLI.P F Pousr Author! tg of the State of New York; 

COLARUtLIiP F Morgan Associates 83/01/10 Atomic Safetg and 

Licensing Board Panel llpp 1677A S4? SAX Flche 30-SA7j B3/01/10, 
6301180335 


S3011S0019 Suppl to NRC 830719 ansiuBrs to first set of Interrogatories 
tc document requests on ASLB Questloni 1/2 9 Names of two 

addi witnesses provided Certificate of Svc end, 

f1C0URR£N> H J Hearing Branch 1 63/01/11 Union of Concerned 

Scientists 34pp 16775 338 8AX Flche 50-247,33/01/11,6301120019 


6301310219 Motion to strilie proferred testlmong of witness DC Bleg 
on Contention 2 S(a) re use of bracldsh water inside 
containment 6ubj testimony discusses probability issue 
concerning Improvements to containment drainage sy s 
FLEISHSR, Z 8 Meat Brancii Conservation Association B3/01/1B 
Atomic Safety and Licensing Board Panel 2pp 16872 049 24X 

flche 90-247,83/01/19,6301210819 


63012S0260 Notice of 830128 depositions of F von Hippel L 0 Thompson re 
Commission Question 1 Certificate of Svc end 
BRANDENQURO, B Consolidated Edison Co of New Yorli, Inc 
COLARULLI.P F Power Autliority of the State of New Vorli 
COLARULLI.P F Morgan Associates 63/01/21 6pp 16897 121 24X 

Flche 90-247,83/01/21,8301250260 


S30U40267 Foruardi Figure 2 Id-I inadvertently emitted from NRC 
030112 testimony of UF Meyer on Commission Question 2, to be 
Inserted after Pagt 14 W/o end 

MCOURREN, H J Hearing Branch 1 63/01/13 GLEASON, J P , SHON.F J , 

PARIS, 0 HI Atomic Safety and Licensing Board Panel Ip 16606 279 
24X Flche 50-247.63/01/13,8301140267 


6301180315 Forwards notices of deposition directed to F von Hippel, 

0 Thampson,C Perrow,R LeKaehfnsn,J Geiger i> U Sldel 
BRANDENOURO, B Consolidated Edison Co of Mew York, Inc 
COLARULLliP F Power Authority of the State of New Vori 

COLARULLI.P F Morgan Associates 63/01/13 BLUM, J M New Vor)i 

Unlv 2pp 16925 220 24X Flche 50-247,63/01/13,6301180215 


— 8301160220 Notice of F von Hippel S, 0 Thompson depositions on 
Commission Question I in Mash Ington, DC at date tc time to be 
agreed upon 

BRANDENBURO, B Consolidated Edison Co of New York, Inc 
COLARULLI.P F Power Authority of the State of Mew York 
COLARULLI.P F Morgan Associates 83/01/13 2pp 16625 222 
24X Flche 50-247.63/01/13,6301180215 


— 6301180224 Notice of C Perrow, R LeKachnan.J Oeiger 1. V Sldel 
depositions on 630124,0203,0129 L 0 129, re t pec tive I y, in 
New YorkiNY re Commission Ouestion I Certificate of Svc 
and 

BRANDEMBURO, fi Consolidated Edison Co of Hew York, Inc 
COLARULLI.P F Power Authority of the State of New York 
COLARULLI.P F Morgan Associates 63/01/13 6pp 16825.224 
24X Flche 50-247,63/01/13,8301160215 


6301180169 Requests that P Rodriguez be added to t, P Posner deleted 
from svc list 

TAYLOR.U E Atomic Safety and Licensing Board Panel 83/01/17 
Office of tho Eiecutlve Legal Director. Ip 16631 277 24X 

Flche 90-247.83/01/17,8301160189 


6301190177 Errata to 830107 memorandum S, order, replac ing Pp 16 t, 17 
GLEASON, U P Atomic Safety and Licensing Board Panel 63/01/17 
3pp 16847 019 24X Flche 50-247, 93/01/17,6301190177 


6301210041 Notices of appearance in proceeding Certificate of flve and 
KAPLAN. 8 B , HUGHES. R K Power Authority of the State of New York 
KAPLAM.S B Morgan Associates 63/01/17 6pp 16676 313 24X 

Fiche 50-247. 63/01 /17.B3012 10041 


8301210046 Motion for expeiiitcd order compelling continuation of 
R Ueatheruai deposition, answers to oral deposition questions 
& production of documen t s , or a 1 tarna t ivc I g, to pradude 
testimony Related correspondence 

ORANOENBOfiO. a Consolidated Edison Co of Nau York, Inc 
COLARULLI.P F Power Authority of the State of New York 
C0LARU|.LI,P F Morgan Associates 83/01/17 Atomic Safety and 
Licensing Beard Panel 2pp 16879 103 24X Flche. 90-247. 83/01 /17. 

8301210046 


8301250495 Order appointing EE Hill as special assistant to A8LD. 
GLEASON, J P Atomic Safety and Licensing Board Panel 63/01/21 
2pp. 16906 074 24X Flche 90-247,83/01/21,8301290499 


6301260010 Response to ASLD 830107 Memorandum t. Order reformulating 
contentions under Commission Questions 3 (, 4 Requests 
reconsideration of ASLB ruling admitting Contention 3 6 
Contention should be eliminated Certificate of Svc end 
HASSELL, 0 F Hearing Branch 1 63/01/24 Atomic Safety and 

Licensing Board Panel 9pp 16913 184 24X Flelle 50-247,03/01/24, 

6301260010 


8301260241 Response to Reformulated Contentions 3 1. 4 Issue of new 
suggestions for Improving emergency planning to ack unique 
population density around plant should be heard Certificate 
pf Svc end 

FLEI8HER, Z 8 Meet Branch Conservation Asaoclation 83/01/24. 
Atomic Safety and Licensing Board Panel 6pp 16961 199 24X 

Fiche 50-247,83/01/24,8301280241 


8301260247 Advises that util Instructed Mestlnghouee to send 
probabilistic safety study 

COL/kRULLI,P F Morgan Associates COLARULLI.P F Power Authority 
of the State of New York 63/01/24 HILL. E E Atomic Safety and 
Licensing Board Panel Ip 16961 296 24X Flche 50-247,83/01/24, 

6301280247 


6301230321 Response to ASLD 830107 Memorandum & Order reformulating 
contentions under Commission Questions 3 It 4 Contention 3 2 
shous dear nexus to central point of ASLB investigation 
Certificate of Svc end 

BCHEINER, G A Mestchester Peoples Action Coal i tion. Inc 63/01/24 
Atomic Safety and Licensing Board Panel 9pp 16954 325 34X 

Fiche 50-247,63/01/24,8301200321 


6301310239 Memorandum re ASLB 830107 Memorandum S< Order reformulating 
contentions under Commission Questions 3 & 4 Contentions 3.1 
L 4 1 should be reformulated & Contentions 3 4, 3. 6. 3 7.3 9. 

4 2 1< 4 7 eliminated Certificate of Sve end 

BRANDENBURO, D Consolidated Edison Co of New York. Inc 83/01/24 
Atomic Safety and Licensing Board Panel S5pp 16970 021 24X 

Flche, 90-247, 83/01/24, 8301310239 


6301310246 Response to ASLD 630107 Memorandum t. Order reformulating 
contentions under Commission Qusstlons 3 tc 4 Supports 
elimination of Contentions 3 2, 4 3,4 5 tc 4 6 Certificate 
of Svc end 

MORGAN, C Power Authority of the State of New York MORGAN, C 
Morgan Associates. 63/01/24. Atomic Safety and Licensing Board 
Panel 21pp 16969-137 24X Fiche 50-247,83/01/24,0301310246 


8301260291 Forwards NUREG/CR-2934, "Review tt Evaluation of Indian Point 
Probabilistic Safety Study " U/a end 

MOORE, JE Hearing Branch 1 83/01/29 HILL, EE. Atomic Safety 

and Licensing Board Panel Ip 16912.268 24X 

Flche , 90-247, 83/01/29, 8301260291 


— 8301210057 Memorandum in support of motion for order compelling 
continuation of R Heatheruax deposi tlon.answari to quastions 
tc production of documen ts, or a I tarnafclval y, to preduda 
testlmdny, Certi f icate of Svc end Related correspondence 
BRAN0EN6URQ, B Goniolidated Edlion Co. of New York. Inc. 
COLARULLI.P F Power Authority of the State of New York 
COLARULLI.P F Morgan Associates 83/01/17. Atomic Safety and 
Licensing Board Panel 91pp. 16879 109 24X 

Flche- 80-247, 83/01/17. 8301210046 


6301210262 Memorandum opposing Rockland Cejunty 030107 motion for 
ciptdited hearing to consider County B301O6 petition for 
review of Comnission 021222 alleged final dedaion County 
falls to justify eipetfltion Certificate of Svc end 
BRANDENBURO, B Consolidated Edison Co of New York, Inc 83/01/17 
U8 Court of Appeals 2nd Circuit 9pp 16875-088 24X 

Flche: 90-247. 83/01/17,8301210262 


6301260314 Forwards ASLB 830107 Memorandum tc Order reformulating 
eontcntioni Draft FEMA testimony needed by 630204 N/o end 
KASSELL, D. F Hearing Branch 1 83/01/25 PERRYc 8 Fedaral 

Emergency Management Agency. 2pp 16906 326 24X 

Flche 90-247,63/01/25,8301260314 


6301280290 Forwards T£ Potter resume Inadver tently omitted from Potter 
830124 testimony on ASLB Question 1 3 

COLARl/LLI.P F Morgan Aisoclatss COLARULLI.P F Consolidated 
Edison Co. of New York, Inc, COLARULLI.P F Power Authority of the 
State of New York 83/01/25 GLEASON, J P , SHON, F J , PARIS, Q H 
Atomic Befety and Licensing Board Panel 3pp 16961 276 24X 

Fiche. 90-247, 63/01/29,6301280290. 


6301310071 Proposed schedule for presentation of Witnesses on 
Commission Question 1 Certificate of Svc and 

MOORE. J E Hearing Branch t, 63/01/28 6pp. 16969 291. 24X 

Flche. 90-247. 03/01/20,8301310071 
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8301190401 Dlstusiet Q2iiSl 1 tr ra termination of enp loyment of 
C Afbury t-abor-mgt problem not under NRC juritdiction 
fleeting uill be arranged betueen uti 1 < Pinterton> Inc mgt S< 
former employee 

OlftCKSt U J Office of the E>ecutive Director for Operations 
83/01/11 FISH. H House of Rep 3pp li837 070 24X 

Ftche SO-247. 83/01/11. 9301180481 


--9301180484 Reiiuesti response re termination of C Asbury. former employee 
at plant 

FISH. H House of Rep SS/IS/SO KAMMERER.C Office of 
Congressional Affairs 3pp 16837 072 24X Flche 80-247. 

03/01/11.8301180481 


8301360133 Discusses present reporting relationship of Onsite Safety 
Revieu Group Group currently repts to manag er. opera tlonal 
evaluation, uh o repts to manager. operational analysis & 
training Commission 800211 order requirements will be met 
BAVHE. J P Power Authority of the State of New York 83/01/31 

VARGA. 8 A Operating Reactors Branch 1 2pp 16912 345 24X 

Flcha 30-286.83/01/21.8301260133 


P Operating license stage documents & correspondence 


8301190145 Partial response to FOIA request for documsnts rs proposed 
rev i/or update to reactor safety study ref in NUfiE0-07B4. 

Chapter 10 as RS II 8 documents re discussion of reactor 
cooling method Foruerds App A documents 

FELTON. J ti Division of Rules and Records 82/11/22 SHOLLY. 8 C 
Union of Concerned Scientists 3pp 16866 278 24X 

Flche 30-000. 82/11/22, 8301190143 


--8211030118 Forwards input to NRC review of Sandia Labs rapt 
on evaluation of PRA 

MATTSON. R J Division of Systsms Integration (post 811005) 
82/10/08 HANAUER.S H Division of Safety Technology S2pp 
16867 055 24X Fiche 50-000.82/11/22,8301190145 


8301030267 Board Notification 82-123 advises that NRC will be reviewing 
"Probabilistic Estimates of Max Accsleratlon Ic Velocity in 
Rock in Contiguous US" & will advise of any changes in NRC 
position as result of review H/o end 

LAINAS. 0 C Assistant Director for Operating Reactors 82/12/20 
Atomic Safety and Licensing Board Panel 6pp 16653 134 24X 

Flche 50-247.82/12/20,8301030267 


8301060240 Board Notification 82-122 forwards U80S ''Probabilistic 
Estimates of Met Accsleratlon ti Velocity in Rock in 
Contiguous US " 

LAINASrO C Assistant Director for Operating Reactors 82/13/20 
Atomic Safety and Licensing Board Panel 5pp 16682 3i9 24X 

Flche 50-247.82/12/20,0301060240 


8301040539 Responds to NRC 820929 Itr requssting mod of util submittal 
re degraded grid protection for Class IE power syt 6 low 
temp overpressure protection sys Grid info will be provided 
by 830201 & low temp info by 830301 

BAYNE.J P Power Authority of the State of New York 82/12/28 
VARGArS A Operating Reactors Branch 1 2pp 16646 225 24X 
Flche 50-286.82/12/28,8301040539 


9301070455 Discusses review of util response to NUREO-0737. Item 
I. A 2 1. "Upgraded Reactor Operator tt Sanlor Reactor 
Operator Training" *. Item 11 B 4, "Training for Mitigating 
Cere Damage " Items resolved. 

VARGA. 6 A Operating Reactors Branch 1 82/12/28 SINCLAIR. L N 

Power Authority of the State of New York. Spp 16707 319. 24X 

Flche 50-296, 82/12/28.8301070455. 


—8208310363 "Improvements In Training t. Requel if ieetlon Programs As 
Required By THI Action Items t A. 2 1 6 II. B 4 for Indian 
Point Station." technical evaluation rapt. 

« Science Applications, Inc NRC-03-82-096 SAI- 186-029-55 
82/08/26 NRC - No Detailed Affiliation Given 15pp 
16707 324 24X Flche 50-286,92/12/28,8301070455 


8301040473 Forwards 8ER E proprietary technical evaluation rapt. 
"Review of Licensee Resolution of Outstanding Issues From 
NRC Equipment Environ Qua 1 1 f ice tion SERs (F-il. B-60)j Indian 
Point 3 " Proprietary rapt withheld (ref I0CFR2 790) 

VARGA. B. A. Operating Reactors Branch t 82/i2/30. SINCLAIR. L N. 
Power Authority of the State of New York Spp. 16647' 064 24X 

Fiche. 50-296, 92/12/30, 9301040473. 


— 8301040482 BER re environ qualification of safety-related electric 
equipment Justification for continued operation for items in 
NRC Cetegorles 1B.2A E 28 rsqussted within 30 days. 

« Office of Nuclear Reactor Regulation. Director 62/12/30 6pp 
16647.067 24X Flche 50-286.92/12/30.9301040473 


9301190377 REVIEW AND EVALUATION OF THE INDIAN POINT PROBABILISTIC 
SATETY STUDY 

KOLB.O J , BERRY. 0 L . EASTERLINO.R 0 Sandia Laboratories FIN 
A- 1125-0 NURE9/CR-2934 82/12/31 Reliability ti Risk Assessment 

Branch 4eOpp Availabie at NRC «11 00 16956 194 24X 

Flche 50-247,82/12/31,9301190377 


8301120483 Notification of 030114 meeting w/utll In Oethtida.HD to 
discuss status of outstanding licensing items 
POLK.P J Operating Reactors Branch 1 83/01/10 VARGA. 8 A 

Operating Reactors Branch 1 3pp 16779 358 24X 

Flche 50-896,83/01/10,3301120483 


8301170293 Discusses GA program, per NRC 800923 b 820921 Itrs Present 
GA program effective Response to 600923 Itr not appropriate, 
as new criteria For QA program forthcoming 

BAYNE.J P Power Authority of the State of New York 83/01/11 
VARGA. S A Operating Reactors Branch 1 3pp 16810 091 24X 
Flche 50-286,83/01/11.8301170293 


9301170349 Forwards responses to NRC questions at 821820 meeting re 
steam generator sleeving 

BAYNE.J P Power Authority of the State of New York S3/0i/li 

VARGA. 8 A Operating Reactors Branch 1 34pp 16313 061 24X 

Flche 50-286,03/01/11,0301170349 


8301210153 Board Notification 93-04 notifies of seismic capability of 
auiiliary feedwater sys 

EI8ENHUT, DO Division of Licensing 83/01/12. PALLADINQ.N J. . 
01LINB!4Y, V . AHEARNE. J F Commissioners 7pp 16805 339 24X 
Flcha 50-247,83/01/12.9301810153 


3301180111 Forwards application for amend to Lieenss OFR-64. consisting 
of changes to Tech Specs re sefety limit of reactor core E 
control rod E power distribution limits shutdown reactivity 
BAYNE.J P Power Authority of the State of New York 83/01/13 

VARGA. S A Operating Reactors Branch 1 2pp 16832 141. 24X 

Fiche 50-206.83/01/13.9301180111 


--8301180113 Application for amend to Llcenee DPR~64. coni 1 sting of 
changes to Tech Specs re safety limit of reactor core E 
control rod E power distribution limits shutdown 
reactivity 

BAYNE.J P Power Authority of the State of New York 03/01/13 
tp I6S32 143 24X Fiche 50-286,83/01/13.8301180111 


— 8301180116 Prapoeed changes to Tech Specs re safety limit of reactor 
core E eontrot rod E power distribution limits shutdown 
reactivity 

a Power Authority of the State of New York 63/01/13 34pp 
16832 144 24X Flche 50-286,83/01/13.8301180111 


Q301210142 Notification of 830187 meeting w/utll in Bethesda.MD to 
discuss status of sys interaction 

POLK.P J Operating Reactors Branch I 83/01/18 VARGA. 8 A 
Operating Reactors Branch 1 2pp 16882 352 24X 

Flchs 50-286,83/01/18,8301210142 


8301250498 Forwards response to NRC questions re steam generator girth 
weld repair program. per 021220 discussion 

BAYNE.J P Power Authority of the State of New York 93/01/19 

VARGA. 9 A Operating Reactors Branch 1 ISpp, I6906'0Ba 24X 

Fiche 80-206,93/01/19,8301250498 


8301310127 Forwards util 830121 Itr to NRC transmitting Amtnd 1 to 
"Indian Point Probabilistic Safety Study " 

DILLON. G U Uesttnghouse Electric Corp 83/01/29 Afflliatkon 
Unknown tp 16964.025, 24X Flche 50-247.93/01/29.0301310127, 


— 0301310131 Forwards Amend 1 to "Indian Point Probabilistic Safety 
Study" transmitted on 920305 Amend reflects reduction in 
risk attributable to discussed features E modil rev re svc 
water sys E ATN8 events. 

BAYNE.J P Power Authority of the State of New York Q'TOdLE.J D, 
Consolidated Edison Co of New York, Inc. 83/01/21. DENTON.HR 
Office of Nuclear Reactor Regulation. Director Ip 16964*026. 
24X Flche 5 0-247,83/01/29.8301310127 


— 9301310132 Amend 1 to "Indian Point Probabilistic Safety Study " 

» Power Authority of the State of New York » Consolidated 
Edison Co of New York. Inc 02/12/31 303pp 16964.027 24X 

Flche 50-247,63/01/29,8301310127 


0 Inspection reports. IE Bulletins E correspondence 


820S190269 IE Info Notice 02-31, "Overs sposur as in PUR Cavities." 9ve 
list tncl 

DEYOUNO. R.C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New Vork, Inc 

lllpp, 16689:239 24X Flche. 80-000. 82/12/21.8208190269. 
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8212060391 JE Info Notie* 32-52, ^'Eq.illpin»nt Environ Qualification 
Tooting Eiporlonca - Updating of Tett fiummat'lB* Ptovlouilg 
Publiihai in IE Info Notlca 81-29 " Svc liit and 
JORDAN, e L Dlvlolon of Engineering tc Qualitg A»*oraneo (Pro 
B30103I 02/12/21 Cone ol Ida to if Ed 1 eon Co of Ntu Vork, Inc 

115pp 16681 080 24 K Flche 50-000,82/12/2110212060351 


0212060350 IE Info Notice 02-53, "Main Traniformer Failoree at North 
Anna Nuclear Pouer Station " Svc list end 

JaRDAN, E L Divlilon of Engineering !< Oualltg Aeiurance (Pre 
830103P 02/18/22 Coneolidated Edieon Co of New York, Inc 

114pp 167S8 017 24X Fiche 30-000, 03/12/23, 0212060350. 


8301040495 Forwarde IE imp Rapt 50-286/32—21 on 0211 16-1215. No 
nonco/npllence noted 

STAfiOSrECKI,R Olviiion of Pro-jict (t Reildent Programe 02/12/22 
BR0N9, J C Pouir Author Itg of the State of New Vork. 2pp 
16643 £64 24X Flche 50-236,02/12/22,0301040496 


— 8301040503 IE Inap Rept 50-206/02-21 on 021116-1215 No nonconpllance 
noted Hajor area* Inspected shift logs A records, p lant tour, 
sorvell lance, niaintr current status of ttaan genaratop rapalrs 
(t ravleu of oionthlg operating rept 

KENNY, T J , KISTERrH. Divlilon of Project & Resident Programs, 
82/12/21 7pp. 16643 166 24X F I che- 50-286, 82/12/22, 0301 040495 


8301040023 Requests addl info re IE Bulletin 00-11, "Masonrg Nall 
Design “ Response expected uJthin 30 rlagi of itr racaipt 
VAROA, 8 A Operating Reactors Branch 1 02/12/23 SINCLAIR, L H 

Pouier Authority of the State of Neu York 3pp 16655 233 24X 

Flche 50-206.82/12/23,8301040023 


B20B190275 IE Info Notice 82-54, “Hestl nghous e N8FD Relay Failures In 
Reactor Protection Sys " Svc list enc 1 

JORDAN, E L Division of Engineering E Quality Assurance (Pre 
830103) 82/12/27. Consolidated Edison Co of Hiu York, Inc 

llOpp 16962.139. 24* Flche'50-000.82/12/27, 0203190275, 


6208190273 IE Info Notice 02-55, "Betsmic Qualification of Nestinghouie 
AR Relay H/Letch Attachments Used In Uestlnghouse Solid 
State Protection Syi " Svc list end 

JORDAN, E L, Division of Engineering 6 Quality Aeiurance (Pra 
830103) 82/12/28. Consolidated Edison Go of Neu York, Inc 

109PP 16868 014 24X Flche 50-000,82/12/29,8200190273 


830110044 5 Board Notification BN-B2-i35: f oruarde notice of violation 6 
proposed imposition of civil penalties re failure to 
inplemint radiation protac t ion, physical security t, plant 
operation programi.L-LL photos of ceiling failures only and 
LAINASj-O C Assistant Director for Operating Reactors, 02/12/23 
Atomic Safety and Licensing Board Panel. Spp 16753:332. 24X 

Fiche 50-247,82/12/28,8301100445. 


— 8211090341 Discusses possible problam of contro,! room celling failures 
caused kg sarthquakes Celling collapses occurred In eeveral 
bldgs at LLL during 1980 Livermore earthquake, although batie 
bldg structures remained Intact 

CI/NHINOS, 0. E Laurence Livermore Laboratory 02/11/04. 

EIBENHUT.D 0. Division of Licensing 9pp. 16753:337 24* 

Flche: SO-247, 82/12/20, 8301100445. 


8212060354 IE Info Notice 83-56, "Roberbshau Thermostatic Flou Control 
Valves •• Svc list end 

JORDANrE L Division of Engineering t. Quality Aisuranca (Pre 
B30103I 82/12/30 Consolidated Edison Co of Neu York, Inc, 

lllpp 16758’ 137. 24* Flche; 50-000, 82/12/30, 0212060354 


0301170308 Foruerds IE Insp Rept 80-286/02-20 on 021115-17 No 
noncompllancs noted 

MARTIN,? T Division of Enginsering & Tschntcal Programs 03/01/03 
BRONSi J C Power Authority of the State of Neu York. 2pp. 

16813 169 24X Flche: 50-386, 83/01/03, 8301170388 


—8301170390 l£ Insp Rept 50-206/02-20 on 321115-17, No noncompliance 
noted, Nejor eriai Inspec t rd' NDE aseodated u/eteam generator 
upper shell to transition cone weld cracks 
KERCH, H,M . HARRIS, R , DURR, J.P. Division of Eng Inse ring & 
Technical Programs 82/12/29 2 pp 16BI3. 170. 24* 

Flchs 50-206, 83/01/03, 0301 1 70308 


0301190316 Forwards IE Insp Rept 50-286/02-06 on 820329-0402 No 
noncomp 1 lance noted 

MARTIN, r T. Division of Englnssrlng t< Technical Programs 03/01/07 
SRONS, J C Pousr Authority of the State of Neu York. Spp. 

16846 232 24X Fiche. 50-206, 03/01/07, 6301 190316, 


8301190322 IE Insp Rapt 50-286/02-06 on 820329-0402 No noncomp I ianee 
noted. Major areas insp sctad. rad latlon protactton program 
during rtfoei h malnt outage for steam genarator tube 
rapalrs Including audi tt, procedures & training 

PLl^LEEiK , MCBRIDE, N , BHANBAKY.H Region 1, Office of Director, 
83/01/06 7pp 16846'234 24X Fi ehe: 50-206, 03/01/07, B3D1 190316 


8301270338 Forwards IE Insp Rept 50-266/02-22 on 021129-1201 No 
noncomp Hence noted 

MARTIN,! T Division of Engineering 6 Technical Programs 83/01/11 
8RON8,J C Pcuor Authority op the Stats of Neu York 2pp 
16935 279 2 4* Fiche 50-206.03/01/11,8301270330 


— 8301270344 IE Insp Rept 50-206/82-22 on 821129-1201 No noncompl lance 
noted Major areas Inspected emergency preparedness itoms 
from IE Emergency Appraisal Rept SO-286/01-05 on BI0311-1S I, 
follouup on IE Insp Rept 50-286/82-02 on 820208-11 
TERC.N M . COHEN, I , CROCKER, H M DIvlsl on of Emergency 
Preparedness t< Operational Support 83/01/05 Spp 16935 261 
24Y Flcho- 50-286,03/01/11, 8301270330 


0301270329 Forwards IE Insp Rept 50-206/02-23 on 021207-10 No 
noncompl lance noted 

MARTIN,! T Division of Engineering 6 Technical Programs. 83/01/14 
BRONS, J C Power Authority of the State of Neu York 2pp 
16933 143 24* Flche. 50-286,03/01/14,8301270329 


--B301270333 IE Imp Rept 50-286/82-23 on 821207-10 No noncompl lance 
noted Major areas Inspec ted’ i nservlce tasting surveillance 
program for pumps U valves 

REKITO, H A r BETTENHAUSEN, L Division of Engineering 6 Technical 
Programs 03/01/10. 9pp 16933 145 24X Flche 50-286,83/01/14, 

0301270329 


fi. Periodic operating reports (■ related correspondence 


6301110936 Forwards monthly operating rept for Doc 1982 

8 RONS, J C Power Authority of the State of New York 83/01/04 
Office of Resource Management, Director Ip 16745'349 24X 

Fiche. 50-206, 83/01/04, 8301110536 


— 0301110540 Monthly operating rept for Dec 1982 

KELLYiL Power Authority of the State of Neu York 83/01/01 
6pp. 16749.350 24* Fiche 90-286,83/01/04,8301110536 


T Hearing transcripts on n an-ant i trust matters 


8301070403 Unofficial transcript of 021222 public d 1 scuss ion/poss ibio 
vote in Hash Ington, DC re Indian Point shutdown order 
Pp 1-15. 

a CammlsiloTieri 62/12/22 IBpp 16690 158 24X 

Fiche; 50-286, 82/12/22, 0301070403 


0301030167 Testlfflony of OR Thompson & SC Sholly on Commission Queeblon 
QiContsutioni 2. Ka) fc 2 1(d) Implementation of filtered 
vented containment sys or compartment venting sys would 
reduce risk of ace tdents. Cor 1 1 f Icate of Svc and 

THOMPSON, O.R , SHOLLY, 8 C. Union of Concerned Scientists 02/12/28 
S4pp 16617 030 24* Flche 50-247,82/12/20,0301030167 


0301040671 Foruards AB DalBelloiRB JurkouskliAS Curran, OP Outdo, 

AR Marasco & CH Bates supplemental tastlmany H/o testimony 
Certlficeta of Svc end 

VETERE.LA Meetchester County, NY 02/12/30 OLEABON, J P. , 

PARlBfO. H , BHON.F, J. Atomic Safety and Licensing Board Panel. 4pp. 
16643.069 24* Flche 50-247,82/12/30,8301040671 


0301040716 Taitifflony of WL Fleishar re Contention 2 2(a >. Problems of 
using brackieh water inside containment bldg, al tarnatlve 
cooling sye It relative risks of using brackish water vs 
a 1 tar native* discussed 

FLElEHERrH L Nest Branch Cansarvation Association 82/12/30 
14pp 16643: 134. 24X Flche: 90-247, 02/12/30, 8301040716 


6301040307 Supplemental testimony of AR Marasco critiquing Uestchestar 
County emergency response plan Notification >i educ of 
public, amergeney worker braining, re sources, reception ctre, 
communications It recovery dlacuased 

NARAECO, A.R Hastchestar County, NY 63/01/03 22pp. 16640 075 

24* FlCfte: 50-247, 83/01/03, 0301040307 


8301040576 Bupplemental testimony of AB DelBello State of emergency 
planning h preparedness In Haetcheiter County inadequate 
Problem w/laek of workable mass transit component It 
1 neuf f IcI tnt training li aquipmant remains 

DELBELLO, A 0. Mestchaetar County, NY DELBELLO, A D, Maw York, State 
of 03/01/03 3pp 16645.348. 24X Fiche 50-247,83/01/03, 

0301040976 


8301040610 Testimony of R8 Jurkowski re evacuation plan Discusses 
rsactlons to FEHA 821216 rept, r e 1 labl 1 1 ty of equipment, 
protection of bus company pereonnel within emergency 
planning lane ti future drills It simulations. 

JORKONSKI.R S Uestchastar County, NY. 83/01/03. 49pp. 16645 263 

24X Fiche. 90-247,83/01/03, 0301040610 
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a301040&S4 Supplemental testimong of OP Ouldo r-e i««ue ot inadequate 
radio eummunl cations between police agencies Coordinated 
response cannot be planned when police cannot coinniunicate 
w/caCl> other 

OUIDO. D P Westchester Countgr NY 03/01/03 2 pp 16643 336 SAX 
FUhe 50-247,03/01/03.8301040624 


0301040707 Supplemental testimong of AS Curran Remedial actions 
dlrectlg affecting Westchester Countg Health Dept 
responsibilities addressed or are being addressed at state 
level In time for scheduled rewrite of countg plan 

CV-RflAN, A S Westchester Countg, NY 83/01/03 2pp 16643 123 24X 

Flche 30-247,83/01/03,8301040707 


B301040717 Supplemental testlmong of CW Dates Some financial assistance 
received from state State of NY radiological emergsncg 
preparedness group will give training course to staff 
Prsllmlnarg plans being made to staff six reception ctrs 
BAXea.C W Westchester Countg, NY 03/01/03 Ip 16643 123 24X 

Flche 50-247,83/01/03,0301040717 


0301130017 Transcript of 830110 hearing in White Plains. NY Pp 4,889- 
9, 146 

* Atomic Safetg and Licensing Qoard Panel 83/01/10 273pp 

16790 225 24X Flche 90-247.83/01/10,8301130017 


8301130031 Transcript of 830111 hearing In White Plalns.NY Pp 3,147- 
3,429 Supporting documentation end 

s Atomic Safetg and Licensing Board Panel 83/01/11 379pp 

16791 257. 24X Flche 50-247,83/01/11,8301130031 


8301140076 Transcript of 830112 hearing In White Plalns.NY Pp 3,430- 
5, 720 

e Atomic Safetg and Licensing Board Panel 83/01/12 303pp 

16804 204 24X Fichs 30-247,83/01/12,8301140076 


8301140315 Forwards testlmong of F Rowsome, JN Hannon, JF Keger.WT 
LsFave, D Turovlln & OK Holahan on Commission Question 2 
KCOURREN, H 3 Hearing Branch 1 83/01/12 OLEASON, J P . SHQN, F J , 

PARIS, 0 H Atomic Safetg and Licensing Board Panel Ip. 16807' 336 
24X Flche 90-247,83/01/12,8301140315 


— 8301140317 Testlmong of F Rowsoms U 3N Hannon re Commission Question S, 
discussing risk reduction effectiveness of NRR Director 
800311 order Prof qualifications end 

ROWSOKE.F H Division of Risk Analgsls HANNON, J N Operating 
Reactors Branch 1 83/01/12 9pp 16807 337 24X 

Flche 30-247,83/01/12,8301140313 


— 8301140324 Testlmong of JF Kegsr re Contention 2 1 (a 1. d) Depending on 
outstanding Info, use of Unit 1 containment at vent vol 
appears feasible to reduce or delag effocte of severe 
overpressur 1 tatlon accidents W/prof qualifications 
HEYER.J, F. Reactor Sgstems Branch 83/01/12 2epp 16807-346. 

24X Flche 30-247,83/01/12,8301140315 


— 8301140328 Testlmong of UT LeFaveiF Rowsome 6 B Turovlln on 

Contention 2 2a Public health (< safetg considerations do not 
warrant changing ang plant coaling sgs imploging Hudson 
River water Prof qualifications enc 1 

LEFAVE, W T Auxlllarg Sgstems Branch. RQWSaME. F Division of 
Risk Analgsls TURDVLIN, D. Chemical Engineering Branch 
83/01/12 21pp 16808 012 24X Flche 50-247,83/01/12,8301140315 


— 8301140332 Testlmong of OH Holahan b FH Rowsome rt A6LB Queetlon 2 2, 1 
Change in cooling sgs would not have significant effect on 
risk of core melt Plants Included in generic assessment of 
steam generator degradation Prof qualifications end, 

HOLAHAN. 0 H Operating Reactors Assessment Branch ROWSOKE.F H. 
Division of Risk Analgsls 83/01/12 17pp 16808.033 24X 

Flche 50-247,83/01/12,8301140313 


8301170194 Testimony of JC Dronsi KR Chappie b W Spataro re Contention 
2 2<a} re effect of Hudson River water on cooling sgt 
BR0N8, J C . CKAPPLE.K R . BPATARO. W Power Authorltg of the State of 
New York 83/01/12 I9pp I6B10 203 94X Flche 50-247,83/01/12, 

8301170194 


— B301170198 Testlmong of JC Brans b U Josiger re Board Question 2 2 1 on 
recommendations of NRC 820729 meeting Certificate of 8vc 
and 

BRQNS, J, C , JOStOER.W Power Authority of the State of New York. 
83/01/12 29pp. 16810 222 24X Flche 50-247,83/01/12.8301170194 


8301170201 Testlmong of WL Fleleher re Contention 2 2. 1 Certificate of 
Bvc sncl Related correspondence 

FLEISHERiWL, West Branch Conservatlan Association 83/01/12 4pp 
16810 280 24X Flche' 50-247. 83/01/12, 8301 170201 


8301170212 Testimony of S Rothstein re A8LS Question 321 Steam 
Oenerator Program equivalent to or exceeding proposed draft 
generic steam generator requirements is in effect at plant 
Certificate of Bvc end 

ROTHSTE IN, 8 Consolidated Edison Co of Now York, Inc 83/01/12 
9app 16812 261 24X Flche 30-247,83/01/12,8301170212 


8301170214 Testimony of S Rothstein h A Tuthill rs ASLO Question 
2 2(a> Hudson River water is not corrosive to cement lined 
steel or copper base alloys used at plant at typical plant 
flow velocities W/prof quolif Ications b Certificate of Bvc 
ROTHSTEIN, S , TUTHILL. A Consolidated Edison Co of New York, Inc. 
83/01/12 21pp 16B10 290 24X Flche 30-247,83/01/12,8301170214. 


8301170218 Testimony of DC Bley re Contention 3 2<a) WL Fleisher 
statement that brackish water must be removed from 
containment bldg unjustified Brackish water Issue is 
primarily malnt concern Prof qualifications end 
BLEY, D C Consolidated Edison Co of New York, Inc BLEY, D C 
Power Authority of the State of New York BLEY, 0 C Pickard, Lowe b 
Oarrlck, Inc 83/01/12 lOpp 16810 313 24X 

Flche 90-247,83/01/12.8301170318 


— 8301170221 Testimony of DC Bl«y b DC Richardson re Commission Question 
2 b ASLB Question 221 Risk from plants extremely low due 
to safety features in plant d eslgn, NRC-ordered safety 
Improvements b util improvements Certificate of 8vc end 
BLEY.D C , RICHARDSON, D C Consolidated Edison Co of New York, 

Inc BLEY.D C Power Authority of the State of New York 
03/01/12 18pp 16810 323 24X Flche 30-247,83/01/12,8301170218 


0301140114 Forwards corrected P 4 to Karaico 830111 original testimony 
re emergency response plan 

BILLINOSLEY. B Affl I iatl on Unknown 83/01/13 HCNAHARA, A 
Affiliation Unknown 2pp 16809 223 24X Flche 90-247,83/01/13, 

8301140114 


8301170136 Transcript of 830113 hearing In White Plalns.NY Pp 3.721- 
5, 836 

• Atonic Safety and Licensing Board Panel 83/01/13. 143pp 

16811 237 24X Flche 50-247,83/01/13,8301170136 


8301180195 Forwards corrected P 2, correspond Ing figure b title page of 
830112 testimony of 3 Rothstein b A Tuthill re ASLB 
Question 2 2(a) 

CANIZIO. C Consolidated Edison Co of New York, Inc 83/01/13 
OLEA&ON.J P , 8H0N. F J . PARIS. 0 H Atomic Safety and Licensing 
Board Panel Ip 16831 208 24X Flche 30-247,83/01/13,8301180195 


— 8301180200 Corrections to 830112 testimony of 8 Rothstein b A Tuthill 
re A8LD Quastion 2 S(a) 

ROTHSTEIN, S , TUTHILL, A Consolidated Edison Co, of New York, Inc 
83/01/13 3pp 16931 209 24X Flche 30-247,83/01/13.8301180199 


8301180101 Transcript of 830114 hearing In White Plains, NY Pp 3,037- 
6,041 Supporting documentation end 

• Atomic Safety and Licensing Board Panel 83/01/14 196pp 

16832 261 24X Fichs 90-247,83/01/14,8301180101 


0301180242 Testimony of DC Bley b DC Richardson re Contentions 3 I (a) b 
2 l<d> Installation of filtered vented containment sys or 
separate containment sys not justified Prof qualifications 
b Certificate of Svc end. Related correspondence. 

BLEY.D C . RICHARDSON. D C Consolidated Edison Co of New York. Inc 
BLEY, D. C Power Authority of the State of New York S3/01/17. 

39pp 16826 068 24X Flche 30-247,83/01/17,3301100242. 


8301300026 Transcript of 830118 hearing In White Plalns.NY 
Pp 6,042-6,127 Supporting documentation enc 1 
• Atomic Safetg and Licensing Board Panel 83/01/18 219pp. 

16S64' 144 24X Flche 90-247,83/01/18,8301200026 


8301310062 Transcript of 030119 hearing in White Plalns.NY Pp 6, 128- 
6,371 Supporting documentation end 

« Atomic Safetg and Licensing Board Panel 83/01/19. 17Spp. 
16879.225 24X Flche! 90-247, 83/01/19. 8301210002. 


8301340129 Transcript of 830120 hearing in White Plalns.NY Pp 6,272- 
6.466 

« Atomic Safetg and Licensing Board Panel. 83/01/20 260pp. 

16891.059 24X Flche' 30-247, 83/01/20, 8301240129 


8301350416 Forwards NRC testlmong on Commission Question 1 on risk from 
possible accidents 

KOORE. JE. Hearing Branch 1. 83/01/24 OLEABON. J. P. , BHON, F J. • 

PARIS, 0 H Atomic Safety and Licensing Board Panel 2pp 
16900.155 24X Flche 90-247,03/01/24,8301250416 
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— B3018904S& Tfttlmony of F Roidsarno & ft Blond ro Comrnioiion Qutstlon 1 on 
rlili from poitlbl* accidonti Probabilistic Safofcy Study 
thorough in Invtotl gating challang** to eantainmsnt by 
itvtr* rtactor accldantt 

ftOMSOKE.F H Division of Risi Analgsi* BLOND. R M Rtactor Aisk 
Branch 63/01/24 40pp 16900-197 SAX Flche 80-247.83/01/34, 
630tSS041& 


--B301890434 Tssttmony of 8 Itraal.J HlckmanjO Kolb.RO Eacterilng 4i 
AD Swain rt Comniiilon Quaftion. 1 & ASUB Ouastlon I 1 
Fraiiutnclat of plant damagt statai cauiad by Intarnally 
inltiatad avtnts provldtd Prof <iual 1 f icat 1 ant and 
ISRAEL, 6 ftaliablllty t> Ritl Attatsmant Branch HICKMAN, J , 
KQLBiO N4C - No Datallad Affiliation 6 Ivan 83/01/24 31pp 
16900 197 34X Flcha 90-247.83/01/34,830 1 380416 


— 8301250443 Tattimong of RJ Budnlti ra Cemmisstan Ouaitioti 1. Insights 
galnad using PRA mathods conearning risks front accldantt 
starting w/aitarnal initiating avanti asplainad Prof 
4iual if icatl ont and 

BUONITZ, R J NRC - No Datallad Affiliation Oivan BODNITZ.R 0 
Fvtura Ratourcat Associatas, Inc 83/01/84 69pp 16900 338. 

34X Flcha SO-247. 03/01/24. 030 1350416 


— 'S30135044B Tastlmony of JU Raad on Conntlstion Ouastlon 1 Maan 
frtiivanclaa of ralaast battar raprasantad by valuaa in 
Prohabllitt I« Saftty Study tablat, Uncartalnttaa In ralaata 
fra^uanclat vary larga Prof qua 1 1 flcatlont and 

REEO.J.tf NRC - No Datallad Affiliation Oivan. REED, .f N. Jack R 
Btnjamin it Atiociatat, Inc 83/01/84 Bpp 16900 297 34X 

Flcha- SO-24 7, 83/0 1 /24, 030 ) 29041 6 


— 8301290494 Ttstlmony of B Buchblitdar it D Kubtcil ra Coainiition Ouattlon 
1 DaicTlbai NRC atiastmant of niannar in uhteh potantial flrt 
acddanta contrlbuta to fraquaticy of cera malt at plants 
Prof quailf Ications and. 

BUCHBINOER. B. Transportation it fiatarlalt ftlik Branch KUBiCKl.D 
Chamleal Englnaarlng Branch 83/01/24 31pp 16900.305 24X 

Flcha 50-247.83/01/24,6301290416 


-8301250463 Tattimony of FH notirtonta ra damaga ttata llkalihoadt, 
Stapt tatan to attatitblt acddant Itkallhood attlmataa into 
input utad by J Hayar avaluatlon of litatihood of ralaaia 
cafeagorlti Idantlfiad Prof qual 1 f Icatlona and 
ROMSDHE.F H. Division of ftitk Analysis 83/01/24 14pp 
16900 336 24X Fichl 90-247,83/01/84,8301250416 


—8301830470 Tastlnony of OF Mayar li HT Pratt ra Conmlasloii Ouaation t 
NRC analysis I, acsassnant of tavara acddant phanoaiana. 
contaltimant bldg failura medat & radiological ralaaaat that 
could raiult from eora malt aeddantt provldad 

METER, J F Rtactor Syitama Branch PRATT, H T. NRC - No Datallad 
Affiliation Oivan PRATT, H.T Brookhavan National Laboratory 

83/01/84. TSpp 16900-390 S4X Ficha 50-847, 83/01 /S4, 8301290416. 


— 8301290475 Tattimony of 8 Aeharya & RM Blond ra NRC attaittnanb of 
acddant coniaquancss it rltki t, ca 1 culat 1 ona 1 nathodology of 
CRAC coda NRC aatatinicnt of potantial contaquancat ratultlng 
from atmotpharic ralaaia of radlonudldtt provldad. 

ACWARYAtS Acddant Evaluation Branch. BLOND. R M Rtactor Risk 
Branch B3/0]/24 202pp 16901:066. 24X Fiche: 50-247, 83/01/24, 

8301890416. 


6301290484 Tsttimony of RJ Naaia rt 1 1 te-s p acif 1 c acononic Input 
paramatars Daacribat aconomic input paramatars utad to 
avaluata tecioaconomlc contaquancat of acddant at plant. 

Prof qualif ieatlont and 

NE65E,R J NRC - No Datallad Affiliation Oivan NESSE.R J 
Battalia Manorial Initituta, Pacific Northuaat Laboratory 
83/01/24 7pp. 16901 268 24X FI cha' 90-247, 83/01/24, 8301 250416 


— 8301850521 Tastimony of F Aowaome t, R Blond re Commlttlon Quettion i 
Risk reduction attributable to Itnpr evaman t a In amerganey 
praparadnait unknown but not axpactad to bt targa 
RONSOKE.F Divitlan of Risk Analyslt BLONO.R Raactor Risk 
Branch 03/01/24 3lpp 16902 013 84X Flcha SO-247, 03/01/24, 

8301290416 


— 8301SS09S9 Taatlmony of FH Routoma ra accuracy of risk astatsmants 
Uncer taint 1 at In prod 1 c t i ons of risk potad by tavara 
raactor accldantt at plant larga Absolute risk cannot be 
ptnpointad Prof qual 1 f 1 cations end 

ROUSOME.F K Dlvialon of Risk Analgtlt 83/01/84 88pp 
16902 044 24X Flcha 90-247.83/01/24,8301850416 


—8301850939 Tastlmony of FH Rouaoma ra Contention lit, ABLB 
Ouetdon 1 1 Risks to health b property damage ailit.but 
adjective ’’high" unwarranted Risks mutt loom large against 
background of coaipatlng non-nuclear rliki to be high risks 
ROWSOME.F H Division of Risk Analysis 83/01/84 12pp 
16908 066 24X Fieha 50-247.83/01/24,8301890416 


— 8301250555 Tattiisony of JR Sears on Contention 1 1 under Commission 
Ouestion 1 Llcensea ltd emargsncy classification b action 
level schema dlscuaiad Basis of schema include facility sys 
b. affluent paramatars 

SEARS, J R EP Licensing Branch 83/01/24 7pp 16902 070. S4X 
Flcha: 50-847, 83/01/24,8301850416 


— 8301250963 Tattimony of JP Joyce ra Commission Question 1, 
Contention 1 1 Completion of NRC review of llcansta 
eempllanct u/Rag Oulda 1 97>Rav 8 not prerequisite for 
continued operation Raviau Incomplete for all plants 
JOYCE, J P Instrumentation b Control Systems Branch. 83/01/84 
7pp 16903:085 24X Flcha 50-247,83/01/24,8301230416 


— 63012S0974 Testimony of FH Rouisoma ra ASLB Question 1 8 Precursor Study 
provldas no clear indication of accuracy of accident 
Jlkallhood asiassmant in Probabilistic Safety Study Prof 
qualifications and 

ROkTSOHE.FH. Division of Ris k Anal ysl s 83/01/24 81pp 
16902:092 24X Flcht 50-247,83/01/84,8301850416 


— B301890S81 Tattimony of R Blond ra ASLB Question 1 3 Probability 
difficult to assodata w/coni aquanc a eatimataa in B Palanlk 
b J Beyaa testimony since astlmatas not intended to 
represent Indian Point reactors Prof qualifications and 
BLONO.R. Reactor Rlst Branch 83/01/84 14pp 16908.113 24X 

Flcha 50-847,83/01/84,8301850416 


— B301850SB8 Testimony of HU Hoods h Rkf K1 acker on ASLB Question 1 4 
Plant ratings on prassuriiad thermal shock issue discussed 
Prof quaiif ications and 

NOOOB, H U NRC - No Datallad Affiliation Oivan KLECKER. R M 
Hatarlals Eng Inaer 1 ng Branch 83/01/84 ISpp 16908 187 84X 

Flcha 50-247.83/01/24,8301850416 


0301 870248 Testimony of 8 Kaplan on ASLB Question 1 2 ra NURE0/Cft-S497> 
’’Precursors to Potantial Severe Cora Damaga Acc Idanti- 1969 - 
l?79,8tatus Rapt " 

KAPLAN, 8 Conaolldatad Edlaen Co of New York, Inc KAPLAN, 8 
Power Authority of the State of New York 83/01/84 18pp 
16933:325. 24X Fiche. 90-847,83/01/84,8301370242. 


—8301870256 Tastlnony of T£ Potter on ASLB Question 1 3 re cancer 
fatalities resulting from early phase exposure to Release 
Category PUR-S. 

POTTER.T E. Conaolldatad Edison Co of New York, tnc. POTTER, T. E. 
Poutr Authority of tha State of New York 83/01/84 6pp 
16733 344 84X Flcha- 50-847, 63/01/24, 8301870848 


*8301850498 Testimony a# L Soffar ra population info. Info usad aa input 
to NRC CRAC Cede analyslt was tstimata of 1990 rasldant 
population around tits Population data from 1980 Incraaaad 
by county b regional projactad growth factors 
SOFFER.L Biting Analysis Branch, 83/01/84, lOpp 16901 879 

24X Flcha 90-847,83/01/24,8301850416. 


—8301270868 Ttstlmony of DC Richardson on ASLB Question 1,4 ra risk to 
public prasantcd by chain of tvtnis including prassuriiad 
thermal shock. 

RICHARDSON, D C. Consolidated Edison Co of Nsu York, Inc 
RICHARDSON, D C Poutr Authority of the State of New York 
83/01/84 13pp 16933 350, 24X Fiehf 90-247.03/01/24,8301870242 


-8301890900 Tastlnony of R Codall re Comnlsslon Quastien 1 NRC 
Ttvlau of liquid pathway analysts in Probabilistic Safety 
Study prassnted b NRC Indapendant analysta of risk posed by 
contamination of Hud'aon fttvar or bodies of water described. 

CDDELL,R Hydrologic b Otottchnieal Englnserlng Branch 83/01/84 
99 pp 169 OI' 809 . a 4 X Flebe:SO- 247 ja 3 / 01 / 84 ,B 301250416 . 


-8301250503 Tastlnony of RM Blond b FH Routoma ro risk posed by savt 
reactor accidents at plant ai currently daaignad b operated. 

*‘<*w>*i»ad. Prof qualifications and 
^ F. H, Raactor Risk Branch. 83/01/24. 31pp. 

16901*344. 24X Flcha’ 90-247, 83/01 /84> 8301250416 


—8301270879 Ttstlmony of RL DuPont on ASLB Question 1 re risk pottd by 
larlous occ Idant. Cartif icate of Svc and. 

OLd^ONT, R. L Power Authority of the State of New York 83/01/24. 
37pp. 16934.001 84X Flcha, 90-247, 83/01 /24, 0301870848. 


8301270871 Testimony of BL Co'han on Commission Question 1 ra risk of 
serious accldantt at site Certificate of Svc and. 

COKEN, B.L. Coniall dated Edison Co of New York, Inc. COHEN. B L 
Power Authority of tha State of Niu York. COHEN, B L Pittsburgh. 

Uetlv, of. 03/01/84 46pp, 16933' 073. 24 X Flcht 50-847.83/01/84, 

0301870871. 
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BSOlsyosOO Tastlmony of DC Bleg>RE HanrgiS KAplamNJ LiparulOtKF Parla, 
DC fi t chard ton >RH Toland. TE Pottar.DH Uatkar.QJ Oarrlck & 

DK Ooatrr on ASLB Ousthlon 1 1 & CDnnnlitlon Ouostlon 1 
Coritflcato of Svc and Related corretpondanca 

DLEYt D C I OARRlCKi B J Contolidatad Edison Co of Neu Yorki Inc 
BLEYi D C Pouter Authority of the State of Maut York 83/01/24 
194pp 16927 068 24X Flthe 30-247.03/01/24.8301270300 


6301270339 Forutardt taatimony of UR Stratton. UA Rodger t. TE Potter on 
Comnlsilon Ouaitlon 1 Related e orreipondenc a 

COLAWJLUl.P F Morgan Aiioclatai COLARULLI.P F Pouter Authority 
of the State of Neut York BRANDENDURO. B Contolidatad Edison Co of 
Maw York, tnc 83/01/24 GLEASON. J P . 8H0N. F J , PARIS. 0 H 
Atomic Safety and Licenilng Board Panel Ip 16933 171 24X 

FI Che 30-247. 83/01/24. 8301270339 


— 8301S70347 Tettimony of MR Stratton. MA Rodger (. TE Potter on Cominlttion 
Quottion 1 re lource term Certificate of Svc end 
STRATTON. M R . RODGER. M A Contolidatad Ed lion Co of New York. 

Inc STRATTON. M R Pouter Authority of the State of New York 
83/01/24 107pp 16933 172 24X Flcho 30-247.83/01/24, 

830127033? 


D301870023 Tranter Ipt of 830123 hearing in Mhitc Plaint. NY Pp 6.467- 
6.707 Supporting documentation end 

a Atomic Safety and Llcantlng Board Panel B3/0t/83 343pp 

16930 114 24X Fiche 30-247,83/01/23,8301270023 


8301280136 Trantcrlpt of 030126 hearing in Uhlte Plaint. NY Pp 6.70B- 
6.940 Supporting documentation end 

• Atomic Safety and Licensing Board Panel B3/0t/26 273pp 

16937 263 24X Fiche 50-247,83/01/26.6301280136 


U Congrettiona 1/Eeecutive Corr etpondonce 


0301140434 Retpondt to 821207 ttuettioni re Implications of Pllltbury 
cate t< guesttoning of Conmistionert at 821001 Subcommittee 
hearing on facilities & other matters 

BtCKUIT.L Office of the General Counsel 83/01/04 OTTINGER.R L 
House of Rep . Energy ft Commerce Ip 16S1B 032 24X 

Fiche 50-003,83/01/04,8301140434 


— 8301140437 Requests response to questions re implications of Plllsbury 
case (. questioning of Commissioners at 821001 Subcommittee 
hearing in fadlltles 6 other matters 

□TTINOER.R L House of Rep . Energy U Commerce 82/12/07 
BICKHIT.L Office of the General Counsel 2pp 1681G 033 24X 

Fiche 30-003,83/01/04,8301140434 


P Operating license stage documents t. correspondence 


8301040313 Forwards NRC 821019 Itr transmitting 8ALP Repts 
SO-267/02-34, 30-270/32-17, 50-287/82-34, 30-369/82-30, 
50-370/82-24.30-413/82-23 t. 30-414/82-21 t< util 821116 Itr 
commenting on SALP repts 

O'REILLY. J P Region 2, Office of Director 82/12/09 TUCKER. H B 

Duke Power Co 3pp 16642 001 24X Fiche 50-000,82/13/09, 

8301040313 


—8301040323 Forwards 3ALP Repts 30-269/02-34, 30-270/82-17, 30-287/02-34, 
30-369/82-30,30-370/82-24,30-413/82-23 «, 30-414/82-21 
LEUIS, R C Division of Project 6 Resident Programs 82/10/19 
TUCKER, K B Duke Power Co 2pp 16642 004 24X 

Fiche 30-000.82/12/09.8301040313 


—8301040333 SALP Repts 30-269/82-34,30-270/82-17.30-287/82-34. 
30-369/82-30,30-370/82-24.30-413/82-23 & 30-414/82-21 
a Region 2, Office of Director 82/10/19 33pp 16642 006 24X 

Fiche 30-000,82/12/09,8301040313 


—8301040331 Comments on SALP Repts 50-269/82-34,50-270/82-17, 
30-287/82-34, 30-369/82-30. 30-370/82-24, 30-413/82-23 t, 
30-414/02-21 

TUCKER, H B Duke Power Co 82/11/16 O'REILLY, UP Region 2. 
Office of Director 2pp 16642 039 24 X Fiche 30-000.82/12/09, 

8301040313 


8301040327 Corrects errors In 821119 revisions to Inservlca testing 
program, per A8KE Boiler t. Pressure Vessel Cods, 1980 edition 
through Minter 1980 addenda Valve lCCM-289 & Valves 1,2 «, 3 
HP~402 should be Indicated as check valves 

TUCKER, H 8 Duke Power Co 82/12/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director STOLZ.U F Operating Reactors 
Branch 4 Ip 16639 331 24X Fiche 30-269. 82/12/23, 8301040327 


8301040233 Responds to 820920 Generic Ltr 82-16 re Tech Specs 
addressing NUREO-0737 items Review indicates several 
requirements already incorporated while other Items still 
under review 

TUCKER. M 0 Duke Power Co 82/12/28 OENTQN. K R. Office of 
Nuclear Reactor Regulation, Director BTOLZ.J F Operating Reactors 
Branch 4 3pp 16637 361 24X Fiche 30-269.82/12/28.8301040233 


8301070213 Advises that final evaluation of relief t, safety valve 
Piping t( support sys per NUnEG-0737, I tern II D l.wlll be 
submitted by 830121 

TUCKER. H B Duke Power Co 82/12/30 DENTON. H R Office of 
Nuclear Reactor Regulation, Director Ip 16636 268 24X 

Fiche 30-269, 82/12/30, 8301070213 


DOCKET 30-287 OCONEE NUCLEAR STATION. UNIT 3 


F. Security, medical, emergency t< fire protection plans 


8212060349 Generic Ltr 02-33 to all licensees of operating reactors, 
applicants for OL t< holders of CPs re Ouppl 1 to NUREO-0737, 
“Requirements for Emergency Response Cspability “ 

NUREO-0737. Bupp I 1 «, svc list end 

EIOENHUT, DO Division of Licensing 82/12/17 Consolldetod 
Edison Co of New York, Inc 77pp 16681 200. 24X 

Fiche 30-000,82/12/17,8212060349 


8301040411 Forwards supplemental Info requested in NRC 821122 it 29 
tslcons ra standby shutdown facility Fire in one fire tone 
uilll not cause loss of primary inventory 

TUCKER, K 8 Duke Power Co 83/12/23 DENTON. H R Office of 
Nuclear Reactor Regulation, Director STOLZ.J F Operating Reactors 
Branch 4 Spp 16640 171 24X Fiche 30-269,82/12/23.8301040411 


8301060006 Releases public version of revisions to emergency plan 
manual I, emergency implamentlng procedures manual 

FELTON, J M Division of Rules and Records 63/01/03 Document 
Management Branch Ip 16689 001 24X Fiche 30-269,83/01/03, 

8301060006 


— 8301060010 Forwards public version of Revision 82-6 to smsrgency 
plan manual (< Revision 82-10 to emergency Implementing 
procedures manual 

TUCKER, H 8 Duke Power Co 82/11/24 O'REILLY, JP. Region 2, 
Office of Director Ip 16689 002 24X Fiche 30-269.83/01/03, 

8301060006 


— 8301060014 Public version of Revision 82-6 to emergency plan manual, 
SMITH, J.E Duke Power Co 82/11/02 61 pp 16689 004. 24X 

Fiche- 30-269, 83/01/03, 8301060006 


8301070026 Grants waiver of simulator training for licensed personnel 
Propostd alternatives acceptable t, will continue to must 
requirements of tOCFRSS, App A it 10CFR50 34(1-11 
STOLZ.J F Operating Reactors Branch 4 83/01/03 TUCKER, H 8 

Duke Power Co 2pp 16740 338 24X Fiche 30-269,83/01/03, 

8301070026 


8301120038 Notification of 830111 meeting w/Bt,M Owners Group in 
Botbesda.MD to discuss BLM Owners Group Pressurlted Thermal 
Shock (PTS) Program t< applicability of PT8 screening 
criterion to Qt,U plants 

VI83INO.O S Operating Reactors Branch 4 83/01/06 STOLZ, J. F. 

Operating Reactors Branch 4 3pp 16789 S99 24X 

Fiche - 30-000, 83/01/06,0301120038 


8301180489 Forwards request for addl Info re NUREO-0737, 1 tarns 
ltF14, Sl<6 concerning conteinment pressure, water level 
I, hydrogen monitors within 60 days of receipt of ltr 
STOLZ.J F Operating Reactors Branch 4 83/01/10 TUCKER, H.B 

Duke Power Co lOpp 16837 077 24X Fiche 30-269,83/01/10, 

8301 180489 


8301240243 Summary of 821216 meeting u/BLM Owners Group Safe-End Task 
Force in Bethesda.ND re progress on long-term progrem for 
evaluating cracking problem In plant makeup notiles. 

MINER, S Operating Reactors Branch 4 83/01/14. Operating 

Reactors Branch 4 24pp. 16893.283 24X Fiche- 30-000. 83/01 /14, 

8301240245 


8301230689 Summary of 830111 meeting w/Bt<U Owners Group In Beth esda, HO 
re Prassurlied Thermal Shock Program. 

VISBINO.O Operating Reactors Branch 4 83/01/17 Operating 
Reactors Branch 4 e9pp 16914 121 24X Fiche- SO-000. 83/01 /17> 
830123068? 


— 8301060016 Public verelon of Rev 82-10 to amargancy plan Implementing 
procedures manual. including Procedure AP/ 0/D /I 000/01 ra 
determination of emergency c lacel f tcatton, 

JENNINGS. C C , OMEN, T B Duke Power Co 82/10/31. 148pp 

16689 063 24X Fiche 50-269.83/01/03,8301060006 


8301260542 Advises that 821112 response 
procedures 4, training for prsssuriied 
reviewed Objectives of audit met t, no 
be required 

STOLZ.J F Operating Reactors Branch 
Duke Power Co 2pp 16919 360 84X 

B30 12603 42 


to NRC 820911-14 audit of 
thirmal shock 
further actions will 

4 83/01/24 TUCKER, H 8. 

Fiche 30-269,03/01/24. 
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Q Inipectian r«portt< IE Bullptifii b corrasp ondsne« 


0301040459 Fonuarif 3 IE In«p Rcpti 50-S69/e!2--4 1 , 50-&70/'e3-4 1 h 
90-267/63-41 on 681010-1 £10 No none omp 1 lane • noted 
DANCEiH C DlvlfJon of Project (c Reildent Propreffli 88/lS/04> 
TUCKER. H B Dufte Poutr Co 2pp I&647 188 S4X 
FlcA* 80-26?. 68/18/04.8301040495. 


B301040244 Corfirmi 030107 mpt meeting in Region 8 ofe to dlicues 
recent in*p finding* re Identification of two open 
inttrument alrnenuel leolatlon valves located in 
pretsuTlitd Una penetrating containment per 821280 telcon 
a'REJULV.dP Region 8. Office of Director B3/1S/23 TUCKER. H 0 
Dote Power Co 2pp 14437 359 24X Flehe 50-249,08/12/33. 

6301040844 


—8301040465 IE Imp Rept* 90-86?/e8-41r 90-270/83-41 t, 50-887/88-41 on 
821010-1110 No noncompl lance noted Hajor area* Inipected 
furvaillenc a te* ting, turval 1 1 ance test program, malnt 
activltle*. operations t> revleu of LERs, 

ORDERS, U , FALCONER. D . eRYAHT. J C Division of Project S, Resident 
Program* 83/13/03 13pp 14447.190 S4X F1 che< 90-249, 82/18/04, 
6301040455 


8301040644 Act receipt of 821119 Ltr Informing NRC of steps taken to 
correct violation* noted In IE Insp Rapte 50-249/83-36, 

50-270/82-36 L 50-287/82-36 

LCH18, R C Division of Project & Resident Program* 82/18/07 
TUCKER, H B Duke Pouer Co Ip 14443 108 24X 

PUAe 50-269. 88/18/07,8301040444 


"8301040491 Respond* to NRC 821022 ltr re vlalatlons noted in tE Insp 
Hcptt 50-849/02-34,50-270/88-34 *. 50-807/88-34. Corree tlve 
ectlons all sis 12S-volt de Instrument S, control tiattertcs 
tested t, personnel disciplined 

TUCKER, H 0 Duke Power Co 82/11/19 Q 'REILLY, J P Region 8, 
Office of Director 9pp 14643 103 24X Flehe 50-269,02/12/07, 

6301040644 


—B301040660 Forward* IE Insp Repti 50-269/02-36,50-270/02-36 fc 
90-207/02-34 on 820810-0919 1< notice of violation. 

LEHIS.R C Division of Projaet 6 Ra«l<fent Programs. 82/10/22 
TUCKER, HB Duka Power Co 2pp. 14443 108 2 4X 

Fiche 30-249.82/12/07,8301040444 


■8301040479 IE Insp Rapt* 50-249/82-36,50-270/82-36 t, 50-887/08-36 on 
820810-0915 Noncomp 1 ience noted failure to take adequate 
corrective actions, causing Tech Spec violation re 
safatg-related batteries 

OROERB.H , FALCONER, B . BRYANT, J C Division of Project >. Resident 
Program* 82/10/21 llpp 14643 118 24X Fiche 90-849,08/12/07, 

8301040644 


8301040313 Forward* NRC 821019 ltr tranemittlng BALP Rept* 
50-269/02-34, 50-270/08-17, 50-207/02-34, 50-369/02-30, 
50-370/08-24,50-413/88-23 S, 50-414/82-21 «, util 021 116 Ur 
coirnentlng on SALP rept* 

O'REILLY. J P Region 8, Office of Director 82/18/09. TUCKER, H B 
Duke Power Co 3pp 16642:001 24X Fiche- 50-000, 82/18/09, 

0301040313 


-0301040323 Forward* SALP Repts 50-269/82-34,30-870/02-17,50-207/08-34 
50-369/02-30.50-370/02-24,50-413/02-83 «, 90-414/88-81 
LEWIS, R C DdvUton of Project *, Resident Programs 88/10/19 
TUCKER, H B Duke Pouer Co 2pp 16648:004 24X 

Fiche 50-000,02/12/09,8301040313 


— B301040333 SALP Rept* 90-269/82-34,50-270/02-17,50-287/82-34, 
90-369/82-30, 50-370/82-2 4 , 50-4 1 3/82-23 t, 80-414/ 92-8 1 
» Region 8, Office of Director 08/10/19 S3pp 14642:006 
Fiche 50-000,08/18/09,0301040313 


24 X 


— B3010403S1 Comments on SALP Rapt* 50-849/02-34,50-870/02-17, 
50-287/02-3 4, 50-349/82-30, 50-370/88-84, 30-413/88-23 *, 

30-414/02-81 

TWRER.Hfl Duke Pouer Co 88/11/14 O'REILLY, UP Region 8, 
156^3 939 24X Fiche: 50-000, 08/ 18/09, 

8301040313 

82081TO269 IE Info Notice 82-51, "Overexpoeurei In PHR Cavities " Bve 
lift tnc 1 4 

DEVOUW.R C DlPictor'i Office, Office of Inspection and 

Enforcement 88/18/21 Consotidated Edison Co. of Nau York. Inc, 

IIlpp 16609:839 E4X Fiche ’ 50-000, 02 / 18 / 81 , 0208190869 . 


021M60351 IE Info NoUca 88-58, "Equlpnant Environ Quail ficati on 
0 !?:: J " Updating of Taet Bummarias Pravlqifsiu 

NoHea 01-29 « Svc list end. ^ 

aaofMi^ Engineering 1, Quailtg Assurance <Pr# 

of Nau York, Inc 

115pp 14491:000 34X Fiche. SO-OOOi 92/18/21, 0812060391 


liar’s*'® Failures at North 

iJlSrAu **“' Power Station '■ Bve list end 

")! Enalnaerlng 4, Qualltg Assurance <Prt 
Consolidated Edison Co, of New York, Jnc 

It4pp 16798 017 84X Flc ha; 50-000, 62/12/82, 0218060350, 


8301830625 Forward* IE Insp Rept* 50-269/02-44,50-270/82-44 ti 
50-807/82-44 on 821110 — 1210 No noncompliance noted 
DANCE.H C DlvlslO'n of Project 6 Resident Programs 02/12/23 
TUCKER, H B Duke Power Co 2pp 16905 093 24X 

Fiche 90-269182/12/23,8301290625 


—8301290630 IE Insp Rapt* 50-269/92-44,50-270/02-44 fc 90-207/08-44 on 
821110-1210 No noncomp 1 lance noted Major areas Inspected 
surveillance test Ing, malnt operations, spent fuel 
consolidation 1, steam generator tube leak* 

0RDER8,W , FALCONER, D , BRYANT, J C Division of Project fc Residcn 
Program* 82/12/82 ISpp 16905 099 24X Fiche 50-869,08/18/23 

0301250629 


8200190879 IE Info Notice 08-54, "Westlnghouse NBFD Relay Falluros in 
Raactor Protactlen Sg* “ Svc list end 

UORDAN.E L Division of Engineering & Quality Assurance (Pre 
830103) 62/12/27 Consolidated Edison Co of New York, Inc 

lIOpp. 16962 139 84X Fiche 50-000,08/18/27.0200190875 


020B190873 IE Info Notice 02-55, "Seismic Qua 1 i fication of Wastinghous 
AR Ralay W/Latch Attachments Used in Westlnghouse Solid 
State Protection Sys. " Svc list end 

JORDAN, E L. Division of Engineering (1 Quality Assurance (Pre 
030103) 82/12/28 Consolidated Edison Co of New York, Inc 

tO?pp. 16e68’014 84X Fiche ' 50-000, 82/12/80, S20B190273 


6218060394 IE Info Notice 02-96, "Robertshaw Thermostatic Flow Control 
Valves." Svc list end 

JORDAN, E L Division of Engineering L Quality Assurance (Pre 
630103) 62/12/30 Consolidated Edison Co of New York, Inc 

llIpp. 16758 137 24X Fiche 90-000,68/12/30,8212060354 


6301890473 Act receipt of 821217 ltr informing NRC of steps taken to 
corraet violation* noted In IE Insp Rept* 90-269/82-40, 

50-870/82-40 t< 80-287/08-40 

DANCE, H C Division of Project 8< Resident Programs 82/18/30 
TUCKER, H B Duke Powtr Co Ip 16903' 137. S4X 
Fiche 50-869, 88/18/30,8301250473 


-6301850479 Respond* to NRC 021117 ltr re violation* noted In IE Insp 
Repti 90-869/88-40,50-270/02-40 «< 50-287/88-40 Corrective 
actions station procedures revised In include raoulremonts 
of ANSI N4S 8 8 - 1978 

TUCKER, H 0 Duke Power Co 88/13/17 G'REILLY, JP Region 8, 
Office of Director 2pp 16903 130 SAX Fiche 90-369,82/12/30, 
8301290473. 


■B3012S0481 FoTward* IE Insp Repts 90-269/82-40,50-270/82-40 ti 
50-207/82-40 on 021025-29 «i notice of violation 
DANCE.H C, Division of Project I, Resident Programs 82/11/17 
TUCKER, H 0 Duke Pouer Co 2pp 16903 140 34X 

Fiche 50-269,88/12/30,0301250473 


“8301890486 Notice of violation from insp on 021085-29 

e Division of Project & Reeldent Program* 82/11/17 Ip. 
16903 148, 84X FI ehe- 50-269, BS/12/30, 0301250473 


•8301850490 IE Insp Repts 80-269/08-40,50-270/08-40 1, 50-887/88-40 on 
881089-29. Noncompl lance noted failure to document matl 
control measure*. 

BELIBLE.O A., FREDRICKSON, P . JACKSON, L.H, Region 8, Office of 
Director, 08/£l/17. I7pp, 16903 143 a4X Flehe, 90-869,08/18/30, 
0301890473 


S Reportable occurrences, LERs 1, related correspondence 


0301060231 Forward* LER 88-015/011-0 Detailed event analysis and 
TUCKER, H,B Duka Power Co. 02/18/30, a'REILLY, J P Region 8, 
Office of Director 4pp 16679' 803, 84X Flehe. 90-807, 02/18/30, 

6301060231 


— -8301060234 LER B2-015/01T-0 on 621813, manua I containment Isolation 
valves 31A 90 1« 91 found open, vlolatl ng containment 
1 ntegrl ty. C aused by ptrsonnel It procedure error Personnel 
counseled 4i procedure revised 

PETTY, J C Duke Pouer Co. 08/18/88 Region 2, Office of 
Director Ip 16679 207 24X Flehe 90-807,82/12/30,6301060231. 


0301170524 Forwards LER 08-014/017-0 Detailed event analysis end 
TUCKER, H B Duke Power Co, 03/01/09 O'REILLY, J. P. Region 8, 
Office of Director 8pp. 16819,035. S4X fiche 50-887,83/01/05, 
8301170984. 
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— -B30117082B LER 02-Oi4/OlT-O. on Q2121 1 ■ f team generator tube leak 
Inrficated bg condeniate eteam air ejector offgas radiation 
monitor Caueed bg crack in tube 77-9 Tube 77-9 t« tube 70-3 
removed from eve 

btQRRIStJ F Duke Poioer Co 83/01/09 Region 3> Office of 
director ip lABIS 037. 24X Flche 90~2Q7f 83/01/09> 8301 170924 


8301260424 Informl that revised repttper RO 287/92-12 re results of lab 
analgsls of pulled tubes estimated to be readg for 
submission bg 830117<(uill be provided uiben destructive 
portion of analgsla completed 

TUCKER. H B Duke Pouer Co 03/01/14 O'REILLY, J P Region 2, 
Office of Director Ip 16910 103 24X Flche 30-287,93/01/14, 

8301260424 


DOCKET 50-289 THREE MILE ISLAND NUCLEAR STATION, UNIT 1 


F Securitg, medical, emergeneg ti fire protection plans 


Q3132S0445 Generic Ltr 02-39 to all reactor licensees, CP holders l< 
applicants for CPs re problems u/submlttals of 10CFR73 21 
sefeguerds info for licensing revleu Procedures re 
transmittal of info outlined 8vc list end 

EISENHUT.D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York. Inc 13pp 16690 021 24X 

Fiche 90-000,02/12/22.8212220449 


8301040099 Forieards Rev 1 to tabular listing of eitulpment It operator 
actions for achieving cold shutdoun for postulated fire in 
control Sc/or relag rooms Original table provided in 021119 
1 tr 

HUKILL.H D General Public Utilities - GPU Service Corp 02/12/28. 
EISENKUT.DO Division of Licensing tepp 16632 276 24X 

Fiche 90-269.82/12/28,8301040099 


6301040129 Responds to TMI-1 restart certification etatus memo dtd 
821S08 Adeguaeg of onsite technical support ctr reviewed tc 
found acceptable for restart 

EISewHUT, D G Division of Licensing 82/12/29 MONTGOMERY, J 
Office of Pol leg Evaluations 3pp. 16666 314 24X 

Flche 90-289. 82/ 1 2 /29, 930 1 040 1 2 9 


— 8301040130 Forwards (questions re TMI-1 restart Answers should be sent 
to J Montgomerg 

ROE, J Office of the Executive Director for Operations B2/12/21 
CASE.E NRC - No Detailed Affiliation Given 2pp. 16666.317 
24X Flche 90-289,82/12/29,8301040129 


8301040724 Proposes 830110 meeting w/NRC, FEMA I. PA Emergeneg Mgt Agencg 
in Harr Isburg, PA to review statue of actions required bg 
A&LB partial Initial decision on emergeneg planning for 
plant restart Map describing location end 

HUKILL. H D General Public Utilities - GPU Service Corp 82/12/30 
STOLZ,J F Operating Reactors Branch 4 BEL8ER, 0 Pennsg Ivania, 
Coirmonueal th of,. STANGLER.M Federal Emergeneg Management Agencg 
2pp 16690 169. 24X Fiche 90-289,82/12/30,8301040724 


8301190222 Forwards IE Bafeguards Insp Rept 50-289/82-27 on 821129- 
1203 No noncompliance noted 

martin, T T Division of Engineering & Technical Programs 83/01/07 

HUKILL, K 0 Oeneral Public Utilities - GPU Service Corp 2pp 

I6S46 297 24X Flche 90-289,83/01/07,8301190222 


— 8301190226 IE Safeguards Insp Rapt 90-289/82-27 on 821129-1203 No 
noncompliance noted Major areas inspected* securitg plan, 
organiiatlon ti program audit, records repts. testing It maint 
t< locks, kegs ti combinations 

BAILEY, R s). , OODY, A T Region t. Office of Director 83/01/04. 
3pp 16846:239 24X Fiche 90-289,83/01/07,8301190222 


8301180278 Forwards response to comments on Securitg Plan, Rev 19 
Response withheld (ref 10CFR73 21) 

HUKILL.H 0 Oeneral Public Utilities - GPU Service Corp 83/01/12. 

Office of Nuclear Reactor Regulation, Director to 16826*028 
24X Fiche, 90-289, 03/01/12. 8301180278 


8301240239 Forwards draft BERs re App R exemption requests fc safe 
shutdown capabllitg Followup actions on exemption denials 
listad. Necessarg corrections must be submitted within 30 
dags 

STOLZivlF Operating Reactors Branch 4. 83/01/14, HUKILL, K. D, 

General Public Utllltlas - GPU Service Corp 4pp 16907*093 24X 

Flche 90-289, 63/0 1 / 1 4 , 030 1 840239. 


— 0301240242 Draft SER for App R to lOCFR 90. Items til 0 3 li III L 
a Office of Nuclear Reactor Regulation, Director. 03/01/14. 
14pp 16907 097 24X Fiche 90-289,83/01/14,8301240239 


8301310146 Forwards PA Emergency Mgt Agencg emergeneg info t< five risk 
county brochures which have bean distributed to residents, 
businesses l< transient locations per ASLQ 811214 Partial 
Initial Decision on emergeneg planning issues 
HUKILL. H D Tennessee Valley Author! tg 83/01/26 8T0LZ, J. F 
Operating Reactori Branch 4 Ip 16963 191 24X 

Fiche 90-289,03/01/26.8301310146 


— 8301310147 PA Emergency Mgt Agencg Emergency Planning Info Distribution 
to Resident Population (It Buslnese Addresses!. U/flve 
ovcrslie emergency info brochures for Lancaster, Dauph in, 

Cumberland, York It Lebanon Counties Aperture cards in PDR 
e Tennessee Valley Authority 83/01/26 30pp 16963 192 24X 

Flche 90-289,83/01/26.8301310146 


0 Adjudicatory correspondence 


B21116O20S Identifies actions taken by NRC after notification received 
that some answers submittad bg Itr-designatsd Individual W 
on requal If Icatlon exam wsre prepared by another individual. 

In response to Commissioner Oil insky 821109 questions 
THOMPSON, H L Division of Human Factors Safety 82/11/lt 
CHILK.S J Office Of the Secretary of the Conmlstion 2pp 
16091 304 24X Flche 90-289,82/11/11.8211160285 


— 8211160807 Certifies satisfactory rating of Itr-deslgnated Individual 
VV based on completion of accelerated requalification 
program 

MILLER, 0 P Metropolitan Edison Co HILLER, 0 P. Gentral Public 
Utilities - OPU Service Corp 79/08/03 COLLINS, P F Office of 

Nuclear Reactor Regulation, Director, ip, 16091 306 24X 

Flche: 90-289, 82/ 1 1 / 1 1 , 02 1 1 1 60289. 


8301030140 Order extending time until 830106 for Commission to act to 
review ALAD-699 

CMILK, 8. J Office of the aecretery of the Commission 02/12/29. 
Commissioners ip 16614 133 24X Flche 90-209,82/12/29, 

0301030140 


0301030003 Response to opportunity to comment on matters discussed at 
Commission 821217 meeting NRC has no comments to add to 
comments made at matting 

CUTCHIN. JH Hearing Branch 4 82/12/30 6pp 16619 146 24X 

Flche 90-289.82/12/30,8301030003 


6301030004 Reply to Commonwealth of PA 821213 motion for partial 
withdrawal of exceptions to ABLQ 820727 decision as moot. 

NRC does not oppose motion Certificate of Bve and 

UAONER.H. E Hearing Branch 4 82/12/30 Atomic Safety and 

Licensing Appeal Panel 6pp 16615* lOO 24X Flche 90-289.82/12/30, 

8301030004 


8301090106 Opines that continued operation of similarly configured 
plants Is irreconcilable w/deferral of decision to lift 
tmmedlatalg effective suspension of TMI-1 on basis of A8LAB 
generic concerns re DHR 8vc list end 

TROWBRIDGE, 0 F. Shaw, Pittman, Potts 8, Trowbridge TROWBRIDGE, G F 
Metropolitan Edison Co 83/01/04 PALLADINO.N. J. , OtLlNSKY, V . 
AHEARNE.J Commissionsrs. 4pp. 16664 012 24X 

Fiche. 90-289, 83/01/04,8301090108 


0301070344 Notice of 830200 evidentiary hearing in Bethisda.MD re 
issue of core DHR in event of loss of main feeduatar or 
email break LQCA 

BHOEHAKERiC U Atomic Bafetg and Licensing Appeal Panel 83/01/04, 
ip. 16689 069 24X Fiche* 90-289, B3/O1/04, 8301070344 


8301060169 Order extending time until 830119 for Commission to act to 
review ALAB-697. 

CHILK, 6 J Office of the Secretary of the Commietion 83/01/09. 
Commissioners ip. 16680 039. 24X Flche 90-209,83/01/09. 

8301060169 


8301120240 Comments on Commission 821217 masting Commission should 
decide whether all pertinent TMI-1 equipment & facilities 
selsmlcally qualified If restoration of TMI-1 decided 
AAMODT.MM. Aaraodts, The 03/01/06 2pp. 16774 169 24X 

Flche* 90-289. 83/01/06, 8301120240 


8301120294 Response In opposition to Commonwealth 821213 withdrawal of 
exception re TMI**1 training Instructor certification 
deadline. Motion doss not reflect record. Implications on 
training sufficiency misleading Carttflcate of Sve encl, 

AAKODT, M. M Aamodts, The, 83/01/06 Atomic Safety and LI cansing 
Appeal Panel 3pp 16774 048. 24X Flche , 90-289, 83/01/06, 

8301120294 


— 0301240248 Draft SER of axsmptlon requests from Section III 0 2 of 
App R to 10CFR90 

* Office of Nuclear Reactor Regulation, Director 83/01/14. 
IBpp 16907*071 24X Flche* 90-289, 83/01 /14, 8301240239 
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8I301100099 Cemniintf on Cairmixilon 85)317 >i part* ncekJng & itateniant 
of continuing objection to ax parte c omnun 1 cationi Keating 
Wit prohibited ti parte comieunl cation betueen NRC & Jiceneae 
invotvlng eenteited Iseua Certificate of Bve end 
ueiSBfE R Union of Concerned Sc lent let* MElSSi E R Harnon & 
Uflie 83701/07 32pp I&?03a36 SdX F iche: &0-8S9. 83/01/07. 

B 301 100079 


S301t2029B Raiponte In oppeeition to DCS B51S5B petition to revieui 
ALAB-709 determination that E)6 re Claei 9 accident 
c oneeiiuincBs not req.ulred Further Cenniteien revleu 
unuarranted Certificate of 6ve end 

TROUBRIDOE. 0 F Metropolitan Ed 1 ton Co TROliaR lOOE. 0 F 8haui. 
Flttman. Potte (i Troubridge 83/01/07 Camnileelaneri 13pp 
16774. ii6B 24X Flche S0’SB9, 83/01/07, 8301 1 20S9B 


8301120380 Propoeet actions to be taten re THI-1 raitart 
* Affiliation Untneun 83/01/07, Commi esioners 3pp 
16773 174 S4X Flche 50-289,63/01/07,8301120380 


8301110337 Ansutr oppoiing UCB BS1259 petition for revleui of ALAQ-705 
ra environ effects of Class 9 accident* ASLA8 decision 
consistent ui/Commissian 800613 palicg statement Certificate 
of 8vc end 

UACNER.K E Hearing Branch 4 OOCDDERO. J R Hearing Branch S 
83/01/10 Commissioners. I9pp 16747 071 24X 

Flcha 90-289.83/01/10,6301110337 


8301120567 Advi SSI that time for Commission to revlat; Al.AB-699 
expired Commission declined revieie Decision became final 
agency action on 630106 

CNILK.S -J Office of the Sacretarv of the Conmleslon 83/01/10 
Office of the Esecuilve Legal Director Ip 16774 223 24X 

Flche 90-289.83/01/10,8301120267 


S301130060 Erpreises astonishment at util 830104 Itr to NRC urging ASLD 
decision be made efftetiva Immadiatelv. since other operating 
plants mag have serious safety deficiencies similar to 
7f1t-l 

POLLARD. R D > hlEI&Si E R Union of Concerned Scientisti. WEIBS, E R 
Hernon t Welts 03/01/11 PALLADINOiN J , AHEARNE.J > ASSELfirrHE. j 
Conmtesioners 2pp 16793 197 24X Flc he' 90-289, 83/01 /It. 

8301130060 


)301I70367 Order eetending time until 830214 for Conmlseion to act to 
review AtAB-69a 

CHtLKi B U Office of the Secretary of the Commiition 83/01/13 
Comslfsleners. Ip I6310-DS0 24X Flche 90-289.83/01/13, 

8301170267 


01160196 Motion to withdraw petition for partial review of ALAD-69B, 
based on end stipulation 

ADLERiR U Pennsylvania, Commontitta 1 1 h of, 83/01/13 
Cemmitf loners . tp 16831 199 24X Flche 90-299,83/01/13, 

B301180196 


—0301180199 Stipulation of withdrawal of pending petition for partial 
review of ALAB-69a Certificate of Sve end 
lAHLER.R E Oineral Public Utilitlce - OPU Service Corp. 

ADLER, fl W Pennsylvania, Commonwealth of, ZAHLER, R E Bhau, 
Pittman. Potts 6 Trowbridge. 83/01/17 Spp. 16831-200 24X 

Flche' 50-289. 83/01 / 1 3. 8 30 1 1 80 1 96 


8301200344 Motion tar reicheduling teetimony 6 hearing datei One of 
licensee primary witnesses unavailable Different uitnessee 
would not be familiar w/restart record on emergency core 
cooling Certiflciti of Sve end 

BAXTER, r A Matropoliten Edison Co BAXTER, T. A. Shaw, Pittman, 
Potts 1< Trowbridge, 83/01/17, Atomic Bafaty and Lleanslng Appeal 
Panel 6pp. 16B69 232 24X Fl che' 90-289. 83/01/17, 8301200344 


3301210299 RaRoeits canetderatl on of matter dlscuesid in end reply to 
Comnonuealth of PA motion 4< NRC reply re termination of 
Itr-designated Individual 0 W/o end 

AAHODT, M M Aamedts. The B3/0I/17. PALLADINQ.W J , AMEARNE, J. , 
ASSELflTlNEr J. Commissioners Ip 16873 321 24X 

Flehl 90-289.83/01/17,8301210399 


8301190199 Order delineating new hearing schedule Bupplemetital written 
teitlfflony due In A8LAB & perty hands by 930216 Hearing to 
begin on 830301 Briefs due by 030321 

BHOEHAXER.C J, Atomic Safety end Licensing Appeel Panel 83/01/18. 
2pp. 16a47;029 24X Flche 90-289,83/01/18.8301190199. 


03O12IO23S Reply t« Commonwealth of PA 821213 motion fc NRC S213S0 reply 
re withdrawal of exception calling for termination of 
Operator 0 Certificate of Sve and 

AAMODT.M M. Aemedte, The 83/01/18 Atomic Safety and Llceneing 
Appeal Panal. 6pp 16872.283 24X Flche 90-289.83/01/18, 

B301210339 


8301200359 Response to ALAB-709 ti request for mod of schedule re 
reopening of record on feed 6 bleed Issue Schedule extremely 
tight, complex questions posed & no opportunity for discovery 
granted Certificate of Sve end 

WEISS, E R Union of Concerned Scientists HE1SB,E R Harmon & 
Helss 83/01/19 Atomic Safety and Licensing Appeal Panel 13pp 
16863 005 24X Flche 90-289,83/01/19,8301200359 


8301510045 Memorandum advising that oral argument on mgt phase will 
not be scheduled until after 830301 evidentiary hearing At 
least 30-day notice will be given before oral argument 
BHOEHAKER. C J Atomic Safety and Llceneing Appeal Panel 93/01/19 
2pp 1 6677 043 24/ Flche 50-289,83/01/19,8301210045 


8301210048 Order extending time until 830126 for Commission to act to 
review ALA9-697 

CHILK, S J Office of the Secretary of the Commission 83/01/19 
Commissioners Ip 16877 150 24X Flche 90-289,83/01/19. 

8301210048 


8301210221 Notice that evidentiary hearing on design Issues originally 
tehedulsd for 830203 rescheduled for 630301 

SHOEMAKER. C J Atomic Safety and Llceneing Appeal Panel 83/01/19 
tp 16972 282. 24X Flche 90-289,83/01/19,8301210221 


8301260012 Answer opposing UC8 830119 response to ALAB-708 Request 
for schedule mods, for expansion of issues to be considered 
In reopened hearing U for ASLD calling of E0t<0 witnesses 
should be denied H/Certl f leats of 8vc 

CUTCHIN, J K Hearing Branch 4 83/01/24 Atomic Safety end 

Licensing Appeal Panel llpp 16913 173 24X Flche 90-289. 

03/01/24. 8301260012 


8301270326 Reply opposing UCS 830119 response to ALAB-708 (i requeet for 
mod of schedule No basis presented for extension of time to 
flic testimony Reopened proceeding correctly limited 
Certificate of Sve end 

BAXTER, T A Metropolitan Edison Co BAXTER, T A Shaw. Pittman, 
Potts & Trowbridge 83/01/24 Atomic Safety and Licensing Appeal 
Panel 19pp 16933 128 24X Flche 50-289,83/01/24,8301270326 


8301280318 Informs that Issue on Implementation of NUREO-0737, I tem 
II F 2 re Installation of tys to detect Inadequate core 
cooling is no longer contested NRC 821210 order required tys 
Installation Certificate of Sve end, 

BAXTER, T A Shew, Pittman, Potts (• Trowbridge BAXTER, T A 
Metropelltan Edison Co 83/01/25 EDLES.O J , BUCK, J H , 

OOTCHy. R L Atomic Safety and Licensing Appeal Panel 7pp 
16954 271 24X Flche 90-289,83/01/29,8301280310 


8301270407 Order denying UC9 630119 motion to require NRC to provide 
E060 witnessei re Baffliteale teats Issues will not be 
expanded Hearing rescheduled for 830107 Briefs due by 
830328. 

SHOEMAKER, C J, Atomic Safety and Licensing Appeal Panel 83/01/S6 
Union of Concerned Sdantiste 7pp 16939 201 24X 

Flcha 90-289,83/01/26,8301270407 


H Oencral eorreepondeneo 


8301260288 Opposes restart. 

LGE,J Affiliation Unknown 83/01/19 NRC - No Detailed 
Affiliation Olven Spp 16909 317 24X Flcha 90-289,83/01/19. 

8301260288 


--8301260294 Requests answers to questions re thiosulphate theory ti 
explosive expansion repair procedures on tubing, 

LEE, 0 Affiliation Unknown 82/00/26 BASOEKAS, D Office of 
Nuclear Regulatory Research, Director, 2pp 16909 322 24X 

Flcha 50-269,83/01/19,8301260288 


"8211010431 Responds to B20901 request for Info re corrosion problems in 
steam generators, Corrosion found on tubes since tubes under 
tension Unresolved safety Issue on pressurixed thermal shock 
schaduiad for completion in late 1983, 

DENTON, H R Office of Nuclear Reactor Regulation, Director 
82/10/09 LE£,U Affiliation Unknown 14pp. 16909 324. 24X 

Flche 59-289,83/01/19,8301260288 


P Oparatlng license stage documents ti correspondence 


8301100330 FOIA request for documents re steam generator problems 
written since June 1982 

DORQSHDM, J Three Mile Island Alert 82/11/03 FELTON. J, Dlvleion 
of Rules and Records Ip 16756 344. 24X Flche- 50-289, 82/1 1/03, 

8301 100338 
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63011^149 Partial rasponte to F0I4 rai^uaft for documents re proposed 
rev ic/'or update to reactor safetg study ref in NURE0-0784i 
Chapter 10 as R8 II U documents re discussion of reactor 
cooling method Foruiards App A documents 

FEt-TOMi J M Division of Rules and Records 82/11/32 8H0LLY. 8 C 
Union of Concerned Scientists 3pp Itabi, 27B 24X 

Ftche 50-000102/11/22.8301190145 


— 8209170149 Requests rept re technical basis for staff position on "feed 
tt bieed" core cooling folloiuing small break LOCA Rapt 
atpected prior to data for filing response to exception in 
TMl~i proceeding 

DCNrONi H R Office of Nuclear Reactor Regulation. Director 
02/04/29 MATTBONi R Division of Systems Intsgretion (post 
011005). ip 16857 0B4 24X Flche 50-0 00. B2/ 1 1 /Sa. B301 190145 


— 8206180409 Informs that draft rept on NRC staff position on fead & 
bleed cooling at TMI-1 restart hearing ravleucd per 820603 
raquast AEOD comments encl 

KEUTEHES. C J Office of Management and Program Analysis 
82/06/10 MAZETI3. 0 Reactor Systems Branch 3pp 16867 005 
24X Flche 50-000.82/11/22.0301190145 


—8207160291 Foruiards rept on NRC position re feed t< bleed cooling, NRC 
did not rely on feed bleed cooling to protect core 
THOMPSON.H L Division of Human Factors Safety 02/07/01 
DENTON. H R Office of Nuclear Reactor Ragulatlon. Director 19pp 
16B67‘270 24X Flche 50-000.02/11/22.8301190145 


8301050353 Discusses A8LB S10B27 psrtlal Initial decision specifying 
two conditions to be satisfied before restart Contracting 
for basic principle trainers fulfilled Efforts made to 
obtain replicate simulator accep table 

STOLZ.J F Operating Reactore Branch 4 82/12/22 HUKILL.H 0 

Oenaril Public Utilities - OPU Service Corp 4p p 16668.337 S4X 
Flche, 50-289. 02/12/22.8301030333 


8312060356 Oenerlc Ltr 82-30 to a 1 1 1 1 c ensaes. app 1 i cants for OL t< 
holders of CPs re filings concerning iOCFRSO production li 
utlliiation facilities Current listing of branch assignments 
for nuclear reactor projects ti svc list encl 

EI8ENHUT.D Q Division of Licensing 82/12/28 Consolidated 

Edison Co of New York. Inc, ilpp I6B6B 001 24X 

Flche 50-000. 02/12/28, 0212060356 


8301040123 Responds to THl-1 restart certification status memo dtd 
82120S Adequacy of onsite technical support ctr reviewed (< 
found ecceptebie For restart 

eiSENHUTiDO Division of Licensing 82/12/29. MONTOOMERV. J 
Office of Policy Evaluations 3pp 16666 314 24X 

Flche 50-209.02/12/29.8301040123 


— 0301040130 Forwards quistione re TMt-l restart Answers should be eent 
to J Montgomery 

ROE. J Office of the Executive Director for Operations 02/12/21. 
CASE. E NRC - No Detailed Affiliation Olven 2pp. 16666 317, 

E4X Flche 50-289.02/12/29.8301040125. 


— 8301190197 Commente on draft memo Si rept re feed 8i bleed cooling 
restart hsaring per B Bheron 020528 request Info extraneous 
to TMI-1 should be excluded, 

COTCHIN. H Office of the Executive Legal Director 82/06/09 

KAZETIS. 0 Reactor Systems Branch IBpp 16867 080 24X 

Flche 50-000,02/11/22.8301190149 


8301050442 Forwards 8ER for environ qualification of saf ety-related 
electrical equipment based on response to 810702 8ER 
Submittal of info re justification for continued operation 
requested within 30 days 

8T0LZ, J F Operating Reactors Branch 4 82/12/10 Hl/KILL.H D 

Osnerol Public Utilitlss - OPU Service Corp 4pp 16668 261 24X 

Flche: 90-209, S2/i2/10. 8301050442 


■8301050449 Safety evaluation of environ qua 1 if lea t ion of safety-related 
electrical equipment Submittal of info re justification for 
continued operation within 30 days requested 

s Office of Nuclear Reactor Regulation. Director 82/12/10, Spp, 
16660 265. 24X Fiche 50-209,82/12/10.8301050442 


8212280042 Board Notification 02-118 forwards Mattson 821203 1. Elsenhut 
821119 memos re seismic capability of auxiliary feedwater 
sys at facility 

EIBENHUT, D 0 Division of Licensing 82/12/14 PALLADINO, N , 
OILINBKY. V . AHEARNEi J Commissioners 3pp 16590 176 K4X 
Flche: 30-209. 82/12/14, 8212280042 


—8212280052 Forwards Hlraglla 821103 memo containing LLL rept on TMl-1 
restart re seismic capability of auxiliary feedwater sys 
Board notification necessary since issue related to TMI 
hearing issue of emergency feedwater reliability 
EIBEKHUr. D 0 Division of Licensing 82/11/19 MATTSON, R 
Division of Systems Integration (post B11005I VOLLMER.R 
Division of Engineering. Ip 16590.100. 24X 

Flche 50-289,02/12/14,0212200042 


8301100336 Addl response to FOIA request for documents re steen 
generator problems written since June 1982 Addl documents 
not located 

FELTOK. J. M Division of Rules and Records 82/12/16. DOROBKOU. J 
Thrae Mile Island Alert, Ip 16756' 343, 24X Fiche 30-209.08/12/16, 

8301100336. 


8301060131 Reiponds to 010506 6 0922 submittals providing details of 
restart testing program Restart testing program 
satisfactorily addresses testing requirements of SER. 

NURE0-06B0 Bpscial low power test program also acceptable 
STOLZiJ, F. Operating Reactors Branch 4 82/12/21 HUKILL.H D, 

Oinaral Public Utllltlai - OPU Service Corp 3pp, 16684- 152. 24/ 

Ficha. 50-289. S2/{2/21. 830t060131 


8301070460 Notification of 830107 moating u/uttl L LLL In Bethesda. HO 
to discuss ttitmic qualification of auxiliary feadwater sys 
VANVLIETiJ Dporatlng Reactore Branch 4 83/01/04 BTOLZ* J 

Operating Reactors Branch 4 3pp. 16705 335 24X 

Flche 50-289,83/01/04,8301070460 


830106018? "Steam Osnerator Tube Rupture Analysis for TIil'-l " 
DOBRANICH.O Los Alamos adonttflc Laboratory. LA-iJR-e2-323 8 
03/01/03 NRC - No Ostailod Affiliation Olven S4pp 16683-192 
24X Flche 90-209,83/01/03,8301060189 


0301110303 Forwards application to amend App A of Llcenss DPR-50 k 
Certificate of Bve Amend eliminates Tech Specs re sodium 
thiosulfate tank tc requires malnt of sodium hydroxide tank 
c oncontratton 

HUKILL.H D Oinaral Public Utilltlas - OPU Service Carp 83/01/03 

BTOLZ, J F Operating Reactors Branch 4 Ip 16746 319 24K 

Flche, 50-209, 83/01 /OS, 830 1 L 10503. 


— 8301110503 Application to amend App A of Licenss DPR-SO, el Imi na t inp 
Tech Specs re sodium thiosulfate tank t. requiring malnt of 
sodium hydroxide tank concentration 

HUKILL.H D (general Public Utilities - OPU aervlce Corp. 

83/01/05 4pp 16746 316 24X Flche 90-289. 83/01/03, SS'Ol 110503 


— 0301110506 Proposed Tech Specs eliminating sodium thiosulfate tenk 
specs tc providing requirements for malnt of sodium hydroxide 
tank concentration, 

* Oeneral Public Utllttlas - OPU Service Corp. Ba/0'1/03 4pp. 
16746 320 84X FI chi' 90-289, 83/01/05. 8301 1 10303 


8301140217 Forwards Tech Spec Change Request 114 to License DPR-90 re 
installation of Increased range post-accident monitors in 
accordance w/NUHEO-0737. I tem 11 F 1 1 Certificate of 6vc 
end, 

HUKILL.H D Seneral Public Utilities - OPU Service Corp 83/01/03, 

STOLZ.J F Operating Reactors Branch 4 tp 16a07'O99. 24X 

Fiche 50-289.83/01/09.8301140217 


— 8301140226 Tech Spec Change Request 114 to License DPR-90 to allow 
Installation of increased range post-accident monitors in 
accordance u/HURE0-07a7, Item II F 1 1. 

HUKILL.H D, Oeneral Public Utilities - OPU Servict Corp. 

83/01/09 3pp, 16007,100 24X Fiche 90-289.83/01/05.8301140217 


■0301140236 Proposed Tech Spec changes allowing Inetallation of 
increased range post~ac ci ifent monitors In accordance 
w/NUREO-0737, 1 tsm 11 F, 1 . 1 

e Oeneral Public Utilities - OPU Servlcs Corp 03/01/03. 6pp. 
16807. 103, 24X Fldhf 90-289. 83/01/09, 8301140217 


-0301060134 Bafaty evaluation re restart test program Restart testing 
program satisfactorily addresses testing requirements 
a Operating Reactors Branch 4, 82/12/21 14pp 16684 199 24X 

Flche. 90-209, 82/12/21, 8301060131, 


8301030308 Staff requirements memo re 821217 briefing on Board 
notification 02~ti0A, "THI-l Selemie Capability of Auxiliary 
Feedwater Bye '< 

CHILK. 8. U Office of the Secretary of the Commiesion 02 / 12/22 
PIRCK5. M J Office of the Executive Director for Operations 
HICKWIT, L Office of the Oeneral Counsel Ip. 16655 082 24X 

Fiche. 90-209, 82/12/22,8301030308. 


8301140461 Forwarde request for addl info re plan to provide addl water 
storage capacity for Unit 1 by connecting Unit 2 condensate 
storage tank to Unit 1 U physically Isolating tank from 
Unit 2. 

BTOLZ.U.F Operating Reactors Branch 4. 83/01/05. HUKILL, II, D. 

Oeneral Public Utilities - OPU Ssrvlce Corp. 4pp 16909' 347. 24X 

Flche- 90-289, 83/01/09.0301140461 
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BSOllSOOSQ Notification of 830111 meeting u/B&lf Ouncre Oroup in 
Sctlitidaa NO to iifcuft B&U Ounars Oroup Pressurlied tharmal 
Shock CPT8) Program h applicability of PTS leroening 
critarion to BbM plants 

VI&StNO.O S Operating Reactor* Branch 4 SS/Ol/Oh STOLZ. 0 F 
Operating Reactors Branch A 3pp 1&7S9 S99 S4X 
Flche 90-000. S3y0t/06, 33011 SO03B 


S3011S0098 Notification of 830114 meeting w/util* in Betbesda. MD to 
diacvss flux reduction prograns & licensee programs for 
anavrlng that screanlng criterion for pressurlied thermal 
eheck uilll not be exceeded. 

VIESINOrO 5 Operating Reactors Branch 4 es/Ol/OA STQLZ. J F 
Operating Reactors Branch 4. 3pp 1678? 308 S4X 

Fichi so-ooo. 83 / 01 / 06 . a 3011 aooss. 


B301120174 Foruards Summary Status Rept for items requiring NRC 
certification prior to restart as result of NRC 790809 order 
l< notice of hearing 

ARNOLD. R 0 Oaneral Public Utilities - CPU Service Corp 83/01/10 
OENTQM. H R Office of Nuclear Reactor Regulation. Director 3pp 
16776 193 S4X Flche 90-289.83/01/10.8301180174 


8301190040 Advises that Commission approved BECY-92~3S4A 
recommendations to extend implementation data for 
NUREO-0737. Item 11.8 2.2. ''Plant Shielding." until first 
refueling outage follouing restart 

8T0LZ. J F. Operating Reactors Branch 4 83/01/12 KUKlLL.i1 D 

Oaneral Public Utilities - CPU Service Corp 2pp 16348:329 24X 

Flche 90-289.83/01/12.8301190040 


B30I1B039B Discusses revised assumptions re calculations to support 30- 
degrte open position of reactor bldg purga valves Reactor 
bldg purga valves capable of closing under LOCA conditions 
Response* rs purge L vent operability and 

HUKiLL. H D Oaneral Public Utilities - OFU Service Corp 83/01/13. 
BTOLZ. J F. Operating Reactors Branch 4 12pp. 16824 284 S4X 

Fieho! S0-2B9. 83/01/13. B3011B039B 


83DI8D0098 Summary «f 830107 meeting u/util re saistnic qualification of 
ausillary feedwater sys, 

VANVLrET..J A Operating Raaetor* Branch 4 83/01/14 Operating 

Reactors Branch 4. 6pp, 16882 148 24X Flche, 90-869. 83/01/14. 

B30120009B 


8301210243 Notifies that Franklin Research Ctr attempted to obtain 
proprietary info uted In SER for environ qua 1 If icatlon of 
safety-related equipment. Respons 1 bll i ty for proprietary mail 
lias w/NRC 6 Franklin Research Ctr 

HUHILL.H D Oeneral Public Utilities - OFU Service Corp 83/01/14 

3T0LZ.J F Operating Reactors Branch 4 Ip 16873 331 24X 

Flche' 90-289. 33/01/14. 8301210243 


31240249 Summary of 821216 neetiTig w/DLM Owners Croup 8efa-End Task 
"ore* in Bathesda.KO re progress on long-term program for 
tvalwatlng cracking problem in plant makeup nottles. 

/11NER.8 Operating Reaetors Branch 4. 83/01/14 Operating 

Raaetor* Branch 4 24pp 16893 283 24X FI che: 90-000. 83/01 /14. 

8301240245 


6301290689 Summary of 830fll meeting w/Btil1 Qsiners Oroup in Betheeda. HD 
re PresfUrited Thermal Shock Program 

VIBSINCiO Operating Reactors Branch 4 03/01/17. Operating 
Reactor* Branch 4 e9pp 16914 121. 24X Fi the: 80-000. 83/01 /17. 
B3DI290689 


830 1240243 Summary of 830114 meeting w/utll* In Bathe* da. MB re 
licensee programs for ensuring that screening criterion for 
profsvriied thermal shock is not eiceaded 

V18B1N0. 0 8, Operating Reactor* Branch 4 83/01/18 Operating 

Raaetor* Braneh 4 83pp 16907:009 S4X Flche 90-000.83/01/18. 
8301240243 


— 6301260307 "Dparator Training Instructor In doctrinat lon/Oual i fi cation 
Training Program.*' Rev 0 

e Otneral Public Utilities - 4PU Service Corp 02/12/01 iSpp 
16994 239 24X Fichs 90-209.83/01/25.8301200305 


0 Inspection report*. IE Bulletins & correspondence 


8301040971 Foruerd* IE Insp Rept 50-209/82-24 on 821108-1206 No 
noneonp 1 lane t noted 

BTAR08TECK1. R Division of Project h Resident Programs B2/12/20 
KUKILL.H D Oeneral Public Utllitiee - OPU Service Corp 2pp 
16645 074 24X Flche 90-289.82/12/20.6301040571 


— -8301040979 IE Insp Rept 50-209/82-24 on 821108-1206 No noncompl i ance 
noted Major areae inspected previous insp find ings. steam 
generator repairs it restart mod 

CONTE. R . roUNO.F . KEINIO, R Division of Project & Resident 
Progrems 82/12/17. 7pp 16645 076 24X Flche 50-289.82/12/20. 

8301040571. 


8208190269 IE Info Notice 62-51. "Overexposure* In PNR Cavities " Bve 
list enc 1 

D EYO UNO. R C Director's Office. Office of Inspection and 

Enforcement 02/12/21. Consolidated Edison Co of Neui York. Inc 

tllpp 16689239 24XFiehe 50-000.82/12/21,8208190269 


8212060351 IE Info Notice 82-52. "Equipment Environ Qualification 
Tasting Experltncs - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " 8vc list end 
JORDAN. E.L, Division of Engineering h Quality Assurance <Pre 
8301031 62/12/21 Consolidated Edison Co of Neu York. Inc 

llSpp 16681.086 24X Flche: 50-000. 82/12/21,8212060351 


6212060350 IE Info Notice 82 -53. "Main Transformer Failures at North 
Anna Nuclear Power Station " Sve list end 

JORDAN, E L Division of Engineering A Quality Assurance <Pre 
830103) 62/12/22 Consolidated Edison Co of Neu York, Inc 

li4pp 16758,017 24X Flche 50-000.82/12/22,6212060350 


8208190275 IE Info Notice 62-54. "Uestinghouse NBFD Relay Failures in 
Reactor Protection 3yi " Bve list end 

JOROAN.E, L Division of Engineering A Quality Assurance <Pre 
630103). 62/12/27. Consol Idatad Edison Co of Neu York. Inc 

llOpp 16962,139 24X Ficht: 50-000, 82/12/27, 8208190275 


8208190273 IE Info Notice 92-55, "Seismic Qualification of Nestlnghouse 
AR Relay N/Latch Attachments Used in Meetinghouse Solid 
State Protection 9ys " Sve list end 

JORDAN, E L Division of Engineering A Quality Assurance <Pre 
630103) 62/12/26 Consolidated Edison Co of Neu York, Inc. 

t09pp. 16668 014 24X Flche- 50-000, 82/12/28, 6206190273 


8212060354 IE Info Notice 82-56, "Robertshau Thermostatic Flou Control 
Valves " Bve list end 

JORDAN. E L, Division of Engineering A Quality Assurance (Pre 
630103) 82/12/30, Consolidated Edison Co of Neu York, Inc. 

lllpp, 16798: 137 24X Flche, 50-000. 62/12/30, 8212060354 


8301060382 Forwards revised response to IE Bulletin 79-14 A Oilbert 
Assoc Revs 1 A 3 to "Final Rept to NRC for IE Bulletin 79-02 
Requirement* at TMI-1 " 

HUKILL, H. D Oeneral Public Utilities - OPU Service Carp 82/12/30 
HAYNES, R C. Region 1, Office of Director SOpp 16676 247 24X 

Flche. 90-269, 82/12/30, 6301060382 


— 8301060307 Rev 1 to "Final Rept to NRC for IE Bulletin 79-02 
Requirement* at TMI-1, " 

• Ollbert/Commonueelth Cos TDR-TMI-211 ROl 62/11/17 e2pp, 
16676.309 24X FI che: 90-269, 82/12/30, 630 1060382 


'301290986 Frovldes info re testing of auxiliary A fuel handling bldg 
ventilation sys mod Initelled to achieve TNl-i A THI-2 
separation 

HUKILL. H.D Oaneral Public Uttlitlae - OPU Service Corp. 83/01/20 
BTOLZ. J F Operating Reactor* Branch 4. Ip I6909‘296. 24X 

Flche 90-289.83/01/20,8301250506. 


6301290622 Forwards proprietary "TMI Unit 1 Onee-Through Steam 
Oenerator Repair." Kinetic Expansion Technical Rept.Rept 
withheld (ref 10CFR8 790) 

HUKILL. H.D. Otntral Public Utilities - OPU Service Corp. 83/01/20, 
8T0LZ. J F Operating Reactors Branch 4 8 pp. 16909 107. 24X 

Flche 90-209,83/01/20.6301290622 


6301280305 Forwards revisad TMI Training Manual Procedure 
A210-A0M— 1340 09> "Operator Training Instructor 
Indoctrlnatlon/Oua 1 If ieat ion Training Program. ** Rev 0. 

HUKILL, H.D. Oeneral Public Utilities - OPU Service Corp 03/01/29 

BTOLZ, vl.F Operating Reactor* Branch 4 ip 16994.238, 24X 

FiehS! 90-289, 63/01/29, 6301280309 


0301060393 Rev 3 to "Final Rept to NRC for IE Bulletin 79-14 
Requirement* at TMl-1 " 

* Ollbert/Commonueelth Cos, TDR-TMI-194 BOS 82/11/17 U5pp 
16677'039, 84X Fielie 90-269,82/12/30,8301060302 


8301190222 Forwards IE Safeguardt Insp Rept 90-289/62-27 on 821129- 
1203 No none ompl lenc e noted, 

MARTIN,? T. Division of Engineering A Technical Program*. 63/01/07 
HUKILL, H.D. Oeneral Public Utilities - OPU Service Corp 2pp. 

16046:297 84X Fiehe 90-289,83/01/07,6301190222. 


— 0301190226 IE Beftguarde Insp Rept 90-289/62-27 on 621 129-1203. No 
noneomplienee noted Major areas inspected security plan, 
organlietlon A program audit, records A repts, testing A maint 
A ioekatksy* A combinations. 

8AILEY,R.J, , OODY, A T. Region 1, Office of Director 63/01/04. 
3pp 16046. 299 84X Fiche' 90-289, 83/01/07. 8301 190222 
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e3012«0442 Foruard* IE Imp Repfc 50-209/82-19 on 821004-1109 No 
none onp 11 ante noted 

HARTIMi T T Division of Englnaerlng t Technical Programs 83/01/12 

HUhlLLiH 0 General Public Utilities - OPU Service Corp 2pp 

16910 271 24X Flche 50-289.63/01/12.8301260442 


—8301260449 IE Insp Rept 50-289/82-19 on 821004-1109 No noneompl lance 
noted Major areas inspected actions on previous findings, 
safety revleu & approval process, onsite organitatlon t. 
administration, employee training tt TMI action items 
HISBETT.P . BUUMDERO. N J . GRAY. E H Division of Project «< 
Resident Programs 82/12/29 43pp 16910 273 24X 

Flche 50-269.63/01/12.0301260442 


6301250594 Act receipt of 030110 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-289/82-22 
8TAR0STECKI. R Division of Project t Resident Programs 63/01/19 
HUKILLtH 0 General Public Utilities - GPU Service Cerp 2pp, 
16905 162 24X Flche 50-269,63/01/19,6301250594 


—8301250601 Responds to NRC 621209 Itr re violations noted in IE Insp 
Rapt 50-289/62-22 Corrective actions radiological controls 
procedure uritten re radioactive trash control & personnel 
counseled 

MUKILLiH 0 General Public Utilities - OPU Service Corp. 

63/01/10 HAYNES, R C Region 1. Office of Director 3pp 
16905 164 24X Flche 50-289,63/01/19.6301250594 


8301260430 Forward i BALP Rept for Oct 1961 - Sept 1962 8ALP Board 
021210 meeting discussed Attendee list end Continued open 
dltcutalons necessary to develop mutual understanding 
HAYNES. R C Region 1. Office of Director 83/01/20 ARNOLD. R 
General Public Utilities - OPU Service Corp 3pp 16911,260 24X 

Flche 30-289.83/01/20.8301260450 


— B301S6045S BALP Rept for Oct 1981 - Sept 1982 

a Region 1> Office of Director 62/11/22 42pp 16911 263 24X 

Fleha 50-269.83/01/20.8301260450 


—8301260461 Forwards formal response to B21203 Itr 1< tuppl to 821210 
meeting discussions re SALP Program 

HUKILL.H 0 General Public Utilities - OPU Service Corp 
e2/i2/16 8TAR08TECKI, R Division of Project 6 Resident Programs. 
3PP i6?lt'304 24X Flche 50-289,63/01/20.6301260450 


—0301260471 Forwards SALP Board Rep t. d ocumen ting 621122 review h 
evaluation of performance activities Meeting scheduled for 
821210 to discuss SALP 6 plans to improve performance. N/o 
enc 1 

STAROBTECKI.R Division of Project ti Resident Programs 62/12/03 
HUKILL.H D Oeneral Public Utilities - OPU Service Corp. 2pp 
16911 307 24X Flche 50-209.83/01/20.6301260450 


R. Periodic operating reports 6 related correspondence 


8301050316 Forwards "THI Aguatic Study Monthly Rept for Oct 1982 " 
TEITT.T R General Public Utilities - OPU Service Corp, 62/12/20, 
HICKEY, C NRC - No Detailed Affiliation Given Ip 16663.254. 24X 

Fieh*. 30-289. 02/12/20, 8301030316 


—8301050320 "THI Aquatic Study Monthly Rept for Oct 1902." 

NARDACCl.O A Ichthyological Associates, Inc. 82/10/31 24pp, 

16663; 255 24X Flche 50-289,82/12/20,8301050316. 


6301060319 Forwards "TMI Aquatic Study. Monthl y Rept for Nov 1982." 
TEITT.T R. Oeneral Public Utilities - OPU Service Corp 83/01/04 
HICKEY. C. NRC - No Detailed Affiliation Given. Ip 16678 196 24X 

Flche- 50-289. 83/01/04, 8301060319, 


— 8301060388 "TMI Aquatic Study, Month ly Rept for Nov 1982." 

NARDACCl.O A Ichthyological Assoc latas. Inc 83/01/04. 2Spp 
16678 197 24X Flche 30-269.83/01/04.8301060319 


8301240039 Forwards Monthly Operating Rept for Dee 1982 

HUKILL.H.D Oeneral Public Utilities - OPU Service Corp, 83/01/17. 
HGDONALO.W, C Office of Resource Management. Director. Ip. 
16890.148. 24X Flche. 50-269, 83/01/17, 6301240039 


■8301240047 Monthly Operating Rept for Dec 1962 

SMYTH. C W. Oeneral Public Utilities - OPU Service Corp 83/01/17. 
7pp 16690 149 24X Flche 50-269,63/01/17.8301240039 


Y Operator Examinations 


6212220443 Otneric Ltr 62-38 to all power reactor 1 ieenseesi app llcmnte 
for OL. NS8 (. reactor vendors 6 AEi re meeting to dlteuis 
recent developments for licensing exams Advises thet meeting 
will be held on 630211 re operetor licensing 8vc list end 
EtSENHUT. D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York. Inc 12pp 16681 072 24X 

Flche 50-000,62/12/22.6212220443 


6301120076 Oontric Ltr 63-01 to power reactor licensees It appll cants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests ixpacted for submittal prior to 
631231 for listed categories 8vc list end 

EIBENHUT.D 0 Division of Licensing B3/01/it Consolidated 
Edison Co of New York. Inc llpp 16893.243 24X 

Flche 30-000. 63/01/11,6301120076 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION, UNIT 1 


F Security, medical, smtrgeney It fire protection plans 


8212060349 Otneric Ltr 62-33 to all licensees of operating reactors, 
applicants for OL It holders of CPs re Buppl 1 to NURE0-0737r 
''Requirements for Emergency Response Capability " 

NUREO-0737.Suppl 1 ti ivc list end. 

EtSENHUT. DO Division of Licensing 82/12/17, Consolidated 
Edison Co of New York. Inc, 77pp. 16681 206 24X 

Flche 50-000.62/12/17.6212060349 


8212220445 Otneric Ltr 82-39 to all reactor licinieat.CP holders 6 
applicants for CPs re problems w/submittals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Sve list end. 

ElSENHUTiOO Division of Licensing 82/12/22 Consolidated 
Edison Co of New York. Inc 13pp 16690 021 24X 

Flche. 30-000, 62/12/22. 6212220445. 


8301040630 Ack receipt of 621101 ltr informing NRC of steps taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Rept 50-293/61-15. 

MARTIN. T T Division of Engineering 6 Technical Programs 82/12/29, 
HARRINGTON. W. D. Boston Edison Co 2pp 16643,330 24X 

Fiche 50-293,82/12/29,6301040630 


830il90051 Forwards Amend 66 to License DPR-3S, safety evaluation 6 
notice of Issuance 6 aval labili ty. Amend revises Tech Spec 
for one specific fire barrier 

ECCLESTON, K T Operating Reactors Branch 2, 63/01/07 nORlSI.A V. 

Boston Edison Co 2pp 16648 272 24X Fi ehe: 50-293, 83/01/07. 

8301190051 


— 8301190055 Amend 66 to License DPR-3S. r evit ing Tech Spec 
for one specific fire barrier 

VABSALLO.D. B Operating Raaetors Branch 2, 83/01/07 Spg. 

16649 274 24X Flche. 30-293. 83/01 /07, 8301 190051. 


—6301190056 Safety evaluation lupporting Amend 66 to License DPR~38, 

* Office of Nuclear Reactor Regulation. Director 83/01/07 3pp, 
16846,279. 24X Flche’ 50-293. 63/01/07. 0301190051. 


— 6301190057 Notice of issuance h availability of Amend 66 to Licanaa 
DPfi-35 

VABSALLO.D. B Oparatlng Raactori Branch 2, 83/01/07. 2pg. 

16848.282. 24X Flche; 60-293, 83/0 1 /07, 8301 190051 


8301200342 Forwards IE Safaty Insp Rapt 80-293/62-29 on 621019-1115 li 
notice of vlo lation. Apps A I. B 

STAROBTECKI.R Division of Engineering 1. Technical Program*. 

83/01/07 HARRINGTON. W 0. Boston Edison Co 3pp. 16865:209. 24X 

Flche: 30-293. 63/01/07, 8301200342 


— 6301200343 Notice of violation from insp on 821019-1115. App A. App B 
withheld <raf 10CFR73. 211 

• Division of Project t< Resident Program*. 83/01/07 3pp. 
16865.212 84X Fi eh*' 50-293, 83/01/07. 8301200342. 


—6301200348 IE Safety Intp Rept 50-293/62-29 on 681019-1115. 
Nencompllanei noted, fai lure to properly control oqutpment 
tegglng/maint. lot main steam safety valve. distribution of 
Q-list i use proper methods for aecese control. 

JOHNSON, J.. EICHENHOLZ.H, . EL6AS8ER. T. Division of Project li 
Resident Programs. 62/12/17, 17pp. 16865:215. 24X 

Fieha' 50-293,63/01/07. 6301200342. 
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8301240827 Provide* r4«ul6* of initial rovlatu of laf* ihutdauin 
capability In avent of flratpar Sections III 0 3 b lit L of 
App R to tOCFRSO Conailtment to Inplanant chanyss to lltted 
•icaptlons roquestod 

VAeSALLOiD B Operating Reactors Branch 2. B3/0I/I7 HORIEt.A V. 

Boston Edison Co 3pp IAa93: 30? 24X Fi cha. 90-293, eSZ-Ol/l 7f 

8301240827 


8301340023 Notifies that B301I9 Installation date for mod to carton 
dloilda sys In cable spreading room fire protection sys 
raschedoJad Sclitdula for installing total flooding Halon 
1301 sg* being reviewed u/vtndor. Fire uatch continuing 
HOWARD. J.E Boston Edison Co 83/01/lS VASSALLO. D B Operetlng 
Reactors Branch 2 Ip ldiB90 297 24X F1 cAt; 90-293. B 3 / 0 i 71 B, 

S30 1240023. 


0 Adjudicatory corraifondenc e 


B3O135O190 Foruardt lagal doevnents re claim filed against util 
HORISt.A V Boston Edison Co, 83/01/16 DENTON. H R Office of 
Nuclear Reactor Regulation, Director lt#P 16896-270 24X 

Flche 30-293. 63/01 /td> 83012301 98. 


J Insurance it indemnity Information 


6301090019 Foruards Endorsements 73 t. SB to NELIA Policy NF-IBB i. NAEUU 
Policy MF-S8. respective ly 

BINI6I. J K Kersh b McLennan, Inc . H b H Nuclear Consultants. Inc, 

Dlv. 02/12/28 SALTZKANrJD, Assistant Olractor for Btata b 
Licensee Relations 3pp 16664 016 24X Flche 90-293. B2/12/20, 

8301090019 


P Operating license stage documanti b correspondence 


8212060396 Oenerlc Ltr 82-30 to all llcanseet, appl Icants for OL b 
holders of CPs re filings concerning I0CFR90 production & 
utllliation facllltlcf Current listing of branch assignminte 
for nuclear reactor projects b ivc list end. 

EISENHUr.DO, Division of Licensing 82/12/23 Consolldatad 
Edison Co of New York. Inc llpp- 16B6B 001, 84X 

Flche. 30-000. 62/12/26. 0212060396. 


8301040237 Forwerde "Marlr 1 Containment Program Plant-Unique Analysis 
Rapt of Torus Suppression Chamber for Pilgram Station - Unit 
1." par 620119 order of mod of llcdnee I. 620911 b 1008 itrs 
MORtSI.A U Boston Edison Co 82/12/30 VAESALLO. 0 B Operating 
Reactors Branch 2. If. 16637 208. 24* Flche 90-293.82/12/30, 

6301040237 


— 830104023? “Mart I Containment Program Plant-Unique Analysis Rapt of 
Torus Buppresslon Chamber for Pilgrim Station - Unit t " 

• Teledyne Engineering Services. TR-9310-1. 82/10/27. I44fp 

16637 209. 24X Flche. 30-293. 82/12/30. 8301040237. 


B301130149 Requests commitments be made re plant mods to be completed 
by 630101 under NUREe-0737. Item 11 K 3. 22. Pert b, 

“Automatic Switchover of ACIC Bys Suction" tc Oenerlc Ltr 
82-05. 

VA86ALL0.D. B Operating Reactors Branch 2. 82/12/30 M0RI61.A V 

Boston Edison Co. 9pp. 16809- 095 24X Flche- 90-293, 82/12/30, 

8301130149 


9301130197 Comments on review of NUfl £0-0737. Item* I. A 2 1 re operator 
training b II a 4 on mitigating cora damage referenced in 
end safety evaluation b technical evaluation rapt. 

Corrective actions accaptsble 

VASSALLO.D B, Optratlng Reactors Branch 2 62/12/30. HORIBI.A. V 

Boston Edison Co. 4pp. 16B09- 147. 24* FI c he. 90-293, 82/12/30, 

B30fl30197 


B30I13019B “Improvements in Training b Requallf Ication Progrom* as 
Raqulred by TNI Action ttomt I. A 2. I b II. 8.4 for Pilgrim 
Nuclear Power Station." tochnical evaluation rfpt 
a Bclanct Applications, Inc NRC-03-82-096. SAl- 186-029-30. 
83/08/17. NRC - No Detailed Affiliation Olvrn 19pp 
16809.191. 24X Fiche- 90-293, 82/12/30, 030 1 130197 


8301140482 Forwards requast for addl Info re NUREO-0737, I tarn 11 D. 1. 
“Rellaf b Befety Valve Test Requlrsmsnta " Response due In 
60 deye. 

VA86ALL0,D, B Operating Reactors Branch 2 83/01/04. MORISliA V. 

Boston Edison Co, 3pp. 16017:336. 84K Flche, 80-293, 63/01/04, 

63011404B2. 


8301190051 Forwards Amend 66 to License DPA-39, safety evaluation fc 
notlcs of Isivanco b aval lability. Amend revises Tech Spec 
for one specific fir* barrier 

ECCLEBTOM, K. T. Operating Reactors Branch 2 83/01/07, MORISI.A. V 

IAMB! 272. 24X Flche; 30-293, 83/91/07, 

6301190951. 


•8391190959 Amend 66 to License DPR-39, revising Tech Spec 
for one specific fir* barrier 

VASSALLO, D B Operating Reactors Branch 2 83/01/07 9pp 

16846 274 24X Flche 90-293,83/01/07,8301190091 


— 8301190096 Safety evaluation supporting Amend 66 to License DPR-35 
e Office of Nuclear Reactor Regulation. Director 83/01/07 3pp 
16S40 279. a4X Flche 90-293,83/01/07,8301190091 


— 8301190057 Notice of issuance b availability of Amend 66 to License 
DPB-3S 

VASSALLO.D. B Operetlng Reactors Branch 2 83/01/07 2pp 

16846 282 24X Flche 90-293.83/01/07,8301190091 


8301110134 Oenerlc Ltr 83-02 to ell BMR licensee* re NUREO-0737 
Tech Specs Rsquests response r* deviations from end 
guidance b modal Tech Spec* within 90 days of receipt of 
ltr 8vc list and 

EtBENHUTiOO Division of Licensing 83/01/10 Commonwealth 
Edison Co. ISpp 16868 196 24X FI eh * 90-000, 83/01/10, 8301 1 10134 


8301180286 Application for amend to License DPR-35. consisting of 
proposed Tech Spec Change 83-1. chang 1 ng Tech Specs 
3. 7. A 4 a<31 & 4 7 A 4 a(3J re primary containment 
HARRINOTON.W. D Boston Edison Co 83/01/14 VASSALLO. D D. 
Operating Reactors Branch 2 2pp 16829 317 24X 

Flche- 90-293, 83/01/14,8301180286 


— 8301180297 Proposed Tech Spec Change 83-1, changing Tech Spec* 
3 7 A 4 aO} b 4. 7. A 4. aO) re primary containment 
u Boston Edison Cd. 83/01/14 7pp 16825 319 24X 

Flche. 90-293, 83/01/14. 8301180286 


8301290693 Summary of 821217 meeting u/OE b Mart I Owners Oroup In 
Bethesde, HD re suppression pool local to bulk temp 
difference anatysle b single vent lateral chugging load 
8IC0EL, B Operating Reactors Branch 2 83/01/18 Operating 

Reactors Branch 2 9Spp 16907 225 24X Flche 90-000.83/01/18. 

B301 290693 


Q Inspection reports. IE Bulletins b correspondence 


B3011000SO Responds to FOIA request for 12 categories of documents re 
facilities Repts r* MARCH cod* may b* purchased from NTIS 
Forward* documents listed in App A Search for Items 3,6, 7.9, 

11 b 12 Identified In request continuing 

FELTON.^ M Division of Rules and Records 82/12/07 HIATT, 8 L 
Ohio Cltiien* for Responilble Energy, Spp 16754 003 24X 

Flche. 50-O0O. 82/12/07. 8301100050. 


— 8301100087 Provides status of licensee responses to IE Bulletin 7B-o: 
"Potentlel Explosive Oes Mixture Accumulation* Associated 
H/BWR Offgas Bys Operatlo.ns, " per 780825 ltr 

BRUNNER. E J. Region 1. Philadelphia. Reactor Operations Nuclear 
Support Branch 78/09/07. WOODRUFF, R U Office of inspection b 
Enforcement, Office of the Director. Ip 16794 229 24X 

Flche: 90-000, B2/12/07. 8301100090, 


— 8301100064 Advisee that action on IE Bulletin 76-03, “Potential 
Explosive Oas Mixture Accumuietions Associated U/BUR Offgas 
Bys Operations, " completed, including review* of license* 
response* b offgas syi. Summer les of offgas sy* end 
UORDAN'E. L Office of Inepectlon b Enforcement. Office of the 
Director 78/11/29. ORIMES, B K Assistant Director for Englneeri 
h Projects iPr* 790629 ) 37pp. 16794.240 24X 

FI C h 1 . 90-000. 02/ 1 2/07, 830 1 100090 


— 8301100079 Forwards response to IE Bulletin 70-03, "Potential Explosi 
Oas Mixture Accumulation* Associated M/DWR Offgas Syi 
Operations," Including ravlaut of eperati ng. emergency b 
maJnt procedures b adequacy of ventilation 

ANDOONINI.O.C Boston Edison Co. 78/03/30. ORIER.O H Region 1, 
Phltadetphla, Office of the Director 4pp 16794.280 24X 

Flcba; 90-00 o, 82/12/07. 8301100050. 


— 8301100187 Advises that IE Bulletin 70-03, "Potential Explosive Oas 
Mixture Accumulation* Associated' H/BMR Offgas By* 

Opsratloni. " ha* been sent to littsd OL holders for action b 
to lltted CP holders for Info Semple Itrs end 
ORIER.B H Region 1, Phi lad* Iph la. Office of the Director 
78/02/10. Dlvlelon of Reactor Operations Inspection* 6pp 
16794.181. 24X Flche. 90-000. 82/12/07,8301100090 


—0301100273 Forwards IE Bulletin 70-03, “Potential Explosive Oat Hixtu 
Accunulatlon* Associated M/BWR Offgas Sys Operations *' 

Action required W/o end. 

ORIER.BH Region 1, Phi lade Iph la. Offlca of the Olractor 
78/02/10. ANDOONINI.O.C. Boston Edison Co Ip 16799- 03B. 24X 

Pichs • 50-000, 82/12/07, 8301 100090 
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□20B190269 IE Info Notic* 8S-5I, "Overe uposur ** in PWR Cavitiif " 6vc 
list sncl 

DEVOUNOiR C Dlrsttor's Offlcsi Office of Inspection end 

EnfsTcement eS/12/31 Consolideted Edison Co of Neie york/ Inc 

lllpp 1666? S39 34X Ftche 90-000.63/12/21,8806190269 


B212060391 IE Info Notice 82-52. ''Equipment Environ Quel i f icet 1 on 
Testing Eiperience - Updating of Test Summaries Previously 
Published in IE Info Notice B{-29 " Svc list end 
v/ORDAN. E L Division of Engineering & duality Assurance (Pre 
S3010a> 82/12/81 Consolidated Edison Co of New York. Inc 

llSpp 16681 088 24X Fiche 50-000,82/12/21.8212060351 


8212060390 IE Info Notice 82-53. "Main Transformer Failures at North 
Anna Nuclear Power Station " Svc list end 

JORDAN. E L Division of Engineering U Quality Assurance <Prt 
B30103) 82/12/22 Consolidated Edison Co of New York. Inc 

tl4pp 16753 017 24X Fiche 50-000.82/12/22.8212060350 


8208190275 IE Info Notice 82-54, "Mest i nghous e NBFD Relay Failures in 
Aaactor Protection Sya " Svc list end 

JORDAN. E L Division of Engineering & Quality Assurance (Pre 
B301O3) 82/12/27 Consolidated Edison Co of Neu York. Inc 

llOpP- 16962 139 24X Fiche 50-000.02/12/27.6206190275 


8209190273 IE Info Notice B2-S5. "Seismic Qualification of Meetinghouse 
AR Relay M/Latch Attachments Used in Meetinghouse Solid 
State Protection Sys " Svc list end 

JORDAN. E L Division of Engineering it Quality Assurance (Pre 
6301031 82/12/26 Consolidated Edison Co of New York. Inc 

109PP 16668 014 24X Fiche 50-000.82/12/28.8208190273 


6301040630 Aek receipt of 821101 Itr informing NEC of steps taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Rep t 50-293/81-15 

HARTIN. T T Divlilon of Engineering 6 Technical Programs 82/12/29 

HARRINOTON. M D Boston Edison Co 2pp 16643 330 24X 

P i r he 50-293. 82/ 1 2/29. 530 1 040630 


8301040640 Responds to NRC 920622 Itr re violations noted in IE 
Emergency Preparedness Appraisal Rspt SO-273/B1-15 
Corrective ac tlons , functl on It responsibility matrix charts 
for initial it augmented emergency response phases developed 
HARRINOTON. M 0 Boston Edison Co 62/11/01 BORES. R J Division 
of Emergency Preparedness (. Operational Support 24pp 16643 332, 
24X Fiche 50-293.62/12/29.6301090630 


8301070041 Notification of 630111 mgt meeting w/utll at site to discuss 
licenise response to NRC order 

ECSASEER.T Region 1. Office of Director 62/12/29 OIRCKS.M J 
Office of the Executive Director for Operations STELLO. V Regional 
Operations ti Oenerlc Rsqulrements DEYOUNO.R, C Director's Offics. 
Office of Inspection and Enforcement ip 16690 349 24X 

Fiche 50-293.62/12/29,6301070041 


8212060354 IE Info Notice 62-56, "Robertshaw Thermostatic Flow Control 
Valves." Svc list end 

JORDAN. E L Division of Engineering t< Quality Assurance (Pre 
630103) 62/12/30 Consol {dated Edison Co of Nsu York. Inc, 

illpp 16756 137 24X Fiche 50-000.62/12/30.6212060354 


G301I40188 Responds to IE Bulletin 62-04. ''Deficiencies in Primary 
Containment Electrical Panetratton Assamblies " No 
Bonker-Ramo supplied electrical penetrations Instailed in 
safety— rslatcd sys, 

HDRtBI. A V Boston Edison Co. 63/01/07 HAVNEe, R C Region 1. 
Office of Director 2pp 16009 217 24X FlChc. 50-293, 63/01 /07. 

0301140166 


8301200342 Forwards IE Safety Insp Rapt 90-293/82-29 on 821019-1119 << 
notice of vlo lation. Apps A & B 

8TAR8STECKI. R Division of Engineering it Technical Programs 
83/01/07 HARRINOTON, M 0 Boston Edison Co Spp 16669 209 24X 

Fiche- 90-293, 83/01/07, 8301200342 


— 6301200343 Notice of violation from insp on 821019-1 1 19, App A App D 
withheld <ref 10CFR73 21) 

e Division of Project t< Resident Programs 83/01/07 3pp, 

16869 212 24X Flcht 90-293,83/01/07,8301200342 


-6301200346 IE Safety Imp Rcpt 50-293/62-29 on 821019-1115 
Nonccmpllence noted, fei lure to properly control equipment 
tegs Ing/mel nt, set mein steam safety velvet distribution of 
Q-llst (i use proper methods for access control. 

JaHN8QN.J . EICKENHOLZ.H . ELSA68ER,T. Division of Project t< 
Resident Programe 62/12/17 I7pp 16669.219 24X 

Fiche 50-293, 63/01/07, 6301200342. 


B30 126039 9 Forwards IE Insp Kept 50-293/62-30 on 821116-1220 No 
noncompliance noted. 

8TAR08TECKI, R Division of Project fc Resident Programs 83/01/14 
HARRINOTON, M D Boston Edison Co 2pp. 16910.034 24X 

Fiche: 90-293, 03/01 / 1 4 , 630 1 860399 


--6301260406 IE Imp Kept 50-293/62-30 on 821116-1220 No noncompllence 
noted Major areas inspected followup of previous findings, 
operational safety veri f lea t i on, f ol 1 owup of events, LERs, 
review of survei 1 lence, maint activltlei h IE bulletins 
JOHNSON.J , EICHENHOLZ.H , DRtOOB.U Oivislon of Project t< 
Resident Progremt 83/01/13 31pp 16910 036 84X 

Fiehi 90-893,83/01/14,0301260399 


6301310159 Forwards IE Insp Rapt 50-293/82-27 on 620927-1001 No 
neneomp 1 lane e noted 

MARTIN. T T Division of Engineering 4c Technical Programs. 63/01/16 

HARRINOTON, M D Boston Edison Co 2pp 16964 009 24X 

Fiche 90-293,63/01/18,8301310199 


— 6301310164 IE Insp Rept 50-293/82-27 on 820927-1001 No noneempl lance 
noted Major artat inspected radiation protection program, 
licensee action on previous imp findings 4i licensee 
evaluation of rtcent radiological Incident 

MCBRIDE. M H . SHANBAKV, M Region 1, Office of Director 83/01/04 
7pp 16964 007 24X Fiche 50-293.63/01/10,8301310199, 


R Periodic operating reports li related corrtspondtnct 


8301270246 Forwards Monthly Operating Rept for Nov 1962 

HATHISiC J Boston Edison Co 62/12/13 Division of Data 
Automation l> Menagsment Information Ip 16933 279 24X 

Fiche- 90-293. 02/12/13. 6301270246 


— 8301870251 Monthly Operating Rept for Nov 1962 

MHITNEY.O 0 Boston Edison Co 62/12/13 6pp 16933 260. 24X 

Fiche 50-293,62/12/13.6301270246 


8301110477 Submits surveillance results of main brtakwatsr for 1962 
No major damage to main breaker Identified when compared 
u/1901 baseline survey 

MORiei.A V Boston Edison Co 63/01/09 VA68ALUQ, D B. Operating 
Reactors Drench 2 2pp 16746 324 24X Fiehs 50-293.63/01/05. 

0301110477 


6 Rsportabis oecurrsnees, LERs 4. related corrtspondtnce 


8301030218 LER 82-O96/0iX-0 on 621213, eveluat Ion found that blow oub 
panel fire barrier previously ratsd 3 h barrier it actually 
2 h berriir Continuous fire patrol established Engineering 
evaluation underway to determine corrective action. 

MHITNEY.O 0 Boston Edison Co 62/12/13 HAYNES, R C Region 1, 
Office of Director Ip 16617 199 24X Fiche 50-293,62/12/13, 

8301030218 


6301060047 Forwards LER 02-036/017-0, 

MATHIS, C J Boston Edison Co. 82/12/23 HAYNES, R C Rtgion 1, 
Office of Director ip 16670 003 a4X Fiche 50-293,82/12/23. 
0301060047 


--6301060031 LER 82-056/01T-0' on 821213, eng in tiring evaluation rept 
detarmlnid that required 3 h fire resistant rated wall 
penetration (blowout panel in steam tunnel south wall) only 
qualified for 2 h rating Continuous fire patrol establishtd 
MHITNEY.O. 0 Boston Edison Co 62/12/83 Region 1, Office of 
Director. 2pp 16670 004 24X Fiche 50-893.82/12/83,6301060047 


8301060141 Forwards updated LER 70-O19/O3X-1 

HATHIS.C J Boston Edison Co 82/12/23. HAYNEB.R C. Rigion 1, 
Office of Director. Ip 16670 314 24X Fiche: 50-293, 62/12/23, 

8301060141 


—8301060147 Updated LER 78-019/03X-1 on 7B04U, inboard MBIV-AQ-803-1D 
declared inoperable 4, outboard MSIV-AC)-203-20 tacured In 
eloee condition when M8!V-AO~803-I disc separated from sbem 
Caused by high cycle bending fatigue 

MHITNEY.O 0 .Boston Edison Co. 62/12/23 Region 1. OffUt of 
Director. 2pp 16670 315 24X Fi c ha- 50-893, 62/12/23, 6301060141. 


6301060168 Feruerds updated LER e2-046/01X-l. 

MATHIS, C J Boston Edison Co 62/12/23 HAYNES, R C. Region 1. 
Office of Director. Ip 16679 326 24X Fiche- 90-293, 82/12/23, 

8301060162 


—6301060167 Updated LER 62-046/01X-1 on 621026, HPCI lys declared 
Inoptrable Ground in B 125-volt dc supply traced to limit 
ewltch circuitry for valve 2301-3 On 621101, short tracid to 
250 circuitry Caused by valve stem packing leakage 
MHITNEY, 0 0. Boston Edison Co 62/12/23 Region 1. Office of 
Director. Ip, 16679 329 24X Fiche 50-293,62/12/23,6301060162. 


8301110319 Forwards updated LER a2-Ot3/03X-l 

MATHISiC.J. Boston Edison Co 62/12/29 HAVNEa, R C Riglon i> 
Office of Director. ip 16746-360. 24X Fiche . 50-293, 82/12/29, 

8301110319 
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--B301 110331 Updated LER e3-0i3/03X-l; oti S304I4.HPCI high tinp twite h 
T8S373Cj contributing to trip logic of HPCl turbln»<diit not 
actuato Cauttd by hiat girti raducing output b air currantt in 
araa of lultchti during tatt Kaat output to ba tMaldad. 

HHITNElftO 0, Bottsn Ed It on Co SS/IZ/'S?. Rag 1 On li Off lea of 
Olraetor Spf lb74« 3f>l S4X FI Cha 90-293i QS/12/S9, 8301 110319. 


8301260384 Foruardt LER 82-057/031.-0 
MATHIS. C J Betton Edlaon Co 83/01/12 HAYNES. R C Rag ion 1. 
Offlca of Diractor Ip 16909:319 24X Picht 80-293.83/01/12. 

8301260324. 


— 8301260331 LER B2-057/03L-0 on 821213. dur Ing Toutlna ttaptup from 
outaga. outb oard MSIV AO 203-2C did not data witMn Tach 
Spac limit Cauiad by malfunctioning four-way control vaiva 
Valva raplacad riming daah pot ad.;u«ttd 

WHITNEY.O 0 Boibon Ediion Co. 83/01/12. Raglon I, Office of 
Diractor Ip. 16909 316 24X FI cha 80-293, 83/01 /12. 8301260324 


V Oparator Eiamlnatloni 


8212820443 Otnarlc Ltr 92-38 to all pouar raactsr I icaniaat. app licanta 
for OLiNSS ti raactor vtndort 4c AEt ra maatlng to diacuta 
racant davalopmanti for llcantlng axama. Aduliat that maatlng 
will ba hald on 630811 ra oparator llcantlng Eve Hat and. 

E18EHH0T.D 0 Dlvltlon of Llcantlng. 82/18/22 Contolldated 
Edllon Co. of Niw York. Inc t2pp 16681 072, 24X 

Flclif 90-000, 82/12/28,8212220443 


"8301110667 Forwardi public vertlon of public Info pamphiett ra 
actiont to taka In cata of nuclear accidanti 

MOORE, R D Commonwealth Edison Co 82/12/31 DENTON, H R NBC - 
No Oatailed Affiliation Oiven 49pp 16767 268 24X 

Flcha 90-000,83/01/07,8301110664 


B301 170344 Forwards IE Safeguards Insp Repts 50-298/02-31 t< 
50-304/82—28 on 821206—10 Notico of violation & details 
withheld (ref 10CFR73 21 ) 

MILLER, 0 R Division of Engineering 4. Technical Programs 83/01/11 
REED, C Commonwealth Edison Co 2pp 16813 194 24X 

Flcha 90-899.83/01/11.8301170344 


— 8301170386 IE Safeguards lasp Repts 80-295/82-31 4. 30-304/88-20 on 
821206-10 Noneonpllanca noted failure to control personnel 
access for vital area portals 6 secure vital area portal 
Details withheld Irrf tOCFR73 21) 

MADEOA, T J , KNICELEY. J R , CREED. J R Division of Engineering ti 
Technical Programs 83/01/10 2pp 16013 196 24X 

Flcha 80-295.83/01/11.0301170344 


6301310061 Forward’s BER in response to 820730.1001 4. 1189 submittals 
requesting ssamptions from Sections III 0 4. Ill L of App R 
to 10CFR80 Util requested to commit to Installation of 
listed instrumentation within 30 days 

VAROA.B A Operating React ora Branch 1 83/01/21 DELOEOROE, L 0, 

Commonwealth Edison Co 2pp. 16984 034 24X Flche 80-293,03/01/21, 

8301310061. 


0301120079 Centric LIr 93-01 to power reactor licensees 4. applicants 
for OL re operator licensing eiam elte vlsl t. Requests 
schedule re eian requests espected for submittal prior to 
881231 fop listed categories Sve list end. 

EtSENHUT, D 0 Division of Licensing. 03/01/11 Consolldatod 
Edison Co Df New York. Inc tlpp 16893 243, 24X 

Flcflt 90-000,93/01/11,0301120078 


— 8301310066 Safety evaluation supporting 820730.1001 4. 1129 submittals 
requesting exemptions for Sections III 0 4. til L of App R 
to 10CFR90 Util requested to commit to Installation of 
listed Instrumentation. 

e Operating Reactors Branch 1 83/01/21 9pp 16984 036 24K 

Flcho 90-295.83/01/21.0301310061 


J Insurance & Indemnity information 


DOCKET 90-299 ZION NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergency 4. fire protection plans 


921206034? Oenerlc Ltr 92-33 to all licensees of operating reactors, 
applicants for OL 4. holders of CPs re Suppl 1 to NURE0~0737. 
"Requirements for Emergency RespO'nse Capability " 

NUREO-0737. Suppl 1 6 ivc list end. 

ElSEh’HUT.D 0. Division of Licensing. 82/12/17 Consolidated 
Edison Co of Ntu York, Inc 77pp 16681:208 24X 

Flche: 90-000. 92/12/17. 6212060349. 


83D10401SB Relttses public version of reviled emergency plan 
Imptementlng procedure. 

FELTON.J M Division of Rules and Records 02/1S/2D Document 
Management Branch Ip 16667 063 . 24X Flch# 90-299.82/12/20. 

8301040196 


--B301040166 Forwards public version of Revision 2 to Emergency Plan 
Implementing procedure EPIP 3S0-1. ''Oulek Estimate of 
Offsite Doee From Unp lanned Release " Procedure change 
requeet encl 

PLIHLiO Commonwealth Edison Co 82/11/24 DENTON. H R NRC - No 
Detailed Affiliation Dlven, 2pp 16667,064 24X 

Flche 90-299.82/12/20.8301040198 


-8301040171 Public version of Revision 2 to Emergency Plan Implemanting 
Procedure EPIP 390-1. ''Quick Estimate of Offsite Dote From 
Unplanned Releitc. " 

e Comnonuealth Edison Co 82/11/24 6pp. 16667:066 24X 

Flche. 90-299. 82/12/20. 8301040198 


B21222044S Oenerlc Ltr 82-39 to all reactor licensees. CP holders h 
appileanti fop CPs re problems w/subm 1 ttal s of 10CFR73, 21 
safeguards Info for llctnslng review Procedures re 
transmittal of Info outlined. Sve list end 

EISE/lHUT.D 0. Division of Licensing. 82/12/22, Consolldatsd 
Edison Co. of Nsw York. Ine 13pp 16690:021, 24X 

Flche! 90-000. 92/12/22. B212220449 


B301I40365 Notifies thet continuing difficulties prevent "operational" 
listed emargcncy reiponea fadlltiee. per 
NUREO-OW. Item III. A. 1.2. "Upgrade Emergency Support 
Facilltiei*' 6 Oenerlc Ltr 92-33. 

eWAATZ.ED Coanenwealth Edison Co 83/01/06, DENTON, H R. Office 
or Nuclear Reactor Regulation. Director. 2pp, 16807' 299 24X 

Flcha. 50-000, 93/01/06, 9301140369. 


8301180033 Forwards Endorsements 1,2 6 3 to listed certificates for 
NELIA 4i MAELU pol id es. evidencing secondary financial 
pr otec tl on 

OSTER.J Commonwealth Edison Co 83/01/13 9ALTZMAN,J Assistant 
Director for State 4< Licensee Relations 149pp. 16833 191 24X 

Flche 80-000,83/01/13,8301100083 


8301180271 Forwards Endorssments 140.73.61 4. 23 to NELIA Policies 
NF-43. NF-IB7. NF-201 4. NF-253 4. Endorsements 118,60.92 4. 9 
to MAELU Pollciss MF— 22, MF— 94. MF— 64 t< NF— 104, respec tivel y 
OBTER.U Commonwealth Edison Co, 83/01/13 0ALTZMAN, J Office of 
State Programs, Director 9pp 16831.079 24X 

Flche 90-000,83/01/13,8301100271 


P Operating license stage documents correspondence 


B202120262 Repts results of simulations of steam generator tube 
ruptures Induced by main steam line break pate Oraphs 
depicting pre ssur e. mats flow rate, leakage rate, temp 6 
water level encl 

BURNS. R, D Los Alamos Scientific Laboratory 00/11/07 
HOUSTON, R W Accident Evaluation Branch 19pp 16681.087 24X 

Flche. 90-295, 80/1 1 /07, 8202120262 


8301060440 "Steam Oanerator Tube Rupture Analysis for ZIon-1. " 
DDBRAMICH.D Los Alamos Sc tent If le Laboratory LA-UR-02-3236 
81/09/30. NRC - No Detailed Affiliation Oiven 2Spp 16681 SOD 
24X Flche' 50-279, 81/09/30, B301 060440 


8212010469 Forwards proposed Tech Specs on auxiliary feedwater sys. 
allowing only e-h operation before shutting down w/two pumps 
1 noperable. 

VAROA.SA Operating Reactors Branch 1 82/11/22 DELOEOROE, L. D 

Commonwealth Edison Co, Spp 16901.314 24X Flche 90-298, 02/1 1/S2, 

6212010469. 


--E212010467 Proposed Tech Specs on auxlllery feedwater sys, allowing 
B-h oparatlon before shutdouin w/tuo pumps inoperable, 

* Operating Reactor! Branch 1 82/11/22 tlpp 16901,316 24X 

Flche 80-298.82/11/22,8212010469 


8301030302 Forwards responee to Oenerlc Ltr 82-16 re NUREO-0737 Items. 
LENTINE.F.O, Commonwealth Edison Co, 82/12/27 EISENHUT, D 0 
Division of Licensing. 4pp 16664'022 24X Flche, 30-298, 82/12/27. 

8301080302 


”*****•’. version of public Info pamphlets re actloni 
to take In cast of nuclear accldente. 

B “I''***®" '>'''•• “ni* Records 03/01/07. Document 

9301110664 *'^*'’'^’ 16767:267. 24X FI the 50-000, 83/01/07, 


8212060386 Oenerlc Ltr 82-30 to all 1 Ic ensees , app 1 icants for OL 4< 
holders of CPs re filings concerning 10CFR30 production & 
utiliiatlon facilities Current listing of branch assignments 
for nuclear reactor projects 4. sve list encl 

EIBENHUTi D 0 Division of Licensing, 62/12/28 Cansolldated 
Edison Co of New York. Inc, 11pp. 16868.001 24X 

Flche: 90-000. 82/12/29,8212060356 
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S3O103031O Rsqusits addl pAyinsnl; for revieui 
raquosting Tich Spec change re reduntfoneg 
D1C(}9> R H Llcensa Tga Hanagomant Branch 
Cam.nionbiaalhh Edison Co Ip I6&99 066 
6301030310 


of S0I1O7 application 
in DHR capabilltg 

aa/ 12/29 DELOEOROErL D 

24 ){ Ficho 90-299102/12/29. 


B212060390 IE Info Notica 82-93. "Main Transformer Failures at North 
Anna Nuclear Pouer Station " Sve list end 

vfORDAN. E L Division of Engineering t< Qualitg Assurance (Pre 
830103) 82/12/22 Consolidated Edison Co of New York. Inc 

lt4pp 16798 017 24X Flche 30-000.02/12/22.8212060350 


0301040317 Advises that util does not Intend to provide Reg Oulde I 97 
ifflplenentatlon schedule bg 821231 as previouslg stated In 
response to Generic Ltr 82-10 Schedule will be provided 
bi/lntegrated response to SECY-82-111 

DELOEOROE.L 0 Commonwealth Edison Co 82/12/29 EISENHUT. D 0 
Division of Licensing Ip 16643 284 24X Flche SO-OOO. 82/ 12/29. 

6301040317 


0301120115 ANALYSIS OF HYPOTHETICAL SEVERE CORE DAMAGE ACCIDENTS FOR 
ZION PRE86URIZED WATER REACTOR Docket Nos 50-295 And 
50-304 

HA8KIN.F e . DARBY. J L . MURFIN. W B Sandla Laboratories FIN 
A-I25B NURE0/CR-19a9 82/12/31 Division of Accident 
Evaluation 192pp 16784 222 24X Fiche 50-295,82/12/31, 

□301120119 


8301110534 Requests addl 30 dags to complete technical evaluation 
revlavf it provide necessary justification for proprietary 
protection "Analysis of 42 Inch R1A8 Class 79 Butterfly 
Valves." final rapt. Vol 1 forwarded 

LENTINE. F 0 Commonwealth Edison Co 83/01/07 DENTON, HR Office 
of Nuclear Reactor Regulation. Director 2pp 16743 094 24X 

Flche 50-299.83/01/07,8301110934 


— 0301110539 "Analysis of 42 Inch RtAB Class 79 Butterfly Valves," final 
rapt. Vol 1 

FOULEY. J H . BOUTON, B A . HO. A D Cygna Energy Services 63003 
VOl 82/12/23 S9pp 16743 096 a4X Flche 90-299.83/01/07, 
8301110534 


8301100317 Requests approval of delay of implementation of revised 
procedures re correction factor curves used to correlate 
high-range noble gas monitor channel reading to actual 
plant release Completion expected by 830701 

EUARTZ, E D Commonwealth Edison Co 83/01/14 DENTON, H R Office 
■of Nuclear Reactor Regulation. Director 2pp 16824 397 24K 

Flche 90-000,83/01/14,8301180317 


8301210136 Forwards info re Fisher it Porter transmitters S. Marathon 
terminal blocks in order to reaffirm justification for 
continued operation of Items identified in SER for environ 
qualification of safety-related electrical equipment 
LENTINE. F.O Commonwealth Edison Co 83/01/14 DENTON, H R Office 
of Nuclear Reactor Regulation. Director ISpp 16877 062 24X 

Flche- 50-299. 83/01/14,8301210136 


8301280478 Forwards Amends 80 & 70 to Licenses DPR-39 «< DPR-48. 
reipactlvely, safety evaluation 6 notice of issuance 6 
availability Amend revises auxiliary feedwater sys Tech 
Specs 

VAR0A.6 A Operating Reactors Branch 1 83/01/21 OELOEOROE, L 0 

Commonwealth Edison Co 3pp 16972 069 24X Fiche 50-299.83/01/21, 

S30128047G 


— 8301280403 Amends 80 t< 70 to Licenses DPR-39 t. DPR-4B. respect Ively. 
revising auxiliary feedwater sys Tech Specs. completing 
licensee action on 800229 Confirmatory Order, Item F 9 1. 
review! of TMI Iteme II E 1 1 (< II E 1 2 
VAROAi 8 A. Operating Reactors Branch 1 83/01/21 19pp. 

16972 068 24X Fiche 90-299.83/01/21,8301280478 


— 6301280405 Safety evaluation supporting Amsnds 60 (■ 70 to Licenses 
DPR-39 «. DPR-48, respectively 

e Office of Nuclear Reactor Regulation. Director 03/01/21 
lapp. 16972 087 24X Fiche. 90-295,03/01/21.8301280478 


— 8301200489 Notice of issuance t< availability of Amends 80 << 70 to 
Licenses OPR-39 l» DPR-48. respec tlve ly 

VAROA. 0 A, Operating Reactors Branch 1 83/01/21 2pp 

16972 100 24X Fiche. 90-299, 83/01/21,8301200478. 


Q Inspection reports. IE Bulletins 6 correspondence 


8208 190269 IE Info Notice 82-51. "Overexposur es in PWR Cavities " Bve 
list end 

DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 82/12/21. Consolidated Edison Co, of New York. Inc 

lllpp 1669? 239. 24X Fiche- 50-000. 82/12/21. 8208190269 


82130603S1 IE Info Notice 82-52, "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " 8vc list end. 

JORDAN. E L Division of Engineering ti Quality Assurance <Pre 
630103}. 82/12/21 Consolidated Edison Co, of New York. Inc 

1 1 9 p p 1 6681 088. 24X Fiche. SO-OOO. 82/1 2/ 2 1 . 821 20603S 1 


0208190275 IE Info Notice 82-54. “Westing hous e NBFD Reley Failures In 
Reactor Protection Sys " Sve list enc 1 

JORDAN. E L Division of Engineering S. Quality Assurance (Pre 
830103) 82/12/27 Consolidated Edison Co of Now York. Inc 

llOpp 16962 139 24X Flche 50-000, 82/12/27. 8208190275 


820BI90273 IE Info Notice 62-59, "Seismic Qualification of Uestinghouse 
AR Relay W/Latch Attachments Used In Mestinghouss Solid 
State Protection Sys '' 8vc list oncl 

JORDAN. E L Division of Engineering *< Quality Assurance (Pre 
830103) 82/12/28 Consolidated Edison Co of New York. Inc 

t09pp 16868 014 24X Flche 90-000.82/12/28,0208190273 


8212060394 IE Info Notice 82-56, "Robertshaw Thermostatic Flow Control 
Valves " 8vc list end 

JORDAN. E L Division of Engineering L Quality Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co of New York. Inc 

lllpp 16798 137 24X Fiche 90-000,82/12/30,8212060354 


8301110275 Confirms completion of commitment identified in 821102 rept 
of Investigation re alleged sale of marijuana by 
contractor employee Name L other info, provided in 821122 
telcon by J Creed 

KEPPLER.J 0 Region 3. Office of Director 83/01/04, LEE. N 
Zion, IL ip 16747 160 24X Flche 50-299,83/01/04,8301110279 


8301240130 Forwards IE Intp Repts 50-295/82-29 t< 50-304/82-22 on 
821016-1201 No noncompl lance noted 

STREETER, J F Division of Project it Resident Programs 83/01/09 
REED. C Commonwaalth Edison Co 2pp 16890' 306. 24X 

Flche 90-299,83/01/09.8301240130 


— B301240136 IE Insp Repts 90-299/82-29 «< 80-304/82-22 on B21016-1201 No 
noncompllance noted Major areas inspected radiation monitor 
replacemont) I iceniee action on confirmation of action ltr 1. 
gaseous ra leases of 821029-26 

WATERS. J R , DUNAWAY, F R , HARTMAN. P L Division of Project b 
Resident Programs 83/01/05 9pp 16890- 300 24X 

Flche 50-299, 03/01/09,9301240130 


8301180068 Ack receipt of 821202 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Repts S0-29S/82-22 b 
50-304/82-19 

8PE89ARD. R L Division of Project b Resident Programs 83/01/10 
REED. C Cofflmonwoalth Edison Co Ip 16039 299 24X 

Flche 90-299.83/01/10,8301180068 


— 8301180073 Responds to NRC 821109 ltr re violations noted In IE Insp 
Ropts 90-299/82-22 b 90-304/02-19 Corrective actions 
shutdown margin verification proccduro revised to highlight 
roqulroment to maintain containment integrity. 

DELOEDROE. L 0 Commonwealth Edison Co 82/12/02 KEPPLER.J 0 
Region 3. Office of Director 3pp 16039 296 24X 

Flche' 90-299. 83/01/10, 8301180068 


8301170344 Foruerde IE Safeguards Insp Repts 90-295/82-31 b 
90-304/83-20 on 821206-10 Notice of violation b details 
withheld (ref 10CFR73 21) 

HILLER. JR Division of Engineering b Technical Programs 83/01/11 
REED.C. Commonwaalth Edison Co 2pp 16813 194 24X 

Flche- 90-299, 83/01/1 1, 8301170344 


—8301170396 IE Safeguards Insp Repts 50-295/82-31 b 50-304/82-28 on 
821206-10 Noncompllance noted failure to control personnel 
access for vital area portals b secure vital area portal 
Details withheld (ref 10CFR73 21) 

MADEDA. T J > KNICELEY. J. R. , CREED. J R Division of Engineering b 
Technical Programs 83/01/10 2pp 16B13'196. 24X 

Flcht 90-295,83/01/11,6301170344 


8301240046 Submits Info re stress points in Package VC-11-2 found 
to exceed 2 4 8h limit, in response to IE Outletln 79-14, 

"Seismic Analysis for As-Bullt Safety-Related Piping Sys " 

RAUSCH. T J Commonwealth Edison Co 03/01/13 KEPPLER.J 0 Region 
3, Office of Director Ip, 16890 109 24X Flche 90-299,83/01/13, 

8301240046 


6301180061 Ack receipt of 821229 ltr Informing NRC of steps taken to 
correct violations noted In IE Imp Repts 90-295/82-20 b 
50-304/82-18 

NORELIUSiC E Division of Engineering b Technical Programs. 
83/01/14, REED.C. Commonwealth Edison Co 2pp 16833-199 24X 

Fieh#. 90-295, 83/01/14,8301100061 
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“ aaotIBOOtS R«»pondi to WRC B21303 Itr re violations notsd in IE Insp 
Rppis 90-29 5/8 S -SO tt 50-304/83-16 Cornet Ivt actions 
proctd'ura r •vlsadi tral nlng lacturvs ulll ba videotaped b 
need for accuratt racordkeap i ng discussed u/parsonnel 
DELOEOROE.L □ C omntotiuaa 1 th Edison Co 62/12/29 KEPPLER.J 0 
Ragion 3. Office of Director Bpp 11^633' libt 2-4X 
Fleha 50-299, 83/01/14. 8301160061- 


— 8301210248 Updated LER e2-04O/<?9X-l on 821025,04 fire pump taken 
out-of-ivc on 821018 still inoperable Redundancy provided 
via *yi water booster purops, diesel driven fire pump b sve 
(irater pumps Diesel driven fire pump tested once per uik 
NVKIEL, A Commonwealth Edison Co 83/01/13 Region 3. Office 
of Director Ip 16873 329 24X Flche 80-295,83/01/13, 

8301210234 


R. Periodic operating reports b related correspondence 


8301110958 Forutards morithly O'perating repts for Dec 1982 

ORAESSERtK L, Common wealth Edison Co 63/01/07 Director's 
Office. Office of Inspection and Enforcement ip 16741 337 24X 

Flche 50-295,83/01/07,8301110958 


—8301110561 Monthly operating repts for Dec 1982 

AUSTIN. 0 Commonwtalth Edison Co 63/01/07 i 1 pp 16741 330. 
24X Flche 90-295,83/01/07,8301110938. 


8301250592 Forwards revised LER 02-OO5/OiX-l 

CRAES&ER,KL Commonwea 1 th Ed 1 son Co 93/01/19 KEPPLER, J. 0 

Region 3, Office of Director Ip 16905 198 94X 

Flche 50-299, 83/01/19. 8301250592 


— 8301250998 Revised LER 02-OOS/OlX-l on 820226, dur i ng period of 810413 
through 810S0?, reactor coolant loop 0 flow channels operated 
w/47 flow reduction Caused by noiile cover left in steam 
generator hotleg during 1981 outage Channels reset 
VAL08, N A Commonwea i t h Edison Co 83/01/17 Region 3, Office 
of Director 3pp 16905 199 24X Flche 50-299,83/01/19, 

6301290972 


B301S50062 Forwards corrected page tO' Monthly Operating Rept for Dec 
1982 

QRAESSER.K L Comnonueal th Edi sun Co. 83/01/07 Director's 
Office, Office of Inspection and Enforcement, Ip 16895 304 24X 

Flche 50-279.03/01/07.8301250062. 


— 8301290066 Corrected page to Monthly Operating Rept for Dec 1962 

AUSTIN. 0 Commanuial th Edison Co. 83/01/07. Ip I689S 305 24 X 

Flche 50-279.83/01/07,8301290062 


V Operator Exacnl nat 1 one 


8212220443 Oenerlc Ltr 82-38 to all power reactor 1 1 censees. ap p 1 icants 
for OL, NSS b reactor vendori b AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 830211 re operator licensing Sve list end 
eiSENMUT, D 0 Olvislpn of Licensing 82/12/22 Consol Idatetf 
Edison Co of New York. Inc 12pp 16681 072 24X 

Flche, 50-000. 62/12/22, 6212220443 


8 Reportable occurrencesr LERs b related cor reipondence 


83D1070228 Forwards LER B2-046/03L-D 

ORAESEER, K L Commonwealth Edison Co. 62/12/23 KEPPLER, J 0 
Region 3, Office of Director Ip 16686:223 24X 

Fleha 50-295. 82/12/23,8301070228. 


— 6301070234 LER 82-046/03L-0 on 621203. while d 1 saes ambling discharge 
valve, cross t le valve between boric add transfer pumps lA b 
IB found leaking. Caused by valve normal end of Ufa, Repairs 
completed b pump lA returned to svc. 

DIMOOELI. B. L. Commonwealth Edison Co 82/12/23 Region 3, 
Office of Director. Ip 16686.224 24X Flche- 50-295. 82/12/23. 

8301070228 


B3D1O70112 Forwards LER eZ-047/03L-0 

ORAESSER.K. L Comnonuealth Edison Co 83/01/03 KEPPLER, J 0 
Region 3. Office of Director. Ip 166B7 246 24X 

Flche. 90-295, 03/01/03. 63010701 1 2. 


B301120078 Oenerlc Ltr 03-01 to power reactor licenseos b applicante 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
691231 for listed categories Svc list end 

EISENMUr.DO Division of Licensing B3/01/li Consolidated 

Edison Co of New York, Inc llpp 16893 243 24X 

Flche- 30-000, 83/01/11, 8301 120078 
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F Security, medical, emergency b fire protection plans 


830104D209 Forwards IE Insp Repts 50-259/82-38,50-260/82-38 b 
50-296/62-38 on 821101-04 No noncompliance noted 
LEWIB.R C Division of Project b Resident Programs 02/12/01 
PARRIS, H O, Tennessee Ualleij Authority 2pp 16638 178 24X 

Fiche 50-259, 82/12/01, 8301040209 


—8301070116 LER B2-047/03L-0. on B2120S,RCB loop C Indlcetlon changed 
suddenlyi de Ita temp pegged low b temp average pegged high 
Caused by RTD mechanism failure Spare RTD placed in ivc Part 
wilt be replaced during shutdown 

CHIN, R Y. Commonwealth Edison Co. 63/01/03 Region 3. Office 
of Director. Ip. I66B7 247 24X Flche: 90-299, 83/01/03, 

8301070112. 


8301180137 Forwards LER 82-049/03L-0 

ORAESSER.K L Commonwealth Edison Co. 83/01/10 KEPPLER, J 0. 
Region 3, Office of Director Zpp 16832: 123 24X 

Flche: SO-295. B3/0I/10, 8301160137. 


—6301180(43 LER B2-049/03L-0. on. 821226. hy frog eT> reconbiner failed to 
reach required temp Caused by failed power controller 
trenefarner.Hechenlim replaced. 

PETROHSKIiS, Commonwealth Edison Co 83/01/10 Region 3, 
Office of Director. 3pp. 16832:125 S4X Fiche 50-295.63/01/10, 
6301160137 


83012(0147 Forwards LER 82-04B/03L-0. 

ORAEGBER.K, L Commonwealth Edison Co 83/01/12 KEPPLER. J 0 
Region 3, Office of Director ip, 16874:314 24X 

Flche 90-29B, 83/01/12,8301210147. 


—8301210151 LER B2-048/03L— 0 on 821213, fa louier belt for ml seal 1 aneous 
vent stack monitor ORT-PRia AbB found broken. Caussd by 
normal and of Ufa Balt k dafactlva ralay in Instpumant 
fail alarm circuitry replacad. 

JAKUBAITIS, T, C Coimnonueat th Edison Co 83/01/(2 Region 3, 
of Director Ip 16874 3IS, 24X Fiche 50-295,83/01/12, 


S301210234 Forwards updated LER 82-040/99X-1 , 

CRAESSERiK. L Commonwealth Edison Co. 93/01/13. KEPPLER, J 0, 
Region 3, Office of Dirictor Ip. 16873:328. 24X 

Flche’ 50-295, 83/01/13,6301210234. 


—8301040218 IE Insp Repts 50-239/82-38,50-260/62-38 b 50-296/62-38 on 
621101-04 No noncomp 1 1 ance noted Major areas Inspected 
emergency preparedness exercise 

CLiNEfW E Division of Emergency Preparedness b Operational 
aupport 82/11/1? llpp 16630 180 24X Flche 50-299, 82/12/01, 

8301040209 


8212060349 Oeneric Ltr 62-33 to all licensees of operating reactors, 
applicants for OL b holdars of CPs re Suppl 1 to NUfiEO-0737. 
“Raquiraments for Emergency Response Capability " 

NURE0-a737.8uppl 1 b svc list and 

EraENHUTiD.O Division of Licensing 82/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 20S 24X 

Fiche. 50-000, 02/12/17, 0212060349 


8212220449 Oenerlc Ltr 33-39 to all reactor llcanseas,CP holders b 
applicants for CPs re problems w/submlttals of 10CFR73 21 
safeguards info for Jlcanslng review. Procedures re 
transmittal of Info outlined Svc list end 

EISENHUr,DO Division of Licensing 82/12/22 Consolldatod 
Edison Co of New York, Inc {3pp 16690 021 24X 

Fiche: 50-000, 82/ 12/22, 8212220445 


6301040310 Confirms 830105 enforcement meeting at site to discuso 
circumstances re 821216 unauthorliod entry into protected 
area b corrective actione Proposed meeting agenda end. 

□ 'REILLY, JP Region 2, Office of Director 62/12/23 PARRIS.HO. 
Tenneseet Valley Authority 3pp 16641 308 24X 

Fiche 90-299,82/12/23.6301040310 


8301110444 Forwards addl Info re 10CFR50 App R on post-fire safe 
shutdown capab 1 t ity, per 821026 request 

MILLS, L.M Tennessee Valley Authority 83/01/05 VASRALLO, D- B 
Operating Reactors Branch 2. I4pp 16743 185 24X 

Flche: 30-259, S3/O1/0S, 8301110444 


SOOlllOOSS Accepts changes In util 821019 ltr re Physical Security 
Flan.Ends to 82101? Itr withheld iref 1DCFR73 21>. 

VASSALLO, 0 B Operating Reactors Branch 2 63/01/06 PARRIfi, H 0 

Tennessee Valley Authority Ip 1A767’266 24X 

Flche’ 50-259, 63/01/06, 8301110088 
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8301100530 Releases public 
Imp 1 cmetitlng Procedure 
FEU TOM. J M Division of 
Hanageieent Branch Ip 
0301180530 


version of revised pages to Emergency Plan 

Rules and Records 03/01/13 Document 
16B37 314 24X Fi che 50-359,03/01/13. 


B3013S01S6 BummarlteS 821315 meeting u/utll.OE tc Atuood (t Herrlll in 
Atlanta,OA re util program to reduce R8IV leatage 
LEWIS, R C Division of Project t< Resident Programs 03/01/05 
PARRI8.H 0 Tennessee Valley Authority 4pp 16095 209 S4X 
Flche 50-259,03/01/05,0301350126 


— 8301180535 Foruiards public version of revised pages to Emergency Plan 
Implementing Procedure IP-1 

MILLS, L f1 Tennessee Valley Authority 03/Oi/O7 DENTOM, H R 

□frlce of Nuclear Reactor Regulation, Director Ip 16037 215 
34X Fiche 50-369,03/01/13,0301100530 


83011S0296 Forwards response to 031100 request for addl info re Tech 
Opec change request for single loop operation 
MILLSiL K Tennessee Valley Authority 83/01/06 DENTON, H R 
Office of Nuclear Reactor Regulation, Director S4pp 16774 101. 
34X Fiche 50-359,03/01/06,8301120296 


— 8301180539 Public version of revised pages to Emergency Plan 
Implementing Procedure IP-1 

e Tennessee Valley Authority 03/01/05 3pp 16637 216 24X 

Fiche 50-259,83/01/13,0301180530 


O Adjudicatory correspondence 


B301S30070 Order granting prospective Int ervenort, u ti 1 l< NRC 830111 
oral request for extension of time until 030119 to file 
statement ordered by ASLB 821022 order Good cause shown due 
to Inpendlng settlement 

SHOEHAKERiC J Atomic Safety and Licensing Appeal Panel 83/01/11 
Tennessee Valley Authority 2pp 16793 204 24X 

Fiche 50-259,03/01/11,8301130070 


0301190237 Motion for leave to wi thdraw petitions to intervene per end 
stipulation u/utll tt NRC 

PVLe.R B Affiliation Unknown PYLE.R B Pyle, R B 03/01/18 
Atomic Safety and Licensing Appeal Panel Ip 16846 292 24X 

FlchO 50-259,03/01/18,0301190237 


— 0301190247 Gtipulation that util will notify persons listed In Exhibit 
A of any util application to bul Id, operat e or modify sys to 
incinerate low level radwaste In States of AL,M9 or TN, until 
071231 Certificate of Svc end 

RAU60N, R J Hearing Branch 4 SANGER, H L Tennessee Valley 
Authority PYLE. R B Affiliation Unknown 03/01/16 Spp 
16846:293 24X Fiche 50-259,03/01/10,8301190237 


0301240146 Decision ALAD-71 1, approving ut 1 1, p at 1 1 loner t< NRC 
stipulation re notification of util application to build, 
operate or modify sys to incinerate low level radwaste 
Petitioner motion to withdraw intervention petition granted 
S)f8EHAKER<C J Atomic Safety and Licensing Appeal Panel 83/01/21. 
4pp 1 6891 340 24X Fiche 50-259,03/01/21,0301240146 


P Operating license stage documents correspondence 


8301040616 Forwards BALP repts for Jul 1980 - June 1901 Util conduct 
of nuclear activities shows proper concern for nuclear 
safety k is acceptable Areas of poor performance cited 
O'REILLY, J P Region 2, Office of Director 82/11/24 PARRIS.H, 0 
Tennessee Valley Authority 3pp 16667 302 24X 

Fiche 50-000,02/11/24,8301040616 


— BD01040690 Forwards 8ALP rept of util activities for Jul 1900 - June 
1981 Rept based on results of NRC 8ALP Board 811020 matting. 

LEWIS, R C, Division of Project h Resident Programs 02/06/20 
PARRISiH 0 Tennessee Valley Authority Spp 16667 305 24X 

Fiche. SO-ODO, 02/11/24, 8301040616, 


— B301040794 SALP Repts 50-259/82-13,50-260/02-13,50-296/82-13,50-327/82- 
18. 30-320/82-10, 50-390/02-26, 50-391/82-23, 50-438/82-23, 

50-439/82-25, 50-518/02-10, 50-519/82-09. 50-520/02-10, 50-521/ 

82-07. 30-553/82-02, 30-554/02-02, 50-566/02-03 St 30-567/82-03. 

LEWIS, R C Division of Project Ic Resident Programs. 82/00/20 
espp. 16667 307 24X FI eh s' 50-000, 02/1 1 /24, B30I040616. 


8212060356 Generic Ltr 82-30 to all 1 Ic ensees ■ appl leant! for OL & 
holders of CPs re filings concsrnlng 10CFR50 production St 
utilization facilities Current listing of branch assignments 
for nuclear reactor projects ;< svc list ene 1 

EISEllHUT, D 0 Division of Licensing, 82/12/28 Consolidated 
Edison Co of New York, Inc llpp 16068 001 24X 

Fiche 50-000,82/12/28,8212060336 


0301070364 Advises thet TMI Item II K 3.27, "Common Ref Level," 
complete for facility since commitment made to Incorporate 
Item into control room design review ti NRC previously 
approved existing configuration at interim measure 
VA5SALL0. D B Operating Raactors Branch 2 02/12/30 PARRIS, H.O. 

Tannetsea Valley Authority, 2pp 16690' 239 24X 

Fiche S0-2S9, 02/12/30,8301070364. 


0301110085 Forwards request for addl info re RETRAN hot channel 
critical power ratio calculatlonal mathodology submittad in 
TVA-TH 81-01. 

VASeALLO, OB Operating Reactors Branch 2 02/12/30. PARRIS, H.O. 

Tannestae Valley Authority Spp, 16776 198 24X 

FIchC' SO-239, 02/12/30, 8301110008 


8301110134 Generic Ltr 83-02 to all QNR licensees re NUREO-0737 
Tech Specs Requests response re deviations from end 
guidance 6 model Tech Specs within 90 degs of receipt of 
1 tr Svc list enc i 

EISENHUT, D G Division of Licensing 03/01/10 Commonwealth 
Edison Co i3pp 16068 156 24X Fi c ha 30-000. 03/01 /lO, 0301 1 10134 


8301190133 Forwards nonproprietary h proprietary versions of "Review 
of Licensees Resolution of Outstanding tssuas From NRC 
Equipment Environ Qualification SERs <F-11 & B-60>iVals 
1 it 2, " technical evaluation rept 

VASSALLOi D B Operating Raactors Branch 2 NRC-03-79-110 

03/01/11 PARRlSiH 0 Tennessee Valley Authority 3pp 16030 001 
24X Fiche 50-259,03/01/11,0301190133 


— 8301190130 0ER re environ qualification of safaty-relatid electric 
equipment 

» Operating Reactori Branch 2, 03/01/11. Spp 16038004 24X 

Fiche 50-259,03/01/11,6301190133 


--0200110129 Nonproprietary "Review of Licensee Riiolutlon of 
Outstanding Issues From NRC Equipment Environ Qualification 
SERs <F-11 & B-60>, " Voli 1 Cl 2, final technical evaluation 
rept 

CRANE, C J Franklin Ini ti tut e/Frank Un Rateareh Center 
NBC-03-79-i 18 TER-C3257-471 02/07/26 LE, B > aHEMANSKI.P NftC 

- No Detailed Affiliation Given 939pp 16043.102. 24X 

Fiche 50-259,03/01/11,0301190133 


8301100241 Forwards response to NRC 021115 request for addl Info ra 
NUREG-0737, Items I A 2 1 4 Ci 1 1 D 4 concerning 
qualifications of reactor operators t, training in mitigating 
core damage, supplementing util 820506 ltr 

MILLS, L M Tennessee Valley Authority 03/01/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16026 107 
24X Fiche 50-259,83/01/12,0301180241 


0301100248 Forwards Rev 2 to integreted schedule ti description of t, 
reason for changes per 020715 commitment Integrated tehedule 
process beneficial In implementing NRC-requ Ired mods 
MILLS, L M Tennessee Valley Authority 03/01/14 DENTONiH R 
Office of Nuclear Reactor Regulation, Director lOpp 16B26 054 
24X Fiche 50-259,83/01/14,0301180248 


6301210150 Forwards request for addl Info re inservlce pump Ci valve 
testing program, Response requested within 60 days 
VASSALLG. D D Operating Reactors Branch 2 03/01/17. PARRIS, H G 

Tennessea Valley Authority Spp 16685 334 24X 

Fiche 50-259, 83/01/17,0301210150 


0301250693 Summary of 621217 meeting w/OE St Hark 1 Owners Group in 
Bethe*<la,MO re suppression pool local to bulk temp 
difference analysis ti single vent lateral chugging load 
SIEGEL, B Operating Reactors Branch 2 83/01/16 Operating 

Reactors Branch 2 SSpp 1690 7 225. 24X Fiche 50-000.03/01/18. 

0301250693 


0301250109 Forwards response to 021230 request for addl info re 
TVA-TR01-O1, "BWfi Transient Analysis Model Utllliing RETRAN 
Program " Expeditious review requested as further delay will 
result in scheduler campl icat Ions for TVA 

HILLS, L M. Tennessee Valley Authority 83/01/20 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director i2pp 16895.235. 
24X Fiche' 50-259, 03/01/20, 0301290109, 


Q. Inspection reports, IE Bulletins It correspondence 


8301040616 Forwards BALP repts for Jul 1980 - June 1901, Util conduct 
of nuclear activities shows proper concern for nuclear 
safety t« Is acceptable Areas of poor performance cited 
O'REILLY, JP Region 2, Office of Director. 82/11/24. PARRI8,H,0. 
Tennessee Valley Authority. 3pp, 16667 302. 24X 

Fiche 50-000,62/11/24,0301040616. 


— 0301040690 Forwards BALP rept of util activltlas for Jul 1900 - June 
1901. Rept based on results of NRC BALP Board 011020 meeting. 
LENIS.R C, Division of Project b Resident Programs, 02/00/20, 
PARRIB'HO. Ttnntssie Valley Authority. Spp, ]6667!309, 24X 

Fiche ' 50-000, 82/11/24, 8301040616, 
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—8301040794 BALP 30-289/02-13, 50-2*0/32-13. 30-396/02-13. 3£)“3a7/02- 

ie> so-sae/aa-ia. 30-390/02-26. 30-391/02-23, 80-430/02-23, 

30-439/02-28, 80-310/02-10. 30-319/32-09, 50-820/02-10. 30-321/ 
82-07,50-633/02-02.50-334/02-02.30-366/02-03 fc 50-867/82-03. 

I.EI#IB, R.C. Dtvialon of Proj»ct t Program 82/03/20 

eSgp 16667-307 24X Flelit 80-000.02/11/24,8301040616. 


8301040209 Pot u aril f IE Infp Rapt* 80-259/02-38,80-260/02-38 6 
50-296/02-30 an 021101-04. Np nonconpl lanca npt*4 
CEMIS.R C. Dlviaion of Projacl 6 Rttldanl Program 82/12/01 
PARRIS, H 0 TanntKta Vi Hag Authoring 2pp 16630. 178 24K 

Ficha 80-239.02/12/01.0301040209 


—0301040218 IE Imp Rapti 50-239/02-38.80-260/02-38 ti 80-296/02-30 on 
021101-04. No noncompl lanca notad Nijor araaa Intpactad 
amarpancg p rapar adnata aaarclaa 

CLINE.M E. , HARSTONrR.R . JENK1N8.0 R. Dlviaion of Enargancg 
Praparadnaa I li Oparational Support. 82/11/19 11pp. 16638 100. 

24X Ftcha 50-289.82/12/01.8301040209 


8301040994 Ack racalpb of 021119 Itr Informing NRC of itapa tak an to 
corract viola t lent notad In IE Intp Rapta 30-289/82-27. 
50-260/82-27 Ic 50-296/82-27 

LEWIS. R C. Dlviaion of Projact 6 Ratldaiat Prograeia 82/12/02. 
PARRIS, H.O. Tannaiaaa Vallag Authority Ip 16644.008 24X 

Ficha 50-259.82/12/02.0301040894 


—8301040603 Ritponda to NRC 82092? itr ra vtolationi notad in IE Imp 
Rapta 50-289/02-27,30-260/82-27 I, 30-296/02-27. Cqrractiva 
actlontrganaral taployaa training program tr ttd practlca BF 
4.8 ravltai 821001. Ratrainlng will ba complatad 6g 830131. 
MILLS.L.M. Tannaaaaa Val lag Authority 82/11/13 O'REILLV.JP 
Raglon 2. Off tea of Olractar 9pp. 16644.009. 24X 

Ficha 50-239,82/12/02.0301040894 


—3301040611 Foruardt IE Intp Raptt 90-289/82-27.80-260/82-27 ti 
S0-296/B2-27 on 020330-0903 ti notica of violation. 

LEWIS. R C Dlviaion of Projaet 6 Ratidant Program 02/09/29 
PARRIS. H.0 rannataaa Vallag Authority 2pp 16644:010 24X 

Ficha - 50-289. 82/12/02. B301040S94 


— 0301040621 Notica of violation from Intp on 92CB30-0903, 

a Divitlon of Projtct Ii Rttldant Programt. 82/09/27 3pp 
16644:020. 24X Ficha- 80-289, 82/12/02.0301040594 


—0301040639 IE Imp Rapta 50-259/02-27,80-260/02-27 6 80-296/02-27 on 
820030-0903. None pop I linca notad. fai lura to follow procadurat 
for gtnaral ajiplogaa training, fai lura to train craftiman In 
OA program I. failure to parform In-dapth training audit 
SKINNER, P. H. . LIPRIOMT. C. M Dlviaion of Engintarlng h Tachnical 
Programa. 82/09/24 7pp. 16644:023. 24X Ficha 80-289.82/12/02, 

8301040594 


301040273 Confirm 821124.1201 It 02 talcona attanding raiponta 
daadllna to 821210 & 830112 for IE Bullatln 02-03, "Stratt 
Corrotlon Cracking in Thick Wall.Largt Olaiaatar. Btalnlat » 
Staal.Racirculatlan Sga Piping at BWR Ptania " 

KILLS. L M. Tannataaa Vail ay Authority 02/12/03. O'REILLY, J. P 
Raglan 2. Offica of Diractor. Ip. 16633:342 34X 

F 1 c h a - 30-2 59, 02 / 1 2/03. 030 1 04027 5 . 


8301100050 Ratpondt to FOIA rayuatt for 12 catagoriat of documonts re 
fact litlaa. Raptt ra MARCH coda nay ba purchatad from NTIS 
Foruarda docunantt llitad In App A Search for ttons 3. 6. 7. 9. 

1 1 Si 12 idantlflad in raquait continuing 

FELTON. J M Dlviaion of Rula* and Racorda 82/12/07 HIATT, 8 L 

Ohio Cltltant for Reipontlblt Energy Spp 16754 003 24X 

Ficha 90-000, 82/ 1 2/07. 030 1100050 


— 8301100059 Advltat that Intp of licantea ratponaet to IE Bullatln 
78-03 par IE Manual Chaptar 92703 conipletad aa docunanted 
In llttad IE Intp rapta. in ratponie to 780S23 rayuott 
LQNO.F J Raglon 2. Atlanta. Raactor Oparatlont Nuclear Support 
Branch 78/10/13 WOODRUFF. R, M Office of Intpactionh 
Enforcanant. Offica of tha Director tp 16754 230 24X 

Ficha 50-000,82/12/07,0301100050 


—0301100064 Advitta that action on IE Dullatln 78-03, "Potential 
Ecplotlva Oat fflxtura Accunulationt Aaiociatad U/DUR Offgai 
Syt Oparatl ont. ” conplated, Inc ludlng revl ewi of llcentoa 
raapontti Sc offgat tyt Suiraiarlet of offgaa tya and 
JORDAN. E k. Office of Inspection St Enforcement. Office of the 
Diractor 70/11/2? ORIHE0. B K Attlitant Olroctor for Englneeri 
Sc Projacta (Pra 790628 ) 37pp. 16734 240 24X 

FI c b a - 50-00 0. 82 / 1 2/07. 030 1 1 00080 


— 8301 100127 Forward t ratponia to IE Dullatln 70-03, "Potential Eaplotiv 
Oat Mlitura Accunulat lont Attoclatad W/BUR Offgas Syt 
Dperatlont. " par NRC 780210 Itr Plant dtsign changes 
unnactisary 

OILLELAND.J E Tennaisee Valley Authority 78/03/29 
0 'REILLY. J. P Region 2. Atlanta. Office of the Director Spp* 
16754-316. 24X Ficha 80-000.82/12/07,8301100050 


8301040298 Forwardt ratponta to IE Dullatln 02-03. Items 4a. 4b Si 4c, 
"Stress Corrosion Cracking In Thick Wall, Large Diameter. 

Stainless Steal. Rec Irculstion Syt Piping at BWR Plants " 
Twanty-savan recirculation syt ueldt axamlned 

KAHKER.D.B Tannattaa Vat ley Authorl ty 82/12/09 O'REILLV.JP 
Raglon 2. arfUt of Director 4pp 16638 349 24X 

Ficha 50-259,03/12/09,8301040390 


8301040356 CoRunandt plant parsonnal for actions taken during loss of 
secondary contalnnant rap or ted in LER 50-259/82-93 Si 
dltcustad In IE Intp Rapts 50-259/82-23,90-260/02-23 Si 
50-296/82-23 

O'REILLV.JP Region 2. Offica of Diractor 82/12/09 PARRIB.H 0 
Tannassaa Valley Authority 2pp 16640 196. 24X 

Ficha 50-259.02/12/09.8301040386 


B3013S0S4S Forwardt IE Intp Repti 50-259/82-41,50-260/82-41 fc 
S0-296/B2-41 on 921026-1 129. No noncomp 1 lane a notad 
VERRELLI.D K Division of Project S. Ratidant Programs 02/12/14 
PARRIB.H 0 Tannattaa Valley Authority 2pp 16905 316 24X 

Ficha. 50-259. 82/12/14,8301250340 


“0301280533 IE Intp Riptt 50-239/82-41,50-260/02-41 Si 50-296/89-41 nii 
021026-1129 No noncomp 1 lancr noted Major araaa Inipectad' 
operational tafaty. plant phyiical protac t Ion. lurvei 1 lance 
taitlpgi ma 1 nt. ROt Si tmargency drill 

PAULK.O.L 1 CANTRELL.F B Divitlon of Project 6 Resident Program 
02/12/13. 7pp 16905-310 24X Ficha 90-259,02/12/14,8301250540 


8301040498 Ack receipt of 021110 Itr (nformlng NRC of steps taken to 
correct violations noted In IE Intp Raptt 30-299/82-34. 

80-260/82-34 ti 30-296/02-34. 

LCWI3.R C Division of Project I. Raaidant Programs. 82/12/06 
PARRIS. H.O. Tannatsaa Valley Authority. ip. 16643:881. 24X 

Ficha • 30-239, 82/12/06, 8301040490 


8301040062 Oltcuttat IE Imp on 021025 8i forwardt notica of violation 6 
notice of propoted imposition of civil penalty 

□ 'REILLY, J.P, Raglon 2, Offica of Director 02/12/17 PARRIB.H. S 

Tannattaa Valley Authority App 16655 306 24X 

Ficha. 80-259. 02/12/17,8301040062 


‘8301040512 Ratpondt to NRC B21007 Itr ra violations noted In IE Intp 
Raptt 30-259/02-34,80-260/02-34 ti 90-296/02-34. Corrective 
actlont-LER of 020909 avant ra HPCI eendaniate header Jew 
level iwltchat rtvlitd 

KILLS. L H Tannatsta Vality Authority. 02/11/10. O'REILLY. J P 
Raglon 2. Offica of Director. App. 16643 292. 24X 

Fieht • 90-289, 82/12/06, 0301040490. 


— 8301040930 Forwards IE Intp Raptt 90-289/88-34,80-260/02-34 St 
80-296/82-34 an 6S0826-0928. notice of violation It notice 
of deviation. 


LEWIS, R.C. Division of Project I, Ratidant Program. 82/10/07. 
PARRIS, H 0, Tinnatatt Valley Authority, 2pp. 16643.238 24X 

Ficha, 90-289, 82/12/06, 8301040498 


— 8301040341 Notica of violation from Intp on 820826-0988, 

• Divitlon of Project Si Ratidant Programt 02/10/07, 3pp. 
16643:260. S4X Ficha; 80-289, 82/12/06, 0301040498. 


— 8301040068 Notice of violation t> notica of propoted Impotition of civil 
penalty In amount of 43, 128. Noncomp 1 lance noted failure 
to atcartain that sealing gatkatt Si cloture of shipment 
packages war# free from defects, 

O'REILLY, J P Raglon 2, Office of Director 82/12/17 2pp 
16699.310. 24X Ficha 90-259,08/12/17,8301040062 


8200190269 IE Info Notice 82-51, "Overaicpoturas in PUR Cavltiaa. " Bve 
list and. 

DEYOUNO.R C Director's Offica, Offica of Inspection and 

Enforcament 02/12/21 Consol Idatad Edison Co of New York, Inc 

llipp, 16609-239. 24X Ficha. 90-000, 82/12/21,0200190269 


8212060351 IE Info Notice 82-92, "Equipment Environ Qualification 
Tatting Eeptrltnce - Updating of fast Bummarlai Previously 
Pub 1 i ahad In IE Info Notica 01-29." Sve Hit and 
JORDAN, E. L Dlviaion of Englnaarlng Ii Quality Atsuranca (Pro 
030103) 02/12/21 Contolldatad Edison Co of Nau York, Inc 

HSpp. 16681:080. 24X Ficha 80-000. 02/1 2/2 1 , 82 1 20603 5 1 . 


-0301040869 IE Intp flapti 90-899/02-34,50-260/02-34 V 80-296/02-34 on 
820826-0929. Noncomp tie net noted. Tach Spac rayulrsmant ra 
HPCI condantata baadar low laval twitch not mat. 

CHASE, J. H , PAVLK.O.L., CANTRELL, F. 8. Division of Project ti 
Ratidant Program. 82/10/04 9pp. 16643:264. 24X 

Ficha: 80-299, 82/12/06, 0301040498. 


8212060390 IE Info Notica 82-53, "Main Trantformar Fallurat at North 
Anna Nuclear Power Station '' Sve list and. 

JOROAN.E L, Dlviaion of Engineering t, Quality Atsuranca (Pre 
830103). 82/12/22. Contolldatad Ed lion Co of Nau York, Inc 

114pp 16758:017 24X Flcht. 80-000, 82/12/22. B21 8060380. 
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BSO?190275 l£ Info Notica 82-S4. "Uesti nghouse NaPD R«lay Failures in 
Reactor Protection Sgs " Sve list end 

JORDANi E L Division of Engineering & Quality Assurance (Pre 
830103) S2/12/S7 Consol 1 dat ed Edison Co of Neu Yort< Inc 

llOpp 1A962 13? S4X Flche 50-000. e2/12/27< S20B170S79 


8208170373 IE Info Notice B2-55, “Seismic Qualification of Mestlnghouse 
AR Relay U/Lateh Attachments Used in Nestinghouse Solid 
8tate Protection Sys “ Svc list end 

JORDAN. E L Division of Engineering fc Quality Assurance (Pre 
830103) S2/1S/2B Consolidated Edison Co of Neu York. Inc 

109pp li068 014 34X Fithe 50-000.02/12/23.8200190273 


02120A0354 IE Info Notice B2-SA. "Robertshaie Thermostatic Flow Control 
Valves " 8vc list epcl 

JORDAN. E L Division of Engineering J< Quality Assurance (Pro 
830103) 02/12/30 Consolidated Edison Co of Neie York, Inc 

lllpp 16758 137 24X Fiche 50-000.82/12/30.0212060354 


8301SS0611 Ack receipt of 821206 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-239/82-26. 
50-260/82-26 fc 50-296/82-26 

LEWIS. R C Division of Project t< Resident Programs 83/01/03. 
PARRtS.H 0 Tennessee Valley Authority ip 16904.340 24X 

Flche 30-259.03/01/03.8301250611 


— 8301230629 Responds to NRC 821103 Itr re violations noted In IE Insp 
Repts 50-259/82-26.30-260/82-26 t< S0-296 / 82-S6 Corrective 
actions 8td Practice BF 7 9. control of solid raduaste 
package-drum (< botes, approved & Implemented on 821029 
KILL8.L H Tennessee Valley Authority 62/12/06 □'REILLY. J P, 
Region 2. Offico of Director 4pp 16904 341 24X 

Flche 50-239.83/01/05. 8301250611, 


— 8301250634 Forwards IE Insp Repts 50-259/82-26.50-260/82-26 J. 
50-296/82-26 on 620825 S. notice of violation 
O'REILLY.J P Region 2, Offico of Director 82/11/03 
PARRI8.H 0 Tennessee Volley Authority 3pp 16904 345 24X 

Flche 50-239.83/01/05.8301250611 


— B3012S0638 Notice of violation from insp on 820823 

t Region 2, Office of Director 82/11/03 2pp t6904'348 24X 

Flche 50-239.83/01/03.8301250611 


—8301230648 IE Insp Repts 50-259/82-26.50-260/02-26 It 50-296/82-26 on 
820825 Noncompliance noted licensee shipment of radioactive 
matl for burial u/o proper markings on right wooden 
c ontalners 

COLLINS. T R . DARR.K P Division of Engineering it Technical 
Programs. 82/09/14 Spp 16904 350 24X Fiche 50-259.83/01/05, 

8301250611 


O3D1H0196 EN-83-003 on 8301 13. no tics of violation 8< proposed 
Imposition of civil penalty In amount of 440.000 to be 
Issued Action based on failure to control access Into 
protected area h unauthorlid entry resulting from failure 
ROSANOi R Director's Office. Office of Inspection and Enforcement 
83/01/10 ip 16006 226 24X Fiche, 30-296. 03/Oi/lO, 0301 140196, 


8301250212 Ack receipt of 821229 Ur informing NRC of steps taken to 
correct violations noted in IE tnip Repts 30-259/82-24. 
50-260/82-24 «t 30-296/82-24 

LEUI8.R C Division of Project 1. Resident Programs 03/01/12 
PARRIS, H.0 Tennessee Valley Authority ip. 16096 219 24X 

Flche* 30-259, 03/01/12,0301250212 


— 03OI2SD224 Responds to NRC 620921 Ur re violations noted in IE Insp 
Repts 50-259/02-24,50-260/82-24 ti 50-296/82-24 Corrective 
actlo'ns. operators directed to follow instructions of 81-2 
for recirculation pump speed documentation 

kills. L H Tennessee Valley Authority 82/12/29. 0 'REILLY, J. P. 

Region 2, Office of Director 3pp 16896 220 24X 

Flche 50-259, 83/01/12. 8301230212, 


R Periodic operating reports t< related correspondence 


8301270234 Forwards Monthly aperating Repts for Nov 1982 

JQNES.O T Tennessee Valley Authority. 82/12/08. Division of 
Date Automation & Management Information Ip 16933.286 24X 

FI Che. SO-239. 02/12/08. 8301270234 


— B30127025B Monthly Operating Rapts for Nov 1982 

TMROM.T Tennessee Valley Authority 82/12/01 39pp 16933*287. 
24X Flche' 50-259. 82/12/08, 0301270234. 


8 Reportable occurrences. LERs h related correspondence 


B301030057 Forwards LER 02-O56/O3L-O. 

eREEM.H.J, Tennessee Valley Authority 82/12/22 O'REILLY, J P 
Region S. Office of Director Ip 16615 030 24X 

Fle)ie. 50-296. 82/12/22, 03O1O3OOS7 


—8301030065 LER 82-036/03L-0 on 821 128. part 1 culate c)>ann»l on 3-90-256 
dryuell CAM went downscale due to moisture in sample 
chamber Caused by accumulation of condensation in sample 
chamber of NMC Model AM-33IF CAM Q-rlngs replaced 
THORPE, D Tennessee Valley Authority 82/12/22 Region 2. 
Office of Director 2p p 16615 031 24X Flche 50-296.62/12/22, 

8301030037 


8301030122 Forwards LER e2-055/03L-0 

QREEN.H J Tennessee Valley Authority 82/12/22 O'REILLY. JP 
Region 2. Office of Director Ip 16614 130 24X 

Fiche 50-296.82/12/22,8301030122 


—0301030126 LER 02-O5S/O3L-O on 02U34, while performing Surveillance 
Insp 4 2 B-6? (reactor high pressure) pressure switch 
P8-3-204D had setpoint above Tech Spec trip level Caused by 
callbr drift Pressure switch recallbr 6 returned to svc 
IRBY. B J Tennessee Valley Authority 82/12/22 Region 2. 
Office of Director 2pp 16614 131 24X Fic)ie 50-296.82/12/22, 

8301030122 


8301030203 Forwards LER 02-O57/O3L-O 

OREEN, H J Tennessee Valley Authority. 82/12/23 O'REILLY. JP 
Region 2. Office of Director Ip 16618 035 24X 

Flche 50-296.82/12/23.8301030203 


—8301030204 LER 82-057/03L-0 on 621 128. turbine reactor tone CAM 
3-RM-90-2SO became inoperable twice due to condensation in 
particulate ti iodine sample chambers Particulate SC-2B (< 

Iodine detectors 0C-2-1S replaced 

THORPE, D Tennessee Valley Authority. 02/12/23 Replan 2. 
Office of Director 2pp 16618 036 24X Flche 30-296.62/12/23, 

8301030203 


8301060314 Forwards LER 02-O61/O3L-O 

QREEN.H J Tennessee Valley Authority 82/12/28 O'REILLY.J P 
Region 2. Office ef Director Ip 16678 235 24X 

Flche 50-396.02/12/20.8301060314 


—8301060324 LER e2-061/03L-0, on 021203. dr y we 1 1 atmosphere CAM RH 
3-90-256 inoperable due to moisture damaged particulate 
detector Caused by accumulation ef condensation in sample 
chamber of CAM due to leakage past Q-rings 

THORPE, D A Tennessee Valley Authority 82/12/20 Region 2. 
Office of Director Ip 16678 236 24X Flche 50-296.83/12/28. 

0301060314 


8301060396 Notifies ef NPDES noncompliance on 621 123. sewage treatment 
plant effluent grab sample collected 821116 exceeded 
limitation of 45 mg/L Caused by lys overload due to 
excessive & surging flow Design changes being reviewed 
EL-ASHRV, M T Tennessee Valley Authority 62/12/30 MARLAR.J 
Environmental Protection Agency ip 16676.226 24X 

Fiche 50-259,02/12/30,8301060396 


8301170452 Forwards LER 82-062/03L-0 

QREEN.H J Tennessee Valley Authority 83/01/07 O'REILLY.J P 
Region 2, Office of Director tp 16815 144 24X 

Fiche' 50-296, 03/01/07. 0301170452 


— 0301170460 LER B3-062/03L-0 on 82121 1. during rod pattern adjustment, 
calculated R factor less than R factor used to set average 
power range monitor scram rod blocks Caused by control rod 
pattern adjustment in nenequl 1 ihr lum Xenon conditions 
NHITSON. D Tennessee Valley Authority 83/01/07 Region 2. 
Office of Director 2pp. 16815 145. 24X Flche 50-296.83/01/07, 

8301 1 70452 


8301200251 Forwards LER e2-064/03L-0 

OREEN. H J Tennessee Valley Authority 83/01/12 O'REILLY.J P. 
Region 2. Office of Director Ip 16065,087 24X 

Flche 50-296,83/01/12,8301200251 


— 8301200260 LER a2-064/03L-0 on 821215. Inlet sample hoie of turbine tr 
reactor son# exhaust CAM found diseonnecttd Cause unknown, 

Bample hose reconnected Event under investigation, 

THORPE. D. Tennessee Valley Authority. 03/Oi/i2 Region 2. 
Office of Director 2pp. 16865:088 24X Flcha 50-296,03/01/12. 

8301200251 


8301210017 Forwards LER 82-063/03L-0 

OREEN, H J Tennessse Valley Authority. 03/01/12. O'REILLY. J, P. 
Region 2. Office of Director Ip 1687S'004. 24X 

Flche, 50-296, 03/01/12, 0301210017 


— 0301210030 LER 02-O63/O3L-O* on 821213. during normal operation. turbine 
>< reactor lone exhaust continuous air monitor bscamt 
inoperable Caused by blown fuse Monitor out of sve for 24 h 
Fuse replaced 

THORPE, D Tennessee Valley Authority 83/01/12 Region 2. 
Office of Director 2pp 16B75 005. 24X Fiche 50-296,03/01/12, 

0301210017 
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8301210163 Foruardi LER 83-06S/03L-0 

OneeN.HIJ T*nn«i»*a V.all«v Author l tv 83/01/14 O'REILLY. JP 
Raglan S. Offica of 01 factor Ip 16B74 299. 24X 

FlcAa »0-29A> 63/01/14. 8301210183 


— 8301210191 LER B2-06S/03L-C> On 831218. u/d 1 1 otl ganoratof 36 inoparabla 
du> to battarg tasting. contra I poutr off alarm recalvad for 
dletil ganarator 3C Distal ganarator 3C daclarad Inoparablt 
b ahutdoun inltlatad Cauaad by fal i ad coll In rrlay flYR 
CHRIETOPHER. U Tannatfad Vallay Authority 83/01/14 fiagion 3. 
Off tea of Diraetof 2pp 16374 300 24)C Flchd 50-296.63/01/14. 

6301210163 


6301260460 Foruards LER B2-066/03L-0 

OREEN.K J Tannatsaa Val lay Authority B3/01/19 O'REILLV. J P 
Raglon 2. Offica of Diractor Ip J69I1 163 24X 

Flcha 50-296,83/01/19,6301260480 


— S301260485 LER 02-O66/O3L-O on 631221 . d iscovarad Rar 1962 charcoal 
taffipla from control room aaiargancy vantllatlon tys had loio 
mathyl lodina ramovat afflciancy Cauia untnoun Propar tray 
flltar raplacamant not performtd dua to partonnal arror 
HORKINi K K Tannaasaa Vallay Authority S3/01/1? Raglan 2. 
Offica of Diractor 2pp. 16911 184 24X Flcha 30-296.83/01/19, 

8301260480 


"6301070611 Foruiardf public vartion of ravlsed amargancy plan 
taiplafflsntlng procaduras U/o and 

PILANT. J 41 Mahraslia Public Pouar District 02/li/19 
COLLINS.J T Raglon 4. Offica of Diractor Ip 16740 329 24X 

Flcha S0-29B. 83/01/03. 9301070609 


6301 160139 Advltai that temporary sacurlty maatvrat spacifiad in 
Attachment H of Safeguards Plan.Vol l.Rav 2iiiilll be 
oitandad until approx Apr 1983. dua to delayed completion of 
const of eraargency operations facility 

PILAI4T.JK Nafaratlia Public Pouer District 63/01/14 
VASBALLOi 0 8 Operating Reactors Branch 2 ip 16632 112 24X 

Flcha 30-296.63/01/14.6301160129 


0301240092 Foruards IE Insp Rapt 30-290/62-35 on 821129-1230 it notice 
of violation Notice of violation ulthhald (ref 10CFR73 21) 

HADSEN.O L Dlvlilon of Resident. Reactor Project & Engineering 
Programs 03/01/19 PILANT. J (1 Nebraska Public Pouer District 
2pp 16890.317 24X Flche' 30-298. 83/01/19. 8301240092 


— 6301240096 IE Insp Rept 50-298/82-33 on 621189-1230 Noncomplianca 
noted lafaguards info ra access control Details uithhatd 
(raf 10CFR73 21) 

EVAN8.C A . KELLY. J A F. Region 4, Office of Director 62/12/28 
Ip 16890 319 24X Fiche 50-298,83/01/19,8301240092 


V Operator Examinations 


J Insurance i> Indamnity information 


6212220443 Oanaric Ltr 62-38 to all pouar reactor 1 Ictnaaea. epp 1 Icants 
for 0L.N8S b rssetor vtndors k AEs ra matting to dltcuis 
recent developments for licensing axams Advises that eiaatlng 
will be held on 830211 ra operator licensing 6vc list anc 1 
EISENHUT.D O Division of Llcinsing 82/12/22 Consolidatad 
Edison Co of Ntu York. Inc. 12pp. 16681 072 24X 

Fiche 50-000, 82/ 1 2/22. 821 22204 4 3 


8301120078 Oanarlc Ltr 83-01 to pouar reactor llcansaas 1. applicants 
for OL ra operator licensing exam site visl t, Rayuasts 
tchadula rs exam requests axpactad for submittal prior to 
851231 for listed categor lad. Sve list and 

EieCNHUT.D 0 Division of Licensing 83/01/11 Consolidated 
Edison Co of Nau York, Inc llpp 16693:243 24X 

Fiche 50-000.63/01/11,8301120078 


8301170381 Forwards Endoriemant 3 to MAELU Cartlficate K-41 b 
Endersamenfe 4 to NELIA Certificate N-41. 

PILANT. JH Nebraska Public Pouar District 83/01/10 Office of 
Nuclear Reactor Regulation. Director 3pp 16810 011 24X 

Fiche 50-296. 83/01/10.8301170381. 


8301180403 Foruards Endorsament 57 to NELIA Policy NF-200 b Endorsement 
45 to MAELU Policy MF-70 

PILANT. JH Nebraska Public Pouar District. 63/01/10 Office of 
Nudtar Reactor Regulation. Director 3pp 16824 151 24X 

Fiche 50-298.03/01/10.0301180403 


P Operating license stags documents b correspondence 


6301030229 Application for amand to License DPR-46 changing Tech Specs. 
"Safety Relief Velvc CS/RV) Lou-Lou Set ILLS) Sys b Louer 

DOCKET 50-298 COOPER NUCLEAR STATION MSIV Natsr Level Trip " End withheld (ref 10CFR2 790) 

PILANT. JH Nebraska Public Power District. 62/12/17 

F Security, medical, emergency b fire protection plans VASSALLO.O R Operating Reactors Branch 2 3pp 16616 326 24X 

Fiche 50-298,82/12/17,8301030229 


101050057 Forwards draft 9ER on App R exemption rsqirast for review of 
technical content accuracy Response ra necessary corrections 
raquastsd ulthln 1 uk Raquastad appeal meatlng achedulad for 
Jan 1903 

JASSALLO, D 0. Operating Reactors Branch 2 82/12/14 PILANT. J H 

Mabraske Public Power Otatrlct SIpp 16681 036 24X 

FI Che. 50-298, 82/12/14, B3010500S7. 


J212060349 Oencrlc Ltr 82-33 to all licensees of operating reactors, 
applicants for OL b holders of CPs re SuppI 1 to NUflEO-0737. 
"Raquirsnents for Emergency flasponse Capability ■' 

NUREO-0737, Suppl 1 b sve list and 

EI8ENHUT.D 0 Division of Llcanaing 82/12/17 Conaolidated 
Edison Co of Nsu York. Inc, 77pp. 16661 208 24X 

Flcha; 50-000, 82/12/17.8212060349 


6212220445 Otnaric Ltr 82-3? to ell reactor licansaaa.CP boldera b 
applicants for CPs rt problems u/submlttals of 10CFR73 21 
safeguards Info for licensing r evleu. Procad uras ra 
transmittal of info outlined Bve list end. 

EtSENHUT.O 0 Division of Licensing 62/12/22. Consolidated 
Edison Co of New York, Inc 13pp. 16690.021. 24X 

Flcha 50-000, 02/18/22,8212220445 


01040270 Forwards util ratponsa to NRC prsl Inlnary pecommanda tlons 
rs requaated asanptlons from App R. Section III 0. 

PILANT. U M Nebraska Public Power District. 82/12/29. 

VASSALLO. OB. Oparatlng Reactors Branch 8 2pp 16639 014. 24X 

FIchti 50-298. 82/12/29. 8301O40S70. 


--B301040277 "Cooper Nuclear Station 10CFR50, App R Buppltmentar y Info 
Rapt to Vo Is 1 b 11 Submlttod to NRC 820628 '■ 

• Nebraska public Power District. 02/12/31. 66pp. 16639.016 

24X Flcho 50-298,82/12/29,6301040270. 


6301070609 Relaesat public version of revised emergency plan 
Implementing procedures. 

FELTON, 3 M Division of Rules and Records 83/01/03 Docum.ent 
Nanageraent Branch ip. 16740 328, 24X Fi che: 50-298, 83/01/03, 

8301070609, 


8301050270 Forwards SER b proprietary b nonpropr letar y "Review of 
Llcenstes Resolution of Outstanding Issues From NRC 
Equipment Environ QueLlf icetlon SERs (F— 11 b fi-60) *' 

Proprietary version withheld 

VASSALLO.O. E Operating Reactors Branch 2 62/12/20 PILANT. J H 

Nebraska Public Power District 3pp 16656 OOi. 24X 
Flcha; 50-890. 62/13/20. 0301050270 


— 8212010028 Nonproprietary "Rtvltw of Liesnteas Resolution of 
Outstanding Issues From NRC Equipment Environ Qualification 
&ERa (F-li b B-60), Cooper Nuclear Station." Vole 1 b 2, 
technical evaluation rapt 

TOHAN.O Franklin Institute/Franklin Research Centar 
NnC-03-79-1 18 TER-C5237-SOO 82/11/24 8HEMANSKI.P. NRC - No 
Detailed Affiliation Olven 1.232pp 16656009 24X 

Fiche 50-298,82/12/20,8301050270 


— B3010S0293 Safety evaluation re environ qualification of saft ty— related 
electric equipment Licensee must provide plans for 
qualification or rsplecament of unqualified equipment b 
schedule for proposed corrective action. 

SHEHANSKIiP Equipment Quail flcatlon Branch. 82/12/20 5pp. 

16656 004 24X Flch* 50-296.82/12/20,8301050270. 


8212060356 Generic Ltr 62-30 to all 1 Icenseas . app 1 Icants for DL b 
holders of CPs ra filings concerning 10CFR90 production b 
utillxatlon facilities Currant listing of branch assignments 
for nuclear reactor projects b tve list encl. 

EISEMMVT, D 0 Division of Licensing 82/12/28 Consolidatod 
Edison Co of New York. Inc llpp 16866.001, 24X 

Flcha 50-000. 82/12/28, 8212060356 


6301040197 Forwards 830101 commitment to respond to remaining criteria 
of NUAEO-0737, Item 11 B 3, "Post-Accident Sampling 8yt. " 

PILANT, JN Nebraska Public Power District. 82/12/26. 

VASBALLO. D B Operating Reactors Branch 2 4p0 16638 221 24X 

Flcha 90-298,62/12/28,8301040197 
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930 11 10 I 34 8en«rlc Ltr 83-02 to « 1 1 BUR liceniif* rc NUREO-0737 
Toch Spacs Rv^uestf responso i*b deviations from end 
guidance t< model Tech Specs within 90 days of receipt of 
ltr Svc list end 

EIBENHUTiD 0 Oivlslon of Licensing 83/01/10 Commonsiea 1 th 

Edison Co 13pp 16868 19B 24XFlcho 90-000,83/01/10.8301110134 


8301140376 Informs that rcg ional i lation program calls for transfer of 
licensing activities for six addl Region 4 licensees to 
region In FVSS Reactor operator licensing function uplll be 
transferred to Region 4 in FYS4 

COLLINS. J T Region 4. Office of Director 83/01/11 PILANT. J H 
Nabrasta Public Power District 2pp 16807 287 24X 

Fiche 50-298.83/01/11.8301140376 


8301210123 Provides addl info re seismic evaluation performed for 
purge valves t. ability of motor operators to function given 
concurrent seismic 6 dynamic loads, per 621184 telcon 
PtLANTiJH Nabrasta Public Power District 83/01/14 
VA8BALL0. D B Operating Reactors Branch 2 2pp 16877 076 24X 

Fiche. 30-298. 83/01/14, 8301210123 


0301840098 Identifies proprietary portions of technical evaluation 
repts re safety evaluation for environ gual if Ication of 
safety-related electrical equipment, per NRC 821220 ltr 
PILANT.t/ri Nebraska Public Power District 83/01/17 
VASSALLO. D B Operating Reactors Branch 2 3pp 16892 010 24X 

Fiche 90-298.83/01/17.8301240098 


8301290693 Summary of 821217 meeting w/OE t. Mark I Owners Oroup In 
Bithesda.KD re suppression pool local to bulk temp 
difference analysis & single vent lateral chugging load 
SIEOEL. B Operating Reactors Branch 2 83/01/18 Operating 

Reactors Branch 2. S9pp 16907 223 24X Fiche 50-000.83/01/18. 

8301280693 


0 Inspection reports. IE Bulletins & correspondence 


Q3012S0108 Forwards preliminary results of investigation t. subsequent 
evaluation conducted on use of commercial grade Agastat 
relays in safety-related locatl one. per NRC 820908-10 insp of 
OA program 

UILLIANS. F E Nebraska Public Power District 82/09/28 

COLLINS, JT Region 4. Office of Director 4pp 1 6896 001 24X 

Fiche 80-298.82/09/28,8301250108 


8301100090 Responds to FOIA request for 12 categories of document* re 
facilities Repts rc MARCH code may be purchased from NTIS 
Forwards documents listed in App A Search for Items 3. 6, 7. 9. 

I i t( 12 identified in request continuing 

FELTON. >1 M Division of Rules and Records 02/12/07 HIATT. 8.L 
□hlo Cit liens for Responsible Energy. 5pp 16794 003 24X 

Fiche 30-000.82/12/07,6301100050 


— 8301100064 Advises that action on IE Bulletin 70-03, "Potential 
Eiploslvc Gas Mixture Accumulations Associated M/BNR Offgas 
8ys Operations." completed, including reviews of licensee 
responsci t< offgas sys Summaries of offgas sys end 
JORDAN. E L Office of Inspection I< Enforcement. Office of the 
Director. 78/11/29 ORIMES.BK Assistant Director for Engineers 
& Projects (Pre 79062S) 37pp 16754 240. 24X 

Fiche 90-000,82/12/07,8301100030 


— 830I10013S Responds to IE Bullttln 78-03, “Potential Explosive Oas 
hliturt Accumulations Associated N/OMR Offges Sys 
Operations " Operation l> malnt procedures adequate to ensure 
proper operation within sys design parameter* 

PILANT.J M. Nebraska Public Power District 78/03/23 
HOUARD.E H Region 4. Dallas. Office of the Director 2pp. 
16794:324 24X Fiche 90-000,82/12/07,8301100090 


— B301I00204 Comments on Div of Operating Reactors proposed action on 
prevention of offgas explosions per IE Bulletin 78-03. in 
response to 790130 request Concern re location of instrument 
readouts at facility axpressed 

HA03EN. 0 L Region 4. Dallas. Reactor Operations Nuclear Support 
Branch. 79/02/07, JORDAN, £. L Office of Inspection It 
Enforcementi Office of the Director Ip 16753,001. 24X 

Fiche; SO-000. 82/12/07, 8301100050 


8208190269 IE Info Notice 82-Sl, "Over# xposur is in PUR Cavities » Bve 
list encl. 

DEVOl/NOfR C. Director's Office, Office of Inspection and 

Enf ore tmant. 62/12/21 Consolidated Edison Co of New York. Inc 

lllpp 16689.239. 24X Fiche; 50-000, B2/I2/21 , 8208190269 


8212060351 IE Info Notice 82-92. "Equipment Environ Ouallf ication 
Testing Experience - Updating of Test Summaria* Previously 
Published In IE Info Notice 81-29 " Svc list encl 
JORDAN. E.L Division of Engineering ti dual tty Assurance (Pre 
830103) 82/18/21 Consolidated Edison Co, of New York, Inc 

ItBpp 16681 088. 24X Fiche 90-000,82/12/21,8212060351 


6212060350 IE Info Notice 83-53, "Main Transformer Failures et North 
Anne Nuclear Power Station “ Svc list encl 

JORDAN, E L Division of Engineering t. Quality Assurance (Pre 
830103) 82/12/23 Consolidated Edieon Co of New York, Inc. 

114pp 16798 017 24X Fiche 50-000,82/12/22,8312060390 


8200190275 IE Info Notice 82-54, "Westing house NDFO Relay Failures in 
Reactor Protection Sys ” Svc list and 

JORDAN, E L Division of Engineering 6 Quality Assurance (Pre 
830103) 82/12/27 Consolidated Edison Co of New York, Inc, 

llOpp 16962 139 24 X Fiche 90-000,82/12/27,6208190279 


8308190273 IE Info Notice 88-55, "Seismic Qualification of Westinghoute 
AR Relay W/Latch Attachments Used in Weitinghouse Solid 
State Protection Sys " Svc list encl. 

JORDAN. E L Division of Engineering & Quality Assurance (Pre 
830103) 82/12/28 Consolidated Edison Co of Now York, Inc. 

109pp 16868 014 24X Fiche 90-000,82/12/38,8206190273 


8301240062 Forwards IE Insp Rspt 50-298/83-33 on 821101-30 t> notice 
of violation 

MADSEN. 0 L Division of Resident, Reactor Project U Engineering 
Programs 83/13/29 PILANT, J M Nebraska Public Power District 
2pp 16893 013 24X Fiche 50-299.62/12/29.8301240063 


— 8301240066 Notice of violation from insp on 821101-30 

« Division of Resident, Reactor Project 1. Engineering Programs 
82/13/29 Ip 16892 019 34X Fiche 50-298,82/12/29.6301240062 


—8301240073 IE Insp Rapt 50-298/62-33 on 821101-30 Nencompllancc noted 
failure to follow procedure during performance of nuclter 
performance evaluation 

DUOOIS.D L , CASHATT.M E , UESTERMAN. T F Division of Rssident. 
Reactor Project & EnglnccTlng Programs 62/12/27 14pp 
16893 016 24 X Fiche 50-298,82/12/29.6301240062 


8212060394 IE Info Notice 82-96, "Robertshaw Thermostatic Flow Control 
Valves " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co of New York. Inc 

lllpp 16798 137 24X Fiche 90-000.82/12/30,6212060394 


B301240090 Forwards IE Insp Rept 90-298/82-29 on 821029-29 t< notice 
of violation 

MADSEN. 0 L Division of Resident. Reactor Project h Engineering 
programs 83/01/06 PILANT.J M Nebraska Public Power District. 
2pp 16890 158 24 X Fichs- 50-298, 83/01/06. 8301240090. 


— 8301240095 Notice of violation from insp on 821029-29 

• Division of Resident. Reactor Project b Engineering Programs 
63/01/06 2pp 16890 160 24 X Fiche 90-298,83/01/06.8301240090 


—8301240100 IE Insp Rept 50-298/82-29 an 621025-29 Noncomp 1 Ian ce noted 
failure to meet QA record retention requirements per ANSI 
N45 2 9-1974 

BOARDMAN. J R . CROSSMAN. U A . UE6TERMAN, T F Oivlslen of Resident, 
Reactor Project b Engineering Programs. 82/12/19 8pp 
16B90 162 24X Fiche 90-298,83/01/06.8301240090 


8301130116 Ack receipt of 821117 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Rapt 90-298/82-26 
HAD8EN.0 L. Division of Resident, Reactor Project b Engineering 
Programs 83/01/07 PILANT.J M Nebraska Public Power District 
ip 16795 312 24X Fiche. 90-298.83/Q1/07. 8301130116 


— 83011Q0119 Responds to NRC 821025 ltr re violations noted In IE Insp 
Rept 50-298/62-26 Corrective action* QA program revised to 
require notification of plant mgt daring course of 
evaluating commercial grade relays for safety sys 
PILANT.J M Nebraska Public Power District. 82/11/17 
MAD6EN.0 L Division of Resident. Reactor Project b Engineering 
Programs 2pp. 16799 313 24X Fiche, 90-298. 83/01/07,8301 130116. 


8301140137 Responds to IE Bulletin 82-04 "Deficiencies in Primary 
Containment Electrical Penetration Assemblies " 

No Bunker-Ramo asssmblias Installed or planned to be 
Installed at facility 

PILANT.J H Nebraska Public Power Dletrlct 83/01/07 COLLINS, J T. 

Region 4. Office of Director 2pp 16606 114. 24X 

Fiche. 90-298. 63/01/07. 8301140137. 


8301280331 Forwards IE Insp Rapt 90-298/82-37 on 621201-31. No 
noncompllanco noted 

MADSEN. 0 L Division of Raeldonti Reactor Project b Enfllnterlnp 
Programs. 83/01/14 PILANT.J M Nebraska Public Power District. 
2pp. 16954 339 24X Fiche 90-298.83/01/14,8301280331 
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— 0301260332 IE In<p Rapt S0-S98/S2-37 on 621201-31 No nonconp 1 ianca 
notvd Hajor area* (nspscted operational lafotq 
Vprlf Icatlonii Kiontblu lurva 1 1 lane* & nuill't obarrvationOi 
llconioa avant follouup tt follouup on pravloua Itami 
DUBOIS. D L , weSTERHAN. T F Dtviaion of Rtaldont. Reactor Project 
li Enpl nearing Program B3/01/11. Spp 1&734 337 24X 

Flcha 90-290. 63/01/14.8301260331. 


B301240092 Foruard* IE Inep Rapt 90-296/82-39 on 621129-1230 & notice 
of violation Notice of violation uithheld <raf 10CFR73.21> 

HADSENfO L Dlvleion of Raaldent. Reactor Project 1. Engineering 
Prograim 83/01/19 PILANT. U H Nabraaka Public Pouiar District 
2pp 1A690 317 24X Flcbe 90-378. 63/01/19.8301240092 


— B30'124009I> IE Inep Rapt 50-290/82-35 on 321129-1230 Noncompllanco 
noted tafaguarda info ra aceaas control Oetille withbald 
(ref 10CFn73 21) 

EVANS.C a r KELLV.O a F Region 4. Office of Director 82/12/28 
Ip U890 317 24X Ficbe 90-293.83/01/19.0301240072 


n Periodic oparatlng reports fr related correspondenca 


B30127019B Foruardi Month Ig Operating Rept for Nov 1962 

LESSOR. L C Nabraaka Public pouar Oiftrlct 62/13/02 Dlvleion 
of Data Automation b Manag8ntin.t Information Ip 1A934 177 24X 

F 1 C b e 30-29 a. 62 / 1 2/02. 6301270178 


— 6301270202 Month Iv Operating Rept for Nov 1982 

BALLINOER.P L Nabraika Public Power District 62/13/02 4pp. 
1A934 176 24X Flcha 30-296.82/12/02.6301270196 


0 Raportabla occurrences. LERs b related correspondence 


6301160123 Part 31 rept re natl that nag not be In compliance u/ 
lOCFRSO.App D. Section VIII requirements Matl supplied to NE 
Public Power District b Omaha public Power District. OA depfcs 
contacted re resolution of nonconfornanc* situation 
□UEN.R E Parton Co 82/11/06 COLLINS, U Region 4. Office of 
Director ]p. 16823. 3A4. 24X Fiche; 50-000, 82/1 1 /OS, 6301 IQO 123. 


8301100050 Responds to FOIA r»q,u0st for 12 categories of doctimants re 
facilities Repts re MARCH coir mag be purchased from NTI6 
Forwards documents listed in App A Search for Items 3, A. 7. 9. 

II b 13 Identified In request continuing 

FELTON. JH Division of Rults and Records. 82/13/07 HtATT.SL. 
Ohio Citlzsns for Responsible Energg Spp 1A7S4 003 34X 

Flcha. 80-000. 82/18/07. 0301 100090 


— 8301 100223 Forwards response to 771319 Itr re offgas eiplosiont at 
facllltlss Augmented offgas sgs addad to all large BURs 
reducing potential for collection of explosive hydrogen 
mixtures 

VOLOENAU. E. Office of Inspection b Enforcement. Office of tho 
Director 76/OI/IS OADLER. 8 Mlnneiota Pollution Control 
Agency. 9pp IA793-I)2S 34X Flcha SO-000. 62/12/07, 8.301100050 


6301310122 Foruardi LER 83-&24/03L-0 Detailed event anal gs Is submitted. 
LES80R.L.C Nebraska Public Power District 83/01/20. COLLINB.JT, 
Region 4. Office of Director 3pp. I69&4.330 34X 

FlcJie 90-298. 33/01/20,8301310132 


—8301310124 LER 82-024/03L-0 on 631221. preseur* lultch RNW-P8-120A 
setpoint found outside range specified In Tech Speca Caused 
by failed diaphragm Praaeure switch adjusted b subsequent 
testing ahowed nonrepeatab 1 e trip point Switch replaced 
KRAUSE. R H Mabraita Public Power District 83/01/20. Region 
4. Office of Director Ip 1A9A4 332 24X Flche 90-298.83/01/20. 

6301310122 


6301310109 Forwards LER B2-025/03L-0 Ditailed event analysis submitted 
LESSOR. L C Nebreska Public Power District 83/01/20. COLLIwa.J T. 

Region 4, Office of Director 2pp. 169*9 028. 24X 

Flche! 30-298, 63/01/20. 830131013S 


—0301310137 LER 02— 02S/03L— 0. on 821222. coil of reactor protection relag 
919-‘9AK0C overheated. Re lay did not tall Cause undetermined 
Relay replaced b proper operation verified. 

BEONAR.L F Nebraska Public Power District. 83/01/20 lleglnn 
4. Office of Director ip. 14769.030 24X FI cho: 50-298.83/01/20, 

8301310139. 


V Operator eiamlnatlons 


8213220443 Otnerlc Lbr 82-38 to all power reactor 1 1 censees. app 1 icants 
for OL, KS8 b reactor vendors b AEs re mcating to discuss 
rsesnt developnenti for licensing exems Advlies that mestlng 
will be held on 630211 re operator licensing. Bve list end 
EIEENHUT.O.O Division of Licensing 82/12/22 ConsoUdatod 
Edison Co. of New York. Inc ISpp 16481.072 24X 

Flche- 90-000, B2/12/22, 8212220443 


8301070259 Informs of relaxation of shift staffing commitments during 
030103-26 for senior operator llcenee candidate classroom 
training prior to exam 

PILANr. J II Nebraska Public Power District 82/12/28 

VA88ALL0. D 8 Operating Reactors Branch 2 2pp 14485 199 24X 

Flche 50-293,82/12/38.830107025? 


8301120078 Generic Ltr 83-01 to power reactor licensees b applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
B91231 for listed categories Sve list end 

EISENHUTiDO Division of Licensing 83/01/11 Consolidated 
Edison Co of Neu York. Inc llpp 16B93 243 24X 

Flche 50-000,83/01/11.3301120076 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT. UNIT 2 


F Becurlty. medical, emergency b fire protection plans 


0212060349 Generic Ltr 82—33 to all licensees of opereting reactors, 
applicants for OL b holders of CPs re Suppl 1 to NUREO-0737. 
"Requirements for Emergency Response Capability " 

NOREO-0737. 5u p p 1 1 b sve list end 

EISENHUTiDO Division of Licensing 02/12/17 Consolidated 
Edison Co of New York. Inc 77pp 14481 200 24X 

Flche 50-000. 03/12/17. 8212040349 


8212220445 Generic Ltr 82-39 to all reactor licensees. CP holders b 
appllcents for CPs re problems w/submlttals of 10CFR73 21 
safeguards Info for licensing review. Proced ures re 
transmittal of Info outlined. 8vc list end 

EtSENHUT.OO Division ef Licensing 02/12/22 Consolidated 
Edison Co of New York. Inc 13pp 16490 021 24X 

Flche 50-000.82/12/22.8212220445 


830134014S Forwards draft safety evaluation of 820430 b 1011 requests 
for exemption from Section III 0 of App R within plant firo 
areas Hotlflcatlnn of corrections b plan of action chosen 
requested within 3 uks 

CLARK. R A Operating Reactors Branch 3. 83/01/14 FAY. C U 

Ulsconsln Elactrlc Pouar Co 2?pp 16915 292 24X 

Flche 90-266.83/01/14.8301260169 


—6212080481 Forwards review of util firo modeling & analytes used to 
justify exemptlen requests from lOCFRSO.App R requirements. 

0OCC1O, J L Brookhaven National Laboratory FIN A-3703 
02/12/03. ESERLYi R Chemical Engineering Branch 23pp 
16919 321 24X Flche 50-266,83/01/14.8301260169 


0 Adjudicatory correspondence 


83011S0221 Statement of inadequate record Eddy current testing not 
proved adequate for sleeving steam genorator tubes Record 
must be reopened Certificate of Sve end 

ANDERSON. P Uisconsln's Environmental Decade 82/12/30 4pp 
16776 119 24X FI Che- 50-264, 82/12/30. 0301 120231 


8301070094 Responds to 821118 ltr re return of spent fuel elements 
from Mist Valley to plant Question of whether plant OL 
authorlies return b plant repossession under review 
CUNNINGHAM. 0 H Office of tho Executive Legal Director 83/01/04 
JACK, M A New York, State of. Energy Research b Development 
Administration Ip 1*407 327. 24X Flche 90-000, 83/01/04. 

8301070084 


— 8301070062 Requests confirmation that util may receive b store at 
plant. 114 spent fuel assemblies discharged from plant 
currently located at Nest Valley 

JACK. H A New York, State of, Energy Research b Development 
Administration 02/11/18 CUNNINOHAH, G H Office of the 
Executive Legal Director 2pp 16487 328 24X 

Flcha 50-000.83/01/04. 8301070054. 


0301120247 Comments on Ml Environ Decade statement of inadequate 
record Statement Is inconsistent w/Commlstion regulations, 
erroneous In statement pf law. untimely, devoid of new factual 
info b should not ha considered. Certl flcate of Sve end 
RIDGWAYiD A Wisconsin Electric Poiiier Co RIOOUAY. D A. Shaw, 
Pittman, Potts b Trowbridge 03/01/07 Spp 16774.123 34X 

Flchs 90-266, 63/ 0 1 707. 830 1 1 2024 7 


8301120318 Forwards 021210 rev to licensee 821119 LER 82-017/017-1 
containing addi Info re eddy current indication on Inner 
diameter of sleeve U/o rev Bve list encl, 

fllDOUAY. D Bhaw, Pittman, Potts b Trowbridge. RIDCNAY.O Ulsconsln 
Electric Power Co S3/01/07 BLOCH, P B , KLINE. J R , PAXTON. H C 
Atomic Safety and Licensing Board Panel 3pp. 16774,274 24X 

Flche. 90-266, 83/01/07, 8301120318. 
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B301I}034B Proposed initiel decision on eddy current testing Issue Eddy 
current testing of sleeved tubes adequate to confirm 
eitrenely lou probability of abnormal leakage Certificate of 
Svc end 

BACHMANN, R 0 Hearing Branch 1 83/01/10 IBpp 16747 019 a4X 

riche 90--266, 03/01/10. 8301110346 


0301170242 Foruards replacement P 2 of licensee 831220 proposed 
findings of fact t< conclusions of law in form of proposed 
initial decision Citations supporting Paragraphs 3 ti 4 
added 

CHOflCHILL. I) 8 Shaiu. Pittman. Potts t Trowbridge CHURCHILL. D W 
Miiconsin Electric Power Co 83/01/10 BLOCH. P B . KLINE. J R . 
PAXTON. M C Atomic Safety and Licensing Board Panel 2pp 
16013.198 24X Fiche 30-266.83/01/10.9301170242 


— 8301170291 Replacement P 2 of 021220 proposed findings of fact fc 
conclusions of law in form of proposed initial decision 
Svc list end 

* Wisconsin Electric Power Co 83/Ot/lO 2pp 16013 200 24X 

Fiche 50-266.83/01/10,0301170242 


0301190212 Requests Issuance of Initial decision authoriilng OL amends 
to permit sleeving of steam generator tubes Licensee (< NRC 
filed proposed findings of fact ti conclusions of law on 
021233 ti 8301 10. respec tively Certiflcata of Bvc end 
CHURCHILL. B M Shaw. Pittman. Potts 1. Trowbridge CHURCHILL. B W 
Wlscansin Electric Power Co 83/01/17 BLOCH. P B . KLINE. J R . 
PAXTON. H C Atomic Safety and Licensing Board Panel 4pp 
16846 862 24X Fiche 50-266.83/01/17.8301190212 


8301250496 Hemorandum & Order granting licensee proposed transcript 
corrcc tions 

BLOCH. P 8 Atomic Safety and Licensing Beard Panel 83/01/24 
Wliccnsln Electric Power Co ip 16899 157 24X 

Fiche 50-266.83/01/24.8301250496 


J Insurance L Indemnity information 


83D11I0615 Forwards Endorsements 69 L 97 to NELIA Policy NF-178 t> 
HAELU Policy HF-93i respec tively Endorsements 1-3 to 
Certificates IB << 19 to NELIA t< HAELU Master Policies 1 also 
enci 

DUNOAS. W J Ulseonsln Electric Power Co 83/01/07 Antitrust L 
Economic analysis Branch (Utility Finance) Iltpp 16745 039 S4X 
Fiche* 50-266, 83/01/07. 8301110615 


P Operating license stage documents It correspondence 


8301050405 Forwards safety evaluation of licensee 820930 response to 
NUREO-0737. 1 1 »m II fl 3. "Post-Accident Sampling Bys, " Eight 
of 11 criteria fully met More comprehensive program for 
estimating core damage required Meeting suggested 
CLARK. R A Operating Reactors Branch 3 82/12/22 FAY. C H 

Wisconsin Electric Power Co 23pp 1666? OOS 24X 
Fiche 50-266,82/12/22,8301030405 


B30107034B Forwards BERs It technical evaluation repts re environ 
qualification of safety-related electrical equipment Plans 
fop qualification or replacement of equipment in NRC 
Categories I 6. II A & II B requested 

CLARK, R A, Operating Reactor* Branch 3. 82/12/22, FAY. C M. 

Wisconsin Electric Power Co 3pp 16708.001 24X 

Fiche: 50-266, 82/12/22, 8301070348 


—8301070359 Safety evaluation re environ qualification of safety-related 
electrical equipment Continued operation until completion of 
anviron qua 1 if Ica t Ion program presents no undue risk. Two 
major quantification deficiencies listed, 

» Office of Nuclear Reactor Regulation. Director. 82/12/22, Spp 
16708.009 24X Fiche 30-266,02/12/22.0301070348 


— 8210040136 Foruards nonproprietary "Review of Licensee Resolution of 
Outstanding IssUss From NRC Equipment Environ Qualification 
SERs (F-ll t( D-60>. Point Beach Nuclear Plant Unit 2." final 
technical evaluation rept 

PANDEY. 8 Franklin In* tltute/Frank 1 in Research Center 
NRC-03-79-I IB 82/09/28 BA JWA, S NRC - No Detailed Affiliation 
Given 2pp. 16709 173 24X Fiche 50-266,82/12/22,8301070340 


■8210040138 Nonproprietary "Review of Licensee Resolution of 
Outstanding Issues From NRC Equipment Environ Qualification 
SERs (F-ll ti B-60). Point Beach Nuclear Plant Unit 2." final 
technical evaluation rapt 

PANDEY. S Franklin Ins titute/Franb 1 In Rasearch Centar 
NBC-03-79-1 10 TeR-C5257-507 82/09/20 LE, N, fl. . 8HEMANBKI, P 

NRC - No Detailed Affiliation Given S32pp. 16709.173, 24X 

Fiche 50-266,82/12/22,0301070348 


8212060336 Generic Ltr 82-30 to all 1 1 cenaees. appl icantt for OL It 
holders of CPs re flllnge concerning 1OCFR50 production 1. 
utllliation facilities Current listing o.f branch assignments 
for nuclear reactor projects 1. svc list end 

EI8ENHUT, D 0 Division of Llconslng 82/12/20 Consolidated 
Edison Co of New York. Inc 1 Ipp 16B6B 001 24X 

Fiche 30-000.02/12/28,8212060356 


8301040395 Responds to 821019 request for addl info re TMl Item 
II K 3 23. "Power to Pump Seals " Upon loss of offsite ac 
power, two emergency diesel generators wilt automatical Ig 
start 

FAY.C W Wisconsin Electric Power Co 82/12/28 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK. R A 
Operating Reactors Branch 1 4pp t6639 335 24X 

Fiche 30-266,02/12/28,8301040395 


8301070349 Submits comments on draft EO'O-EA-6 109, “Identification fc 
Ranking of Nuclear Plant Structures. Bys It Components L 
Graded OA Guidelines " Proposed requirements will not 
Improve safety of operating plants 

FAY.C H Wisconsin Electric Power Co 03/01/03 DENTGN.H R 
Office of Nuclear Rsactor Regulatien. Director HAASS. W P Quality 
Assurance Branch 2pp 16683 103 24X Ft ehe‘ 30-266. 83/01/03, 

0301070349 


8301110233 Forwards Tech Spec basis chango re leakage testing of 
containment purge supply I. eihaust valves Test will be 
conducted per Tech Spec IS 4 4 il. "Type D Tests", measuring 
leakage across individual pressure bounclarlc* 

FAY.C W Wisconsin Electric Power Co 83/01/04 DENTON.H R 
Office of Nuclear Reactor Regulation. Director CLARK, R A 
Operating Reactors Branch 3 2pp 16747 163 24X 

Fiche 50-266.83/01/04.8301110298 


— 0301110269 Proposed Tech Spec re leakage testing of containment purge 
supply ti exhaust valves 

s Wisconsin Electric Power Co 02/10/24 Ip 16747 169 24X 

Fiche 30-266,83/01/04.0301110250 


B3012701B4 Forwards instrumentation error analysis of rsactor vassal 
water level Indication sy s. comp 1 eting response to NRC 
820619 request for info 

FAY.C W Wisconiln Electric Power Co 03/01/19. DENTON.H R 
Office of Nuclear Reactor Regulation. Director CLARK.R A 

Operating Reactors Branch 3 tOpp 16934 154 24X 

Fiche 30-266.03/01/19.8301270184 


Q Inspection reports. IE Bulletins 1. correspondence 


8208190269 IE Info Notice 82-91. "Overe iposur es in PHR Cavities “ Svc 
list tnc 1 

DEYOUNO, R C Director's Office. Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of Nsw York. Inc 

lllpp 16689 239 24X Fiche 50-000, 62/12/21. 8208190269 


8212060331 IE Info Notice 82-92, "Equipment Environ Qualification 
Testing Expsrlence - Updating of Ttst Summaries Previously 
Published in IE Info Notice 01-2? " Svc list end 
JORDAN. E, L Division of Engineering I. Quality Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co of Nsw York. Inc, 

llSpp 16681 088 24X Fiche 30-000, 82/12/21.0212060351 


8212060350 18 Info Notlcs 02-93. "Main Transformer Failure! at North 
Anna Nuclear Power Station " Svc list end 

JORDAN. E L Division of Engineering & Quality Aesurance (Pre 
830103) 82/12/22. Consolidated Edison Co of New York, tnc 

114pp 1679S'017 24X Flcha 90-000, 02/12/22.6212060350 


S20B190279 IE Info Notice 62-54, "Westlnghoui e NSFD Relay Failures in 
Rsactor Protection Syt " Svc list enc 1 

JORDAN. E L. Division Of Engineering & Quality Assurance (Pre 
830103) 02/12/27, Consolldatsd Edison Co of Nsw York. Inc 

tlOpp 16962 13? 24X Fiche 90-000.02/12/27,8208190279 


8208190273 IE Info Notice 82-95, "Seismic Qualification of Westlnghouse 
AR Relay W/Latch Attachments Used in Westinghouss Solid 
Btate Protection Sys " Svc list snd 

JORDAN. E L Division Of Engineering li Quality Assurance IPre 
830103). 82/12/20, Consolidated Edison Co. of New York. Inc. 

109pp 1606S'O14. 24X Fiche 50-000, 02/12/20,8200190273. 


0212060354 IE Info Notice 02-96. "Robertshaw Thermoitetlc Flow Control 
Valves " Bvc list end 

JORDAN. E L, Division Of Englnsering l< Quality Assurance (Pro 
030103), 02/12/30 Consolidated Edison Co of Nsw York, tnc 

lllpp. 16790:137 24X Fiche 30-000, 02/12/30.0212060394, 


0301160133 Forwards IE insp RtpU 90-2A6/B2-21 I. 50-301/82-21 on 
821001-1130 It natlee of violation 

STREETER, J, F, Division of Project ti Resident Programs 03/01/03. 
EURSTEtN, 0. Wisconsin Electric Power Co 2pp 16031 306, 24X 

Fiche 90-2d>6, 03/01/03.8301180133 
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—0301180139 Notice of violation from insp on eS100l~il30 

STREET£R|J F Division of Project U Reiident Programs 83/01/03 
Spp 16031 300 24X Flc^e 50-266. 03/01 /03. B30f 1801 33 


— G301I80149 IE Insp Rspts 50-266/03-21 & SO-301/02-21 on 831001-1130 
Nonconpltance noted failure to foitoui procedure* for 
refueling ti logtooks & record* 

HAOUE. R L , FITZPATRICK, a. . REVES. L A Division of Project S< 
Resident Programs 83/01/03 8pp 16831 310 SAX 
Fiche 50-866. 83/01 /03> 630 1 1 80 133 


8301210019 Requests relief from ASHE Section Xt re volumetric etam of 
reactor coolant pump casing welds & visual exam of interior 
surface of pump casing for first 10-gr interval Eipedited 
review of waiver requested 

FA9. C U Hiscoinsin Else trie Power Co 83/01/13 DENTON, H R 
Office of Nuclear Reactor Regulation. Director. CLARK. R A 
Operating Reactors Branch 3 7pp 16876 306 S4X 
Fleha 50-301.33/01/13,0301210019 


8301870395 Forwards inservice Insp relief requests for second 10-gr 
Insp NRC acceptance of ASHE Section XI relief requests in 
Attachments 8 tc 3 to enat 1 e effectiva implementa 1 1 on of 
Insarvice Insp Plan requcsteii 

FAV.C M Niscansin Electric Power Co 83/01/19 DENTON, H R 
Office of Nuclear Reactor Regulation. Director CLARK, R A 
Operating Reactors Branch 3 38pp 16933*035 24X 

Fiche 50-266.83/01/19,6301270395 


R Periodic operating report* & related correspondence 


8301170187 Forwards monthly operating repts for Dec 1988 

FAV'. C. N Misconsin Electric Power Co 83/01/10. NRC - No 
Detailed Affiliation Oiven Ip 16818045. 24X 

Fiche 50-266,83/01/10,0301170187 


— 830117012? Monthly operating repts for Dec 1982 

FAV.C M Hliconsin Electric Power Co B3/01/IS lOpp 
16818 046 24X Fiche 50-266, 83/01/10, 830 1 170187 


8301270148 Forwards "Evaluation of Point Beach Nuclear Plant, 19BS " 
FAY.C U Uisconsin Electric Power Co. 83/01/13 KEPPLER, J 0 
Rtglon 3, Office of Director Ip 16935 044 24X 

Fiche 50-266,83/01/13,8301270148 


— 0301270156 "Evaluation of Point Beach Nuclear Plant, 1982. " 

» Institute of Nuclear Power Operations, 82/12/31 37pp 
16935 045 84X Fiche 50-866,83/01/13,8301270148 


8 Reportable occurrences, LERs t< related correspondence 


0301240111 Forwards LER 82-01 1/03L-0 

FAY.C U Uisconsin Electric Power Co 83/01/11 KEPPLER. J 0 
Region 3, Office of Director Ip 16892 030. 24X 

Fiche 50-301, 83/01/11,8301240111, 


— 8301840118 LER 82— 01 l/OSL— 0:on 821212, steen generator pressure 
transmitter 2PT-4B2 indicating higher than other channels 
due to frozen sensing tine Caused 6y inadequate interim 
piping insulation during mod to htat tracing lyt. 

FAYiC.H. Wisconsin Electric Power Co. 03/01/11 Region 3. 
Office of Director 2pp 16892 031 a4X Fiche 50-301.83/01/11. 
8301240111 


T Meartng transcripts on non-antl trust matters 


8301070316 Proposed evidentiary hearings transcript changes Certificate 
of Sve end 

RIOOWAY, D A Wisconsin Electric Power Co. RJDCMAY. D. A Shaw, 
Pittman, Potts & Trowbridge 83/01/04 6pp 16686.174 S4X 
Fiche 50-266,83/01/04,8301070316 


V Operator Examinations 


8818220440 Oenerie Ltr 88-39 to all power reactor 1 1 censees, app 1 Icants 
for GL, NB8 6 raaetor vendors tc AEs re meeting tea discuss 
recent development* for licensing exams Advises that meittng 
will be held on 830211 re operator licensing Sve list end 
EtSEKNUTi 0 0. Division of Licensing 88/18/22 Consolidated 
Edison Co. of New York, Inc j2pp 16681 072 24X 

Fiche 50-000,82/12/82,8212220443. 


301180078 Oentrlc Ltr 03-01 to power reactor licanseas 1, applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
851831 for lifted categories Sve list end 

itSENHLir, D 0. Division of Licensing 83/01/11. Consolidated 
'dlson Co of New York, Ine Upp. 16893.843 24X 

•tcfie 50-000.83/01/11,8301120078 


DOCKET 50-302 CRYSTAL RIVER NUCLEAR PLANT, UNIT 3 


F. Security, medical, emergency (< fire protection plans 


8218060349 Generic Ltr 83-33 to all licensees of operating reactors, 
applicants for OL fc holder* of CPs re 9uppl 1 to NUnEO-0737, 
“Requirements for Emergency Response Capability “ 

NUREO-0737, Supp I 1 (i sve list end 

EI8£NHUT,D 0 Division of Licensing BS/i8/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 208 24X 

Fiche 50-000,02/18/17,8212060349 


88 1 22204 4 5 Generic Ltr 82-39 to all reactor licensees, CP holders t, 
applicants for CPs re problems w/submlttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
trinsmittal of info out! Ined 8vc list end 

ErSENHUT.O 0 Division of Licensing 02/12/22 Consolidated 
Edison Co of New Vort, Inc 13pp 16690 081 24X 

Fiche 50-000, 82/12/32, 8212220445 


8301030384 Requests exemption from App R requirements per Oenerlc Ltr 
81-13 Fire suppression sys will not be installed in euntrol 
room Descript ion of fire protection program review provided 
HANCOCK, J A Florida Power Corp 82/18/29 EISENHUT, D 0 Division 
of Licensing 3pp 16617 236 24X Fiche 50-302,82/12/29, 

8301030234 


6301 17008G Forwards 8ER re safe shutdown capability in event of fire 
Safe shutdown capability accep tab le, e xcep t for absence of 
source range neutron flux monitoring capability Commitment 
requested within 30 days 

STQLZ.U F Operating Reactors Branch 4 83/01/06 HANCOCK, J A 

Florida Power Corp 2pp 16919 124 24X Fiche 50-302,63/01/06, 

0301170020 


—8301170024 Safety evaluation re safe shutdown capability in avent of 
fire Performance goals accep tab le, e xcep t for capability to 
monitor neutron flux 

« Operating Reactors Drench 4 83/01/06 14pp 16819 18 6 24X 

Fiche 50-302,03/01/06,8301170020 


8301270309 Forwards revised portions of Rev 4 to physical security 
plan Revised portions withheld (ref 10CFR2 790) 

WESTAFERj 0 H Florida Power Corp 83/01/20 BTOLZ.J F Operating 
Reactore Branch 4 Ip 16934 115 24X FI c he, 50-302, 83/01/80, 

830137030? 


H Oeneral corretpendance 


6301110639 Advises that MB Fairtile is now project manager as e f 
630103 

FAIRTILE, M B Operating Reactors Branch 4 83/01/06 HANCOCK, J A 

Florida Power Corp Spp 16765 331 24X Fiche 50-302,83/01/06, 

630111063? 


U Insurance 6 indemnity information 


8301040578 Forwards executed Endorsement 56 to NELIA Policy NF-195 b 
Endorsement 43 to MAELU Policy MF-91 

DUCK, J R Harsh 6 HcLennan, Ine , M «< M Nuclear Consultants, Inc. Blv 
83/12/87 SALTZMANi J Assistant Director for State (, Licensee 
Relations Spp 16646 819 84X Fiche 50-308,08/18/87,8301040578 


K Utility Final Safety Analysis Report (FSAR) (< amend* 


8301870016 Forwards Rev 1 to FSAR 

WEBTAFEft.O R Florida Power Corp 83/01/10 DENTON, H R Office ef 
Nuclear Reactor Regulation, Director ip 16935 145 24X 

Fiche 50-302,83/01/10,8301270018 


— 8301270045 Rav I to FSAR 

» Florida Power Corp 83/01/10 42pp 16935 146 24X 

Fiche 50-302,83/01/10.8301270018 


P, Operating llctnse stage documents & correspondence 


0301800106 Inform* of review of NUREO-0737, Items II FI 4, 11 F I 5 b 
II F, 1 6 re containment p ressure, water level & hydrogen 
monitors Safety evaluation to be Issued based on 820315 b 16 
info 

STOLZ.J F Operating Reactor* Branch 4 88/05/12 HANCOCK, J A 

Florida Pouar Corp app 16071 297 84X Fiche 50-302,02/05/12, 

8301 200 196 
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6210180-218 "Rivlcu of Licenieot Rosolulion of Outstanding Issues Front 
NRC Eq,vipinont Environ Qualification SER (F-11 ti B-AOIt 
Crystal River Unit 3> " tec^nlcal evaluation rept 
PANDETt 8 Franklin Instl tute/Frank H n Research Center 
NRC-03-7<?-l 18 TER-C9237-481 82/10701 LEIN. B NRC - No Detailed 

Affiliation Oiven 607pp li>S94 276 24X Flche SO-302, 82/1 0/0 i. 

8210120218 


8212300266 Foruards Rev 4 to "Sys Description for Emergency Feeduater 
Sys for FL Pouer CorpiCrystal River Unit 3" << 70 overtite 
electrical schematic diagrams Aperture cards are available 
in PDR 

BAYNARDf P Y Florida Pouer Corp 62/12/23 STOLZi J F Operating 
Reactors Branch 4 3pp 1662? 039 24X Flche 50-302. 82/1 2/ 23< 

8212300266 


— 8212300S67 Rev 4 to "Sys Description for Emergtncy Feeduater Sys for 
FL Pouer Corp.Crystal River Unit 3 " 

e BabcoclliMllcaeCo ONNP -20004 R04 62/08/30 03pp 

16627 064 24X Flche 50-302.82/12/23.8212300266 


8301050039 Requests addl Info re response to NUREO-0737. Items 
f A 2 1 4> "Upgrading of Reactor Operator 6 Senior Reactor 
Operator Training" (< II B 4> "Training for Mitigating Core 
Damage. " 

SrOLZ.J' F Operating Reactors Branch 4 82/12/27 HANCOCK. J A 

Florida Pouer Corp 3pp 1666? 092 24X Fiche 50-302.62/12/27. 

8301090039 


— B20702029? "Improvements In Training 6 Requal if Icatlon Programs as 
Required by TKt Action Items I A 2 1 6 II B 4. " technical 
evaluation rapt 

* Science Applications. Inc NRC-03-B2-096 9AI -186-029-29 
B2/06/30 14pp 16669 059 24X Flche 50-302. 82/1 2/27. 6301050033 


8312060356 Ocnerlc Ltr B2-30 to all liconsoos. appl icants for OL It 
holdors of CPs r# filings concerning 10CFR90 production & 
utllliatlon facilities Current listing of branch assignments 
for nuclaar reactor projects {< ivc list enc 1 

EI8ENHUT. DO Division of Licensing 82/12/20 Consolidated 
Edison Co of Neu York. Inc 1 Ipp 16868 001 24X 

Fiche: 90-000. 62/12/28. 8212060396 


Q301O30266 Ack receipt of 620927 ltr re auiillary (emergency! feeduater 
sys upgrade.per NUREO-0737. Item II E 1 2 Emergoncy 
fesdwater tnittatlon 6 control sys scheduled for Refuel V 
Some Refuel IV mods moved to Refuel V 

HANCOCK. J. A Florida Pouer Corp 62/12/29 STOLZ. JF Operating 
Reactors Branch 4 Ip 16616 193 24X Flche 90-302.82/12/29. 

8301030266 


0301120036 Notification of 830111 meeting u/BiU Ouners Oroup in 
Betheida. MD to discuss BliU Ouners Oroup Preseurtied Thermal 
Shock (PT8> Program ti app 1 icab i 1 i ty of PTB screening 
criterion to B6U plants 

VIS8INO.O 8 Oparating Reactors Branch 4. 83/01/06 STOLZ. U F 

Operating Reactors Branch 4 3pf I67S9 299 24X 

Flche 90 -000. 83/01/06. 830 1 1 2003 B. 


8301120184 Foruards addl info re Tech Bpec Change Request 96. in 
response to NRC B21013 request U/threc overslse drauings 
Aperture cards are available in PDR 

WESTAFER.O.R Florida Pouer Corp B3/01/07 STOLZ. J F Operating 
Reactors Branch 4 21pp 16773 034 24X Flche 90-302.83/01/07. 

0301120184 


Q30I140209 Comments on Science Appl Ications. I nc rept on potential steam 
generator related generic requirements per Oeneric Ltr 
82-32) in response to NRC 821209 request. Reg ulatlons re 
proposed actions unnecessary 

WEBTAFER.O R Florida Pouer Corp. 83/01/10 ElBENHUT. 0 0 
Division of Licensing. 2pp 16807 02? 24X Flche. SO-302. 83/01/10, 

8301 140209 


B30119001S Foruards BER for environ qualification of safety-related 
electrical equipment Reaffirmation of justification for 
continued operation considering Oeneric Ltr 82-09 re environ 
quallf Icetion requirements requested. 

STOLZ. J F Operating Reactors Branch 4 B3/01/11 HANCOCK. J. A. 

Florida Pousr Corp. 3pp 16862 349, 24X Flche. 90-302, 83/01 /1 1, 

0301190019 


— 8301190019 BER for environ qualification of f sfety-ralated electrical 
aqulpmant Justification for continued operation considering 
Oeneric Ltr 82-0? requested. 

• Operating Reactors Branch 4 83/01/11 9pp 16862 392 24X 

Flche 30-302.83/01/11.8301190019 


0301100147 Tech BpeC Change Request 102 to License DPR-72. revis Ing 
Tech Specs to allou 72 h to determine -uheth er actual station 
battery degradation had taken place or if Indication is 
result of outside factors influencing test 

UESTAFER.O R Florida Pouer Corp 83/01/ 12 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 9pp 1683i 323. 24X 

Fiche 90-302,83/01/12.8301180147 


— 8301180151 Proposed Tech Spec changes alloiulng 72 h to determine 
uhethcr actual station battery degradation had taken place 
or if Indication is result of outside factors influencing 
test 

e Consumers Pouor Co 83/01/12 2pp 16B31'32B 24X 

Flche 80-302,83/01/12.6301100147 


8301190243 Foruards application for amend to License 0PR-72i cha nglng 
monthly channel functional test on manual portion of 
engineered safeguards sys to refueling frequency 6 deferring 
testing that operates actuated equipment until Mar 1983 
HE8TAFER.0 R Florida Pouer Corp 03/01/14 DENTON.H R Office of 
Nuclear Reactor Regulation, Director 2pp 16846 042 24X 

Flche' 90-302, 83/01/14,8301190243 


— 8301190291 Application far amend to License DPR-72i changing monthly 
channel functional test on manual portion of tnginacred 
safeguards sys to refueling frequency & deferring testing 
that operates actuated equipment until March 1983 
ME6TAFER, 0 R Florida Power Carp. 83/01/14 4pp 16846 044. 
24X Flche 90-302,83/01/14.8301190243 


— 8301190259 Propoied Tech Specs re E9F actuation sys Instrumentation 
surveillance requirements 

e Florida Pouer Corp 83/01/14 4pp 16846.048 24X 

Flche 90-302.83/01/14,6301190243 


8301240249 Summary of 821216 meeting u/B&U Ouners Group Safe-End Task 
Force in Bethesda. MD re progress on long-torm program for 
evaluating cracking problera in plant makeup noiilas 
MINER, 8 Operating Reactors Branch 4 83/01/i4 Operating 

Reactors Branch 4 24pp 16893 283 24X Fiche 90-000.83/01/14, 

6301240245 


8301240161 Tech Spec Change Request 36, reques ting amend to App A t, 
elimination of App B.Part 1 of License CPR-72> effective 
830701 Certificate of Bve end 

UESTAFER.OR Florida Pouer Corp 83/01/17 DENTON.H R Office of 
Nuclear Reactor Regulation, Dlractor 3pp 16892 060 24X 

Ficha 90-302,83/01/17,8301240161 


— 0301240165 Proposed Tach Spec pagas to App A to Implament riqulraments 
of App I 

e Florida Pouer Corp 83/01/17 93pp. 16B92 063 24X 

Flche 30-302.83/01/17,8301240161 


B3012906B9 Summary of 830111 meeting w/BbU Ouners Oroup in Btthetda.MO 
re Pressurised Thermal Shock Program 

VISSINO, 0. Operating Reactors Branch 4. 83/01/17. Operating 

Reactors Branch 4 89pp. 16914.121 24X Fiche 30-000.83/01/17. 

830 I 290669 


6301290241 Foruards fee, per NRC 821117 ltr 

WESTAFER.O R Florida Pouer Corp 03/01/20 MILLER, M.O. License 
Fee Management Branch 2pp, 16897 076 24X Fiche 50—302,63/01/20, 
0301290241 


6301250403 Foruards Table 2 inadvertantly onvl ttad from 830114 Tach 8psc 
Change Request 109 All actuated equipment associated u/EBF 
actuation sys testing reviewed, par 830117 request 

UESTAFER.O R Florida Power Corp 83/01/20 DENTON.H R Office of 
Nuclear Reactor Regulation, Director. STOLZ, JF Operating Reactors 
Branch 4 2pp. 16699-277. 24 X Flche- 90-302, 63/01/20. 8301890403 


— 5301290413 Table 2 to Tech Spec Change Request 109, inadvertently 
omnltted from 830114 ltr 

» Florida Power Corp 83/01/20 26pp. 16899 279. 24X 

Flche 90-302,83/01/20,8301250403 


6301290067 Advises that proprietary Info In Franklin Research Ctr 
technical evaluation rept re environ qualification must 
remain proprietary until released by author Remaining 
documentation ulll be submitted by 830131. 

WE8TAFER.0,R Florida Power Corp 83/01/21. STOLZ, J.F, Operating 
Reactors Branch 4. ip 16699-312 24X Flche. 90-302, 63/01/21. 

5301290087. 


6301290319 Informs that submittal of Safa End Task Force Rept li 
recommended 1 mplementatlon plans delayed until 830228. 

WE6TAFER.0 R Florida Power Corp 83/01/21 STOLZ, J F Operotlng 
Reactors Branch 4 Ip. 16B97 217 24X FI eh s. 30-302,83/01/21, 

5301290319. 
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a tnipection r«ports> IE Bulletin* it correspondence 


8301040529 Foruenfs IE Insp Repfc 50-303/82-26 on 821101-04 No 
noncomp 1 lance noted 

DANCEi H C Division of Project it Resident Progratn* 82/11/22 
HANCOCK. 0 A Florida Pouier Corp 2PP I6A46 070 24X 

Flche 50-302. 82/11/22. 8301040529 


—8301040536 IE Insp Rept 30-303/82-26 on 821101-04 Ne no ncooip 1 lance 
neted Hajor areas Inspected pipe supports it restraints & 

Type B b C contalncient leakage rate testing 

ERODKBiE H . JAPE.F Olvlston of Engineer Itig & Technical Programs 
82/11/18 4pp 16646 072 24X Flche 50-302.02/11/22.8301040529 


8301040463 Ack receipt of 821103 Itr Informing NRC of steps taken to 
correct violations notod in IE Insp Rapt 30-302/82-18 
LEMtS.R C Division of Project 4c Resident Programs 82/12/20 
HANCOCK. J A Florida Pouer Carp Ip 16643 231 24X 

Flche 30-302,83/12/20,8301040463 


— 8301040470 Responds to NRC 821005 Itr re violations noted In lE Insp 
Rept 50-302/82-18 -Corrective actions malnt personnel 
Instructed on Importance of using check off list after each 
step Procedural changes under consideration 

BAVNARD, P V Florida Power Corp 82/11/03 O'REILLY. J P Region 
2, Office of Director 3pp 16643 232 24X Flche 30-302. 

82/12/20. 8301040463 


—8301040477 Forwards IE Insp Hept 50-302/82-18 on 820727-0827 6 notice 
of violation 

LENI8. R C. Dlvlsl-on of Project (i Resident Programs 82/10/03. 
HANCOCK. J A Florida Power Corp 2pp 16643 235 24X 

Flche 50-302, B2/I2/20, 8301040463 


—8301040484 Notice of violation from insp on 820727-0827 

* Division of Project 6 Rssldent Programs 82/10/03. 2pp 
16643 237 S4X Flche 30-302,02/12/20,8301040463 


—8301040471 IE Insp Rept 30-302/02-10 on 820727-0827 Noncompll ante 
noted failure to follow malnt procedures during safetg- 
rclated malnt St failure to respond to NRC notice of 
violation within time specified 

BTETKA.T F , SMITH. B W . ROOERS.B F Division of Project S< 

Resident Programs 82/10/01 12pp 16643.239 24X 

Ficha 50-302,82/12/20,8301040463 


0203190269 IE Info Notice 82-51. "Overezposurea In PlfR Cavities " Sve 
list and 

OEVOUNO.R C Director's Office. Office of inspection end 

Enforcement 82/12/21 Consolidated Edison Co of Now York, Inc. 

lllpp 166B9 239 24X Flche 30-000,82/12/21,8208190269 


8212060351 IE Info Notice 02-52. "Equipment Environ Dual If 1 cati on 
Testing Experience - Updating of Test Summaries Prevlouslg 
Publlehad In IE Info Notice 81-29 " Bve list end 
JOROAN.E L Division of Engineering & Dualltg Assurance (Pro 
8301031 82/12/21 Consotldated Edison Co of New York. Inc 

llSpp 166BI 088 24X Flche 50-000,82/12/21,8212060351. 


8212060350 IE Info Notice 82-53, "Haln Transformer Failurae at North 
Anna Nuclear Power Station " Sve list e-ncl 

JOROANrE L Division of Enginearl-ng b Ouallty Assurance (Pro 
830103}. 82/12/22 Consolidateif Edison Co of New York. Inc 

il4pp 16758.017 24X Flche. 30-000. 82/12/22, 8212060330 


8301040368 Ack receipt of 820924,1102 b 1115 I tri informing NRC of 
steps takan to correct violations notod in lE Insp Rept 
50-302/82-1 1 

LEMIS.R.C Division of Project b Resident Programs 82/12/22 
HANCOCK, d A Florida Power Corp Ip 16643 283 24X 

Flche 30-302. 82/12/22.8301040368 


—8301040369 Forwards scheduls of oiod-l n— progress drawing c-ontml review 
per 821102 commitment In response to vlolatlona noted In 
IE Insp Rept 50-302/82-11. 

BAYNARDjP Y. Florida Power Corp 82/ll/lS O'REILLY. J P Raglan 
2. Office of Director 3pp. 16643-266 84X Flche. 30-302, 

82/12/22, 8301040368. 


■8301040370 Buppli 820924 Itr responding to violations noted in IE Insp 
Rept S0-302/82-1I Error consisted of confusion between 
emergency feedwater sys b emergency diesel generator sgs. 

BAYNARD.P V Florida Power Corp 82/11/02 O'REILLY. J.P Region 
2. Office of Director. 4pp 16643 289. 24X Flche. 50-302, 

82/12/22, 8301040368 


--B30104037S Responds to NRC B20830 Itr re violations noted in IE Insp 
Rept 50-302/82-11 Corrective actions changes to dlasel 
generator sys test procedure Inadequacies initiated b 
review of raod-ln-progress drawing control conducted 
BAYNARD.P V Florida Power Corp 82/09/24 O'REILLY, J P Region 

2, Office of Director 4pp 16643 293 24X Fiche 50-302, 

82/12/22, 8301040368 


— 8301040378 Forwards IE Insp Rept 50-302/62-11 on 020326-0726 & notice 
of violation 

LEWIS, R C Division of Pro-ject b Resident Programs 82/00/20 
HANCOCK, J A Florida Power Corp 2pp 16643 297 24X 

Flche 5 0-30 2,82/1 2/22, 8301040366 


— 8301040382 Notice of violation from Insp on 820326-0726 

* Division of Project b Resident Programs 82/08/20 2pp 
16643 299 24X Flche 30-302,82/12/22,8301040368 


— 8301040388 IE Insp Rept 50-302/82-11 on 820526-0726 Noncompl i ance 
noted failure to adhere to temporary mod requirements of 
procedures for sys draining, fl lllng b venting b to maintain 
b control drawings 

BTETKA.T F , SMITH. B W . BROWNLEE, V L Division of Project b 
Rssldent Programs 82/08/19 17pp 16643 301 24X 

Flche 50-302,82/12/22,8301040368 


8301230680 Forwards IE Insp Rept 50-302/02-31 on 821130-1203 Mo 
noncompl lance noted 

DANCE, H C Division of Project b Resident Programs B2/12/23 
HANCOCK, -J A Florida Power Corp 2pp 16896 060 24X 

Flche 30-302,82/12/23.8301250600. 


— 9301250683 IE Insp Rept 30-302/02-31 on 021130-1203 No noncompl lance 
noted Major areas inspected followup of licensee 
notification that release from turbine bldg sump exceeded 
instantaneous discharge limit 

KAHLE.O B , BARR, K P Division of Engineering b Technical 
Programs 82/12/22 6pp 16890 062 24X Flche 30-302,82/12/23. 

8301230680 


0208190275 IE Info Notice 82-54. "Whstlnghouse NBFD Relay Failures in 
Reactor Protection Sys " avc list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
830103) 82/12/27 Consolidated Edison Co of New York, Inc 

llOpp 16962 139. 24X Flche 50-000.82/12/27,8208190275 


B20S190273 IE Info Notice 62-55, "Seismic Qua 1 1 f icatl on of Uestlngheuse 
AR Relay W/Latch Attachments Used In Uestinghouse Solid 
State Protection Sys “ Bve list end 

JOROAN.E. L. Division of Engineering b Quality Assurance <Pre 
030103) 82/12/28 Consolidated Edison Co of New York, Inc. 

109pp 16868.014 24X Fiche 50-000,02/12/28,8208190273 


8212060334 IE Info Notice B2-S6, "Rebertshaw Thermostatic Flow Control 
Valves " avc list end 

JORDAN, E L Division of Engineering b Quality Assurance <Pre 
B301O3) 82/12/30 Consolidated Edison Co of New York, Inc 

lllpp 16758 137 a4X Flche 50-000.82/12/30,8212060334 


0301230226 Ack receipt of 821222 Itr informing NRC of steps taken to 
correct violations notod In IE Insp Rept 50-302/02-22 
LEWIB.R C Dlvlelon of Project b Resident Programs 83/01/05. 
HANCOCK, J. A Florida Power Corp Ip 16897 162 24X 

Fiche - 30-302, 83/01/03, 8301250226 


— 8301250234 Responds to NRC 821123 Itr re violations noted In IE Insp 
Rept 50—302/62—22 Corrective actions shift supervisors 
Instructed In Importance of followup documentatian of 
actions, 

BAYNARD.P Y. Florida Power Corp 82/12/22 O'REILLY, J P Region 
2, Office of Director 2pp 16897 163 a4X Flche- 50-302, 
83/01/05, 83012S0226 


— 83012S023B Forwardi IE Insp Rept 50-302/82-22 on 020627-0930 b notice 
of violation 

LEWIS, R C Division of Project b Resident Programs 82/11/23 
HANCOCK. J A Florida Power Corp 2pp 16897-163 24X 

Flche. 50-302, 83/01/09, 8301250226 


— 0301250245 Notice of violation from Insp on 820827-0930 

» Division of Project b Resident Programs B2/lt/23 Ip. 
16897.167. 24X Flch# 50-302,83/01/05,8301290226 


—0301250265 IE In«p Rept 30-302/02-22 on 020827-0930 Noncomp 11 ance 
noted failure to enter Tech Spec action statement when RCS 
leakage exceeded 1 gpm 

STETKA.T F. . BlilTH.B M , DRDHNLEE, V U Division of Project b 
Resident Programs 02/10/15 tOpp. 16897.168 24X 

Flche SD-302, 83/0 1 /OS, 830 1 2 50226. 
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B3013S045I Ask receipt of S212S3 Itr informing NflC of step* taken to 
correct violations noted in IE Insp Rept S0-302/Q2-24 
DANCEiH C Division of Project (< Resident Programs 83/01/09 
HANCOCK. J A Florida Pousr Corp ip ldi90i> 110 24X 

flche SO-302, 83/01/05, 8301250451 


— 8301290457 Respond* to NRC B21122 Ur re violations noted in IE Insp 
Rept 90'-302/82-24 Corrective actions personnel instructed 
to verify that consumable working copy procedure current 
before using 

SAVWARD.P V Florida Power Corp 82/12/22 O'REILLV, J P Region 
2, Office of Director 8pp 18906 111 24X Fiche 50-302, 

83/01/09, 8301250451 


—8301250469 Forward* IE Insp Rept 50-302/02-24 on 821001-lB tc notice 
of violation 

DANCE, H C Division of Project i Resident Program* 82/11/22 
HANCOCK, J A Florida Power Corp 2pp 16906 113 24X 

Fieh a 50-302, 83/01/09, 8301250451. 


•0301250468 Notice of violation from insp on 821001-10 

« Region 2, Office of Director 82/11/22 ip 16906 115 24X 

Ficbe 50-302,83/01/05,8301250451 


—0301250474 IE Insp Rept 90-302/82-24 on 821001-18 Noneomp 1 lance 
noted failure to use current written procedures during 
plant operetlon 

STETKA.T F , OROHNLEE, V L Division of Project & Resident 
Programs 82/11/22 lOpp 16906 116 24X Fiche 50-302,83/01/09, 

8301250491 


V Operator Eiaminations 


8212220443 Oeneric Ltr 62-36 to all power reactor 1 icense es, app licants 
for OL, N89 b reactor vendors 6 AEs re meeting to discuss 
recent developments for lictnsing exams Advises that meeting 
will be held on 630211 re operator licensing 8vc list end 
EISENHUT, 0 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 12pp 16681 072 24X 

Flefie 90-000.82/12/22,8212220443 


6301120073 Oeneric Ltr 83-01 to power reactor licensees (« applicants 
for OL re operator licensing eiam site visit Requests 
schedule re exam requests expected for submittal prior to 
891231 for listed categories Svc list snc 1 

EISENHUT.D 0 Division of Licensing 83/01/11 Consolidated 
Edison Co of New York. Inc Ilpp 16893 243 24X 

Fiche 90-000,83/01/11,0301120078 


DOCKET 90-304 ZION NUCLEAR POWER STATION, UNIT 2 


F Security, medical, emergency b fire protection plans 


6212060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for OL b holders of CPs re Suppl 1 to NUREO-0737, 
''Requirement* for Emergency Response Capability “ 

NUREO-0737, Suppl 1 b svc list end 

EISENHUT.D 0 Division of Licensing 82/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 208 24X 

Fiche 50-000.82/12/17.8212060349 


03O1SSO359 Advises that util does not utillxe Dunker-Ramo electrical 
penetra tlons, per IE Oulletin 82-04, "Deficiencies in Primary 
Containment Electrical Penetration Assemblies " Future use 
will be tubj to appropriate procurement controls 

UESTAFER.G R Florida Power Corp 83/01/07 O'REILLY, JP Region 
2, Office of Director ip 16897 346 24X Fiche 50-302,83/01/07, 

03O12SO399 


B30125048S Dlicusies SALP Rept 50-302/82-23 for Hay 1980 - June 1982 
Licensee resources adequate b performance satisfactory 
0'REtLL.V. J P Region 2, Office of Director 83/01/11 HANCOCK, J A 
Florida Power Corp 2pp 16099 009 24X Fiche 50-302,83/01/11, 

0301290489 


8301040156 Releases public version of revised emergency plan 
imp lamenting procedure 

FELTON. U H Division of Rules and Records 82/12/20 Document 
Hanagement Dranch Ip 16667 063 24X Fiche 90-295,82/12/20, 

8301040198 


—0301040166 Foruiards public version of Revision 2 bo Emergency Plan 
Implementing Procedure EPIP 3S0-I, ‘'Quick Estimate of 
Offsite Dose From Unplanned Release " Procedure change 
request one 1 

PLIHL.G Commonwealth Edison Co 82/11/24 DENTON. H R NRC - No 
Detailed Affiliation Given 2pp 16667 064 24X 

Fiche 50-295,88/12/20,0301040158 


—0301290494 Forward* SALP Rept 50-302/82-23 for May 1980 - June 1982 
LEWIS, R C Division of Project b Resident Programs 82/11/16 
HANCOCK, J A Florida Power Corp 3pp 16899 091 24X 

Fiche 90-302,83/01/11,8301250489 


— 6301040171 Public version of Revision 2 to Emergency Plan Implemanting 
Procedure EPIP 390-1, "Quick Estimate of Offsite Dose From 
Unplanned Releoee " 

V Commonwealth Edieon Co 62/11/24 6pp 16667 066 24X 

Fiche 50-295,82/12/20,8301040158 


— 8301290S01 SALP Rept 50-302/02-23 for May 1980 - June 1982 

• Region 2, Office of Director 02/11/16 23pp 16899 094 24X 

Fiche 50-302,83/01/11,8301290485 


8301240090 Discusses insp Interval for hydraulic shock suppressors 
(snubbars) located outside reactor bldg Snubbers will bs 
placed on 12-nionth visual Insp interval upon entering next 
refueling outage 

UESTAFER.G R. Florida Power Corp 83/01/17 DENTON, H R Office of 
Nirelear Reactor Regulation, Director 2pp 16890 106 24X 

Fiche: 50-302, 83/01/17, 8301240050 


8 Reportable occurrences, LERs b related correspondence 


8301030087 EN-B2-042 on or about 821227, notic e of violation b proposed 
Imposition of civil penalty will be issued for failure to 
provide compensatory measure* during security sye outages 
R08AN0, R , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 62/12/21 Ip 16619’ 096 24X Fiche. 50-302, 62/12/21, 

8301030087 


6212220445 Generic Ltr 62-3? to all reactor llcenseesiCP holders b 
applicants for CPs re problems u/subml tta Is of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Svc list end 

EISENHUT.D Q. Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021 24X 

Fiche 50-000.82/12/22.8212220445 


8301140369 Notifies that continuing difficulties prevent "opere tional” 
designation of listed emergency response fac 1 1 1 ties, per 
NUREO-0737. Item III A 1 2, "Upgrade Emergency Support 
Facilities" b Generic Ltr 82-33 

SWARTZ, E 0 Commonwealth Edison Co. 63/01/06 DENTDN.HR Office 
of Nuclear Reactor Regulation, Director 2pp 16007 299 24X 

Fiche 50-000,83/01/06,8301140365 


6301110664 Release* public version of public info pamphlets re actions 
to take in east of nuclear accidents 

FELTON, J H Division of Rules and Records 83/01/07 Document 
Management Dranch tp 16767 267 24X Fiche 90-000,03/01/07, 

0301110664 


8301060354 PN0-II-S2-14t on 821230, 8t Lucie Unit 1 experienced reactor 
trip foilswed by turbine trip, causing shutdown of Crystal 
River 3 Caused by Inverter failure due to trip circuit 
breaker being racked out for insp 

LANOIS, K D , DANCE, H C Region 2, Office of Director 82/12/30 
2pp 16678.271 24X Fiche’ 90-000, 82/12/30, 8301060354 


— 8301110667 Forwards public version of public info pamphlets re 
actions to take in case of nuclear accidents 

MOORE, R D Commonwealth Edison Co 82/12/31 DENTON, H R NRC - 
No Detailed Affiliation Given 49pp. 16767 268 24X 

Fiche’ 50-000, 83/01/07, 8301110664 


8301200296 Forward* LER 82-07S/03L-0 Detailed svsnt analysis end 

UESTAFER.G R Florida Power Corp. 83/01/13, O'REILLY, J P Region 
2, Office of Director 2pp 16865:164 24X Fiche. 50-302,63/01/13, 
8301200296. 


— B301200305 LER B2-075/03L-0 on 821215, during cold shutdown, circuit 
breaker on control complex ventilation radiation monitor 
RHA-5 tripped Caused by broken pump vane binding pump 
Pump replaced, 

aUFB, JL Florida Power Corp 83/01/13 Region 2, Office of 
Director ip 16869 166 24X Fiche 90-302,83/01/13.8301200296 


8301170344 Forward* IE Safeguards Insp Repbs 50-295/62-31 b 
50-304/82-26 on 821206-10. Not Ic e of violation b details 
withheld (ref 10CFR73.2I> 

MILLER, J.R. Division of Engineering & Technical Programs, 83/01/11 
REED, C Commonwealth Edison Co 2pp 16813 174 24X 

Fiche’ 50-295, 83/01/11.8301170344 


--8301170356 IE Sefeguards Insp Rept* 50-295/82-31 b 50-004/02-20 on 
821206-10 Noncomp 1 lance noted failure bo control personnel 
access for vital ares portals b secure vital area portal 
Detail* withheld (ref tOCFR73 211 

MADEDA, T J Division of Engineering b Technical Programs 
83/01/10 2pp 16613 196 24X Fiche 50-295,83/01/11,8301 170344 
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8301310061 Furwards SER in r»»p:oni» to S30730j 1001 ti 11S9 lubmlttaU 
ra4utf.ting tximptlonl from Stctlons ill 0 fc IIl.L of App R 
to lOCFRSO Util rcquoitod to commit to tnitallation of 
llstod In-ttrufflontatlon ulttln 30 dogs 

VAROA, S A Oporatlng Rtictort Branch 1 63/01/21 DELOEOROErL 0 

Coamonwsalth Edison Co 2pp 16984 034 24X Fiche 50-299,83/01/21. 

8301310061 


—8301310066 8af«tg avaluatlon supporting 820730,1001 & 1129 suboiittalB 
raquBstlng sisnptlons for Ssetlons III 0 6 III L of App R 
to lOCFfiSO Util r«qu»st«d to commit to installation of 
listtd Instrumtntatlon 

• Opsratlng Reactors Branch i 83/01/21. 9pp 16994 036 24X 

Flcha SO-29S. B3/01/21. 8301310061 


J Insurancf 6 indsmnltg information 


8301180033 Foruiardi Endorsomsnts 1.8 ti 3 to llittd eertlficatss for 
NELtA b HAELU pollcios, evldsncing sscondarg financial 
protactlon 

OSTER, iJ. Comm onuaa 1th Edison Co 83/01/13 SALT7MAN. J Assistant 
Dlrsctor for 8tata (, Lictnsaa Relations MSpp, 16833 191, 24X 

Flcha 30-000.83/01/13.8301180093 


F Oparatlng llctnsa stage documents 1, corraspondence 


8218010463 Forwards proposad Ttch Specs on auiillarg feaduiatsr sgs. 
allowing onlg B-h oparatlon tefort shutting down w/tuo pumps 
Inoptrab I a 

VAROA, 8, A Oparatlng Raaeters Branch 1 82/11/22 OEtOEOROE. L 0 

Ceiuianwaalth Edison Ca 2pp. 1690l'3f4 24X Flcha 30-299. 82/1 1/22, 

8212010465 


—8812010467 Proposed Tech Specs on auxiliary feedwater tgt. all awing 
S-h operation before shutdown u/two pumps inoperable 
• Operating Reactari Branch 1 82/11/22. llpp 16501 316 34X 

Fiche 50-295.88/11/22,8812010465 


8301050308 Forwards response to Oeneric Ctr 88-16 re NUREO-0737 items 
LENTtNE.F 0 Commonwealth Edison Co 82/18/27 EIBENHUT.D 0 
Division of Licensing. 4pp 16664 022. 24X Fiche 90-295.83/12/27, 

83010S0302 


8212060356 Oeneric Lbr 82-30 to all 1 ieensaee. appl lean it for OL tc 
hnlifers of CPs re filings concerning I0CFR50 production 6 
utilitatlon fae 11 1 ties. Current lilting of branch assignments 
for nuclear reactor projects ti sve list end 

ElSENHUTiDO. Division of Licencing. 82/18/28 Consolidated 
Ed 1 eon Co of New Vorl. tnc llpp. 16868,001, 24X 

Fiche 50-000,82/12/28.8212060356 


301030310 Requests eddl payment for review of 801107 application 
requesting Tech Spec change re redundencij in DHR cepabilltg. 

01009. R,H. License Fee ffanagenent Branch. 82/12/29 OELOEORCE, L. 0 
Commonwealth Edison Co ip, 16655 066 24X Fiche* 30-295, 82/12/27, 

8301030310 


8301040317 Advises that util does net Intend to provide Reg Outde 1,97 
imp lementatlon schrdule by S31231 as previously stataif in 
response to Oeneric Lbr 82-10. Schedul e will be provided 
w/lntegrated reiponee to 8ECy-B2-ttl, 

DELOEOROEtL □ Commonwealth Edison Co S2/12/2? EIBENHUT, D 0. 
Division of Lleenilng ip 16643:284 24X Fleh e 50-000. S2/ 18/29, 

8301040317 


8301120115 ANALYSIS OF HYPOTHETICAL SEVERE CORE DAHAOE ACCIDENTB FOR 
ZION PRESSURIZED HATER REACTOR Ooebst Nos. 50-295 And 
30-304 

HASKIMF.E. DARfiV.UL. HURFIN, bf 8 Sandia Laboratories FIN 
A-I25a, MJREO/CR-1909 82/12/31 Division of Accident 
Evaluation I92pp. 16784*222 24X Fiche 50-295,68/12/31. 

8301120115. 


1301110534 Requests eddl 30 days to complete technical evaluation 
review Ic provide necestary puetl fleet i on for proprietary 
protection ''Analueis of 48 Inch RIAS Ctase 73 Butterfly 
Valves."' final rept. Vol 1 forwarded, 

LENTINE. F 0 Commonwealth Edison Co 83/01/07. DENTON, H R Office 
of Nuclear Reector Regulation, Director. 2pp. 16743 094, S4X 
Fiche. 50-29S> 83/01/07, 8301 110534 


-830111053? "Analgtii of 42 Inch R1A8 Class 76 Butterfly Valves," final 
rept.Vol 1 

FOUUEV, V M. . BOUTON, fl A . HOrA. 0 Cygna Energy Services 03003 
VOI. 82/12/23. S9pp 16743 096 24X F Iche* 50-295. 83/01/07. 

8301110534 


8301180317 Requests approval of delay of Implementation of revised 
procedures re correction factor corves used to correlate 
hlgh-range noble gas monitor channel reading to actual 
plant release Completion expected by 630701 

SWARTZ, E 0 Commonwealth Edison Co 63/01/14 DENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16824 357 24X 

Fiche 50-000,83/01/14,8301180317 


8301210136 Forwards Info re Fisher 6 Porter transmitters & Harathon 
terminal blocks in order to reaffirm justification for 
continued operation of itemi identified in SER for environ 
qualification of safety-related electrical equipment 

LENTINE.F 0 Commonwealth Edison Co S3/01/14 DENTON.H R Office 
of Nuclear Reactor Regulation. Director I2pp 16877 062 24X 

Fiche 50-299,63/01/14,8301210136 


8301280476 Forwards Amends SO tt 70 to Licenses DPR-39 & DPR-4e, 
reepeetivtiy, safety evaluation & notice of issuance 6 
availability Amend revises euxlllarg feedwater sys Tech 
Specs 

VAROA, S A Operating Reactors Branch 1 83/01/21 DELOEDROE. L □ 

Commonwealth Edison Co 3pp, 16972*065 24X Fiche 50-299,83/01/21. 

8301280478. 


—8301260483 Amende 80 «< 70 to Licenses OPR-39 t. DPR-48, respectively, 
revising auxiliary feedwater eye Tech Specs, completing 
lleeneee action on 800229 Confirmatory Order. Item F 5 8, 
reviews of TNI Items 11 E 1 1 & XI E 1 2 
VAROA, 8 A Operating Reactors Branch I 83/01/21 19pp 
16972:068 24X Fiche 50-295,83/01/21,8301280478 


— 8301280489 Safety evaluation supporting Amends 80 L 70 to Licenses 
DFR-3? 6 DPR-4e,respectlvely 

« Office of Nuclear Reactor Regulation, Director 83/01/21 
13pp 16972 087 24X Fl ch a SO-295, 83/01 /21, 6301280478 


— 8301260489 Notice of Issuance ti availability of Amends 80 (c 70 to 
Licensee DPR-39 6 DPB-4B, respecti ve ly 

VAROA, 8. A Operating Raactors Drench 1 63/01/21 2pp 

16972 100 24X Fiche 90-299,83/01/21,8301280478 


Q Inspection reports, IE Bulletins 1. correspondence 


8208190269 IE Info Notice 82-51, "Overe xpotur as in PWR Cavities '■ Sve 
list end 

OEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement, 62/12/21. Consolidated Edison Co of New York. Inc. 
lllpp 16689 239 24X Fiche* 90-000, 82/12/21 . 8208190269 


8212060351 IE Info Notice 82-52, "Equipment Environ Qualification 
Tasting Experience - Updating of Test 6ummaries Previously 
Published in IE Info Notice 81-29 " 8vc list end 
JORDANiE L Division of Engineering t. Quality Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co of New York. Inc 

115pp. 16681 088. 24X Fiche 90-000,82/12/21,8212060351 


8212060390 IE Info Notice 82-93, "Mein Transformer Failures at North 
Anna Nuclear Power Station." 8vc list end 

JORDAN, E L Division of Engineering (, Quality Assurance (Pre 
830103) 82/12/22 Consolidated Edison Co, of New York, tnc. 

114pp 16798*017. 24X Fiche 90-000.82/12/22,8212060390 


8208190275 IE Info Notice 02-54, "Westlnghous e NBFD Relay Failures in 
Reactor Protection Bye." Bve Hit end 

JORDAN, E L Division of Engineering It Quality Assurance (Pre 
830103). 82/12/27. Consolidated Edison Co of New York, Inc. 

llOpp 16962,139 24X Fiche 50-000, 82/12/27,8208190275 


8208190873 IE Info Notice 82-59, "Seismic Qualification of Wastinghouie 
AR Raley H/Letch Attachments Used In Westlnghouse Solid 
Btati Protection Byt " 6vc list end 

JORDAN, E L, Division of Engineering It Quality Assurance (Pre 
830103) 82/12/28 Consolidated Edison Co of New Yorit, Inc 

109pp 16868,014 S4X Fiche: 90-000. 82/12/80, 8208190273 


8212060394 IE Info Notice 82-96, "Robertshaw Tharmostatlc Flow Control 
Valves." Sve list end. 

JORDANiE, L Division of Engineering It Quality Assurance <Pri 
830103), 82/12/30 Consolidated Edison Co. of New York, Inc 

lllpp 16798 137 24X Flcha; 90-000, 82/12/30.8212060394, 


8301110279 Confirms completion of commitment identified in 821102 rept 
of Investigation re alleged sale of marijuana by 
contractor amp loyse. Name It other Info provided in 821122 
teleon by J Creed 

KEPPLERiJ. 0 Region 3. Office of Director. 83/01/04 LEEtN, 
Zlon.lL, ip, 16747.160 24X Fiche’ 90-299, 83/01/04. 83011 10279. 
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B301S4<H30 Forward* IE In»p Kept* 50-298/02-85 t< 50-304/82-82 on 
8210i&-lS:01 No noncomp 1 lance noted 

STRE£TER< J F Division of Project %t Resident Progremt 03/Ol/OS 
REEDi C Commonwealth Edison Co 2pp 15090 305 24X 

Flehe 50-895)03/01/08.0301840130 


—0301240136 IE Insp Rept* S0-29S/B8-8S & 50-304/82-28 on 081015-1201 No 
noncompliance noted Major areas Inspected radiation monitor 
rep 1 ac emen t) 1 icensee action on confirmation of action Itr It 
gateaus releases of 821028-25 

HATERS) J fi , DUNAWAV, F R . HARTMAN. P L Division of Project S< 
Resident Pregreois 83/01/05 9pp 16090 300 84X 

Flch# 80-895,03/01/05,0301240130 


0301160050 Act receipt of 881202 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 80-295/82-23 i 
80-304/02-19 

3PE8SARD) R C Division of Project I, Resident Programs 03/01/10 
REEDiC Commonwealth Edison Co Ip 15635 295 24X 

Flche 50-295.83/01/10,0301180050 


--03O110OO73 Responds to NRC 621108 Itr re violations noted in IE Insp 
Repte 50-298/82-22 It 80-304/82-19 Corrective actions 
shsitdeun margin verification procedure revised to highlight 
ragulrement to maintain containment integrity 

DELaEOROE. U 0 Commonwealth Edison Co 08/12/02 KEPPLER.J 0 
Region 3, Office of Director 2pp 15838 295 24X 

Flche 30-293,03/01/10,0301100050 


0301170344 Forwards IE Safeguards Insp Repts 50-298/02-31 I, 
50-304/02-28 on 631205-10 Notice of violation 1. details 
withheld <ref 10CFR73 21) 

HILLER, J R Division of Engineering I, Technical Programs 03/01/11 
REED, C Commonwealth Edison Co 2pp 15813 194 24X 

Fiche 50-293,03/01/11,0301170344 


—0301170355 IE Safeguards Insp Repts 50-295/82-31 I, 50-304/02-20 on 
621205-10 Noncomp 1 lance noted failure to control personnel 
access for vital area portals I, secure vital area portal 
Details withheld irsf tOCFR73 21) 

HADEOA, T J , KNICELEY, 0 R , CREED, 0 R Division of Engineering & 
Technical Programs 83/01/10 2pp 15013 196 24X 

Flche 50-298,03/01/11,8301170344 


0301240045 Submits Info ro stress points In Package VC-11-2 found 
to escaed 2 4 8h limit, in response to IE Bulletin 79-14, 

"Seismic Analysts for As-Duilt Safety-Related Piping Bys “ 

RAU6CH>T. J Commonwealth Edison Co 03/01/13 KEPPLER, J 0 Region 
3, Office of Director ip 15090 105 24X Flche 50-295,03/01/13. 

0301240045 


0301100051 Ack receipt of 821229 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-295/82-20 I, 
80-304/02-18 

NORELIUS, C £ Division of Engineering ti Technical Programs 
03/01/14 REED. C Commonwealth Edison Co 2pp 15833 159 24X 

Flche 50-298,03/01/14.0301100061 


—0301180055 Respond* to NRC 021203 Itr re violations noted in IE Insp 
Rapt* 80-295/02-20 I, 80-304/02-10 Corrective eetions 
procedure revl sed. training lectures will be videotaped I, 
need for accurate recordkeeping discussed w/personnel 
OELOEOROE. L 0 Gommonweelth Edison Co 82/12/89 KEPPLER. J 0 
Region 3. Office of Director. 8pp 15033 151 24X 

Flche 30-295.03/01/14.8301180051 


R Periodic operating reports 1, related correspondence 


8301110550 Forward* monthly operating repts for Dec 1982 

ORAESSER, K L Commonwealth Edison Co 03/01/07 Director's 
Office. Office of Inspection and Enforcement ip 15741 337 24X 

Flche 50-298,83/01/07,0301110558 


--6301110551 Monthly operating repts for Dtc 1982. 

AUSTIN, 0 Commonwealth Edison Co. 83/01/07 tlpp 15741; 330. 
24X Flche- 50-295, 83/01/07. 8301 1 10858 


0 Reportable oecurrencas. LER* 1, related correspondence 


8301210226 Forwards LER 82-029/03L-0. 

ORAESSER.KL Commonwealth Edison Co 83/01/14 KEPPLER.J 0. 
Region 3, Office of Director. ip 15072 107. ' 24X 
Flche 50-304,83/01/14,0301810225 


—030181022? LER B2-089/03L-D' on 821216. conta Inment spray diesel driven 
pump 2C tripped off-line before raechlng full speed, Caused 
by closed vent valve in fuel eannl star, Fu el shutdown valve 
b speed switch replaced 

shim. K Commonwealth Edison Co 83/01/14 Region 3. Office of 
Otrector. 4pp. 15072.106 24X Fi cho- 50-304, 83/01/14, 8301210225. 


0301200233 Forwards LER 82-050/03L-0 

ORAESSER.K L Commonwsalth Edison Co 03/01/21 KEPPLER. J 0 
Region 3, Office of Director ip 15951 208 24X 

Flche 50-304.83/01/21,0301200235 


—0301200239 LER 82-0S0/O3L-O on 821284. overtemp delta-T setpoint loop IB 
indicator observed out of tolerance high u/respect to three 
redundant loops Caused by drifting function generator 
INM-441B Generator recalibr 

CANTWELL. P F Commonwealth Edison Co 83/01/21 Region 3, 

Office of Director Ip 15951 205 24X Flche 50-304,03/01/21, 

6301200238 


V Operator Eseminations 


8212220443 Oenerle Ltr 62-36 to all power reactor 1 icentees.epp licants 
for QL.NSS I, reactor vendors I, AEs re meeting to discuss 
recent developments for licensing e>ams Advises that meeting 
will be held on 830211 re operator licensing Svc list end 
EI8ENHUT.D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc ISpp 16581 072 24X 

Flche 80-000.82/12/22.6212220443 


6301120078 Generic Ltr 83-01 to power reactor licensees I, applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
831231 for listed categories Svc list end 

EIBENHUT.D 0 Division of Licensing 83/01/11 Contolldeted 
Edison Co of New York. Inc 1 Ipp 15893 243 84X 

Flche- 50-000, 03/01/1 1, 6301 120078 
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P Security, medical, emergency (< fire protection plans 


6212050349 Oenerle Ltr 62-33 to ell licensees of operating reactore. 
applicants for OL I, holders of CPs re Suppl 1 to NUREQ-0737, 
"Requirements for Emergsncy Response Capability " 

NUREO-0737, Suppl 1 I, svc list end 

EISENHUT. D 0 Division of Licensing 02/12/17 Consolidated 
Edison Co of New York. Inc 77pp 16581-200 24X 

Fiche 30-000,02/12/17,0212050349 


8212220448 Oenerle Ltr 02-39 to ell reactor lleensaes.CP holders t, 
applicants for CPs re problems u/*ubmlttels of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined 8vc list end 

EISENHUT. D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, tnc iSpp 15590 021 24X 

Flch* 80-000,82/12/22,0212220445 


8301180488 Informs that 821S22 rsvlslon to Emergency Plan satisfies 
requirement* of lOCFRSO 47<b), NUREO-0654 l< American Red 
Cross Multi-Media Course Change does not decrease 
effectiveness of plan 

VAROA, 0 A Operating Reactor* Branch 1 83/01/12 OEISLER. C W 

Wisconsin Public Service Corp 2pp 1,5837 075 24X 

Flche 80-305,83/01/12,8301180408 


6301190173 Release* public version of revised Radiological Emergency 
Response Plan Implementing Procedures 

PEL TON, J M Division of Rule* and Records 03/01/14 Document 
Management Branch Ip 15858; SSI 24X Fi che 80-309. 83/01/1 4. 
8301190173 


—8301190175 Forward* public version of revised Radiological Emergency 
Response Plan Implementing Pr ocadur es, Inc ludlng Procedures 
EP-AD-1. "Plant Emergency Qrganixat Ion" I, EP-DP-3. "Control 
Room Communications " 

OlEBLER.C H Wisconsin Public Service Corp 83/01/10 

DENTON. H R Office of Nuclear Reactor Regulation. Director ip 

15658 262. 24X Flch* 50-308.03/01/14.8301190173 


— B301i90178 Public version of revised Radiological Emergency Raspontc 
Plen Implementing Procedures, including Procedure* EP-AD-l. 

"Plant Emergency Organl latlon " It EP-OP-3, "Control Room 
Communications " Revised index end 

* Wisconsin Public Servlet Corp 83/01/03 84pp 15855 283 
24X Flchs 80-309,03/01/14,0301190173 


J Insurance ti indemnity Information 


0301110585 Forwards Endorsements 47 to HAELU Policy MF-71.S9 to NELIA 
Policy NF-204,7 to MAELU Policy TA-1270, 1,2 I, 3 to MAELU 
Certificate H-44 I, 1,2 I, 3 to NELIA Certificate N-44 
OIESLERiC.W Wisconsin Public Service Corp 63/01/05 DINITZ.I 
Antitrust I, Economic analysis Branch (Utility Finance). 17pp 
16743 307. 24X Flche- 50-308, 83 /01/05, 8301 1 10505 
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P. Opiriting lle«ni( itiig* documvnt* & ceTrv*p«ndcnc« 


BB12270S07 Foru«nl« »af«tg evaluttlon lupporting impl>««ntation of 
rtcommtndatlonf for auilllarg feaduatar tgd 

VAROAjS A Oparatlng Riactori Branch 1. $S/l3/t6. OIESLER. C U 

Ultconiln Public Strvict Corp. Opp lASS-l'O?? S4X 
richa 90-303. 02/ 12 7 lirBB 1 2270 907 


8301170232 Rifpandf bo analgit* raquaib to detarmine effacts of 
poatulaltd ammonia ipill on control room habitaPiiitg 
Rtaulti thou mac ammonia concan tration lest than toiicitg 
lavtla u/lou probabllitg of occurrance laaua cloaed 
OIESLERiC U Ulaconain Public Servica Corp 83/01/10 t/AROA. 8 A 
Oparatlng Raactor* Branch 1 2pp 1A810 274 24X 

FIcha 30-305i 83/01/10. 0301 170232 


— 8212270911 Bafatg avaluatlan aupporting propoiad mod* to Tach Bpaca ra 
auilliarg faaduatar <gi 

* Offlea of Nuc 1 aar Raactor Ragulatlon. Dlractor 83/12/1&, Bpp 
lA99i 078 24X Ftcha 90-3DS. 82/ 12/1 &. 8212270507 


8301030274 Foruarda corractad paga* to Amand 47 to Licaraa DPR-43 
Pagaa incorractlg martad in 621129 tranimittal. 

OROTENHUIB.M Oparatlng Raactora Branch 1. 02/12/16. OIESLER.C M 

Ulfconaln Public Sarvica Carp 2pp. 16654.011 24X 

FIcha 50-309.82/12/16.8301030274 


— 8301030277 Corractad pagaa to Amand 47 to Llctnta DPR-43 

a Oparatlng Raactori Branch 1 82/12/16 12pp 16654 013, 24X 

Ftcha; 90-309. 82/12/16. 8301030274 


8212060396 Oantrlc Ltr 82-30 to all Hcanitai. appIlcantP for OL t< 
holdara of CPt ra flllnga concarnlng lOCFRSO production 6 
utltliatlon facllltlai Currant Hating of branch aaalgnmanta 
for nuclaar raactor prajaeta b ivc Hat and 

EIBENHOT.DO Dlvlaion of Licanalng B2/12/28 Conaolldatad 
Edlaon Co of Rau York. Inc. 1 Ipp 16868 001, 24X 

FIcha- 90-000. 82/12/28.8212060396 


8301040597 Foruarda addl info ra amvlron qualification of aafatg- 
ralatad atactrleal aqui fmant. h 1 gh anargg llna braak 
analgiai in raiponaa to 821130 raqtiaat 

0IE6LER.C W Rltconiln Public Sarvlca Corp 82/12/30 VARDA. 8 A 
Oparatlng Raactori Branch I. 17pp 16646 162 24X 

FIcha 90-309. B2/ 12/30. 8301040997. 


B301070606 Foruarda Aoiand 48 to Llcania DPR-43i taf atg avaluation It 
notlca oP Itfuanci b availabilttg Amand ravlaaa Tach Space 
to rtflact nuclaar dapt raorgan 1 latt on 

OROIENHdIB. M Oparatlng Raactora Branch 1. 83/01/03 OIESLER.C. U. 

tfltconiln Public Sarvlca Corp 2pp 16740-331 24X 

FIcha 90-309. B3/0 1/03. 8301070608 


— B301070612 Amand 48 to Llcanae OPR-43. ravla Ing Tach Bpac* to raflact 
nuclaar dapt raorganlia t ion 

VAflOA. a A Oparatlng Raactori Branch 1 83/01/03, 16pp. 

16740 333 24X Ftcha 90-309.83/01/03.8301070608 


— 8301070619 Bafatg avaluation supporting Amand 48 to Llcinaa OPR-43, 

» Office of Nuclear Riactor Ragulatlom Director 83/01/03 3pa 
16740 349, 24X Flche 50-309.83/01/03.8301070608 


8301180115 Application to amend Licania DPR-43 to include condition 
requiring implementation of aecondarg uiater chemistrg 
program Alio requiats deletion of eurveillanca requirement* 
for lecondarg uater pH. ammonia b lodium 

OIESLER.C U lli«can«ln Public Service Carp 83/01/12 VAR0A.6 A 
Operating Reactor* Branch 1 3pp 1679S 101 24X 

FIcha 90-305. 03/01/12. B301ie011 9 


8301240160 Advlaai that NURE0-0737i Ac ti on Item II Q 2 2. “Dahlgn Ravleu 
of Plant Shielding - Acea*i to Vital Area*. " conaldarad 
c 1 o*ad 

VAROA.S A. Operating Reactor* Branch 1 83/01/12 OIESLER.C U. 

Hlscon*ln Public Service Corp 3pp 16893 279 24X 

Flche 50-309.83/01/12,9301240160 


0301170412 Rav 4 to application for Amend 92 to License DPR-43( revl* ing 
P 4 4-13 bg eupartading 021110 (ubmittal re leak from syi 
uhleh recirculate containment lump uatar post-acc idant 
OIESLER.C M. Wliconiln Public Service Corp 83/01/13 VAROA.S A 
Operating Reactor* Branch 1, Ip 16813 126 24X 

Ficha - 50-309. 83/01/13. 8301170412 


— 0301170415 Revised Tach Spec P 4 4-13 eupariedlng 821110 submittal re 
leak rata from tg* which recirculate containment sump water 
poit-accldant. 

« Nltconsln Public Service Carp 83/01/13 Ip, 16813 127 24X 

Flche 90-309.83/01/13.8301170 412 


8301170420 Application for Rev A to propotad Amand 91 to License 
l)PR-43. conif ■ t Ing of changes to Tech Spec 6 19 1 re 
ccintalnment purging 

OIESLER.C H Uiscaniln Public Service Corp 83/01/13 OENTOK. H R 
Office of Nuclaar Raactor Regulation. Director 2pp 16813 133 
24X rich* 50-305, 83/01/13. 8301 170420 


— 8301170421 Proposed changai to Tech Spec 6 15 1 re containment 
purging 

« Ulscontln Public Service Carp 83/01/12 Ip 16013,199. 24X 

Flche 50-309.83/01/13.8301170420 


63011SD078 Provide* d ocuma nta tlon which daman strata* that plant Tach 
Spec* adequatalg meet intent of model radiological effluent 
Tech Speesiper NRC request 

eiESLER.C.M Misconiln Public Bervlce Corp, 83/01/14 VAROA.S A 
Operating Reactor* Branch 1 9pp. 16835-290 24X 

Flche- 90-309. 83/01/14. 6301100078 


— 8301070617 Notice of issuance b avatlabUitg of Amend 40 to License 
OTa-43. 

VAROA.S A Optriklng Reactors Branch 1 03/01/03 8ap 

16740-392 24X Flche. 50-309, 83/01/03. 6301070608, 


S3011002Sa Application to amend License DPR-43i consl 1 1 Ing of Amend 47 
to Tech Spec* which rearrange* table of con tan ti, de 1 ete* ETS 
(App 81 & correct* typographical trror* b omitted emend 
numbers 

elESLER.C, U U1 icon* in Public Bervlce Corp 83/01/03 
DROTENHUIS. M NRC - No Detailed Affiliation Olven 4pp, 167OIi2S0 
24X Flche 50-309.83/01/03,0301100288, 


— 8301100291 Proposed Tech Spec change* deleting ETS (App 8}. rt arranging 
table of contents b correcting typographical error* b 
omitted emend numbers 

• Wliconeln Public Service Corp 83/01/03 73pp 16701.294 
24X Flche. 90-309. 83/01/03, 8301100288 


1301070264 Advise* of Interim commitment to limit valve opening b 
ek-power purging to 90 h per gr while uie of 36-lneh purge 
tgs re-evaluated, Feeelb 1 1 Itv study re use of imallar 
dJeneter purg* age ulll be avsllable hg Sspt 1903 
eiEBLER.C, W, Nisconsln Public Service Carp. 83/01/04, VAROA, 9, A. 
Dpereting Reactor* Branch I. 9pp 16685 180 24X 

Flche 50-309,83/01/04.8301070364 


8301110635 Conclude* requirements of TMI Items T.A,8, 1,4 re upgrading 
of reactor b senior reactor operator training b 
quel if Icat ion b II, B 4 re training for mitigating core 
damage met. Listed Info provldae sufficient detail* 

VAROA.S.A Operating Reactor* Branch 1, 83/01/06 OIESLER, C W 

Witcontln PuhHe Sarvlca Corp, 2pp. 16765 198 24X 

Ficha- 90-309, 83/01/06. 8301110639 


8301210035 Forward* remainder of addl Info re environ qualification of 
eaf ety-rela tad electrlcdl equipment, ''Installed THI Action 
Plan Iteme. " per NRil 820216 b 22 requests Updated *g* 
component evaluation wofksheete also and 

OIESLER. C M Hliconeln Public Service Corp 83/01/17 VAROA.S A 
Operating Raactori Branch 1. S73pp 16879 093 24X 

Ficha 50-309,83/01/17,0301210033 


Q. Inspecblan reporti, lE Bulletins b correspondence 


8208190269 IE Info Kollee 82-91, "Overexpoiures in PWR Cavities ’ Dve 
list end 

DEYOUNO, R. C Director-'* Office, Office of Inepectlon and 

Enforcement 82/12/21. Caneolldated Edison Co. of New York. Inc. 

lllpp 166S9-239. 24X Fichi- 90-000. 82/12/21,8208190269 


8212060351 IE Info Notice 82-92, "Equipment Environ Qualification 
Tatting Experience - Updating of Test Summaries Previously 
Published In IE Info Notice 81-29 '' Sve list end 
JORDAN. E L Division of Engineering b Quality Assurance (Pre 
8301031. 82/12/21. Consolidated Edison Co of Now York. Inc 

ItSpp 16681:088 24X Flche. 50-000, 82/12/21.8212060391 


0212060390 IE Info Notice 82-53, "Main Transformer Failure* at North 
Anna Nuclear Power Station." 8vc list end 

JORDAN. E L Division of Engineering L Qualltg Assurance (Pre 
830103) 82/12/22 Cansotldated Edieon Co of New York, Inr 

1 1 4p p 1 6798 ,017. 24X Flche. 90-000. 82/1 2/ 22. 821 2060350. 


8301060099 Forward* IE Insp Rapt 50-305/82-20 on 821018-22,1130 b 1201 
b notice of violation 

MILLER, J.R. Dlvieion of Engineering b Technical Program*. 02/12/23 
OIESLER.C. M, Wisconsin Public Service Corp 2pp, 16670 244. 24X 

Flchet 90-305, 82/12/23,8301060099, 
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--G30106010S No tice of violation from insp on S21018'*22< 1 130 Si 1201 
HILLERivI n Divitlon of Engineering i Technical Programs. 
92/12/23 ip 16670 246 24X Fie he SO-309. S2/12/23, B301060099 


—9301060106 IE Insp Kept 50-305/82-20 on 031018-22.1130 Si 1201 
Noncompliance noted containers of radioactive matl not 
lifentified or labeled 

PAUL. R A . ORANT, N B . QREOERiL R Region 3. Office of Director 
82/12/21 I2pp 16670 347 24X Fiche 50-305.82/12/23,8301060099 


8208190275 IE Info Notice 02-54, "Nestl nghoute NOFD Relag Failures in 
Reactor Protection Sgs " Svc list encl 

JORDAN. E L Division of Engineering & Qualitg Assurance (Prc 
□3D103J 82/12/27 Consolidated Edison Co of Neui Vork, Inc 

llOpp 16962 139 24X Fiche 50-000,82/12/37,8200190375 


Q208190273 IE Info Notice 82-55, “Seismic Oua 1 i f 1 cet i on of Nestlnghouse 
AR Relay U/Latch Attachments Used in Nestinghouse Solid 
State Protection Bys '' Svc list end 

JORDAN. E L Division of Engineering ti Quality Assurance (Pre 
830103) 82/12/28 Consolidated Edison Co of Neu Vork, Inc 

109pp 16868 014 24X Fiche 50-000,82/12/28,8208190273 


8212060354 IE Info Notice 83-56, "Robertshau Thermostatic Flou Control 
Valves " Svc list encl 

JORDAN.E L Division Of Engineering U Quality Assurance (Prc 
8301031 83/13/30 Consolidated Edison Co of Neu York, Inc 

lllpp 16758 137 24X Fiche 50-000,83/13/30,8312060354 


8301 1 10464 Comments on potential steam generator generic requirements 
Insufficient technical justlf Icatlon to warrant rulemaking 
ra multiple tube rupture events Research into probabilities 
li consequences of event appropriate 

eiESLER.C U Nisconsln Public Service Corp 83/01/07 

EISENHUT. D 0 Division of Licensing 3pp 16743 033 24X 

Fiche 50-305,83/01/07,8301110464 


9301180368 Aek receipt of 831323 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-305/83-18 
SPESSARDtR L Division of Project !■ Resident Programs 63/01/10 
0IE8LER. C U Mi scons In Public Service Corp ip 16824 279 24X 

Fiche 50-305,83/01/10,8301180360 


— 8301180375 Responds to NRC 821223 Itr re violations noted in IE Insp 
Rept 50-305/82-18 Corrective actions personnel relnstructed 
In surveillance program requirements ti procedures 
QIESLER, C M Ml scons in Public Service Corp 82/13/23 
SPESSARDiR L Division of Project & Resident Programs 4pp 
16834 200 24X Flcha- 50-305, 83/01/10, 8301 100368 


R Periodic operating reports Ic related correspondence 


8301270277 Forwards Monthly Operating Rept for Nov 1982 

OlESLERiC M Mitconsln Public Service Corp 82/12/09, Division 
of Data Automation $i Management Information Ip 16934 093 24X 

Fiche 50-305,82/18/09,8301270277 


—8301270288 Monthly Operating Rept for Nov 1982 

RUITER.O H Misconstn Public Service Corp 62/12/01 4pp 
16934 094 24X Fiche. 50-305, 82/12/09, 8301270277 


B301880109 “Evaluation of Kawaunae Nuclear Power Plant, 1962. '' 
a Institute of Nuclear Power Operations. 82/12/31 32pp 
16960 219 24X Fiche 50-305,82/12/31,8301280109 


9 Reportable occurrences, LERs ti related correspondence 


8301310276 Forwards LER 82-035/03L-0 

0IE8LER, C M Mlsconsln Public Servica Corp. 83/01/14 KEPPUER.JO 
Region 3, Office of Director Ip. 16872 187 24X 

Fiche 50-305,83/01/14,8301210276 


—9301210278 LER B2-033/03L-0 on 821216, pinho la leak dleeovered In 
suction line from vol control tank to charging pumpt Caused 
by vibrations In piping Leak plugged It piping to be replaced 
during next refueling outage 

BERNHOFT.B L Mlseonsln Public Service Corp 83/01/14. Region 
3, Office of Director. Ip 16872 188 24X Fiche. 50-305, 83/01/14, 

8301210276 


V Operator Examinations 


8218220443 Oenerie Ltr 82-38 to all powsr reactor 1 icansees, app lleants 
for 0L.N88 & reactor vandors A AEs re meeting to discuss 
recent developments for llctnslng exams Advitts that meeting 
will bs held on 830211 re operator licensing, Svc list end. 

EI8ENHVT, 0 0 Division of Licensing 82/12/22. Consolidated 
Edison Co. of New York, Inc 12pp 16681.072 84X 

Fiche- 50-000, 82/12/22,8212220443 


8301120078 Oenerlc Ltr 83-01 to power reactor licensees ti applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
851231 for listed categories Svc list encl 

EIBENHJT.D 0 Division of Licensing 83/01/11 Consolidated 
Edison Co of New York, Inc lipp 16893 243 24X 

Fiche 50-000,83/01/11,8301120078 


DOCKET 50-306 PRAIRIE ISLAND fWCLEAR STATION. UNIT 2 


F Security, medical, emergency li fire protection plans 


6212060349 Oenerlc Ltr 82-33 to all licensees of operating reactore, 
applicants for OL 6 holders of CPs re Suppl 1 to NURE0-O737< 
"Requirements for Emergency Response Capability “ 

N1;REO-0737, Suppl 1 «, svc list encl 

EISENHUT, 0 0 Division of Licensing 82/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 208 24X 

Fiche 50-000.82/12/17,8212060349 


6212220445 Generic Ltr 82-39 to all reactor licensees, CP holders I, 
applicants for CPs re problems u/subnii tta 1 s of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Svc list encl 

EISENHUT, 0.0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021 24X 

Fiche 50-000,82/12/22,8212220445 


8301140179 Forwards IE SERs 50-282/82-21 t< 50-306/82-21 on 
821110-1206 No noncomp 1 iancf noted 

HINOiJ A Division of Emergency Preparedness (i Operational Support 
82/12/27 LARSON, C E Northern States Power Co 2pp 16804.057 
24X Fiche 50-282,82/12/27,8301140179 


—8301140190 IE SERs 80-282/82-21 & 50-306/82-21 on 021110-1206 No 
noncomp 1 lance noted. Major areas Inspected corporate t, site 
Emergency Plan 

PATTERSON, J Division of Emergency Preparedness 4, Operational 
Support 02/12/23 23pp 16004 059 24X Fiche 50-282.02/12/27, 

8301140179 


6301110465 Responds to NRC 821202 ltr re two Items identified in IE 
Insp Repts 50-282/82-10 L 50-306/82-18 Emergency 
classification Procedure F3-2 & scenario reviewed ti 
Procedure F3-9 re evacuation criteria will be revised 
LARSON, C E Northern States Power Co 82/12/29 HIND. J A 
Division of Emergency Preparedness &> Operational Support 4pp 
16745-270 24X Fiche 50-202,82/12/29,8301110465 


8301110291 Forwards Rev 8 pages to security plan Paget withheld 
(ref 10CFR73 71) 

MUSOLF, D Northern States Power Co 88/12/30 Office of Nuclear 
Reactor Regulation, Director 2pp 16747 146 24X 

Fiche 50-282, 82/12/30,8301110291. 


6301060178 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J H Division of Rules and Records 83/01/03 Document 
Management Branch Ip 16683 256 2 4X Fiche 50-000,83/01/03, 

8301060176 


—8301060181 Forwards public version of revised emergency plan 
implementing procedures, Including Procedures EPIP 1 1 2 re 
notifications (i EPIP 1 1 4 ra emergency organiiation 
records & forms 

MARO.E. C Northtrn States Power Co S2/ 12/07 Region 3, Office 
of Olreeter 2pp 16603.257 S4X Fiche 50-000,83/01/03, 
8301060178 


— 8301060185 Public version of revised emergency plan Implementing 
procedures, Including Procedures EPIP i 1 2 re notifications 
1: EPIP 1 1 4 re emergency organiiation records 1, forms. 

HUDSON, 0 , MARD, E Northern States Power Co 82/12/07 3Spp. 
16683 259 24X Fiche 50-000,83/01/03,8301060176 


B301 130224 Forwards draft SER re 820630 U 1022 requests for exemption 
from App R requirements ti ONL 621021 evaluation of 
analytical methods Corrictlon requested within 3 wks 
CLARK, R A Operating Reactors Branch 3 63/01/04 MUSOLF, D.M 

Northern Btetes Power Co. 24pp 16809.274 . 24X 

Fiche 50-282,63/01/04,8301130224 


—8811040251 Submits evetuation of fire modeling methodology employed by 
Northern States Power Co In “Fire Protection Safe Shutdown 
Analysis Compliance M/IOCFRSO App R, Section III, 0 6 
Substantive Baals for Exemption Requests, " final rept. 

RUOER, C J Brookheven National Labo.ratory 62/10/21 

FEROUaON, R.L Chemicel Engineering Branch. 2Spp 16609.298. 24X 

Fiche 50-282, 83/01/04, S30U30224. 
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830itl039S Foruarit IE Sifa-guardi In«p Rept« 50~2B3/BS~22 & 
50-30&fB2~SS on 621129-1203 & tn>tlcB o# violation Notice of 
violation ulthhalil (re# I0CFR73 211 

H1L(.ER> R Olviiion of Englnoerlnp U Technical Program* 03/01/05 
LARSONi C E Northern State* power Co 2pp 1&743 250 24X 

Ficha 50-262- 83/01/05. 0301 1 10395 


—6301110412 IE Safeguard* 1 n<p Rept* 50-292/62-22 tc 50-306/62-22 on 
82IJ27-1203 Nonconp Hence noteil acre** to protected area not 
controlled it procedure* for reletting Intrusion detection 
alarm tone not follouad Oetall* withheld (ref 10CFR73 21>. 

PIRTLEiO L Division of Engineering b Technical Programs 
B3/01/05 2 pp 16743 2S2 24X Fichi 50-282, B3/01/0S, 8301 1 10395 


8301120012 Reiaatf* public version of revised Emergencg Plan 
Implementing Procedcirei 

FELTON. vJ. K Division of Rules and Records 63/01/05 Document 

Kanagement Branch Ip. 16769 316 24XFlcriB 90-262,63/01/05. 
8301120012 


— B301120017 Forwards public version of revised Emergencg Plan 
Imp i cmentln g Procedure* F3-17. "Core Damage Assessment" 6 
F3-22. "Radiation Protection Oroup Response to Montlcello 
Emergencg " Revised table of contents anc 1 

HARO. £ C Northern State* Power Co 82/12/30 Region 3. Office 
pf Director fp I67B9 318 24X Fiche 50-262,83/01/05. 

6301120012 


— 8301120022 Forwards public version of revised Emergencg Plan 
laplementlng Procedures F3-17f "Core Damage Assessment" It 
F3-22t ‘'Radiation Protection Oroup Response to Honttcello 
Eaergencg " 

SCHUELKEi D A Northtrn States Power Ca 62/12/10 21pp. 

16709.319 24X Flche 50-282,63/01/05.6301120012 


B301I70S59 Informs that changes to plant Sicuritg Plan lubmitted in 
620427 Itr acceptable Rivised pages incorporating change* 

Into Securltg Plan reiiueited Bafeguarda info withheld per 
10CFR73 21 

CLARK. R A. Operating Reactor* Branch 3 63/01/12 NUSOLF. D, K 

Northern States Power Co. Ip. 16016 113. 24X Flche 50-262, 

83/01/12. 6301170599 


8301190402 Accept! chenges to Sacurltg Force Training & Qualification 
Plan* as dellnaated bg util 620204 Itr End to 620'2O4 Itr 
batng withheld (ref 10CFR73 2{) 

CLARKfR A Operating Reactors Drench 3 03/01/12 MUROLF.O N 

Northern State* Power Co 3pp. 16849.001 24X 

rich*. 90-000. 63/01/12, 8301 190402. 


101 160145 Ack receipt of 82122? Itr r* two item* Identified in NRC 
621202 Itr as ueatnisses in S21014 emerganeg exercise 
HIND.J A. Division of Emergencg Preparedness & Qperatianal Support 
63/01/13 LARBON, C E Northern State* Power Co Ip 16831 310 

24X Ficha 90-282,63/01/13,0301100145. 


Operating license stage documents Ic correspondence 


.212010471 Requsit* addl infp for fo* t-iAp I emantaticn review of 
NUREO-O737r Items IJF14,lIFi5t<ItFl A, Question* I, 
guidancs on answering items end.Responi* expected within 
30 dags of receipt of Itr. 

CLARK, R A Operating Reactors Branch 3 82/11/16 HUBOLF, D. M 

Northern atatee Power Co JOpp 16501 304 24X 

Fiehe 50-2B2. 62/11/18, 6212010471 


1301070389 Forwards SER based on review of 601230,810821 1, 620416 
■ ubaittaj* re THt Items 1,A2. 1, '■Immediate Upgrading of 
Reactor Operator 6 Senior Reactor Operator Training & 
Qualification'' & II B. 4. "Training for Mitigating ..." 

CLARK, R A Operating Haactur* Branch 3 B2/1S/14 ffl/SDLF, D M. 

Northern States Power Co, 2pp 16690' 223 24X 

Flche 50-262. 82/12/14,0301070369. 


'8301070397 Bafetg eveluetlcn re THI Items I A 2 1. "Immediate Upgrading 
of Reactor Operator 6 Senior Reactor Operator Training It 
Qualification" ti 11 B 4, "Training for Mitigating Core 
Damage. " Requirements met. 

« Office of Nuclear Reactor Reguletion, Director 62/12/14 2pp 
16690.229 24X Flche’ 50-282, 02/12/14. 6301070369. 


'12060396 Oaneric Ltr 82—30 to a 1 1 lie ansees , app 1 1 can ts for OL t< 
holders of CPe re filings concerning 1OCFR50 production It 
utlliiatton facilities Current lietlng of branch aisignmenbs 
for nuclaar reactor projects I, ivc list end. 

EISENHUTr D. 0. Division of Licensing. 32/12/28. Consolidated 
Edison Co of Niw York, Inc. lipp, 16860-001 24X 

Flche- 90-000. 82/12/28, 8212060356 


6301120049 Forwards propristarg supplemental info re use of TDaDEE2 
code mentioned in N9PNAD-8102P, Rev I Info withheld 
(ref 10CFfi2 790) 

MUSOLFi D Northern States Power Co 63/01/04 Office of Nuclear 
Reactor Regulation, Director Ip 16776 197 24X 

Flche 90-SB2, 83/01/04,0301120049 


6301120462 Forwards Amend* 60 6 54 to License* DPR-42 It DPR-60, 
resp ec t i velg. SER & notice of issuance It availabilitg Amends 
implement revised Intervice testing of ASME Code Class 
1,2 it 3 pumps b valves 

DIIANNI.D C Operating Reactors Branch 3 63/01/04 MUB0LF>D M 

Northern States Power Co Spp 16786 092 24X 

Flche 90-282.63/01/04,8301120462 


— 6301120472 Amends 60 b 94 to Licenses DPR-42 b DPR-60, respec t Ivei g, 
reviling Tech Specs to implement inservice testing of A6ME 
Code Class 1,2 b 3 pump* b valves 

Clark, R a Operating Reactors Branch 3 63/01/04 7pp 

16766 097 24X Flche 50-262.63/01/04.0301120462 


— 8301 120482 6ER supporting Amend* 60 b 54 to Licenses DPR-42 b DPH-60. 
respective 1 g 

a Office of Nuclear Reactor Regulation. Director. 03/01/04 
74pp 16706 104 24X Fiche 50-282.63/01/04,8301120462 


— 6301120490 Notice of iseuance b availabilitg of Amends 60 b 54 to 
License* DPR-42 b OPR-60, respee t ive ly 

CLARK, R A Operating Reactors Branch 3 63/01/04 3pp 

16706 176 24X Fiche 30-202,03/01/04,0301120469 


0301140219 Submits corrected paragraph re power supply for solenoid 
valves to 810706 Itr In response to TMI Action Item II B 1, 

"fiC 0 Vents " 

MUSOLF, D Northern States Power Co 03/01/06 Office of Nuclear 
Reactor Regulation, Director Ip. 16006 360 24X 

Flche 50-289,03/01/06.0301140219 


8301190360 Provides addl guidance on Oeneric Ltr 82-12 re personnel 
uor k Ing hours 

VASSALLO, D S Operating Roaetors Branch 2 83/01/13 MUSOLF, D M 

Northern States Power Co 3pp 16890 347 24X 

Flche 50-000,03/01/13.6301190360 


0301160246 Forwards application for amend to Licenses DPR-42 b OPR-60. 
consisting at changes to Tech Spec* re overtime allowed for 
individuals uorting at plant Submittal addresses all items 
in Generic Ltr 02-16 

MUSOLF, D Northern States Power Co 83/01/14 Office of Nuclear 
Reactor Regulation. Director 2pp 16625 189 24X 

Flche. 50-202, 03/01/14,6301100246 


— 8301100257 Application to amend Licenses DPR-42 b OPR-60, cone 1 sting of 
changes to Tech Specs re overtime requirements. 

MUSOLF, D Northern States power Co 83/01/14 Ip 16625 187 
24X Flche 90-262,83/01/14,0301180246 


— 03O118O2S9 Proposed Tech Spec change* re overtime requirements 
• Northern States Power Co 63/01/14 4pp 16825 188 24X 

Flche 50-202,03/01/14,8301100246 


Q Inspection reportsi lE Bulletins b correspondence 


6208190269 IE Info Notice 82-51, "Overexposure* in PWR Cavities " Sve 
list end 

DEYOUNG, fi C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York, Inc 

111pp. 16689,239 24X PI Che 50-000, 82/12/21,8208190269 


62I20603S1 IE Info Notice 82-52, "Equipment Environ Oual i f Icati on 
Testing Experience — Updating of fast Summaries Previously 
Published in IE Info Notice 81-29 " Sve list end 
JORDAMf E L Division of Engineering b Quality Assurance (Pre 
0301031 82/12/21 Consolidated Edison Co of New York, Inc 

ilSpp. 16601.006 24X Fiche 50-000,82/12/21,6212060391 


6212060350 IE Info Notice 62-53, "Main Transformer Failure* at North 
Anna Nuclear Pouer Station " 8vc list encl 

JORDAN, E L Division of Engineering b Quality Assuranca iPre 
630103) 82/12/22 Consolidated Edison Co of New York, Inc 

1 14pp. 16798' 017 24X Flche- 50-000, 62/12/22, 6212060350. 


6206190275 IE Info Notice 82-54, "Nestlnghous c NBFD Relay Failure* in 
Reactor Protection 6gi, '' Svc list end 

JORDAN. E L Division of Englnearlng b Quality Assuranca (Pre 
630103) 62/12/27 Consolidated Edison Co, of New York, Inc 

llOpp 16962, 13? 24X Flche’ 50-000, 82/12/27, 8208190279 
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8301H0073 Foruard* IE In«p Repti SO-20S/83-2O & 90-306/82-20 on 
821101-30 «< netlct of vlolotion 

STREETER< J F Dlvlilon of Projoct it Retidont Propram* 02/12/27 
L/lRSOMi C. E Northarn State* Pouer Co 2pp 16809 2?9 24X 

FleHf 80-282.02/18/87.0301140073 


— 830I1400BO IE Insp Repti 90-282/62-20 it 80-306/62-20 an 821101-30 
None Offlp 1 iatice noted leveral operable instrument channel* for 
containment «prai| actuated lou 

FEIERABENDiC 0 . UILLIAHS.D L > REYES. L Division of Project it 
Reildent Programs 02/12/13 Bpp I680S 302 24X 

Flc h ■: 80-282, 82/12/27. 830 1140073 


8301140179 Forward* IE SER* 90-282/82-21 i 50-306/82-21 on 
621110-1206 No nancomp 1 lance noted 

HINO. J. A Division of Emergency Preparedness i. Operational Support 
82/12/27. LARSON. C E Northern States Power Co 2pp 16S04 057 
84X Flehe 90-282,88/12/27,8301140179 


--8301140190 IE SERs 50-282/62-21 i 80-306/02-21 on 821110-1806 No 
noncompllance noted Major areas inspected corporate t. site 
Emergancy Plan 

PArrERSON. . AXEL80N, W L , PAPERIELLQ, C J Division of Emergency 
Preparedns** t< Operational Support 82/12/23 2Spp 16S04 099 
24X Flche 90-282,82/12/27,8301140179 


8208190273 IE Info Notice 82-89, “Seismic Qua 1 i f ication of Nesttnghousc 
AR Relay N/Latch Attachments Used In Nestlnghouse Solid 
State Protection Sys " Sve list end 

s/ORDAN, E L Division of Engineering & Quality Assurance <Pre 
8301031 82/12/28 Consolidated Edison Co of Neu York. Inc 

109pp 16868 014 24X Fiche 50-000,82/12/28.0208190273 


9301040423 Forwards 8ALP Rept* 90-263/82-18,50-282/82-23 i, 50-306/02-83 
for Jul 1981 - Juno 1982 Concurs u/aisessment of aggressive 
it consarvative parformance ii thorough approach to idantified 
problems No raply reiiulred 

KEPFLERiJO Region 3, Office of Director 02/12/29 LARSON.C E 
Northern States Power Co 2pp 16647 082 24X 

Flche 90-000.02/18/89,0301040423 


— 8301040452 Offer* no commsnt* on preliminary 8ALP rept* for facilltiee 
GILBERTS, D E. Northern States Pouer Co 82/11/16. KEPPLER, J 0 
Region 3. Office of Director Ip 16647' 087 24X 

Flcha, SO-000, 82/12/29, 8301040423 


— 6301040479 Confirms 821110 meeting in Mlnneapol 1 s> MN to discuss 8ALP 
for facilities Significant SALP rept finding* end Comments 
re^uasted within 20 day* of meeting date 

HINDaJ A Division of Emergency Prtparedness (i Operational 
Support 02/11/03 OILOERTS.D E North arn States Power Co 3pp 
16647- 109 24X Fiche. 80-000, 82/12/29, 8301040423 


“8301040489 8ALP Rept* 50-282/82-23 it 50-306/88-23 for Jul 1981 - Juno 
1902 Licensee ha* well developed surveillance program 
« Rag Ion 3, Offiea of Director 82/06/30 22pp 16647 112 24X 

Flcha 90-000,82/12/29,0301040423 


63D111046S Responds to NRC 821202 Itr re two Items identified in IE 
Insp Rapt* 50-882/82-16 L 90-306/62-18 Emergency 
classification Procedure F3-2 & scenario reviewed L 
Procedure F3-9 re evacuetlon criteria will be revised 
LARSON.C E. Northern Btatss Pouer Co 82/12/29 HIND, J A 
Division of Emergency Preparedness & Operational Support 4pp 
16748 270 84X Flche 90-282,82/12/29,8301110463 


Q2120603S4 IE Info Notice 82-96. "Robertshaw Tharmostatic Flow Control 
Valves. “ Sve list and 

JORDAN. E.L Division of Engineering ii Quality Assurance <Pre 
830103) 82/12/30 Consolidated Edison Co of Ntu York. Inc 

lllpp 16788- 137 24X Flche 50-000,82/12/30,8212060384 


8301110398 Forward* IE Safeguards Insp Repts 80-202/02-22 U 
S0-306/S2-22 on 821127-1203 L notice of violation Notice of 
violation withheld (ref 10CFR73 21) 

MILLER. J.R Division of Engineering t. Technical Programs, 83/01/09 
LARSON, G.E Northern States Power Co 2pp 16743' 290 24X 

Flcha. 80-282, 83/0 1 /OS, 830 1 1 1 039 5 


■8301110412 IE Safeguard* Insp Rept* 50-282/82-22 (< 50-306/82-22 on 
821189-1203. Noncompllanee noted, access to protected area not 
cantrotled L procedures for resetting intrusion detection 
atarn zone not fa 1 lowed. Detal Is withheld (ref 10CFR73 21). 

PIRTLE, 0 L , STAPLETON, D N , CREED, J R Division of Engineering l< 
Technical Program* 83/01/09 2pp. 16743 292. 24X 

Flcha 50-282,83/01/09,8301110399 


8301180149 Aek receipt of 821227 Itr re two items identified in NRC 
821202 Itr as weaknesses in 821014 emergency exercise 
HIND, J. A. Division of Emergency Preparedness it Operational Support, 
03/01/13, LARSON.C E Northern States Powtr Co. Ip. 16831 318 
24X Flche. 90-282,83/01/13,8301180145 


8301290191 Confirms 830124-28 Insp in Hlnneap ol is, HN of Imp Ismsntation 
of QA Program control of computer programs 

POTAPOVS,!) Division of Vendor (, Technical Programs 03/01/19 
LARSON.C E Northern States Pouer Co Ip 16699 326 24X 

Flche 80-282,83/01/19,6301250191 


R Periodic operating reporte t< related corre tpondsnee 


6301270167 Forward* Monthly Operating Rept* for Nov 1982 

MJSOLF, D Northern States Power Co 82/12/13 Director's Office, 
Office of Inspection and Enforcement Ip 16934 301 24X 

Flche 80-282,82/12/13,8301270167 


--8301270173 Monthly Operating Rept* for Nov 1902 

0 JOSTAD, D Northern States Power Co 82/12/02 8pp 16934 302 

24X Fiche 50-282,82/12/13,8301270167 


8301270199 “Prairie Island Nuclear Osnerating Plant 1982 Evaluation 
» Institute of Nuclear Power Operations 62/12/31 2Bpp 
16934 194 24X Flche 90-282,82/12/31,8301270199 


B Reportable occurrences, LER* Si rsleted c orrtspondenci 


8211030016 Discusses 811216 event re fuel assembly degradation while in 
spent fuel storage pool Root cause of event net yet 
d etermlned 

DRONN, E J Reactor Operations Analysis Branch 82/10/21 
SEYFRIT.K V Reactor Operations Analysis Branch 9pp 16680 048 
24X Flche 90-202,82/10/21,8211030016 


8211120259 Informs of event re fuel assembly degradation while in 
spent fuel storage pool No spec 1 flc recommendations 
available as root cause not Identified Need for monitoring 
fuel in spent pool to detect stress corrosion 
SEYFRIT.K V Reactor Operations Analysis Branch 82/10/22 
E18ENKJT, D 0 Division of Licensing 2pp 16880 046 24X 

Flche 90-282,82/10/22,8211120299 


8301070129 Forward* LER 08-O24/O3L-O 

MU60LF, D Northern States Power Co 82/12/22 Region 3, Offiea 
of Director Ip 16687 230 24X Flche 90-306,82/12/22,8301070129 


— 8301070136 LER 82-024/03L-0 on 621 123, d 1 ese 1 generator D1 inoperabla 
for approi 4 minutes after lockout of engine shutdown 
circuit occurred Probably caused by sticky ectlon of 
speed switch Further exam of circuitry will be performed 
HUNSTAD.A A Northern States Power Co 82/12/22 Region 3, 
Office of Director Ip 16687 23? 24X Flche 90-306,02/12/22, 

8301070129 


8301070133 RO 82-19 on 921228, tiny through-wall crack found in heat 
affected xone of weld in safety injection supply line from 
b or ic acid storage tanks Invest 1 gat ion in progress 
HATZL, E L Northern States Power Co 82/12/29 KEPPLER, J 0 
Region S, Office of Director Ip 16687 042. 24X 

Flche 80-202,82/12/29,8301070133 


8301070238 Forward* LER 02-O29/O3L-O 

MUSQI F, 0 Northern States Power Co 82/12/30 Region 3, Office 
of Director tp 16686 191 24X Flche 90-306,82/12/30,8301070236 


— 8301070290 LER 82-039/03L-0 on 821130, one steam flew channel differed 
from redundant channels during power reduction due to out- 
of-callbr transmlttir Cause not known Transmitter recalibr L 
returned to sve Transmitter to be replaced if drift recur* 

HUN ST AD, A A Northern States Power Co 02/12/30 Region 3, 

Office of Director Ip 16686 192 24X Fiche 90-306.82/12/30, 

8301070238 


8301070390 Forward* signed LER e8-025/O3U-O 

KUSOLF, D Northern States Pouer Co 82/12/30 Region 3, Office 
of Director ip 16685 145 24X Flche 50-306,62/12/30,8301070390 


—8301070404 Signed LER 62-035/03L-0 on S21 130, during power reduction, one 
steam flow channel differed from redundant channel* 

Transmitter showed out of callbr Cause unknown Transmitter 

recalibr Bistable* placed In trip during recalibr 

HUNBTADiA A Northern States Power Co 02/12/30. Region 3, 

Office of Director Ip 16685' 146 24X Flche 90-306,82/12/30, 

8301070390 


8301110230 Forward* LER e2-027/03L-0 

MU6OLF1 D Northern States Powtr Co 03/01/05. Region 3, Office 
of Director Ip 16746.294 24X Fiche 90-306, 83/Ol/OS, 8301110230 
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— G30I1I0240 LER e'2-027/03L-0 o-n 9212001 canta 1 nnint vacuum 6raa(i*r 
Icolatlon valvt Inoparablc for ap)kroi 0 b ixhvn air supply 
Una dliconnected from tubing fitting No dafecti in mfg or 
intballation of fitting datoctad Fitting rapatred. 

HUNSTAOi A A NorthBrn Stataa Po««r Co 03/01/03 Region 3i 
Office of Director Ip I.&74& 8?S 24X Flche> 30-306. 03/01/03. 

8301110230 


V Operator Eiamlnations 


8212220443 Generic Ltr 82-38 to aU pouer reactor 1 1 cansafc. app 1 icants 
for OL.ffSS & reactor vendors & AEi re meeting to discus* 
recent developments for licensing exams Advisee that meeting 
will be held on B302I1 re operator licensing Svc ll*t encl 
EISERHUT.O 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of Meu York. Inc I2pp 16691 078 24X 

Fichs 90-000. 02 / 1 2/22 >821 22204 4 3 


9301120076 Generic Utr 63-01 to pouer reactor licensees t. applicants 
for DU re operator licensing exam elte’visi t. Rtq.ueits 
schedule re exam requests expected for lubfiittal prior to 
691231 for llstod categories, Svc list encl. 

EieENHUT.DO Division of Licensing 03/01/11. Consolidated 
Edison Co of Ncu Yorit Inc lipp 16093.243 24X 

Flche 90-000. 03/01 /I I. 0301 120070 


DOCKer 90-309 MAINE YANKEE ATOMIC POWER PLANT 


F Security, medical, sciergancy & fire protection plans 


8212060349 Otnsrlc Ltr 62-33 to all llcensses of operating reactors, 
applicants for OL f< ftoldars of CPs re Buppl 1 to N3RE0-O737. 
"Requirements for Emergency Response Capability " 

NUR£0-0737i9uppt I t. svc list end. 

E18ENHUT.D 0 Division of Licensing 82/12/17 Consolidated 
Edison Co of New York. Inc 77pp 16601.206 24X 

Fiche 90-000. 62/12/17,8212060349 


0212220449 Otnerlc Ltr 62-39 to all reactor llcenseec.CP holders & 
applicants for CPs re problems iii/subm i ttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Svc list encl. 

EISENHUT.OO Division of Licensing 82/1S/22 Consolidated 
Edison Co of New York, Inc 13pp 16670 021 24X 

Flcha 90-000,02/12/82.6212220445 


I010301S9 Forwards addl Info re fire protection safe shutdown 
capability Four eiemptlon requests encl Results of ongoing 
analyses forthcoming 

OMRlJYtO H Maine Yank to Atomic Power Co 02/12/22 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 64pp. 16617.073. 

24X Flche SO-309. 82/12/22, 0301030199. 


301070587 Rclaasts public version of revised emergency plan 
FELTON. 3 M Division of Rules and Records 83/01/03 Document 
Management Branch Ip 16704 299 24X Ficb* 50-309, 03/01/03. 

8301070567 


— B301070592 Forwards public version of revised emergency p Ian. Including 
rtve to Tables 4-1 re emergency action levels for each class 
of emergency condition 1< 7-2 re emergency kit Inventory ic 
kit location 

NARKT.O I Yankee Atomic Electric Co 02/12/14 EIBENKUT.O 0 
NftC - No Detailed Affiliation Olvan Ip. 16704 296. 24X 

Fiche - 50-309. 03/01/03. B3OIO7OS07 


-0301070594 Public version of ravised emergency p Ian. inc luding revs 
to Tables 4-1 re emergency action lavels for each class of 
amtrgency condition ti 7-2 re emergency kit inventory (c kit 
location. 

• Yankee Atomic Electric Co 62/12/00 15pp. 16704 297 24X 

Fiche 50-309.83/01/03.0301070507 


6301170375 Foruards IE Imp Rapt SO-309/02-25 on 621116 L notice of 
vielation. 

MARTIN.TT Division of Engineering it Technical Frogreme 03/01/03 
RANDAZIA. 3 B Naina Vankaa Atonic Power Co 8pp 16013*107 24X 

Fichs - 90-309, 63/01/03, 830 1 1 70379 


—8301170377 Notice of violation from tnsp on B21116 

• Division of Englnterlng «< Technical Programs. 03/01/03. Ip 
16613.109 84X Flcha 90-309,83/01/03.6301170379 


■0301170379 IE Insp Rept 90-309/08-29 on 821116 Noncomp t ianc e noted; 
failure to perform surveys per 10CFR20. 201 

WHITE. J R , BHANSAKY. M M. Division of Engineering fc Technical 
Programs 62/12/17. 6pp. 16813-110 24X Flche, 50-309, 83/01/03. 

9301170379 


8301140233 Informs that 1963 full-scale Emergency Plan exorcise 
required by 10CFR50 47<bH14) it lOCFBSO.App E, Section 
IV. F will be held on 030924 

OARRITY.J H Maine Yankee Atomic Power Co 83/01/05 HAYNES, « C 
Region 1. Office of Director 2pp 16006 397 24X 

Flche 50-309, 63/01/09. 630 1 1 40233 


8301310155 Foruards IE Insp Rept 30-309/82-23 on 081210-12 No 
nonconpl lance noted 

MARTIN.TT Division of Engineering fc Technical Programs 83/Oi/lB 
RANPAZZA. V B. Maine Yankee Atomic Pouer Co 2pp 16964 014 24X 

Flche 90-307.03/01/10,6301310155 


—0301310167 IE Insp Rept 50-309/62-23 on 021210-12 No noncomp 1 lance 
noted Major areas inspected licensee annual emergency 
exercise performed on 821211 

SHITH.R H . CROCKER, HW Division of Emergency Preparedness & 
Operational Support 03/01/18 6pp 16964 016 24X 

Flche 90-309,03/01/10.6301310159 


0 Adjudicatory correspondence 


03O119'O157 Memorandum fc order denying Sensible ME Power 820924 motion 
for clarification (. mod of ASLD 020412 memorandum & order 
ruling on contentions Motion untimely Contentions redrafted 
by order to be eligible for admission 

LAZOiR M Atomic Safety and Licensing Board Panel 83/01/17 
Sensible Maine Pouer 4pp. 16847:011. 24X Flche 50-309,63/01/17. 

8301190157. 


6301190205 Memorandum fc ardor denying intervener Sensible ME Power 
820927 motion for more completo explanation from applicant 
re "dlsaisenib Ic, reassemble !< compact" scheme for spent fuel 
rods 4 assemblies in spent fuel pool expansion proposal 
LAZO, R M Atomic Safety and Licensing Board Panel 83/01/17 
Sensible Maine Pouer. 6pp 16846 270, 24X Fiche 50-309,03/01/17, 

8301190205 


P Operating license stage documents & correspondence 


0301190145 Partial response to FQIA request for documents re proposed 
rev L/or update to reactor safety study ref in NUREO-O704> 

Chapter 10 as R8 II t> documents re discussion of reactor 
cooling method Foruards App A documents 

FELTON, d H Division of Rules and Records 82/11/22 SHDLLY, 3 C 
Union of Concerned Scientists 3pp 16866 278 24X 

Fiche: 90-000, 02/1 1/22,8301190149 


— 8202240183 Comments on Qfc of Research L Stds memo "Feed *. Bleed Issue 
for C-E Applicants." re risk implications of C-B reactor 
designs which lack capability for cooling via HPI 4 
deliberate venting of RCS 

LOSEL.R M Auxiliary Systems Branch 82/02/05 RUDENBTEIN.L 8 
Assistant Director for Core 1 Plant Systems Spp 16867 077 24X 

Flche 50-000,82/11/22.8301190143 


0301070529 Comments on review of 820630 submittal re NUREO-0737, 
Itaoi II K. 3. 25, “Effect of Loss of AC Pouer on Pump Seals " 
Submittal acceptable U item complete 

CLARK, R A. Operating Reactors Branch 3 02/12/22 OARRITY, d H 

Maine Yankee Atomic Pouer Co 2pp 16707 33? 24X 

Fiche. 90-309. 02/12/22, 0301070929 


BSl 2060396 Oentrlc Ltr 82-30 to all 1 Ic en tees ■ app 1 leant s for OL & 
holder! of CPs rt flllnge concerning 10CFR90 production t, 
utllliation facilities Currant listing of branch assignments 
for nuclear reactor projects tt svc list encl 

EI8ENMUT.0G Division of Licensing 02/12/28 Consolidated 
Edison Co of Mtu York. Inc 1 Ipp 16868 001 24X 

Flche 90-000, 02/ 1 2/20, 021 206039 6 


B301040179 Foruards supplemental info on Item II D 1 A of NUREO-0737 re 
safety valve optrabillty Analysis performed by C-E 
demonstrates bjoudown to 20% belou setpoint ulll result in 
acceptable safety valve << primary coolant conditions. 

OARRITY.J. H Maine Yankee Atomic Power Co 02/12/30 CLARK, R A. 
Operating Reactors Branch 3 49pp 16637 156 24X 

Fiche: SO-309, 02/12/30. 8301040179 


8301140470 Confirms conversation re 630120 meeting to discus* status of 
prsesurifsd thermal shock Detailed agenda end 

CLARK, R A Dparatlng Reactors Branch 3 03/01/03 OARRITY, J H 

Heine Yankee Atomic Power Co 3pp 16009 322 24X 

Flcha 90-309,83/01/03,0301140470 


8301070286 Olscussei status of commitment to diversify pouer source to 
three auxiliary feedwater flow control valve* ti steam 
admission valve to turbine-driven pump, par 820903 request <> 

TUI Action Item It.E 1 2 

OARRITY.J H Maine Yankee Atomic Power Co. 83/01/04 CLARK, fi A 
Operating Reactors Branch 3 2pp. 16663 257 24X 

Flche- 90-309, 83/01/04, 8301070206 
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630-1070336 poruards addl info ro outages of ECCS( per 050914 
request No outages espcnenced for refueling uatcr storage 
tankiflou path & safetg injection tanks 

OARRITV', J H Maine Yankee Atomic Pouer Co 83/01/04 CLARK. R A 
Operating Reactors Branch 4 &pp 16685 018 24X 

Flche 50-309,83/01/04,8301070338 


8301110483 Responds to question re verification that shutdown margin 
requirements are met in case of inoperable control element 
assemblq (CEAI Folloulng discovery of inoperable CEA, 
operators uould increase boron concentration 

OARRITY. JH Maine Yankee Atomic Power Co 83/01/07 CLARK, R A 
Operating Reactors Branch 3 7pp 16745 260 24X 

Flche 50-309,83/01/07,0301110483 


8301180014 Notification of 830121 meeting w/util in Dethesda.MD to 
discuss review of pressurlied thermal shock status 
MEITNER, K L Operating Reactors Branch 3 83/01/11 CLARK, R A 

Operating Reactors Branch 3 2pp 1603S 302 24X 

Ftche 50-309.83/01/11,8301180014 


8301180142 Forwards proprietary "RELAPSYA Computer Program for LWR Bys 
Thermal Hydraulic Analysis," Parts I t< II, address ing 
NURE0-0737, TM I Action Items 1 1 K 3 30, 1 1 K 3 31 «< 11 K 3 5 8< 

Oenerlc Ltr 02-14 Rept withheld (ref 10CFR2 790) 

HEIDER. L H Yankee Atomic Electric Co 83/01/14 EISENHUT, D 0 

Division of Licensing 4pp 16835 048 24X Flche 50-000,83/01/14, 
8301180142 


8301190363 Forwards RELAPSYA, comp uter program for LWR sys thermal- 
hydraulic analysis, to facilitate improved LOCA analyses Info 
withheld (ref 10CFR2 790) Affidavit end 

KEIDER, L H Yankee Atomic Electric Co 83/01/14 EIBENHUT, 0 6 
Division of Licensing 4pp 16845 330 24X Flche 50-000,03/01/14, 

8301190363 


8301240120 Informs of plans to re-evaluate proposed snubber 
surveillance Tech Specs t< provide suppl to Proposed Change 
81 by 630415, in response to NRC 820914 request 

OARRITV, J H Maine Yankee Atomic Power Co 83/01/17 CLARK, R A 
Operating Reactors Branch 3 Ip 16892 037 24X 

Flche 50-309,83/01/17,8301240120 


B301250084 Forwards check for license amend fc approval fees. In rasponse 
to 821118 ltr W/o end 

OARRITV, J H Maine Yankee Atomic Power Co 83/01/17 MILLER, W O 
License Fee Management Branch 2pp 16895 310 24X 

Flche. 50-309, 83/01/17,8301250084 


B3D1250579 Provides explanation of end corrected replacement page for 
820630 submittal re NUREO-0737, Item Jl K 3 25, "Effect of 
Loss of AC Power on Pump Seals " 

OARRITV, J H Main# Yankee Atomic Power Co 83/01/19 CLARK, R A 
Operating Reactors Branch 3 3pp 16905.193 24X 

Flche' 50-309, 83/01/19, 8301250579 


B3012B0298 Forwards corrected B30120 affidavit from D6 Vandenburg re 
proprietary info in VAEC-1300P 

CROCEtR H Yankee Atomic Electric Co 63/01/20 EISENHUT, D 0 
Division of Licensing 2pp 16954 311 24X Ficho 50-000,83/01/20, 

6301280298 


8301350041 Forwards status of 13 NUREO-0737 items per Oenerlc Ltr 82-16 
dtd 820920 

OARRITV.J H Maine Yankee Atomic Power Co 83/01/21 CLARK, R A 
Operating Reactors Branch 3 4pp 16895 292 24X 

Flche 50-309,83/01/21,8301250041 


8301280496 Notification of 830209 meeting u/util In Dethesda.MD to 
ditewsB seismic design review status rept 

MEITNER, KL Operating Reactors Branch 3 83/01/21 CLARK, R A 

Operating Reactors Branch 3 2pp 16971.353 24X 

Flche 30-309,83/01/21,8301280496 


0 Inspection reports, IE Bulletins 1, correspondence 


B20Q190269 IE Info Notice 82-51, "Overe xposures In PWR Cavities " Bve 
list end 

DEV(3UN0, R. C. Director's Office, Office of Inspection and 
Enforcement 82/12/21 Consolidated Edison Co. of New York, Inc 

tllpp 16609 239 24X Flche 50-000,82/12/21,8200190269. 


B21206D3S1 IE Info Notice 82-52, "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " Bve list end 
JORDAN, E L Division of Engineering & Quality Assurance (Pre 
8301031 82/12/21 Consolidated Edison Co of New York, Inc. 

ItSpp. 16631 088 . 24X Flche 50-000,82/12/21,8212060351 


0212060350 IE Info Notice 82-53, "Mam Transformer Failures at North 
Anna Nuclear Power Station " 8vc list end 

JORDAN, E L Division of Engineering t. Quality Assurance (Pre 
030103) 82/12/22 Consolidated Edison Co of New York, Inc 

114pp 16758 017 24X Fiche 50-000,82/12/22.8212060350 


8208190275 IE Info Notice 82-54, "Net t I ng hous e NBFD Relay Failures in 
Reactor Protection Sys " Sve list ene 1 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
830103) 02/12/27 Consolidated Edison Co of New Vork, Inc 

lIOpp 16962 139 24X Flche 50-000, 02/12/27, 8200190275 


8203190273 IE Info Notice 02-55, "Seismic Qualification of Hestinghouse 
AR Relay N/La tch Attachments Used in Hestlnghouse Solid 
State Protection Sys " Sve list enc 1 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
830103) 82/12/28 Consolidated Edison Co of New Vork, Inc 

109pp 16060 Oi4 a4X Flche 50-000,82/12/28,0200190273 


8301140087 Forwards IE Insp Rept 50-309/82-22 an 821025-20 No 
none omp 1 lance noted 

MARTIN, T T Division of Engineering b Technical Programs 82/1S/S9 
RANDAZZA, J B Maine Yankee Atomic Power Co 2pp 16805 200 24X 

Flche 50-309,82/12/29,0301140087 


—8301140094 IE Insp Rept 50-309/82-22 on 821025-20 No noncamp 1 lane o 
noted Major areas Inspected radiation protection during 
10-yr Iniervice insp of reactor, inc lading outstanding 
items, procedures, exposure control b air cleaning sys 
PLUMLEEiK E , BHANBAKY, M Division of Engineering b Technical 
Programs 82/12/22 12pp 16005 202 24X Fiche 50-309,82/12/29, 

83011,10087 


8212060354 IE Info Notice 82-56, "Robertshaw Thermostatic Flow Control 
Valves " 9vc list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co of New York. Inc 

lllpp 16758 137 24X Fiche 50-000,82/12/30,8212060354 


8301170375 Forwards IE Insp Rept 50-309/02-25 on 821116 b notice of 
violation 

MARTIN, T T Division of Engineering b Technical Programs 83/01/03 
RANDAZZA, J B Maine Yankee Atomic Power Co 2pp 16013 107 24X 

Ficho 50-309,03/01/03,0301170375 


— 0301170377 Notice of violation from insp on 821116 

a Division of Engineering b Technical Programs 83/01/03 Ip 
16813 109 24X riche 50-309,83/01/03,8301170375 


— 8301170379 IE Insp Rept 50-309/02-25 an 021116 Noncomp 1 ianco nated 
failure to perform surveys per 10CFR20 201 

NHITEi J R , SHANBAKY, M M Division of Engineering b Technical 
Programs 82/12/17 6pp 16013 110 24X Fiche 50-309.83/01/03, 

8301170375 


0301190332 Forwards IE Insp Rept 50-309/02-03 on 020222-26 No 
noncomp 1 iance noted 

MARTIN, T T Division of Engineering b Technical Programs 03/01/06 
RANDAZZA, J D Maine Yankee Atomic Power Co 2pp 16046 221 S4X 
Fiche' 50-309, 83/01/06, 0301190332 


— 03QH9O337 IE Insp Rept 50-309/02-03 on 820222-26 No none ompl lance 
noted Major areas Inspected radiation protection b radwaste 
mgt Including organiiation b staff ing, aud 1 ts, training 
procedures, instruments b equipment b exposure control 
PLUi-fLEE, K . BHANBAKY, N Region 1, Office of Director 02/12/22 
7pp 16846 223 24X Flche 50-309,03/01/06,8301190332 


8301200276 Responds to IE Bulletin 82-04, "Da fid ancles in Primary 
Containment Electrical Penetration Assemblies " Bunkar-Ramo 
electrical penetrations not in use or planned for use at 
f ac i 1 1 ty 

RANDAZZA, J B Maine Yankee Atomic Power Co 83/01/18 HAYNE8.fi C 
Region 1, Office of Director ip 16954 293 24X 

Fiche 50-309,03/01/18,0301260276. 


8301310155 Forwards IE Insp Rept 90-309/82-23 on 821210-12 No 
non comp 1 lance noted 

MARTIN, T T Division of Engineering b Technical Programs 03/01/18 
RANDAZZA, J B Maine Yankee Atomic Power Co 2pp 16964 014 24X 

Flche 50-309,83/01/18,8301310139 


— 8301310157 IE Insp Rept 50-309/82-23 on 821210-12 No noncomp I lane e 
noted Major areas Inspected licensee annual emergency 
exercise performed on 821211 

SMITH, R H , CROCKER. H W Division of Emergency Preparednoss S< 
Operational Support 83/01/12 6pp 16964' 016 24X 

Flche 50-309,03/01/18,8301310155 
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0301310340 Fo^wa^(l« IE Inap Rept 50-309/B2-1? on 82100A-U2i t 
notlcv of violation 

BTAROSTECKti R Olvlflon of Projact & Residtnt Programa 03/01/10 
RiiRDAZZA. J B Main* Vanles Atomic Pouer Co Spp i£963 043 24X 

Fich* 30-309r B3/0I/18< 03O131O34B 


— 8301310391 No tic* of violation from Insp on 9S100ii-llS6 

^ Olviiion of Projfct & Rcsidont Progratni 03/01/10 3pp 
1A9&3 049 S4X FlcJii 50-309, 03/01/10. 0301310348 


—0301310357 IE Inip Rept 50-309/82-19 on a2100&-1126 Noncompl lane* 
notfil no itipulation mads of hou long 1 ou prrfsur* lafotv 
inifction pumpa could be out of avc on 821027 1< pivoting 
bojrlngs not (hirnmad on 021016 during functional teating 
SWETLAND. P , WIOOIN0, J , CEfiNE. A Dlvialon of Pro J act «c Resident 
Programi 83/01/06 26pp. 16963 048 S4XFlcrie 50-309,03/01/10, 

0301310348 


R Periodic operating reports 6 related corra spondenca 


8301270149 Forwards Honthlg Operating Rept for Nov 1902 

OROCEt R H Maine Yankee Atomic Pouer Co 02/12/06 Office of 
Resource Management, Otractor Ip 16934:203 24X 

Flche 30-309.82/12/04,0301270149 


—8301270194 Monthly Operating Rept for Nov 1902 

BATTERBON, 0. Maine Yankee Atomic Petuar Co 02/12/06 Spp 
16934.234. 24X Flcha . SO-309, 02/12/06, 030 I 270149. 


8 Reportable occurrences. LERs b related correspondence 


0301060365 Forwards LER 02-039/01 T-1. 

OARRirV. J.N. Maine Yankee Atomic Pouer Co 02/12/24. Region 1. 
Office of Director Ip 16676 841. 24X Flche 90-309,02/12/24, 

0301060365. 


— 0301060370 LER B2-039/01T~l on &2IB09, engineer noted ax-core neutron 
detectors Indication of core power level uould be Ipuer than 
actual level Caused by failure to adjuit Indicators for neu 
cort design Procedural control Instituted 

NELSON. R a Mains Yank a e Atomic Power Co 02/12/24 Region t. 
Office of Director Spp 16676*242 24X Flclie 50-309,02/12/24, 

0301060365 


0301170509 Foruiards LER a2-040/03L~0 

OARRITVtJ H Maine Yankee Atomic Pouer Co 03/01/07 Region 1, 
Office of Director Ip 16018.053 24X Fiche 50-309.03/01/07, 

8301170505 


— 8301170509 LER B2-040/03L-0' on 0212 1 1 , emer g enc y diesel generator lA 
tripped efter excitation voltage to generator field lost 
during test run Caused by failure of spring coll assembly 
holding generator brush Spring coil attembly replaced 
STEVENS. >f L Maine Yankee Atomic Pouer Co 03/01/07 Region i. 
Office of Director. 2pp 16815054 24X Fiche 50-309,03/01/07. 

8301170509 


V Operator Examinations 


8212220443 Oenaric Ltr 82-30 to all power reactor 1 { c ensees, app 1 icanta 
for OL.NSS 6 reactor vendors b AEi re meeting to discuss 
recant deyalopments for licensing exams. Advises that meeting 
ulll be held on 830211 re operator I i censing. Sve list end 
ETBENHUT. D 0 Diylslon of Licensing 02/12/22 Consolidated 
Edison Co. of New York. Tnc 12pp. 16661 072 24X 

Flche* 50-000, 02/12/22,0212220443 


B3D112007B Otnerlc Ltr 03-01 to payer reactor llceneees b applicants 
for OL re operator licensing exam site vlii t, Reguaiti 
schedule re exam Tsq.uests expected for submittal prior to 
051231 for lilted cstagories 8vc list end. 

EIBENHOTi D 0 Division of Licensing. 03/01/11, Consolidated 
Edison. Co of New York, inc 1 Ipp 16093.243 24X 

Fiche. 50-000, 03/0 1/11, 030 1 1 20070. 


DOCKET 50-311 SALEM NOCLEAR OEMERATINO STATION, UNIT 2 
F. Saeurtty. medical, eraergency b fir* protection plans 


8212060349 Oenaric Ltr 82-33 to all llcensets of operating reactors, 
applicants for OL b holders of CPs re Suppl 1 to NUHEO-0737, 
‘'Requirements for Emergency Response Capability,'* 

NUflC0-0737i 9uppl 1 b sve liet encl. 

EISEMHUT.D 0, Division of Licensing 82/12/17, Consolidated 
Edison Co. of Neu York. Inc, 77pp, 16601,200 24X 

'ichf* 50-000, 02/12/17.0212060349. 


0212230445 Oenaric Ltr 82-39 to all reactor licensees, CP holders b 
applicants for CP* re problems u/submi t tal s of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined SvC list sncl 

EJBENHUTiD 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc I3pp 16690 021 24X 

Fiche 50-000.02/12/22,8212220448 


0301180090 Notification of 0301 10 meeting u/util b Science 
Applications, Inc in Silver Spring, MO to discuss proposed 
changes in Sscurity Plan 

FISCHER, 0 C Operating Reactors Branch 1 03/01/11 YARD A. 8 A 

□pirating Reactors Branch 1 2pp 16037 065 24X 

Fiche 50-273,83/01/11,0301100090 


B301140369 Ack receipt of 021222 ltr informing NRC of steps taken to 
corrset violations noted in IE Insp Ropts 50-272/02-27 b 
90-311/82-26 

STAfiOSTECKI.n Division of Project b Resident Programs 03/01/12 
UDERITZ.R A Public Service Electric b Oas Co of New Jersey 3pp 
16807 291 24X Fiche 50-272,03/01/12,0301140369 


— 8301140375 Responds to NRC 821122 ltr re violations noted in IE Insp 
Repts 50-272/02-27 b 50-311/82-26 Corrective actions fire 
watch established to inspect pressure relief charcoal 
filter areas until detectors tested Tests completed 021027 
UOERITZ, R A Public Service Electric b Oas Co of New Jersey 
02/12/22 HAYNES, R C Region 1, Office of Director 6pp 
14807 293 24X Flch e. 50-272, 83/01 / 1 2, 030 1 1 40369 


83012S0619 Responds to 821220 request that certain saeurlty measurss of 
Security Access Permit Program be lifted Prior authorl labion 
for entrance into designated sensitive areas provides little 
benefit b can be terminated 

HAYNES, R C Region 1, Office of Director 83/01/19 UOERITZ. R A 
Public Service Electric b fias Co of Now Jersey 2pp 16904 328 
24X FUhs 50-272.83/01/19,0301250610 


— 8301250624 Rsquests that certain sscurity measures of Security Access 
Permit Program committed to on 620619 be lifted Security 
Info deleted 

UOERITZ. R A Public Service Elecbrlc b Oas Co of New Jersey 
02/12/20 HAYNES, R C Region I, Office of Director 2pp 
16904 330 24X Fiche 50-272, 03/01/19,0301250610 


H Oensral correspondence 


0301070240 Advises af change of address for RA Uderitt 

UDERITZ.fi A Public Service Electric b Oas Co. of New Jersey 
02/12/2? VAflOAiB A Operating Reactors Branch 1 Ip 16606 232 
24X Fiche 50-272,02/12/29,0301070240 


J Insurance b Indemnity information 


03O1O4D519 Forwards NELIA Certificates of Insurance N-60, M-60, N-72 b 
M-72 b Endorsements 1.2 b 3 to MAELU b NELIA Policies 
N-60, M-60, N-72 b M-72. respectively, Endorsement SS to NELIA 
Policy NF-230 b Endorsement 43 to MAELU Policy MF-90 
OOLDEN, H, P Marsh b McLennan, Inc , M b M Nuclear Coniul tents, Ine. 
Div 03/01/04 8ALTZMAN, J Assistant Dlractor for Stats b Licensee 
Relations 4 Ipp 16647*017 S4X Fiche 50-272.83/01/04,6301040519 


P Operating license stage documents b correspondence 


8301040111 Requests review of Tech Specs incorporated by Amend 39 
Submittal of Tech Spec to add manual Initiation of auxiliary 
feedwater sys to list of function units requested within 
30 days of receipt of Ibr, 

VAROA.S A Operating Reactors Branch 1 02/12/22 UOERITZ, R A 

Public Service Electric b Oas Co of New Jersey Spp 16466 320 
24X Fiche 50-272,82/12/22,6301040111 


8212060356 Oeneric Ltr 92-30 to all 1 1 c ensees , app 1 icanti for OL b 
holders of CPs re filings concerning tOCFRSO production b 
utilization facilities Current listing of branch atiignmenbs 
for nuclear reactor projects b sve list and 

ElBENHUT, D 0 Division of Licensing 02/12/20 Consolidated 
Edison Co of New York, tnc llpp 16868^001 34X 

Fiche 50-000. 62/12/20, 0212060356. 


0301100290 Responds to Oeneric Ltr 02-16 re NUREO-0737 Tech Space. 
Limiting working hours of staff performing safety-related 
functions only item not presently covered by formal spec 
License amend proposed. 

LIDEN.E A Public Service Electric b Oas Co of Naw Jersey 
02/12/29. VAROA, 0 A Operating Reactors Branch 1. Ip 16697 313 
S4X Fiche. 50-272, 02/12/29. 0301 100298. 
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0301110695 Requests remittance af atfdl fee for 821203 application to 
noiifq Tech Spec re fuel enrichment for reactor cores b neu 
spent fuel racks to 4 05X U-235 by weight 

DlGOStR M License Fee Management Branch 83/01/06 UDERITZ.R J 

Public Service Electric (< Oas Co of New Jersey Ip 16758 358 

34X Flche 50-272,83/01/06,8301110655 


8301190142 Forwards Amend 16 to License 0Pn-7S, safety evaluation b 
notice of issuance b availability Amend permits one-time 
aiidl 12 h operation u/one component cooling water loop 
Inoperable 

RC1S8<W J Operating Reactors Branch 1 83/01/10 ODERITZiR A 

Public Service Electric b Oas Co of New Jersey 3pp 16862 313 
a4X Flche 50-311,83/01/10,8301190142 


--03O11'9O146 Amend 16 to License DPR-75 permitting operation for addl 
12 h w/one component cooling water loop inoperable on 
one-time basis 

VAROA, 9 A Operating Reactors Branch 1 63/01/10 4pp 

16862 316 24X Flche 50-311,83/01/10,8301190142 


--8301190151 Safety evaluation supporting Amend 16 to License DPR-75 
• Office of Nuclear Reactor Regulation, Director 83/01/10 3pp 
16862 320 24X Flche 50-311,03/01/10.8301190142 


—0301190158 Notice of issuance b availability of Amend 16 to License 
DPR-75 

VAROArS A Operating Reactors Branch 1 83/01/10 2pp 

16862 323 24X Fiche 50-311,03/01/10,8301190142 


8301260334 Forwards SER b Technical Evaluation Rept, "Licensee 
Reiolution of Outstanding Issues From NRC Equipment Environ 
Oual i f ication SERs fF-il b fl-60) " Plans for qualification 
or replacement of unqualified equipment requested 
VAROA, S A Operating Reactors Branch 1 83/01/19 UDERITZ.R. A 

Public Service Electric b Oas Co of New Jersey 3pp 16925 001 
24X Fiche 50-311,03/01/19,0301260334 


—8301260341 Safety evaluation re environ qualification of safety-related 
electrical equipment Rcaf f irmatioo of jus ti f icati on for 
continued operation requested within 30 days 

» Office of Nuclear Reactor Regulation, Director 03/01/19, 6pp 
16925 004 24X Fiche 50-311,03/01/19.8301260334 


--B207270256 "Review of Licensee Resolution of Outstanding Issues From 
NRC Equipment Environ Qualification SERs <F~11 b B-60>, " 
technical evaluation rept, Jots 1 b 2 

CRANEt C J franklin Institute/Frankl In Research Center 
NRC-03-79-i 10 TER-C52S7-517 82/07/13 LE, N B , 9HEMANBKI,P 

NRC - Mo Detailed Affiliation Olven 721pp 16925 010 24X 

Flche 50-311,03/01/19,0301260334 


830121033S Requests remittance of Class 3 fees for Amends 19 b 16, 
approved 021203 b 0301 10, respec t ively , to License OPR-73 
OfQOS, R M License Fee Management Branch 63/01/20 UDERITZ,R J 

Public Service Electric b Oas Co of New Jersey Ip 16885 306 

24X Flche 50-311,63/01/20,8301210338 


8301260272 Advises that NRC unable to determine acceptability of 821203 
request to modify fuel enrichment to 4 03X by weight U-23Si 
based on info provided Request for addl Info end Info 
needed to meet 830120 target date for review completion 
VAROA, 8 A, Operating Reactors Branch 1 83/01/21, UDERITZ, R A 

Public Service Electric b Oas Co of New Jersey 3pp 16915 154 
24X Fiche 50-272,03/01/21,8301260272 


O Inspection reports, IE Bulletins b correspondence 


S208190269 IE Info Netlce 02-51, "Qvere iposur es in PUR Cavities " 6ve 
list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York, Inc 

lilpp. 16689'239 24X Fiche 50-000, 82/12/21, 6200190269 


S212060351 IE Info Notice 82-52. "Equipment Environ Oual 1 f i ca 1 1 on 
Testing Eiperlence - Updating of Test Summaries Previously 
Published in IE Info Notice 01-29 " Sve list end, 

JORDAN, E.L Division of Engineering b Quality Assurance <Pre 
830103), 62/12/21, Consolidated Edison Co of New York, Inc 

115PP 16661.008 24X Fiche 50-000,82/12/21,8212060331. 


8212060350 IE Info Notice 02-53, "Main Transformer Failures at North 
Anna Nuclear Power Station " Svc list end 

JDROANtC L Division of Engineering b Quality Assurance (Pre 
630103). 82/12/22 Consolidated Edison Co of New York, Inc 

114pp 16750 017 24X Flche 50-000,82/12/22,8212060350. 


6200190275 IE Info Notice 62-54, "Uestl nghousc NOFD Relay Failures in 
Reactor Protection Sys " Sve list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pra 
030103) 02/12/27 Consolidated Edison Co of New York, Inc 

llOpp 16962,139 24X Fiche 50-000, 82/12/27,8206190275 


6208190273 IE Info Notice 82-55, “Seismic Qua Ii flcatian of Uestinghouee 
AR Relay N/Latch Attachments Used in Nestinghouse Solid 
State Protection Sys “ Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pra 
630103) 82/12/26 Consolidated Edison Co of New York. Inc. 

109pp 16863 014 24X Fiche 50-000,62/12/26,8208190273 


8301140272 Forwards IE Enforcement Conference Repts 50-272/82-32 & 
50-311/02-30 on 321109 b notice of violation 

STAROSTECKI, R Division of Project b Resident Programs 02/12/29 
UDERITZ, fi A Public Service Electric b Oas Co of New Jersey 3pp 
16809 054 24X Fiche 50-272,02/12/29,0301140272 


— 0301140278 Notice of violation from IE enforcement conference on 
021109 

• Division of Project b Resident Programs 62/12/29 ip 
16009 056 24X Fiche 50-272.02/12/29,0301140272 


—6301140205 IE Enforcement Conference Repts 90-272/82-32 b 90-311/02-30 
on 621109 Noncompl lance noted independent verification of 
tagging b valve alignment operation on auslliarg feedwater 
pump 23 not conducted 

NORRHOLM. L J , SUMMERS, R , TR IPP, L E Division of Project b 
Resident Programs 82/12/03 3pp 16009 097 24X 

Fiche 50-272,02/12/29,0301140272 


8212060354 IE Info Notice 02-56, "Robertshaw Thermostatic Flow Control 
Valves “ Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pra 
830103) 02/12/30 Consolidated Edison Co of New York, Inc 

lilpp 16790 137 24X Fiche 50-000.82/12/30,0212060394 


8301190220 Forwards IE Insp Repts 50-272/82-29 b 50-311/82-27 an 
621101-09 No nancomp 1 ianc B noted 

MARTIN. T T Division of Engineering b Technical Programs 63/01/06 
UDERITZ, R T Public Service Electric bOas Co of New Jirssy 2pp 
16646 241 24X Fiche 90-272,83/01/06.8301 190220 


—0301190331 IE Insp Repts 90-272/82-29 b 50-311/02-27 on 021101-05 No 
noncompliance noted Major areas inspected respirator fit 
test Ing, dot ime try records, rad latlon eiposure permltsthlgh 
radiation area controls b previously identified items 
COLLINS, D J , SHANBAKV. M M Region 1, Office of Director 

82/11/24 4pp 16946 243 24X FI che 50-272, 83/01/06, 8301 1902S6 


0301140369 Ack receipt of 021222 Itr Informing NRC of steps taken ba 
correct violations noted in IE Insp Repts 90-272/62-27 b 
50-311/82-26 

STAROSTECKt, R Division of Project b Resident Programs 03/OI/lS 
UDERITZ, R. A Public Service Electric b Oas Co of New Jersey 2pp 
16007 291 24X Flche 90-272,03/01/12.8301140369 


— 8301140375 Responds to NRC 821)22 Itr re violations noted in IE Insp 
Repts 50-272/02-27 b 50-311/92-26 Corrective actions fire 
watch eetabltshed to inspect pressure relief charcoal 
filter areas until detectors tested Tests completed 821027 
UDERITZ, R A Public Service Electric b Oas Co of New Jersey. 
82/12/22 HAYNES. R C Region I, Office of Director 6pp 
16807 293 24X Flche 90-272, 03/01/12,630! 140369 


0301270417 Forwards IE Insp Repts 90-272/02-35 b 90-311/82-32 on 
621130-1210 No noncomptlance noted . 

8TAR05TECKI , R Division of Project b Resident Programs 83/01/14 
UDERITZ, R, A Public Service El ec trie b Oas Co of New Jersey Spp 
16951 292 24X Flche 50-272,83/01/14.8301270417 


—8301270418 IE Insp Repts 50-272/82-35 b 50-311/82-32 on 821130-1210 No 
noncompHance noted Major areas inspected licensee actions 
taken to comply w/plant shielding design review required by 
NUREO-0737, Item II 0 2 2 

LAZARUS, W J , EAPEN. P K . TRIPP, L E, Divlelon of Project b 
Resident Programs 03/01/13 4pp 16951 294 24X 

Flche 90-272,03/01/14,0301270417 


0301310242 Forwards Ofc of Investigations Repts 50-272/1-82-070, 
50-272/1-02-079 b 50-311/1-02-045 on 820426-0702,0501-09 b 
0609-0914 No noncompHance noted 

8TAR08TECKI, R Division of Project b Resident Programs. 63/01/16 
UDERITZ, R A Public Service Electric b Oas Co of New Jersey. 2pp 
16970 046 84X Flche 90-272,03/01/10,0301310242 


— 8301310261 Ofc of Investigations Rept 50-311/1-62-045 on 820426-0702. 
Area investlgatad circumstances surrounding 820428 trip of 
steam genarater 21 feed pump Investigation closed 
CHRISTOPHER, R., SHEPHERD, R E . FITZGERALD, J A Office of 
Investigation 02/11/21 27pp 16970, 106 24X 

Flche 90-272,03/01/18,8301310242. 
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R Pfrlodlc oparatitiG reportt b r«lat«d corn (pondanc b 


8301070186 Foruardt NP0E8 annual OA rapt for t9Q8< dervan strati ng 
vallditg of analyses raporte-d on monthly discharge 
monitoring repls 

niLLCR> 1. Public Barvlcs Electric b Oas Co of Ncu Jariey 
BS/12/81 BAKERiR A > UUNDIN. C Environmental Protaetlon Agency. 
Ip 16697 240 84 X Picha 00-872^ 92/18/81. 8301070126 


— 0301070130 fiPOES annual SA rapt for 1902 

• Public Service Electric b Oat Co ot New liartey. 82/12/21 
Spp 16607 841 24X Fiche 50-272. 02/12/21. 8301070126 


B3011702S5 FoTuards monthly operating rapt for Dec 1958 

niDURA.H J Public Service Electric b Oas Co. of New Jersey 
S3/01/10 Dlrectop'i Office. Offico of Inspection and Enforeament 
Ip 16810 091 24X Fiche 30-311.03/01/10.8301170255 


0301040142 Foruardi LER 82-140/03L-0 Detailed event analysis and 
HIDURAtH J Public Sapvlce Electric b Oas Co of Now Jersey 
88/12/19 HAYNES. R C. Region 1. Office of Director 3pp 
16633 093 84X Fiche 90-311.82/12/15.8301040142 


—8301040148 LER 82~140/03L-0 on 521121. while performing Surveillance 
Procedure ap(014 6 1 3 on 130 ft elevation containment 
airlock, leakage rate exceeded Tech Specs Caused by excessive 
air flow past Inner door seal Seal repositioned 
DICKEY. F Public Service Electric b Oes Co of New Jersey 
82/18/19 Region 1. Office of Director Ip 16633 096 84X 

Fie he 90-311.88/12/15.8301040142 


8301040153 Foruerdf LER 88-146/03L-D Detailed event analysis end 
HIOURA. H J Public Service Electric b Oas Co of Neu Jenay 
B2/18/15 HAYNES. R C Region 1. Office of Director 3pp 
16633 097 24X Flehe 90-311.82/12/15.8301040153 


— 8301170239 Konthly operating rept for Dec 1968 

killer. L H Public Service Electric b Oas Co. of New Jersey 
83/01/10 13pp 16810 032 24X FJ ehe: 50-311. B3/0I/10> 8301 1708S9 


S Reportable occurrences. LERs & related eorrtspondenee 


—8301040160 LER e2-146/03U-0 on 821 129. fol lowing shift of 2B vital 
bus power source. P—SSO computer shutdown observed Caused 
by inverter power supply failure Circuit board replaced 
FRAHK. R Public Service Electric b Oas Co of Now Jersey 
32/12/19 Region 1. Office of Director. ip 16633; 100 24X 

Fiche 30-311.82/12/15. 8301040193 


8301040381 Forwards lUpplamental LER ai-089/03X-l Detailed event 
enelysli end 

MIDURA. H J Public Service Electric & Oas Co of Neu Jersey 
82/11/03 HAYNES. R C Region 1. Office of Director 3pp 
16640 097 24X Fiche. 90-31 1. 82/11/03. 6301040381 


—8301040390 Supplemental LER ai-aS9/03X-l on 810817. dur ing routine wear 
it alignment check, auii 1 iarg feedwater pump S3 linkage 
between trip mechanlfm b valve found loose Caused by loose 
bolts Dolts tightened 

HELLER. R Public Service Electric b Oas Co of New Jerisy 
88/11/03 Region 1. Office Of Director Ip I664Q |00 S4X 
Fiche 90-311.82/11/03.8301040301 


6301030157 Forwards LER e2-l41/03L-0 Detailed event analyils end. 
NIDURA.H J Public Service Electric b Oas Co of New Jersey 
02/12/08 HAYNES. R C Region 1. Office of Dirac tor 3pp 

16614-198 84X Fiche 90-311.88/12/08.0301030197 


—0301030161 LER B2-141/03L-0 on 521121 b 1804. RCS sub cooling monitor 
dtclerid Inoperable Caused by parity error In R-290 computer 
due to insufficient ventilation Computer reprogrammed b 
temporary fan installed 

FRAHH.R Public Service Electric b &ai Co. of Neu Jersey 
82/12/08 Region 1. Office of Director ip 16614 161 24X 

F 1 c h • SO-3 11 . 82/ 1 2/08. 830 1030 1 S7 


01040339 Forwards LER 63-093/03 X—1 Detailed event analysis encl 
HIDlTRAiH J Public Service Electric b Oae Co of New Jersey 
62/12/08 HAYNEa.RC Region I. Office Of Director. Sop 
16642 OQS 24X Fiche* 90-31t. 08/18/08. 8301040339. 


‘8301040349 LER 82-093/03X— 1 on 820616. dur in g routine surveillance, 
primiry ECCS hset tracing circuits dlicovared reading less 
than Tech Sptc Caused by supply breaker in brlppsd position. 
Breaker reset 

HELLER. R Public Service Electric b Oes Co of New Jersey 
82/12/05 Region 1. Office of Director. Ip 16642 085. 24X 

Fiche 50-311.82/12/08.83010-40339 


0301040361 Forwards updated LER a8-059/03X-l Da tail ad event analysis 
end 

HIOURA. H J Public Service Electric b Oas Co. of Neu- Jersey 
62/12/00 HAYNES. R C Region 1. Office Of Oircetor. 4pp. 

1 6640 20a 2 4X F 1 c h f 50-3 1 1 , 82/ 1 2/00. 830104036 1 


-B301040363 Updated LER B2-059/D3X-I. on 820621, Imp of problems u/lOO 
ft elsvatlon contelnnent air lock revealed failure «f Inner 
doer latch msehanlsn Door blew epen breaking chain Caueed by 
open air supply to seal interspace b unengaged latch. 

HELLER. R Public Service Electric b Oae Co, of Neu Jersey 
02/12/08 Region 1. Office of Director. Ip. 16640 212. 

Fiche 50-31 1 . 83/ 1 2/08. 830 J 04036 1 


24 X 


8301040509 Forwards supplemental LER 92-0 19/03X-1. Da tailed event 
analysis end 

KIDURA.H J public Service Electric b Oas Co. of New Jersey. 

HAYNES. R C Region I. Office of Director 3pp 
16647*001 84X Flehe. 90-311, 82/12/08. 8301 040S08. 


-8301040920 Bupp laments I LEH 62-01 8/03X-i. on 820221, discovered 
Reactor Coolant Leak Rate Surveillance 4.4.7 2. d due 620220 
"**Jfr^'"‘**'* plant had not bean in steady-stata 

conai^ien tfu# to 620S1? ro^ctor 

Public Service Electric b Oae Co of New Jertey. 
B2/I2/08. Region I, Office of Director Ip. 16647-004 
Fiche 80-31 1 , 63/ 1 2/00, 8301040 90S 


24X 


6301040334 Forwards LER S3'144/03L-0 Detailed event analysis end. 
HID JRAi H J Public Service Electric b Oas Co of New Jersey 
82/12/15 HAYNES. R C Region 1. Office of Director 3pp 
16640 186 24X Flehe 50-311,62/12/15.8301040334 


—8301040340 LER 82-1 44/03L-0- on 821126. light an control console 
indicated cloeed during attempt to open nitrogen supply 
header valve 2NT32 Caused by internal binding Valve closed 
b leek rate test performed 

DiCKEY.F Public Service Electric b Oas Co of Neu Jersey 
02/12/15 Region 1. Office of Director Ip 16640 189 24X 

Fiche. 90-31 1. 82/12/15. 8301040334 


0301060336 Forwards LER 02-I47/O3L-O Detailed event analysis encl 
MIDURA. H J Public Service Electric b Gas Co of New Jersey 
82/12/22 HAYNES. R C Region 1. Office of Director 3pp 
16679199 24X Flch* 50-311.62/12/22,8301060236 


—8301060239 LER 82-147/03L-0 on 821209. during routine operation, vital 
bus 3A de-energliad due to spurious actuation of safeguards 
ettuipmsnt control cabinet 2A Caused by noise in sys control 
circuitry Vital bus restored 

FRAHH. R Public Service Electric b Oas Co of New Jersey 
82/12/32 Region 1, Office of Director Ip 16679*202 24X 

Fiche 90-3 1 1 . 82/ 1 2/22. 830 1 060236 


S901060S92 Forwards UER 82-i40/03L— 0 Do tailed event analysis encl 
NIDURA.H J Public Service Electric b Gas Co of New Jersey 
83/12/30 HAYNEB. R C Region 1, Office of Director 3pp 
16678 292 24X Fiche 30-311.82/12/30.8301060292 


— 8301060301 LER S2-148/03L~0 on 82 1208. steam generator 21 level channel 
II instrument ofasarved to have failed high Caused by leakage 
past packing of Instrument root valve 21BF23 Valve repacked 
& channel tested letiefectorlly 

FRAKM. R Public Service Electric b Oas Co of New Jariey 
82/12/22 Region 1. Office of Director Ip 16678 299 24X 

Fleht 50-311.82/12/30,8301060292 


8301060400 Forwards LER 0S-ISO/O3L-O. D« tailed event analysis encl. 
MIDURA. H J Public Service Electric b Oas Co of New Jersey 
02/12/30 KAYNES.R C Region 1. Office of Director 3pp 
16676:237. 24X Fiche 50-311,82/12/30,0301060400 


—8301060409 LER 02-13O/O3L-O on 821203, rod position indicator 2B4 
read 14 steps lower than bank demand position indicator 
Caused by channel Indicator drift Indicator recallfar 
FRAHH, R. Public Sarvic* Electric b Gas Co of New Jersey 
82/12/29 Region 1, Office of Director Ip 16676-230 24X 

Flchs- 50-31 1,82/12/30. 8301060400 


6301250424 Forwards LER B2-t46/03L-0 Detailed event analysis encl 
MIDURA. M J Public Service Electric b Gas Co. of New Jersey 
62/12/30 HAYNES. R.C Region 1. Office of Director 3pp. 
16699 144 24X Fiche 50-311,82/12/30. 8301290424 


— 8301250433 LER S2-146/03L-0 on 821 130. eonta inment sump discharge valve 
2WLt6 deactivated in closed position rendering monitoring 
sys Inoperabls Caused by lots of valve position Indication 
Limit twitch adjusted b valve Indication regained 
DICKeY. F Public Service Electric b Oas Co. of New Jersey 
82/12/29 Region 1, Office Of Director Ip 16899 147 24X 

Fiche - 50-31 1, 02/12/30, 8301290424 
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8301140105 Forward* (.6R 02-tSI/O3L-O Detailed event ansl^si* end 
HIDURAiH J Public Service Electric (< Oa* Co of New Jerieg 
03/01/03 HAYNES, fi C Region 1. Office of Director 3pp 
16S06 090 S4X Flche 50-311,83/01/03.0301140189 


— 830il401<?l LER 8S-131/03L-0 on QS1206. during normal operation, 
containment particulate radioactivity monitor discovered 
malfunctioning Caused by intermittent connection on one 
digital component Component reseated 

FRAHlifR Public Service Electric t, Qas Co of New Jersey 
82/12/29. Region 1, Office of Director ip ld,S06 101 24X 

Flche 50-311.83/01/03,8301140189 


8301170534 Forwards LER 82-i53/03L-0 Detailed event analysis end 
HtDURAiH J Public Service Electric & Oas Co of New Jersey 
03/01/03 HAYNES, R C Region 1, Office of Director 3pp 
16819:047 24X Flche 50-311,83/01/03,8301170534. 


--8301170537 UER a2-153/03L-0 on B21213, whll e performing BP on lOO-ft 
elevation containment air loc k, determined leakage rate 
azceeded Tech Spec limit Caused by excessive air flow past 
inner door seat Door seal repositioned in groove 
DICKEY, F Public Service Electric I, Oas Co of New Jersey 
82/12/2? Region 1, Office of Director Ip 16819 090 24X 

Fiche 50-311,03/01/03,8301170934 


9301170411 Forwards LER S2-132/03L-0 Detailed event analysis end 
HtDURArH J. Public Service Electric & Oas Co of New Jersey. 
33/01/05 HAYNES, R C Region 1, Office of Director 3pp 
16813 156 24X Fiche 50-311,83/01/09,8301170411 


— 0301170419 LER S2-192/03U-0 on 821207, inves tlgatlon of high reading on 
number 23 steam generator steam flow channel II revealed 
transmitter out of callbr Caused by isolated failure of 
transmitter Device replaced (i channel callbr 
FRAHKiR Public Service Electric (< Oas Co of New Jersey 
83/01/05 Region 1, Office of Director ip 16813 159 24X 

Flche 50-311,83/01/05,8301170411 


8301190341 Forwards LER 82-1S9/03L-0 Detailed event analysis end 
HlOORAiH J Public Service Electric b Oas Co of New Jersey 
03/01/05 HAYNES, R C Region 1, Office of Director 3pp 
16849 344 24X Flche 90-311,83/01/05,8301190341 


”0301190348 LER B2-1S9/03L-0 on 021224, con ta inment fan coil unit 23 svc 
water flow found less than Tech Specs Cause not stated Back 
prcisurc control valve 23SWS7 locally cycled to flush out 
svc water piping b return flow to normal 

FRAHHi R Public Service Electric b Oas Co of New Jersey 
83/01/09 Region 1, Office of Director. Ip 16043.347 84X 

Flche SO-31 1. 03/01/03, 8301190341 


0301190352 Forwards LER B2-194/03L-0 Detailed event analysis end 
MIOURAiK, J Public Service Electric b Oas Co of New Jersey 
83/01/05 HAYNES, R C Region 1, Office of Director 3pp 
16845:352 24X Fiche 50-311,83/01/05,8301190392 


—8301170361 LER e2-t94/03L-0 on 821213. during routine channel function 
tastfSteam generator staam pressure channel III bistable 
eatpolnt observed lass than 480 psig Caused by failure of 
capacitor Incomparator 2PC 926 C/D Capacitors replaced 
FRAHNiR Public Service Electric b Oa* Co of New Jersey 
03/01/09 Region 1, Office of Director ip 16845:399 24X 

Flche 90-31 1, 83/01/09, 8301 190352 


8301190230 Forward* updated LER B2-0S7/03X-1 Detailed event analysis 
end 

KtDJRAiH.J Public Service Electric b Oas Co. of Now Jersey 
83/01/10, HAYNES, R C Region 1, Office of Director 3pp 
16846:847. 24X Fiche 30-311,83/01/10,8301190230 


—•0301190832 Updated LER B2-097/03X-1 • on 020630, dur Ing routine operation, 
feedwater pump 22 tripped Caused by decrease In suction 
pressure due to placement of feedwater heater 26A into svc, 

Operating instructions revised 

HELLER, R Public Service Electric b Oae Co of New Jersey 

02/12/29 Region 1, Office of Director. ip 16846,250 24X 

Flche- 50-31 1, 83/01/10, B30I190230 


0301290367 Forward* corrected LER 88-149/03X-1 Detailed event analysis 
enc 1 

NlDURAiH. J, Public Service Electric b Oas Co of New Jersey 
03/01/11. HAYNE0, R.C, Region 1, Office of Director. 3pp 
16904-045 24X Flcho 90-311,83/01/11,83012 90367, 


--03O18SO373 Corrected LER 08-149/O3X-1 on 821129, following shift of 
vital but 20 power source, computer P~290 found down. Caused 
by failure of Inverter power supply due to failed oscillator 
circuit board 

FRAHH,R Public Service Electric b Oas Co. of New Jirsoy 
82/12/18 Region 1, Office of Director Ip 16904 048 24X 

Flche' 90-31 1, 03/01/11. B301290367 


3301200199 Forwards LER Q2-149/03L-0 Detailed event analysis end 
HIOURA, H J Public Service Electric b Oas Co of New Jersey 
83/01/13 HAYNES, R C Region 1, Office of Director 3pp 
16962 011 24X Fiche 50-311,83/01/13,8301280195 


--83O120O2O3 LER a2-149/03L-0 on 821820, during survel 1 lance on svc water 
pump 21, ditch arge strainer differential pressure exceeded 
limits Caused by graasy debris b silt plugging strainer 
Strainer cleaned 

FRAHM, R Public Service Electric b Oaf Co of New Jersey 
83/01/13 Region 1, Office of Director ip 1696S 014 24X 

Flcho 90-31 1.83/01/13,8301200195 


U Operator Exa ml nations 


0212220443 Oeneric Ltr B2-30 to a 1 1 power reactor 1 Icense ee, app 1 icante 
for OLiNSS b reactor vendors b AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on B302L1 re operator licensing Svc list end 
EiaENHUT, D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 12pp 16601 072 24X 

Flche 90-000,82/12/22,8212220443 


8301120070 Oeneric Ltr 83-01 to power reactor licensees b applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
891231 for listed categories Svc list end 

EISENHUT.OO Dlvis 1 on of Llcens Ing 83/01/11 Consolidated 
Edison Co of New York, Inc lipp 16093 243. 24X 

Fiche 50-000,83/01/11,8301120078 
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F Security, medical, emergency b fire protection plans 


8212060349 Oeneric Ltr 82-33 to a 1 1 licensees of operating reactors, 
applicants for OL b holders of CPs re Suppl I to NUREO-0737, 
"Requirements for Emergency Response Capability " 

NUREO-0737, Suppl 1 b svc list end 

EI8ENHUT. D 0 Division of Licensing 02/12/17 Consolidated 
Edison Co of New York, Inc 77pp. 16681 200 24K 

Flcho 90-000,82/12/17,8212060349 


8212220445 Generic Ltr 82-39 to all reactor licensees, CP holders b 
applicants for CPi re problem* u/submlttale of 10CFR73 21 
safoguardt info for licensing review Procedures re 
transmittal of info outlined Svc list end 

EI8ENHUT.D0 D1 vis 1 on of LUan t ing 82/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021 24X 

Flche 90-000,82/12/22,8212220445 


6301090028 Informs that Implementation schedule re etnergeney procedures 
b training for station blackout event per Oeneric Ltr 81-04 
acceptable Training will follow next llcenelng operator 
requal 1 f 1 ca 1 1 on cycle to be completed during Jen 1983. 

BTOLZ.J.F, Operating Raaetor* Branch 4 82/18/23 MATTIHQE.J J 

Bacramento Huniclpal Utility District 3pp. 16681 018 24X 

Flche 90-312,02/12/23,8301090028 


8301110090 Releases public version of rev to emergency plan 

FELTON, J H Olvtsinn of Rules and Records 83/01/09 Document 
Hanagement Branch Ip 16767 010 24X Fiche 90-312,83/01/05, 

8301110090 


--8301110097 Forwards public version of Rev 1 5 to emergency plan, 
replacing current plan b app* in Vol I 

HANHDND.N J Sacramento Municipal Utility District 82/12/20 
8T0LZ,J F aperatlng Reactors Branch 4 2pp 16767 011 84X 

Fiche 80-312,83/01/05,8301110090 


— 8301110101 Public version of Rev 19 to emergency plan 

« Sacramento Municipal Utility District 02/11/19 253pp 

16767 013. 24X FI che: 50-312, 83/01/05, 03011 10090. 


8301140518 Discusses util 810317 b. Q2092B request for exemption from 
requlroment* of App R to 10CFR5O ro installation of 
automatic fire tuppreeslon sy* in Train A HPI pump room b I 
h fire barrier. Requests granted. Notice of exemption end 
EI8ENHUT, D 0. Division of Licencing 83/01/10. MATTIMOE, J J 
Sacramento Municipal Utility District Spp. 16017:220. 24X 

Flch*. 50-312, 83/01/10, 8301140518 


— 8301140522 Notice of exemption from lOCFRSO.App R re fire protection 
features In Train A HPI pump room b makeup pump room 
EI8ENHUT, 0 0. Dlvieion of Llcenelng 63/01/10, Sacramento 
Municipal Utility District 8pp 16817:225. 34X 

Flche: 50-312. 83/01/10,8301140 918 
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— 830i 140926 S«faty cvalua'tion supporting Dienption from lOCrRSOi App 
R re fire protect ion /eoturei 

• Office of Nucliar Reactor ft«guJatlon< Director S3/0I/10 Qpp 
16S17 S33 24X Fiche 50-312, R3/01 710. 0301 HDStO 


B3OH0O3O1 Foruiapd* IE Safeguards Insp Rapt 50-312/02-43 on 831215-17 
No noncompl lance noted Areas Inspected program for 
controlling I, accounting for SNK Rept uithheld 
<r«f I0CFR2 790) 

NOROERHAOOiL Region 5. Office of Director 83/01/13 
HATTIItOE. J J Sacramento Hunlclpal Utitltg District 2pp 
1 6325 099 2aX Riclii 90-312.83/01/13.0301130301 


0 Ad ludlcatory correspondence 


8301100332 Advises that tine for Coownission to reviou ALAB-703 expired 
Commission declined revleu Decision became final ageneg 
action on 830104 

CHILK, S J Office of the Secretarg of the Commission 83/01/07 
Office of the Executive Legal Director tp 16702 060 24X 

FJche 90-312,83/01/07.0301100222 


0301110320 Motion for extension until 830131 to file supplamantal 
response on radiographic aianis of unmodified HPI noxdes 
B&H tasi force has net issued final rept, so util final 
position not get presented Certificate of Sve one I 
LC8SY, R P Hearings Division 83/01/10 Atomic Safety and 
Licensing Appeal Panel I7pp 16747 097 24K Fiche 90-312. 

83/01/10.8301 110320 


8212060396 Oenerlc ttr 82-30 to ail licensees, applicants for OL & 
holders of CPs re filings concerning lOCFRSO production ti 
utilitetion facilities Current listing of trench axsignnienta 
for nuclear reactor projects & sve list end 

EISEilHUT. 0 0 Division of Licensing 03/18/28 Consolidated 
Edison Co of Msti) York, Iiie llpp 16866 001 2HX 
F 1 e h e SO- 000. 82/ 1 2/28. 82 1 206039 6 


8301180038 Notification of 830111 meeting u/BliW Ouners Oroup in 
Bathefda.MD to discuss Q&8 Ouiners Oroup Pressurized Thermal 
Shock tPTS) Program & applicability of PTS ncreening 
critarlon to 3{tU plants 

VISSIMO.D 8 Operating Reactors Branch 4 83/01/06 STDLZ. J F 

Operating Reactors Branch 4 3pp 16789 899 24X 

riche 90-000. 83/01/06. 8301 180038 


8301180096 Notification of 030114 meeting u/utlli in Detfcesda, MD to 
discuss flux reduction programs & licensee programs for 
ensuring that screening criterion for pressurited thermal 
shock util not be exceeded 

vrSBJNO.O 8 Operating Reactors Branch 4 83/01/06 ST0L2. J F 

Operating Reactors Branch 4 3pp J67B9 300 24X 

Fiche* 50-000, 83/01/06.8301120098 


8301130008 Renuests ex tone Ion of comment period on NRC 021209 Itr re 
gotentlel ttean generator related generic requirements 
until 030122, due to late delivery of Itr ti holiday period 
HATTIMOE, J J Sacramento Municipal Utility District 83/01/06 
EISENHUTi D O Division of Licensing ip 16796 023 24X 

Fiche 50-312,83/01/06,8301130008 


6301100073 Order granting NRC motion for extension of time until 630331 
to file supp 1 amenta t response per ASCA0 821229 order Oood 
cause shown 

SHOEMAKER. C J Atomic Safety and Licensing Appeal Panel 03/01 /It 

Office of the Eiecutlve Legal Director. 2pp 16793 206 24 X 

Fiche 50-312, 03/01/1 1, 8301 130073 


— 8301130016 Forwards info re proposed mod for storing reactor cavity 
annular seal plate during reactor operation, In response to 
NRC 790319 t» 80092? Itrs.Mods scheduled for completion In 
mid-Feb 1983 N/tuo oversite drawings Aperture cards in PDR 
MATTIMOE. J. Sacramento Municipal Utility District 63/01/06 
aTOLZftJ F Operating Reactors Branch 4 7pp 16796 024 S4X 
Fiche 90-312.83/01/06.8301130006 


83O1S0O351 Foruards util 830107 t, 14 Itrs to NRC. transmitting relevant 
Info 

BAXTER. T A Shau. Plttraan. Potts fc Trowbridge BAXTER, T A 
Bacraminto Municipal Utility District 83/01/29 ROSENTHAL, A S . 
BUCKiU H . KOHL'C N Atomic Safety and Licensing Appeal Panel 2pp 
(6961 279 24X Fiche 90-312,83/01/25.8301260291 


"8301260257 Responds to 830507 request for addl Info re seismic 
qualifications of auxiliary feedwater sys Seismic 
quallf icatlent described for Items questioned 

KATTlNOE, J J Sacramento Hun id pal Vttllty District 82/07/06 
STOLZ, J F Qparatlng Reactors Branch 4 9pp 16961 294 24X 

Fiche 50-31 2, 83/01 / 29, 0301 26029 1 


8301140491 Discusses util 820802 request for exttnslon to exemption 
from lOCfROD, App H requirements for in-vesset matl 
surveillance program Extension to exemption justified No'tlce 
of exemption and 

EI8ENHUT, DO Asetstant Director for Licensing 83/01/10 
HATflKOEi J v) Sacramento Municipal Utility District 4pp 
16809*355 24X Fiche 90-312.83/01/10,6301140491 


--8301140453 Notice of exemption from requirement for continuing 
In-vessol matl surveillance program set forth In App K to 
tOCFRSO Exemption effective for period of S yrs 
STOLZ. J F Operating Reactors Branch 4 83/01/10 2pp. 

16809 360 24X Fiche. 90-31 2, 83/01/ 10, 6301 140451 


<J Insurance & indemnity information 


6301260143 Forwards Endorsement 62 to NELIA Policy NF-212 
Endorsamint S3 to MAELU Policy HF-79 

MATTIHOE. J J Sacramento Municipal Utility District 83/01/20 
SALTZHAN. JO Antitrust Division 3pp 16913 196 24X 

Fiche 50-312,83/01/20.8301260143 


P Operating license stage documents ti correspondence 


6301200398 Application for Amend 86 to Llcenie DPR-54. reduc lug 
jacking force for structural integrity of reactor bldg 
post-tenslonl ng tendon surveillencs 

HATTIHOE, JJ Bacremanto Municipal Utlllti) District 02/11/84. 
EI86NHUT. D 0 Oivtslan of Licensing. 2pp 16065 147 24X 

Fiche 90-312,82/11/24,0301200298 


—6301200302 Propoeed Tech 6pecs reducing jacking force for structural 
Integrity of reactor bldg post-tens lonfng tendon 
survelllanc i 

• eacremanto Municipal l/tltltg ffistriet. 83/11/24 Ip 
I6S69 149 24X Flch* 30-312, 82/1 1/24, 830 1200298 


6301060129 Foruards request for addl info re Insarvice tasting program, 
based on review of 790718. 1204 6 800530 submittals Info 
should be provided within 49 days 

BTOLZiJ. F Operating Reactors Branch 4 82/12/13. MATTIMOEiJ J 

Sacramento Municipal Utility District 5pp 16684 187 24X 

Fiche. 90-312, 62/12/15. 6301060 1 29. 


6301210223 Forwards response to B21208 request for addl Info re 
upgraded auxiliary feaduater sys 

HAITI MOB. J J. Secramento Municipal Utility District 63/01/14 
STOLZ, J F Operating Reactors Branch 4 9pp 16872 092 24X 
Fiche 50-312.83/01/14,6301210223 


0301240249 Summary of 821216 meeting w/Btdf Owners Oroup Safe-End Task 
Force in Dethesda. MD re progress on long-term program for 
evaluating cracking problem In plant makeup noziles 
MINER, a Operating Reactors Branch 4 83/01/14 Operating 

Reactors Branch 4. S4pp. 16893 283. 24X Fiche. 90-000, 83/01 /14. 

8301240245 


0301190131 Requests extension of time on order for mod contingent upon 
NRC review of analysis to confirm that reactor vassal head 
monitor not required Should NRC determine requirement for 
monitor, util requests extension to roqusst hearing 
BAXTER, T A Shew, Pittman. Potts 6 Trowbridge 03/01/17 Office 
of Nuclear Reactor Regtllatlon. Director 2pp 16646' 338. 84X 

Flche> 90-312. 83/01/17.8301190131 


8301190223 Requests extension of time to request hearing on NRC 021B8S 
order Extension should be granted until 30 days after NflC 
review of licensee analysis of need for reactor vessel head 
monitor completed Hearing requested if no extension granted 
BAXTER. T A. Shaw, Pittman, Potts ti Trowbridge BAXTER.T.A 
Sacramento Municipal Utility District 83/01/17 Office of 
Nuclear Reactor Regulation, Director 2pp 16846 239 24X 

Fiche; 5D-3 12. 83 / 0 1 / 1 7, 830 1 1 90223 


0301040260 Forwards BAH- 1 720, ‘'Fracture Toughness Test Results From 
Capsule RSl-B SH0D, Rancho Saco Unit 1 -Reactor 1/01101 Hatl 
Burveillance Program " Rspt withheld (ref 10CFR2 790) 

Affidavit enci 

MATTIKOE. U J Sacramento Municipal Utility District 82/12/22 
STOLZ, J.F. aptrating Reactors Branch 4 Bpp. 16639 068 24X 

Fiche 90-3 1 2. 82/ 12 /82r 83 0 1 04026 0. 


8301S90014 Forwards safety evaluation for environ qualification of 
•af ety-related electrical equipment. P Ians for qualification 
or replacement of equipment In Categories 1 0,2 A b 2 6 
requested within 90 days. 

STOLZ. J F. Operating Reactors Branch 4 03/01/17 HATTIMOE. J J 

Sacramento Municipal Utility District 3pp 16914' 263. 24X 

Fiche! 90-312, 83/01/17,3301250014 
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1B9 


-- 830t2S00Si •valuation for environ ciualif icatlon of tafetg- 

related •lectrlcal equipment 

■* Office of Nuclear Reactor Regulationi Director 83/01/17 <bpp 
U914 S89 24X Flche 90-312r 83/01 /17< 8301250014 


03012$ai>B9 Suminary of 830111 meeting u/BbU Ounert Oroup in Doth esda> hO 
re Preeeuriied Tnermal Shock Program 

VI&STN0>0 Operating Reactor* Branch 4 83/01/17 Operating 
Reactor* Branch 4 89pp 1A914 121 24X Fiche 90-000,83/01/17, 
e30i290£a9 


B301240243 Summarg of 830114 meeting w/utili In Betheeda, HD re 
llceneee program* for enturing that icreening criterion for 
preeturiied thermal *hock 1* not exceeded 

VISSTNOiO 8 Operating Reactors Branch 4 83/01/18 Operating 

Reactor* Branch 4 23pp 1A907 008 24X Fiche 90-000.83/01/18, 

8301240243 


B3012ii0336 Requests echedule for submission of Final B&N Owners Oroup 
Safe-End Task Force Rept, including list of final 
recommendations commitment to be Implemented at plant 
STOLZ, J. F. Operating Reactors Branch 4 83/01/21 MATTIMDE.J J 

Bacramanto Municipal UtUltg District 2pp 16951 325 24X 

Fiche 90-312,83/01/21,8301260336 


0301380480 Notification of 830127 meeting u/utils in Bethesda.HD to 
dlicute extension requests re 621210 order for mod of 
licensees for inadequate core cooling instrumentation 
MINER, 8. Operating Reactors Branch 4 83/01/24 STOLZ, J F 

Operating Reactors Branch 4 2pp 16971 399 24X 

Fiche. 90-000, 83/01/24, 8301280480 


6301810228 Proposed Amend 89 to License DPR-94, chang ing personnel 
titles Personnel k responsibilities remeln unchanged 
NATTIMDEiJ J Sacramento Municipal Utllitg District 83/01/25 
EJ8EMHUT, D 0 Division of Licensing ip 16970 009 24X 

Fiche 90-312,83/01/29,8301310228 


"8301310232 Proposed Tech Spec chenges re personnel titles 
* Sacramento Municipal Utllitg District 83/01/29 2pp. 
1.6970.010 24X Fiche 90-312,83/01/29,8301310226 


Q Inspection reports, IE Bulletins i< correspondence 


8301030071 Forwards IE Insp Rept 90-312/82-42 on 821109-06 No 
nencompllance noted 

STERNSER0,0 M Division of Resident, Reactor Project Engineering 
Programs 82/12/17 MATTIMOE, J eacramento Municipal Utllitg 
District. 2pp 16614 287 24X Flch e 90-312, 82/12/17, 8301030071 


—8301030077 IE Insp Rept 90-312/82-42 on 821109-06 No noncomp 1 lance 
noted Major areas Inspacted operational safetg verification, 
long-term shutdown ac tivl ties, malnt, surve i 1 lance, p lent 
operations, LER followup & regional request followup 
CANTER, H.L., O'BRIEN, J , YOUNO, T L Division of Resident, Reactor 
Project k Engineering Programs. 82/12/19, llpp 16614 289. 24X 

Fiche: 90-312, 82/12/17, 8301030071 


8208190269 IE Info Notice 82-91, “Over# ipoiur es in PWR Cavities " Svc 
list end. 

OEYOUNOtR C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York, Inc 

111pp. 16689:239 24X Fiche 90-000,82/12/21,8208190269 


8212060351 IE Info Notice 82-92, "Equipment Environ Qual i f iceti on 
Testing Expirlencs - Updating of Test Summaries Prevlouslg 
Published in IE Info Notice 81-29 '' Svc list end. 

JORDAN, E L Division of Engineering li Oualitg Assurance <Pre 
630103) 82/12/21 Consolidated Edison Co of New York, Inc 

119pp. 16681 •088. 24X Fiche’ 90-000, 82/12/21, 8212060391 


8301140431 Supple 820707 response to IE Bulletin 82-01 Review of 
radiographs outlined in response completed No evidence of 
artificial enhancement of panetramcter image found 

JORDAN, R.L Johnson Controls, tnc 82/t2/21 BISHOP,!. R Division 
of Resldenti Reactor Project b Engineering Programs Ip 16808:294 
24X Fiche. 90-312, 82/12/21, 8301 140431 


8212060350 IE Info Notice B2-S3, "Main Transformer Failures at North 
Anna Nuclear Power Station " Bvc list end, 

JORDAN, E. L. Division of Engineering b Oualitg Assurance (Pre 
830103). 82/12/22 Consolidated Edison Co, of New York, Inc 

114pp 16798,017. 24X Fiche 90-000,82/12/22,8212060390 


8208190275 IE Info Notice 82-54, ''Nes tinghous • NBFO Relag Failures in 
Reactor Protection Sgs " Svc list end, 

JORDAN, E, L Division of Engineering b Oualitg Assurance (Pre 
830103). 82/12/27. Consolidated Edison Co. of New York, Inc 

110pp. 16962.139. 24X Flchf 90-000, 82/12/27, 8208190275 


8301140271 Forwards IE Insp Rept 90-312/82-27 on 821029-28 b 1104 
No noncomp 1 ienct noted 

BOOK, H E Division of Resident, Reactor Project b Engineering 
Program* 82/12/27 HATTIMOE, J J Sacramento Municipal Utllitg 

District 4pp 16809 060 84X Fiche 90-312,82/12/27,8301140271 


—8301140283 IE Insp Rept 90-312/82-37 on 821025-28 b 1104 No 
noncomp 1 lance noted Major areas inspected organl letlon, 
iteffing b quell flcetions, aud 1 ts, training , ALARA program b 
fac illtg tours b significant event followup 
SHERMAN, C , NORTH, H 8 , NENSLANBKl.F A Region 9, Office of 
Director 82/12/27 Spp 1680? 064 24X Fiche 90-312,82/12/27. 

8301140271 


6208190273 IE Info Notice 82-59, "Seismic Qualification of Ntstlnghouse 
AR Retag H/Latch Attachments Used In Hestlnghouse Solid 
State Protection Sgs “ Svc list end 

JORDAN, E L Division of Engineering b Quel Itg Assurance (Pre 
830103) 82/12/28 Consolidated Edison Co of New York. Inc 

109pp 16868 014 24X Fiche 50-000,82/12/28,8208190273 


8301140294 Forwards IE Insp Rept 50-312/62-40 on 821103-19 No 
noncompllence noted 

STERNOEROi 0 M Division of Resident, Reactor Project b Engineering 
Programs 82/12/2? HATTIMOE, J Sacramen to Munic ipel Utill fcg 
District 2pp 16806 308 24X Fiche 90-312,82/12/29,8301140254 


--B301140269 IE Imp Rept 50-312/82-40 on 821103-19 No noncofflpl iance 
noted Major areas Inspected design changes b mods, 1 Icensse 
action in response to IE bulletins b circulars b previous 
insp findings b independent insp effort 

MORRILL, P,. JOHNSON,? , YOUNO, T Division of Resident, Reactor 
Project b Engineering Programs 82/12/28 5pp 16806 312 24X 

Fiche 50-312,82/12/29,8301140294 


8212060354 IE Info Notice 82-96, "Robertshaw Thermostatic Flow Control 
Yalves “ Svc list end 

JORDAN, E L Division of Engineering b Oualitg Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co of New York, Inc 

lltpp 16798 137 24X Fiche’ 50-000, 82/12/30,8212060394 


8301140356 Requests beset for reasons cited in util 821214 filing re 
uhg two unmodified HPI noiiles <C b D> need not undergo 
radographic insp at each refueling outage Info needed for 
NRC reeponse to A6LAD 821229 memorandum b order 
BTOLZ.JF. Operating Reactors Drench 4 83/01/05 MATTIMOE.J J 

Secremento Municipal Util itg District Spp 16818 05? 24X 

Fiche. 50-312, 63/01/05, 8301140356, 


8301140197 Forwards addl info re IE Bulletin 80-11, "Masonrg Hall 
Dasign, " per NRC 821122 request Tornado b tornado missiles 
not postulated at design basis for facllitg because of low 
prebab 1 1 itg 

MATTIMOE.J J Bacramanto Municipal Utllitg District 83/01/06 
BTOLZ.J. F Operating Reactor* Branch 4 3pp 16806 227. 24X 

Fiche 50-312, 83/01/06,8301140197 


8301110571 Responds to 830105 Ifcr requesting basts for reason* cited 
In 821214 filing re HPI noiile Insps Agrees w/BbH Owner* 

Task Force that insarvice insp justified b preliminarg 
conclusion of once-in-everg-f Ivt cgcle radiographic insp 
HATTIMOE, JJ Secremento Municipal Utllitg District 83/01/07 
BTOLZ.J F, Oparating Reactor* Branch 4 2pp 16744 001. 24X 

Fiche 50-312.83/01/07,8301110571 


8301310171 Forwards IE Imp Rept 50-312/82-44 on 821207-830102 No 
noncompllence noted 

BTERNBEROiD M Oivitlon of Reeldent, Reactor Project b Engineering 
Program* 83/01/10 MATTIhOE, J Sacramento Mucildpal Utilitg 
District 2pp 16963.246 24 X Fiche. 50-312, 83/01/10, 8301310171 


--8301310179 IE Insp Rapt 90-312/82-44 on 821207-830102 No noncompliance 
noted. Major areas Inspected, long-term shutdown activities, 
operational safetg veri flcatl on, maint observations b 
surveillance observations 

CANTER, H L , O'BRIEN, J . YOUNO, T, Division of Resldant, Reactor 
Project b Engineering Program* 83/01/10 6pp 16963,246 24X 

Fiche 90-312,83/01/10,8301310171 


8301170129 Provides addl info re response* to IE Bulletin 80-04, "Mein 
ateem Line Brtek H/Contlnuid Feedwater Addition" b current 
b upgraded emergencg feedwater sgs. 

MATTIMOE.J J Sacramento Municipal Utllitg District. 83/01/12 
BTOLZ.J F Operating Reactor* Branch 4. Ip. t6810'35a. 24K 

Fichi. 90-312, 83/01/12,8301170125. 


8301160391 Rtspond* to IE Bulletin 82-04 re primary containment 
electrical panetratlon aisenblies suppHtd bg Bunker-Ramo 
Co, Assemblies imtelled at feclLltg supplied bg Conex, 

Bulletin not appliceble 

MATTIMOE.J J Saeromento Municipal Utility District 83/01/12. 
DEYOUNO.R.C, Director's Office, Office of Inspection end 
Enforcement Ip 16624.896. 24X Fiche 90-312,83/01/12,8301)80351 
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8301160301 Fpruaril» IE Sa(>eguard9 tn>|i n«pt 50-31S/82-43 on Q31215-17 
No nonconip 1 lane • notod Aroaf inspected prapTara for 
controlling U accounting for 8NM Rept lirltlthold 
frof lOCFRi 7'?0) 

NDftCERHAUO. L Region 5. Office of 01 rector 03/01/13 
MATTlMOEaJ vf Sacranonto Municipal Utllltg DlctrJct Spp 
1682ft 09? 24X Flcho 30-312.83/01/13.6301180301 


-0301170469 LER ea-034/03L-0 on 821203, during cold shutdown u/DHR sgs B 
in SVC. leak o& served in oield near t~lnch valve 0H8-923 
Caused by loctet usld joint seated toe tightly prior to 
ual ding, al I owing cyclic fatigue failure Valve replaced 
COtOMBOiR W Sacramento Municipal Utility District 82/18/29 
Region 9, Office of Director Ip 16815 OIS S4X 
Flche SO-312, eS/i2/S9<83Dtl70462 


6301190104 Notifies of planned IAEA 030120-31 visit to sits to sve 
spent fuel storage pool camera ft to eeanine fuel 
accountability records Identification for IAEA 
representatives and Enel withhold 

STQLI.J F Operating R sac tort Branch 4 03/01/14 MATTtMOE. U J 

SaeranentD Municipal Utility District Spp 16847 091 84X 

Flche 90-312. 83/01/14.6301190104 


3301170342 RO 82-005 on 820714, reactor bldg insp found di scrcpanc ies re 
broken or missing ground straps at inside 1< outside rail 
joints, small amount of grease around several tendons (. small 
cracks around containment bldg dome 

MATTIMOE.J U Sacramento Municipal Utility District 63/01/09 
EMOELKEM. R H Region S. Office of Director 12pp 16813 243 24X 

Fiche 50-313,83/01/09,8301170342 


R> Periodic operating reports (< related correspondence 


B301210D8B Forwards Monthly Operating Rept for Dee 1962 

ROORIOUEZ.R J 8icramento Municipal Utility District 03/01/14 
Director's Office, Office of Inspection and Enforesment ip 
16077 163 34X Flche 50-313.03/01/14,8301210069 


"B3012 10093 Monthly Operating Rept for Dec 1902 

CIXUMBQrR Sacramento Municipal Utility District. 92/13/31 7pp 
16377 163 24X Flche 90-313.03/01/14.8301310093 


6 Reportable occurrences. LERs t. related cor respond enca 


8301030073 Forwards LER 82-031/0] T-0 Detailed event analysis submitted 
MATTIMOE, J J Sacramento Municipal Utility District 82/13/03. 
ENOELKEN, R H Region 5. Office of Director. Spp 16615 066 34X 

Flche 50-31 3. 82/ 1 3 /03, 030 1 03007 3 


— 8301030000 LER 03-031 /01 T-0. on 821130, plant shut down when once-through 
steam generator A developed 4-5 gpm leak, primary to 
secondary. Caused by 330 degree circumferential crack on Ian* 
tube 73-8 tt 49X through wall indication on tube 74-15 
COLONSa, R. U Sacramento Municipal Utility District 32/18/03 
Region 9. Office of Director Ip 16615 070 34X 

Fiche 30-31 3, 03/ 1 3/03. 830 1 030073 


9301030306 Forwards LER B3-D3D/04T-0 Detailed event analysis submitted 
KATTIMOE.UU Qacramsnto Municipal Utility District 82/13/07 
EMOELREM.R H Reglen 9. Office of Director ip. 16616 033 S4X 
Fiche 50 -3 1 3. 63/ 1 8/07. 030 1 030206 


— 6301030207 LER 02-O3O/O4T-O on 821 1 1 5. eh I or Ine reading of O S ppm noted 
at outfall 6ubse<;uent site boundary sample read 0 3 ppm 
Cause not determined Dilution flow increased 

COLOMBO, R U Sacramento Municipal Utility District 02/13/02. 

Region 5, Office of Olrectur Ip 16619 034 34X 

Flche 50-313,82/13/07.6301030206 


8301030143 Forwards LER 02-033/047—0 Detailed event analysis suhnittsd 
MATTIMOE. U U Bacramsnto Municipal Utility District 03/13/09 
ENOELKEN. R H Region ft. Office of Director Ip 16614' 195 34X 

Flche; 90-313, 82/13/09.6301030143 


9301250407 Forwards LER 03-001/04 T-0 Detailed event analysis submitted 
MATTIMOE. JU Sacramento Municipal Utility District 63/01/11 
ENOELKEN. R K Region ft. Office of Director Spp 16099 374 24X 

Flcho 30-312.83/01/11,8301350407 


—6301350410 LER 83-0Ot/04T-O on 921330, dally plant effluents showed 
highsr chlorine levels than Tech Spec limit Caused by 
continuous run command to pump on high level Stroke reduced 
Further actions will be Investigated 

COLOMBO, R U Sacramento Municipal Utility District 63/01/11 

Region 5, Office of Director ip 16899 276, 34X 

Fiche 30-312.83/01/11,0301250407 


8301350533 Forwards LER 63-03S/03L-0 Detailed event analysis submitted 
MATrlMOEtOvI Dacramento Municipal Utility District 83/01/14 
ENOELKEN, R H Region 9, OPfice of Director Ip 16909 089 24X 

Fiche' 50-313, S3/01/14, B30 1350333 


— B3012SOS36 LER B3-035/03L-0 on B21217>rept required by Tech Spec not 
written for period of 010731 to 820731 Rept issued on 821333 
te submitted to MRC. 

COLOMSa.R U Sacramento Municipal Utility District 83/01/14. 
fisgion 9, Office of Director Ip 16905 086 34X 

Flche 50-313.83/01/14.6301250533 


0301250414 Forwards LER 83-002/04T-0 Detailed event analysis submitted 
HATTIHOE, U J. Sacramento Municipal Utility District 83/01/19 
ENOELKEN.RH Regions, Office of Director Spp 16899 371 24X 

Flche 50-312.83/01/19.0301250414 


--B3013S0419 LER 03-002/047-0. on 830107, while trying to reset auto -divert 
of basin, valve FV-9SI03 left in open posi tlon, allowing high 
pH water to go offsite Ceiused by personnel error Operator 
provided u/addt Instruction in water quality limits. 

COLOMBO, R H Sacramento Municipal Utility District 83/01/19. 
Region 9, Office of Director Ip 16699 373 34X 

Flche 50-318,63/01/19. 8301390414 


0301270304 PNO-V-83-005. on 030130. unp lanned release of radioactive 
liquids occurred Caused by overflow of miscellaneous water 
holdup tank In outside tank farm Radiation specialist 
Inspector will follow up Press release will be Issued 
UENSLAH8KI.F. . VOUNO. T Region 9. Office of Director 83/01/31 
Ip 16933 033 24X Fiche 50-313,83/01/21.8301370304 


’0301030148 LER 68-033/04T-0 on 831 136. eros i on tnsp of effluent water 
course did not compare current conditions to baseline 
condition photographs Reinsp shcweif erosion etceeding Tech 
Spec limits, due to heavy rain Baseline rs-established. 

COLGHSO, R U Bacramanto Municipal Utility District 83/13/06 
Region 9. Offict of Director Ip 16614 106 24X 

Flche: 90-3 1 3. 03/ 1 3/09. 6 30(030 1 43 


O117O’2?0 Forwards followup LER 62-037 /03X-1 Detailed event analysis 
sufcmi ttad 

HAMnONO.U Sacramento Municipal Utility District 63/13/39 
ENOELKEN. R.K Region 5. Office of Director Spp 16813' 025 34X 

Flche 90-313.03/13/29.8301170396 


8301170308 Followup LER 83-027/03X-1 on 831012. di sc overtd Xe-t33 
contamination of nitrogen sys. Caused by back leakage through 
manual Isolation & chsck valves due to abnormally leu 
nitrogen sys pressure Nitrogen pressure gauge repaired 
COLOMBO. R N eacranento Municipal Utility District 03/13/39. 
Region 5, Office of Director. Ip. 16813.037 S4X 
Flche 90-31 2 , 82/ 1 3/ 39. 830 1 1 70398 


V. Operator Ecamlnatlons 


9212330443 Otnarlc Ltr 02-30 to all power reactor licensees.app llcants 
for 0L.NS8 6 reactor vendors L AEs re meeting to discuss 
rscent developments for licensing esams Advlstt that meeting 
wilt be held on 830311 re operator licensing Sve list end 
EIBENHUT, D 0 Division of Licensing 82/13/33 Consolidated 
Edison Co of Nsw Vork. Ine 12pp 16681-073. S4X 
Flche: 90-000. 82/13/23. 9213320443 


8301130078 Oeneric Ltr 03-01 to power reactor licensees i< applicants 
for OL rs operator licensing exam site visit Requests 
schedule rt exam requests expected for submittal prior to 
891231 for listed eategories Syc list encl 

EISENHUT, D 0 Division of Licensing 03/01/11 Consolidated 
Edison Co of New York. Inc. 11pp. 16093 343. 24X 

Flche- 90-000, 03/01/11, 0301120070. 


DOCKET SO-313 ARKANSAS NUCLEAR ONB. UNIT 1 


63D117046S Forwards LER 03-O34/O3L-O Detailed event analysis submitted 
MAMHQND.lf Sacramento Municipal Utility District 82/12/3? 
ENOELKEN. R. H. Region 9, Office of Director Ip 16019:014 S4X 
Flche: 90-312, 83/13/29, 8301170463 


F Security, medical, emergency << fire protection plans 


821306D349 Oeneric Ltr 02-33 to all licensees of operating reactors, 
applicants for QL L holders of CPs re Suppl 1 to NUREd-0737. 
"Requirements for Emergency Response Capability. " 

NUREO-0737. Suppl 1 N sve list and 

EISENHUT. D 0 Division of Licensing 82/12/17 Consolidated 
Edison Co of Nsw York. Inc. 77pp 16681-308, 34X 

Flche 90-000, 82/ 1 2/ i 7 , 02 1 2060349 
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a21S320445 Generic ttr 8S-'39 to ell reactor lleensees>CP holders b 
applicants for CPs re problems le/submi i tal s of 10CFR73 21 
safepuards info for licensing revieui Procedures re 
transmittal of info outlined Svc list end 

EISENKUT. D 0 Division of Uicenslng 03/12/22 Consolidated 
Edison Co of Keu Vorki Inc 13pp 16690 021 24)( 

Fiche 30-000. 82/12/22. 021222O44S 


0301090183 Releases public version of revised emergency plan 
Implementing procedure 

FELTON. J. K Division of Rules and Records 83/12/20 Document 
Kanasenent Granch Ip 16669 346 24X Fiche 50-313.02/12/20. 

8301030183 


“8001030190 Foruiards public version of revised emergeneg plan 
procedures, including Rev 4 to Procedure 1903 22. "Fire 
or Eiploiton” b Rev 5 to Procedure 1903 43. "Duties of 
Emergencg Radiation Team " 

a Arkansas Power b Light Co 82/12/10 NRC - No Detailed 
Affiliation Given 3pp 16669 347 24X Fiche 50-313.82/12/28. 

0301050185 


— 8301050194 Public version of revised emergency plan procedures. 
Including Rev 4 to Procedure 1903 22. "Fire or 
Ecplosion" b Rev 5 to Procedure 1903 43. "Duties of 
Emergency Radiation Team " 

LEVINE. J M Arkansas Pouer b Light Co 82/12/09 12pp 
16669 350 24X Fiche 50-313.82/12/28.8301050105 


8301310167 Responds to 621208 draft safety evaluation of util 820701 
submittal re App R compliance Meeting requested in order to 
allow opportunity to appeal NRC position requiring source 
range monitor as part of alternate shutdown means 
MARSHALL. t> R Arkansas Power b Light Co 82/12/28 6T0LZ. J F 
Operating Reactors Branch 4 CLARK. R A Oparatlng Reactors Branch 

3 3pp 16963 271 24X Fiche 50-313.82/12/28,8301310167 


8301100411 Releases public version of rav to emergency plan procedure 
FELTON. J M Division of Rules and Records 83/01/03 Document 
Management Branch Ip 16747 345 24X Fiche 50-313,83/01/03. 

8301100411 


— 8301100417 Forwards public version of Rev 5 to Emergency Plan Procedure 
1903 03. "Plant Evacuation “ Receipt form end 
s Arkansas Power b Light Co 82/12/23 NRC — No Detailed 
Affiliation Given Ip 16747 347 24X Fiche 50-313.83/01/03. 

8301100411 


--8301100421 Public version of Rev 5 to Emergency Plen Procedure 1903 30. 
"Plant Evacuation " 

« Arkansas Power b Light Co 82/12/23 8pp 16747 348 24X 

Fiche 90-313.83/01/03.8301100411 


8301120412 Notification of B30628 meeting u/util b Util Fire Protection 
Group In Bethesda.MO to discuss NRC positions re fire 
protection App R exemption requests Tsntatlvs agenda end 
VISSINQ, 0 B Operating Reactors Branch 4 83/01/06 STOLZ. J F 

Operating Reactors Granch 4 3pp 16786 340 24X 

Fiche 50-313.83/01/06.6301120412 


8301190169 Releases public version of NRC response to 821004 Itr re 
Amend 6 to Emergency Plan 

FELTON. J M Division of Rules and Records 83/01/13 Document 
Minagement Branch Ip 16862 309 24X Fi che’ 50-313. 83/01/13. 

8301190169 


--8301190174 8ubmltf public version of response to 821004 Itr re Amend 6 
to Emergency Plan. tdentl f Icat ion of function groupe to 
perform as notif ica t lon/communlcat 1 on personnel requieted. 

SEtOLEiN.C Division of Resident. Reactor Project b Engineering 
Programs 82/12/23 CAVANAUGH. N Arkansas Pouer b Light Co 
2pp 16862.310 24X Fiche 50-313.83/01/13.8301190169 


8301280487 Notification of canceled 830128 meeting u/util In Betheeda. 
MB to discuss App R exemption requests. 

VIG8INO.O 8 Operating Reactors Branch 4 83/01/25 STOLZ. J F. 

Opirating Reactors Branch 4 2pp 16971 362. 24X 

Fiche 90-313,83/01/29.0301280487 


P Operating license stage documents b corrsspondence 


B2I2270493 Forwards FR notice of consideration of issuance of amend to 
Licenses OPR-91 b NPF-6 re 821105 amend application 
permitting expansion of spent fuel pool storage capacity 
STOLZ. O F Operating Reactors Branch 4 82/12/10. CAVANAUGH. H 

Arkansas Power b Light Co 3pp. 16349.353, 24X 

F 1 C h a r 80-313. 82/ 1 2/ 1 0, 82 1 2270493 


— 8212270497 Notice of consideration of issuance of amends to Licenses 
DPR-Sl b NPF-6 

STOLZ. vf F Operating Reactors Branch 4 82/12/10 4pp 

16549 356. 24X Fiche. 50-313. 82/12/10. 8212270493 


8301030074 Advises that revisions to BAH-101S4P. "BbH Small Break LOCA 
ECC8 Evaluation Model" b fiAH-t0092P. "CRAFT 2." are endorsed 
b applicable to facility 

MARSHALL. J R Arkansas Powsr b Light Co 82/12/21 STOLZ. J F 
Operating Reactors Branch 4 Ip 16615 071 24X 

Fiche 50-313.82/12/21.8301030074 


8301030068 Requests that 820929 proposed Tech Spec change re steam line 
break instrumentatian b control syt setpoint be withdrawn, 
since concerns expressed in NRC 821206 request for addl Info 
cannot be adequately addressed w/o mods to sys, 

MARSHALL. U R Arkansas Power b Light Co 82/12/22 STOLZ. U F 
Operating Reactors Branch 4 Ip 16615 067 24X 

Fiche 30-313.82/18/82.8301030068 


9301030113 Forwards final response to NUREO-0618. "Control of Heavy 
Leads at Nuclear Power Plants." sddrtssing overhead handling 
sys in vicinity of fuel storage pools b containment b safe 
load paths 

MARSHALL. J fl Arkansas Power b Light Co 82/18/82 E18ENHUT. D 0 
Division of Licensing 31pp. 16614 064 24X Fiche 50-313,82/12/22, 

8301030113 


8212060356 Generic Ltr 62-30 to all licensees > app 1 Icanti for OL b 
holders of CPs rs filings concerning lOCFRSO production b 
utiliiation faellitlee Current listing of branch assignments 
for nuclear reactor projects b svc list enc 1. 

EISENHUTiOO Division of Licensing B2/I2/28 CeniaUdated 
Edison Co of New York. Inc llpp 16868 001 24X 

Fiche 30-000.82/12/28,8218060356 


8301030233 Responds to 820980 Generic Ltr 82-16. discussing NUREO-0737 
Items requiring Tech Specs scheduled for implementation by 
821231 

MARSHALL, J R Arkansas Pouer b Light Co 82/18/28 EISENHUT.D 0 
Division of Licensing 3pp 16618 001 24X Fiche 50-313.82/12/28, 

8301030233 


8301040550 withdraws 821022 request that rapt "Response to NRC 
Questions on Pretsuriier Relief b Safety Valves" bs 
withheld from public disclosure 

MARSHALL. J R Arkansas Power b Light Co 82/12/28 STOLZ. U F 
Operating Reactors Branch 4 Ip 16646 269, 24X 

Fiche 50-313.02/12/28,0301040580 


0301140495 Forwards request for addl info re proposed spent fuel 
storage expansion struc tural . nuc Icar physics b radwaste 
areas Response due in 20 days 

CLARK, R A Operating Reactors Branch 3 8T0LZ, J F Operating 
Reactors Branch 4 83/01/05 GAYANAUOH. U Arkaniai Power b Light 

Co 4pp 16817 870 24X Fiche 50-313,83/01/05.8301140495 


8301120038 Notification of 830111 meeting u/BbU Owners Group In 
Dsthesda.MD to discuss BbN Owners Group Pressurlied Thermal 
Shock (PT8> Program b applicability of PT8 scraening 
criterion to BbH plants 

VtSSING, 0 8 Oparatlng Rsactors Branch 4 83/01/06 STOLZ. J F 

Operating Raaeters Branch 4 3pp 16789 299 84X 

Fiche 50-000.83/01/06,8301120038 


8301170031 Forwards request for addl Info re proposed spent fuel pool 
expansions in chemical angineerlng area Info expected by 
830215 to meet review schedule 

CLARK, R A Operating Reactors Branch 3 STOLZ, J F. Operating 
Raactors Branch 4 83/01/10 CAVANAUGH. H. Arkansas Power b Light 

Co. 3pp 16819.148 24X Fiche 50-313,83/01/10, 8301170031. 


0301140344 Advises that transfer of facility licensing activities to 
Region 4 effected on 821201 Transfer of six addl Region 4 
licensees wilt be implemented In FY0S M/o end FR notice 
amending lOCFRSO 4 to Implement change 

COLLINS. J T. Region 4. Office of Director 83/01/11 CAVANAUGH. H 
Arkansas Power b Light Co 2pp 16807 326 24X 

Fiche 50-313.83/01/11.8301140344 


8301210102 Informs that licensee formslly notified NRC resident 
Inspector that util completed monthly reporting requirement 
on RC8 equilibrium ectivity levels for Cycle 5 operation* 
Monthly rcpt for future cycles will be discontinued. 

MARSHALL. J R Arkansas Powar b Light Co, 83/01/14. STOLZ. J.F. 
Operating Reactors Branch 4 2pp 16877 012 24X 

Fiche 50-313.83/01/14.8301210102 


8301240060 Application for amend to Licenses DPR-51 b NPF-6. chenglng 
Tech Spscs to Include wording of NUREG-0212 re surveillance 
requirement for operable status 

CAVANAUGH. N Arkansas Poutr b Light Co. 83/01/14 STOLZ. J F 
Operating Reactors Branch 4 CLARK. R A Operating Reactors Branch 
3 3pp 16890’ 012. 24X Fiche' 50-313, 83/0 1/14. 6301240060 


— 6301240065 Proposed Tech Specs re surveillance requirements far 
operabls status, 

e Arkansas Power b Light Co 83/01/14 3pp 16890.019 24X 

Fiche, 50-313, 83/01/14, 0301240060 
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8301240349 SunntJiry of 821316 masting ui/BW Ouner* Oroup Safe-End Tas» 
force in Betheide>HD re progreic on long-term program for 
evaluating craclclng problem tn plant eiakeup noiiles 
KlMEfttS Operating Reactors Qranch 4 83/01/14 Operating 

Reactors Branch 4 34pp 16893 283 24X Flche 30-00&, 83/01 /14. 

8301240243 


8301290073 Requaits extension until 830310 to requeit hearing on NRC 
621210 order requiring installation of Inadequate core 
cooling instrumentation sgi Technical evaluation underuag 
to tnsuri raquircmcnti can he fulfilled 

CAVANAUOH.W Arkansas Power «. Light Co 83/01/17 DEffTON.H ft 
Office of Nuclear Reactor Rogulationp Director Ip 16895 307 24X 

Fiche 50-313, e3/01/l7j 8301250072 


8301330669 Summerv of 630111 meeting w/BlU Duners Oroup in BethasdatHD 
re Preesuriced Thermal Shock Program 

VISSlNOrO Operating Reactors Branch 4 63/01/17. Operating 
Reactors Branch 4 89pp 16914 121 24X Ficha 90-000,03/01/17, 
6301230609 


0301280480 Notification of 630127 meeting u^utlls In Beth4sda,n0 to 
discuss extension requests re 621210 order for mod of 
licensees for inadcquati core cooliitg ini trumentat ion 
MINER, 6 Operating Reactors Branch 4 83/01/24 STOLZ, J F 

Operating Rtactort Branch 4 2pp 16771 359 24X 

Flch* 30-000,83/01/24.8301280430 


8301310273 Application to amend License 0PR-91> changing Tech Specs to 
reduce number of tendons Inspected beginning «i/second S-gr 
insp,per Reg Ouldc 1 33,Rev 2 

CRIFFIH, J.H Arkansas Poiuer «i Light Co 63/01/26 STOLZ, J F 
Operating Reactors Branch 4 4pp 16770 167. 24X 

Flche 50-3 1 3, 83/0 1 /26, 830 1 3 1027 9 


— 8301310279 Proposed changes to Tech Specs, reduc mg number of tendons 
Inspected beginning u/second 9-gr Insp 

• Arkansas Power «< Light Co 83/01/26 Ip. 16970 191 24X 

Flche 30-313,83/01/26.8301310279 


0 Inspection reports, IE Bulletins b correspondence 


8301100084 Forwards IE Insp Repts 50-313/82-30 & 90-368/82-29 on 
821001-31 Mo noncomp 1 lance noted 

S£ I OLE, If C Division of Resident, Reactor Project b Engineering 
Programs 82/12/07 CAVAKAUOH.W Arkansas Power b Light Co 2pp. 
16703 004. 24X Flche 90-313,82/12/07,0301100064. 


--8301100086 IE Insp Repts 90-313/82-30 b 90-368/82-29 on 821001-31 No 
noncanpl lane t noted Major areas Inspected operational safetg 
verlf Icatlon. lurva { I lanc«,inaint b followup on previoutlg 
Identified iteiai,LERs b IE bulletins 

CALLAN.L J . CUMMINS, df E . JOHNSON, U D Division of Resident, 
Riector Project b Engineering Programs 82/11/23 lOpp 
16703 006 24X Flche 90-313,82/12/07.8301100084 


8208190269 IE Info Notice 82-51, "Ovare spotur es In PWR Cavltlos " 8vc 
list end. 

OETOUNO.ft C Director's Office, Office of Inspection and 

Enforcement. 82/12/21 Consolldeted Edison Co of New Vork, Inc 

illpp 16689 239 24X Ftche 50-000,82/12/21.8208190269. 


8218060351 IE Info Notice B2-S2. "Equipment Environ Oualif icatlon 
Testing Experience - Updating of Test Oummariet Previously 
Published in IE info Notice 61-29 " Sve list and 
JORDAN, E L. Division of Engineering b Qualttq Assurance (Pre 
830103) 62/12/21 , Consolldeted Edison Co of New York, Inc 

119pp 16681-088 24X Flche; 50-000. 82/12/21.8212060351. 


821S060350 IE Info Notice 82-53. "Main Transformer Failures at North 
Anna Nuclear power Station " Sve list end 

JORDAN, E L Division of Englntering b Quality Assurance <Pre 
830103) 82/12/22 Consolidated Edison Co of New York. Inc 

114pp 16798 017 24X Flche 90-000. 82/12/22, 8212060390 


8301060254 Forwardf "Acoustic Enislon Insp of Reactor Coolant Pump 
Motor Flyuheal," per B209J4 requast 

MARSHALL, J R Arkansas Power b Light Co. 82/12/23 STOLZ. J F. 
Operating Raactors Branch 4, 2pp 16677:194 24X 

Fichf 50-313.82/12/23,9301060294. 


■8301060257 “Aceustic Eiaceslon Insp of Reactor Coolant Pump Motor 
Flyuheel “ 

a Arkansas power b Light Co 82/18/09 41pg, 16677; 196. 24X 

Ft Che 90-313. 62/12/23, 8301060294 


8301100190 Forwards IE Insp Repts 50-313/82-32 b 90-368/82-31 on 
821101-30 b notlca of violation. 

SEIOLEiH. C Division oP Resident. Reactor Project b Engineering 
Prograni 82/12/23 CAYANAUOH.H Arkansas Power b Light Co- aop 
16702 21 9. 24X Flche - 90-313. 82/ 1 2/23< 830 1100190 


— 8301100194 Notice of violation from insp on 821101-30 

* Division of Resident, Reactor Project b Engineering programs 
82/12/23 Ip 16702 221 24X Fiche 90-313. 82/12/23, 8301100190 


—8301100200 IE Imp Repts 50-313/82-32 b 50-368/82-31 on 821101-30 
Noncomp t lance noted cambustibles stored in Fire Zone 92-P 
u/o eddl fire protection 

CALLAN.L J . CUMMINS. J E . JOHNSON, U D Division of Resident. 
Reactor Project b Engineering Programs 82/12/14 Itpp 
16702 222 24X Flche 50-313,82/12/23,8301100190 


8301140210 Forwards Table 1 to IE Insp Repts 50-313/82-29 b 
90-363/B2-27, 1 nedvertentl V omitted from 821202 repts 
SEICLE.H C Division of Resident, Reactor Project b Englnaoring 
Programs 82/12/23 CAVANAUOH, U Arkansas Power & Light Co 2pp 
16807 109 24X Fic)ta 90-313,82/12/23,8301140210 


— 8301140216 Table 1 to IE Imp Repts 90-313/82-29 b 90-360/02-27, 
Inadvertently omitted from original repts 

a Division of Resident, Reactor Project b Engineering Programs 
82/12/23 4pp 16807 111 24X Fi che 50-313, 82/12/23. 8301 140210 


820919027S IE Info Notice 02-94, "Uesti nghousc NOFO Relay Failures in 
Reactor Protection Sys " 8vc list end 

JORDAN, E L Division of Engineering b Quality Assurance <Pre 
830103) 62/12/27 Consolidated Edison Co of New York, Inc 

llOpp 16962 139 24X Flche 90-000. 82/12/27.9208190279 


0208190273 IE Info Notice 62-99, "Seismic Qualification of Nest inghousr 
AR Relay U/Latch Attachments Used in Hestinghouse Solid 
State Protection Sys " Sve list end 

JORDAN, E L Division of Engineering b Quality Aesurance (Pre 
630103) 82/12/28 Consolidated Edison Co of New York, Inc 

ID9pp 16868 014 24X Flche 90-000,82/12/28.8200190273 


8301040615 Ack receipt of 021118 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-313/82-28 b 
90-369/82-26 

SEIOLE.H C Division of Resident, Reactor Project b Engineering 
Programs. 82/12/29 CAVANAUOH, H Arkansas Power b Light Co Ip 
16645 255 24X Flche 50-313,82/12/29,8301040619 


— 8301040626 Responds to NRC 821018 Itr re violations noted in IE Insp 
Repts 90-313/02-28 b 90-368/82-26 Corrective actions methods 
for semiannual reviews being devel oped, rs qual i f icatien 
status logs updated b Procedure 2902.1 revised 

MARSHALL. J R Arkansas Power b Light Co 82/11/18 SEIDLE.U C 
Division of Resident, Reactor Project b Engineering Programs 4pp 
16645 296 24X Fiche 90-313,82/12/29,8301040619. 


8212060354 IE Info Notice 82-96, "Robertshaw Thermostatic Flow Control 
Valves " Bve list end 

JORDAN, E L Division of Engineering b Quality Aesurance (Pre 
8301031 82/12/30 Consolidated Edison Co of New York, Inc 

illpp 16756.137 24X Flche 50-000, 82/12/30,8212060354. 


8301240048 Forwards IE Insp Repts 50-313/82-37 b 50-368/82-36 on 
821213-16 No noncompllance noted 

SEIDLE, H C Division of Resident, Reactor Project b Engineering 
Programs 83/01/06 CAVANAUOH.W Arkansas Power b Light Co 8pp 
16B90.0B3 24X Fiche 50-313,83/01/06.8301240048 


—8301240085 IE Insp Repts 50-313/82-37 b 90-368/82-36 on 021213-16 No 
noncompl iance noted Major areas inspected -QA Program, 
proceduras, previously Identified devlatlone, open items & 
unresolved items. 

REDAMO.R T , HE8TERMAN, T F, , JOHNSON, H D Division of Resident, 
Reactor Project b Engineering Programs 83/01/04 Spp. 

16890 089. 24X Flchs 50-313.83/01/06,8301240048 


830 1 1 70383 Ac k rscsipt of 821202 Itr informing NRC of steps taksn to 
correct violetloos noted in IE Insp Repts 50-313/82-15 b 
50-360/82-12 

SEIDLE, U C Division of Resident, Reactor Project b Engineering 
Programs. B3/0I/I1 CAVANAUOH.W Arkansas Power b Light Co ip 
16813 1 72 24X Fiche 50-313,83/01/11.8301170383 


— 6301170386 Responds to NRC 820806 Itr re violations noted In IE Insp 
Repts 50-313/82-19 b 90-368/82-12 Corrective actions 
echtdult for complatlng dsvsloprasnt of spsdfic fire door 
criteria revised to approx mid-Feb 1983 

MARSHALL, J R Arkansas Power b Light Co 82/12/02 SEIDLE.W C 
Otvliion of Rasident, Raactor Project b Engineering Programs. 2pp 
16313.173 24X Fichs 90-313,83/01/11,8301170383 


8301310279 Application to amsnd Licinsa DPR-91< changing Tech Specs to 
reduce numbar of tendons Inspected beginning w/second 5-yr 
insp. per Reg Guide 1.35, Rev 2 

oaiFFIN.JM Arkansas Power b Light Co 83/01/26 STOLZ. J F 
Operating Reactors Branch 4 4pp 16970 187, 24X 

Fiche 50-313,83/01/26,8301310275 
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-6301310279 i’roiiossd changes to Tech Specsi r sduc ing number of 
(nspectsd beginning ui/second S-gr insp 

• Arkansas Pouter & Light Co 63/01/36 Ip 16970 191 
Flehe 50-313. 83/01/26. 630 1310S79 


tendons 
24 X 


R Periodic operating reports (. related correspondence 


6301120076 Generic Ltr 63-01 to pouter reactor licensees (< applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
651231 for listed categories Svc list end 

EldENHUT. 0 0 Division of Licensing 63/01/11. Contolidated 
Edison Co of Neu York. Inc 1 tpp 16693 243 24X 

Fiche 30-000.83/01/11,6301120076 


8301370183 Foruardi Monthly Operating Rept for Nov 1962 

11AR6KALL. J R Arkansas Pouter & Light Co 62/12/15 HALLER. N H 
Division of Data Automation (t Management Information ip 
16934 164 24X Fiche 30-313,62/12/15,6301270169 


DOCKET 30-315 DONALD C COOK NUCLEAR POHER PLANT, UNIT 1 
F Security, medical, emergency it fire protection plans 


—8301270190 Monthly Operating Rept for Nov 1962 

OERTSCH. A J Arkansas Pouter U Light Co 62/12/15 6pp 
16934 16S 24X Fiche 90-313.62/12/15,8301270169 


8301040273 Foruards "Results of Impingensnt Monitoring," Nov 1982 
MARSHALL, J R Arkansas Power 1, Light Co 82/12/26 8T0LZ, J F 
Operating Reactors Branch 4 ip 16638 282 24X 

Fiche 50-313.02/12/28,8301040273 


--6301040270 "Results of Impingement Monitoring," Nov 1982 

a Arkansas Pouter (t Light Co 82/12/28 30pp. 16636 283 24X 

FIcha 50-313,82/12/28,8301040273 


9 Reportable occurrences, LERs it related correspondence 


6301140248 Forwards LER 82-030/017-0 

MARSHALL, J R Arkansas Power It Light Co 62/12/23 SEIDLE, U C 
Division of Resident, Reactor Project 1, Engineering Programs Ip 
16807,094 24X Fiche 90-313,82/12/23,8301140246 


8212060349 Generic Ltr 82-33 to alt licensees of operating rsaetors, 
applicants for QL (t holders of CPs re Suppl 1 to NUREO-0737, 
“Requirements for Emergency Response Capability " 

NUREO-0737, Suppl 1 ti svc list tnel 

EI8ENHUT. DO Division of Licenelng 62/12/17 Consolidated 
Edison Co of New York, Inc 77pp 1666t‘206 24X 

Fiche 50-000,82/12/17,6212060349 


8212220445 Generic Ltr 92-39 to all reactor llcensees.CP holders tr 
applicants for CPs re problems w/submlttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Svc list end 

EI8ENHUT, DG Division of Licensing 82/12/22 Consolidated 
Edison Co of Ntw York, Inc I3pp 16690 021. 24X 

Fiche’ 50-000, 82/12/22,8212220445 


6301050063 Releases public version of revision to emergency plan 
procedures 

FELTON, J M Division of Rules and Records 82/12/26 Document 
Management Branch Ip 16660-33 9 24X Pi che SO-319, 62/12/26, 

6301050063 


— 6301140257 LER 82-030/01T-0 on B21214, uihl 1 e performing once-through 
steam generator B tubing surveillance during refueling 
outage, eddy current testing revealed 9 tubes w/greater or 
equal to 40% through wall indications Cause unknown 
ROGER Bi P Arkansas Powar (, Light Co 62/12/23 Region 4, 

Office of Director Ip 16607 099 24X Flehe 90-313,62/12/23, 

8301140248 


6301140395 LER 62-032/01T-0 on 621229, BLN eddy current testing 
personnel found 29 tubes in once through steam generator A 
u/graater than or equal to 40X through-wall indications 
Addl info will be provided in followup rept 

LEVINE, 3 M Arkansas Power t< Light Co 62/12/29 COLLINS, J 
Region 4, Office of Director 2pp 16807 166 24X 

Flehe' 90-313, 62/12/29, 8301140359. 


83011403B1 Forwards LER 82-031/01T-0. 

MARSHALL, J R Arkansas Power li Light Co 62/12/30 SEIOLE, H C 
Division of Resident, Reactor Project l< Engineering Programs Ip 
16807 132 24X Flehe 90-313,82/12/30,8301140381 


— 6301140369 LER 62-031/01T-0 on 821216, during reactor protection sye 
refueling calibr, plugs found installed In two reactor bldg 
pressure transmitters sensing input ports (PT-2406 I, 

PT-240a). Causf undetermined Plugs removed. 

HADE.P B., MOEGOENBERO, D Arkaniat Power ti Light Co 82/12/30 
Region 4, Office of Director. 4pp 16607 133 24X 

Fiche 50-313,82/12/30,6301140361 


0301210179 Foruerdi updated LER 82-030/OtT-l 

HARSMALU, J.R Arkansas Power It Light Co 83/01/11. BEIDLE, W C 
Division of Resident, Reactor Project It Engineering Programs Ip 
16874.302. 24X Fiche' 90-313. 83/01/1 1 , 63012 10179 


—8301210182 Updated LER 82-030/0 IT-l' on 821214, while performing B once- 
through steam generator tubing eurvalllance during refueling 
outage, eddy current testing revealed 9 tubes w/greater than 
or aqual to 40X through-wall Indica t ions. Cause undetermined. 

R00ER8, P Arkansas Power L Light Co 83/01/11 Region 4, 

Office of Director 2pp. 16674:303, 24X Fiche 90-313.83/01/11, 

6301210179 


6301240036 PNQ-IV-83-002. on 630116, bomb threat received, etating bomb 
sat to explode on 830117 Licensee conducted site search No 
explosive device found 

UAUDON.O P. , CALLAN.L J Region 4, Office of Director 83/01/17 
Ip 16692 043 24X Fiche: 90-313, 83/01/17, 8301240038 


Vf. Operator Examinations 


6212220443 Oeniric Ltr 82-38 to all power reactor Ueenseae, app 1 teants 
for DL, NB8 ti reactor vendors l< AEs re meeting to discuss 
recent developments for licensing s xems, Adv Ises that meeting 
will be held on 830211 re operator licensing Svc list end, 
EieENHUT.D G. Division of Licensing 62/12/22 Consolidated 
Edison Ce. of New York, Inc 12pp 16661 072, 24X 

Fiche. 90-000, 82/12/22, 8212220443 


— 8301090067 Forwards public version of Rev 4 to emergency plan 
procedures App 0, "Kosp Assistance Plan " Receipt form 
end. 

« Indiana (, Hlchlgan Electric Co 62/12/16 NRC - No Detailed 
Affiliation Given Ip. 1668 0 34 0 24X Fiche 90-319,62/12/28, 

8301090063 


—6301050070 Public version of Rev 4 to emergency plan procedures 
App B, "Hosp Assistance Pten " 

• Indiana h Michigan Electric Co 82/12/16 lepp 16660 341 
24X Fiche 50-315,62/12/26,6301090063 


8301070144 Ack receipt of 821213 ltr Informing NRC of steps taksn to 
correct violations noted In IE Safeguards Insp Repts 
50-315/82-20 ti 90-316/62-20. 

NORELIUS, C E Division of Engineering h Technical Progrems 
62/12/29 OOLAN, J E Indiana 6 Michigan Electric Co. tp 
16667 024 24X Fiche 50-319,82/12/29,8301070144 


— 6301070147 Responds to NRC 621110 ltr re violations noted In IE 
Safeguards Insp Repts 90-319/82-20 h 50-316/82-20 Corrective 
actions withheld (ref 10CRI2 7901 

HUNTER, R 8 Indiana (, Michigan Electric Co 82/12/13 
KEPPLER.J 0 Regions. Office of Director 8pp 16667 029 84X 

Fiche 90-319,82/12/29,6301070144 


6301040196 Application to amend Licenses DPR-9B h DPR-74, revising 
Tech Spec 3 7 9 3 to allow for use of roving fire watch 
patrol in unoccupied areas affectsd when automatic carbon 
dioxide fire suppression syi temporarily Isolated 

MERINO, R F. Indiana U Michigan Electric Co. 62/12/30 DENTON. H. R 
Office of Nuclear Reactor Regulation, Director. 3pp, 16638 20L 
84X Fiche 90-319,62/12/30,6301040196 


— 6301040201 Proposed Tech 6pec 3 7 9, 3 chang e, allowing for use of roving 
fire watch petrol in unoccupied areas affseted when 
automatic carton dioxide fire suppression sys temporarily 
Isolated to facilitate personnel access 

« Indians «< Michigan Electric Co 62/12/30. 6pp. 16638’ 204 
24X Flehe- 90-319, 62/12/30,6301040196 


6301040304 Forwards request for exemption from riqulremints of Bection 
III 0 of App R to 10CFR90 re fir# protection, per util 620719 
ltr tt i0CFR90 48<cM6) Modified nil collection sys for 
reactor coolant pumps meets Intended safety function 
HERINO, R F Indiana h Michigan Electric Co. 82/12/30 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director 8pp 16641,329 
24X Flehe 90-319,62/12/30,830104 0304. 


6301110277 Advises that IE Insp Repts 90-319/62-18 h 90-316/62-18 on 
621020-22 determined that emergency info brochures 
inadequate re transient population in Narren Dunes State 
Park Responst requested within 30 days 

HIND.U A Division of Emergsncv Preparedness t. Operational Support 
63/01/07 DOLAN, J, E American Electric Power Bervlei Corp 
DOLAN, J.E. Indiana t< Michigan Electric Co 2pp 16747,191. 84X 

Fiche- 90-319, 63/01/07,6301110277. 
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— 8301110260 rn#orm» tftat area dirtctional siran* cannot bt hoaTd at 
btach arta of Uarrin Dunet State Park Rscoitimenda 1 1 ons for 
improvlni emargencv notification «v« diicuisad 
60CirHUD{)D> R J Hichlganj Stat* of BSi'tO/ZV AXELSON.IfU 
Dlvlelon of Energanctj Prcparedneia !> Operational Support -ipp 
16747 193 24 K pi til* 50-319,83/01/07.8301110277 


83DI1700B2 Ac k rvcilpt of 821213 Itr Informing NRC of ateps taken to 
correct violation.! noted in IE Inop Repts 50-319/82-18 ii 
30-316/82-18 

KIND, J A Dlvliion of Emergency Preparedneii b Operational Support 
83/01/12 DOLAN, J E American Electric Pouer Service Corp 
DOLAN, J E Indiana t Hlchlgan Electric Co Ip. 16912 077 24X 

FIcbe 80-319,83/31/12.6301170032 


— 8301170088 Aeipondi to NRC 821115 Itr re violation! noted In IE Inep 
Rapt! 30-31 S/B 2-18 & 50-316/82-16 Corrective action! 
uie of dealgnated NRC apace util be incorporated into 
operating area of technical lUpport ctr by 630331 
MDMrERrR.B Indiana & Michigan Electric Co 92/12/13 
KEPPLER.,/ 0 Region 3, Office of Director, lOpp 16812 078 24X 

Fiche 50-313,83/01/12,8301170082 


6301190147 Releaeei public veriion of ravieed Emergency Plan 
Implenenting Procedure 

FELTON. J ft Dlvliion of Rule! and Record! 83/01/13, Document 
Management Branch Ip 16862 DD7 SAX Fiche 50-319,63/01/13. 
8301190147 


— 8301190134 Foruard! public vert Ion of Temporary Sheet 1 to Rev 3 to 
Enargency Plan Implementing Procedure PMP 2080 EPP 006. 

"Initial Dote Aiieaimentt “ 

• Indiana b Michigan Electric Co 83/01/03 ORIMES. D HRC - No 
Detailed Affiliation Olvan Ip 16862 DOB 24X 
Fiche 30-313,83/01/13.6301190147 


— 8301190162 Public verilon of Temporary Sheet 1 to Rev 3 to Emergency 
Plan Implementing Procedure PKP 2080 EPP 006, "Initial Doee 
A!!e!<manti " Procedure temporary iheet end 

• Indiana b Michigan Electric Ca 83/01/09, 3pp 16662*009 
24X Fiche 50-315,63/01/13,8301190147 


101380508 Foruard! Amend! 67 b 49 to Licenie! DPR-sa tt DPR-74. 
reipectlvely b notice of iiiuance b availability Amend 
require! audit of Emergency Preparednei! Program! b 
Safeguards Contingency Plans every 13 month! 

VAROA.B A Operating Reactors Branch 1 83/01/20 DOLAN, J 

Indiana b Michigan Electric Co 3pp 16970 336 SAX 
Fiche* 30-315, 63/01/20, 8301280308 


— 8301280510 Amends 67 b 49 to Licanies DPR-5B b DPR-74, respact ivaly, 
requiring audit of Emergency Preparedness Program! b 
Safeguard! Contingency Plant every 12 monthi 
VAROA , 8 A Operating Reactori Branch 1 83/01/20. 9pp 

16970339 24X Fiche 30-319,83/01/20,8301260508. 


— 8301280514 Notice of Itiuance b availability of Amends 67 b 49 to 
License! 0PR-9B b OPR-74, rasp act Ive ly 

VAR0A,8 A Li earning Branch 1 83/01/20 2pp 16970; 348, 24X 

Ftch! 50-315.83/01/20,8301280508 


Operating license stage documents b correspondence 


301030281 Forward! Amends 66 b 47 to Licenses DPR-S 8 b DPR-74, 
respectively, safety evaluation b notice of issuence 
b availability Amends revise Tech Specs to allou containment 
purging during operation 

WIOOINTON.D Dperetlng Reactors Branch 1. 82/12/06 DOLAN, J. 

Indiana b Michigan Electric Co. 2pp, 16655:187 24X 

Flch* 90-315.82/12/08,8301030261 


— 0301030286 Anendi 66 b 47 to Licenses DPR-58 b DPR-74, respaettva ly, 
revising Ttch Specs to sIIdl, containment purging during 
operation b purge vent mods required at part of TMI action 
plan 

VAROA, 8 . A Operating Reactors Branch 1 82/12/08 ISpp, 

16655 191. 24X Fiche 50-313.62/12/08,8301030261 


— 6301030290 Safety evaluation eupportlng Amends 66 b 47 to Licenses 
DPR-98 b DPR-74. respect ively, 

• Office of Nuclear Reactor Regulation, Director 62/12/08 3pp 
16659 209. 24X Fiche* S0-315i 62/12/OS, 0301030281 


— 8301030293 Notice of Issuance ti availability of Amends 66 b 47 to 
Licenses 0PR-5B b DPR-74, respsc tlvely 

OAROAj S. A Operating Rase tors Branch 1. 82/12/08 2pp, 

16653 212. 24X FlChe 30-313.62/12/08,8301030281. 


0212140103 Generic Ltr 82-20 to all licensees of operating 
Nestlnghouse b C-E PNRs (except Arkansas Nuclear One, Unit 2 
b San Onofre 2 b 3) re inadequate core cooling 
Instrumentation sys Sve list encl 

E18ENH0T, D O Division of Licensing 82/12/10 Yankee Atomic 

Electric Co 27pp 16690 035 24X Fiche 30-000,62/12/10, 

S212140I03 


8212230006 Forwards "ASME Code Section XI Valve Test Program for 
DC Cook Nuclear Units I b 2 " 

HEftlHO, R F Indiana b Michigan Electric Co 02/12/17 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 16509 279 
24X Fiche 50-315,82/12/17,8212230006 


—0212230017 "ASHE Code Section XI Valve Test Program for DC Cook Nuclear 
Units I b 2 " H/61 overslie drawings Aperture cards are 
aval lab te in PDR 

e Indiana b Michigan Electric Co 02/12/17 307pp 16S09 203 

24X Fiche 50-315,82/18/17,0212230006 


8212060356 Generic Ltr 82-30 to all It c ensees, app ] ieants for OL b 
holders of CPs re filings concerning lOCFRSO production b 
utllliatlon facilities Current listing of branch assignments 
for nuclear reactor projects b sve list encl 

ElBENMUT, 0 0 Division of Licensing 02/12/28 Consolidated 
Edison Co. of New York, Inc lipp 16868 001, 24X 

Fiche 50-000,82/12/28,0212060336 


8301040226 Forwards response to SA Varga 821112 request for add 1 info 
re upgrading of reactor operator b senior reactor operator 
training b qual 1 f icatl on b training for mitigating core 

damage 

HERINO.n F Indiana b Michigan Electric Co 82/12/28 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 133pp 16638 018 

24X Fiche 50-315,02/12/20,8301040226 


8301040196 Application to amend Licenses DPR-SB b DFR-74i revising 
Tech Spec 3 7 9 3 to allow for use of roving fire watch 
patrol in unoccupied areas affected when automatic carbon 
diojtlde fire suppression sys temporarily isolated 

FIERI NG.R F Indiana b Michigan Electric Co 82/12/30 DENTON. H R 

Office of Nuclear Reactor Regulation, Director 3pp 16638 201 
24X Fiche 90-313,82/12/30,8301040196, 


— B30104D201 Proposed Tech Spec 3 7 9 3 chang e, al lowing for use of roving 
fire watch patrol in unoccupied areas affected when 
automatic carbon dioxide fire suppression sys temporarily 
Isolated to facilitate personnel access 

a Indiana b Michigan Electric Co 82/12/30 6 pp 16638 204 
24X Fiche 30-315,82/12/30,8301040196 


S3010703B1 Forwards SERs b "Review of Licensee Resolution of 
Outstanding Issues From NRC Equipment Environ dual 1 f icatian 
SERs (F-ll b B~60}iDC Cook Nuclear Plant 1, " Vols 1 b 2, 
technical evaluation rept 

VAROA, 8 A Operating Reactors Branch 1 82/12/30 DOLAN, J 

Indiana b Michigan Electric Co 3pp 16691.001 24X 

Fiche 30-319,82/12/30,8301070391 


— 6301070391 Safety evaluation re environ qualification of safety-related 
electric equipment Continued plant operation justified 
s Operating Reactors Branch 1 82/12/30 6 pp 16691*004. 24X 

Fiche 50-315,82/12/30,8301070381 


— 6301070400 Safety evaluation re environ qualification of lafety-related 
tlactrlc equipment Continued plant operation justified 
a Operating Reactors Branch 1 62/12/30. 6 pp 16691-010. 24X 

Fiche- 50-319,82/18/30, 6301070301. 


— 8211020504 "Review of Licensee Resolution of Outstanding Issues From 
NRC Equipment Environ Dual 1 f 1 ca t Ion Safety Evaluation Repts 
IF-Il b fl-60>,DC Cook Nuclear Plant Unit 1," technical 
evaluation rept, Vols 1 b 2 

PANDEY.S Franklin Institute/Franklin Research Center 
KRC-03-79-1 18 TER-C52S7-497 82/10/28 LE, N D , BHEMANSKI.P 

NRC - No Detailed Affiliation Given 734pp 16691.016 24X 

Fiche. 50-31 S, 62/12/30, 6301070381 


— 8211020492 "Review of Licensee Resolution of Outstanding Issues Fran 
NRC Equipment Environ Guall f 1 ca t ion SERs (F-ll b B- 6 OI 1 “ 
technical evaluation rept Vote I b II 
PANDEYiB Franklin Inet I tu te/Frank Hn Research Center 
NRC-03-79-1 18. TER-C3297-49a 82/10/26 LE, N fl , SHEMANSKIjP 

NRC - No Detailed Affiliation Given e21pp. 16693 030. 24X 

Fiche. SO-Oi 5, 62/12/30, 6301070361 


8301170331 Forwards list of outages of boron Injection, accumulators b 
refueling water storage tank for Jan 1976 - Dec 1980, per 
NUREO-0737, Item 11 K 3 17 b 620826 Informal submittal. 

HUNTER, R.B Indiana b Michigan Electric Co 83/01/10 DENTON. H R 
Off let of Nue leer Reactor Rigulatlon, Director 2pp. 16813- 2S9 
24X FUhe 90- 315.03/01/10,8301170331 
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83OI250O2'2 Renucst* remittance o# balance due for review of 820820,0924 
b 1018 Tech Spec change reiiuestt re radiation monitora, 
aafetv injection pump operabilitg b Cgcle S reload, 
reepectivelg 

HILLER, W 0 License Foe Management Qranch 83/01/18 DOLAN, J 
Indiana b Michigan Electric Co 2pp 16914 281 24X 

Flche 90-313.83/01/18,8301250022 


8301380308 Foriuarda Amanda 67 b 49 to License a DPR-90 h DPR-74, 
reepectivalg b notice of issuance b avallabilltg Amend 
requires audit of Emergency Preparedness Programs b 
Safaguarda Contingency Plana every 12 months 
OAROAtS A Operating Reactors Branch 1 83/01/20 DOLAN, J 

Indiana b Michigan Electric Co 3pp 16970 336 24X 

Flehe. 50-315, 03/01/20, 8301280508 


“0301260510 Amends 67 b 49 to Licenses DPfi-58 b DPR-74, respec t Ively, 
requiring audit of Emergency Preparedness Programs b 
Safeguards Contingency Plans every 12 months 
VAROAi S A Operating Reactors Branch 1 83/0t/20 9pp 

1697033? 24X Fiche 30-315,83/01/20,8301280508 


--S3O1880’914 Notice of Issuance b availability of Amends 67 b 49 to 
Llceneet DPR-5fl b DPR-74, respective ly 

VARQAiS A Licensing Branch 1 83/01/20 2pp 16970 348 24X 

Fteha 50-315.83/01/20,8301280308 


S3013100BB Requests working group mooting w/NRC, American Electric Power 
five Corp b Franklin Research Ctr to review Technical 
Evaluation Rept on environ equipment qualification findings 
HUNTER, R a Indiana b Michigan Electric Co 83/01/24 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 16966 011 
24X Flehe. 50-315, 83/01/24, 8301310088 


0 Inspection reports, IE Bulletins b correspondence 


8301030360 Forwards IE Performance Appraisal Repts 50-315/82-17 b 
50-316/82-17 on 820712-13 b 0802-06 Eiecutive summary of 
conclusions drawn for areas inspected end Observations that 
may result in enforcement actions noted 

lAVLOfl, U M Division of Reactor Programs (Pre 830103) 82/11/01 

OOLANjU American Electric Power Service Carp DOLAN, J Indiana b 
Michigan Power Co 6pp 16654 095 24X Fiche 50-315,82/11/01, 

3301030360 


--3301030365 IE Performance Appraisal Repts 50-315/82-17 b 

50-316/92-17 on 020712-13 b 0802-06 Major areas inspected 
commitbee actlvltiesrOA aud 1 ts, design changes b mods,mainti 
corrective action sys b procurement 

WOEfiBNER. J , CHOULESrN i FOSTER, L Performance Appraisal Section 
82/10/19 Slpp 16654 101 24X Fiche. 50-315, 82/1 1/01, 030 1030360 


B30104068B Forwards IE Insp Repts 50-315/82-21 b 50-316/82-21 on 
321115-19 No noncompliance noted 

PAPERIELLQ.C J Division of Emergency Preparedness b Operational 
Support 62/12/16 DOLAN, J E American Electric Power Co , Inc 
DOLAN, U E Indiana b Michigan Electric Co 2pp 16649 249 24X 

Fiche 50-315,82/12/16,8301040688 


--03OIO4O699 IE Insp Repts 60-315/82-21 b 50-316/82-21 on 821119-19 No 
noncompliance noted Major areas inspected confirmatory 
measurements program, re view of licensee lab practices b QC b 
review of radiological environ monitoring program 
NICHOLSON.N A , ROZAK, 8 , SCHUMACHER, M C Region 3, Office of 
Director. 02/12/14 7pp 16649 251 24X Fiche 50-315,82/12/16, 

8301040688 


0203190269 IE Info Notice 02-51, "Overexposures In PNR Cavities » Svc 
list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York, Inc 

lltpp 16689.239 24X Fiche 50-000,82/12/21,8208190269 


8212060351 IE Info Notice 82-52, "Equipment Environ Ouallfication 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 01-29 " Sve Hit end 
JORDAN, E L Division of Engineering b Quality Assurance <Pre 
030103) 82/12/21 Consolidated Edison Co. of New York, Inc. 

lISpp 16681 080 24X Fiche 50-000,82/12/21,8212060351. 


8212060350 IE Info Notice 82-93, "Main Traneformer Failures at North 
Anne Nuclear Power Station " Sve list end 

JORDAN, E L Division of Engineiring b Quality Assurance IPre 
8301031 82/12/22 Consolidated Edison Co of New York, Inc. 

II4pp. 1675B-017 24X Fiche 90-000,82/12/22,8212060390. 


0208190275 IE Info Notice 82-54. "Nestl nghous e NBFD Relay Failures in 
Reactor Protection ays " Sve list end 

JORDAN, E L Division of Engineiring b Quality Atsuranea <Pre 
830103) 82/12/27 Consolidated Edison Co of New York, Inc 

llOpp. 16962-139 24X Flehe. 90-000, 82/12/27, B20B190279 


8208190273 IE Info Notice 32-53, "Seismic Qualification of Nestlnghouse 
AR Relay U/Latch Attachments Used in Ueitlnghouse Bolld 
State Protection Sys " Sve list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
830103) 62/12/28 Consolidated Edison Co of New York, Inc 

109pp 16868 014 24X Fiche 50-000,82/12/28,8208190273 


8301070144 Ack receipt of 821213 Itr Informing NRC of steps taken to 
correct violations notsd in IE Safeguards Insp Repts 
50-319/82-20 b 50-316/82-20 

N0RELIU8, C E Division of Engineering b Technical Programs 
82/12/29 DDLANiJ E Indiana b Michigan Electric Co Ip 
16607 024 24X Fiche 50-315,02/12/29,8301070144 


--03O1O7O147 Responds to NRC 821110 Itr re violations noted in IE 
Safeguards Insp Repts 50-319/82-20 b 50-316/62-20 Correctlvt 
actions uithhsld <ref 10CFn2 790) 

HUNTER.R 8 Indiana b Michigan Electric Co 82/12/13 
KEPPLER.J 0 Region 3, Office of Director 2pp 16687 025 24X 

Flehe 50-319,82/12/29,8301070144 


8212060354 IE Info Notice 82-96, "Robertshau Tharmostatlc F]ou Control 
Valvts " 8vc lilt end 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
030103) 82/12/30 Consolidated Edison Co of New York. Inc 

lllpp 16753 L37 24X Fiche 50-000,82/12/30,8212060394 


8301110277 Advises that IE Insp Repts 50-315/82-18 b 50-316/82-10 on 
821020-22 determined that emergency info brochures 
Inadequate re transient population in Uarren Dunes State 
Park Response requested within 30 days 

HIND, J A Division of Emtrgency Preparedness b Operational Support 
63/01/07 DOLAN, J E American Electric Power Service Corp 
DOLAN, J E Indiana b Michigan Electric Cn 2pp 16747 191 24X 

Fiche 50-315,83/01/07.0301110277 


--63011103BB Informs that area directional sirens cannot be heard at 
baach area of Uarren Dunes State Park Recommendations for 
improving emergency notification sys discussed 
SOUTHUaOD, R. J Michigan, State of 02/10/29 AX ELS ON, N L 

Division of Emergency Preparedness b Operational Support. 4pp 
16747 193 24X Fiche 50-319,83/01/07,8301110277 


8301210072 Forwards IE Insp Rapts 50-319/82-23 b 50-316/02-23 on 
621129-1203 No noncompllancs noted 

LITTLE, W 8 Division of Engineering b Technical Programs. 83/01/07 

DOLAN, J E. Amarlcan Electric Power Service Corp DOLAN, J E 
Indiana b Michigan Electric Co 2pp. I6B77 153 24X 

Fiche 50-315,83/01/07,8301210072 


--Q301210076 IE Insp Repts 50-315/82-23 b 50-316/82-23 on 821129-1203 No 
noncomp llance noted Major araas inspected surveillance b 
calibr prog ram, nonroutine repor ting , 1 Icensed requal if ieation 
training b nonlicintsd training 

FARRELL, R.E , PESCHEL, J M , KISH.J Raglan 3, Office of Director 
03/01/05 7pp 16077 195 24X Flehe 50-319,83/01/07,8301210072 


8301170082 Ack receipt of 821213 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-319/82-16 b 
60-316/82-18 

HIND, J A Division of Emergency Preparedness b Operational Support 
83/01/12 DOLAN, J E American Electric Power Service Corp 
DOLAN, J E Indiana b Michigan Electric Co tp 16012 077. S4X 
Flehe 90-319,83/01/12,8301170082 


— 8301170088 Responds to NRC 821119 Itr re vielatinnt noted in 1C Insp 
Repts 90-319/82-18 b 90-316/82-18 Corrective actions 
use of designated NRC space will be Incorporated Into 
operating area of technical support ctr by 830331 
HUNTER.R 8 Indiana b Michigan Elsctrlc Co 82/12/13. 

KEPPLER.J 0 Region 3, Office of Director lOpp 16812.078 24X 

Fiche. 90-315, 63/01/12,8301170082 


8301310081 Raspotidt to NRC Itr re vlolatlane noted in IE Insp Repts 
90-315/82-17 b 90-316/02-17 Corrective actions Tech Spec 
violations will be reviewed to determine If safety questions 
exist 

HUNTER.R B Indiana b Michigan Electric Co 83/01/24 TAYLOR, J. N 
Division of Reactor Programs (Pre 830103) 34pp 16967.204 SAX 
Flehe' 90-315, 03/01/24.8301310081 


R Periodic operating reports b related correspondence 


8301070276 Forwards INPO "1982 Evaluation of DC Cook Nuclear Plant. IN 
b HI Electric Co," final rapt. 

DOLAN, J E American Electric Power Service Corp 82/09/21 
KEPPLER.J 0 Regions, Office of Director. tp 16689-269. &4X 

Fiche- 90-31 9, 82/09/21 , 030 1070276 


—8301070200 "1982 Evaluation of DC Cook Nuclear Plant, IN b MI Electric 
Co, " final rapt 

« tnetltute of Nuclear Power Operatlene 82/09/21 SOpp. 

16689 270 24X Fiche 90-319,82/09/21,9301070276. 
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S Rtpart«6l« octorrtncfi. 


LEfis i corrupen^mt* 


Rfjlon 3, DffU» of DiPtctor Ip l«B6 1 9B Z4X 
Fieht 50-315, 82/12/22' 8301 0701 i1 

—0301070166 LER 02-IO4/O3L-O ofi 831125. poufr to pp*itlon indicating lamp 
»or Pt.duitir Holatlon valvi Ff10-201 Jojt . 

d.tfpnlntd Miitlnjhouif FB30401. circuit brtpirr t Cutler 

He«mtr NE)1A SU* 2 - B2/12/22 Region 

8301 0701 61 


8301070295 Foroerd* LEH 83-105/03L-0 tw/i2/2a 

SMITH. M 0 Indiene ti Mich I gen 

Region 3. OIMce H» Director Ip 1668* 025 24* 

FI eke' 50-315. 82/12/28.8301070395 


KEPPCER. J 0 


V Optrator Examination* 


8212220443 Generic ttr 02-39 to all power i-oaetor 
POP OUrNSS & reactor vendori J< AEs re meeting to 
recent develepmente for Hceneing ejams MvHee 
will t. held on 030211 re operator Sve 

fISENHUTi D 0 Division Of LictnOlng 
edlton Co 0 # New Vork, Inc lapp 16601 072 


1 Ice npoos.applit ante 
dl icuii 
that itieetlng 
lilt end 

Coniol 1 da ted 

34 X 


0301120078 Oenerlc Ltr 03-01 to power reactor licenieei J. applicant! 
for OL re operator llceneing exam ilta . 

ichedule re exam requeits expected for pobmlttal prior to 
691231 for llstad cdtegorlai Sve list end 

EISENHUTiOG Dlviilon of Liceniing B3/0I/I1 Coniollda 

Edlion Co of New York. Inc llpp 16893 2+3 H+X 

nem ae^f ^4 1 . Ofin 1 f ?»nnT0 


DOCKET 90-316 DONALD C COOK NUCLEi4R POWER PLANT, ^UNIT^2 


—0301070290 LER e2-105/03L-0 on 821206, fire watch releaied approx 3 h 
before reeulred operakJUtg Imp following repair of 
unlatched fire door 385 Door unlatched due to looie icrewi 
in latch bolt cover plate Mimo iiiued re required inip 
PIEHL.B H Indiana L Hlchigan Electric Co 82/12/30 
Office of Director Ip 16606 026 24X FIche 50-315,03/18/29, 

B30107029S 


0301170385 Forward* LER 92-106/03L'0 

SMIIH.H 0 Indiana 6 Michigan Electric Co 
Region 3, Office of Director Ip 16013 361 
FIche 50-315.03/01/03,0301170385 


03/01/03 

24X 


KEFPLER, J 0 


—0301170389 LER 82-106/03L-0 an 821209, discovered fire doer 435 blocked 
open w/no fire watch ettabliihed Cause undetermined Door 
closed Perlonnel reminded of reiponiihl H tg re fire door* 

PALMERiR A Indiana 6 Michigan Electric Co 83/01/06 

3, Office of Director Ip 16813 363 24X FIche 50-315.03/01/03. 

8301170385 


0301110515 Forwards updated LER B2-024/03X-1 

BMITM.H 0 Indiana 6 Michigan Electric Co 83/01/09 
Region 3. Office of Director ip 16742 351 24X 

FIche 50-315,83/01/05,0301110515 


KEPPLEHrJ 0 


F Securitg. medical, emergency & fire protec ti on^p Ians 


8212060349 Generic Ltr 02-33 to all lie 
mppUcents for OL b holders of CP* re 
"Riqulrementi for Emorgeneg Responee 
miREQ-OTsr.aupgl l <• *vc list end 
EISENHlfT/D 0 Division of Llcenilng 
Edison Co of New York, Inc 77pp 
F i c h e 50-000, 82/ 1 2/ 1 7, 02 1 8060349 


enseei of operating reactors, 
SuppI t to NL/REO— 0737, 

Capab i 1 1 tg “ 

82/13/17 Consolidated 

16681 SOB S4X 


8212220445 Generic Ltr 82-39 to all reactor licondeoa.CP holder* & 
applicants for CPs re problem* w/«obmittal* of 10CFR73 21 
safeguard* Info for llcanflng review Procedural re 
transmittal of info outlined Sve list end 

EISENHUTiD.O Division of Licensing 02/13/33 Consolldatee 

Edison Co of New York, Itie I3pp 16690 02 1 84X 

FIche SO-000, 82/12/22, 0212320445 


0301050063 Releases public version of revision to emargeneg plan 
procedures , 

FELTON, J, M Division of Rules and Records 02/13/28 Document 
Managsment Branch Ip 16600.339 24X Fiche 50-313,82/12/28. 

8301050063 


— 8301110510 Updated LER 82-024/03X-1 on 830412, l-HV-AEB-l of ESF 
ventilatian sgi returnsd to ivc u/o completing testing 
required bg Tech Specs IncUsnt repeated on 820419 Caused bg 
personnel errors 6 procedural inadequacies 

DEL0N0,3 D Indian* t Michigan Electric Co 83/01/05 Region 
3, Office of Olrecter 5pp 16743 353 34X FI c he, 50-31 S, 

03/01/05. 8301110515 


8301170468 Forwards LER 02-O77/O1X-1 

SHITH.H 0 Indian* t, Michigan Electric Co 83/01/07 KEPPLER.J 0 

Region 3, Office of Director Ip 16014 341 24X 

Fiche 50-315,83/01/07,8301170460 


9301170474 LER 82-077/OlX-l on 820910. discovered that required 
surveillance testing following installation of design 
change on control rooa ventilation sgi not performed Caused 
bg personnel error rt edminli trative controls 

BEILMAN.T P Indlani 1, Michigan Electric Co 83/01/07 Region 
3. Office of Director 3pp 16814 342 24X Fiche 50-315, 

03/01/07.0301170468 


1301200149 Forward* LEB 83-001 /03L-0 
SMITH, tt 0 Indiana t Michigan Electric Co 03/01/20 KEPPLER,J G 

Region 3, Office of Director. Ip 16961 342 34X 

Flcho 50-315.83/01/20,8301280149 


— 8301050067 Forwards public version of Rev 4 to emergeneg plan 
proesdures App 0, "Hosp Astiitance Plan " Receipt form 
■0tl _ , , 

* Indiana ti Michigan Electric Co 63/13/16 NRC - No Detailed 
Affiliation Given ip 16600,340 24X Fiche 50-315, 0Z/I3/20* 

8301050063, 


—0301050070 Public version of Rev 4 to emergency plan procedwres 
App B, "Hoip Assistance Plan " 

* Indiana ti Michigan Electric Co 83/13/16 ISpp 16600:341 
24X Fiche 50-315,03/13/30,8301050063 


8301070144 Aek receipt of 021313 ltr informing NRC of steps taken to 
correct vloUtions noted in IE Bafeguards Insp Repts 
50-315/02-20 (t 50-316/02-20 

NORELIua.C 6 Olvlilon of Engineering & Technical Program* 
83/13/29 DOLANid E Indiana & Michigan Electric Co Ip 
16687.024 34X Fiche 50-315,02/13/29,0301070144 


—0301070147 Responds to NRC 831110 ltr re violations noted in tB 
Safeguards Insp Rapt* 30-315/82-20 it 50-316/02-20 Corrective 
actions withheld Iref 10CFR2. 790) 

HUNTER, R 8 Indiana «< Michigan Electric Co 03/12/13, 

KEPPLER.d.G, Regions, Office of Director 2pp. 16607' 039 24X 

Fiche' 50-315, 02/12/29, 0301070144 


-8301280150 LER 83-001/03L~0 on 821330, duri ng ice condenser tour, one 
Intsrmidlatt deck door found froien shut Caused bg ice 
forming from molitura Source of moisture could not be 
dfternintd' Door checks showed no further problfmi 
CfilPiH d Indiana t< Michigan Electric Co 83/01/20 Region 3, 
Dfftcd of Director ip 16961 343 84X Flch* 50-315,83/01/30. 

6301280149 


8301040196 Application to amend Licenses DPR-S0 & DPR-74. revi *1 ng 
Tech Spec 3 7 9. 3 to allow for use of roving fire watch 
patrol in unoccupied areas affected when automatic carbon 
dloxid* fire luppretiion *g« temporarltg liolated 

HEHINO.R.F, Indiana Si Michigan Electric Co 0S/I3/3O DENTON, H R, 
Office of Nuclear Reactor Regulation, Director. 3pp. 16630:201 
24X Fiche 50-315,03/13/30,8301040196 


>1380206 Forsiard* LEH 92-107/03L'0 

9KITH, 3 0 Indiana ti Michigan Electric Co, 03/Ot/2l. KEPPLER.J Q 
ligion 3, Office of Director Ip 16961 36i 24X 

‘leh* 90-315.83/01/21,8301280306 


101380215 LER 08-1O7/O3L-O! on 88I227i steam generator 3 stop dump valve 
MA</-33t rimoved from sve Caused bg need to repair seat 
'takagt Valve stem, stem pin p lugi seat St cage T»pl*t*d. 

IINER.O 0 Indiana tc Michigan Electric Co, 03/01/21 Region 
Office of Director tp I696t 368 a+X Fiche 80-319,83/01/21, 

Miaaosob 


— 0301040301 Propofed Tech 9pac 3 7 9, 3 chang a, al lowing for use of roving 
fire watch patrol In unoccupied areas affected when 
automatic carbon dioxide fire suppression sys temporarilg 
Isolated to facilitate personnel access 

a Indiana ((Michigan Electric Co 83/12/30. 6pp, 16638: 204, 

34X Fiche 90-315,82/13/30,8301040196 


8301040304 Forward# requiit for exemption from requlrament* of flection 
HI 0 of App R to lOCFRSO r* fir* protection, per util 830719 
ltr t, tOCFRSO, 4Blc)(6) Modified oil collection sg* for 
rsactor coolant pump* meets intended safety function 
HERINO.R.F Indiana tc Hlchigan Electric Co 02/13/30. DENTON, M A 
Office of Nuclear Reactor Regulation, Director 5pp. 1664I'S29 
S4X Fiche' 80-31S, 83/13/30, 8301040304. 
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B3Otlt0S77 Advlitt that IE tn»p Repts 50-315/82-18 h 50-316/82-' 18 an 
621020-22 datvroilnid that emst-gency Infn brochurat 
inadayuata r* transient papulation in Uarren Dunai State 
Part RosponSs rayuastod ulthin 30 days 

HINOiJ A Division of Emsrgancy Preparedness & Operational Support 
03/01/07 OOLANtJ E American Electric Pouer Service Carp 2pp 
16747 191 24X Flehs 30-315,93/01/07.8301110277 


— B30111026S Informs that area directional sirens cannot be heard at 
beach area of Uarren Dunes State Pert Recommendations for 
laiprovlng emergency notification sys discussed 
SOUrHUOOD, R J Michigan. State of 82/10/29 AXEL50N, M L 
Division of Emergency Preparedness & Operational Support 4pp 
16747 1 93 24X Fiche SO-315. 83/01/07. 830 1 1 10277 


6301170082 Ack receipt of 021213 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-315/02-18 & 

50-31 6/82- 1 a 

HIND. >f A. Division of Emergency Proparedness t< Operational Support 
83/01/12 DOLAN. <1 E American Electric Power Service Corp Ip 
16612 077 24X Fiche 50-315,83/01/12.8301170082 


— 8301170088 Responds to NRC 821115 Itr re violations noted in IE Insp 
Repts 50-315/82-18 6 50-316/82-18 Corrective actions 
vie of designated NRC space will be incorporated into 
operating area of technical support ctr by 830331 
HUNFER.R S Indiana 8< Michigan Electric Co 82/12/13 
KEPFLER. J 0. Region 3, Office of Director lOpp 16812 078 24X 

Fiche 90-315,83/01/12.8301170082 


6301190147 Releases public version of revised Emergency Plan 
Inplinentlng Procedure 

FELTON. J M Division of Rules and Records 83/01/13 Document 
Management Branch Ip 16862 007 24X Fiche 50-315,83/01/13, 

8301190147 


— 8301190154 Forwards public version of Temporary Sheet 1 to Rev 3 to 
Emergency Plan Implementing Procedure PMP 2080 EPP 006. 

’’Initial Dose Assessments " 

• Indiana & Michigan Electric Co 03/Oi /OS GRIMES, B NRC - No 
Detailed Affiliation Oiven Ip 16862 008. S4X 
Fiche- 50-315, 83/01/13,8301190147 


— B301190162 Public version of Temporary Sheet 1 to Rev 3 to Emergency 
Plan Implementing Procedure PMP 2080 EPP 006, "Initial Dose 
Assessments " Procedure temporary sheet end 

< Indiana ti Michigan Electric Co 83/01/05 3pp 16862.009 
24X Fiche 50-315,83/01/13.8301190147 


8301280508 Forwards Amends 67 «< 49 to Licenses DPR-S8 U DPR-74, 
respectively (< notice of Issuance ti availability Amend 
reguires audit of Emergency Preparedness Programs & 
Safeguards Contingency Plans every 12 months 
VARGA. 8 A Operating Reactors Branch 1. 83/01/20. DOLAN. J 

Indiana & Michigan Electric Co 3pp 16970 336 24X 

Fiche 90-315,83/01/20.8301280508 


— 8301280510 Amends 67 «< 49 to Li censes DPR-SB t< DPR-74, respec t Ivcly, 
rtyulrlng audit of Emergency Preparedness Programs (< 

Safeguards Contingency Plans every 12 months 

VARGA, 8 A Operating Reactors Branch 1 83/01/20, 9pp 

16970.339 24X Fiche. 50-31 5, 83/01 /20, 8301280508 


— 6301260514 Notice of issuance t< availability of Amends 67 S< 49 to 
Licenses DPH-80 & DPR-74, respective ly 

VARGA, S. A Licensing Branch 1 83/01/20 2pp. 16970 348 24X 

F 1 c h s ■ 90-3 1 9, 83/0 1 /20. 830 1 280 90B 


P. Operating license stage documents t< correspondence 


6301030281 Forwards Amends 66 & 47 to Licenses DPR~9B b DPR-74, 
respectively, safety evaluation It notice of issuance 
b aval labll 1 ty, Amends revise Tech 6pect to allow containment 
purging during operation 

WIOOINTON. D Operating Reactors Branch 1 82/12/08 DOLAN, J. 

Indiana it Michigan Electric Co 2pp 16699.189 24X 

Fiche - SO-315, 82/12/08. 0301030281 


— 9301030288 Amends 66 b 47 to Licenses DPR-58 b DPR-74, respect ively, 
revising Tech Specs to allow containment purging during 
operation b purge vent mods reciuired as part of THI action 
plan. 

VARGA, 8 A, Operating Reactors Branch 1 82/12/08 18pp. 

16699; 191. 24X Fiche- 90-319, 82/12/08.8301030281 


—8301030290 Gafety evaluation supporting Amends 66 b 47 to Licenses 
DPR-90 b DPR-74> respectively, 

• Office ef Nuclear Reactor Regulation, Director 82 / 12 / 08 . 3pp. 
16699-209 24X Fiche- 90-31 9, 82/12/08. 8301030281 


— 8301030293 Notice of issuance b availability of Amends 66 b 47 to 
Licenses DPR-SS b DPR-74, respect! vely 

VARGA, S A Operating Reactors Dranch 1 82/12/08 2pp 

16655 212 24X Fiche 90-315,82/12/06.8301030281 


8212140103 Generic Ltr 82-28 to all licensees of operating 
Westinghouse b C-E PURs (eicept Arkansas Nuclear One, Unit 2 
b Gan Qnofre 2 b 3) re Inadeguate core cooling 
Instrumentation sys 8vc list end 

EI8ENHUT, D 0 Division of Licensing 82/12/10 Yankee Atomic 
Electric Co 27pp 16690 035 24X Fiche 50-000,82/12/10. 

0212140103 


8212230006 Forwards "ASHE Code Section XI Valve Test Program, for 
DC Cook Nuclear Units 1 & 2 " 

MERINO, n F Indiana b Michigan Electric Co 02/(2/17 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16909 879 
24X Fiche 90-313,82/12/17.8212230006 


— 8212230017 "ASME Code Section XI Valve Test Program for DC Cook Nuclear 
Units 1 b 2 " U/61 oversiie drawings Aperture cards are 
available in PDR 

a Indiana b Michigan Electric Co 82/12/17 307pp 16309 283 

24X Fiche 50-313,02/12/17,6212230006 


6212060396 Generic Ltr 02-30 to all 1 icenseos , app 1 icants for OL b 
holders of CPs re filings concerning 10CFR90 production b 
utilliation facilities Current listing of branch assignments 
for nuclear reactor projects b sve list enc 1 

EIEENHUr.O 0 Division of Licensing 82/12/28 Consolidated 
Edison Co of New York, Inc 1 Ipp 16B6B 001 24X 

Fiche 90-000,82/12/20.8212060396 


8301040226 Forwards response to SA Varga 621112 request for addl Info 
re upgrading of reactor operator b senior reactor operator 
training b qual If Ication b training for mitigating core 
damage 

MERINO, R F Indiana b Michigan Electric Co 02/12/88 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 123pp 16638 018 
24X Ficho 50-319,82/12/23,8301040226 


9301040196 Application to amend Licenses DPR-SB b 0PR-74> revising 
Tech Spec 3 7 9 3 to allow for use of roving fire watch 
patrol In unoccupied areas affected when automatic carbon 
dlullde fire suppression sys temporarily isolated 

HCRINO.R F Indiana b Michigan Electric Co 92/12/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 16630 201 
24X Fiche 90-315.82/12/30,8301040196 


— 8301040201 Proposed Tech Spec 3 7 9 3 c hang e> al lowing for use of roving 
fire watch petrol in unoccupied areas affected when 
automatic carbon dioxide fire suppression sys temporarily 
isolated to facilitate personnel access 

« Indiana b Michigan Electric Co 82/12/30 6pp 16638 204 
24X Fiche 50-315,82/12/30,8301040196 


8301070381 Forwards SERs b "Review of Licensee Resolution of 
Outstanding Issues From NRC Equipment Environ Qual If Icatian 
8ERs (F-ll b B-60),DC Cook Nuclear Plant 1. " Vols 1 b 2, 
technical evaluation rept 

VAROA, 8 A Operating Reactors Branch 1 BS/12/30 DOLAN, 0 

Indiana b Michigan Electric Co 3pp 16691 001 24X 

Fiche 50-313.82/12/30.8301070381 


— 8301070400 Safety evaluation re environ qualification of taf t ty-relatad 
electric equipment Continued plant operation justified 
« Operating Reactors Branch 1 82/18/30 6pp 16691 DIO S4X 

Fiche 50-315,82/12/30,8301070381 


— 8211020492 "Review of Licensee Resolution of Outstanding Issues From 
NRC Equipment Environ Quallf ication SERs (F-ll b D-60>,“ 
technical evaluation rept Vols I b II 

PANDEY, 8 Franklin Instituta/Frank 1 1 n Research Center 
NRC-03-79-1 18. TER-C5257-49B 82/10/28 LE. N D. , SHENANaKI, P. 

NRC - No Detailed Affiliation Given SSlpp 16693 030 24X 

Fiche. 30-313, 82/12/30, B3010703S1 


6301060443 Forwards proprlatary respontos tu Issues ralssd by NRC at 
821202 meeting w/Amerlcan Electric Pouer re Cycle 4 
operation. Affidavit supporting withholding from public 
disclosure end Responses withheld (ref S0CFR2 790) 

CHANDLER, J C Exxon Nuclear Co > Inc (subs of Exxon Corp. ) 
83/01/04 EI6ENHUT, D.O Division of Licensing 4pp. 16677 190 
24X Fiche 90-316.83/01/04,8301060443 


8301170331 Forwards list of outages of boron In joction, accumulators b 
rsfuellng water storage tank for Jan 1976 - Dee 1980, per 
NUREG-0737. Item fl K 3 17 b 020826 Informal submittal 
hunter, R e Indiana b Michigan Electric Co 83/01/10 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Spp 16913-259. 
84X Fiche. 50-315, 03/01/10, 8301 1 70331 
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0301100004 Submit* addl itifo Pt Cjcl» 4 rtload & uprate Info 
incorporatv* conclusion concerning tfficts of upratlng on 
varlaui plant lafetij igii componant* & ttructuras 

HUIlTCRrR S Indiana b Michigan ElactPic Co H3/01/I2 DENTON. H R 
Offlct of Nuclear Reactor Regulation' Dlreclo-r 2pp 16B33 103 
24)( Ficht 50-316. S3/'01/'12.830lieOC)04 


6301240167 Forward! Amend 46 to Licenie DPR-74i safety evaluation 6 ElA 
It notice of leiuence *t negative declaration Amend approve* 

Cycle 4 reload 

UICCINrONi 0 L Operating Reactor* Branch 1 a3/01/'14 DOLAN. J 

Indiana & Michigan Electric Co Spp I6'?06 133 S4X 
Fiche 50-316. 03/01 /'J4. 8301240167 


--0301040697 IE In»p Rapt* 50-31S/82-SI 8< 50-316/82-21 on D2UtS-I9 M» 
n one omp 1 i an c e noted Major area* Inspected confirmatorij 
meaiurements program, review of licensee lab practices & QC & 
review of radiological environ monltorina program 
NICHOLSON. N A . ROZAK. 8 . BCHl/MACHER, M C Region 3. Office of 
Director 82/12/14 7pp 16649 251 24X Fiche 50-315.82/12/16. 

8301 040608 


8200190269 IE Info Notice 02—51. "Overe iposur es in PWfi Cavities '' Sve 
list enc 1 

DEYOUNO.RC Director's Office. Office of Inspection and 

Enforcement 02/12/21 Consolidated Edison Co of New York. Inc 

lllpp 16609 239 24X Fiche 50-000,82/12/21.0208190269 


— 0301240170 Amend 40 to License DPR-74 . approvl ng Cycle 4 reload 6 
increasing puwer laval 

LAItMS. 0 C Assistant Director for Operating Reactors 83/01/14 
30pp 16906 135 24X Flchi SO-316. 83/01 /14. B301240I67 


— 0301240173 Safety evaluation 6 EIA supporting Amend 40 to Llcdnse 
DPR-74 

a Office of Nuclear Reactor Regulation. Director 83/01/14 
55pp 16906 164 24XFlcha 50-316.03/01/14. 6301240167 


— 6301240177 Notice of Issuance ft negative declaration re Amend 4B to 
License DfR-74 

VAROA.S A Operating Reactors Branch 1 83/01/14 2pp 

16906 219 24X Ficha 50-316.83/01/14.6301240167 


8301250022 Reiiuafts remittance of balance due for review of B2D0SI). 0924 
& lOlB Tech 6pec change requests re radietion aonltori. 
safety injection pump operability 6 Cycle 8 reload, 
respectively 

KILLER. 14 0 License Fee Management Branch 83/01/18 DOLAN. J 
Indiana 6 Michigan Electric Co 2pp 16914 281 24X 

Fiche 50-315.83/01/18.8301250022, 


0301200500 Forwards Amends 67 6 49 to Licenses Df>R~50 fc DPR-74. 
rtsprctlvely ti notice of issuance 6 avellability Amend 
requires audit of Emergency Preparedness Programs 6 
Safeguards Contingency Plans every 12 months 
VAROA.S A Opereting Reactors Branch I 03/01/20 DOLAN. J, 
Indiana L Michigan Electric Co 3pp 16970 336 24X 

Fiche 50-315.83/01/20.8301200508 


—8301280510 Amsndt 67 6 49 to Licenses DPR-5a & DPfi-74. respect Ively. 
raquirlng audit of Emergency Preparedness Programs 6 
Safeguards Contingency Plans every 12 months 
VAROA.S, A Optra ting Reactors Branch 1 83/01/20 9pp 

16970 339 24X F 1 c h a , 50-31 5. 0 3/01 /20. 030 1 230 SOB 


—8301200514 Notice of issuance k availability of Amand i 67 6 49 to 
Licenses DPfi-5B & DPR-74. retpee tlve ly 

VAROA. S A Licensing Branch 1, 83/01/20 2pp 16970,348 24X 

Ficha 50-315,83/01/20,8301280508 


asOiaiMBB Requests working group meeting u/NRC, American Electric Power 
Sve Corp ti Franklin Research Ctr to review Technical 
Evaluation Rspt on environ equipment qualif Ication findings 
KUNTER.R 3 Indiana i Michigan Electric Co 83/01/24 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 4 do 16966 011 
24X Fiche 50-315,83/01/24.0301310088 


0 Inspection reports. IE Bullttins ti eorrespondtnee 


8301030360 Forwards IE Performance Appraisal Repts 50-315/82-17 6 
50-316/82-17 on 820712-13 6 0802-06, Es iCUtl ve summary of 
conclusions drawn tor areas Inspected and Observation* that 
nay result In enforcement actions noted 

^ DlviiiO'n of Reactor Programs IPre 830103) 82/11/01 

£. rv"'^ American Electric Power Service Corp. DOLAN, J Indiana 
MoJmSwo""* “ 16654 095 24X Fiche 50-3t 5, 82 / 1 1 /Ol, 


-BSOtOOOShS IE Performance Appraisal Rapts 50-315/62-17 & 

** inspected 

Changes «, mods.malnt, 

corTfctiv* jcfcion iijf (( procurvAfrfit 

Appraisal Section 

2/10/19 sipp I66S4 lOI 24X Fi c he’ 50-31 5. 82/1 1 /OI , 930 103036 D 


8301040600 Forwards IE Insp Repts 50-315/82-21 6 SO- 316 / 92-21 on 

621115 19 No noncoAp 1 i4nci Tio^id,^ 

8up^it''''°0L^3/iA*''‘lUi?^?u'’*', Pbeparedness 6 Operational 

nra^AN V c ^*i*?^** DOLAN, J E American Electric Power Co . Inc. 

** Michigan Electric Co 2 pp, 16649>S49 24X 

Fiche- 50-315, 82/12/16,0301040698 looev. WSY dtx . 


0212060351 IE Info Notice 82-52, "Equipment Environ Qualification 
Testing Eiperience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " Sve list end 
JORDAN, E L Division of Engineering 6 Quality Assurance fPre 
030103) 02/12/21 Consolidated Edison Co of Now Vork. Inc 

tlSpp 16601 000 24X Fiche 50-000,82/12/21,8212060351 


0212060350 IE Info Notice 02-53, "Mom Tranaformor FaiJurus at North 
Anna Nuclear Power Station " Sve list end 

JORDAN, E L Division of Engineering 6 Quality Assuranco tPre 
030103) 82/12/22 Consolidated Edison Co of New Voric. Inc 

114pp 16759 017 24X Fiche 50-000,82/12/22.8212060390 


0208190275 IE Info Notice 82-54. "Westi nghouse NDFD Relay Faiturce in 
Reactor Protection Sys " Bve list end 

JORDAN, E L Division of Engineering k Quality Assurance iPre 
030103) 02/12/27 Consolidated Edison Co. of Neui Yurie. Inc. 

llOpp 16962 139 a4X Ficho 50-000,82/12/27,0208190275 


0200190273 IE Info Notice 82-55, "Seismic Qualification of tlestlnghuusr 
AR Relay N/Latch Attachments Used in Nestinghouse Bottd 
State Protection 8ys '* Sve Hit end 

JORDAN, E L Oivislon of Engineering 6 Quality Aesuranco (Pre 
8301031 82/12/20 Consolidated Edison Co of New York. Inc 

109pp 16960 014 34X Ficho 50-000,82/12/20,8208190273 


B30I070144 Ack receipt of 021213 Itr informing NRC of steps taken to 
correct vloiationi noted in IE Safeguard* Inep Rent* 

50-315/02-20 U 50-316/82-20 

NORELIUB, C E Division of Engineering t> Technical Program* 
02/12/29 DOLAN, J E Indiana & Michigan Electric Co Ip 
16687 024 24X Fiche 80-318, 02/12/29, 03010 70144. 


‘8301070147 Responds to NfiC 821110 Itr re violations noted in IE 
Safeguards Insp Repts 30-315/82-20 8< 50-3 16/02-20, Correc tlve 
actions withheld <rof 10CFR2 7901 

HUNTER, R 8 Indiana 6 Michigan Electric Co 82/12/13 

KEPPLEfi, J. 0 Region 3, Office of Director 2pp 16607 025 a4X 

Fiche 90-315.02/12/29,8301070144 


0212060354 IE Info Notice 02-56, "Hobertshaw Thermostatic Flow Control 
Valves " Sve list end 

JORDAN, E L Division of Englnaerlng & Quality Assurance <Pre 
830103) 02/12/30 Consolidated Edison Co of Now York. Inc 

lllpp 16758 137 24X Fiche 50-000,82/12/30,8212060354 


8301110277 Advises that IE Insp Repts 50-313/a2'-IB 6 50-316/02- IB on 
821020-22 determined that emergency Info broehuree 
Inadequate re tranelent population in Warren Dunes Btate 
Park Response raquestad within 30 days 

Bi^***”" Emergency Preparedness & aperational Support 
03/01/07. DOLAN, J E American Electric Power Service Corp. 

DOLAN. J E Indiana 6 Michigan Electric Co 2pp 16747 191 24X 

Fiche 50-319,03/01/07,0301110277 


8301210072 Forwards IE Insp Repts 50-315/82-23 k S0-316/Q2-23 on 
021129-1203 No noncompl lance noted 

^’[ITLE. MS. Division of Engineering & Technical Prograuie 03/01/07, 
DOLAN, J £. American Electric Power Service Corp DOLAN, J E 
Indiana k Michigan Electric Co 2pp 16B77‘153 24x 

Fiche- 50-315, 83/01/07,0301210072 


—0301210076 IE Insp Repts 50-315/82-23 & 50-316/02-23 on 021129-1203 No 
noncompHance noted Major areas inspected - survai 1 lane e k 
callhr program, nonroutine reporting, Heeneed r equal 1 flea t ion 
training 4 nonlicensad training 

V PESCHEL,J M, , KISH.J Region 3, Office of Oireetor, 
83/01/09 7pp 16877' 159. 24X Fiche 50-313. 03/01/07, 0301 2100-72 






correct violations noted In IE Insp Repts 50-315/82-18 k 
50-3 16/82- 10 

Emergency Preparedness «< Operational Support 
DQlAN, J E Amsrlcan Electric Power Service Corp 
DOLAN. J E, Indiana k Michigan Electric Co tp 16812 077 24X 

Fiche- 90-319, 83/01/12, 0301170002 ^ 
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— B301I700B8 Reiporirfs NRC 821115 Itr rs violations noted in IE Insp 

Repfet 50-315/82-lS U 50-316/02-lB Corrective actions 
flse of designated NRC space uiill be incorporated Into 
operating area of technical support ctr by 830331 
HUMTER.R 8 Indiana U Michigan Electric Co 83/12/13 
KEPPLERiJ 0 Region 3, Office of Director lOpp 16812 078 3ax 
Flche 50-313,83/01/12,8301170082 


e30'1310081 Responds to NRC 1 tr re violations noted in IE Insp Repts 
50-315/02-17 & 50-316/02-17 Corrective actions Tech Spec 
violations will be reviewed to determine if safety nuestions 
exist 

HUMTERjR S Indiana * Michigan Electric Co 93/01/24 TAYNOR, J M 
Division of Reactor Programs (Pre 830103) 34pp 16<767 204 24X 

Flche 50-315,83/01/24,8301310081 


R Periodic operating reports it related correspondence 


B301070S7& Forwards INPQ "l'?82 Evaluation of DC Coot Nuclear Plant, IN 
S( HI Electric Co,” final rept 

DOLAN,J E American Electric Power Service Corp 82/09/21 

KEPPLER, JO Region 3, Office of Director Ip 16685 269 24X 

Flche: 50-315, 02/09/21, 9301070276 


— 6301070280 "1982 Evaluation of DC Cook Nuclear Plant, IN t< HI Electric 
Co, “ final rept 

» institute of Nuclear Power Operations 82/09/21 S3pp 
I66S9 270 24X Flche 50-315,02/09/21,8301070276 


B Reportable occurrences, UERs t< related correspondence 


S301070274 Forwards LERs 92-097/03L-0, 82-09B/03L-0, B2-099/03L-0, 
Ba-t0O/O3L-0 & a2-101/03L-0 

aHITH.M 0. Indiana it Michigan Electric Co 82/12/22 KEPPLER, J 0 

Region 3, Office of Director Ip 16685 325 24X 

Flche 50-316.02/12/22,8301070274 


— 8301070279 LER B2-097/03L-0 on 821204, fire detection sys alarm for 4 kV 
switchgear room received due to pyralarni detector alarming 
for no apparent reason Caused by low setpoint New detector 
Instal 1 ed 

PALMER, R A Indiana it Michigan Electric Co 82/12/04 Region 
3, Office of Director Ip 16685 326 24X Flche 50-316,82/12/22, 

B3O107O274 


— 83010702B4 LER 82-098/03L-0 on 821127, fire detection sys alarm for 4 k9 
Suiltchgear room received due to pyralorm detector alarming 
Caused by low alarm setpoint Pyratarm replaced 

PALMER, R A Indiana it Michigan Electric Co 82/12/22 Region 
3. Office of Director Ip 16685 327 24X Flche 50-316,82/12/22, 

8301070274 


—8301070290 LER Ba-099/03L-0 on 821 123, during survelllanco test on 
automatic load sequence timing relays, four ESF timers Pound 
to exceed allowed tolerance Caused by instrument drift 
Timer* readjusted h solid state relays under review 
PALMER, R A Indiana & Michigan Electric Co 82/12/22 Region 
3, Office of Director Ip 16685 328 24X Fiche 50-316,82/12/22. 

8301070274 


—8301070293 LER 82-100/03L-0 on 021 130. during surveillance test on 
diesel generator load shedding relays, six 4 kV loss of 
voltage relays exceeded allowed tol erance, Caused by 
instrument drift Undervoltage relay under study 

PALKERjR a Indiana J< Michigan Electric Co 02/12/22 Region 
3, Office of Director Ip 16685 329 24X Flche 50-316,82/12/22, 

8301070274 


—0301070296 LER 82-t01/D3L~0 on 821 124, d lico vered time delay of two 
automatic toad sequence relay timers not repeatable t< timers 
exceeded allowed tolerance Caused by toggle switch 
assemblies being out of alignment Assemblies replaced 
PALMER. R. A Indiana it Michigan Electric Co 82/12/22 Region 
3. Office of Director Ip, 16685 330 24X Fiche’ 50-316, 82/12/22, 

8301070274. 


0301070173 Forwards LERs B2-102/03L-0 a2-103/03L-0 

SMITH, M 0 Indiana It Michigan Electric Co 82/12/28 KEPPLER, J 0 
Region 3. Office of Director Ip 166B6 242 24X 

Flche 50-316,82/12/28,8301070173 


—8301070181 LER B2-102/03L-0 on 621209, during surveillance test on 
automatic load sequence timing relays, two timers exceeded 
Toth Spec tolerance. Caused by component cooling water pump 
2E timer out-of-spec Timers catlbr 

PALMER. R. A Indiana S< Michigan Electric Co. 82/12/28 Region 
a. Office of Director Ip 16666 243 24X Fiche’ 50-316, 62/12/26, 

8301070173 


— 8301070186 LER 82-103/D3L-0 on 621128,30 (< 1202. temporary fire seal for 
fire barrier penetration W-9392 missing S< seal H-9393 
nonfunctional Caused by intentional violation to perform 
mod Securitij survel llance established 

NIZNER, D 0 Indiana L Michigan Electric Co 02/12/26 Region 
3, Office of Director Ip 16686 244 24X Fi the’ 50-316, 02/12/20, 

0301070173 


B3D1070262 RO on 821223, discovered obstruction of valve 81-152-8, 
preventing min required flow through south safety injection 
header Caused by obstruction from unattached disc from 
previous repair to valve Obstruction removed 

SMITH, H 0 Indiana t< Michigan Electric Co 03/01/03 KEPPLER, J 0 

Region 3, Office of Director fp 16685 197 a4X 
Flche 50-316.03/01/03,0301070262 


0301110517 Forwards LERs B2-104/03L-0, a2-lO3/O4L-0 6 02-1O6/O3L-O 
SMITH, W 0 Indiana t Michigan Electric Co 83/01/03 KEPPLER, J 0. 

Region 3, Office of Director Ip 16746 001 24X 

Flche 50-316,03/01/03,9301110517 


— 0301110519 LER e2-l04/03L-0 on 021206, relay timer associated ui/4 kV 
bus degraded voltage exceeded allowable value of 2 minutes 
& 6 s by 3 1 s Caused by instrument drift Timer adjusted 
RI6CHL1N0, J L Indiana it Michigan Electric Co 83/01/03 
Region 3, Office of Director Ip 16746 002 24X 

Fiche 50-316,03/01/03.8301110517 


—8301110524 LER 02-1OS/O4L-O on 821204, fol la wing sludge on steam 
generatur 21, sludge lance lines found connected to east 
blowdown deminera I i rer, releas ing unmonltored 200 gallons 
Procedures ml sunders toad Procedures will be revised 
GEILMAN. T P Indiana b Michigan Electric Co 03/01/03 Region 
3, Office of Director Ip 16746 003 24X Fiche 50-316,03/01/03, 

8301 1 10517 


— 0301 1 10526 LER 82-106/03L-0 on 821204, d urlng surveillance test. 4 kV 
circuit breaker 2C4 found to have inoperable antt-pump 
circuit Caused by 2S0-volt dc control device mal function, due 
to open circuit in anti-pump coil 

RISCHLINO, J L Indiana b Michigan Electric Co 83/01/03 
Region 3. Office of Director ip 16746 004 24X 

Fiche 50-316,83/01/03,0301110517 


8301110530 RQ on 021223, presence of obstruction in valve S1-1S3-B 
prevented attainment of min required flow through south 
safety Injection header Caused by unattached diec from 
previous repair of 31-152-S lodged u/va Ivo Disc removed 
3MITH,H 0 Indiana b Michigan Electric Co 03/01/03 KEPPLER, jO 

Region 3, Office of Director Ip 16745 327 24X 

Flche 50-316,03/01/03,8301110530 


0301170330 Forwards LERs 02-1O7/O3L-O b 02~lOa/O3L-O 

SMITH, H 0, Indiana b Michigan Electric Co 83/01/06 KEPPLER. J 0 
Region 3, Office of Director Ip 16013 256 24X 

Flche 50-316,03/01/06,0301170330 


— 0301170330 LER 82-107/03L-0 on 821207, AD diesel generator removed from 
SVC to repair small fuel all leak resulting In inability of 
operable charging pump to be fed from emergency power 
source Cause undetermined Pump fuel line b fitting replaced 
PIEHL.R H Indiana b Michigan Electric Co 83/01/06 Region 3, 
Office of Director ip 16813 257 S4X Flche 50-316,03/01/06, 
8301170330 


— 0301170340 LER 82-108/03L-0 on 021216, during testing on diesel 
generator load shedding relays, 4-kV bus degraded voltage 
relays 27-T21A-1 , 27-T2I D-2 b 27-T21D-3 found exceeding Tech 
Spec limit Caused by instrument drift Relays readjusted 
PALMER, R A Indiana b Michigan Electric Co 83/01/06 Region 
3, Office of Director Ip 16813 250 24X Flche 50-316,83/01/06, 

8301 1 70330 


6301190072 Forwards LER 82-109/03L-0 

SMITH. M 0 Indiana b Michigan Electric Co 83/01/10 KEPPLER, J 0 

Region 3, Office of Director ip 16633.168 24X 

Flche 30-316,83/01/10,8301180072 


— 8301160076 LER 82-109/03L-0 on 621209, reac tor coolant loop high level 
alarm received Investigation showed that west RHR pump 
breaker had tripped Cause unknown Pump restarted 
PALMER, R A Indiana b Michigan Electric Co 63/01/10 Region 
3, Office of Director Ip 16833 169 24X Flche 50-316,83/01/10, 

6301160072 


8301160211 Forwards updated LER 82-106/03X-1 

SHITH.U.O Indiana b Michigan Electric Co 03/01/10 KEPPLER, JO 
Region 3, Office of Director Ip 16623:240 24X 

Flche 50-316, 83/01/10, 03O{10O21 1 
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--8301100213 Upddlitil LER B2-106/03X-1 on 821 204. dor tnj oorvoil lance 
tostlnji'id kV clrcolt briakcr 2C4 -found u/icioporab 1 e anti- 
punp circuit Cauiod bg nalfunction of 2S0-volt dc control 
dovice duo to open circuit on anti-pump coll. 

RtSCHLINO.J L Indiana I. Michigan Elaetrlc Co 03/01/10 
Region 3> Office of Director 2pp 1£G29 241 24X 

FlChe 90-316,63/01/10.8301180211 


8301 21 0062 Fortdard* LER 82-113/OlT-O 

SKITH.U O Indiana & Michigan Electric Co. 83/01/12 KEPPLER. J 0 

Region 3i Office of Director Ip 16077.048 24X 

Flche 90-316, 03/01/12. 8301210062 


—8301210069 LER 82-113/011-0 on 821229, during ECCS flow halanco test, 
300 gpim flou rate co>uld not be obtained through train 0 of 
lafetg injection igt Cauird bg unattached valve diic lodging 
in outlet of 4-inch chad valve 81-1926 

mZMER.D 0 Indiana t< Michigan Electric Co 83/01/12 Region 

3, Office of Director Ip 16879 049 24X Flche 90-316,83/01/12, 

8301210062 


8301210096 Foruardi LER 83-002/01 T~0 

aHlTH. W 0 Indiana fc Michigan Electric Co 83/01/12. KEPPLEH. J 0 
Region 3, Office of Director ip 16877 029 24X 

Flche 90-316,03/01/12.8301210096 


— 8301210101 LER 03-002/01 T-0' on 8301 1 1 . dur ing turvelllancc tee t on 
reactor coolant pump flra protection itfater iys.flou uas not 
Indicated to pirnipe 1 tc 4 uhen lyi actueted. Cauced bg plugged 
etralncr Strainer removed. c I eaned (i returned to (VC 
PALMER.R A Indiana A Michigan Electric Co 83/01/12 Region 
3, Office of Dlractor 2pp 16877 026 24X Flche 90-316, 

03/01/12. 9301210096 


8301210126 Foruarde LERe 82-1 lO/OSL-O. 82-1 1 1 /03L-0 t< 82-112/03L-0 
BMITH'MO Indiana & Michigan Elaetrlc Co 83/01/12 KEPPLER. J 0 
Regions. Office of Director Ip 16877.194 24X 

Flcha 90-316.83/01/12.8301210126 


—8301210127 LER 82-110/03L-0 on 821220. durln g refueling shutdaun. 
operator dlecovered fire door 398 uould not cluea 
completely Caueed bg damage to bottom of door, apparently 
by itrlking some object Door repaired 

PiEKL.R H Indiana & Michigan Elaetrlc Co 83/01/12 Region 3, 

Office of Director Ip. 16877-195 24X Flche 90-316.83/01/12, 

8301210126 


8301210134 LER BS-11I/03L-0 on 021221 , durln g cold shutdown. Inactive 
leaf of fire door 389 would net latch properly Caused by 
one missing U one damaged latch plate Cause of dafiagt 
unknown New latch plates Installed 

PIEML.R K Indiana it Michigan Electric Co 63/01/12 Region 3. 
Office of Director Ip 16877 196 24X Flche 90-316.83/01/12, 

8301210126 


— 8301210138 LER B2-112/03L-0 on 821220. during refueling shutdown, fire 
door 374 unable to close properly when both leaves of double 
door opened Caused by damaged sei{.uenc er, due to unknown 
origin. Sequencer replaced, 

PIEHL.R H Indiana le Michigan Electric Co 83/01/12. Region 3, 
Office of Director. Ip i6a77 197 24X Flche 90-316,83/01/13. 

8301210126 


1280336 Forwards LER 63-003/01 T-0. De tal I ed event analysis submitted 
IITH. N O Indiana b Michigan Electric Co 83/01/19 KEPPLER. J. 0 

iglon 3. Office of Director. Ip 16954 090. 24X 
Che 90-316,83/01/19.8301280336 


8301280334 LER 83-003/017-0 on 821282, u/RCS In Mode 6, during test on 
diesel generator load shadding. f Ivt relay timers found 
eiceedlng Tech Spec tolerance Caused by Instrument drift 
Timers recatlbr on 830116 during Mod’s 3 

PALMER.R.A Indiana b Michigan Electric Co 83/01/19 Region 
3. Office of Director. 2pp 16794-091 a4X Flche 90-316, 

03/01 /I9, 8301280336 


101280093 Forwards LEHi 82-n4/03L-0 b 82-11 5/03L-0 
SMITH. U 0 Indiana b Michigan Electric Co. 83/01/21 KEPPLER. J 0 
Region 3. Office of OircctO’r, Ip 16960-204 24X 

Flche' 30-316. 83/01/21.8301280093 


-8301200102 LER 82— 114/03L— O on 621223. during refueling operationst 
control room door 41tA would not close fully Caused by 
failed ventilation flow pattern rxlstlng during work In 
control room cable vault Investigation underway. 

PIEHL.R H Indiana b Michigan Electric Co 83/01/21 Region 3, 
Office of Director. Ip. 16960,209. 24X Flche. 90-316. 83/01/21. 

8301280093 


— 83012801 10 LER B2-tl9/O3L-0 on 821223. during refueling outage, west RH8 
HX component cooling water outlet valve OMO-429 removed 
from line due to scat leakage Caused by part of elastomer 
seat missing from valve body Investigation underway 
HiZNER.O 0 Indiana & Michigan Electric Co 03/01/21 Region 

3, Office of Director Ip 16960 206 24X Flche 90-316,83/01/21, 

8301260093 


8301280197 Forwards LERs 03-004/017-0 b a3-005/99L-0 

SMITH. U 0 Indiana b Michigan Electric Co 83/01/21 KEPPLER, J 0 
Region 3. Office of Director ip 16962 009 24X 

Flche 50-316.83/01/21,8301280197 


— 8301200205 LER B3-004/01T-0 on 030107, during surveillance test on sprig 
additive tank flow rate. east b west containment spray pump 
eductor line flow rates bolou Tech Specs Caused by eductor 
valves [Ha-212 b 222 partially closed 

PALHER.R A Indiana b Michigan Electric Co 03/01/21 Region 

3r office of Director 2pp 16962 006 24X Fiche 50-316, 

83/0 1 /2 1 < 0301 280 1 9 7 


— 0301280213 LER B3-005/99L-0 on 630107. during refueling outage, hel lum 
b eddy current testing Identified three degraded tubes In 
steam generator 2 b three degraded tubes in steam generator 
3 Tubes plugged 

BEILMAM. T P Indiana b Michigan Electric Co 83/01/21 Region 

a. Office of Director 3pp 16962 000 24X Flche 50-316, 

63/01/21. 8301280197 


V Operator Eiamtnatlons 


0212220443 Generic Ltr 82-38 to all power reactor 1 Icensees, app 1 i cants 
for OU, NS8 it reactor vendors b AEi re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 830211 re operator licensing 8vc list end 
Et8ENKl/T.OO Division of Licensing 62/12/22. Consolidated 
Edison Co of New York. Inc l2pp 16681 072 24X 

Flche 50-000.82/12/82.0212220443 


6301120076 Oeneric Ltr 03-01 to power reactor licensees b applicants 
for OL re operator licensing eiam site visit Requests 
schedule re eiam requests eipected for submittal prior to 
051231 for listed categories Svc list end 

EIBEMHUT. D 0. Division of Licensing 83/01/11 Consolidatod 
Edison Co of New York. Inc Upp 16873 243 34X 

Flche 90-000.83/01/11.6301120078 


DOCKET 90-317 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 1 


F. Security, medical, emergency b fire protection plans 


8212060349 Oeneric Ltr 02-33 to all licensees of operating reactors, 
applicants for OL h holders of CPs re Suppl 1 to NUREO-'0737. 
“Requirements for Emergency Response Capability “ 

NUREO- 0737, Suppl 1 b svc list end 

EtSENKUT.DO, Division Of Licensing 82/12/17 Consolidated 
Edison Co of New York, Inc 77pp. 16601 208 24X 

Flche; 50-000, 02/12/17,8212060349, 


8212220445 Oeneric Ltr 82-39 to a 1 1 reactor llceneees.CP holders b 
applicants for CPs re problems w/submlttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined, Svc list end 

EtSENHUT.O 0 Dlviflon of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc lapp 16690 021. 24X 

F 1 c h a . SO-000. 82/ 1 2/22. 8212220449 


6301110313 Forwards rev to Security Plan Rev withhold (ref 10CFR73 21) 
BOWMAKER.N J Baltimore Oas b Electric Co 82/12/30 DENTDN.H.R 
Office of Nuclear Reactor Regulation. Director Ip. 16747-116 34X 

Flche. 50-317. 02/12/30,8301110313 


8301170391 Forwards IE Insp Repts 90-317/82-29 it 50-318/82-25 on 
621110-1214 No noncompliance noted 

STAROSTECKl.R Division of Project b Resident Programs. 03/01/03 
LUNDVALU. A E Baltimore Oas b Electric Co. 2pp 16813 009 24X 
Fiche 90-317. 83/01/03, B30I170391 


— 8301170393 IE Insp Repts 50-317/82-29 b 50-310/82-29 on 821110-1214 No 
noncompl lance noted. Major areas inspected - control room, 
accessible parts of plant structures, plant operations, nalnt. 
radiation protedlon. physical security b fire protection 
ARCHITZEL.R E , TRIMBLE, D C , MCCABE, E C Division of Project b 
Resident Programs 02/12/30 13pp 16613 011 24X 

Flche. 50-317, 03/01/03. 8301170391 


8301070913 Releases public version of revised emergency response 
implementing procedures 

FELTON. J M Division of Rules and Records 03/01/04 Documont 
Management Branch Ip 16705-223 24X Flche 50-317,03/01/04, 

0301070513 



DOCKETED ITEMS 


--•S303070537 Foruartf} public veriion ol’ revised Emergency Response 
Inplementing Procedures ERPIP 4 1 22 1. "Plant Parameters 
PAsne Coffoiuoicator. “ ERPIP 4 5 2i "Access Control" & 

ERPJP 4 0t "Emergency Re-entry " 

• Daltimore Oas & Electric Co G2/12/23 CLARK< R A Operating 
Seactor* Branch 3 2pp 16705 224 24X Fiche 50-317.03/01/04. 

S301070513 


— B30I070541 Public version of revised Emergency Response Implementing 
Procedures ERPIP 4 1 22 1 , "Plant Parameters Phone 
Communicator." ERPIP 4 5 2, "Access Control," (i ERPIP 4 0, 
"Emergency Re-Entry " 

e Oalttmore Oas & Electric Co 02/12/01 22PP 16705 226 24X 

Flehe 50-317,03/01/04,0301070513 


8301120034 Releases public version of revised Emergency Plan 
Implementing Procedures 

FELTON. J M Division of Rules and Records 03/01/07 Document 
Nanagemanb Branch Ip 1676'? 262 24X Fiche 50-317,03/01/07, 

6301120034 


— 6301120041 Foruarda public version of revised Emorgeney Plan 
Implementing Procedures, inc 1 ud ing Procedures ERPIP 3 O re 
Immediate action procedures b ERPIP 3 1 re initial actions & 
imergency action levels Receipt form end 

e Baltimore Oas U. Electric Co 02/12/30 CLARK. R A Office of 

Nuclear Reactor Regulation, Director Ip 16709 264 24X 

Fleb# 50-317,03/01/07,8301120034 


"B3011S0045 Public version of revised Emergency Plan Implementing 
Procedures, Including Procedures ERPIP 3 0 re immediate 
action procedures t< ERPIP 3 l re initial actions ti emergency 
action levels 

RUSSELL, L B Baltimore Oas ti Electric Co 02/12/22 26pp 
16709 265 24X Fiche 50-317,03/01/07,8301120034 


J Insurance U indemnity information 


8301110590 Fopuards Endorsement 51 to NELIA Policy NF-216, Endor sement 
41 to KAELU Policy MF-76 f, Endorsement 20 to NELIA Policy 
N3-34B & Certificates N-52, N-53, M-52 it M-53 for Endorsements 
1-3 to NELIA 6 HAELU policies, respectively 

eAHHlE.O.B Baltimore Oas & Electric Co 83/01/06 DINITZ, I 
Assistant Director for State It Licensee Relations 46pp 16744 316 
S4X Fiche 50-317.03/01/06,0301110590 


P Operating license stage documents t, correspondence 


S3O119014S Partial response to FOIA request for documents re proposed 
rev 4i/ar update to reactor safety study ref in NURE0-07Q4, 

Chapter 10 at R8 11 Sc documents re discussion of reactor 
cooling method. Foruards App A documents 

FELTOU, J. M Division of Rules and Records 82/11/22 8HDLLY, S C 
Union of Concerned Scientists 3pp 16666 270 24X 

Flcht 50-000,02/11/22,0301190145 


— 8202240183 Comments on Ofc of Research 1, Stds memo "Feed it Bleed Issue 
for C-S Applicants," re risk implications of C-E reactor 
dltigns which lock capability for cooling via HPI it 
dillberate venting of RC8 

LOflEL, R M AuilHary Systems Branch 82/02/05 RUDENSTEIN, L 9 
Assistant Director for Coro t Plant Systems 5pp 16867 077 24X 

Fiche 50-000,82/11/22,0301190145 


— 0203090091 Commsnts on feed li bleed capability in plants u/tt w/o 
power oporated relief valves to perform successful feed It 
kited mods of decay heat removal. SASA program limited by 
analysis schedules 

SHERON, D W. Reactor Systems Branch 82/02/11 SPEIS, T P 
Assistant Director for Reactor Safety 2pp 16067 082 24X 

Fiche 50-000,02/11/22,9301190145 


6301060126 Confirms that 021222 Is convenient date for performance of 
revltu of Bechtel calculations re containment tendon 
surveillance Summary of revieu areas end, 

JAFFE, 0 H Operating Reactors Branch 3 82/12/15 LUNDVALL, A E 

Baltimore Oai t. Electric Co 3pp 16684 1 92 24X 

Fiche 50-317, 02/12/15, 8301060126, 


821206O3S6 Generic Ltp 82-30 to all 1 Ic enseet , app 1 icants for OL << 
holders of CPs re filings concerning 10CFR50 production 6 
utiliiatlon facilities Current listing of branch assignments 
for nuclear reactor projects it svc list end 

eiSEMHUT, D 0 Division of Licensing 02/12/28 Consolidated 
Edison Co of Neui York, Inc llpp 16660 001 24X 

Fiche 50-000,62/12/28,0212060356 


8301070246 Foruards, "Studies of Concrete for Calvert Cliffs Nuclear 
Containment Vessel 1 t/2-Ineh Mai Siie Aggregate," final 
rept fiept responds to NRC 021222 request re 3-yr 
containment surveillance rept U/o enc 1 

UUNOVAUL, A E Baltimore Oas i Electric Co 02/12/30 CLARK, R A 
Operating Reactors Branch 3 2pp 16606 229 24X 

Fiche 50-317,02/12/30,0301070246 


8301070329 Requests that NRC reconsider position re shift technical 
advisor training program requirements, par NUflEO-0737, 1 tern 
1 A 1 1 6 delay final decision until issuance of rule 
Interim requirement not in best interest of "neu hires" 

LUNOVALL, A E Baltimore Oas it Electric Co 83/01/04 CLARK, R A 
Operating Reactors Branch 3 2pp 16605 016 24X 

Fiche 50-317, 03/01/04,0301070329 


0301310150 Foruards request for addl info re NUREO-0737. I toms II F 14. 
"Containment Pressure Monitor," tl F 1 5, "Containment Mater 
Level Monitor" & tl F I 6, "Containment Hydrogen Monitor " 

Response requested ulthin 60 days 

CLARK, R A Operating Reactors Branch 3 03/01/U LUNDVALL, A E 

Baltimore Oas it Electric Co llpp I6S92 156 24X 

Fiche 80-317,83/01/11,0301210158 


0301250507 Submits evaluation of EPRI sponsored safety 1, rellof valve 
test program to determine safety of pressurtzor safety 
valve bloudoun rings set position variations Present ring 
settings adequate Dresser Industries 030105 Itr end 
LUNDVALL, A E -Baltimore Oas it Electric Co 03/01/17 CLARK, R A 
Operating Reactors Branch 3 6pp 16899 069 24X 

Fiche 50-317 , 83/01/17.8301250507 


0301250102 Forwards comments on Generic Hr 82-32 re potential steaei 
generator-re lated generic requirements Comment period should 
be eitended beyond 30-day period In vleu of site it detail of 
rept 

LUNOVALL, A E Baltimore Oas t< Electric Co 03/01/10 EIBENHUT.O 0 
Division of Licensing 2pp 16095 357 24X Fiche 50-317,03/01/18, 

0301250102 


8301260151 Advises of problems u/ implementa 1 1 on of pos t-acc Idon t 
sampling sys (. noble gas stack monitor, per NUREO-0737 (TMI 
Action Plan) Problems u/contalnment water level monitoring 
sys resolved 

LUNDVALL, A E Baltimore Gas it Electric Co 03/01/21 CLARK, R A. 
Operating Reactors Branch 3 3pp 16913 171 24X 

Fiche 50-317,83/01/21,0301260151 


0301310332 Foruards "Rept of Control of Heavy Loads Response to 
Franklin Research Ctr Review " 

A6H,R F Baltimore Oas 6 Electric Co 83/01/25 EISENHUT.D 0 
Division of Licensing Ip 16963 007 24X Fiche 50-317,03/01/25. 

8301310332 


— 8301310339 "Rept of Control of Heavy Loads Response to Franklin 
Research Ctr Reviews " 

VENTURA, J C Baltimore Oas (< Electric Co 03/01/21 28pp 
16963 000 24X Flehe 50-317,83/01/25.0301310332 


0 Inspection reports, IE Bulletins U correspondence 


0301060100 Grants relief from ASHE Bollor t< Pressure Vessel Code, 
Bection XI requirements as result of review of inservlce 
insp proram Safety evaluation b technical evaluation end 
CLARK. R A Operating Reactors Branch 3 62/12/13 LUNOVALL, A E 

Baltimore Oas b Electric Co 4pp 16682 172 24X 

Fiche 50-317,62/12/13.0301060100 


—8301060186 Safety evaluation supporting requests for relief from A3MF 
Boiler b Pressure Vessel Code, Section XI requirements 
a Office of Nuclear Reactor Regulation. Director 82/12/13 0pp 
16602 176 24X Fiche' 50-317, 82/12/13, B3010601G0 


— 8209150246 "Calvert Cliffs Nuclear Power Plant Units 1 b 2 Inservice 
Insp Program," technical evaluation rept 

* Seleneo Applications, Inc NRC-03-e2-096 SAI- 106-028- 06 

02/09/10 NRC - No Detailed Affiliation Given 30pp 
16602 104 24X Fiche 50-317,82/12/13.0301060180 


—8301060194 Notice of granting of relief from ASME Section XI Inservlc 
insp program i equlrements 

CLARK. R A Operating Reactors Branch 3 82/12/13 2pp. 

16602.214 24X Fiche 50-317,82/12/13.0301060100 


8208190269 IE Info Notice 02-51, "Overe xposur es in PMR Cavities “ Bvc 
list end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 02/12/21 Consolidated Edison Co of Neu York, Inc 

tllpp 16609 239 24X Fiche. 50-000, 82/) 2/21, 0208190269 
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6212060391 IE Infa Hafcice a2-52i '‘E<iu>pmant Environ Qualification 
Tcitini) Eiporlence - Updatlnj of Test Suimrtariei Pr»vlou»Jy 
PubUsiiod In IE Info Notice 61-29 " Svt list snci 
JOSDAWi E L Division of Engineorinj & Quality Assupance iPre 
Q30103) 62/12/2t Consolidated Edison Co of Neiu Vorli> Inc 

llSpp 16661 OQQ 34X Fiche 90-000< 62/12/21. 6212D603SI 


6212060339 IE Info Notice 02-53. "Mam Transforoier Failure* at North 
Anna Nuclear Pouter Station '' Svc list enc I 

JOaDAN.El- Division of Engineering I. Quality Assurance iPre 
030103) 62/12/22 Consolidated Edison Co of Ncu Vork. tnc 

114pp 16756 017 24X Flche 30-000. 82/12/22. 6212060390 


6301070021 Foruiards safety evaluation fc FR notice re relief from 
requlrenent of ASKE OoIJer i. Pressure Vessel Code to calibr 
bearing thermocouples on specified Class 2 !■ 3 pumps 
CLARK. R A Operating Reactors Qraneh 3 82/12/22 Lt/NDVALL.A E 

UattiRiare Oas & Electric Ca 3pp 16704.217 24)i 

Flthe 30-317. 62/12/22, 0301070021 


—6301070039 Safety evaluation of 820630 request for relief from 
thermocouple calibr requirement of ASME GO'lter ti Pressure 
Vessel Code Request granted 

* Office of Nuclear Reactor Ragulatian. Director 62/12/22 2pp 
16704 220 24X Flcho 59-317. 82/12/22, 8301070021 


— 8301070044 Notice of granting of relief from ASME flection 11 for 
iniervice Insp requlroments re calibr of bearing 
thermoc Dupl es 

TRAMMELL, C H Operating Reactors Drench 3 62/12/22 2pp 

16704 222 24 X Fiche 50-317,82/12/22.8301070021 


0208190275 IE Info Notice 82-54, "Net tlnghouse KOFD Relay Failures in 
Reactor Protection Sys '■ Svc list end. 

JORDAN. E L Division of Engineering 1 Quality Assurance (Pre 
8301031 82/12/27 Consolidated Edison Co of Neu Vork, Inc 

ItOpp 16962 139 24X Flcbe 30-000,62/12/27.8206190275 


620QI'99273 I£ Info Notice 82-55. "Seismic Qualification of (fee t Inghouso 
An Relay U/Lateh Attachments Used in Nestinghouse Solid 
State Protection Sys " Svc list end 

JORDAN, E L Division of Engineering U Quality Assurance (Pre 
830103) 62/12/28 Consolidated Edison Co of Neu York. Inc 

109pp 16658 014 24X Fiche 50-000,62/12/28.8208190273 


6212060354 IE Info Notice 82-56. "Robertshau Thermostatic Floui Control 
Valves " Svc list end 

JORDAN, S L Rlvisian of Engineering b Quality Aesurance (Pre 
030103) 82/12/30 Consolidated Edison Co of Neu York. Inc 

lllpp 167S6 137 24X Fiche 59-000.82/12/30.8212060394 


6301170391 ForuardS IE Insp Repts 50-317/82-29 t< 50-316/62-25 on 
821110-1214 No noncompltance noted 

BTAROBTECKI.R Division of Project it Resident Programs 03/01/03 
LU.V0VALL, A E Daltimara Qes {< Electric Co 2pp 16813 009. 24X 
Fiche 59-317, 03/01/03, 6301 170391. 


■8301170393 IE Insp Repts 50-317/82-29 tc 50-81 8/82-2S on 821110-1214 No 
noneompllance noted Hajor areas inspected control room, 
accessible parts of plant s true tures. p Ian t opera ti ons. maini , 
radiation pro tec tion, phgs ical security 1, fire protection 
ARCHITZEL.R E , TRIMBLE.DC , MCCADE. E C Division of Project & 
Resident Programs B2/12/30 t3pp 16813-011. 24X 

Fiche 50-317,63/01/03,8301170391 


8301170305 Ack receipt of 821116 t, 1217 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Repts 
50-317/82-26 i 50-318/82-22 

BTARQSTECRI, R Division of PrO’ject 1, Resident Programs 83/01/06 
LUNDVALL.A E Baltimore Oas t< Electric Co 2pp 16813.028 24X 

Fiche 50-317.83/01/06,8301170309 


—8301170314 Foruiardi suppi to 821 116 I tr re IE Insp Repts 50-317/62-26 It 
50-318/82-22 Corrective actions. b I i nd flange removed from 
replacement air blouer iflscharge. 

LUNDVALL.A E Baltimore Oas It Electric Co 62/12/17 
8TAR0STECKI I R Division of Project It Resident Programs. 2pp. 

16813 030 24X Fiche. 50-317. 03/01/96. 6301 170305 


—8301170320 Responds to NRC 821018 Hr re violations noted In IE Insp 
Repts 50-317/02-26 ti 50-318/62-22 Corrective actions fuel 
handling proeedurei re person in charge b vendor training 
revised b F8AR b operating maniral revised 
LUNDVALL.A E Baltimore Oas b Electric Co 82/11/16 
STAROSTECKI, H Division of Project 4r Resident Programs 3pp 
16813 032. 24X Fiche; 50-317. 83/01/05, 830 1170305 


0301180109 Clarifies request for addl Info re IE Bulletin 81-03, “Floui 
Blockage of Cooling Water to Sefety-Rel ated Sys Components 
by Asiatic Clams b Mussels, " 

LOFY, R A Parameter, Ine NRC-O9-S0-291 83/01/13. KIESSELrR J 

Engineering b Technical Bupport Branch 3pp. 16832 253 24X 

Fiche 30-000,83/01/13,8301189105. 


R Periodic operating reports b related correspondence 


3301140253 Poruardt rept of all changes, tests b experiments perforaed 
under 10CPR50 S9(a) during 810615-820630 Safety evaluation 
summaries Included 

LUNDVALL.A E Daltlmore Oas b Electric Co 83/01/03 HAVNES.R C 
Region 1, Office of Director 7pp 16806 317 24X 

Fiche 90-317,63/01/03,0391140253 


83012S0298 Submits Nonroutlnc Radiological Environ Operating Rapt ri 
observed levels of Ag-llOm in oyster samples for Nov-Dec 
1962, per App B <ET8) Section 5 6 2 b b licensee 821011 b 
1123 Itrs 

FUHRMAN.O R Baltimore Oas b Electric Co 03/01/14 HAYNEfl.R C 
Region 1, Office of Director 3pp 16896 303 24X 

Fiche 50-317. 63/01/14,0301250298 


8301260144 Foruard* Monthly Dperating Repts far Dec 1982 

LOTITO, E H Baltimore Oas b Electric Co 83/01/14 Director's 
Office, Office of Inspection and Enforcement tp 16913 i 59 24X 
Flcho 50-317,83/01/14,8301260144 


”8301250148 Monthly Operating Repts for Dee 1982 

LQTITO.E Baltimore Oas & Electric Co 83/01/14 Ilpp 
16913 160 24X Fiche 90-317,83/01/14,8301260144 


8 Reportable occurrences, LERs b related correspondence 


8301050082 Foriuards LER 02-O74/O3L-O 

RUSSELL, L.B Baltimore Oas b Electric Co 82/12/23 HAVNEB.R C 
Region I, Office of Director ip 16670 018 24X 

Fiche 90-317,82/13/23,8301050082 


—8301060087 LER a2-074/03L-0 on 821137, during normal operation. water 
leak discovered from cracked weld on charging pump 11 
discharge drain line Caused by thin crack in heat affected 
zone of socket weld due to vibration Weld repaired 
JVNOE, H A , ELKIN8. D 8 Baltimore Oas b Electric Co 83/13/23 

Region 1, Office of Director 2pp 16670 019 24X 

Fiche 50-317,08/12/23,6301060082 


0301050091 Forwards LER 02-O69/O3L-O 

RUSSELL, L B Baltimore Oas b Electric Co 82/12/23 HAVNES.R C 
Raglan 1, Office of Director Ip 16670 2 41 24X 

Fiche 60-317,88/12/23.830 1 060091 


— 8301060095 LER 62-069/03L-0 on 821129, during survoillancu teeting, 
aucillary feedvatar pump turbine 11 journal bearing temp 
rapidly increased to 214 F Caused by improperly marked oil 
level gauge glass allowing low oil level Gauge remarked 
LA0IEW8KI,J S , ELKINS, D S Baltimore Oai b Electric Co 
82/13/23 Region I, Office of Director 2pp 16670 242 34X 

Fiche 80-317,02/12/23,8301060091 


8301260350 Forwards LER 8S-079/03L-0 

RUSSELL, U B Baltimore Oas b Electric Co. 83/01/06 HAYNES, R C. 
Region I. Office of Director Ip 16908 267 24X 

Fiche 50-317,83/01/06.8301260360 


'-B3012603SS LER B2-079/03L-0 on 821209, due to loading of main turbine 
generator b on 6S1S29, during normal shutdown operation, 
presiuriier level deviated from program band RC8 temp swing 
not uncommon during shutdown operat ion* 

JUNOE.H A Baltimore Oat b Electric Co 83/01/06. Region 1. 
Office of Director Ip 16906 268 24X Fiche 50-317,83/01/06. 

6301260350 


8301260316 Forwards updated LER 02-O25/O3X-1 

RUSSELL, L 8 Baltimore Oas b Electric Co 83/01/10 HAYNES, R C 
Region I, Office of Director tp 16900 316 24X 

Fiche 50-317,83/01/10,8301260316 


—8301260330 Updated LER e2-025/03X-l on 8205 17, several deficient 
reinforced pipe penetration welds found on refueling water 
tank 11. Addl deficient welds found on tank 21 in Aug 1902 b 
on BS1116 Caused by poor workmanship by fabricator 
FAVIS.O S , 8NY0ER.0 T Baltimore Oas b Electric Co 63/01/10 
Region 1, Office of Director 2pp 16908:317 24X 

Fiche 50-317,83/01/10,8301260316 


6301260489 NPDES nencompl lance notifications over two 12 h periodSipK 
value* over specs whil* releasing 45,000 gallons max Qn 
921203, CO 1 Iform analysis revealed concentration above spec 
On 621212, chlorine analysis not performed 

RUSSELL, L 0 Baltimore Oas b Electric Co. 83/01/11 HAYNES. R C 
Region I, Office of Director 3pp 16911 15? 24X 

Fiche 50-317,83/01/11,6301260489 
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BGOiaiMOO Forward* LER G2-075/OaL-0 

RUSSEtLi L. B Baltimore Oai b Electric Co 83/01/14 HAVNE 8 < R C 
Ragloic !■ Office of Director Ip 1&913 257 34X 

Flehe 90-3l7i 83/01/14. B301260300 


— 8301260306 LER B2-075/03L-0 on 82121 S> durln g normal operation, 
containment cooling unit 11 tripped Caused bg high current 
which ejiiati when fan is in fast speed Cause of elevated 
current not determined Investigation continuing 
JUH5E.H A . 8ASS0.L F Baltimore Oas & Electric Co 83/01/14 
Regio-n 1. Office of Diroctor 2pp 16912 258 24X 

Fiche 50 - 317 , 83 / 01 / 14.8301260300 


8301260389 Forward* LER 82-OB1/03L-0 

RliSSELC.L B Baltimore Oas & Electric Co 83/01/14 HAVNES.R C 
Region 1. Office of Director Ip 16910 189 24X 

Fiche 50-317.83/01/14,8301260389 


— 8301260390 LER 82-081/03L-0 on 821227. snubb er 1-83-53 found inoperable 
Caused bg low oil reservoir due to leakage at rod-end 
cglinder seal Snubber replaced 

LAOIEUSKl.J 6 > nIENMIMOB.R T Baltimore Oas b Electric Co 
83/01/14 Region 1. Office of Director Ip 16910 190 24X 

FIch# 50-317,83/01/14,8301260389 


8301260385 Forward* LER e2-076/03L-0 

RUS 8 ELL.L B Baltimore Oas b Electric Co 83/01/17 HAVME 8 .R C 
Region 1. Office of Director Ip 16911 218 24X 

Fiche 50-317,03/01/17.8301260389 


— 8301260386 LER 82-076/03L-0 on 021219, during performance of routine 
test, containment air cooler fan 12 would not shift to low 
•peed or manuallg start In slow speed Caused bg relag 
contacts not making proper contact Relag will be replaced 
PAVI 8 . 0 S . RAVNOR../ M Qaittmore Oas b Electric Co 83/01/17 
Region I. Office of Director Ip 16911 219 34X 

Fiche SO-317, 03/01/17, 8301260385 


V Operator Examinations 


8212220443 Ocneric Ltr 62-30 to all power reactor 1 Icensees, app 1 Icants 
for OL.NSS it reactor vendors & AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 830211 re operator licensing Bvc list end 
EISENHUT.DO Division of Licensing 82/12/22 Consolidated 
Edison Co of New york, Inc t2pp 16681 072 24X 

F{che>50-000, 82/12/22, 8212220443 


8301120078 Oenerlc Ltr 83-01 to power reactor licensees b applicants 
for OL r# operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
B3I231 for listed categories 8 vc list encl 

EISENHUT.D.O Division of Licensing 83/01/11 Consolidated 

Ediion Co of New Vork, Inc tlpp 16893 243 24X 

Fiche 50-000,83/01/11,8301120078 


DOCKET 50-318 CALVERT CLIFFS NUCLEAR POWER PLANT, UNIT 2 


F Gecvrltg, medical, cmergencg b fire protection plan* 


6212060349 Oenerlc Ltr 82-33 to all licensees of operating reactors, 
applicants for OL b holder* of CP* re Suppl I to NUREO-0737, 
"Requirements for Emorgencg Response Capabllltg " 

NURE0-0737,Suppl 1 b svc list end 

EISENHUT. 0 0. Division of Licensing 82/12/17 Consolidated 
Edison Co of New York, Inc 77pp. 16681 208 34X 

Flehe 90-000,02/12/17.8212060349 


8212220445 Oenerlc Ltr 82-39 to all reactor licensees, CP holders b 
applicants for CPs re problems w/submittals of tOCFR73 81 
safeguards Info for licensing review Procedures re 
transmittal of Info outlined Svc list encl. 

EISENNUT.D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 OH 24X 
Fiche 90-000, 02/1 2/22, 82 1 22204 4 5 


6301110313 Forwards rev to Security Plan Rev withheld <ref 10 CFR 73 21) 
BOtYHAKERfN J Baltimore Oas b Electric Co 82/12/30. DENTON, H. R 
Office of Nuclear Reactor Regulation, Director Ip 16747' 116 24X 

Fiche. 90-317. 82/12/30, 8301 110313 


8301170391 Forwards IE Insp Repts 50-317/82-29 b 50-318/82-25 on 
62tlt0'1214 No noncompllance noted 

BTAROSTECKI.R Division of Project b Resident Program* 83/01/03 
LUNOVALLrA. E Baltimore Oas b Electric Co 2pp 16813.007. S4X 
Fiche' SO-317, 83/01/03, 8301170391 


—8301170393 IE Insp Repts 50-317/02-29 t< 50-318/82-25 on 821110-1214 No 
noncompliance noted Major areas Inspected ' control room, 
accetsible parts of plant structures, plan t operations, malnt, 
radiation protec tlon, phgslcat securitg b fire protection 
ARCHITZEL, R E Division of Project b Resident Programs 82/12/30 
13pp I6B13 Oil 24X Fiche 50-317,03/01/03,8301170391 


8301070513 Releases public version of revised cmergencg response 
Implementing procedures 

FELTON, J i1 Division of Rules and Records 83/01/04 Document 
Management Branch Ip 16709 223 24X Fiche 50-317,83/01/04, 

8301070513 


— 8301070537 Forwards public version of revised Emorgencg Response 
Implementing Procedures ERPIP 4 1 22 1, "Plant Parameters 
Phone Communicator,'' ERPIP 4 5 2, "Accees Control" b 
ERPIP 4 8 , "Emergencg Re-sntrg “ 

* Oittlmore Oas b Electric Co 62/12/23 CLARK, R A Operating 
Reactors Branch 3 2pp 16705 224 24X Fiche 50-317.83/01/04, 

8301070513 


— 8301070541 Public version of revised Emergency Response Implementing 
Procedures ERPIP 4 1 22 1, "Plant Parameters Phone 
Communicator," ERPIP 4 5 2, "Access Control," b ERPIP 4 8 , 
"Emergency Re-Entry " 

• Baltimore Oas b Electric Co 82/12/01 22PP 16703 226 24X 

Fiche 50-317.83/01/04,8301070513 


8301120034 Releases public version of revised Emergencg Plan 
Implementing Procedures 

FELTON, J M Division of Rules and Records 83/01/07 Document 
Management Branch Ip 16789-262 24X Fi che 50-317. 83/01/07. 

8301120034. 


— 8301120041 Forwards public version of revised Emergencg Plan 
Implementing Procedures, including Procedures ERPIP 3 0 re 
Immediata action procedure* b ERPIP 3 1 re Initial actions b 
emergency action levels Receipt form encl 

» Baltimore Oas b Electric Co 02/12/30. CLARK, R A Office of 

Nuclear Reactor Regulation, Director Ip 16769 264 24X 

Fiche 50-317,83/01/07,8301120034 


— 8301120045 Public verelon of revised Emergency Plan Implementing 
Procedures, including Procedures ERPIP 3 0 re Immediate 
action procedures b ERPIP 3 I re Initial actions b emergencg 
action levels 

RUSSELL, L 8 Daltlmoro Oas b Electric Co 82/12/22 88 pp 
1 6789 265 24X Fiche 50-317,83/01/07,8301120034 


J Insurance b Indemnity information 


6301110596 Forwards Endorsement 91 to NELIA Policy NF-216> Endorsement 
41 to HAELU Policy MF-76 b Endorsement 20 to NELIA Policy 
NS-340 b Certificates N-52, N-93. M-52 b M-53 for Endorsements 
1-3 to NELIA b HAELU pol 1 c les, r espec 1 1 vely 

OAKKIE.O 8 Baltimore Oas b Electric Co 83/01/06 DINITZ, I 
Assistant Director for State b Licensee Relations 46pp 16744 316 
24X Fiche 50-317,83/01/06.0301110598 


P Operating license stage documents b correspondencs 


8301190145 Partial response to FOIA request for documents re pi oposed 
rev b/or update to reactor safety study ref In NURE0-07B4i 
Chapter 10 as R 8 II b documents re discussion of rsactor 
cooling method. Forwerds App A documents 

FELTON, J. H Division of Rules and Records 82/11/22 SHOLCY, 8 C 
Union of Concerned Scientists 3pp 16866 276 24X 

Fiche. 50-000, 82/11/22, 8301190145. 


— 8202240183 Comment* on Ofc of Rssearch b Stdi memo "Feed b Bleed Issue 
for C~E Applicants," re risk implications of C-E rsactor 
designs which lack capability for cooling via HPI b 
deliberate venting of RCS 

LOOEL.R M Auxiliary Systems Branch 82/02/05 RUBEN8TE1N, L. 8 
Assistant Director for Core b Plant Systems 5pp 16867 077 24X 

Flehe 50-000, 02 / 1 1/22. 8301 1 90145 


—8203090091 Comments on fead b blsed capability in plants w/b w/o 
powsr oparatsd relief valves to perform soccestful feed b 
bleed mode of decay heat removal SABA program limited by 
analgsie schedules 

SHERON.B.W Reactor Systems Branch. 82/02/11 EPEIS, T P 
Assistant Dlractor for Rsactor Safety 2pp 16867*082, 24X 

Fiche- 50-000,82/11/22, 8301190149 


8212060356 Oanertc Ltr 82-30 to all licentiss) applicant* for OL b 
holders of CPs re filings concerning tOCFRSO production b 
utllliebton facilities Current listing of branch assignments 
for nueloar reactor projects b svc list encl 

EISENHUT, D 0 Division of Licensing 82/12/26. Consolidated 
Edison Co. of New York, Inc llpp 16868 001 S4X 
Fiche - 50-000, 82/12/28, 8212060396 



174 


DOCKETED ITEMS 


8301tS054i roruijrds AmeniS 60 to Licanse DPR-^9< sa'f et^ evaluation 6 
notice of Issuance availability Aissnd revises Tech Specs 
to raFlect mods to rsnote shutdQun instrumentation per 
Tech Spec Table 3 3*? 

JAFFErD H Operating Reactors branch 3 S3/01/03 LUNOVALLiA E 

Baltimore Oas li Electric Co 3pp 167?8 345 24X 

FUho S0-3ia. 83/01/031 6301 12034A 


— 6301120553 Amend 60 to License BPH-6<?i revls i ng Tech Specs to reflect 
mods to remote sbutdoun instrumentation per Tech Spec 
Table 3 3-9» "Remote Shutdown Honitorlnp Instrumentot i on *' 

Tech Spec encl 

CLARKi R A Operating Reactors Branch 3 83/01/03 5pp 

16798 348 34* Fiche 50-318.83/01/03.0301120546 


— 83011S05S9 Safety evaluation supporting Amend 60 to License DPR~69 
e Office of Nuclear Reactor Regulation. Director 63/01/03 Spp 
16790 353 24K Fi che. 50-318. 83/01 /03, 8301 120S46 


— 8301IS0S67 Notice of issuance t< availability of Amend 60 to License 
DPR-69 

CLARK. R A Operating Reactors Branch 3 83/01/03 2pp 

16798 355 24X Fiche 50-310.83/01/03,8301120546 


8301070329 Requests that NRC reconsider position re shift technical 
advisor training program requirements. per NURE0-0737r Item 
I A 1 1 6 delay final decision until issuance of rule 
Interim requirement not in best interest of "neu hires" 

LONDVALLiA E Baltimore Oas & Electric Co 83/01/04 CLARK. R A 
Operating Reactors Branch 3 2pp 16685.016 24X 

Fiche 50-317.63/01/04,8301070329 


8301200080 Foruards Amend 61 to License DPR-6?, safety evaluation (< 
notice of Issuance fc availability Amend authorizes plant 
operation during Cycle 5 at rated thermal pouer of 2.700 
HRt 

JAFFE. D M Operating Reactors Branch 3 83/01/10 LUNDI/ALL.A E 

Baltimore Oas 6 Electric Co 3pp 16832 173 24X 

FUhe 50-318,83/01/10,8301200080 


— 8301310029 Corrected Tech Spec Pp fi 3/4 1-1 S< D 3/4 2-2 erroneously 
printed in Amend 61 to License DPR-69. authori z ing operation 
during Cycle 3 at rated thermal pouer of 2,700 MWt 
e Operating Reactors Branch 3 83/01/10 4pp 16764 108 241 

Fiche 50-318,33/01/18.0301310027 


8301260151 Advises of problems u/imp lementat { on of post-accident 
sampling sys & noble gas stack monitor, per NUREO-0737 iTMI 
Action Plan) Problems u/c ontalnment uater level monitoring 
s ys resolved 

LUNDVALL.A E Baltlraore Gas & Electric Co 03/01/21 CLARK. R A 
Operating Reactors Branch 3 2pp 16913 1 71 24 X 

Fiche 50-317,83/01/21,8301260151 


6301310332 Foruards "Rept of Control of Heavy Loads Response to 
Franklin Resaarch Ctr Revleu " 

ASH.R F Baltimore Oas 4. Electric Co 03/01/25 EI8ENHUT. D 0 
Division of Licensing Ip 16963 007 24X Fiche 50-317,33/01/25. 

B3013 10332 


--B301310339 "Rept of Control of Heavy Loads Response to Franklin 
Research Ctr Revieus. '' 

VENTURA. J C Baltimore Oas 4 Electric Co 83/01/21 28pp 
16963 OOa 24X Fiche 50-317,63/01/23,0301310332 


Q Inspection reports, IE Bulletins 4 correspondence 


6301060180 Grants relief from ASHE Boiler & Pressure Vessel Code. 
Section XI requirements as result of revleu of inservlce 
insp proram Safety evaluation 4 technical evaluation encl 
CLARK. R A Operating Reactors Branch 3 82/12/13 LUNDVALL.A E 

Baltimore Oas 4 Electric Co 4pp 16662 1 72 24X 

Fiche 50-317,82/12/13.8301060180 


— 8301060166 Safety evaluation supporting requests for relief from ASHE. 
Boiler ftPressure Vessel Code. Section XI requirements 
« Office of Nuclear Reactor Regulation, Director 82/12/13 Bpp 
16682 176 24X Fiche 50-317,02/12/13,8301060180 


—0301200085 Amend 61 to License DPR-69i authori zing plant operation 
during Cycle 5 at rated thermal pouer of 2,700 flNt 
LAINAS, 0 C Assistant Director for Operating Reactors 03/01/10 
63pp 16882 161 24X Fiche 50-318.83/01/10,8301200080 


— B2091S0246 "Calvert Cliffs Nuclear Pouer Plant Units 142 Inservlce 
Insp Program," technical evaluation rept 

» Science Applications, Inc NRC-03-a2-096 8AI-106-O2a-O6 

82/09/10 NRC - No Detailed Affiliation Given SOpp 
16682 184 24X Fiche 30-317,82/12/13,8301060160 


— B3012000'?5 Sefety evaluation supporting Amend 61 to License OPR-69 
KOPP.L , BALUKJIAN. H , F0UER8, D Office of Nuclear Reactor 

Regulation. Director 83/01/10 2Spp 16802 244 24X 

Fiche 30-318.83/01/10,8301200080 


— 8301060194 Notice of granting of relief from ASMS Section XI Inservlce 
insp program requirements 

CLARK, R A Operating Reactors Branch 3 82/12/13 2pp 

166B2 214 24X F icho. 30-317, 82/12/ 13, 8301060180 


— 8301200101 Notice of issuance 4 availability of Amend 61 to License 
DPR-69 

CLARK, R A Operating Reactors Branch 3 83/01/10 2pp 

16BS2 272 24X Fiche 50-318, 83/01/10, 630 1200080 


8301210158 Foruards request for add 1 info re NUREO-0737, Items IIP 1.4, 
"Containment Pressure Monitor," 1 1 F 1 S, "Containment Uater 
Level Monitor" 4 II F. 1 6, "Containment Hydrogen Monitor " 

Response requested ulthin 60 days 

CLARK.R.A Operating Reactors Branch 3 83/01/11 LUNDVALL.A E. 

Baltimore Oas 4 Electric Co llpp. 16G92 156 24X 

Fiche. 50-317, 83/01/11.8301210156 


6208190269 IE Info Notice 02-51, "Overe xposures in PUR Cavities » 8vc 
list encl 

OEVOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of Neu Vort. Inc 

lltpp 1666? 239 24X Fiche- 50-000, 62/12/21 . 8308190269 


8212060351 IE Info Notice 62-52, "Equipment Environ Qualification 
Testing Eiperlence - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " 6ve list encl 
JORDAN, E L Divlelon of Engineering 4 Duality Assurance tPre 
630103) 62/12/21 Consolidated Edison Co of Neu York. Inc 

tISpp. 16681.088 24X Fiche 50-000,82/12/21,0212060331 


8301260084 Forwards draft amend request, Tech Spec changes 4 
justification re status of auxiliary feedwater sys Spare 
parts for motor driven pump wilt net be delivered until May 
1983, reiul t Ing in less of pouer production 

ASH, R F. Saltinore Gas 4 Electric Co 83/01/17 JAFFE. D H 
Operating Reactors Branch 3 7pp 16912 329 24X 

Fiche 50-318,63/01/17.8301360084 


8212060350 IE Info Notice 82-53, "Main Transformer Failures at North 
Anna Nuclear Pouer Station " 8vc list encl, 

JORDAN, E L Division of Engineering 4 Duality Assurance iPre 
830103) 62/12/22 Consolidated Edison Co of New Varki Inc 

114pp 16758.017. 24X Fiche 50-000, 02/12/22, 8212060350 


”8301260097 Draft Tech Specs re operability of auxiliary feedwater sys 
« Baltimore Oas 4 Electric Co 03/01/17 Bpp 16912.336 24X 

Fiche. 50-318. 03/01/17. 8301260084. 


8301250102 Foruards cumments on Generic Ltr 82-32 re potential steam 
generator-related generic requ 1 rements. Comment period should 
be extended beyond 30-ilay period In view of elze 4 detail of 
rept 

LUNDVALL.A E Baltimore Gas 4 Electric Co 83/01/18 EISENHUT, D 0 
Division of Licensing. 2pp 16895 357. 24X Fiche 50-317,83/01/18, 

8301250102 


0301070021 Forwards safety evaluation 4 FR notice re relief from 
requirement of ASHE Boiler 4 Pressure Vessel Code to calikr 
bearing thermocouples on specified Class 243 pumps 
CLARK.R.A Operating Reactors Branch 3. 82/12/22. LUNDVALL.A E 

Daltimore Oas 4 Electric Co. Spp 16704 217 24X 

Fiche 50-317,62/12/22.8301070021 


— B301070039 8afsty evaluation of 020830 request for relief from 
thermocouple calibr requirement of AShC Boiler 4 Pressure 
Vessel Cede Request granted 

e Office of Nuclear Reactor Regulation, Director 82/12/22 2pp 
16704.220. 24X Fiche- 50-317, 82/12/22, 8301070021 


8301310027 Forwards carrected Tech 6ptc pages inadvertently printed 
back to back In Amend 61 to License DPR-69, authorizing 
operation during Cycle 9 at rated thermal power of 2,700 
MWt. 

JAFFE, D H Operating Reactors Branch 3. 03/01/10 LUNDVALL.A E, 

Baltimore Gas 4 Electric Co. 2pp. 16984-106 24X 

Fiche! 50-318, 03/01/18.8301310027 


"8301070044 Notice of granting of relief from ASHE Section 11 for 
Inservice insp requirements re calibr of bearing 
thermoeoupl es 

TRAMMELL. C. M. Operating Reactors Branch 3. 83/12/22 2pp 

16704.222 24 X Fiche. 50-317, 82/12/22, 8301070021 
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B20B3?037S IE Info Notico 82—54J ^'I*jost;in9hou90 NBFD Rolai^ FailuTes in 
Raactor Protactlon Sga " Svc lift anc 1 

JORDAMi E U Olviiion of Englniarlng & Quality Aaiuranct <Pra 
B301O3) 82/12/27 Contel id ated Edison Co of Nau York< Inc 

llOpp ld>9£2 139 24X Ftche 90-000. 82/12/27. B20Q19027S 


8208190273 IE Info Notica 82-99. "Saiamie Qualification of Uastlnghouae 
AR Aalag U/Latch Attacfinianta Used In Maatinghouaa Solid 
Stata Protfction Sgi ” Svc list ancl 

k/ORDAN. E L Division of Enginaering & Quality Assuranca (Pra 
830103) 82/12/28 Conselidatad Edison Co of Neut Vorlt. Inc 

I09pg ld)8&S 014 24)! Ficha 90-000.82/12/28.8208190273 


8212000394 IE Info Notica 82-96. "Robai*tshaui Tharmostatic Floui Control 
Vfalvas " Svc list ancl 

JQROAffi E 1. Division of Engineering ti Quality Assurance (Pre 
030103) 82/12/30 Consolidated Edison Co of New York. Inc 

llipp 16798 137 24K Fiche 90-000.82/12/30.8212060394 


8301170391 Forwards IE Insp ftepts 90-317/82-29 (. 90-318/82-25 on 
821110-1214 No noneonp 1 lance noted 

STAR03TECK1. R Division of Project & Resident Programs 83/01/03 
LUNDVALLi A E Baltimore Oet & Electric Co 2pp 16813 009 24)i 
Fiche 90-317.83/01/03,8301170391 


—8301170393 IE Insp Repts 90-317/02-29 t, 90-318/82-29 on 821110-1214 No 
noncompliance noted Major areas Inspected control room, 
acceselbia parts of plant structures, plant operations, maint. 
radiation protec tion. phgs leal security b fire protection 
AflCHirZEL.R E. . TR IMBUE, D C , MCCABE, E C Division of Project (, 
Resident Programs, 82/12/30 13pp 16813 011 24X 

Fiche 50-317.83/01/03,8301170391 


8301170309 Act receipt of 821116 N 1217 Itrs informing NRC of steps 
taten to corroet vlolatlont noted In IE Insp Repts 
90-317/82-26 6 90-318/82-22 

BFAROSTECKI.R Division of Project 6 Resident Programs 83/01/06 
LUKOVACLi A E Baltimore Oas 9 Electric Co 2pp 16813,028 24X 

Fleha. 90-317, 83/01/06,8301170300 


— 8301170314 Forwards suppl to 821116 Itr re IE Insp Repts 90-317/02-26 l< 
50-310/82-22 Corrective actions blind flange removed from 
replacement air blower discharge 

LUNDVALL, A. E Baltimore Oas (c Electric Co 02/12/17 
STAROSTECKI, R Division of Project (i Resident Programs 2pp 
16013 030 24X Fiche 90-317,83/01/06,8301170309. 


— 8301170320 Responds to NRC 821018 Itr re violations noted in IE Insp 
Repts 50-317/82-26 tc 90-318/82-22 Corrective actions fuel 
handling procedures re person In charge & vendor training 
revised tc FSAR & operating manual revisad 
LUNOVALUiA E Baltimore Oas «< Electric Co 82/11/16 
STAR08TECKI < R Division of Project << Resident Programs 3pp 

16B13>032 24X Fiche 90-317,83/01/06,8301170309 


8301160105 Clarifies re^usst for addl Info re IE Bulletin 81-03, “Flow 
Blockage of Cooling Natar to Safety-Related 8ys Components 
by Asiatic Clams & Mussats. “ 

LOFY, R A Paramatar, Inc NRC-09-80-291 03/01/13 KIESBEL, R J 

Englnaaring h Technical Support Branch 3pp 16832 293 24X 

Plche: 90-000, 83/01/13, 8301 100109 


R Periodic operating reports & related correspondence 


0301140293 Forwards rept of all changes, tests t* esperlmsnts performsd 
under iOCFR90 99(a) during 010619-820630, Safety evaluation 
summaries included 

LUNOVALL. A. E Baltimore Oas t< Electric Co 83/01/03. HAYNES, R C 
Region 1, Office of Director 7pp 16806.317 24X 

Ftcha 80-317,83/01/03,8301140293 


8301290298 Submits Nonroutine Radiological Environ Oparatlng Rapt re 
observed levels of Ag-llOm in oyster samples far Nov-Dee 
1982# per App B <ET8) Section 9 6 2 6 6 licensee 821011 6 
1 123 Itrs 

Ft/HRMAN. 0. R Baltimore Oat 6 Electric Co 83/01/14 HAYNES, R C 
Region 1, Office of Director 3pp, 16896' 303 24X 

Fiche: 90-317. 03/01/14,8301290298 


8301960144 Forwards Monthly Operating Rapts for Dac 1982 

LOTITOa E M. Baltimore Qas 6 Electric Co 83/01/14 Director's 
Office, Office of Inspection and Enforcement Ip 16913 199 24X 

Flche'30-317, 03/01/14, 8301260144 


—8301260148 Monthly Operating Repts for Dae 1902 

LOTlTOi E Baltimore Oat 6 Electric Co 83/01/14. 11pp. 

16913: 160 24X Fiche' 90-317, 83/01/ 14, 8301260144 


B Reportable occurrences. LERs 6 related correspondence 


8301060056 Forwards LER e2-093/03L-0 

RUSSELL, U B Baltimore Oas 6 Elsctrlc Co 82/12/20 HAYNES, R C 
Region 1. Office of Director Ip 16670’219 24X 

Fiche 90-318,82/12/20,8301060056 


— 8301060061 LER 82-093/03L-0 on B31t22iwhile de-energlilng inetrument 
power supply panel 2402, shutdown cooling flow lost dus to 
closing of shutdown cooling return valve Caused by incorrect 
installation of tsmporary jumper due to personnel srror 
NENOERLICH, R L , HINKLE, L 8 Baltimore Oas 6 Electric Co 
82/12/20 Region 1, Office of Director Ip 16670 216 24X 

Fiche 90-318,82/12/20.8301060096 


8301060113 Forwards updated LER a2-033/01X-l 

RUSSELL. L 0 Baltimore Oas 6 Electric Co 82/12/20 HAYNES. R C 
Region 1, Office of Director Ip 16670 031 24X 

Fiche 90-318.82/12/20,8301060113 


—8301060117 Updated LER a2-033/01X-l on 820702, six accessible snubbers 
in main feedwater 6 auxiliary steam supply sys not tested 
according to surveillance test program Caused by discrepancy 
between safety-related item list 6 piping stress analyses 
PAUIS.OS. , JENNINOSiR T Baltimore Oas 6 Electric Co 02/12/20 

Region 1. Office of Director 2pp 16670 032 24X 

Fiche 90-318,02/12/20.8301060113 


8301060323 Forwards LER e2-094/03L-0 

RUSSELL, L S Baltimore Oas 6 Elactric Co 82/12/23 HAYNES. R C 
Region 1, Office of Director Ip 16678 238 24X 

Fiche 90-318,82/12/23,8301060323 


—8301060336 LER S2-094/03L-0 on 821124, power lost to 24 4 kv bus 
resulting in loss of saltwater pump 22 6 low pressure 
safety injection pump 22, disabling operable shutdown cooling 
loop Caused by failed power supply Power supply replaced 
LA01EH8K1.U S . BASSO, L F Baltimore Oas b Electric Co 82/12/23 
Region 1. Office of Director Ip 16678 239 24X 

Fiche 90-318,82/12/23,8301060323 


8301260432 Forwards updated LER B2-03B/03X-2 

RUSBELL.L B Baltimore Oas (< Electric Co 03/01/11. HAYNES, R C. 
Region 1, Office of Director Ip 16910 097 24X 

Fiche 50-318,83/01/11,8301260432 


—8301260439 Updated LER e2-038/03X-2 on 820807, during surveillance test, 
hot leg sample valve would not fully shut Scores on plug b 
seat Indicated misalignment p rob 1 em. Parts replaced Procedure 
revised to assure proper alignment 

PAUIB, 0 e > HEUREUX.H L Baltimore Oas b Electric Co 83/01/11. 

Region 1, Office of Director 2pp 16910 098 24X 

Fiche 90-310183/01/11,8301260432 


8301260489 NPDE8 noncompl lance notifications over two 12 h perlodSipH 
values over specs while releasing 49,000 gallons max On 
821203, eetlform analysis revealad concentration above spec 
On 821212, c h 1 orina analytls not performed 

RUSBELL.L 8 Baltimore Oas b Electric Co 83/01/11 HAYNES. R C 
Region 1, Office of Director 3pp. 16911 199 24X 

Fiche; 90-317, 83/01/11,8301260439 


8301200308 RO 83-03 on 830112, air line supplying instrument air became 
d Isconnec ted. causing auxiliary feedwater regulating valves 
to fall open, rendaring FSAR steam line break analysis 
inval id. Ins tr ument air line repaired 

RUSSELL, L D. Baltimore Oas b Electric Co 83/01/13 HAYNES, R C 
Region 1, Office of Director Ip. 16869 169. 24X 

Fiche, 90-318, 83/01/13, 0301200308 


B301260372 Forwards updated LER a2-032/03X-l 

RUSBELL.L B Baltimore Oas b Elactric Co 83/01/17, HAYNES, R C 
Region 1. Office of Director Ip. 16911 239 24X 

Fiche. 90-3ia. 83/01/17, 8301260372 


—8301260374 Updated LER e2-032/03X-l on 810704. during operator imp, 
water observed dripping from reactor coolant pump 22 
Apparently caused by vibration b< porosity In original weld 
Faulty weld ground out b joint rewelded 

PAVIS.O. 8. , HU8EBV, D E Baltimore Oai b Electric Co 83/01/17 
Region 1, Office of Director. Ip 16911 236 24X 

Fiche 90-318,83/01/17,8301260372 


8301260376 Forwards updated LER a2-O48/03X-t. 

RUSBELL.L B Baltimore Oas b Electric Co 83/01/17 HAYNES, R C. 
Region 1. Office of Director Ip 16910 099 24X 

Fiche 90-318,83/01/17,8301260376 
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— a30lS£03€() Upilaterf LER 02-048/03 lt“l ofl 8210J6< steam gentraiai- SI safety 
vatve 80-39*78 fouiKl to b» set to lift at 729 ps 1 g« con trary 
to Tech Spec setpoint Valve d i sasaeiRti lep< Inspected i 
repaired during refueling outage & tested satisf ac tor 1 Ig 
PAVISiO S • KOSEBV. J> E Baltimore Oas Si Electric Co 83/01/17 
Region ]> D-fflc* of Director Ip lfi710.09i Z4X 
Flehe 50-318^93/01/17. 830IZ6037i 


V Operator Eiaminatlons 


S21S220443 Oenerlc ttr 82-38 to all pouer reactor 1 Icenseet . app licant s 
for 0L> N3S (c reactor vendori tc AEi re meeting to discuss 
recent developments for llcenilng erams. Advises that meeting 
will tc held on 930211 re operator 1 teens ing. Svc lilt end 
EISEWliTfO 0 Division of Licensing 82/12/22 Consolidated 

Edison Co of Neu Vorli Tnc. 12pp 16891 072 24X 

Fiehe 50-000. 82/12/22.8212220443 


B301120076 Oenerlc Ltr 83-01 to power reactor licensees ti applicants 
for OL re operator licensing ataa site vis 1 1, Re<iuests 
schedule re exam requests expected for submittal prior to 
851231 for listed categor 1 ei. Svc list end 

ElSENHVr. D 0 Division of Licensing B3/01/11. Consol 1 da tod 
Edison Co of Neu York. Inc llpp 16893 243 24S( 

Fiche 90-000.83/01/11.9301120070 


DOCKET 50-320 THREE MILE ISLAND NOCLEAH 9 TAT J ON. UNIT 2 


F. Securltg. medical, emergency Si fire protection plans 


8212060347 Oeneric Ltr 92-33 to all licensees of operating reaetors. 
applicants for OL ti holders of CPs re Buppl 1 to NURE0-0737r 
"Requirements for Emergency Response Capability " 

NUftE0-0737iSuppl I Si svc list end 

EISENHUT.D 0 Dlviilon of Licensing 82/12/17 Consolidated 
Edison Co of NfU YorJi Inc 77pp I66S1'208 24X 

Flehe 50-000.82/12/17.8212060349, 


8212220445 Generic Ltr 82-39 to ell reactor licensees, CP holders k 
applicants for CPs re problems w/eubmlttals of 10CFR73 21 
safeguards info for licensing revieu' Procedures re 
transmittal of info outlined. Svc list and 

EISEHHUTf D. 0 Division of Licensing 82/12/22 Consolidated 

Edison Co of Neu York. Inc 1 3pp. 16690 02i. 24X 

Flehe 50-000.82/12/22.821232044 3 


8301040472 Forwards IE Insp Rept 50-320/82-14 on 921 107-1306. No 
noncompllancc noted 

STAR09TECK1. R Division of Project Si Resident Pragrami 82/12/22 
KANOAi 0 K General Public Utilities ~ GPU Service Corp 2pp 
16643:182 24X FI c h t. 30-320, 82/ 1 2/22, 8301040472. 


—8301040480 IE Insp Rept 30-320/82-14 on 821107-1206 No nuncompl lance 
noted Major areas inspected plant operatl one, routine health 
physics it environ areas, reactor bldg entr ies, radioactive 
matl shipments & LERs 

UlESE.^ , 0ARR, K . O'NEILL, 0 Division of Project ti Resident 
Programs 82/12/17. 7pp. £6643- 184, 24X Fiche 50-320.02/12/22. 

8301040472 


8301070539 Releases public version of Rev 1 bo emergency plan 
Implemantlng procedura tc adminl stra tiva procedure. 

FELTON. J M Dlvlclon of Rules and Records 83/01/03, Document 
Nenagement Branch Ip 16705 186 24X Flehe 30-320,83/01/03, 

8301070639. 


— 8301070540 Public version of Rev 1 to Emergency Plan Implamen t Ing 
Procedure 1054 5, "Communications 6. Recordkeeping" t. 

Rev 2 to Administrative Procedure 1055. "Emergency 
Preparedness Drills " 

STRANGE. S J , BEN EON, N L Oeneral Public Utilities - OPU Service 
Corp 82/12/21 36pp 16703 187 24X Flehe* 50-320, 83/01 /D3, 

8301070339 


B30118027B Foruerds response to comisentt on Becurlty Plan. Rev IS. 
Response withheld (rsf tOCFR73 211 

HUKILL. H D Oeneral Public Utilities - GPU 8arvlce Corp 83/01/12. 

Office of Nuclear Reactor Ragulatlon. Director la, 16826 028, 
24X Fiche, 30-289. 83/01/12, 8301180270 


8301180524 Releases public version Pf rev to Administrative 
Procedure 

FELTON. J.M Division of Rules and Records 83/01/13 Document 
Hanagement Branch Ip 16837 135 24X FI che. 50-320. 83/01/1 3> 

8301180324 


-9301180528 Public vtrslors of Rev 4 to Administrative Procedure 1067, 
"Energanev Equipment Readiness " 

BfeNSON.M L, Oeneral Public Utilities - GPU Service Corp 

82/ 1 2/27. 36pp. 1 6937. 1 36. 24X Fiche. 30-320, 83/01/13. 830 1 1 80324 


C Adjudicatory correspondence 


8301140093 Advises that NRC response to petition for review re 
consolidated radon proceeding will be filed 030117 due to 
delayed receipt 

REIS, E J Hearing Branch 3 03/01/06 CHILK. 8 J Office of the 

Secretary of the Commission 2pp 16803 310 34X 

Fiche 50-000,83/01/06.9301140083 


— 8301140093 Forwards request for extension of time to file petition lor 
review in consolidated radon proceeding Name inadvertently 
omitted from svc list 

JOHNSON. J Environmental Coalition on Nuclear Power 82/12/28 
BORDENrCK.B Hearing Branch 3 2pp i60O5 312 34X 

Fiche 50-000,93/01/06.8301140083 


9301140411 Supplemental affidavit of C Kepford re qualifications as 
expert witness Certificate of Svc enc 1 

KEPFORD. C TMI-2 6 Peach Dottom Intervenors 83/01/06 4pp 
16808 057 24X Fiche 50-000,83/01/06.8301140411 


8301140423 Motion for recusal of Commissioner Palladino from 
conilderatlon of radon issue due to possible bias 
Certificate of Svc end 

JOHNSRUD.U H TMI-2 ft Peach Bottom Intervenors 83/01/10 
Commies toners 3pp 1680? 074 24X Fiche 50-000,83/01/10. 

8301140423 


8301140275 Answer opposing Cltlxens for Safe Environ L Environ 
Coalttien on Nuclear Power 821227 petition for review of 
AUAB-701 Reliance on Perkins record for determining health 
effects of radon releases correct Certificate of Svc end 
SILBERO.J E Metropolitan Edison Co SILOEROiJ E Sham. Pittman. 
Potts li Trowbridge, 83/01/11 Commissioners ISpp 16806 262 
24X FI che: 50-000. 83/01/ 1 1 . 8301 1 40275 


8301140297 Answer opposing Environ Coalition on Nuclear Power L other 
intervenar 021227 petition for review of ALAD-701 Petition 
amounts to simple disagreement on witness qualification & 
raises no Important issues Certificate of Svc end 

CONNER. T 8 Philadelphia Electric Co CONNER, T D Public Service 
Electric & Oes Co of New Jersey CONNER, T 8 Conner 8 Hatterhahn 

83/01/11 Commissi oners 14pp 16806 162 24X 

Fiche 50-000,83/01/11.0301140297 


6301180026 Answer opposing Cltlxens for Safe Environ & Environ 
Coalition on Nuclear Power petition for revieu of ALAD-70i 
Intervenors fell to show ASLAB error or necessity of 
Commission review H/Cert 1 f icate of Svc 

RElSrE J Hearing Branch 3. 83/01/17 Commissioners Mpp 

16833 144 24X Fiche 50-000,03/01/17,6301100026. 


6301270324 Motion to strike C Kepford supplemental affidavit re 
qualifications as expert witness Affidavit is unauthoriied 
attempt to suppl record on appeal Affidavit does net 
eetabllsh qua llf lea t Ions. 

CONNER. T B Philadelphia Electric Co CONNER, T B Public eervlce 
Electric L Gas Co of Now Jersey CONNER. T B Conner 8 Metterhahn 
63/01/24 Commissioners 4p p 16935 208 24X 

FI che* 50-000, 83/01/24. 0301270324 


— 8301270358 Answer opposing intervenar 030110 motion for recusal of 
Chairman Pa 1 ladlno. Motl on unt Imeiy. entire ly lacking factual 
basis 6 wholly speculative Certificate of Svc end 
CONNER, T 9 Philadelphia Electric Co CONNER, T D Public Service 
Electric & Oat Co of New Jersey CONNER, T S, Conner & 

Metterhahn 93/01/24, Commissioners Upp 16935*212 24X 

Fiche, 30-000. 83/01/24, 0301270324 


8301270380 Answer opposing Citizens for Safe Environ b Environ 
Coalition on Nuclear Power ^0110 motion for recusal of 
Chairman Pa 1 1 ad Ino. Motion untimely, vague & falls to assert 
eufflclent basis for recusal. Certificate of Svc end 
SiLBERO,JE. Metropolitan Edison Co, StUBERO, J,E Ehaw. Pittman. 
Potts J( Trowbridge. B3/01/24 Commissioners 15pp 16929.340 
24X Flehe 50-000.83/01/24,8301270300 


8301270384 Order extending time until 930220 for Commlseion to rule on 
TMI 6 Peach Bottom Intervenar petition for review of 
ALAB-701, 

CHILK, 8, J Office of the Secretary of the Commlfsion, B3/01/S6 
Commits loners , 2pp 16735.169 24X Fiche 50-000,83/01/26, 

0301270384. 


P Operating license stage documents & correspondence 


6301110051 Denitf 821209 request for temporary exemption from ctfbaln 
surveillance requirements while primery reactor eyt In 
dralrdoun condition RCS refilled prior to receipt of 
request. 

BARRETT. L H. TMI Program Office. 82/12/22. KANOA.D.K, General 
Public UtiUtiee - GPU Service Corp Ip 16779 143 24X 

Fiche 50-320,82/12/22,8301110051 
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83-01110047 Approvos 831217 propoial for shipping spent submerged 
deminerel Iter sys liners<subj to submittal of individual 
Infa pa-tlages u/supportlng data 

BARHETT.L H TMI Program Office 02/12/23 KANOA, Q K General 
Public i/tilities ^ GPU Service Corp 2pp 16777 144 24>! 

Ficha SO-320. 02/12/23.8301110047 


— 8301100210 Proposed Tech Specs for Amend 37 to License DPR“73» revising 
sections re boron In jec t ion. tables, contai nment airlocks, 
purge & eihaust sgs for Recovery Operations Plan Change 
Renuest 17 

* General Public Utilities - GPU Service Corp 03/01/12 lOpp 
16823 031 SAX Fiche 90-320,83/01/12,0301180201 


6212060356 Generic Ltr 82-30 to aH 1 1 c enseee . appl leant s for OL ii 
holders of CPs re filings concerning lOCFfiSO production & 
utiliiatlDn facilities Current listing of branch assignments 
for nuclear reactor projects & sve list enc 1 

EISEMHUT. DO Division of Licensing 02/12/28 Consolidated 
Edison Co of Neu York. Inc 1 Ipp 16068 00 1 24X 

Flch* 30-000,02/12/28,6212060336 


0301380007 Notification of contract ex ec u ti on < Mod 3 to "Reanalysis of 
Existing Data From Telephone Surveys re TMI *' Contractor 
Uniformed SvcsiUniv of Health Sciences 

FIELDS, J A Technical Assistance Contracts Branch NRC-03-B2''12S 
B2/12/2B VDLLMER.n H Division of Engineering FRANT, 8 NRC - No 

Detailed Affiliation Given Ip 16762 327 24X 

Fiche: 50-320, 02/12/28, 8301280007 


— 8301280017 Mod 9 , extending period of performance to 030131, to 
“Reanalysis of Existing Data From Telephone Surveys re 
T«I " 

s Uniformed Services Univ of the Health Sciences GUSTAVE, R P 
Technical Assistance Contracts Branch NRC-03-82-t25 02/12/20 

ip 16762 328 24X Fi c h e SO-320, 82/ 12/28, 0301280007 


8301040319 Proposes reduction in SOS staffing levels to one sys 
operatortone chemistry technician U one health physics 
technician Operation of SDS since Sept 1981 startup hat 
pr-oven efficient 6 staff reduction unuarranted 

KANOA, 8 K General Public Utilities - CPU Service Corp 02/12/30 
BARBETT, L H TMI Program Office 2p p 16647 014 24X 

Fiche 30-320.02/12/30,0301040915 


Q3DI040692 informs of results of test measurements of RCS uatar temp on 
021202, to verify in-core thermocouple readings Data confirms 
that in-core thermocouples provide reasonable measurement of 
water temp in-core cavity 

KAMOA, D H Oeneral Public Utilities - GPU Service Corp 02/12/30 

BARRETT, L H TMI Program Office 2pp 16649,246 24X 

Fiche 90-320,82/12/30,0301040672 


B30I1002GI Forwards position t. plans for qualifying polar crane rigging 
for head lift removal All load cell rigging t< slings will be 
replaced u/new rigging tc slings 

KANOA, 8 K General Public Utilities - GPU Service Corp 03/01/04. 
BARRETT, L H TMI Program Office 3pp 16702 212 24X 

Fiche 90-320,03/01/04,0301100201 


0301140461 Forwards request for addl info re plan to provide addl water 
storage capacity for Unit I by connecting Unit 2 condensate 
storage tank to Unit t t, physically Isolating tank from 
Unit 2 

8T0L2t J F Operating Reactors Branch 4, 83/01/05 HURILL, H D 

Oeneral Public Utilities - GPU Service Corp 4pp 16809’ 347 24X 

Fiche. 50-287, 03/01/09, 9301140461 


9301070145 Requests extension of response dates re control of heavy 
loads Due to delay in supporting analyses, info will be 
submitted by 830114 

KANOA. D K Oeneral Public Utilities - CPU Service Corp, 83/01/07 
SNYDER, D J TMI Program Office Ip 16607 023 24X 

Fiche 50-320.83/01/07,8301070149 


0301180234 Submits rev to 821008 ltr re polar crane checklist Wire 
rope replacement criteria will be per ANSI 1130 S-0-1776 6 
not five criteria listed under footnote 

KANOA, D K Oeneral Public Utilities - CPU Service Corp 83/01/12 
DARRETTrL H TMI Program Office Ip 1682S 131 24X 

Fiche 50-320,03/01/12,0301100234 


8301180250 Comments on EObO-EA-6107, “Identification h Ranking of 
Nuclear Plant Struc tures, 8ys (< Components Si Graded GA 
Guidelines “ Acceptable method for implementing guidelines 
not presented 

LONG, R L Oeneral Public Utilities - GPU Service Corp 03/01/12 
DENTON, H R Of flee of Nuclear Reactor Regulation, Director 3pp 
16929 078 24X Fiche 50-320,83/01/12,0301180250 


— 8301180293 Paper entitled "New Challenges - Important to Safety Si 
Graded Approach," presented at ASQC 821014 meeting 
BALLARD, B E , KAZANAS, N C General Public Utilities - GPU Service 
Corp 02/10/14 10pp 16029 081 24X Fiche 90-320,83/01/12, 

0301180250 


0301100294 Application for amend to License DPR— 73, consisting of Tech 
Spec Change Request 37 Certificate of Sve enc 1 

ARNOLD, R C General Public Utilities ~ GPU Service Corp 03/01/12 

SNYDER, D J TMI Program Office 3pp 16031 138 24X 

Fiche 90-320,83/01/12,0301180294 


— 0301180300 Tech Spec Change Request 39 

a General Public Utilities - GPU Service Corp 03/01/12 33pp 
16831 141 24X Fiche 50-320,03/01/12,8301100294 


0301100223 Informs of Intent to shut off containment air coolers for 
Indefinite time period for decontamination 1, depending 
on dose rates, malnt Evaluation for effects on plant safety 
described 

KANOA, B K General Public Utilities - CPU Service Corp 83/01/13 

BARRETT, L TMI Program Office 4pp 16029 074 24X 

Fiche 50-320,03/01/13,0301100223 


0301200499 Forwards comments on 021111 ltr re Reva 2 h 3 of General 
Project Design Criteria Comments should be resolved before 
ReV 3 made effective 

SNVDEH.D J TMI Program Office 83/01/21 KANOA, D K General 
Public Utilities - GPU Service Corp 3pp 16971 350 24X 

Fiche 50-320,03/01/21,0301200499 


0301310046 Trip rept of 030111-12 sits visits re Polar Crane Load Test 
Procedure 

POINDEXTER, T C TMI Program Office 83/01/21 SNYDER, Bd TMI 
Program Office 16pp, 169S4‘098 24X Fic he . 30-320,' 83/01/21 . 

8301310046 


8301280503 Forwards BER In response to S20483 submittal of summary of 
Radiological Field Operations Training Prog ram, Program 
Bccaptablc subj to Incorp oration of cartain experience 
requirements for radiological control foreman & technicians 
BARRETT, L H TMI Program Office 03/01/24 KANOA, 0 K Gin oral 
Public Utilities - GPU Service Corp. Ip 16971’3SB 24X 

Fiche 50-320,83/01/24,0301280903 


D3012101 1 1 Grants util 821230 request for reduction In submerged 
demtneral liar sys staffing leva Is, w/provl 1 1 on that chemistry 
technician be available on site t< health physics technician 
be available Inside protected area 

BARRETT, C H TMI program Office 03/01/10 KANOA, B. K General 

Public Utilities - GPU Service Corp 2pp 16B93.018 24X 

Flehe- 50-320. 03/01/10, 83012101 1 1 


— 8301280905 Safety evaluation re Radiological Field Operations Training 
Program Program acceptable subj to incorporation of certain 
experience requirements for radiological control foreman b 
technicians 

a Office of Nuclear Reactor Regulation, Director 83/01/24 3pp 
16971 359 24X Fiche, 50-320. 03/Ot /24, 0301260503 


0301190357 Forwards evaluation of Radiation Protection Plan, sug ges ting 
minor clarifications raqulred prior to approval. N/ 
recommendations incorpora ted, p 1 an acceptable 

BARRETT. L H TMI Program Office 03/01/11 KANOA, B K. General 
Public Utilities - GPU Service Corp 7pp 16850. 3S0 24X 

Fiche 90-320,03/01/11,0301190357. 


0301310010 Responds to 030113 ltr proposing to secure reactor bldg 
air cooler fans. Proposal will benefit reactor bldg cleanup. 
Operation can be performed safely 

BARRETT. L H TMI Progrem Office 83/01/24 KANGA, B K General 
Public Utllltlee - GPU Service Corp 3pp 16904:129 24X 

Fiche* 50-320, 83/01/24, 03O131OO1S 


6301100201 Forwards Ricevery Operators Plan Change Request 19 to Tsch 
Spec Change Request 39 for License DPR-73, revising sections 
re boron injection, tables, containment airloc ks, purge b 
exhaust sys 

KANGA, 8. K, General Public Utilities - CPU Service Corp 83/01/12, 
BARRETT, L H. TMI Program Office Ip 16825.030 24X 

Fiche 50-320,83/01/12,8301180201 


8301310143 Forwards fee for 820419 Tech Spec Change Requeet 35, per NRC 
621217 request. 

KANOA, B K Oeneral Public Utilities - GPU Bervlce Corp 03/01/24. 

DIGGS, R M License Fee Management Branch Ip. 1696S’019 24X 

Fiche 50-320,83/01/24,0301310143 
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a In«p*ctlon rapart** IE I« eorraip andarit • 


820ai'90869 IE In+o Notle* aa-51, “Ovarp i p»iur*» In PUR Cavltias " Sve 
l{«t »ncl> 

□EYOUMO. R € OlraetOT'a Of#ie»r Of Pie* of Inipection and 

Enfarcaosant S2/lS/ai Canaolldatad Edlaan Co oP N*u Yorti Inc 

Itlpp, t«d>09 809 S4X Ficht 90-000,88/12/81.9308190869 


8212060^91 IE Info Notic* S2-98, "E^ulpnant Environ Quail Plea 61 an 
rafting Exparlanct - Updating of T*«t Sumnarlai Pravloufly 
PubJithad in IE Info Not lea b 1'29 " Svc lift and 
JORDAN, E L DIvliton *P EnginfaFing i< Qualltg Acauranca (Pr# 
930109) 88/18/81 C onto] i dated Edison Ce oP Nav York, Inc 

ItSpp 16681 O0B 84* Flcho 50-000, 03/18/81, 8818060351 


8818060350 IE Info Notice 02-53, "Main Trans farmer Failures at North 
Anna Nvctaar Pouer Station " Svc list and 

JORDAN, E L Oivisian op Enginf»ring b Quality Assurance iPra 
930103) 88/18/88 Consolidated Edison Co «P Nau York, Inc 

lldpp 16798 017 24X Fieha. 50-000. 98/18/82,8312060350 


6301040478 Forwards IE Insp Rapt 50-380/08-14 on 881107-1806 No 
noncooip I i anct notad 

STAflOSTECKI.R Division op Project b Racidant Programs 82/12/88 
KAMOA,B K Oanaral Public Util It let - CPU Service Corp Spp 
16643.192 84X FKhe- 90-320, 88/ 18/28. 9301040478 


—6301040490 IE Insp Rapt 50-380/82-14 on 821107-1806 No noncomp 1 lane a 
noted Major araaa inapactad plant oparattons, routine haalth 
phyalcf b environ areas, rractor bldg *ntr its, radioactive 
natl fhipmtntf b LERs 

UIEaE,J , BARR.K > O'NEILL, B Di via ion oP Project b Res Ida nt 
Programs 88/18/17 7pp 16643 164 24X Ficht. 50-320, 08/18/28, 

9301040473 


8206190879 IE Info Notlcs 68-54, "U«f tlnghoui a NBFD Relay Fa 1 lures In 
Reactor Protection Syt '' Sve list end. 

JORDAN, E L Division of Eng Inter tn« b Quality Aesuranca <Pre 
030103) 82/18/27 Coniolidated Edison Co. of Niu York, Inc 

llOpp 16968- 139 84X Flcha 90-000, 02/12/37, 9200190279. 


00190273 IE Info Notice 62-59, "Seismic OualiPication of Nsstinghouse 
AR Riley N/Latch Attachmente I/ted in Uastingfiouic Solid 
State Protection Eys. " 8vc list end. 

JORDAN, E L. Olvlflon of Engineering b Quality Assurance IPre 
030 1 03) 68/18/80 Consolidated Edison Co. of New Yort, Inc 

109pp 16868 014. S4K Flcha. 50-000, 83/18/89.6808190273 


12060354 IE Info Notice 82-96, "Robartehau Thermostatic Flow Control 
/alv4s. " 6vc list sncl 

JORDAN, E L Division Of Engineering b Quality Assurance (Pre 
330103) 03/12/30 Consolidated Edieon Co of New York, Inc 

Illpp 16796 137 24X Flche 90-000,02/12/30,8818060354 


]il40444 Ack receipt oP 021102 b 1229 Itrs informing NRC of steps 

taken to correct violations noted In IE Imp Rapt 

>0-380/02-10 

)TARDSTECKI, R. Division oP Project b Rsildent Programt. 83/01/11 
lANOA. B K Oensral Public Utilities - CFU esrwlca Corp 8pp 
6809 811 S4X Fiche 50-380,83/01/11,0301140444. 


d301 140446 Responds to NRC 680886 Itr rt violations noted In 
IE Imp Rapt 50-380/02-10. Corrective actient.117 job 
tletsts reguirs further evaluation Fitld varificatlon b 
final rtvleu will be completed by 030131 

KANSArB K. Oentral Public Utilities - CPU Servlet Corp. 68/11/02 
KAVNES.R C, Region 1, Office oP Director Ip 16808 213 24X 

Flche 90-320,63/01/11,8301140444 


-0301140449 Rtspondt to NRC 820826 b 1184 Itrs re violations notid in 
IE Insp Rapt 90-330/88-10 Cor recti vs aetl one- completion of 
reorgenlzatlon process requires Tech Spec change Change 
request submlttsd on 881189 ptndlng NRC approval 
KANOA, B, K. Oensral PubI Ic Utl 1 liist - OPU 9srvice Corp 82/12/29 
HAYNES. R C Region 1, OPfle* of Director Spp. 16800:214. 84X 

Flche 90-320, 63/01/11,6301140444 


Periodic oparetlng reports b related correspondence 


>9130070 FOIA request for Infrartil photographs made for HUB Corp 
'1970 Monitoring of Cooling Tower Operational Effects on 
tgatatlon in Vicinity of TNI" b 1990 rept by sane title 
(C coraputer starch sheet b Xeroietf pages to repts end. 
tTAOIRI.A M Affiliation Unknown. 62/10/00 Offlc# of 
ilnlstretlon. 2pp 16669 069 24 X Flche. 90-320, 62/10/09. 

9190070 


63O1O90Q34 Responds to FOIA request for infrared photographs made for 
Nils Corp "1976 Monitoring of Cooling Tower Operational 
Ef facts on Vegetation In Vicinity of TMt'' b 1900 rept ty 
same title Documents not located 

FELTON, J H Division of Rules and Records 82/11/28 KATAOlRI.A K 
Affiliation Unknown If 16669 079 84X Flcha 50-380,68/11/22, 

6301090034 


0301050316 Forwards "TMl Aquatic Study Monthly Rapt for Oct 1998 " 
TEITT.T R Oanaral Public Utilities - CPU Bervics Corp 82/12/20 
HICKEY, C NRC - No Ds tailed Affiliation Oivsn ip 1 6663- 854 24X 

Flcha 90-809.68/18/80,6301050316 


— 8301090320 "TMI Aquatic Study Monthly Rept Par Oct 1908 " 

NAROACC1,0 A Ichthyological AsSOc iates, Inc 82/10/31 24pp 
16663 299 84X Flche 50-209,08/18/20,8301030316 


8301040938 Submits periodic rept of radioaetlvi water ngt prngram 
w /groundwater muni tor ing data Oraphs b tables end 
KANOA, B K Senerel Public Utilities - CPU Servlet Corp 88/1S/33 
BARRETT, LH TMl Program Office 48pp. 16646 227 24X 

Fiche 50-320.08/18/23,6301040932 


8301120417 Forwards TMl Program Ofc Weekly Statu* Rept for wk ending 
0301 03 

BARRETT, LH TMI Program Office 63/01/03 DENTON, H R Office pf 
Nuclear Reactor Regulation, Plrcctor SNYDER, B J TMI Program 
Office 7pp 16706 277. 24X Fiche SO-320. 03/01/03, 83011204 17. 


0301060319 Foruerdi "THI Aquatic Study, Monthly Rept for Nov 1908 “ 
TEITTiT R Oeneral Public Utilities - OPU Service Corp 83/01/04 
HICKEY, C NAC - No Oita lied Affiliation Oiven Ip 16678 196 24X 

Flche 90-389.83/01/04.6301060319 


—8301060386 "THI Aquatic Study , Month ly Rapt for Nov 1988 “ 

NAR0ACCI,O A Ichthyological Associates, Inc 83/01/04 2Spp. 
1667S 197 24X Flche 90-289,83/01/04,6301060319 


8301800103 THI Program Ofc wiakly statu* rept for wk of 630104-10 

BARRETT, L.H TMl Program Office 63/01/10 DENTON, H R Office of 
Nuclear Reactor Regulation, Director SNYDER, B. J TMl Program 
Office 3pp. 16888-140 24X Flche 90-320,63/01/10, 8301200103 


63012BO1B0 Forwarde annual update for "Interim Solid Waste Staging 
Facility," Technical Evaluation Rept, Rev 4, per 820804 Itr 
KANOA, 0 K Oeneral Public Utilltlas - OPU Servlet Corp S3/0t/24. 
SNYDER, B J TMl Program Offict. Ip 16962 082 24X 

Fiche - 90-320, 63/01/84, 0301200160 


—6301290104 ''Interim Solid Waste Staging Fedllty," Technical Evaluation 
Rept. Rev 4 

• Bechtel Corp 13987-8-003-109 R04 02/07/31 24 pp 

16968 083 S4X Flche 90-320,63/01/24,8301880160 


S Reportable oceurrtnets, LERs b related correspondence 


8301060273 PNO-TMI-83-001: on 881831, second submerged demincrallter eye 
waste vessel thlfptd to DOE facility In Richland, WA for 
RbO glass vitrification tssttng Shipment scheduled to arrive 
at DOE facility on 830104 

WlEBEtJ , FASANO.A. < BARRETT, L TMl Program Office 63/01/03 Ip 
16679 124 84X Flche 90-320.93/01/03,9301060873 


8301140023 Forwards LER e2-038/03L-0 

KANOA, B.K Q antral Public Utlllilsi - OPU asrvies Corp 03/01/05. 
HAYNES, R C Region 1, Off ice of Director Ip. 16009 847. 24X 

Flche. 90-380, 63/01/09, 8301 140083 


— 6301140027 UER 82-03B/03L-O on 981208, control room Indication for 
wlndipssd, d ireetlen b air temp delta T failed. Caused by 
loose cable plug b separation of metal contacts Connector 
bypassed until repairs completed 

CHAPLIN, B.D. Oeneral Public Utilities - OPU Service Carp 
83/Oi/OS. Region 1, Offlc* of Director. 3pp 16809-240 24X 

Fiche 90-320.83/01/09,6301140023 


8301300316 lER B3-001/01P on 930104, once through steam generator A 
prossure transmitters BP-6A-PT1/S were Inoperablt, placing 
unit In action statements of Tech Spocs Limiting Condition 
for Operation 3,3.3 9 

KANOA, B.K Oeneral Public Utilities - OPU Hsrvlee Corp. 03/01 /OS 
HAYNES, R C Region 1, Office of Director. Ip 16669-117 S4X 
Flcha: 90-320, 83/01/09, 8301200316 


6301860260 Forward s LER e2-040/03L-0. 

KANOA, 8 K Oantral Public Utllltlee - OPU Service Corp. 83/01/13 
HAYNSaift. c Region 1, Office of Director. Ip. 16909-306 24X 

Flche- 50-320, 83/01/13,6301260880. 
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— a30ISj>0SB2 LER 82-040/03L-0 on 821214. drive belt! on auiillary bldg 
vantlletion sg« fan A4-E-8A failed Caused bg degradation 
Belt* replaced 

CHAPLIN.S D General Public Utilities - GPU Service Corp 
B3/01/13 Region I. Office of Director 3pp 16909 307 24X 

Flehe 50-320.63/01/13.8301260280 


8301300303 LER 83'002/01P on B30114. once through steam generator 0 
level indication determined out of svc. plac ing unit in 
action statement of Tech Spec Limiting Condition for 
Operation 3336 

KANOAiB K General Public Utilities - GPU Service Corp 83/01/17 
HAYNES.R C Region 1. Office of Director Ip 16065 1S9 24X 

Fiche 50-320.63/01/17.8301200303 


6301250467 Commands performance during 621206-09 full-scale emergency 
eiercise Merge of simulator operations into full-scale 
radiological amergency exercise innovativa approach 
O'REILLY. J P Region 2, Office of Director 82/12/29 KELLY. R J 
Georgia Pouer Co 2pp 16906 006 24X Fiche 50-321.82/12/29. 

0301250487 


0301140164 Notifies of intention to revise schedule for 

implementation of NUREG-0737i Items I C 1. "Revise Emergency 
Procedures" & III A 2 2. "Meteorological Data." In response 
to Generic Ltr 82-33 

GUCUA. L T Georgia Pouer Co 83/01/07 STOLZ.J Operating 
Reactors Branch 4 Ip 16606 102 24X Fiche 50-321.83/01/07, 

8301140184 


B301260506 Forwards LER 82-041/03L-0 

KANOA. 6 K Genaral Public Utilities - GPU Service Corp 83/01/17 
HAYNeSjR C Region I, Office of Director Ip 16910 007 24X 

Fiche 50-320.83/01/17,8301260506 


— 8301260507 LER 62-041 /03L-0 on 821216. aux i 1 larij bldg supply fans 
AH-E-7A/B tripped repeatedly on thermal overloads uhile 
restarting, during attempt to suitch exhaust fans Root cause 
for tripping of thermal overload breakers not knoun 
CHAPLTN.S D General Public Utilities - GPU Service Corp 
83/01/17 Region 1, Office of Director 2pp 16910 000 24X 

Fiche 50-320,63/01/17.0301260506 


T Hearing transcripts on non-ant i trust matters 


8301170175 Forwards BJ Snyder draft testimony re status of cleanup (. 
factors influencing return of unit to svc 

UILGOUE.HN Hearing Branch 2 63/01/14 SHEPPEARO, L K Federal 

Energy Regulatory Commission 17pp 16810 156 24X 

Fiche 50-320,03/01/14,8301170175 


V Operator Examinations 


8301120078 Generic Ltr 83-01 to poieer reactor licensees & applicants 
for OL ra operator licensing exam site visit Requests 
echsdule re exam requests expected for submittal prior to 
851231 for listed eatogarles Svc list end 

EISEHHUr, DO Division of Licensing 83/01/11 Consolidated 
Edison Co of Neu York. Inc llpp 16693 243 24X 

Fiche 50-000,83/01/11,6301120078 


DOCKET 50-321 EDWIN I HATCH NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency (< fire protection plans 


8312060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for OL 1. holders of CPs re Suppl 1 to NUREG-0737. 
"Requirements for Emergency Response Capability," 

NURE0-O737> Suppl 1 tt svc list end 

EtSENHUr.DG, Division of Licensing 62/12/17 Consolidated 
Edison Co of Neu York. Inc 77pp 16681 208 24X 

Fiche- 50-000, 82/12/17, 021206034 9 


8312220443 Generic Ltr 82-39 to all reactor tlcsnsees.CP holders & 
applicants for CPs re problems y/submlttals of 10CFR73 21 
safeguards info for licensing revtsu Procedures re 
transmittal of info outlined 8ve list end 

eiSENHUr. DO Division of Licensing. 82/12/22 Consolidated 
Edison Co of Ntu York. Inc 13pp 16690 021 24X 

Flehe- 50-000, 82/12/22, 8212220445 


8301050219 Releases public version of revised emergency plan 
Implementing procedures 

FELTON. J M Division of Rules and Records 82/12/28. Document 
Hanagsment Branch tp. 16669 087 24X Fi che: 50-321. 82/12/28. 

8301050219 


"8301050223 Forwards public version of revised emergency plan 
implementing procaduret. Including Procedures HNP-48S2 ra 
offsite doss estimations t< HNP~4420 re notification of 
unusual ivent 

NIX.H C Georgia Power Co 82/12/09, Office of Nuclear Reactor 
Regulation. Director. tp. 16669 008 24X Fiche 50-321,82/12/20. 

8301050219. 


— 8301050228 Public version of revised emergency plan Implementing 
procedures, including Procedures HNP-48S2 re offsite dose 
eetlnatlons & HNP-4420 re notification of unusual event. 

SORRELL. E C Georgia Power Co 82/12/08. 199pp 16669,089 24X 

Fiche 50-321,82/12/20.8301050219 


0301190096 Releases public version of revised Emergency Plen 
Implementing Procedures 

FELTON. J M Division of Rules and Records 03/01/13 Document 
Management Branch Ip 16840 012 24X Fiche 50-321,03/01/13, 

030119009* 


— 8301190102 Forwards public version of revised Emergency Plan 
Implementing Procedures. includ Ing Procedures HNP-0014 re 
handling of licensed radioactive ma tt. HNP-e0O9 re personnel 
containment survey & HNP-4098 re emergency equipment 
NIX.H C Georgia Power Co 82/12/20 Office of Nuclear Reactor 
Regulation, Director Ip 16640 013 24X Fiche 50-321.83/01/13. 

8301190096 


— 8301190121 Public version of revised Emergency Plan Implementing 
Procedures, including Procedures HNP-8014 re handling of 
licensed radioactive ms 1 1. HNP-0009 re personnel 
contaminati on survey h HNP-4092 re emergency equipment 
» Georgia Power Co 82/12/20 46pp 16840014 24X 

Fiche 50-321,83/01/13.0301190096 


0301200500 Forwards draft 8ER based on review of 020701 submittal re 
App R exemption requests UtU requested to propose necessary 
corrections within 3 wks 

6T0LZ. 0 F Operating Reactors Branch 4 03/01/20 BECKHAH. J T 

Georgia Pouer Co 30pp 16971 320 24X Fiche 50-321,83/01/20. 

8301200500 


P Operating license stage documents (< correspondence 


6301030022 Forwards Info to verify acceptance criteria of NUREG-0737, 
Item It K 3 22. "Automatic Switchover of RCIC 8ys Ruction." 
will be satisfied Installation of sys should be completed 
by eept 1903 

OUCWA. L T Georgia Power Co 82/12/21 Office of Nuclear Reactor 
Regulation. Director Spp 16615 106 24X Fiche 50-321,02/12/31, 

0301030022 


0212060356 Generic Ltr 82-30 to all 1 Ic ensees. app 1 icants for OL & 
holders of CPs re filings concerning lOCFRSO production h 
uttliiatlon facilities Current listing of branch assignments 
for nuclear reactor projects & svc list enc 1 

EI8ENHUT.D 0 Division of Licensing 02/12/20 Consolidated 
Edison Co of New York, Inc llpp 16866 001 24X 

Fiche 50-000,82/12/28.0212060356 


8301060074 Advises of change In site property boundary Ounsrship of 
approx two acres transferred to Calvary Baptist Church for 
use as camatary No significant Impact on oparatlons 
expected Map enc 1 

OUCWA, L T Oaorgla Pouer Co 02/12/29, Office of Nuclear Raactor 
Regulation, Director 2pp 16670 007 24X Fiche 50-321.82/12/39, 

6301060074 


8301070176 Forwards request for add! info re NUREO-O7a7, Utm 11 D 1, 
"8af aty/Re 1 1 1 f Valve Testing," Response requested within 
90 days of racalpt of ltr 

8T0LZ, J F Operating Reactors Branch 4 03/12/29 BECKHAM, J T 

Oaorgla Power Co Spp 16707 345 S4X Fi che. 50-321. 82/13/29. 
830107017* 


8301070340 Application to amend License DPR~57 revising Tech Spec to 
raise setpoint of each main steam safety relief valve 
teil-plpe pressure suitch from 30fd pslg to SS.+IS.-S pslg 
BECKHAM. J T Georgia Power Co 83/01/03. Office of Nuclear 
Reactor Regulation. Director 2pp 16685 106 24X 

Flehe 50-321.83/01/03,8301070340 


--8301070341 Proposed Tech Spec change raising satpolnt of each main 
steam safety relief valve tail-pipe pressure switch from 
SO-fS pslg to 85.-rl3.-S pslg 

* Georgia Power Co 03/01/03 3pp. 16605 106, 24X 

Fiche 50-321,83/01/03.8301070340 
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6301110329 Apr I ie«tian te aicRntf Licsnst DPR-57< revi i ing Tach Sptca bg 
adding n«u panttration X-SOOC to Table 3 7'2i “ttatabla 
Panatratloni M/Ooubla 0-rlng Gael*. " Panatratlon adifad due 
to nau torui aceasa hatch 

BECKHAhf. J T Oaorgla Pouar Co. 83/01 /'03, OfTica of Nuclaar 
Reactor Ragulatlont Dlractor 4pp li747: 006 StX 
Flcha 40-321. 03/01/03.8301110329 


— 6301110341 Propoaad Tach epac Table 3.7-2 ra testable pane trations. 
* Oaorgla Power Co 83/01/03 Ip 16747 090 Z4X 
Flcfia 40-321.03/01/03.8301110329 


8301110096 NstidlcatlDn of B301I9 Pleating «r/jtll h Bechtel In Bethesda. 
HO to difcdas atatus of renalnlng iiiuei re review of 
purging & venting during noraiai operatloni 

ftIVENSARKi 0 Operating Reactors Branch 4 83/01/06 8 TOLZ 1 J F 

Operating Reactors Branch 4. 2pp. 16767 3SB 24X 
Flche 90-331.63/01/06.8301110096 


8301170042 Submits addl info on implenintation of UUR 80-0313. Rev 1. 
pursuant to MRC 621101 Itr 

OUCUA.L T. Oaorgla Power Co 03/01/07 8T0LZ.J Operating 
Raactnrs Branch 4 llpp 16812 229 24X FIcfie 50-321.83/01/07. 

8301170042 


8301110134 Oenerlc Ltr 83-02 to all BHR licanaeet re MUREO-0737 
Tach Space Riiiuesta response re deviations from end 
guidance & moifel Tech Specs within 90 dags of receipt of 
I tr. Sve list end. 

frSENHOT.OO Division of Licensing 83/01/10 Coiinonwaa 1 th 
Edison Co. 13pp 16868. 190 24X Flche 90-000, 83/01 /lO, 8301 1 10134 


8301250693 Suitmarg of 621217 meeting u/OE tc Hark I Owner s Croup In 
Betheede.MO re luppreislon pool local to bulk tamp 
difference analgsls fc alngle vent lateral chugging load 
StEOEL.B Operating Reactors Branch 2 B3/0i/13, Operating 

Reactors Branch 2 SSpP 16907:225. S4X Flche. 90-000, 83/01 /IB, 
8301290693 


8301270166 Inform that response to NRC S21217 requfat for eddl info in 
aupport of post-inplcmentatlon review of NlfREO-OTS?. I teiiii 
II F I 4, II F 1. 4 b II F 1 6 cannot be subinlttail within 
30 days Ail raiiueited Info will be aubeiittaif by 830419 
OUCUA, U T. Oaorgla Power Co 03/01/18 BTdtZ.J Operating 
Raactors Branch 4. Ip 16934. 363 S4X FI che. 50-321. 83/01/1 8 , 
8301270166 


B301260006 Rav to 8S0409 application to amend License DPR-57 Dneumant 
control error reiitlted In Inadvertent inclusion of changed 
Tach 8 pec page containing eutomatlc dispatch igs operability 
re^ulr eflent. 

CAUBEY. JC Oaorgla Power Co. 63/01/19 STXZ.J Operating 
Reactors Branch 4 40pp 16913.116 24X Fieh e' 50-321. 63/01/19, 

0301260006 


(01260555 Oisagrees w/util statement that new position of Oenaral 
Manager. OA b Radiological Haalth b Safety, e leva tee OA 
organiiatlon to higher level. Keu position adds level hetuaen 
OA b util President 

MOVAK. T H Assistant Director for Llcenilng 63/01/24 DUTTDN, D 
Oaorgla Power Co. 2pp 16919:390 24X Fiche 50-000, B 3/01/24. 

8301260554. 


B30I3103B1 Notification of 830201 meeting w/util in BatheidaiHD to 
discuss evaluation, repair h operation plane for monitoring 
craebs dlacovarid In weld ereae b recirculation sys piping 
RIVENBARK. 0 If Opsratlng Reactors Branch 4. 83/01/26. STOLZ.J. F. 

Oparatlng Reactors Branch 4 2 pp 16972 291 24X 

Fiche. 50-321. 03/01/26, 9301310381. 


0 Inspection rsports. IE Bulletins b c orrespondencs 


>301040649 Forwards IE Inrp Rspts 50-321/8S-34 b 90-366/82-32 on 
821101-04 No noncomplianc e noted, 

DANCE, H C Division of Project b Resident Progrems 82/11/26, 

KELLV, R, 0 Oeorgle Power Co. 2pp 16642 198 24X 

Flche; 50-321, 62/1 1/26, 8301040645, 


—8301040652 IE Insp Rapts 50-321/92-34 b 90-366/82-32 on 821101-05. No 
noncosipilence noted Major areei inepected ' iniervlca insp, 

IE Bulletin 82-03 b previous Imp findings. 

CROMLEY. G. R , I BLAKE, J.J Division of Engineering b Technical 
Programi, 02/11/24 iOpp 16642:200, 24X Flche' 90-321, 82/11/26, 

6301040649. 


8301040190 Forwards IE Insp Repts 50-321/82-40 b 90-366/82-30 on 
821115-19. No noncoiip 1 lance noted. 

DANCE. N.C. Division of Project b Resident Prograeii. 62/12/02. 
KELLV.R, vf Oaorgla Power Co. 2 pp. 16631:003. 24X 

Flche; 90-321, 82/12/02, B30I040190. 


— 8301040193 IE InSP Rapts 50-321/82-40 b 90-366/82-38 on 82111 5-19 Ne 
noncompllance noted Major areas Inspected potential 
overt rpDSure, personnel quel If Ications, pos ting, labeling b 
control of licensed matl b followup on previous insp items 
WRAVi J R I BARR,K P Division of Project b Resident Programs 
82/12/01 6 pp. 16631 005 24X Fiche 50-321,82/12/02,0301040190 


8301040690 Forwards IE Insp Repts 50-321/82-37 b 50-366/82-39 on 
821116-19 Np noncompllance noted 

DANCE, M. C Division of Project b Reeldcnt Programs 82/12/07. 

KELLY, R J. Oaorgla Power Co 2pp 16642 122 24X 

Flche 90-321,82/12/07,8301040650 


—8301040654 IE Insp Repts 50-321/82-37 b 50-366/82-35 on 821116-19 Mo 
noncompllance noted Hajor areas inspected Inservlce Insp b 
IE Bulletin 02-03 

CRONUEY,0 R., BLAKE, 3 J. Division of Engineering b Technical 
Programs 82/12/03 7pp 16642 124 24X Flche 50-321.82/12/07. 

8301040650 


8301100090 Reiponfs to FOIA request for 12 categories of documorta re 
f acl 1 1 ties, Rep te ra HARCH code may be purchased from NTIS 
Forwards documanta listed in App A Search for Items 3.6.7>9> 

11 b 18 identified In request continuing 

FELTON, J H Division of Rules and Records. 82/12/07 HIATT. 8 L 
Ohio Cltliens for Responsible Energy Spp 16754.003 24X 

Ftcha. 40-000, 88/12/07,8301100050 


— 8301100059 Advisee that insp of licensee responees to IE Oullotin 
76-03 per IE Manual Chapter 92703 completed as documented 
in lilted IE insp repts, in reiponss to 780829 request 
LONO. F J. Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch 70/10/13 IdOODRlFF, R U. Office of Inspection b 
Enforcement, Office of the Director Ip 16754 230 24X 

Flche 90-000,82/12/07,8301100050 


— 8301100064 Advisee that action on IE Bulletin 78-03, "potential 
Eiploilva Oae flliture Accumulations Associated N/OMR Offgas 
Gys Operations," completed, including reviews of lleenece 
responses b offgas sys Summaries of offgas tys end 
JORDAN, E. L Office of Inspection b Enforcement, Office of the 
Director 78/11/29. 0fiIME8,BK Assistant Director for Engineers 
b Projects (Pre 790625) 37pp, 16794 240 24X 

Flche SO-OOO, 82/12/07, 8301100050 


—8301100139 Responds to IE Bulletin 78-03, "Potential Eiplosive Oas 
Mlcture Accumulations Associated U/BUR Offgas 6 yi 
Operations, " per >'NRC 780210 ltr Emergency procedures will he 
imp lament ed by 760930 , 

STAFFA.R N. Oeofdla PoWar Co 78/03/22 O'REILLY, JP Region 2. 
Atlanta. Office iif the Director 2pp 16754*326 24X 

Flche; 50-000. 82/12/6?, 8301100050 


8301040320 Supple 800729 response to IE Bulletin 80-16 re pressure 
transmitters Juitif icat idn for continued operation 
d 1 scussed. Deter Iptlon et safety-related application of Model 
1151 transmitters Uted in HBIV Isakage control sys end 
BECKMAN, J.T. Oaorgla Fduer Co 82/12/14 O'REILLY, J P Region 2. 
Office of Director, 3pp 16642 067 24X Flche 90-321,82/12/14, 

8301040328. 


8301040568 Responds tb Itirti 1 b 4 of IE Bulletin 02-03 re stress 
corrosion cracking In aiittehltic stainless steal 
recirculation eye piping, fotdl of 91 c Ircumferentlal b 
branch connaetton tueldi b 6 longitudinal welds eiamlnad. 

BECKHAM. J T fieoTglh FoWeh Co 02/12/15 O'REILLY, JP Region 1. 
Office of Director. 17pp. J6646' 135 24X Flche 50-321.82/12/19, 

8301040560. 


0208190269 IE Info Notice 82-51, "Oven spas urea In PMR Cavities.*' Svt 
lift end 

DEVIDUNa.R C. Direetdr'e Office, Office of Inspection and 

Enferc ament. 82/12/21. Consol Ideted Edison Co of New York, Inc 

tltpp 16609:239 24X Fiche 50-000,82/12/21,8200190269. 


0212060391 IE Info Notice 82-52, "Equipment Environ Quail ficat ion 
Testing Eiperlene# - Updating of Test Summarlee Previously 
Published In IE Info Notice 81-29." Sve list end 
JORDAN, E. L Division of Engineering b Quality Assurance iPre 
830103 ) 82/12/21 Consolidated Edison Co. of New York, true 

119pp. 166S1'O0O 24X Flcha; 50-000, 82/12/21.8212060351 


8212060350 IE Info Notice 82-53, "Hein Transformer Failure* at North 
Anna Nuclear Power Station *' 8 vc list end, 

JORDAN, E.L Division of Engineering b Quality Assurance CFre 
830103). 82/12/22. Consolidated Edison Co of New York. Inc. 

114pp 16798.017 24X FI che: 50-000, 82/12/22, 8212060350 


8208190279 IE Info Notice 82-54, "Neetinghousa NSFD Relay Failures in 
Reactor Protection Sys " 8 vc list tncl. 

JORDAN, E, L. Division of Engi'neering b Quality Assurance (Fre 
830103). 82/12/27. Consolidated Edison Co of New York, Inc 

11 Op p . 16962 .139 24X F 1 C h e ! 90-000, 82/12/27, 02081 90275 
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G2<3Blf0273 E£ Info Natlco B8-55< ''Seismic Qua 1 1 f lention of Ufstinghousr 
AR Rtlov M/Lotch Attachments Used in Usstlnghouse Solid 
Btit* Protection Sgs " 9vc list end 

JORDANi E L Division of Engineering U Ouality Assurance (Pro 
630103} B2/12/28 Consolidated Edison Co of Neui Yorki Inc 

I0?pp 160iB 014 24X Fiche 90-000. 02/13/28, 8208170273 


e2120&03S4 IE Info Notice 82-9A. "Rdbertshaw Thermostatic Flou Control 
Valves " Svc list end 

OOROANrE L Division of Engineering t< Oualltg Assurance (Pro 
630103) 92/12/30 Consolidated Edison Co of Neu York, Inc 

IllpR Ii>758 137 24X Fiche 90-000,82/12/30,8212060394 


8301120177 Updates 801101 response to IE Oulletin 79-OlB re electrical 
equipment qualification Completion of Mild Environ 
Ouailflcablon Programs deferred until publication of final 
rule <SECY-82-207) Summarg of outstanding {tains end 
OUCUA, 1. T Ocorgia Pouer Co 83/01/03 Office of Nuclear Reactor 
Regulation, Director 108pp 16768 213 24X Fiche 90-321,83/01/03, 

0301120177 


8301290162 Ack receipt of 821228 Itr informing NRC of steps taken to 
correct vtolatione noted in IE Insp Repts 90-321/82-39 << 
90-366/82-33 

LCWISrR C Division of Proieet 1» Resident Program! 83/01/09 

KELLY. R J. Georgia Pouer Co ip 16B76 207 24X 

Ficha 90-321,63/01/09,8301290162 


—8301290169 Responds to NRC 821124 Itr ra violations noted In IE Insp 
Repts 90-321/83-39 ti 90-366/82-33 Corrective actions now 
procedures written for one-time testing of portions of 
itandbg gas treatment sgs logic 

GUCHA.L. T Georgia Power Co 02/12/28 O'REILLY, JP Region 2. 
Office of Director 3pp 16896 208 24X Fiche 50-321,83/01/09, 

830I2SO162 


—8301290174 Forwards IE Insp Repts 90-321/82-39 b 50-366/82-33 on 
620928-1028 b notice of violation 

LEWIS, R C Division of Project b fleeident Programs 02/11/24 

KELLY, R J Georgia Power Co 2pp 16896 211 24X 

Ftcho 50-321.03/01/09,8301250162 


— 8301250179 Notice of violation from insp on 820920-1026. 

» Division of Project b Resident Programs B2/lt/24 ip 
16096 213 24X Fiche 90-321.83/01/05,8301290162 


—8301290109 IE Insp Repts 90-321/02-39 b 90-366/82-33 on 820928-1028 
Noncompliance noted failure to perform complete logic train 
functional testing. 

HOLMEB-RAY. P . RD0ER9, R F , BROWNLEE, V L Division of Project b 
Resident Programs 82/11/22 4pp 16896 214 24X 

Fiche 50-321,83/01/09,8301290162 


8301110301 Forwards documentation of 821207,13 b 14 talcons re 
ioeervlce insp findings b resultant repair activities 
conducted during maint/refueling outage presontlg In 
progress 

OUCWA.L T Osorgle Power Co 03/01/06 8T0LZ, J Operetlng 
Reactors Branch 4 6pp 16747.140 24X Fiche 90-321.83/01/06, 

8301110301 


8301170231 Comments on upgrading Intervice Insp/Inservlce Testing 
Program Upgrade requires estensivc rewrite due to 
significant changes in 1980 edition of ASHE Section XI Code 
from that currentlg used Submittal dclagsd until 830801 
OUCHA. L T Georgia Power Co 83/01/07 STOLZ. J Operating 
Reactors Branch 4 Ip 16810 273 24X Fiche 90-321,83/01/07, 

8301170231 


8301270151 Requests estension to NRC schedule for util responee to IE 
Bulletin 81-03 Ektonslon required to avoid addi plant 
outage which would he necassarg to Inspect HX in order to 
rcepond to NRC 821210 Itr. 

OUCWA.L r. Oeorgta Power Co. 83/01/18 STOLZ, J. Operating 
Reactors Branch 4 Ip 16934,289. 24X Fiche; 50-321, 03/01/10, 

8301270191 


R. Periodic operating raports b ralated correspondence 


6301190042 Forwards monthlg operating repts for Dec 1982 

MIXtH C. Oeorgta Power Co 83/01/07 Director's Office, Office 
pf Inspection and Enforcament tp. 16846.393 24X 

Fiche 90-321,83/01/07,8301190042 


— 8301190048 Monthlg operating rapts for Dec 1982 

SEWELL. B Oaorgla Power Co. 83/01/10 tOpp 16846.354 24X 

Fiche 50-32 1 , 83/0 1 /07, 030 1 1 90042 


S Reportable occurrences, LERs b related correspondcnct 


8301030236 Forwards updated LER 79-103/03X-2 

Ntx, H C Oaorgla Power Co 02/12/16 O'REILLY, P Region 2. 
Office of Director ip 16616 316 24X Fiche 30-321,82/12/16. 
8301030236 


—8301030253 Updated LER 79-103/03X-2 on 791227. during cold shutdown, 
normal surveillance of RCIC sgs flow instrument disclosed 
high flow trip setpoint of 8 1 inches of water Caused bg 
setpoint drift Switch racalibr. tested b returned to svc 
TlFPa.S D Oeorgia Power Co 02/12/16 Region 2. Office of 
Director Ip. 16616 317 24X Fiche 90-321.02/12/16,8301030236 


8301040102 Forwards updated LER 80~096/03X-1 

NIX, K C Georgia Power Co 82/12/23 0 'REILLY. U P Region 2. 
Office of Dtractor Ip 16637 194 24X Fiche 90-321.82/12/23. 
0301040102 


—8301040110 Updated LER fl0-096/03X-l on 800902. while operating at 2,389 
MMt. all paints of drgwall temp recorder R618 found reeding 
high Caused bg Instrument drift Instrument recalibr b 
tested Design change implemented replacing recorder 
TIPPSrS D Oaorgla Pouer Co 82/12/23 Region 2. Office of 
Director Ip 16637 199 24X Fiche SO-321. 82/12/23, 0301040102 


8301040202 Forwards updated LER 80-D64/03X-1 

NIX.H C Georgia Power Co 82/12/23 O'REILLY, JP n«glon2. 
Office of Director Ip 16638 347 24X Fiche 90-321,82/12/23. 
8301040282 


—8301040286 Updated LER B0-064/03X-i on 800613. RCIC igs Initiated but 
faltad to respond to speed control Turbine trip b throttle 
valve palled to close Caused bg failure of EGR in governor 
tv* to respond corractlg b out of adjustment limit suttch 
TIPP8.8 B Oeorgia Power Co 82/12/23 Region 2. Office of 
Director ip 16638 348 24X Fiche 50-321. 02/12/23. 8301040282 


8301060209 Forwards updated LER B2-0a7/03X-t 

NIX.K C Georgia Power Co 82/12/28 O'REILLY. JP Region 2, 
Office of Director Ip 16679 0B9 24X Fiche 90-321,82/12/28. 
8301060289 


— B3D1060296 Updated LER B2-0B7/03X-I on 821005. during performance of 
surveillance procedure. RCIC flow twitch actuated low b 
declared Inoperable Caused bg loose set icreu on flow 
Instrument allowing low setpoint to drift. Switch reset 
TIPPB. S B Georgia Power Co 82/12/28 Region 2. Office of 
Director Ip. 16679 090 24X Fiche 90-321, 82/12/28. 8301060289 


8301170271 Forward* LER a2-100/03L-0 

NIX. II C Oeorgia Power Co 82/12/28 O'REILLY. J P Region 2, 
Office of Director Ip 16810.113 34X Fi c be 90-321. 82/12/20, 

8301170271 


—8301170277 LER a2-10D/03L-0 on 821201 , d Itcovered 8 of 20 neulg 
Installed cables dellberatelg cut Caused bg vandalism bg 
parson or persons unknown Cablet repaired 

TIPPB, S B Oeorgia Power Co 62/12/28 Region 2. Office of 
Director Ip 16810 114 24X Fiche 90-321, 02/12/20,8301170271 


0301100323 Forwards LER 82-099/03L-0 

NIX.H.C Georgia Power Co. 83/01/06. O'REtLLY.JP Raglan 2. 
Office of Director. Ip 16823 307 24X Fiche 50-321,83/01/06. 

8301180323 


—8301180333 LER g2-099/03L-D on 821209. main steam safety relief valves F 
b H operated at higher than required readings b pilot Inlet 
tube found misting In valve 0 Caused bg setpoint drift b 
tube support weld failure Valves recalibr b tube replaced 
T1PPG.8 D. Oaorgla Power Co 03/01/06 Region 2. Office of 
Director. 2pp 16823 308 24X Fiche 50 -321. 83/01/06,8301 100323. 


8301200327 Forward* LER e2-094/03L-0 

NIXiH. C Georgia Power Co 83/01/11 O'REILLY, J P Region 2, 
Office of Director Ip. 16869.199 24X Fiche 90-321. 83/01/11, 

8301200327 


— 8301200335 LER 02-O94/O3L-O on 821214, durin g Honaguell temp controller 
calitr proc edura, core tprag 3A temp controller was 
inoperable Caused bg broken tensing bulb, Repairs b callbr 
will be completed prior to startup 

riPP8, B 8 . Georgia Power Co 83/01/11 Region 2, Office of 
Director Ip 16869 200. 24X Fiche- 90-321, 03/01/1 1 . 8301200327. 


8301210084 Forwards Special Rapt 90-321/1982-04 

NIX.H C. Georgia Power Co 83/01/11 O'REILLV.J P Regions, 
Office of Director tp 16872 001 S4X Fiche 50-321,83/01/11, 
8301210084 
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-'-e30t2100?S no S0-32l/t9d3-04 on 8S1S3 i . cool ing ioucr lA protection 

deluge eye tripped> deer seeing Fire mater ftorage tank vol 
bclou acceptable limtte Caused by failure of trip alarm In 
cooling touer Oeeign change requested 
r Georgia Pouer Co 63/01 /'ll Ip I&S73 002 24X 

FiChe SO-321. 93/01/1 1.3301210084 


V Operator Eeaminatlens 


3212220443 Generic Utr 82-33 to all pomer reactor 1 Ic entees. app 1 1 cants 
for OL.. NSS b reactor vendors & AEs rs meeting to discus* 
recent developments for licensing eiams Advises that meeting 
mill be held on 83021 J re operator licensing Sve list enel 
ElBemiUr.D. 0 Division of Licensing 62/15/22 Consolidated 
Edison Co of Nsm Tort, tne 12pp Idi66t 07S 24X 

F 1 C h f 90-000, 82/ 1 2/22. 6 31 S2204 43 


8301180070 Oenerie Ltr B3-01 to power reseter llcenseas tr applicants 
for Ot re operator licensing asam site visit Request* 
scbadula ra a tam requests expected for submittal prior to 
851331 for listed categories Sve list end 

EISENKIJir. D G Division of Licensing 83/01/11 Consolidated 
Edison Co of New York. Inc lipp 16893 243 24X 

Fteha 90-000,83/01/11.3301120079 


POCKET 90-322 SROREHAn NUCLEAR PONER STATION 


A Applleitlon/constructlon stage documents & correspondence 


8301060316 Advises that A9LB.ASUAB or Cdnuni st Ion has teen notified of 
Board Notification 88-122 re USOS position on Charleston 
Earthquake Substance of board notification ehould be 
oddreeeed In 6ER or supplemental SER 

NOVAK, T N Aeslstant Director for Licensing. 93/18/22 Assistant 
Director for Licensing Spp 16682 197 84X Fiche 50-000,92/12/82, 

8301 0602 16 


8301160188 Forwards final rule on environ qualification of electrical 
equipment Important to safety for nuclear power plants 
RAMSON, R J Nearing Branch 4 B3/01/17 BRENNER, L . K0RRt3/P A . 

CARPENTER, J L Atomic Safely and Licensing Board Panel 26pp 
16331 247 84X Fiche 90-382,03/01/17.9301180160 


9301810177 Informs that Phase I Safety Parameter Display Bys. ut 1 II tiej 
enhanced plant process computer data base, will be functional 
at fuel load & maintained in functional condition Schedule 
for Phast II implementation will be submitted by 830415 
SMITH, JL Long Island Lighting Co 03/01/17 DENTON, H R Hfflci 
of Nuclear Rsactor Regulation, Director Spp 16874 SOS 34X 
Fiche 90-323.83/01/17,8301210177 


8301210297 Forwards response to Judge Norris SS1228 question re 
deviation of stress rule index error bands in resolution 
agreement on matls cracking (Suffolk County Contention S41 
Certificate of avc enel 

iRNINiO P Hunton fc Mil Hems IRUIN, 0 P Long Island Lighting Co 
03/01/17 BRENNER, L / MORRIS, P A , CARPENTER, J H Atomic Safety Ml 
Licensing Board Panel 6pp 16673 328 24X Fiche 30-322,03/01/17, 

6301210287 


B301290096 Forward* info in response to outstanding items re 
quelif Ication of GE 300 Sorio* electrical penetrations Utit 
commits bo electrical surveillance tasting on sample of 
electrical penetration conductors during normal operations. 

SMITH, J.L Long Island Lighting Co 83/01/21 DENTON, H R Offici 
of Nuclear Reactor Regulation, Director Spp 16899 327 24X 

riche. 90-322, 03/01/21. 8301250096 


3301890093 Dlscuseet essientiel IE circuit* in proximity to noneitential 
circuits inside OE-suppllsd panels Util using three options 
to resolve issue Review of approx 250 circuits will be made 
by 930189 6 physical protection provided 

BMITH.J.L Long Island Lighting Co 63/01/23 DENTON, H R OffUs 
of Nuclear Reactor Regulation, Director 3pp 16B79 2S9 84X 

Fiche 90-322.93/01/23,0301250093 


"8301060222 Board Notification 08-128 forward* US90 position on 
Charleston Earthquake Recurrence of earthquake would be 
confined to Charteiton, SC area, based on geologic structure 
NOVAK, T.H Assistant Director for Licensing 98/18/17 Atomic 
Safety and Licensing Board Panel 5pp 166B2 159 34X 

Fiche 90-000, 82 / 1 2/88. 6 3010602 1 6 


— 9218170033 Clarifies position re seismic potential of certain regions 
of Eestern US Dotermlnl stlc & probabilistic evaluation* of 
saismte haiard should 6a made for individual •ites to 
establleh feitmic tnglnatrlng parameters 

DEVINE, J P Inter lor, Dep t of. Geological Survey 02/11/16 
JACKSON, R E Otosclenees Branch Ip 16692 164 S4X 
F 1 e h t 90-000, 92/ 1 2/22, 830 1 0602 1 6 


6301270296 Responds to 880920 request for addl info re containaisnt 
isolation design criteria for Instrument lines penetrating 
primary containment All NESS 6 balance of plant Instrumants, 
eicept static-0-rlng, can withstand earthquakes 

SMITH, J L. Long Island Lighting Co B3/0i/24 DENTON, H R Office 
of Nuclear Reactor Regulation, Director. 8pp 16933 169 SAX 
rich* 90-322,83/01/24,6301270296 


B3D1310041 Forwards summary of 821130 U 1201 onsite working meetings 
re open Item* resulting from review of Pump it Valve 
Inssrvlce Testing Program 

BCHUENCER.A Licensing Branch S 63/01/29 POLLOCK, H 0 Lang 
Island Lighting Co 19pp 16984.074 24X Fiche 90-322,83/01/89, 

8301310041 


6301110617 Forwards raqussb for addl Info re feedwater check valves t, 
staff poflblont re valve logic, setpoints, indication t, 
annunciation Schedule for response due in 7 days 
BCHUENCER.A Licensing Branch 8. 83/01/06 POLLOCK, N 8 Long 

Island Lighting Co llpp 16776.203 24X Fiche SD-322. 03/01/06, 

8301110617 


9301120313 Forwards revised Procedure fip 59.023 03, '^Containment 
Control Emergency Procedure," In response to ASLB request 
for procedures re melnt effective on date of ICC Resolution 
Agreement on Inadequate Cere Cooling Related correspondence 
IRMIN, 0 P Kunton 6 Mill lams (RUINiD P Long Island Lighting Co 
83/01/07 BRENNER. L . HORftlS, P. A , CARPENTER, J. H Atomic Safety and 
Licensing Board Panel. 2pp 16774 279 24 X Fich ». 90-322, 83/01/ 07, 

0301120313 


--8301120316 Rev 3 to Procedure ap 29 023.03, "Containment Control 
Emergency Procedure “ Cartifleate of Eve and 
* Long Island Lighting Co 93/01/07 24pp 16774. 2B0 24X 

Fiche 50-328,93/01/07, 0301180313. 


0301140603 Concludes that facility OA program acceptable, based i 
021216 1 tr, descT lb Ing design, const & operational QA ltd* g, 
programs for all structures, sys I, components 
NOVAK. T.M Assistant Director for Licensing. 63/01/10. 
POLLOCK.N B Long Island Lighting Co 4pp 16916 113 34X 

Fiche 90-382, B3/01 /lO, 030 1 140603 


9301170236 Clarifies position re tlectrlcal separation at definad by 
IEEE 394-1974 t, Reg Ouide 1 79,Rev l.Oingle conduit, tray 
cover or wrapping of sittemp woven caramlc tape wilt be used 
for compliance 

'• TelenB Lighting Co 63/01/14. DENTON, H R Office 

of Nuclear Reactor Regulation, Director 2pp 16810-182. 84X 

F I e h a , 90-322, 93/0 1/14, 830 1 1 7033B. 


E NRC Safety Evaluation Report (8ER)> supple t< correspondencs 


8301030194 Forward* 8ER Suppl 3 prepared by Equipment Qualification 
Branch re seismic & dynamic qua! ification of safaby-related 
elicbrlc 1, mcchantcat equipment Certificate of Sve end. 

JOHN9TON, H V Assistant Director for Metis I, Quallf Engineering 

IPrt 030201) 02/12/27 NOVAK, T t1 Assistant Director for 

Li censing 20pp 16616 03B 24X Fiche 30-328,82/12/27,6301039194 


S301040'314 Forward* justification* for interim operation of NS8S fc 
balance-of-plant equipment per 021183 commitment ti to 
facilitate NRC review k dose out 8ER Open Issue B, Remelning 
justt f icat Ion* will be provided prior to fuel load 
SMITH, J L Long Island Lighting Co 62/12/29 DENTON, H, R Office 
of Nuclear Reactor Regulation, Director 23pp 16641 298 24X 

Fiche 50-382, 02/18/29, 9301040314 


6301100203 Inform* that facility design already meets intent of 
NWREO-0737, Item 11 K 3 16 & 8ER open Item re reduction of 
chsllenges to safety relief valves Setpoint mods will be 
Incorporated during first rsfuellny outage 

SMITH, J L Long Island Lighting Co 63/01/07 DENTON. H R. Office 
of Nuclear Reactor Regulation, Director Spp 16702 209 24X 

Fiche: 50-322, 83/01/07, 8301100203 


B301170454 Provide* info re SER issue 97, Item 11 B 3, "Post-Accident 
Sampling - Pro'Vlslon for Offsite Lab Analysis of Undiluted 
Reactor Coolant Qrat Bempla, " DOE will provide aeslstance 
in radiological emergency since local labs not equipped 
SMITH, J L Long Island Lighting Co 83/01/12 DENTON, H R Office 
of Nuclear Reactor Regulation, Director Spp 16819' 006 24X 

Fiche 90-322, 83/01/12, 8301 170494 


8301SB0427 Forwards request for addl Info re SEfi Open Item 48 on 
effects of high energy line breaks on control sys. Response 
required within 30 days of ltr receipt 

SCHWEMCER.A Licensing Branch 2. 03/01/84. POLLOCK. M S Long 

Island Lighting Co 9pp 16971 • 235 24X Fiche- 50-322, 03/01/24, 
8301280427 
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F Steuriiiji mtdlc«li imergencg (t firt prottction pl«ni 


8S120&0349 Ointrlc Ltr 8S-33 to «11 licensoes of opersting riac torti 
applicant! for DL fc holtitr! of CPo r» Suppl I to N(JftE0-0737j 
"Rtqu ircmenti for Emsrgoncg Reiponte Capability “ 

NURE0-0737i Su p p 1 1 8( svt Hit onel 

EtSENHUT. DO Division of Lletnfing B2/ia/17 Consol Ida tod 
Edison Co of Nsu Yorl. Inc 77pp 166S1 SOB 24X 
Ficho: 90-000< 02/18/17. 8213060349 


B30tlt0157 Forward! IE Proeporat i anal Becurttg Insp Rtpt SO-SaS/QB-Sl 
on 881CS5-39 No noneomp 1 lane* noted 

HARTINi r T Division of Engineering t. Technical Programs 82/12/20 
POULOCK. N S Long Island Lighting Co 2pp 16743 290 24X 

Fteha 90-332(82/12/20,8301110197 


— 0301110165 IE Preoperatl onal Secoritg Insp Rept 90-333/88-31 on 021035- 
S9.No noneomp llance noted Major areas inspected physical 
stcurity plan, testing t< maint, 1 ight ing, ac cess control 
(personnel >1 alarm stations U communications 

BHITH, 0 C , BAILEV.R J , CODV, 6 T Division of Engineering b 
T«c6nical Programs 82/12/13 3pp 16743 292 24X 

Fiche 50-322,82/12/30,8301110197 


0312220449 Generic Ltr 82-39 to all reactor licensees. CP holders t< 
applicants for CPs re probleme u/submlttale of 10CFR73 21 
•afegucrdi info for licensing review Procedures re 
transevttial of info outlined Bvc list end 

EtSENHliTrD 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021 24X 

Flcha 90-000,82/12/32,0212220449 


0 Adjudicatory correspondence 


8301140090 Forwards NRC 821216 ltr to util re NRC Drug Abuse Task 
Force Similar ltr lent to all NRC applicants b licensees. 

BORDENICK,B K Hearing Branch 3 82/12/30 BRENNER, L , 

CARPENTER, si L , KORRIBiP A Atomic Safety and Licensing Board Panel 
2pp 16009 291 24X Fiche 90-322,02/12/30,0301140090 


B3D1140O61 Forwards IE Insp Rept 90-322/82-34 in near final form 
Blgnsd copies should be available within neit few days 
N/o sncl 

SORDENICK.B K Hearing Branch 3 02/12/30 BRENNER, L , 

CARPENTER, J, L > MORRIS, P A Atomic Safety and Licensing Board Panel 
Ip 16800 391 24X Fiche. 90-332, 82/12/30, 8301 140061 


0301140079 Forwards Dtv of Engineering 021328 resolution of 
J Halapati 800407 differing prof opinion re s enti ti latl on of 
BNR stainless steel weldments Effective Inservlce insp of 
reactor internals appropriate for BHRs under review 
REPKA, 0 A Heering Branch 3 82/12/30 BRENNER, L , CARPENTER, J L , 

MORRIS, p.A Atomic Safety and Licensing Board Panel 9pp. 

16809.323 24X Fiche 90-322.82/12/30,8301140079 


8301060145 Forwards HJ Muse ler, util emp loyee, 821222 ltr to ASLB, 
EARLEY, A F Hunton b Hi 11 lams EARLEY, A F Long Island Lighting 
Co. 82/12/31 BRENNER, L, Atomic Safety and Licensing Doerd Panel 
Ip. 16670 317 24X Fiche' 90-322,82/12/31, 8301060149 


— 0301060149 Expresses outrage over Suffolk County transcript rimarkt 
re author lack of tntereit in quality of plant conet. Author 
never took ectlons detrtmentil to plant quality 
MliSELER.H, J Long letand Lighting Co. 82/12/22 BRENNER, L J , 
KORRlB,, CARPENTER, Atomic Safety and Licensing Board Panel. 4pp 
16670-318. 24X Fiche 90-322,82/12/31,8301060149 


8301040607 Advisee that Hit of utll/8bH audita reviewed by NRC 
witnesses in preparing for oral testimony, end in 821223 
ltr to L Lanpher b author, is accurate 

BORDENlCK.a, M, Hearing Branch 3 83/01/03 eARLEY,AF, Hunton b 

Milllams EARLEY,A.F Long leland Lighting Co. Ip. 16649.260 
24X Fiche; 90-322, 83/01/03, 8301040607 


— 8301040620 Advieei that datae in applicant counsel 82IS27 ltr to 
Suffolk County accord ui/NRC understanding of schedules set 
by ABLE re Torrey Pinas Rept litigation. 

80RDENICK, B.M. Hearing Branch 3 03/01/03 BRENNER, L , 

CARPENTER, J. L. , MORRIS, P A Atomic Safety and Licenelng Board 
Panel. 2pp 16649.261, 24X Fiche 90-322,83/01/03,8301040607 


8301040698 Poiltion statement on reselution of BER Open Item 47 re 
multiple control ays falluree Item should be resolved prior 
be fuel load 8td used in judging juet i fleet ions for deferred 
resolution discussed Certificate of Sve end. 

RAMSON, R.J. Hearing Branch 4. REPKA, D, A, Hearing Branch 3. 
83/01/03, 11 pp 16643' 076. 24X Ft c he. 90-322, 83/01/03, 8301040698 


8301140022 Advises that util 820831 reactor protective sys motor 
generator set missile analysis, submit ted per 820826 
resolution of Suffolk County Contention 31, accep tab le NRC 
Dee 1982 evaluation end 

REPKA, D A Hearing Branch 3 83/01/04 BRENNER. L , CARPENTER. J L , 

MORRIS. P A Atomic Safety and Licensing Board Panel Ip 
16809 173 24X Fiche 90-322,83/01/04.8301140022 


8301070330 Motion for revision to schedule for submission of proposed 
findings of fact One-wk sitension needed Amount of mail to 
be reviewed is extensive b counsel busy u/other issues In 
case Certificate of Bvc end 

LANPHER, L C Suffolk County, NY LANPIER.L.C Kirkpatrick, 
Lockhart, Hill, Christopher b Phi 1 1 ip s 83/01/09 Atomic Safety 
and Licenelng Board Panel 9pp 16609 049 24X 

Fiche 90-322,83/01/09,8301070330 


0301100114 Motion to strike FJSamenltgo testimony on Torrey Pinat 
Technology independent verification of plant Mltness not 
properly qualified to crltlcite rept b testimony wilt not 
assist ASLB in evaluating verification H/Certif Icate of Sve 
EARLEY, A F Long Island Lighting Co EARLEY, A F Hunton b 
Mllllams 63/01/05 Atomic Safety and Licensing Board Panel 
20pp 16703 200 24X Fiche 90-322,83/01/09.8301100114 


8301120319 Notice of appearance in proceeding Certificate of Sve end 
HOGAN, J P. OA Technologies, Inc /General Atomic Co 83/01/09 3pp 
16774 271. 24X Fiche 50-322,03/01/09,8301120319 


8301120327 Motion to admit portions of RJ Qudniti deposition at 
evidence Teitimong probative re quality b scope of PRA 
Certificate of 6vc and 

ELLIS, T 8 Long Island Lighting Co ELLIS.T 8 Hunton b Milliams 
83/01/06 Atomic Safety and Licensing Board Panel 17bp 
16774 228 24X Fiche SO-322, 83/01/06, 8301 120327 


8301120218 Btatus rept on 0 Helapati cone erns > provided per ASLB 821221 
order County cannot advise whether to advance contention on 
Halapati cone erne due to failure of NRC to provide required 
documentation on time 

LET8CHE. K J Suffolk County, NY LETSCHE. K J Kirkpatrick. 
Lockhart. Hill, Chris topher b Phil 1 Ips 83/01/07 2pp 16776 112 
24X Fiche 30- 322,83/01/07,8301120218 


—8301120222 Requests response to listed questions re Implementation of 
eondusiane set forth in RH VoHmer 821228 memo re 
0 Halapati differing prof opinion Outetanding document 
requests should be fulfilled. Certificate of Sve and 
LETSCHE, K J Kirkpatrick. Lockhart, Hill, Christopher b PhiUipi 

LETSCHE, K J Suffolk County, NY 83/01/09 REPKA. D A Hearing 

Branchs 9pp 16776 114 24X Fi die. 90-322. 83/01/07. 8301 120218 


8301120244 Joint util, Suffolk County, Shoreham Opponents Coalttion b NRC 
status rept re current dtscuseion on resolution of certain 
contentions Certificate of Sve end 

LETSCHE, K J Suffolk County, NY LETSCHE, K J Kirkpatrick, 
Lockhart, Hill. Christopher b Phillip*. 83/01/07 6pp. 16774 142 
24X Fiche' 90-322,03/01/07.0301120244 


8301120246 Statue of Suffolk County Emergency Planning Program b 
fchedule Draft Radiological Emergency Response Plan 
presented to legislature on S2I202 Required hearings to be 
held during wke of 030117 b 24 Certificate of 0vc end 
BROUN, H H Suffolk County, NY BROMN.H H Kirkpatrick. Lockhart, 
Hitt, Christopher b Phillips 03/01/07 8pp 16774 115 24X 

Fiche' 90-322, 83/01/07,8301120248 


8301120266 Motion for A6LB conference to identify b ipedfy 
cross-examination topics for Torrey Pines Pansl. Fai lure to 
narrow b define lesues will result in extended hearing 
Certificate of Sve end 

ELLIS.T 8 Long Itland Lighting Co. ELLIS.T S Hunton b MilUam* 
83/01/07 Atomic Safety and Licenelng Board Panel 8pp 
16774 207 2 4X Fiche 50-322.83/01/07,8301120286. 


8301120307 Retponse In opposition to applicant 830105 motion to etrlke 
FJ Samaniego testimony re methodology ueed In Torrey Plnet 
Technology Const Verification Program. Teetimony on 
etatletiee within area of expertise. M/Certlficata of Bvc 
LANPHER, LC. Suffolk County, NY. LANPHER, L C Kirkpatrick, 
Lockhart, Hill, Christopher b Phillips 83/01/07 Atomic Bafety 
and Licensing Board Panel 32pp 16779 096 24X 

Flehe- 90-322, 83/01/07,8301120307 


8301120313 Forwards revised Procedure 6P 89.023 03, "Containment 
Control Emergency Procedure,'' In re*pon«e to ASLB request 
for procedures re maint effective on date of ICC Resolution 
Agreement on Inadequate Core Cooling Related correipendetice. 

IRUIN.O.P Hunton b Milliams IRMIN.D.P Long Island Lighting Co 
83/01/07. BRENNER, L , MORRIS.P A , CARPENTER, J, H. Atomic Safety and 
Lleeniing Board Panel 8pp 16774:278. 24X Fiche; 90-322, 83/01/07, 

8301120313 
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— 8301I303JA Hiv 3 to Procidure SP Z9 023 03i '’Containment ContTol 
Energencv Procedure " Certificate of Sve end 
• Loud lilanii Lighting C« S3JCI/07 24pp 16774 280 24X 

Flcha 90-322.83/01/07.6301120313. 


B30118034S Notice of special appearance in proceed i ng. Certi f 1 cate of 
3vc end 

FIOSSiO R OA Technologies. Inc /General Atomic Co 23/01/13 3pp 
16826 064 24X FI che. SO-322. 63/01/13. 830] 1 8024S 


6301180207 Anshier opposing util 630106 motion to admit portions of 
RvlOuilnitr dcpofitian into evidence Federal Rule 32(a)(3>(Bl 
provides ns basis for granting motion notion grossly out of 
time & no jus ti f ication shown Certificate of Svc and, 

LANPHER.L C Suffolt County. NY UANPIER. L C Kirkpatrick. 
Ldckhart. Hill. Cbristopber t. Phillips 63/01/14. Atomic Safety 
and Llcanting Hoard Panel. 29pp 16829 243 24X 

Fiche 50-322.83/01/14,8301180207 


8301180166 Forwards final rule on environ qualification of electrical 
equipment important to safety for nuclear power plants 
RAIfSON.R. J. Hearing Branch 4 63/01/17 BRENN6R.I. , MDRRiS.P A-. 

CARPEHTERjO L Atomic Safety and Licensing Board Panel 66pp 
16831 247 24X Ftche 50-322. 63/01/ 17. 6301 1 60189 


8301200359 Forwards three bound vols of util proposed partial initial 
dfciilen on nine sets of contentions litigated before 920914 
which remain unresolved Comments on decision end W/e bound 

vols 

REVELEY, If T Hunton «< Hill lams REYELEV, U T Long Island Lighting 
Co, B3/01/I7 BRENNER. L.. CARPENTER. J M , MORRIS, PA Atomic 
Safety and Licensing Board Panel 4pp 16663 022 24X 

Fiche; 50-322. 63/01/17. 83012<X>395. 


8301210257 Forwards resfonse to Judge Morris B212S2 question re 
deviation of stress rule indei error bands in resolution 
agresment on metis cracking iSuffeJk County Contention 24) 

Certificate of Svc end 

IRHIff, 0 P. Hunton L Hill lams IRHIN. 0 P Long Is J and Lighting Co 
63/01/17 BRENNER. L . MORRIS. P A . CARPENTER. J H Atomic Safety and 
Licensing Coerd Panel 6pp 16873 323 24X FI che- 50-322. 83/01/17, 

8301210257. 


6301260345 Motion for partial summary disposition of Suffolk County 
Contention 6/Shorcham Opponents Coalition Contention i9<b). 

No genuine issue of matl fact exists H/Cert 1 f leate of Eve 
Related correspondence 

IRMIN.D.P Long Island Lighting Co IRMIN.O P Hunton & Hilllams 
83/01/20 Atomic Sefety and Licensing Board Panel iOpp 
16908:273 24X FiChe 90-322,83/01/20.8301260345, 


630129009S Answer supporting applicant 630120 motion for summary 
disposition of Suffolk County Contention Bid) & Shoreham 
QppO'nents Coalition Contention 19(h)(4). No genuine issue 
of matl fact exists Certificate of Svc end 

REPKAi 0 A Hearing Branch 3 83/01/21 Atomic 8afety and 

Licensing Board Panel 6pp 16695.264 24X Fiche 90-322,93/01/21. 

8301390095. 


301250417 Statement of Suffolk County re sensitization of reactor 
internals matt issue - Halapats concerns Proposed 
contantion provided 

LANPHER.L C Suffolk County. NY. LANPkCR. L. C Kirkpatrick. 
Lockhart. Hill. Chris topher 6 Phi 1 1 Ips 63/01/21. 7pp. 16899 241 
24X Fiche 50-322.63/01/21,8301250417 


—8301290420 Reset utlan of Suffolk County Contention 24/BhorBham 
Opponents Coalition Contentions 19<e) S. id) re cracking of 
matls & mat! selection Certificate of Bve end 
REPKA. D A Hearing Branch 3. LATHAM. 8 JS Shoraham Opponants 
Coalition. LANPHEff.L C. Suffolk County. NY. 82/11/30 1 9pp. 

16899-292 24X Flcha* 50-382. 83/01/21, 830 12904 1 7 


B301270396 Answer opposing util 830120 motion for partial summery 
disposition of Suffolk County Contention 6/Shoraham 
Opponents Coalition Contantion 19<h) re snviroti 
yuali f ication. If/Cert 1 f leate of Svc Related correspondence, 
.ETeCHE.KJ Suffolk County. NY LETSCHE, K J, KlrkpatrCek, 
-oekhart. Hill, Christopher & Phillips. 83/01/24 Atomic Safely 
ind Licensing Board Panel. 7pp. 1693S. 192 24X 

'lcha:90-322, 83/01/24.63012703 96 


01270314 Advises that NRC witness JH Conran. who testified on Suffolk 
County/Shoreham Opponents Coalition Contentions 78 << 19(b>, 
withes to modify testimony Witness no longer supports 
portions of testimony. Rep t to be served shortly, 

RAWSBM.R.J Hearing Branch 4. 83/01/29 BRENNER. L . MORRIS, P. A . 

CARPENTER. J, L Atomic Safety and Licensing Board Panel 8pp. 

16933; 126. 24X Fiche 50-322,83/01/25,9301870314. 


8301310212 Motion for further spec of issues on Suffolk County 
Contention 23 re containment isolation County should be 
required to state willingness to settle issue Certificate 
of Svc end. 

IRgiN, 0 P Long Island Lighting Co tRHINi D P Hunton 6 Hi Ilians 
83/01/86 Atomic Safety and Licensing Board Panel 7pp 
16969 333 24X Fiche 90-382,83/01/26.0301310212 


J Insurance tc indemnity information 


8301130093 Forwards Endorsement S to NELIA Policy NF-269 

HOFFMAN I J Karsh (. McLennan. Inc , H (. M Nuclear Consul tants, Inc 
DIv. 03/01/05 DDdlTr. r Assistant Director for State h Licensee 
Relations 2pp, 16795 353 24X Flc he 50-322, 83/01/05, 8301 130093 


8301190132 Forwards Secondary Financial Protection Certificates W-a3 & 
M-S2 

HOFFMAN. J Marsh (i McLennan. Inc > K L M Nuclear Consul tants. Inc 
Oiv 83/01/11. DINITZ. I Assistant Director for State t< Licensee 
Relations 13pp 16846 340 24X Fiche 50-382.83/01/11,8301190132 


P Operating license stage documents 6 correspondence 


6212060356 Otneric Ltr 68-30 to all 1 Icensees . app I icants for OL << 
holders of CPs re filings concerning lOCFRSO production t< 
utiliiatlon facilities Current listing of branch assignments 
for nuclear reactor projects U svc list end 

EISENHUT. DO Division of Licensing 82/12/28 Consolidated 
Edison Co of Neu York, Inc llpp 16068 001 24X 

Fiche; 50-000, 82/12/28, 8212060356 


0 Inspection reports. IE Bulletins L correspondence 


8301100050 fiaspondt to FOIA request for 12 categories of documents re 
facilities Repts re MARCH code may be purchased from NTtS 
Forwardf documents lifted in App A Search for Items 3. 6. 7. 9. 

11 tt 12 identified In request continuing 

FELTON, J.M Division of Rules and Records 82/12/07 HIATT, S L 

Ohio Citizens for Responsible Energy 5pp 16754 003 24X 

Fiche 50-000.82/12/07,6301100050 


— 6301100187 Advisee that IE Bulletin 76-03. '‘Potential Explosive Oas 
Mirture Acc umulations Associated H/8HR Offgas Sys 
Operations. “ ha* bean sant to listed OL holders for action 1< 
to listed Cp holders for info Sample itrs end 
ORIER.O, H Region 1, Ph iladelphia. Office of the Director 
78/02/10 Division of Reactor Operations Inspections App 
16754 181 24X Fichf 50-000, 62/12/07, 830 1100030 


—8301100279 Forwards IE Bulletin 76-03. "Potential Explosive Oas Kiitvra 
Accumulations Aesoclatad W/BUR Offgas Sys Oparations “ 

No written response required H/o end 

ORIER.B H Region t< Phi lade Iphla. Office of the Director 
78/02/10 HDFFORD.A W Long Island Lighting Co ip 16795 040 
84X Fiche. 90-000. 82/12/07, 6301100050 


8301110157 Forwardf IE Preoperatl onal Security Insp Rept 50-322/62-31 
on 821029-29. No noneotnpl lance noted 

MARTIN. T T Division of Engineering & Technical Program* 82/12/20 
POLLOCK.M 8 Long Island Lighting Co 2pp 16743 290 24X 

Fiche 50-382,82/12/20,8301110157 


— 8301110165 IE Preop eraiional Security Insp Rapt 50-322/82-31 on 621025- 
29 No noneomp llancc noted Major areas inspected physical 
security plan, testing it maint. 1 ighting. at cat* control 
(personnel), alarm stations (t communications. 

SMITH, 0 C . BAILEY. R.J . I»DY. A T Division of Engineering it 
Technical Programs. 82/12/13 3pp 16743:292. 24X 

Fiche; 50-322, 82/ 1 2/20, 6301110157 


6208190269 IE Info Notice 62-51. "Overe xpotur es in PWR Cavitiee. “ 6vc 
list and. 

DEYOHNO. R, C. Director's Office. Office of Inspection and 
Enforcament 82/12/21 Consolidated Edison Co of New York. Inc. 

Itlpp 16689.239. 24X Fiche. 90-000, 82/12/21, 8208190269 


6212060351 IE Inf a Notice 62-92. "Equipment Environ Oual i f icatl on 
Testing Eiperiencs - Updating of Test Summaries Previously 
Pubtished in IE Info Notice 81-29 " Svc list end 
JORDAN. E. L. Division of Engineering it Quality Assurance (Prs 
830103 ) 82/12/21 Consolidated Edison Co. of New York. Inc 

119pp. 16691'088 24X Fiche: 50-000, 82/12/21, 0212060351 


6212060350 IE Info Notice 82-53, "Main Transformer Failures at North 
Anna Nucltar Power Station." Svc list end 

JORDAN. E L. Division of Engineering it Quality Assurance (Pre 
830103). 82/12/22 Consolidated Edison Co of New York. Inc. 

114pp. 16798 017, 24X Fiche 90-000,82/12/22,6212060350 
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e30104070<1 raruard4 IE Insp Rept S0-3SS/e2-30 on 821014-1129 (c notice 
of violation 

8 TAROS TEC K I « R Divlaion of Project tt Resident Programs 82/12/23 

POLLQCK>H 8 Lang Island Lighting Co 3pp 16647 341 24X 

FIche 90-322. 82/12/23.8301040704 


"8301040711 Nottco of violation from Insp on 021014-1129 

» Division of Project b Resident Programs 82/12/23 Ip 
16647 343 24X Fiche 50-322.82/12/23.8301040704 


—8301040720 IE Insp Rept 90-322/82-30 on 821014-1129 Noncompliance 
noted failure to properly implement instructions for sys 
effecting safety 

HIOOIHS. J C , HANNES. P H . OALLO. R M Division of Project & 
Resident Programs 82/12/21 12pp 16647 344 24X 

Fiche 90-322, 82/12/23, 8301040704 


0208190279 IE Info Notice 82-54. "Uesttnghous e NOFD Relay Failures In 
Reactor Protection Sys " Svc list enc 1 

JORDAN. E L Division of Engineering b Quality Assurance <Pre 
830103) 82/12/27 Consolidated Edison Co of New York. Inc 

lIOpp 16962* 139. 24X Fiche 50-000. 82/12/27. 8208190279 


8209190273 IE Info Notice 82-53. "Seismic Qualification of Nestlnghouse 
AR Relay W/Latch Attachments Used in Uestinghouse Solid 
State Protection Sys " Svc list end 

JORDAN.C L Division of Engineering b Quality Assurance <Pre 
330103) 02/12/28 Consolidated Edison Co of New York. Inc 

109pp 16868 014 24X Fiche 50-000,82/12/28.8208190273 


S2120603S4 IE Info Notice 82-56. "Robertshau Thermostatic Flow Control 
Valves." Svc list end 

JORDAN. E L Division of Engineering b Quality Assurance <Pre 
030103 ) 82/12/30 Consolidated Edison Co of Now York. Inc 

nipp 167S8 137 24X Fiche 30-000. B2/I2/30. 8212060354 


8301140079 Forwards Div of Engineering 621226 resolution of 
J Helapati BO0407 differing prof opinion re sensl tl latl on of 
BNR etainleei steel weldments Effective inservice insp of 
reactor internals appropriate for BMRs under review 

REPKA.D A Hearing Branch 3 82/12/30 BRENNER, L , CARPENTER, J L , 

MORRIS. P A Atomic Safety and Licensing Board Panel 9pp 
16805 323 24X Fiche 50-322,82/12/30,8301140079 


8301060241 Forwards IE Insp Rept 90-322/82-34 on 821129-1203.06-10 b 
13-lS.No none amp 1 lance noted 

MARTIN, T T Division of Engineering b Technical Programs 83/01/03 
POLLOCK. M 8 Long Island Lighting Co 3pp 16679 219 24X 

Fiche 50-322.83/01/03,8301060241 


—8301060247 IE Intp Rept 50-322/82-34 on 821129-1203,06-10 b 13-15 
No noneemp 1 lance noted Major areas inspected readiness for 
Impltmentat Ion of QA program for operations in design 
changes/mod s 4c eng Ineer Ing. ma in t b inservice testing 
CAPHTON, D L , NAPUDA, 0 , BLUMBERO, N J Division of Engineering b 
Technical Programs 82/12/30 80pp 16679.222 24X 

Flchi 30-322.83/01/03.8301060241 


B30126D398 Forwards IE Imp Rept 50-322/82-34 on 821129-1203.1206-10 b 
13-15 Ho none omp 1 lance noted 

MARTIN. T T Division of Engineering b Technical Programs 83/01/03 
POLLOCK. H. 8 Long Island Lighting Go 3pp 16910 104 24X 

Fiche* 50-322. 83/01/03, 8301260398 


—8301260400 IE Insp Rept 50-322/82-34 on 821129-1203,1206-10 b 13-15 
No noncomp 1 lance noted Major areas Inspected QA Program for 
operations In areas of design changes/mods b engineering, 
aialnt. plant surveillance test ing. ca 1 Ibr control b testing 
CAPHTDMrD L . NAPUDA. 0 . BLUMBERO, N J Division of Engineering b 
Technical Programs. 82/12/30 81pp 16910 107 24X 

Flchs 50-322. 03/01/03, 8301260390 


B301060313 Ack receipt of 821119 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-322/82-19 
MARTIN, T T Division of Engineering b Technical Programs 83/01/04. 

POLLOCK. M 8 Long Island Lighting Co 2pp. 16678 240 24X 

Fiche: 50-322. 83/01/04, 8301060313 


— B301060320 Responds to NRC 021015 Itr re violations noted in IE Insp 
Rapt 90-322/82-19 Corrective actions all radiographs 
reviewed b radiographs containing indications either 
rtshftt or overlays prepared 

POLLQCK.M 8. Long Island Lighting Co 82/11/19 MARTIN. T T 
Division of Engineering b Technical Programs 4pp 16678.242, 

24X Fiche 90-322,83/01/04,8301060313 


8301290301 Forwards IE Insp Rept 30-322/82-32 on 821101-09 b 1206-10 No 
nontomp 1 lance noted 

MARTIN. T T. Division of Engineering b Technical Programs 63/01/18 
POLLOCKrM. S Long Island Lighting Co 2pp. 16896-309 24 X 

Fiche* 90-322. 83/01/18.8301290301 


■8301250306 1£ Insp Rept 50-322/82-32 on 021101-09 b 1206-10 No 
noncompl lan ee noted Major areas inspected procedura review, 
test witnessing b results evaluation of local leak rate test 
b integrated leak rate test b tours of facility 

PULLANliS U , BETTENHAUSENi L Division of Engineering b Technical 
Programs 83/01/14 iOpp 16896 311 24X Fiche 50-322. S3/01/1B, 

8301250301 


03O12SOS42 Requests verification of plans to conduct general cleanup 
of plant reactor bldg, control bldg b screenuiell within 7 
days Rept detailing status of p Ians, resul ts to date b addl 
mgt oversight expected by 630225 

STAROSTECKlfll Division of Project b Resident Programs 83/01/19 
POLLOCK, M 8 Long Island Lighting Co 2pp 16905 396 24X 

Fiche 50-322, 03/01/19.0301290942 


8301280021 Notification of 83012S meeting u/util in King of PrussiaiPA 
to discuss results of IE Insp Rept 90-322/83-02 
NIOOINS.J Region 1. Office of Director 63/01/19 Region i. 
Office of Director 2pp 16962 360 24X Fiche 50-322,83/01/19, 

8301280021 


8301280521 Rev 1 to notification of Significant Licensee Meeting 83-05 
on 830125 u/util in King of Prussia, PA to discuss results of 
IE insp Rept 90-322/83-02 

UIOOINB, J Region 1. Office of Director. 83/01/21 Region 1. 
Office of Director ip 16970 274 24X Fiche 30-322.83/01/21. 

8301280321 


T Hearing transcripts on non-ant I true t matters 


8301120099 Transcript of 830110 hearing in HeuppaugeiNY Pp t7, 834- 
17,710 Supporting documentation end 

* Atomic Safety and Licensing Board Panel 83/01/10 212pp 

16760 001 a4X Fiche 50-322,03/01/10,8301120099 


8301130071 Testimony of UE Ounther, JM Kelly, AR Muller b N Steiger re 
portions of Suffolk County Contention 13 on IE Insp Rept 
50-322/02-34 Certificate of Bve end Related correspondence 
OUNTHER, N E , KELLY, J M . MXLER. A R Long Island Lighting Co 
83/01/10 26pp 16793 210 24X Fiche 90-322,83/01/10,8301130071 


8301140064 Forwards testimony of E Oreenman, 0 Caphton.O Napuda b N 
Blumberg re QA (Suffolk County Contention 13) 

BORBENICK, B M Hearing Branch 4 63/01/10 BRENNER, L . 

CARPENTER, J L , MORRIS, P A Atomic Safety and Licensing Board Panel 
2pp 16009 320 24X Fiche 90-322.83/01/10,0301140064 


— 8301140069 Supplemental testimony of E Oreenman, D Caphton, 0 Napuda b 
N Blumberg re QA (Suffolk County Contention 13) QA Program 
implementation insp on 021129-1203 discuesed Prof 
qual if ica 1 1 ont end 

OREENMAN, E Division of Project b Resident Programs CAPHTON. D , 
NAPUDA. 0 Division of Engineering b Technical Programs 03/Oi/lO 
IBpp 16805*330 24X Fiche 50-322,83/01/10.8301140064 


S301130013 Transcript of 830H1 hearing in Hauppauga.NV Pp 17.711- 
17,013 

« Atomic Safety and Licensing Board Panel. 83/01/11. lOSpp 
16792 276 24X Fiche 50-322,83/01/11.0301130013 


8301140070 Transcript of 830112 hearing in Hiuppauge.NV Pp 17. BU- 
IS. 032 

* Atomic Safety and Licensing Board Panel 83/01/12 226pp 

16803 191 24X Fiche 50-322,83/01/12,8301140070 


0301170064 Transcript of 830113 hearing in Hauppauge.NV Pp 18,033- 
IS. 129 

a Atomic Safety and Licensing Board Panel 83/01/13 99pp 
16812 100 24X Fiche 50-322,83/01/13.8301170064 


0301270026 Transcript of 830115 OL hearing in Hauppauge.NV Pp 18,964- 
19. 194. Supper ting documentation end 

• Atomic Safety and Licensing Board Panel 83/01/15 29ipp 
16931*097 S4X Fiche 50-322,83/01/19,8301270026 


8301240071 Supplimental testimony of LO Johnson re Torrey Pines 
Technology independent verification Rept took into account 
fact that more than one discrepancy or condition may be 
included in discrepancy rept N/Certlf Icate of Svc 

JOHNSON, L D Long Island Lighting Co 83/01/17 82pp 16891:032 
24X Flehe 90-322,83/01/17,0301240071 


8301210079 Transcript of 830110 hearing In Hauppauge.NV Pp 18.301- 
18.494 Supporting documentation end. 

a Atomic Safety and Licensing Board Panel 83/01/18. 217pp 

16077 231 84X FUhe. 50-322, 83/01/18, 8301210079 
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e30l2400i4 Tutimanv of OC Minor ff Suffolk County Conkontion 9 & 
Shorohoin Oooontnkt Coalition Conttntion I9ihi rc tnviron 
guilty leaklon Qaciiion on incluilen of aqulfinent in Environ 
dual t f Icatlen Presram not doeumantai W/Cartlfic^ta of Sve 
minor, « C Suffolk County* MV 83/01/10 SfP 160 VO B89 34X 

Fleh* 30-332.93/01/10.0301240064 


3301240037 Tranierlpt of 830119 ftaarinj in Hauppauya.NV Pp 18. 49S' 

18. 

a Ataiaic Safaty and (.Ictnafny Board Panal 83/01/19 S16pp 
16908 213 21X FicAt SO-322. 63/01/19. 8301 240DS7 


0301240079 Forward! rtviiad util ttttiraony on tnviron fval ification 
IRUIH.O P Hunton b Htllianf IRUIN.O P Lony Itland Lightinp Co 
83/01/19 BRENNER. U . MORRIS.P A . CARPENTER, J H Atomic Safety and 
Lieanflng Board Pant! ip 16690 246 247 Ficha 50-322,03/01/19, 

8301340079 


— 0301340086 Ravitfd tastlmony of RH Kasctat, JF Etrueilar.JO Oleaton, 
RJ NajucA.UR SAoiAo 6 NR Uooduard on Suffolk County 
Contention S/’BAorehaat Opponent* Coalition Contention I9lh) 
on environ qualification* Certificate of Svc enc| 

KASCSAK.R n . ETZUetl.ER, J F , OLEASON.O F Long Itland Lighting 
Co 63/01/19 42pp 16890 247 24X Fieha 80-322,83/01/19. 

8301240079 


S30I240003 Trantcript of 830120 hearing in Hauppauga, NV 
Pp to, 677-18, 796 

• Atonic Safaty and Lleantlng Board Panel 83/01/20 t23pp 
16839 06B 34X Flth* 80-322.63/01/20.6331240003 


8301260175 Trantcript of 930124 hearing in Hauppaugc, NY Pp 18,797- 
18,963 Supporting docuncntatien and 

* Atomic Safaty and Lie anting Board Panel 93/01/24 t70pp 
1691 1 934 24X FiChe 50-322,93/01/24,8301260175 


1 


3301040553 Forward e tummary of 921202 no eking u/KRCi CNL. HH6 6 RL Cloud 
Attociatet ra BNL analytl* of eonkalnnienk annulu* itruetura 
COOPER, W B Teladynt Engineering Barvieet 83/12/20 
fifHiERLtMO.M e Office of Nuclear Reactor Ragulatioo. Olraetor 
ililn 916 a4X Flehe 50-275,02/12/20.8301040393 


8301130192 Advltei that 020610 Phaee II program plan b Phate I 
II redirection b completion roquiremente par 821203 Itr b 
SECY-82-4t4 approved Two step liccntlng approach will be 
ditcutted at meeting In San Franeitco during uk of B30110 
EISENMUT, 0 0 OlVltion of Liceneing 62/12/2S CRANE, P A 


b Phaea 


Oaf b Elietrlc Co 4pp 16909 116 24X Flcho 30-279, 02/12/S9, 


Pacific 


onAI Ifirviao 


0301040965 Not I fie* of 030111 meeting In San Franclaco.CA b B30104-OS 
meeting In Botton.MA to diecutt varioot atpecte of Phaee II 
independent detlgn variflcatlon program 

» Tcledyne Engineering Service* 83/01/04 NRC - No Dataileo 
Affiliation Olven 2pP 16645 389 24X Flehe 30-879. 83/01 /04« 




8301070099 Advieee that repair activities to weit breakwater defarrad 
until Apr 1903 Ettimated completion date 1* ./ut 1903 
Consultant recoMmtndationt to protect brrakwatar during 
winter itorm teaton implemented- 

CRANE, P A Pacific Oat b EUetrlc Co 83/Ol/OS. KNIOHTON.O U 
Ulc anting Branch 3. 2pp 16607 852 S4X Flch# 90-273. 03/01 /05> 
0301070099 


8301210107 Board Notification 83-003 forwards info re seismic 
Aval if ication allegations at plant Allagationi hav* 
potential hearing on Independent Oeeign Verification 
Program 

EISEHHOT.n 0 Division of Licensing 83/01/07 PALLADINO. N t 
OILINSKY. V > AHEARNEiJ Commits loners 3pp 16093 000 24X 

Flehe 50-279,83/01/07.8301210107. 


0301290076 Tranieript of 630126 hearing in Hauppauga, NY Pp 19,199 - 
I9.AIS 

e Atomic Safety and Llceniing Board Panel 83/01/26 359pp 

16999 1 76 2 4X Flehe 50-322,83/01/26,6301260076 


0301310097 Transcript of 630127 OL hearing in Hauppauge.NV Pp 
19.416-19.541 

• Atomic Safaty and Llcansing Board Penal 83/01/27 l2Spp 
14965 160 24X Flcha 50-322,63/01/27.0301310057 


V Oparator Etaninationt 


8301240197 Forwards BNL 681222 response to 021203 Raquaat For AddI Inia 
RFI 5911-0151 Retpons# requires code mods Info will be 
provided when available 

KNIOHToN, 0 U Llcansing Branch 3 83/01/07 COOPER, U. Tyladyna 

Engineering Services Spp 16893' 329 24X Ftche 8O-S75,83/0l/Q7« 

S301240197, 


— 6301240802 Lists raspontea to Teledyne Engineering Svea Requeata Far 
Addl Info RFI 5511-0191 b 0192 ra work reported in 
NUREQ/CR'2834 

REICH, M Brookhaven National Laboratory 82/12/22 KUO, P T. 
Structural Engineering Branch. 2pp 16893.331 24X 

Flehe 50-27 9.93/01 /07. 0301 240197 


6212220443 Otnerlc Ltr 02-38 to all power reactor 1 icentect. app ticanta 
for OL, nSS b reactor vendors b AEs re meeting to discutt 
recint developmtntt for licensing eiant Advitet that meeting 
will be held on 830211 re operator I i coming Sve list end. 
EISENHUT.O 6 Olvition of Llceniing 93/12/22 Cornel Ida ted 
Ed i ion Co of Niu Yflrl, Ine I Spp 16681 072 84X 

Flehe 50-000,82/12/22,0212220443 


8301120070 Oeneru Ltr 83-01 to power reactor licensees b applicants 
for OL ro operator llceniing ezan lite vltl t, Requests 
schedule re eiam riqueits eifected for iuhmittal prior to 
651231 for lilted categoriei Sve list end 

ElBOJHur,D 0 Division 0 # Licontlng 63/01/11 Censelidatod 
Edison Co of New York, Inc tlpp 16893 243 84X 

Fiche 50-000,03/01/11,6301120078 


^KET 90-323 DIABLO CANYON NUCLEAR POMER PLANT, UNIT 2 
A Appllcatlon/constructien tta|t documents b correspondence 


requift for ten categories of documents. 

STECKELiA Union of Concerned Scientists 62/11/10 FELTON, J M 
Division of Rule* and Racerdt 2pp 16671 304 S4X 
Fiche 50-000,62/11/10,9301200140 


9301 1202B0 Forward* "Inveetigatlon of Nava-Btructura Intaractloni for 
Cooling Matar. ," “Fraquency of Vessel Impact U/Olabto 
Canyon Intake Structure" b "Criteria for Bel action of 
Critical Wave Olractlon," to tuppl 820701 submittal. 

CRANE, P A Pacific Oat b Elactrlc Co 03/01/10. KNIOHTON, 0. H- 
Llcanaing Branch 3. 2pp 16775 086 24X Flcha 90-279,03/01/10, 

8301120280 


—6301120267 “Criteria For Salaction of Critical Hava Direction." 
LILLEVANOfO U Aeiarlcan Society of Civil Engineer* 82/11/02. 
3pp 16775 090 24X Fiche 90-279, 83/01/10, 6301 120280. 


—0301120293 "Investigation of Have-Btructure Intaractlon* for Cooling 
Hater Intake Structure of Diahlo Canyon Nuclear Power 
Plant " 

RAIChlEN.F Affiliation Unknown 82/12/31 129pp. 16779:093 

24X Fiche- 90-279, 03/01/10,8301120280. 


—6301120301 "Frequency of Vessel Impact u/Diablo Canyon Iniaka 
Structure " 

KIRCHER.C A , MON70N-DESPANO. MORRIS, R J Jack R Benjamin b 
Aiioelatae, Ine. 196-OIO-HF-Ol 02/12/10 lOBop. 16779'ZIB. »4X 

Fiche 80-27 9, 03/0 1 / 10, B30 U 20290. 


**'* la* of document* 

S nd*;«ald •v.ilehl. in P0« 

“•us; 

Flehe 50-279.82/12/13,6301200193 

CPPR-39 b CPPR-69,e«tend 

cSanI ^ * 770731, respectively 

CRAW, P. A Pacific Cat b Electric Co 75/09/19 PARH.O D 

2« only) ]p 14871 307 

24X FI Che- 50- 000,62/12/13,6301200153 


-8301200179 Application to amend CPPR-39 b CPPR -69 

1M71 ^^'sav *“ Co 79/09/19. 2pp 

»6a/l aos 2dX Flehe 50-000,63/12/13,6301200193 


F Becurlty, medical, omergincy b fire protection plan* 






63iO3l’-l204 No noficoRip 1 ionct nfltod. 

BISHOP, T H Division of Rasident, Reactor Project b Engineering 
Programs 62/12/13. OHANB.P A. Pacific Oae fc Electric Co. 4pp 
16618 029 24X Fiche: 30-279, 02/12/13, 0301030216 


-0301030217 IE Insp Repts 90-279/02-37 b 30-323/82-16 on 821031-1304 N. 
noncompllancc noted Major areas inspected. plant oparationa, 
surveillance testing, physical security, maint, procurement, 

TfVi #w eofonittftf 4Ctlvititt & tminino. 

CARL80N, J. D Division of Resident, Roactor Project b Engineering 
830*030216 ^*'^**^*° 24X Fiche: 90-279,82/12/13. 



DOCKETED ITEMS 
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B21306034? Generic Ltr B2-33 to a 1 1 licensees of operating reactorsi 
applicants for OL holders of CPs re 9uppt 1 to NUREO-0737, 
"•fteqtiirements for Emorgencg Response Capabilltg " 

NUHEO-0737. Suppl 1 i svc list end 

eiSENHUT.D O Division of Licensing 82/12/17 Consolidated 
Edison Co of Neui Vork< Inc 77pp 16681 208 24X 

FlchO 90-000-82/12/17.8212060349 


B212220449 Generic Ltr 02-39 to all reactor licensees. CP holders t 
applicants for CPs re problems u/submittals of 10CFR73 21 
safeguards info for licensing revieui Procedures re 
transmittal of info outlined Svc list enc 1 

EISENKUT. D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York. Inc 13pp 16690 021 24X 

Fiche 50-000.02/12/22.0212220449 


B30i07048S Releases public version of revised emergency plan 
Implementing procedures 

FELTON. J H Division of Rules and Records 03/01/03 Document 
Hanagsment Branch Ip 16707 174 24X Fiche 50-275.83/01/03. 

0301070405 


— 9301070494 Forwards public version of revised emergency plan 
Implementing procedures. inc lud Ing Procedures EP M-7 re oil 
spill Isolation b cleanup te EP EF-4 re activation of 
mobile environ monitoring lab 

CRANErP A Pacific Oas !< Electric Co 82/12/16 ENOELKEN.fl H 
Region S. Office of Director 2pp 16707 179 24X 

Fiche 30-279.03/01/03.8301070409 


8301100213 Advises that time for Commission to review Director's 
Decision DD-B2-10 espired Commission declined review 
Decision beesme final agency action on 021229 

CHILK, 8 J Office of the Secretary of the Commission 03/01/07 
Center for Law in the Public Interest Ip 16703 024 24X 

Fiche 50-275.83/01/07.0301100213 


0301130076 Memorandum certifying Oovernor Broun 020802 motion to 
reopen full power proceeding to take evidence on QA. 
complying u/ASLAD order 

MOLF. 0 F Atomic Safety and Licensing Board Panel 03/01/10 72pp 
16794 001 24X FUhe 50-275,83/01/10.0301 130076 


8301210264 Order requssllng former Oovernor Broun inform ASLAB why 
Broun should not be dismissed as party Party status 
dependent on status as representative of Intereeted state No 
state official requested substitution 

SHOEMAl^ER.C J Atomic Safety and Licensing Appeal Panel 83/01/18 
California, State of 3pp 16072 237 24X Fiche 50-275.03/01/10, 

8301210264 


0301210261 Petition for review of Commission 021223 Order CLI-a2-39. 
denying petitioner request for hearing on util application 
for amend to OL to renew suspended OL Due process violated 
Certificate of Svc end Related c oi respondcnce 
REYNOLDS. J R Joint Intervenors-Diab lo Canyon REYNOLDS. J R 

Center for Law In the Public Interest 63/01/20 U 8 Court of 
Appeals for District of Columbia Circuit 12pp 16072 201 24X 

Fiche 50-275,03/01/20,0301210261 


— 0301070499 Public version revised emergency plan implementing 
procaduresf Inc iud ing Procedures EP M~7 re oil spill 
isolation & cleanup tt EP EF-4 re activation of mobile 
environ monitoring lab 

* Pacific Oas & Electric Co 02/12/17 15pp 16707 177 24X 

Fiche 50-275.03/01/03,0301070485 


8301310201 Forwards IE Insp Repts 50-275/82-40 t< 50-323/02-10 on 
021206-16 ti notice of violation 

BIEKOP. T M Division of Resident. Reactor Project tn Engineering 
Programs 83/01/12 CRANE, P A Pacific Oas b Electric Co 2pp 
16969 0B5 24X Fiche 90-875,83/01/12,8301310281 


— 0301310292 IE Insp Repts 90-275/82-40 & 50-323/02-18 on 821206-16 
Noncompllance noted failure to test emergency dc lighting 
& communications sys It failure to comply w/commi tments re 
fire extinguisher servicing 

ECONN-K Division of Resident. Reactor Project li Engineering 
Programs 03/01/10 lipp 16969 008 24X Fiche 50-279,03/01/12. 

0301310201 


B301240119 Notice of withdrawal of appearance in proceeding Certificate 
of Svc end 

HASSELL, D F Hearing Branch 1 03/01/21 3pp 16091 359 24X 

Fiche 50-275,03/01/21,0301240119 


03O125O4D9 Requests that League of Ubmen Voters of San Obispo. CA 830115 
1 tr be placed In PDR 

BHOEKAKERi C J Atomic Safety and Licensing Appeal Panel 03/01/21 
STUCKY, 9 U Docketing (■ Services Branch Ip 16906 043 24X 

riche 90-275,03/01/21,0301290409 


— 0301290412 Urges reopening of hearings to consider critical QA 
questions 

LEON. J League of Uomen Voters of San Luis Obispo, CA 63/01/19 
Atomic Safety and Licensing Appeal Panel Ip 16906 044 24X 

Fiche 50-275,03/01/21,8301250409 


0301260000 Forwards site map showing eidusion area boundary on land 
OOLDBERQ, J R Hearing Branch 2 03/01/24 LIEQSTER.J California, 

Gtate of 2pp 16912 360 24 X Fiche 50-275-03/01/24-8301260000 


O Adjudicatory correspondence 


B30107026B Ack receipt of H Denton 020721 ltr responding to 020119 (< 
0213 Itrs Questions of whether NRC has calculated potential 
rtmoval of gaseous radioactive isotopes due to rain or fog tt 
release of radioactive matl to ocean remain unanswered 
EVAN8.K California, State of 82/12/24 PALLADINQ-N J 
Commissioners 2pp 16685 153 24X Fiche 80-275, 82/12/24i 

0301070260 


0301260290 Notice of appearance in 
CHANDLER, L J Hearing Branch 3 
Fiche 50-275, 03/01/29,0301260290 


proceeding Certificate of 8vc end 
03/01/25 3pp 16912 254 24X 


8301260301 Notice of appearanco in 
OOLDBERO.J R Hearing Branch 2 
Fiche 30-275,03/01/25,0301260301 


proceeding Certificate of Bve end 
83/01/89 3pp, 16910 026 24X 


0301040002 Notice of appearance in proceeding Certificate of Svc end 
TURK. 6 £ Hearing Branch I 82/12/30 3pp 16632 395 24X 
Fiche 50-275,02/12/30.0301040002 


0301040007 Response opposing Governor Broun & Joint Intervenors briefs 
supporting exceptions to ASLB 020030 Initial Decision 
LBP~a2-70 Certificate of Svc end. 

HASB£LL<D F . TURK, S E Hearing Branch 1 02/12/30. Atomic 

Safety and Licensing Appeal Panel 71pp 16632 350 24X 

Fiche 90-275,62/12/30,0301040007 


B3D1 170184 Explains Commission 821223 Memorandum ti Order CLI-88-39 re 
ASLAB certified questions St Joint Intervenors request for 
hearing on leu power license extension 

CUNNINGHAM, 0 H Office of the Executive Legal Director, 82/12/30 
DENTON- H R. Office of Nuclear Reactor Regulation- Director 2pp 
16010 170 24X Fiche 50-275,82/12/30,0301170184. 


8301270373 Order rescheduling oral agrument for 030316 Subsequent order 
will be Issued re order of argument, motions to reopen ft 
time all otmen t 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel S3/01/26 
2pp 16929 338 34X Fiche 50-275,03/01/26,0301270373 


P Operating license stage documanii (, correspondence 


B2120603S6 Generic Ltr 02-30 to all I icensens, appl icants for OL t< 
holders of CPs re filings concerning 10CFR90 production & 
utilization facilities Current listing of branch assignments 
for nuclear reactor projects (< svc list enc 1 

EI8ENHUT,D0 Division of Licensing 82/12/20 Consolidated 
Edison Co of New York, Inc llpp 16068 001 24X 

Fiche 30-000. 02/12/28,8212060356 


Q Inspection reports- IE Bulletins ti correspondence 


B30107O343 Order directing certification of Governor Brown 02O3OB 
notion to reopen record Motion will be decided jointly 
w/Joint Intervenors motion to reopen, Motion to be decided 
on papers filed u/ASLB 

BHOEMAKERi C J Atomic Safety and Licensing Appeal Panel 03/01/05 
Atomic Safety and Licensing Board Panel 3pp, 16665 066 24X 

Fiche 50-879,03/01/05.8301070343 


B301070363 Order scheduling oral argument for 830303 In Bethesda-MD, 
on merits of Joint Intervenors 020608 tt Governor Brown 
820002 motions to reopen record. 

SHOEMAKER- C J Atomic Safety and Licensing Appeal Panel 03/01/05 
3pp. 16605' 097. 24X Fiche 50-275-03/01/09,0301070363 


0301030216 Forwards IE Insp Repts 50-275/02-37 «< 50-323/92-16 on 
821031-1204, No noncomp 1 1 anc e noted 

BISHOP) T U Division of Resident- Reactor Project li Engineering 
Programs 02/12/13 CRANE- P A Pacific Gas & Electric Co 4pp 
16610' 025 24X Fiche 50-279-02/18/13,0301030216. 


—8301030217 IE Insp Repts 50-275/02-37 L 50-323/02-16 on 321031-1204 No 
noncompllance noted Major areas Inspected ' plant operetions- 
survelllance tis ting- physlca 1 secur 1 ty- me Int- procurement- 
onsite review committee activities I- employee training 
CARLBON- J D. - MENDONCA. M M , KIRSCH- D F Division of Resident- 
Reactor Project & Engineering Programs 62/12/10 4pp 
16618 029. 24X Fiche, 50-279, 82/12/13, 8301030216 
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DOCKETED ITEMS 


B30Bi90269 l£ Info Mafcic* 02-51. ''Ovfrreipo»ur*» In PWR Cavitle* " Svc 
li«t »ncl 

DEVOl/MO. R C Dii'>ctor'« O^-^lce. Offie* of intpaction and 
Enforcament es/12/21 Ceniol Idatad Edlfon Co. of Mau /ork. Inc 
lllpp 16f.e? 239 24 X riche 50-000. 82/1 2/ 2i. 02081 902i>9. 


8212060051 IE Info Notice 02-52. ’'Equl pmeni Environ Qual 1 f ica 1 1 on 
r««tlii 4 Experience - Updating of Tc«t Sumoiariee Previou'ctu 
Publiehed in IE Info Notice SI-2? " Svc I let end 
UOROAN. E 1. Dlvieion of Engineering U Oualltg Aicurance (Pre 
830103) 82/12/21. Coniolideted Edison Co of Neu Yorli. Inc 

llSpp 16601 088 24X Flche 50-000.02/12/21.8212060391 


8212060350 IE Info Notice 82-53. "Main Transformer Peilurei at North 
Anna Nuclear Power Station '' Svc list end 

vfonOAN. E L Plvlslon of Engineering t. Ouallty Assurance (Pra 
8301031. 82/12/22 Consolidated Edison Co of New Vert. Inc 

114fP i67Sa'017. 24X riche 50-000. 82/12/22.8212060350. 


0208190273 J£ Info Notice 82-54. "We sting house NBrO Re lag Failures in 
Ssector Protection Sgs " Svc list encl 

UOROANi E L. Division of Engineering & Qualitg Assurance iPre 
830103) 82/12/27 Consol Ida ted Edison Co of New Vort. Inc 

llOpp 16962 139. 24X riche: 50-000. 82/12/27.8208190275 


8208190273 IE Info Notice 82-55. "Seismic Qualification of Westing)iause 
AS Relay W/Latch Attachments Used' in Mestlnghouse Solid 
Btate Protection 9ys " Svc list encl. 

JORDAN. E L Division of Engineering 4r Quality Assurance <Pre 
B301031 82/12/28. Consolidated Edison Co of Neu York. Inc 

109pp 16868.014 24X Pic lie 50-000.82/12/28.8208190273 


8312060354 IE Info Notice 82-56. "Robertshaw Thermostatic Flaw Control 
Valves " Svc list end. 

JORDAN. E L Division of Engineering & Qiiallty Assurance <Pre 
8301031 02/12/30 Cansolidatad Edison Co of Neu York. Inc 

lllpp 16758 137 24X Flche 90-000.82/12/30,8212060354 


8301140242 Forwards IE Insp Rapts 50-275/82-39 tc 50-323/82-17 an 
821129-1217. No noncompliance noted. 

BISHOP, r H Division of Resident. Reactor PrD.)iCt ti Engineering 
Pregrans 82/12/30 CRANE. P. A Pacific Oae 8 Electric Co 3pp. 
16806347 24X Flche 50-275,82/12/30,8301140242 


“8301140250 IE Insp Repts 50-275/82-39 8 50-323/82-17 on 821129-1217 
No noncompt lance noted Major areas Inspae ted' si te tour, mods 
to annulus structural steel & OC surveillance of onsite 
contrec tors 

DURDOIN. JF., ELINiJ . ZNETZIO. « B Region 5. Office of Director 
82/12/30 6pp 16806 350. 24X Flche 90-275. 02/12/30. 8301 140242. 


8301310281 Forwards IE Insp Repts 50-27S/B2-40 ic 50-323/82-18 on 
621206-16 6 notice of violation 

BISHOP. T. W Division of Resldentr Reactor Project & Engineering 
Programs 63/01/12, CRANE. P, A Pacific Oas i Electric Co 3pp 
16969 085. 24X Flche- 50-275, 83/01/12, 83013 10281 


--8301310292 IE Insp Repts 30-275/82-40 fc 50-323/82-18 on 821206-16, 
Noncenpllance noted failure to test emergency de lighting 
1( coeinunlea tlons eye h failure to comply w/comnl tmen ts re 
fire ettingul slier servicing 

8C0WN. K . ZWETZte.O B, Division of Resident. Reactor Project t< 
Engineering Programi 83/01/10, llpp 16969:088 24X 

Ficht. 50-275. 83/01/12, 8301310261 


Hearing transcripts on non-antl trust matters 


1301280267 Transcript of Ofc of Policy Evaluation i< Ofe of Oenaral 
Counsel 630113 Independent Daeign Verification Program 
meeting In San Franc if eo.CA Pp 1-84 

a Office of Policy Evaluations » Office of the OaneraJ Counsel 
83/01/13 134pp, 16954:077 24X Flclia 50-275.83/01/13,0301280867. 


V Operator Examinations 


8212220443 Oaneric Ltr 62-38 to all power rsaetor 1 Ic ensees. app Itcants 
for 0i,<N8S it reactor vendors 1. AEs re meeting to discues 
recent developments for licensing exams. Advises t)iat meeting 
will hs held on 030211 re operator licensing Svc list encl, 

E18EIVHUT. D 0 Division of Licensing. 02/12/22 Consolidated 
Edison Co. of New York. Inc 12pp. 16*ei'072. 24X 

Fiche 90-000,82/12/22,8212220443 


8301120078 Osneric Ltr 83-01 to power reactor llcensaet tc applicants 
for OL ra operator licensing exam site visit Requests 
schedule re exam requests txpected for submittal prior to 
6SI23I for lilted categories Svc list anct 

EISENHUT.DO Olvislpn Of Llceniing. 83/01/11, Coniolidabed 
Edison Co of New York, Inc. llpp. 16093 243, 24X 

FI c)»t: 90-000, 83/01/11, 8301120078. 


DOCKET 50-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


F Security, medical, emergency & fire protection plans 


8212060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for OL 6 holders of CPs re Suppl 1 to NURE0-O737> 
"Requirements for Emergency Response Capability " 

NUREe-0737,Suppl 1 (< svc list encl 

EfSENHUTi D 0 Division oP Licensing 82/12/17 Consolidated 
Edison Co of NfU York, Inc 77pp 16681 208 24X 

Fiche 90-000,82/12/17.8212060349 


8212220449 Generic Ltr 82-39 to all reactor licensees. CP holders t 
applicants for CPs re problems w/iubmittals of 10CFR73 21 
safeguards info for licensing revieu Procedures re 
t ransmt tta 1 of info outlined Svc list end 

EI6ENHUT, p. 0. Division of Licensing 82/12/22 Consolidated 
Editor Co of New York, Inc ISpp 16690 021 24X 

Fichs: 90-000, 62/12/22.8212220445, 


P Operating license stage documents L correspondence 


8301050097 Forwards Amends 52 8 77 to Licenses DPR-71 t> DPR-62. 
respectively, safety evaluation fc notice of Issuance tt 
aval lab i 1 1 ty Amend institutes reporting requirements for 
challenges to safety it relief valves 

VA8BALL0. D B Operating Reactors Branch 2 82/12/16 UTLEY. E E 

Carolina Power I. Light Co. 2pp 16680 220 24X 

Flche 50-324,02/18/16,8301050097 


--B301050101 Amends 52 t< 77 to Licenses DPB-71 L DPR-62. respect ively, 
Instituting reporting requirements for challenges to safety 
It relief valves per NUR £0-0737, Item 11 K 3 3 
VASSALLO.D B. aperating Reactors Branch 2 82/12/16 SOpp 

I66S0 222 24X Flche 50-324,82/12/16,0301090097 


—0301090118 Safety evaluation supporting Amends 52 It 77 to Licenses 
DPR-71 t( DPR-62. respectively 

e Office of Nuclear Reactor Regulation. Director 82/12/16 2pp 
16680 252 24X Flche 50-324.82/12/16.8301050097 


--93010S0127 Notice of issuance (< ovailablllty of Amends 52 (i 77 to 
Llcsnies OPR-71 U 0PR-62< respec t ive ly 

VASBALLOi 0 B Operating Reactors Branch 2 82/12/16 2pp 

16680-254 24X Flche 50-324.82/12/16,8301050097 


8301030311 Forwards Amends 53 t, 78 to Licenses DPR-7i t DPR-63. 
r aepectlve 1 y. safety evaluation & notice of issuance 6 
availability Amends revise Tech Specs to reflect digital 
te analog instrument replacements 

VA8SALL0. 0 8 Operating Reactors Branch S 82/12/20 UTLEY. E E 
Carolina Power 4i Light Co 2pp 16694 329 24X 

Fiche 90-324.82/12/20,8301030311 


—8301030314 Amends 93 »< 70 to Licenses DPR-71 I. DPB-62, respect! vs ly. 
revising Tech Specs to reflect digital to analog 
r ep lacemsn t s. revis Ing instrumentation formats L correcting 
miscellaneous typographical errors 

VA88ALL0. D. B Operating Reactors Branch 2 82/12/20 95pp. 

16694.327. 24X Fiche. 50-324, 82/12/20, 8301030311 


—8301030315 Safety evaluation tupporting Amends 53 & 78 to Licenses 
DPR-71 h 0FR-62irespectlvilv 

• Office of Nuclear Reactor Regulation. Director 82/12/20 Spp. 
1665S- 062 24X Fiche. 50-324. 82/12/20. 830103031 1 


—8301030316 Notice of issuance Ic availability of Amends 53 l< 70 to 
Lictnset DPR-71 tc DPR-62, resp active ly 

VA9SALL0. D B Oparating Reactors Branch 2 82/12/20. 2pp 

16653 064. 24 X Flche. 50-324. 82/12/20. 830 1030311 


6301050294 Forwards SER & proprietary (c nonpr oprletary technical 
evaluation repts for environ qualification of safety-related 
electrical equipment Proprietary repts withheld 

VAS8ALL0, D B, Operating Reactors Branch 2 82/12/20 UTLEY. E E 

Carolina Power tc Light Co 3pp 16659 161 24X 

Fiche 30-324,02/12/20,8301050294 


— 8301050296 SER re environ qua 1 1 f leat ion of safety-related electric 
equipment Four major qual if ication deficiencies listed 
« Offict of Nuclear Rsaetor Regulation. Director 82/12/20, 5pp 
16699d64 24X Fiche 90-324.82/12/20.8301050294 


— 0208200043 Nonpropr ietery "Review of Licensee Resolution of 
Outstanding Issues From NRC Equipenent Environ Qualification 
Safety Evaluation Repts <F-11 tc B-60),’' Vols 1 tc 2. 
technical evaluation rapt, 

CRANE. C.J. Franklin Institute/Frankl in Research Center 
NRC-O3-79-M0, TER-C5257-473 82/08/06 LE.NB, SHEMANBKf.P 

NRC - No Detailed Affiliation Given 1,097pp. 16659.169 24X 

Fiche 30-324,82/12/20,8301090294 
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9301070033 Advises that response to TKt Item II K 3 25. ‘'Effect of Loss 
of AC Power on Pump Sealsi" acceptable based on endorsement 
of BtIR Owners Oroup position on item Safety evaluation end 
VAS8ALL0. D 0 Operating Reactors Branch 2 62/13/25 UTLEV.E E 

Carolina Power & Light Co 7pp 16d>90 350 24X 

Fiche 30-324,02/12/22,6301070036 


6212060336 Oeneric Ltr 62-30 to all 1 ic ensees , app licants for OL t 
holders of CPs re filings concerning lOCPRSO production & 
utllltatlon facilities Current listing of branch assignments 
for nuclear reactor projects & svc list end 

eiSEMHUT. DO Division of Licensing 02/12/26 Consolidated 
Edison Co of New York, Inc Upp I6B6B 001 24X 

Fiche 30-000,82/12/28,6212060336 


8301030081 Application to amend Licenses DPR-71 & DPR-62, revisi ng Tech 
Specs to clarify when reactivity anomaly surveillance is to 
be performed 

EURViL W Carolina Power «, Light Co 82/12/29 VABSALLO, D D 
Operating Reactors Branch 2 2pp 16614 231 24X 

Fiche 30-324,82/12/29,8301030081 


— 630i0300?7 Proposed changes to Tech Specs 3/4 1 2, clarifying when 
reactivity anomaly surveillance is to bo performed 
e Carolina Power 6 Light Co 82/12/29 2pp 16614 233 24X 

Fiche 30-324,82/12/29,8301030061 


B3'OIDS0322 Remits check in payment of 620721 application fee for 
Tech Spec amends 

EURViL W Carolina Power & Light Co 62/12/29 HILLER, W 0 
Ltcenee Fee Hanagement Branch 2pp 16663 232 24X 

Fiche 30-324,82/12/29,6301030322 


B3D1O40320 Requests meeting w/HRC to discuss proposed cable 
qualification test program for unshielded mul ticonduc tor 
Raychem/Flamtrol cable Based on test, continued operation 
justified 

EVRY, L VI Carolina Power h Light Co 62/12/31 '/ASSALLOiO D 
Operating Reactors Branch 2 7pp 1663S 141 24X 

Flcha' 50-324. 02/12/31, 6301040220 


8301100210 Bupplemental request to amend Licenses OPR-62 I, DPR-71i 
providing eiception for core spray sgs special test 
EURY.L. VI Carolina Power & Light Co 03/01/06 VA6SALL0, 0 B 
Operating Reactors Branch 2 2pp 16702 016. 24X 

Fiche; 50-324, 83/01/06, 830 1 1 002 1 0 


*--6301100213 Proposed Tech Spec c hanges, provl d Ing eiception for core 
spray sgs special test 

» Carolina Power «, Light Co 03/01/06 4pp 16702 020 24X 

Flehe. 30-324,03/01/06, 0301100210 


6301110316 Notifies of completion of mod of undetected single failure 
in reactor protection sys power supplies for Unit 2 Mod of 
Unit 1 underway Surveillance identified in S20416 Tech Spec 
change request will commence when mods complete 

ZCKHERHAN, a R Carolina Power h Light Co 83/01/06. UASSALLO, D. B 
Operating Reactors Branch 2 ip 16746 034 24X 

Fiche 30-324, 83/01/06,8301110516, 


6301130174 Advises that BUR Owners Oroup responses re NURE0-0737i 
Item 11 K 3 29, "Effect of Loss of AC Power on Pump Seals," 
acceptable No mods to seal cooling for recirculation pumps 
required Safety evaluation end 

UAS8ALLQ, 0 Q Operating Reactors Branch 2 63/01/06 UTLEV,E E 

Carolina Power it Light Co 2pp 16609 106 24X 

Fiche, 30-324, 03/01/06, 0301130174 


—0301130177 Safety evaluation re DVIR Owners Oroup generic response to 
NUREO-0737, Item II K 3 23, "Effect of Loss of AC Power on 
Pump Seals.'' No mods to seal cooling for recirculation pumps 
required 

« Operating Reactors Branch 2 63/01/06 9pp 16609 ItO 24X 

Fiche 50-324,03/01/06,8301130174 


0301110134 Oetieric Ltr 83-02 to all 8WR licensees re NUREO-0737 
Tech Specs Requests response re deviations from end 
guidance h model Tech 8pecf within 90 days of receipt of 
ltr. Svc list encl 

EISENKUTrO 0 Division of Licensing 83/01/10, Commonwealth 
E«Ilfon Co i3pp 16868 136 a4X FI che, 90-000, 83/01 /tO, 6301 110134 


0301180337 Forwards responses to 620712 questions re final results on 
rolltf & sefety valve testing, per NUREO-0737, Item II 0 1 
Applicability of generic test results to facility safety/ 
relief valves demonstrated in 610630 t< 1003 submittals 
ZIMMERMAN, 8 R Carolina Power Light Co 63/01/14, VA8BALL0, D B 

Operating Reactors Branch 2 16pp 16824:307 24X 

Fiche: 90-324, 63/01/14, 6301180337 


8301230693 Summary of 621217 meeting u/OE & Mark 1 Owners Group in 
BethBsda,MD re suppression pool local to bulk temp 
difference analysis h single vent lateral chugging load 
SIEGEL, B Operoting Reactors Branch 2 63/01/16 Operating 

Reactors Branch 2 S5pp 16907 225 24X Fiche 50-000,63/01/18, 

8301250693 


6301250090 Forwards addl info re containment purge & venting in 
response to NRC 611215 ltr Util awiaits hRC concurrence to 
remove travel limitations on containment purge it vent volves 
to allow for return to full operability 

HURFORD, VI U Carolina Power it Light Co 63/01/20 VASSALLO, 0 D 
Operating Reactors Branch 2 9pp 16695 274 24X 

Fiche 50-324.03/01/20,0301250000 


8301270002 Forwards request for addl info re spent fuel pool etpansion, 
per 820916 license amend request After info receivediSO days 
required to complete review 6 process license amend 
VA68ALL0, D fl Operating Reactors Branch 2 63/01/20 UTLEY, E E 

Carolina Power «, Light Co 3pp 16962 114 24X 

Fiche 50-324,83/01/20,8301270002 


6301310063 Summary of Eiecutive Director of Operation 630119 meeting 
w/util In Sethesda,MD re problems at site, including 
survei 1 lance It regulatory improvement programs 

CUNNINOHAM, 0 H Office of the Eiecutive Legal Director 03/01/20 
Office of the Eiecutive Legal Olrettor 2pp 16904 032 24X 

Fiche 30-324,83/01/20,8301310063 


8301310105 Forwards 30-day response to 821220 request for justification 
for continued operation, in light of findings in Technical 
Evaluation Rept on environ qualification of safety-related 
elec tr leal equipment 

UTLEY, E £ Carolina Power h Light Co 83/01/29 VA69ALLQ, D 6 
Operating Reactors Branch 2 45pp 16966 016 24X 

riche 30-324,83/01/23,6301310105 


6301310145 Forwards response to NRC 821116 request for addl Info re 
NUR60-0737, Items I A 2 1 4, "Upgrading of Reactor Operator ti 
Senior Reactor Operator Training," t, II B 4, “Training for 
Mitigating Core Damage " 

ZIMMERMAN, 8 R Carolina Power * Light Co 03/01/26 VASBALLD, D B 
Operating Reactors Branch 2 3pp 16965 016 24X 

Fiche 50-324,03/01/26,8301310145 


0 Inspection reports, IE Bulletins $< correspondence 


6301100030 Responds to FQIA request for 12 categories of documents re 
facilities Repts re MARCH code may be purchased from NTI8 
Forwards documents listed in App A Search for Items 3, 6, 7,9, 

11 t, 12 identified in request continuing 

FELTON, J M Division of Rules and Records B2/12/07 HIATT. BL 
Ohio Citiiens for Responsible Energy Spp 16754 003 24X 

Fiche 30-000,02/12/07,830110003 0 


— 8301100059 Advises that insp of licensee responses to IE Bulletin 
76-03 per IE Manual Chapter 92703 completed as documented 
in listed IE Insp repts, In response to 780829 request 
LONG, F J. Region 2, Atlonta. Reactor Operations Nuclear Support 
Branch 78/10/13 UOODRUFF. R VI Office of Inspection t. 
Enforcement, Office of the Director ip 16754 230 24X 

Flehe 50-000,02/12/07,8301100030 


—6301100064 Advises that action on IE Bulletin 78-03, "Potential 
Explosive Oat Mixture Accumulations Associated N/ONR Offgas 
Sys Operations," completed, in eluding reviews of licensee 
responses 1. offgas sys Summaries of offgas sys encl 
UQRDAN, E L Office of Inspection t. Enforcement, Office of the 
Director. 76/11/29 GRIMES. B Assistant Director for Engineers 
t( Projects (Frt 790625) 37pp 16794 240 24X 

Fiche 50-000.62/12/07.8301100050 


— 6301100167 Responds to IE Bulletin 76-03, "Potential Explosive Oas 
Mixture Accumulations Associated (l/BVIR Offgas 6ys 
Operations '* Hods converting present loop seals to common 
large diameter reservoir in progress 

UTLEY, E E Carolina Power «< Light Co 76/03/29 O'REILLY. JP 
Region 2, Atlanta, Office of the Director 3pp 16754342 24X 

Flehe 50-000,02/12/07,6301100030 


B30i0403?l Ack receipt of 621202 ltr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-324/02-39 (, 
50-329/82-39 

VERRELLI.D M Division of Project 4: Resident Programs 02/12/09 

UTLEY, E E Carolina Power «< Light Co Ip 16641 102 24X 

Fiche 30-324 , 82/12/09. 8301040391. 


—8301040399 Responds to NRC 021029 ltr re violations noted in IE Insp 
Repts 50-324/82-39 «c 30-329/02-39 Corrective actions- 
Operating Inntructien l.operatlng principals h philosophy 
will be revised by Dec 1982 to provide detailed guidance 
DIETZ, C R Carolina Power ti Light Co 82/12/02 O'REILLY, UP 
Region 2, Office of Director Spp 16641* 103 24X 

Flehe* 30-324, 82/12/09,6301040391 
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"0301040406 Poruardi IE insp R«pts SO“324/0a“39 b SO— 325/B3-39 on 
030915-1015 & notice of violation 

VEfiRELLIpD H Division of Project fc Resident Program B2/t0/29 
UTUEVi E E Carolina Pouvr it Light Co 2pp 16641 108 24X 

Fiche 50-324,02/12/09.9301040391 


— 0301040424 Notice of violation from insp OpH 020915-1019 

* Division of Project 2. Resident Programs 83/10/29 2pp 
16641 110 24Jt Fiche 50-324.02/12/09.6301040391 


— 0301040434 IE Insp Bepts 50-324/83-39 8. 50-335/B2-39 on B2091 5-1015 
Nenc omp 1 Ian ce noted Tech Specs not consulted for loss of 
source range monitor b inadequate procedures for operation 
of safetg-r elated instrumentation 

MVERS. D □ . OARNERi L U Division of Project t< Resident Programs 
02/10/29 13pp 16641 112 24X Fiche 90-324, 02/ 1 2/09. 930 1040391 


0301040093 Responds to IE Bulletin 82-03, Rev 1. “Stress Corrosion 
Creeling In Thiel Mali.Large Diameter. Stainless Steel. 
Recirculation Sgs Piping at BUR Plants " Discharge riser 
closure uJelds.end caps & 6ueep-a-let uelds tjjl 1 1 be eiamined 
KOWE.P If Carolina Pouer b Light Co 83/12/16 □ 'REILLY. J P 

Region 2, Office of Director I0pp 16633 074 24X 

Fiche 90-324,82/12/16.8301040092 


B208I90269 IE Info Notice 82-51, "Overc i posur es in PHR Cavities “ Sve 
1 lit enc 1 

DEVdUh'O. R C Director's Office, Office of fnepection end 

Enforcement 82/12/21 Consolidated Edison Co of Neia Yoriii Inc 

tltpp 16609 239 24X Fiche 50-000.82/12/21,0209190269 


0212060351 IE Info Notice 82-52, “Equipment Environ Oua 1 1 f ice 1 1 on 
Testing Experience - Updating of Test Summaries Prevlauslg 
Published in IE Info Notice 81-29 “ Sve fist end 
JORDAN, E L Division of Engineering b Quality Assurance IPre 
830103) 82/12/21 Consolidated Edison Co of Meu Vorla Inc 

115pp 16681 098 24X Fiche 50-000.92/12/21.8212060351 


9212060350 IE Info Notice 82-53. "Nam Transforiner Failures at North 
Anna Nuclear Paiaer Station “ Sve list end. 

JQRDANiE L Division of Engineering t> Quality Assurance iPre 
030103) 62/12/22 Consolidated Edison Co of Neu York, Inc 

ll4pp 16759 017 24X Fiche 50-000,82/12/22,9212060350 


B30I030214 EN-02-043 confirmatory order issued on 921222 to confirm 
c o.nnl tments in util 621029 Itr describing improvement 
program 4> implementation plan to ensure safety & operating 
efficiency at facilities 

BARBER.O , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 02/12/22 tp 166J7 252 24X Fiche 90-324.82/12/22. 

8301030214 


8301050365 Foruards Confirmatory Order EA-02- 106. verl f y ing commitments, 
including completion dates.re testing S. surveillance 
requirements Order based on JE Insp Repts S0-324/03-2S l< 

50-325/82-29 on 820712-22 

DEVOUNO'R.C Director's Office, Office of Inspection and 

Enforcement 82/12/22 UTLEY, E E Carolina Pouer 6 Light Co 3pp 

16669 270 24X Fiche 50-324,82/12/22,8301030365 


— 8301090369 Order requiring licensee to implement Impr ovement program 
re testing 6 surveillance requirements described in 021029 
I tr 

DEYOUNO.R C Director's Office, Office of Inspection and 
Enforcement 92/12/22 Carolina Pouer b Light Co 6pp 
16660 273 a4X FiChe 30-324.92/12/22,9301050363 


-9301030374 Foruards implementation plan for Improvanient program Plan 
provides util senior mgt mechanism for monitoring 
implementation progress b fulfills commitment contained In 
820901 Itr 

UTLEY, E E Carolina Pouer b Light Co 92/10/2? O'REILLY. J P 
Region 2. Office of Director 2pp 16660 279 24X 

FIthe 50-324,92/12/22.8301050369 


“9301050376 "Brunsuiici Improvement Program " 

* Carolina Power * Light Co 82/11/30 4 9pp 16669 281 24X 

Fiche 50-324,82/12/22,8301030365 


620B190273 IE Info Notice 82-54. "Mestinghouse M0FO Relay Failures In 
Reactor Protection Bys “ Sve list end 

J0RDAN>E L Division of Engineering b Ouatity Assurance (Pre 
8301031 92/12/27 Consolidated Edison Co of New York, Inc 

llOpp 16962.189 24X Fiche 30-000, 82/12/27, 8208190275 


0208190273 IE Info Notice 02-55, "Seismic Qua li f icati on of Wsstlnghouse 
AR Relay M/Latcb Attachments Used in Nestinghouse Solid 
State Protection Sys * Sve Hit end 

JORDAN, E L Oivlilon of Engineering b Quality Assurance (Pre 
030103> B2/{2/26 Consolidated Edison Co, of Neu York, Ine 

109pp 16069 014 24X Fiche 50-000,82/12/29,8209190273 


8301250546 Forwards IE Conference Repts 50-261/82-43,50-324/82-47 b 
SO-325/62-47 nn B31222 Mo noncompliance noted 

O'REILLY, J P Region 2. Office of Director 82/12/29 UTLEY. E E 

Carolina Power & Light Co 2pp 16905 310 24X 

Fiche 50-000.02/12/29,8301250546 


--B301250557 IE Conference Repts 50-261/82-43.50-324/82-47 b 30-325/02-47 
on 021222 No noncompliance noted Areas discussed enforcement 
Issues re safe operation of f ac 1 1 1 1 1 es, overview of util 
activities b problems u/improvement plans 

LENISiR C Division of Project & Resident Programs 82/12/29 
4pp 16906 312 24X Fiche 30-000. 82/12/29, 0301250546 


0212060354 IE Info Notice 82-56, "Robertshaw Thermostatic Flou Control 
Valves " Sve list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
0301031 82/12/30 Consolidated Edison Co of New York, Inc 

lllpp 16758 137 24X Fiche 30-000.82/12/30.0212060354 


0301230488 Notification of 830111 mgt meeting In Atlanta, OA to discuss 
Confirmatory Order EA-S2-I06 

□ 'REILLV.JP Region 2. Office of Director 82/12/30 UTLEY, E E, 
Carolina Power b Light Co Ip 16899 30? 24X 

Fiche 50-324,02/12/30,8301250488 


8301230597 Reviles schedule for QA audit of THI-relatod commitments, per 
IE Insp Repts 50-324/62-36 b 50-325/82-33, due to manpower 
shortages Revised date for completion of audit 830430 
DIETZ. C R Carolina Power b Light Co 82/12/31 O'REILLY, J P 
Region 2, Office of Director Ip 16905 130 24X 

Fiche 30-324,82/12/31.8301250397 


B3D135D199 Ac k receipt of 821202 b 22 Itrs informing NRC of steps taken 
to correct violations noted in IE Insp Repts 50-324/62-40 b 
50-325/02-40 

VEHRELLl.D H Division of Project b Resident Programs 03/01/03 

UTLEY.E E Carolina Power b Light Co Ip 16096 234 24X 

Fiche 90-324,03/01/03.0301250199 


— 8301250204 Responds to NRC 021102 itr re violations noted in IE Insp 
Repts 50-324/02-40 b 50-325/82-40 Corrective actions 
perchloric acid pretreatment step successfully domonstrated 
to eliminate organic interferences 

DIETZ, C B Carolina Power b Light Co 82/12/22 O'REILLY, J P 
Region 2. Office of Director 3pp 16896 235 24X 

Fiche 50-324.83/01/03,0301250199 


— 9301250210 Responds to NRC 821102 Itr re violations noted in IE Insp 
Repts 50-324/02-40 b 30-325/82-40 Corrective actions atomic 
absorption unit utlllisd to monitor strontium carrier 
concentration to avoid sasiple loss 

DIETZ. C R Carolina Power b Light Co 82/12/02 D'REIULV, J P 
Region 2. Office of Director 3pp 16896 238 24X 

Fiche 50-324,83/01/03,8301250199 


— 8301250216 Foruards IE Insp Repts 50-324/82-40 b 50-325/02-40 on 
B21012-1S b notice of violation 

VERRELLl.D M Division of Project b Resident Programs 89/11/02 
UTLEY, E E Carolina Pouer b Light Co 2pp 16896 241 24X 

Fiche 50-324.83/01/03,8301250199 


— 8301250221 Notice of violation from insp on 821012-13 

* Division of Project b Resident Programs 92/11/02 Ip 
16096 243 24X Fiche 30-324.03/01/03,0301250199 


--8301250228 IE Insp Repts 50-324/02-40 b 30-325/82-40 on 821012-13 
Muncomp 1 lance noted analyses of liquid radwsste not 
performed per Tech Spec requirements Composite samples for 
certain months did not meet rain detectable concentration 
ALBRIOHT, R H . QARR'K P Division of Engineering b Technical 
Programs 02/10/29 6pp 16896 244 24X Fiche 30-324,03/01/03, 

6301250199 


8301180093 Requests extension until Mar 1983 to respond to NRC 820902 
itr which requested addl Info for completing review of util 
responses to IE Bulletin QO-tl, “Kasonry Nall Design “ 

ZIMMERMAN, 8 R. Carolina Power b Light Co 83/01/12 VA88ALLO, D 8 
Operating Reactors Branch 2 |p 16933 346 34X 

Fiche 30-324, 93/0 1 / 1 2, 830 1 1 80093 


8 Reportable occurrences, LERs b related correspondence 


8301 170062 Foruards updated LER 01-124/O3L-1 

DIETZ. C R Carolina Power b Light Co 82/12/30 O'REILLY, J P. 
Region 2, Office of Director tp 16812 097 24X 

Fiche 30-324, 82/12/30, 0301 170062 
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— aaO'1170060 Updated LER 01-124/O3L-1 on 0H llSi euppret* 1 on thamber 
water level indicator S-CAC-L I-S601-3 indicated level tee* 
tlian actual Caueed bg trickle flou change to uat ref leg of 
recorder traneailtter Tranemltter recallbr 

PASTifA>H U Duke Pouer Co 62/12/30 Region 3, Office of 
Director 2pp 16812 0?8 24X Piche 80-324.82/12/30.6301170062 


8301070234 Ferwardi LER 02-133/O3L-O 

DJETliC R. Carolina Pouier b Light Co 82/12/31 O'REILLY. J P 
ileglon 2i Office of Director Ip 16683 206 24X 

Flche 50-324.82/12/31.0301070294 


— 03O1'O7O26O LER 02-133/O3L-O on 821204 b 05. d I tcovered inoperable RTOD 
politlon indication for control rode 10-31.30-23 b 18-11 
Cauead bg defective IC chip b traniletor on probe buffer 
board of rod 18-11 b defective reed euitch 

PASrVAili J Carolina Pouer b Light Co 82/12/31 Region 2. 
Office of Director 2pp 16605 207 24X Fiche 50—324.82/12/31. 

0301070294 


8301070285 Foruardi LER 02-139/OlT-O 

DIErr.C R Carolina Pouer b Light Co 02/12/31 O'REILLY. J P. 
Region 2. Office of Director Ip 16609 260 24X 

Fiche 50-324.82/12/31.8301070205 


— 0301070291 LER 82-139/OlT-O on 021216. uhlle invet 1 1 gat ing downecale 
indication on reactor uater cleanup differential flou 
indicator, determined that three flou tranemitter* eupplging 
crronaowf tignals to summer circuit 

POULKiR K Carolina Pouer b Light Co 82/12/31 Region 2. 
Office of Director 3pp 16609 261 24X Fiche 50-324.82/12/31. 

E30107028S 


0301170052 Foruards LER 02-136/O3L-O 

DtEFZ. C R Carolina Power b Light Co 83/01/05 O'REILLY. J P 
Region 2. Office of Director Ip 16012 258 24X 

Fiche 50-324.03/01/05,0301170052 


— B301170D60 LER 82-136/03L-0 on 021206. primary contalnmanl atmosphere 
ocygen analgier 2-CAC-AT-1263-2 shoued erratic indication of 
dryuell otggen containment Caused bg improperly installed 
diffusion screen in analgier magnetic unit 

PASTVArM J Carolina Pouer b Light Co 83/01/05 Region 2, 
Office of Director 2pp 16812 259 24X Fiche 50-324.83/01/09. 

0301170052 


0301170147 Foruardi LER 82-127/03L-0 

DIETZpC.R Carolina Powar b Light Co 83/01/05 0 'REILLY, J. P, 

Region 2. Office of Director, Ip 16010 348 24X 

Fiche: 90-324. 83/0 1 /OS , 030 1 1 70 1 4 7 


— 0301170197 LER 02-127/O3L-O on 821206. drgue 1 1 osygen concentration 
exceeded 4X folloulng core auxiliary cooling <CAO> sgs 
failures. Caused bg ruptured section of CAC sgs piping 
Damaged piping section replaced 

PABTVA. M. J Carolina Pouer b Light Co 03/01/05 Region 2, 
Office of Director 2pp 16010 349 24X Fiche 50-384,03/01/05. 

83011 70147, 


0301170193 Foruardi LER 02-131/O3L-O 

DlETZiC R Carolina Pouer b Light Co 83/01/05 O'REILLY. J P 
Region 2, Offlci of Director tp 16810,147 24X 

Fiche: 50-324. 03/01/05, 0301170193. 


— 0301170195 LER 02-131/O3L-O on 821206, one-hal f automatic reactor scram 
signal ricsivsd due to initrument downscale signal from 
8-DI2-RM-K603D main steam line radiation monitor. Caused bg 
loss af high voltage input to relag Cable reconnected 
FASTVA.H J Carolina Pouer b Light Co 63/01/05 Region 2, 
Office of Director Ip 16010 140 24X Fiche 90-324,03/01/05, 

0301170193 


0301170206 Foruards LER a2-130/O3L-O 

OXETZiC.R Carolina Pouer b Light Co. 83/01/05 O'REILLY, 0. P. 
Region 2. Office of Director Ip. 16810 284 24X 

Fiche 50-324.83/01/05,0301170206 


—8301170210 LER 82-13a/03L~0 on 821207, during plant operation. RBHA 
Inopereble annunciator received when ang of IS listed 
control rods selec ted. Caused bg failed QIO transistor on 
first level multiplexer card Card replaced, 

PA8TVfA.M J. Carolina Power b Light Co 03/01/05 Region 2. 
Office of Director tp 16610 285 24X Fichi' 50-324. 03/01/05, 

0301170206. 


8301170328 Forwards updated LER 01-133/O3L-1, 

DIETZ. C R. Carolina Pouer b Light Co 83/01/05 O'REILLY.O P. 
Region 8< Office of Director Ip 16813 265. 24X 

F I ch e 90-324. 03/0 1 /OS > 630 1 1 70328 


— 8301170336 Updated LER 8i-133/03L-l on 61 1 126. difference noted between 
RTOO InitTument. 2-CAC-LR-2602. tnd ieated level b redundant 
instrumen t. 2-CAC-L1-26D1-3. ac tua 1 level Caused bg loss of 
triclle flou bo wet ref leg due to dropped valve disc 
PASTVA.H vi Carolina Power b Light Co 83/01/09 Region 2. 
Office of Director 2pp 16813 266 24X Fiche 50-324.03/01/05. 

0301170328 


0301170365 Forwards LER e2-109/03L-0 

DIETZ, C R Carolina Power b Light Co 03/01/05 O'REILLV.J P 
Region 2. Office of Director Ip 16013 102 84X 

Ficho 90-324 , 83/01/09,030117036 9 


— 0301170369 LER 82-109/03U-0 on 821207. measured liquid nitrogen 
inventory in containment atmoephere dilution tank exceeded 
4.390 gallons Caused by lifting of tank pressure relief 
valves due to less of vacuum ulthin tank insulation jacket 
PASTVA.H J Carolina Peuir b Light Co 03/01/09 Region 2. 
Office of Dlrecter 2pp 16813 103 24X Fiche 90-324.63/01/05, 

0301170369 


0301170376 Forwarded updated LER 81-13S/03L-1 

D1ET2.C R Carolina Power b Light Co 83/01/05 O'REILLY. J P 
Region 2. Office of Director Ip 16013 177 24X 

Fiche. 50-324. 03/01/05. 6301170376 


— 0301170380 Updated LER ei-135/03L-l on 011216, RTOB instruments 
2-CAC-LR-2602 b 2-CAC-L 1-260 1-3 Indicated water level 
exceeding Tech Specs Ceused by change in trickle flou to 
wet ref legs of instrument transmitters Transmitters calibr 
PASTVA.H J Carolina Power b Light Co 03/01/09 Region 2, 
Office of Director 2pp 16813 170 24X Fiche 90-324.03/01/05. 

0301170376 


0301170443 Forwards updated LER 02-O3B/O3U-1 

DIETZ. C R, Carolina Power b Light Co 83/01/09 O'REILLY. J P 
Region 2, Offlco of Director Ip 16819 200 24X 

Fiche 50-324,03/01/05,0301170443 


—0301170449 Updated LER B2-038/03L-1 on 820301. RTOD instrument 
2-CAC-LI-2601-3 indicated higher level of chamber uiter than 
redundant Instrumant 2-CAC-LR-26a2 Caused bg change In 
trickle flou bo wot ref leg Proper trickle flow established 
PASTVA.H J Carolina Power b Light Co B3/01/09 Region 2. 
Office of Director 2pp 16815 209 24X Fiche 50-324,83/01/05. 

0301170443 


8301170456 Forwards LER e2-137/03L-0 

DIETZ, C R Carolina Power b Light Co 03/01/05 O'REILLY. J.P 
Region 2, Office of Director Ip 16815 142 24X 

Fiche 90-324, 03/01/05,0301170496. 


— 8301170467 LER a2-137/03L-0 on 821206, during operatllltg test of remote 
shutdown panel. RHRSM D/P transmitter 2-El 1-P0T-N002BX did 
not respond to test input signal Caused bg failed 
transmitter differential pressure unit Trenimltter replaced 
PASTVA.H J Carolina Power b Light Co 83/01/09 Region 2, 

Office of Director ip 16615 143 24X Ficho 90-324.83/01/05, 

8301170456 


8301170472 Forwards updated LER B2-006/03L-1, 

DIETZ, C R Carolina Pouer b Light Co 83/01/05 O'REILLV.J P 
Region 2, Office of Director Ip 16815 010 24X 

Ficho 50-324.03/01/05,0301170472 


—8301170485 Updated LER 82-006/03L-1 ’ on 0201 29, RTOD instrument 
2-CAC-LR-2602 indlcited level exceeding specified upper 
limit Caused bg loss of utt ref leg to transmitters 
2-CAC-LT-2602 b LT-260I Trickle flou rt-e stab 11 shod 
PA8TVA,M. J, Carolina Pouer b Light Co 03/01/09 Region 2, 
Office of Director 2pp. 16815 019 24X Fiche 50-324,63/01/05, 

0301170472 


8301170521 Forwards updated LER B1-090/03L-1 

DIETZ, C R Carolina Power b Light Co, 03/01/05 O'REILLV.U.P 
Rtglon 2, Office of Director Ip 1601d'OB5 24X 

Fiche. 90-324, 63/01/09.8301170921. 


— 830I17092S Updated LER 01-O9O/O3L-1 , on 810317,20 b 23, tupproi slon 
chambtr water level indicator 2- CAC-Ll-260t-3 discovered 
indicating errattcatlg. Caused by changes in trickle flow 
to wot ref leg of Indicator transmitter, 

PABTVA.M J Carolina Power b Light Co 03/01/09 Region 2, 
Office of Director 2pp 16015 006 24X Fiche. 50-324, 63/01/09. 

0301170521 


0301200324 Foruardi updated LER 82-Oei/03L-l, 

DIETZ, C R Carolina Powar b Light Co 83/01/14 0'REILt,Y,U P. 
Region 2, Office of Dlrecter. Ip. 16069:193. 24X 

Fiche. 90-324. 83/01/14,8301200324 
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’S301209331 LER 82-091 /03L-'l on B20&3I< while performing friction 

totting or control rodt* rods Ofi-23 & 26-27 not fullg 
Inserted in eceordence w/Tech Speci Caused tg personnel 
error All connectors rebuilt In 1?S2 checked & tightened 
PASTVA. K J Carolina Power b Light Co 83701/14 Region S, 

Office of Director ip 16965 194 24X Piche 50-324,03/01/14, 

8301300334 


8301030311 Forwards Amends 53 b 78 to Licenses DPR-71 b OPR-AS, 
reipectivelg, safetg evaluation b notice of issuance tt 
aval labi 1 1 tg Amends revise Tech Specs to reflect digital 
to analog instrument replacements 

VASSALLD, D B Operating Reactors Branch 2 03/12/20 UTLEY, E E 

Carolina Power b Light Co 2pp 16654 325 24X 

Fleho 50-324.82/12/20,830103031 1 


B301260417 Forwards LER 82-132/03L-0 

DIETZ, C R Carolina Power b Light Co 83/01/14 O'REILLV, U P 
Region 2, Office of Director Ip 16710 071 24X 

Fichc 90-324,83/01/14,8301260417 


— 8301260423 LER 82-I32/03L-0 on 821217, during nitrogen makeup to primarg 
containment, core auiillarg cooling sgs 1-fnch drguell inlet 
PCIV 2-060-1/48 discovered Iraklmg bg closed valve seat 
Cause undetermined Containment integrltg re-established 
PA5TVA.I1 J Carolina Power b Light Co 83/01/14 Region 2, 

Office of Director Ip 16710.072 24X Flcht 50-324,83/01/14, 

8301260417 


— 8301030314 Amends 53 b 78 to Licenses DPH-7I b DPR-62, rasp act Ivelg, 
revising Tech Specs to reflect digital to analog 
replacement 5, revis Ing instrumentation formats b correcting 
miscellaneous tgpograph 1 cal errors 

VASSALLQ, D D Operating Reactors Branch 2 82/12/20 75p p 

16654 327 24X Ftcho 50-324,82/12/20,8301030311 


— 8301030315 Safetg evaluation supporting Amends S3 b 78 to Licenses 
DPR-71 b DPR-62i respect Ivelg 

* Office of Nuclear Reactor Regulation, Director 82/12/20 2pp 
16655 062 24X FIche 50-324.82/12/20,8301030311 


V Operator Eianlnationi 


8212220443 Generic Ltr 82-38 to all power reactor 1 icensees, app licants 
for OL, NS8 b reactor vendors b AEs re meeting to discuss 
recent developmcnti for licensing eiams Advises that meeting 
will be held on 030211 re operator li censing, Svc list end 
EI8ENH0T, D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 12pp 16681 072 24X 

FIche 90-000.82/12/22.8212220443 


8301120078 Otnerlc Ltr 83-01 to power reactor licensees b applicants 
for OL re operator licensing eiam site visit Requests 
schedule re ciam requests erpected for submittal prior to 
851231 for listed categories Svc list end 

EISENKUT.DO Division of Licensing 83/01/11 Consolidated 
Edison Co of New York, Inc lipp 16873 243 24X 

FIche 50-000,83/01/11,9301120070 


DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT. UNIT I 
F Securlkg, medical, energencg b fire protection plans 


8212060347 Caneric Ltr 82-33 to a 1 1 licensees of operating reactors, 
applicants for DL b holders of CPs re Suppl t to NUREC-0737, 
'Requirements for Emergencg Response Capabllitg " 

NWlBO-0737, Suppl 1 b svc list end 

EISENHUT.D 0 Division of Licensing 82/12/17 Consolidated 
Edison Co of Niw York, Inc 77pp 16681 200 24X 

FIche 50-000.82/12/17,8212060349 


8212220445 Oenerlc Ltr 82-39 to all reactor llcenseesiCP holders b 
applicants for CPs re problems w/submittals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Svc list encl 

EISENHUT.D 0 Division of Licensing, 82/12/22 Consol Ida ted 
Edison Co of New York. Inc tSpp 16690 021 24X 

Fiehs 90-000,82/12/22,8212220445 


P Opsrating license stage documents b correspondence 


0301090097 Forwards Amends 52 & 77 to Licenses DPR-71 b DPfi-62, 
respectiyelg. safetg evaluation i notice of issuance b 
ayailabilttg Amend institutes reporting requirements for 
challenges to safetg b relief valves. 

YASS^LO, D B Operating Reactors Branch 2 82/12/16 UTLEV 

Carolina Power b Light Co 2pp 16680 220 24X 

Fiehe 50-324,82/12/16,8301050097 


” to Licenses DPfi-7i b DPfi-62, respectivelg. 
instituting reporting requirements for challenges to safetg 
p*’’ NUREO-0737, Item II K 3 3 ^ 

operating Reactors Branch 2 82/12/16 30op 

16680 222 24X Fiehe 50-324. 82/12/16,8301050097 


Nudear Reactor Rigulatlan, Director 82 / 12/16 2 » 

16680 292 24X FIche 90-324,8^12/16,8301050077 


— 8301030316 Notice of issuance b availabilitg of Amends S3 b 78 to 
Licenses DPfi-7I b DPR-62, re sp ec t i ve 1 g 

VASSALLO.D B Operating Reactors Branch S 02/12/20 Spf 
16655 064 24X FIche 50-324.02/12/20,8301030311 


0301050294 Forwards SER b proprletarg b nonpr opr letarg technical 
evaluation repts for environ qualification of safety-related 
electrical equipment Proprietary repts withheld 

VASSALLO.D B Operating Reactors Branch 2 02/ 1 2/SO UTLEY. E E 

Carolina Power b Light Co 3pg 16637 161 fi4X 
FIche 90-324,02/12/20,830 1 050294 


•S30I05027S SER re environ qualification of safatg-rolatod electric 
equipment Four major qualification deflciancieo listed 
* Office of Nuclear Reactor Regulation, Director 02/12/20 Dpp 
16699 164 24X FIche 50-324,82/12/20,0301030294 


— 8208200043 Nonproprl etarg "Review of Licensee Resolution of 
Outstanding Issues From NRC Equipment Environ Qua 1 1 f icatlan 
Safetg Evaluation Repts <F-ii b 0-601," Vols 1 b 2, 
technical evaluation rept 

CRANE, C J Franklin Institutc/Frankl in Research Center 
NRC-03-77-1 IB TER-CS257-473 82/08/06 LE, N 0 , SHEMANSKI.P 

NRC - No Detailed Affiliation Given l,0S7pp i66S9’ 169. 24X 

Ficho 50-324,82/12/30,8301030294 


0301070038 Advises that response to TMI Item II K 3 25, ''Effect of Less 
of AC Power on Pump Seals," acceptable based on endorsement 
of BUR Ouineri Group position on item Safety evaluation and 
VASSALLO.D D Operating Reactors Branch 2 82/12/22 UTLEY, E E 

Carolina Power b Light Co 7 p p , 16690 350 24X 

Fiche 50-324,82/12/22,0301070038 


0212060356 Oeneric Ltr 92-30 to all 1 1 c ensees , app 1 Icants for DL b 
holders of CPs re filings concerning 10CFR30 production b 
ubllitatlon CurrBnt listing of branch ass Ignnionts- 

for nuclear reactor projects U svc list one! 

EISENHUT.D O Division of Licensing 82/12/29. Consolidated 
Edison Co of New York, Inc ilpp 16868 001 24X 

Fiche 90-000,82/12/28,0212060336 


8301030001 Application to amend Licenses DPR -71 b DPR-62, re vl a t no Tech 
Specs to clarify when reactivity anomaly surveillance is to 
be performed 

EUHY, L M Carolina Power b Light Co 82/12/29 VABBALLD.O D 
Operating Reactors Branch 2 2pp 16614 251 24X 

Fiche 50-324,82/12/29,8301030001 


8301030097 Proposed changes to Tech Specs 3/4 1 2, clarlfulnfl 
reactivity anomaly surveillance is to be parfarmed 

t, V 92/13/29 2 pp I 66 I 4 . 253 

Fiche 30-324,02/12/29,8301030081 ^ 


when 

34X 




L proposea caoie 

qualification test program for unshielded mul tleonductor 
justlfl'ed**'"*''** Based on test, continued operation 

«< Light Co 02/12/31. VASBALLO.D, B 
Operating Reactors Branch 2 7pp 16638 141 24X 

Fiche 90-324.82/12/31,8301040220 


'‘'^ 1 ?.’:;.=: ““ ' ” *■ 

lwlo'‘sS,'' 's,,"!?'’!''!* Bunch s es/ia,i6 s„ 

16680 294 24X Fiche 50-324, 02/12/16,8301090097 


Ojwiioudo supplemental request to amend Licenses DPR-62 b DPfi-71, 
Evmv^L*u® Po'' core spray eys special test 

EURY.U H Carolina Power b Light Co 83/01/06 VASBALLO-DB 
Operating Reactors Branch 2, 2pp 16702 OiB 24X 
Fiche 90-324, 03/01/06,8301100210 


8301 100215 Proposed Tech Spec changes, provl ding 
fpr^v sgt ipftcial test * 

* Carolina Power b Light Co 03/01/06 
Fiche 90-324,83/01/06, 8301100210, 


Biceptlon for 


core 


4PP 16702' 020, 24 X 
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B3011 10916 Noti ^iss of completion of mod of undetected tingle failure 
in reactor protection tgs pouer tuppliet for Unit 2 Kod of 
Unit 1 underwsg Surveillance identified in 820416 Tech Spec 
change request mill commence uhen mode complete 

ZlMnEflKAN. S R Carolina Ponier ti Light Co 83/01/06 UA88ALL0. 0 B 
Operating Reactort Branch 2 ip 16746 034 24X 

FIche 90-324,83/01/06,8301110916 


—0301100099 Advisei that intp of liceniee reepontet to IE Bulletin 
78-03 per IE Manual Chapter 92703 complated at documented 
in lilted IE intp reptt, in retponte to 7B0B25 requett 
LONOi r J Region 2, Atlanta, Reactor Qperationi Nuclear Support 
Sraneh 70/10/13 HODDRLFF, R W Office of Intpeetlon (< 
Enforcement, Office of the Director Ip 16754 230 24X 

Fiche 50-000,02/12/07,6301100090 


B3>0I130174 Advltet that BUR Ouneri Group retpontet re NUREO-0737, 

I II K 3 25, "Effect of Lost of AC Power on Pump 8ealt, " 
acceptable No modi to teal cooling for recirculation pumpi 
re,qirlTed Safetg evaluation end 

VA58ALL0, 0 8. Operating Reactort Branch 2 83/01/06 UTLEY, E E 

Carolina Power & Light Co 2pp 16809 108 24X 

Fiche 50-324, 93/01/06,8301130174 


— 0301130177 Safetg evaluation re BUR Owneri Oroup generic retponte to 
NUfi£0-0737, Item II K 3 29, "Effect of Lost of AC Power on 
Pump Beall. " Ho modi to teal cooling for rec irculatlon pumps 
required 

• Operating Reactors Branch 2 83/01/06 Spp 1680? 110 34X 

Fiche 50-324.83/01/06,8301130174 


6301110134 Generic Ltr 63-02 to all OUR licensees re HUREO-0737 
Tech Specs Requests retponte re deviations from end 
guidance 6 model Tech Specs within 90 dage of receipt of 
ltr Bve list end 

EISENHUr.DO Division of Licensing 83/01/10. Commonwealth 
Eidisen Co 13pp 16B6B 196 24X Fiche 90-000,83/01/10,8301110134 


6301100337 Foruardi responses to 620713 questions re final results on 
relief U safetg valve testing, per NUREO-0737, Item II D 1 
App I Icabllltg of generic test results to facllitg safetg/ 
relief valves demonstrated in 610630 t< 1005 submittals 
ZlflHERMAN.8 R Carolina Power & Light Co 83/01/14 VASSAL LO, 0 0 
Operating Reactors Branch 2 i8pp 16834 307 24X 

Fiche 50-324,83/01/14,8301180337 


B3013S0693 Summarg of 821217 maatlng u/GE l< Mark I Owners Oroup in 
Bethesda.MD re suppression pool local to bulk temp 
difference analgsis !< single vent lateral chugging load 
STEOELrB Operating Reactors Branch 2 63/01/18 Operating 

Reactors Branch 2 89pp 16907 229 24X Fiche 90-000,83/01/18, 

8301290693 


8301250000 Feruards addl info re containment purge 1, venting in 
reegense to NRC 811219 ltr. Util awaits NRC concurrence to 
Te>nave travel limitations on containment purge & vent valves 
ta allow for return to full operabllltg 

HVRFORO, W J Carolina Power ti Light Co 83/01/20 VASSALLO, D B 
Operating Reactors Branch 2 9pp 16899’ 274 24X 

Fiche 90-324, 83/01/20,8301290080 


—8301100064 Advises that action on IE Bulletin 78-03, "Potenttal 
Explosive Oas hiiture Aceumuletions Aisoc iated U/BUR Offgas 
8gs Operations,'' cempt eted, including reviews of licensee 
responses 6 offgas sgi Summaries of offgas sgs end 
UORDAH, £ L Office of Inspection ti Enforcement, Office of the 
Director 76/11/29 ORIMES.O K Aislstant Director for Engineers 
(< Projects <Pre 790629) 37pp 16754 240. 24X 

Fiche 90-000,62/12/07,6301100090 


— 8301100167 Responds to IE Bulletin 78-03, "Potential Eiplosiva Oae 
Mixture Accumulations Associated M/OUR Offgas Sgs 
Operations " Mods converting present loop teals to common 
large diameter reservoir in pregrtss 

UTLEY, E E Carolina Power & Light Co 78/03/29 O'REILLY. J P 
Region 2, Atlanta. Office of the Director Spp 16754 342 34X 

Fiche 90-000.62/12/07,6301100090 


6301040391 Ack receipt of 621202 ltr informing NRC of steps taken to 
correct violations noted in IE tnsp Rspts 90-324/82-39 S( 
50-329/82-39. 

VERRELLI.D M Division of Project I, Resident Progrems 82/12/09 

UTLEY, £ E Carolina Power (, Light Co Ip 16641 102 24X 

Fiche 50-324,82/12/09,8301040391 


—830104039? Responds to NRC 821029 ltr re violations noted in IE Insp 
Repti 90-324/62-39 it 90-329/82-39 Corrsetive actions 
Operating Instruction 1, operating prlndpaii I, phllosophg 
will be revised bg Dec 1982 to provide detailed guidance 
DIETZ, C R Carolina Power ti Light Co 62/12/02 O'REILLY.U P 
Region 2, Office of Director 9pp 16641 103 24X 

Fiche 50-324.82/12/09.8301040391 


—8301040406 Forwards IE Insp Reptf 90-324/62-39 (. 90-329/82-39 on 
820919-1015 t< notlcs of violation 

VERRELLI.D M Division of Project fc Resident Programs 82/10/29 
UTLEY, E E Carolina Power (< Light Co 2pp 16641 108 24X 

riche 90-324,62/12/09,8301040391 


—6301040434 IE Insp Repts 90-324/82-39 U 90-329/82-39 on 820915-1015 
Noncomp 1 lance noted Tech Specs not consulted for loss of 
source range monitor (< inadequate procedures for operation 
of saf etg-r e ta ted instrumentation 

MYBR8, D 0 , GARNER, L M Division of Project (< Resident Programs 
82/10/29 13pp 16641.112 24X Fiche 90-324,82/12/09.8301040391 


6301270002 Forwards request for addl Info re spent fuel pool expansion, 
per 820916 license amend request After Info received, 30 dags 
required to complete review 1, process license amend 
VASSALLO. D B Op ere ting Reactors Branch 2 83/01/20 UTLEY, E E 

Cersltna Power & Light Co 3pp 16962 114. 24X 

Fiche 90-324 , 83/01/20,8301270002 


0301040092 Responds to IE Bulletin 02-03, Rev 1, "Stress Corrosion 
Cracking in Thick Uall.Large Oiameter, Sta I n 1 ess Steel, 
Recirculation Sgs Piping at BUR Plants " Discharge riser 
closure uridt.end caps tc 8ueep-o~let welde ultt be eiemined 
HOUE.P W Carolina Power b Light Co 62/12/16 O'REILLY, J P 

Region 2, Office of Director 18pp 16633 074 24X 

Fiche- 90-324. 82/12/16,8301040092 


6301310063 Summarg of Executive Director of Operation 830119 meeting 
w/utll in Oethesda.HO re problems at si te, inc ludlng 
ssirvalllante b regulatorg Improvement programs 

CUNNIHDHAK.O H Office of the Executive Legal Director 03/01/20. 

Office of the Executive Legal Director 2pp 16984’ 032 24X 

Fiche 90-324,83/01/20,8301310063 


0208190269 t£ Info Notice 82-91, "Overexposurae in PUR Cavities " Sve 
lilt ancl 

DEYOUNG, R C Director's Offtee, Office of Inspection and 

Enforcement 62/12/21 Consolidated EdltO'n Co of New York, Inc 

llipp 16689 239 24X Fiche 90-000,82/12/21,8208190269 


630 {310(09 Forwards 30-dag response to 821220 request for justification 
for continued operation, in light of findings in Technical 
Ev*luatlan Rept on environ qual if tcatlon of lafetg-related 
electrical equipment 

UTi.EV’.EE Carolina Power b Light Co 83/01/29 VAS3ALL0, D B 
Operating Reactors Branch 2 49pp 16966 016 24X 

Fiche- 30-324, 83/01/29, 8301310109. 


6301310149 Forwards response to NRC 821116 request for addl info re 
Nl/REG-0737, 1 terns I A 2 1 4, "Upgrading of Reactor Operator b 
Senior Reactor Operator Training," b 11 0.4, "Training for 
Mitigating Core Damage " 

2 JHMERMAN.S, R Carolina Power b Light Co 83/01/26. VA6SALL0. 0 B 
Operating Reactort Branch 2 3pp 16969’ 016 24X 

Fiche 90-324, 83/01/26,8301310145 


Q. Inipection reports, IE Bulletins b correspondence 


6301100050 Reeponds to FOIA request for 12 categories of documents re 
fecllittei Repts re MARCH code mag be purchaeed from NT18 
Ferwerds documents listed in App A Search for Items 3,6,7, 9, 

1 ( b, 12 identified In request continuing 

Fet.TaN, J.tl Division of Rules and Records 62/12/07. HIATT, S. L 
Ohio Cltliene for Responsible Energg 9pp. 16794.003. 24X 

Fiche 90-000,82/12/07,8301100090 


6212060351 IE Info Notice 82-92, "Equipment Environ Quelificatlen 
Testing Experience — Updating of Test Summaries Previouslg 
Published In IE Info Notice 01-29 " 8vc list end. 

JORDAN, E L Division of Engineering b Quatltg Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co, of New York, Inc 

119pp 16681 068 24X Fiche 90-000,82/12/21.0212060391 


8212060390 IE Info Notice 82-93, "Main Transformer Failures at North 
Anna Nuclear Power Station " Bve list end 

JORDAN, E L Division of Englnesrlng b flualltg Assurance <Pre 
8301031 62/12/22 Consolidated Edison Co of New York, Inc 

, 114pp 16758 017 24X Fiche 90-000,82/12/22,8212060390 


8301030214 EN-82-043 conflrmatorg order ieeued on 821222 to confirm 
commitments In util 821029 ltr describing improvement 
program b imp lemintatlon plan to ensure safetg b operating 
efficiency at fadlttlee 

DAR6ER/0 , AXELRAD, J Director's Office, Office of Inspection and 
Enforcement 62/12/22 Ip 16617.292. 24X Fiche 90-324,82/12/22, 

8301030214. 
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6301050365 Foruard* Conf irtnatory Order EA-a2- 106, ver i pijins commitments, 
including conpletlon deteiire testlnp tt surveillance 
T e^oirements Order based on I£ Insp flapts 50“32A/'S8— 20 It 
50-325/62-28 on 680712-22 

DEVOUNOi ff C Director's Office, Office of Inspection and 

Enforcement 02/12/22 orLEV. E E Carolina Power fc LijJit Co 3pp 

16668 270 24X Flche 50-324,82/12/22,8301050365 


--030105036? Order requiring licensee te Implement improvement program 
re testing 6 surveillance requirements described In 82102? 

Itr 

DEVOUNO.R C Director's Office, Office of Inspection and 
Enforcement 32/12/22 Carolina Power 6 Light Co 6pp 
16668273 SdX Flche 50-324,82/12/22,8301050365 


—8301050374 Forwards implementation plan for Improvement program Plan 
provides util senior mgt mechanism for monitoring 
Implementation progress 6 fulfills eonmitment contained in 
620901 Itr 

UTLEy, E E Carolina Power U Light Co 82/10/2? O'REILLV', J P 
Replan 2, Office of Director 2pp 1666B 279 24/ 

Flche 50-324.62/12/22,6301050365 


--8301050376 '’Brunswick Improvement Program " 

• Carolina Power b Light Co B2/11/30 4Spp 16668 281. 24X 

Flche 50-324,82/12/22,3301050365 


8208190275 IE Info Notice 82-54, "West 1 nghovse NBFO Relay Failures in 
Reactor Protection Sys *' Sve list end 

-JOB DAN, £ L Division of Engineering U Duality Assurance (Pre 

6301031 82/12/27 Consolidated Edison Co. of New Vork, Inc 

lIOpp 16962 13? 24X Flche 50-000,82/12/27.8308190275. 


8208190273 IE Info Notice 82-55, “Seiscnle Oua 1 if 1 cation of Nestlnghoose 
AR Relay W/Latch Attachments Used in Weptinghause Solid 
State Protection 8ys ” Sve list end 

JORDANtE L Division of Engineering I, OuaJitg Assurance iPre 
830103] 82/12/28 Consolidated Edison Co of Nsu Vork, Inc. 

109pp 1 6868 014 24X Flche 50-000.82/12/28,8208190273 


S30J350546 Forwards IE Conference Repts 50-261/82-43,50-324/82-47 6 
50-325/82-47 on 321222 No none emp 1 lance noted 

O'REILLV.O P Region 2, Office of Director. 82/12/29. UTLEV, E E 
Carolina Peuer It Light Co 2pp 16905 310. 24X 

Fiehe 50-000,82/12/29,8301250546 


•B30I250557 IE Conference Repts 50-261/82-43,50-324/82-47 b 50-325/02-47 
on 321222 No noncomp 1 lance noted Areas di tcussed. enf or cemen t 
Issues re safe operation of fac i J i t les, overvl ew of util 
activities & problems u/improvement plans 

LEWIS, R C. Division of Project & Resident Programs 02/12/29 
4pp 16909 312 24X Flche. SO-OOO, 82/12/29,6301250546 


8212060354 IE Info Notice 82-36, "Robertshau Thermostatic Flow Control 
Valves " Sve list end 

VOROANiE L Division of Enginserlng b Quality Assurancs iPrs 
630103] 82/12/30 Consolidated Edison Co of New York, Inc. 

lllpp 16758 137 24X Flche 50-000,82/12/30,8212060354 


830I2504SB Notification of 830111 mgt meeting in Atlanta, OA to discuss 
Conf trmatory Order EA-92-I06 

O'REILLV. J P Region 2, Office of Director. 82/12/30 urTLEY. E E 
Carolina Power t, Light Co Ip 16899.309 24X 

Flche 50-324,82/12/30,8301250488 


1301250597 Revises schedule for HA audit of TMI-rslated c amml tments, pgr 
IE Insp Repts 50-324/82-36 b 50-325/82-33, due to manpower 
shortages Revised data for completion of audit 830430 
DI£TI,C B. Carolina Power b Light Co 82/12/31 O'REILLY, J P 
Raglan 2, Office of Director Ip 16905 ISB, 24X 
Flche 30-324,82/18/31,0301250597. 


0301250199 Act receipt of 621202 b 22 1 trs informing NfiC of steps taken 
to correct violations noted in t£ Insp Repts 90-324/82-40 b 
50-325/82-40 

VERRELLItO M. Division of Project b Resident Programs 03/01/03 

UTLEV. E E. Carolina Power b Light Co ip. I6B96 234 24X 

Flche: 30-324, 63/01/03, 8301250199 


03OI2SO2O4 Responds to NRC 621102 Itr rs violations noted In IE Insp 
Repts 50-324/92-40 4 50-325/82-40 Corrective actions, 
perchloric add pretreatment step successfully demonstrated 
to eliminate organic 1 nterf erencts 

DIETZ. C. ft Carolina Power 4 Light Co 82/12/22 O'REILLY, U.P 

Region 2, Office of Director 3pp 16896.233 24X 

Flche. 50-324, 83/01/03, 8301250199 


— B301SS0210 Responds to NRC 021102 Itr re violations noted in IE Imp 
Repts 50-324/82-40 b 90-323/82-40 Corrective actions atomic 
absorption unit utlliied to monitor strontium carrier 
concentration to avoid sample loss 

DIETZ, C R Carolina Power b Light Co 02/12/02 O'REILLY, U P 
Region 2, Office of Director 3pp 16896 238 24X 

Flche 50-324,83/01/03.8301250199 


—8301250216 Farwards IE Insp Repts S0-324/B2-40 b 50-325/82-40 on 
821012-15 b notice of violation 

VERRELLliO M Division of Project 4 Resident Programs 02/11/02 
UTLEV, E E Carolina Power 4 Light Co 2pp 16896 241 24X 

Flche 50-324,83/01/03,8301250199 


— 6301250221 Notice of violation from Insp on 821012-15 

* Dlvlilon of Project b Resident Programs 02/11/02 Ip 
16896 243 24X Flche 50-324,83/01/03,8301250199 


—8301250228 IE Insp Repts 50-324/82-40 4 50-325/82-40 on 821012-15 
hfoncomp liance noted analyses of liquid radwaste not 
performed per Tech Spec requirements Composite samples for 
certain months did not meet min detectable concentration 
ALSRISHT, R H , BARR, K P Division of Engineering b Technical 
Programs 02/10/29 6pp 16896 244 24X Flche 50-324,83/01/03, 

6301250199 


8301180083 Requests extension until Har 1983 to respond to NRC 820802 
Itr which requested addl info for completing review of util 
responses to IE Bulletin 80-11, "Masonry Nall Design ” 

ZIMMERMAN, 8 R Carolina Power b Light Co 83/01/12 YASSALLO, D B 
aperating Reactors Branch 2 Ip 16033 346 24X 

Flche 50-324.83/01/12,8301180083 


B Reportable occurrences, LERs b releted correspondence 


B30I070ZOS Forwards LER 62-14S/03L-0 

OIETZ.C R Carolina Power 4 Light Co 82/12/28 O'REILLV.U P 
Region 2, Office of Director Ip 166B6 263 24X 

Flche, 50-325, 62/12/28, 8301070205 


—8301070208 LER 02-14S/O3L-O' on 621129, main steam safety relief valve 
(SRV) poeltlon indication instrument 1-B21-Tfi-R614, point* 2 
b 4 printed Intermittently on chart paper SRV eonic detector 
lights inoperable Caused by timing motor gear teeth wear. 

PAfiTVA,M J Carolina Power b Light Co 62/12/28 Region 2, 
□Pfice of Director 2pp 16606 264 24X Flche 50-325,82/12/20, 

8301070205. 


8301070207 Forwards LER B2-i34/03L-0 

DIETZ, C R Carolina Power b Light Co 02/12/30 O'REILLY.J P 
Region 2, Office of Director Ip 16686 281 24X 

Fiche 50-329, 02/12/30,8301070207 


—0301070216 LER 8S-134/03L-0 on 821201 , primary containment atmosphere 
oxygen anal y ler, l-CAC-AT-f263-2, ind Icated step increase 
In drywell oxygen concentration Caused by 1262-2 analyiar 
experiencing instrument lero shift Analyzer recallbr 
PABTYA.M J Carolina Power «< Light Co 82/12/30. Region 2, 
Office of Director Ip 16686 282 24X Flche' 50-323, 82/13/30, 

8301070207 


8301070221 Forwerd* LER 82-121/03L-0 

DIETZrC R. Carolina Power b Light Co 82/12/30 O'REILLV.J.P 
Region 2, Office of Director Ip 166B6 221 24X 

Flche 50-325, 82/12/30,8301070221 


—0301070229 LER 02-121 /03L-0 on 821130, RTOB control lulteh. l-VA-CB-asBI 
for standby gas treatmsnt sys IB was in standby, not 
preferred position Caused by failed spring return function 
Switch repa ired, c leaned 4 restored to sve 

PASTVA.M J Caroline Power b Light Co 82/12/30 Region S, 
Office of Director Ip 16686.222 24X Fiche 50-329,82/12/30, 

8301070221 


8301070267 Forwardi LER 82-126/03L-0 

DIETZ, C R Carolina Power b Light Co 82/12/30 O'REILLY. J P 
Region 2, Office of Director, Ip 16689' 181, 24X 

Flche' 50-329, 82/12/30,8301070267 


— 8301070273 LER 02-126/O3L-O on 021201, primary containment atmosphere 
oxygen analyxer l-CAC-AT-1299-2 Indicated unexpected 
downward trend in drywell oxygen concentration Caused by 
instrument zero shift Analyzer recallbr b returned to sve. 

PASrVA.K J Carolina Power b Light Co 82/12/30 Region 2, 
Office of Director Ip, 16609:182 24X Flche, 90-329, 02/12/30, 

8301070267 


8301170237 Forward* updatad LER 82-136/03L-1 

DIETZ, C.R. Carolina Power b Light Co 82/12/30. O'REILLY.3 P 
Region 2, Office of Director Ip. 16310:134 24X 

Fiche - 90-329, 63/12/30, 8301170237 


DOCKETED ITEMS 
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— B30J170247 Uitdatsd LEft 02-13i/O3L-J on 031082. ind icator 1-CAC-LI-S60I-I 
fhoood level of -87 inc he«> Ind icator l-CAC-UI~S601-3 thoued 
Ifvei of -37 9 Inches & indicator I -CAC-I.R-S602 shoued level 
of -89 tnchei Caueod by change In trickle flow 

PA&TVAi M 0 Carolina Pouier (< Light Co 63/12/30 Region 8. 

Office of Director Spp 16B10 139 SAX Fiehe 90-329. 62/ lS/30. 
6301170237 


3301-070101 Forwardi LER 82-147/03L-0 

DIETZiC R Carolina Power «< Light Co 62/12/31 O'REILLY. J P 
Region 2> Office of Director Ip 16687 849 24X 

Fiehe 90-329.82/12/31.6301070101 


— BD01070103 LER e2-147/03L-0 on 821202. RIR eve water differential 
preeiure indicator. 1-El l-PDI-3344. showed downscale 
indication Caused bg instrument drift Instrument recalibr 
PASTVA. M. Carolina Power t. Light Co 62/12/31 Region S. 
Office of Director Ip 166S7 290 24X Fiehe 90-389.62/12/31. 

6301070101 


B3O1170039 Forwards LER e2-l46/03L-0 

OIErZ. C R Carolina Power L Light Co 83/01/08 O'REILLY, J P 
Region 2, Office of Director Ip 16819 139 24X 

Fiehe 50-329,63/01/09,8301170039 


8301170036 LER a2-146/03L-0 on 621206. primary containment atmosphere 

otggen analgicr I -CAC-AT- 1299-2 showed upscale indication of 
drgwell otggen concentration Caused bg 1299-2 amplifier lero 
shift Analgiar catlbr 

PA3TVA. M J Carolina Power L Light Co 83/01/09 Region 2, 
Office of Director Ip 16819 136 24X Fiehe 90-329,63/01/09. 

6301170039 


3301170107 Forwards supplemental LER 62-044/03L-1 

DIErZ, C R Carolina Power t< Light Co 63/01/09 O'REILLY, J P 
ficglan 2. Office of Director Ip 16810 344 24X 

Fiehe. 50-325, 83/01/05, 8301170107 


— 8301170112 Hupplementel LER 82-044/03L-1 on 880329, RTOD Instrument 
1-CAC-Lfi~2602, ind leated level of -31 9 inches below actual 
level Caused bg change in trickle flow to wet ref leg of 
recorder tranemltter Transmitter recalibr 

PABTVAtM J Carolina Power ti Light Co 83/01/05 Region 2, 
Office of Director 2pp 16810 349 24X Fiehe- 90-325, 63/01 /05, 

0301170107 


B3D1I70215 Forwards supplemental LER B2-116/03L-1 

DIETZiC R. Carolina Power & Light Co 83/01/05, O'REILLY, J P 
Region 2, Office of Director tp 16810 311 24X 

Ftche: 90-325, 83/01/09, 0301170219 


— 8301170217 Supplemental LER B2-1 16/03L-1- on 881027, RHR sge dlecharge 
valves to radwaste sgs found not fullg closed Cause 
undetermined Bupplemental rept will be submitted when cause 
determined 

PASTVA.H j Carolina Power A Light Co 63/01/09 Region 2, 
Office of Director Ip 16B10 318 24X Fiehe 90-329,03/01/09. 

8301170218 


8301170224 Forwards updated LER B2-096/03L-1 

OIErZiC.R Carolina Power ti Light Co 63/01/09 O'REILLY, J.P 
Region 2, Office of Director tp 16610.298 24X 

Fiehe: 50-325, 63/01/09, 6301170224 


— B301170230 Updated LER B2-056/03L-1 on 820601 , remote shutdown panel 
Instrument l-CAC-H-3342 (< post-accident monitoring 
instrument! l-CAC-LI-2601-3 L LR-8608 gave incorrect 
Indleattont Caueed bg change in trickle flow to wet ref leg 
PASTVA, H J Carolina Power L Light Co. 83/01/09 Region 8, 
Office of Director. 2pp. 16810.299, 24X Fiehe 90-329,63/01/09, 

BSD 1170224. 


8301170423 Forward f updated LER 82-026/03L-1 

DlETZiC R Carolina Power t. Light Co 83/01/09. O'REILLY, J P 
Region 2, Office of Director ip 16610.022 24X 

Flche:90-329, 83/01/09, 8301 170423 


— 8301170429 Updated LER 82-028/03L-1 on 820301, during routine 
survai 1 lance, comparison of RTOD indications of suppression 
chamber water level revealed 2 2-inch level difference. 

Caueod by loss of trickle flow transmitter to wet ref leg. 
PASrVA.fl J Carolina Power ti Light Co. 83/01/09 Region 2, 
Office of Director 2pp. 16810.023 24X Fiehe. 90-329, 83/01/05, 

8301170423 


8301180384 Forward! updated LER B2-037/03L-0 

OIETZ.C R. Carolina Power ti Light Co 63/01/09. O'REILLY, U P. 
Haglon 2, Office of Director. ip. 16684.346 24X 

Plche: 90-325, 83/01/09. 6301180324 


— 8301180334 Updated LER 82-037/03L-0 on 820317, comparison of suppression 
chamber water level indications revealed different level 
indications on RTOB instruments l-CAC-LR-2602 Sc 
1-CAC-L1-2601-3 Caused by change in trickle flow to ref leg 
PASTVA, H J Carolina Power S< Light Co 83/01/09 Region 2, 

Office of Director 2pp 16824 347 24X Fiehe 90-329,83/01/05, 

8301160324 


0301100356 Forwards updated LER 8l-oe4/03L-l 

DIETZ, C R Carolina Power ti Light Co 83/0i/O9 O'REILLY, J P 
Region 2. Office of Director ip 16624 304 24X 

Fiehe 90-389,83/01/08,8301180396 


--B3011B0366 Updated LER B1-0B4/03L-1 on 01 1228, suppression chamber water 
level Indicator l'CAC-LI-260l-3, • th lb Ited gradual upward 
trend in level indication Caused bg change in trickle flow 
to wet ref leg of transmitter Proper flow established 
PABTYA, hi J Carolina Power S< Light Co 63/01/09 Region 2, 

Office of Director 2pp 16824 305 24X Fiche 90-329,63/01/05, 

8301 180356 


0301170213 Forwards LER 0a-15O/O3L-O 

DIETZ, C R Carolina Power ti Light Co 83/01/07 O'REILLY, J P 
Region 2. Office of Director Ip 16310 368 24X 

Fiche 90-329,03/01/07,0301170213 


— 8301170219 LER e2-l50/03L-0 on 821209, main steam lint flow high 
prinarg containment isolation signal l-B21-PDTM-N0O6-0-t 
showed instrument downscale indication Caused bg defective 
amplifier board in instrument tranemltter B81-DPT-N006D 
PA6TYA, M J Carolina Power S. Light Co 83/01/07 Region 2, 
Office of Director Ip 16810 269 24X Fiche 50-329,63/01/07. 

8301170213 


8301170282 Forwards LER 8a-l48/03L“0 

DIETZ, C R Caroline Power ti Light Co 63/01/07 O'REILLY, J P 
Region 2, Office of Director ip 16610 269 24X 

Fiche 90-329,63/01/07,6301170222 


— 8301170223 LER e2-148/03L-0 on 021208, Instrument chart paper indicating 
post-accident monitoring suppression pool level data found 
not advancing Caused bg unscrewed drive fro-nt cprocket gear 
Sprocket gear positioned 4 fastened 

PA8TVA.H J Carolina Power (c Light Co 83/01/07 Region 2, 

Office of Dlrecbor ip 16810 266 24X Fiche 90-329,83/01/07, 

6301170222 


8301170257 Forwards LER ea-109/03L-0 

DIETZ, C R Carolina Power & Light Co 03/01/07 O'REILLY, J.P 
Region 2, Office of Director Ip 16910 067 SAX 
Fiehe 90-329,83/01/07,8301170257 


— 8301170263 LER 08-IO9/O3L-O on 821800, during routine survell lence, 
outer door of reactor bldg secondary containment personnel 
airlock was inoperable Caused bg missing 8-lnch section of 
door gasket Klseing section replaced 

PA8TYA, M J Carolina Power t, Light Co 83/01/07. Region 2, 
Office of Director 2pp 16610 068. 34X Fiche 90-329,63/01/07, 

8301170897 


8301170917 Forwards updated LER a2-llO/OaL-l 

DIETZ. C R Carolina Power t< Light Co B3/0I/07 O'REILLY, J P, 
Region 2, Office of Director Ip 16819.008 S4X 
Fiehe 50-385, 03/01/07,0301170517 


—8301170523 Updated LER e2-110/03L-l on 821017, suppression pool level 
Indicators l-CAC-LR-2602, t-CAC-LI-2601-1, l-CAC-LI-2601-3 >c 
l-CAC-LI-3942 revealed levels exceeding Tech Bpee llmite 
Caused bg wet ref lag trickle flow change 

PA8TVA, H J. Carolina Power t> Light Co. 83/01/07 Region 2, 
Office of Director. 2pp 16815 083. 24X Fiche 90-329.83/01/07, 

6301170917 


S301260303 Forwards LER 62-151/03L-0 Detailed event analgilt end. 
DIETZ, C,R Carolina Power ti Light Co 63/01/13 O'REILLY, J P 
Region 2, Office of Director 2pp i69t2. 263, 24X 

Fiehe 90-389. 03/01/13.8301260303 


—8301260310 LER e2-191/03L-0 on 821214, d lees 1 low lube oil prteture trip 
occurred Caused bg diesel low lube oil preeiure start time 
delay timing out before pretture greater than low trip 
setpoint Start time relay callbr 

PA6TYA. M J Carolina Power tt Light Co 83/01/13 Region 2, 

Office of Director Ip 16?i2'269 24X Fiehe 50-329, B3/0i/13i 

8301260303 


B30180Q346 Forwards updated LER 82-013/03L-1 

DIETZ, C R Carolina Power (< Light Co. 63/01/14 O'REILLY, J. P. 
Region 2, Office of Director Ip 16B69’898 84X 

Fiche. 90-329, 03/01/14,8301200346. 
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DOCKETED ITEMS 


—630120034? Updated LEH 83-013/’03L-t. on 520131. whllo atifetniptlng to open 
HPCI »V* •t*atn tupplv outboard PC IV. I-E41 -F0O3. va 1 v* motor 
trippad on nagnoti-co Cavaad tg failura of armatura windinpo 
Kotor rtuound 1. roinotallad 

PASrVA.M J Carolina Pouar & Light Co 83/01/14 Raglan 3. 
OfflCB of Oiractor 3pp 16e&9 393 34X Flcha 90-339.83/01/14. 

8301300346 


8301890317 8110-11-83-003 on 830118. two raportabla crack indlcatlonc 
found In 39-inch roclrculation ava diaeharging piping during 
wald axana Cauoa unknown NOE apactallat conducting 
indapandant naaauramant* & avonltoring llcantao ajiana 

HEML.C.H. BLAKE.JJ Ragion 2. Offlea of Dlractor 83/01/19 2pp. 
16897,219 34X Ft cha ' 90-339, 83/01 /I9. 8301290317. 


V Qparator Eiaminatlons 


6313330443 Oanarlc Ltr 83-38 to all pouar raactor licaniaat. app licanti 
for OLi NS5 ti rgactor vandora I. AEa ra matting to ditcuas 
racant dtvalopmanta for Itcanaing aiama. Advil aa that naatlng 
will ba bald on 830211 r* oparator I Icantlng. Bve Hit and 
EISENHUr.D 0 Diviilon oP Lictniing 82/12/22 ConiolidatPd 
Ediion Co. of Nau York. Inc. 12pp. 1 6681- 072 a4X 

FlckB-90-000, 82/13/22. 8212220443 


8301120070 Oanarlc Ltr 83-01 to powar raactor llcaniaai tc applicants 
for OL r« oparator llcanslng aiam slta vli 1 1. R«<tuas ti 
icbadula ra aian raguasti axpactad for lubnlttal prio-r to 
891231 for Ilitad catogoriaa Sve Hit and 

EtSCIdHUT, 0 0 Division of Llcaniing 83/01/11. Coniolldatad 
Edison Co of Ktu York. Inc. llpp 16893 243 24X 

Ficha: 90-000, 83/01/1 1. 8301 120078 


DOCKET 50-336 UNIV OF CALIFORNIA AT IRVIfE RES REACTOR 


P Oparattng licania itaga documanti $< corraspondanca 


8301140928 Addl rasponia to FOIA raquast for documanti ra UCLA lab h 
raiaarch rate tori Forwards App A dacumanti. Ap p 8 documanti 
conplatalg wlthfiald <raf FOIA Esanptlon 41 

FELTON. J. H. Division of Rulas and Racords 02/11/24 MIRSCH.D 

Commlttaa to Brldgt tha Oap 3pp. 16819 310 24X 

Ficha: 90-000, 82/11/24, 8301140928 


— 7908300702 Forwards info In rtsponsa to 770730 rsquait Info uiithhsld 
<raf 10CFR2. 790). 

BROHNrHV. California. Unlv of. Loa Angaias, 79/08/19 
MILLER, s). R. Assistant Dlractor for Blta ti Safaguardi (Prs 791030), 
2pp. 16819:337. 24X Ficha 90-224,82/11/24,8301140928. 


0. tnspactlon raporti, IE Bullatlna l> corraspondanca 


8301180216 Forward! IE Imp Rapt 90-326/82-04 on 821214-16 tt notica of 
violation. 

BPEMCER.O, 8 Division of Radiological Safatg ti Safaguardi Program 
83/01/09 HCOAUOH.O L. California, ifnlv. of, Irvlna 2ap. 
16829.286 24X Flchs 90-326,83/01/09,8301180216. 


— 6301180222 Notica of violation fron Intp on 821214-16. 

WENSLANBKI, P. A Ragion 9, Offlea of Dlractor 83/01/09 Ip. 
16B89'203 24X Ficha. 90-396, 83/01/09, 8301 180216 


— 8301180226 IE Insp Rapt 90-326/82-04 on 021214-16 Noncoaip t Ian ca noted 
Raactor Operations Comnlttea had not mat for period greater 
than 6-flanth raRulranant. 

CILLIS.H , HENSLAHSKI.F A,. 0OOK,H E Division of Radiological 
Safety h Safeguards Program. 83/01/04 Hpp. 16829:209. 24X 

Fleha' 90-326. 83/01/09, 0301180216 


DOCKET 90-327 SEQUOYAH NUCLEAR PLANT, OMIT I 
A Appllcatlon/constructlon stags documants tt corraapondsnea 


6301200140 FOIA raquait for tan catagorlai of documents 

STECKELtA Onion of Conearnad Sclantista 82/11/10. FELTOM.iJ.M 
Division of Rules and Racords 2pp. 16871:304. 24X 

Flcha;SO-000. 82/11/10, 8301200140. 


1301200193 Responds to FOIA raquait for tan catagorlai of docunants. 
Forwards Documanti 1-8 It lO. Documanti also available In POR. 
Document 9 not located 

FELTON, J H, Dlvlilon of Rules and Aecords 92/12/13. STECKEL.A. 
Union of Conearnad Bclantlits, Ip, 16871.306 24X 

Ficha. 90-327, 82/12/13.8301200193. 


— 8301200183 Notifies that const completion schedule for facllltias 
updated Fuel loading will ba Mar L Nov 1978, respectively 
OILLELANO, J e Tannassca Val I ey Authority 77/02/24 VAROA.S A 
Office of Nuclear Reactor Regulation, Director Ip 16071.3(1 
24X Flclta 90-000,82/12/13,8301200193 


— B3012001B8 Notifies of extension of latest completion data of 
facilities due to listed const delays 

01LLELAN0,3 E Tennessee Valley Authority 79/10/28 R1I8CHE.BC 
Office of Nuclear Reactor Regulation, Director 2pp 16871 318 
24X Flche 90-000,82/12/13,8301200193 


— 8301200191 Notifies that schedule for fuel loading revised due to 
listed dtlays. 

OILLEUAND, U E Tennessee Valley Authority 73/08/30 
OIAKSUSSO.A Atomic Energy Commission, Dlroctorate of Licensing 
2pp 16871 314. 24X Fiche 90-000,82/12/13,8301200193 


E NRC Safety Evaluation Report (6ER), suppls & correspondence 


8301030283 Forwards proposed suppl to SER, NUREO-001 1, 8upp 1 6, updating 
evaluation of hydrogen mitigation sys License condition on 
hydrogen control resolved whan Issues re TAYCO Igniter 
surface tamp corrected Viawgraphs one 1 

DIRCKS, U U Office of tha Executive Dlractor for Operations 
82/12/08. PALLADINO.N . 0ILIN8KY>V , AHEARNE.U Commissioners 
71pp 16693 148 24X Fiche 50-327,82/12/00,8301030283 


8301190438 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SEQUOYAH NUCLEAR PLANT UNITS 1 b 2 Docket Nos 30-327 And 
90-326 ITanntsiea Valley Authority) 

• Office of Nuclear Reactor Regulation, Director NUREO-001 I S06 
82/12/31. 42pp Available at NRC *4 79 16849 076 24X 

Fiche: 90-327, 82/12/31, 0301 190438 


0301070361 Forwards BER Suppl 6 U/o end 

NOVAKrTM Assistant Director for Licensing 83/01/04 PARRIS. H 0 
Tannassaa Valley Authority ip 16695 396 24X 

Fiche 90-327, 83/01/04,8301070361 


F Security, medical, emergency b fire protection plans 


8212060349 Oanerlc Ltr 82-33 to all licensees of operating reactors, 
applicants for OL b holders of CPs ra Suppl 1 to NURE0-O737 j 
"R aquiremsntf for Emergency Response Capability " 

NUREO-0737, Suppl 1 b sve list and 

EI8ENHUT, 0 0 Division of Licensing 82/12/17 Consolldatad 
Edison Co. of New York, Inc 77pp 16681 206 24X 

Fiche 50-000,82/12/17, 8212060349. 


8212220445 Oenertc Ltr 82-39 to all reactor licensees, CP holders b 
applicants for CPs re problems w/submlttals of 10CFR73 21 
safeguards info for licensing raview Procedures re 
transmittal of info outlined 8vc list end 

ElaENH'Ur,D 0. Division of Licensing. 82/12/22 Consolidated 
Edison Co of Now York, Inc 13pp 16690 021 24X 

Ficha' 50-000, 82/12/22, 8212220445 


8301040980 Ack receipt of 821201 ltr Informing NRC of steps token to 
correct daflclancles noted in IE Emergency Preparedness 
Appraisal Rapts 50-327/82-13 b 50-328/82-13 

LENIB.R C. Division of Project b Rasldant Programs 82/12/27 
FARRIS. H 0. Tonnassaa Valley Authority Ip. 16646 134, 24X 

Fiche. 90-327, 82/12/27, 0301040980 


8301040600 Forwards response to NRC informal request for addl Info re 
App R ravlau b Instrumentation available in auxiliary 
control room. Adding T cold or T avarago ins trumantation in 
auxiliary control room does not add safety banaflts 
KILLSfL N Tannaotaa Valley Authority 82/12/28. A0EN8AH, E 
Llcanslng Branch 4. 2pp 16646 082. 24X Ficha 50-000,82/12/28, 

8301040600 


8301110490 Forwards proposed rev to Physical Security Plan. Rav withheld 
(pof 10CFR73 21). 

MILLS, L.n, Tannassaa Valley Authority 83/01/06 ADEN8AM,C 
Llcanslng Branch 4. 2pp 16749 286 24X Fiche 90-327,83/01/06, 

0301110430 


8301110646 Forwards ravtsad pages to table of contents for propotod 
socurlty plan Pages withheld (ref I0CFR73. 21) 

MtLL8,L H Tannassaa Valley Authority 83/01/06 ADENSAM.E 
Licensing Branch 4 2pp 16744' 298 24X FI cho. 90-327, 83/01 /06, 

0301110646 


8301110294 Forwards IE Safeguards Insp Rapts 50-327/82-32 b 
90-328/S2-3S on 621212-16 No noncomp 1 ianca noted 
VERRELLl, D. II Division of Project L Resident Programs 83/01/07 
PARRI9,H0. Tannassaa Valley Authority 2pp 16746.243 24X 

F 1 c h e . 90-387, 83 /0 1 /07. 830 1110294 
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— aaaillOS^l IE Safiguarda Imp Repts 50-327/82-32 tt 50-328/82-32 on 
a21212-l& No noncemp 1 lonce noted Major aroai ln«paet«d «ite 
oriontatlon (i raview of Sacurltg Plan b inplamanting 
procaduraa Oatalla withheld (ref 10CFR73 21) 

riU.HAN< A < MCGUIRE. D R Dlvleion of Emergincg Preparodnept & 
dparatlonal Support 83/01/06 Ip 16746 245 24X 

Flehe 80-327.83/01/07,8301110234 


O Advisory Cooimlttao on Reaotor Bafeguard* report* ti eorr#»pondenco 


8301210343 Dl«cuf*ei NRC petition re hydrogen ignition tyt.per ACR8 
921213 Itr Bafaty benefit* from addl power tupply for 
igntterfj thould degraded core accident occur w/station 
blaclout. do not warrant addl costs 

OCNrONfH R Office of Nuclear Reactor Regulation. Director 
Q3/'0t/14 RAV. J ACRS - Advisory Committee on Reactor Bafeguarde 
4pp. 16885 202 24X Flche 30-327,83/01/14,0301210343 


"831S220S40 Summirlias ACRS 272nd meeting on 621213 re hydrogen control 
eye at fael lltiet 

SHEHMON. P ACRS - Advisory Committee on Reactor Safeguard* 

82/12/13 PALLADINO. N J Comnittl oner* 4pp 168BS 285 24X 

Fiehe. 30-327, 83/01/14, 8301210343 


P Oparatlng license stege documents & correspondence 


3301040616 Forwards 8ALP repts for Uul 1900 - June 1981. Util conduct 
of nuclear activities shout proper concern for nuclear 
lafcty ti it acceptable Areas of poor performance cited 
0''HEtLLY. JP Region 2, Office of Director 82/11/24 PARR IB, H 0 
Tannettee Valley Authority 3pp 16667.302 24X 

Flcha: 90-000i 82/ 1 1 /24, 8301040616 


"8301040690 Forwards SALP rept of util activities for Jul 1980 - June 
l?61.Rtpt bated on resulte of MRC BALP Board 811020 meeting 
LEUiS, R C Division of Project U Resident Programs, 82/08/20 
PARRIS, HO. Tennessee Valley Authority 3pp 16667 305 24X 

Flche 90-000, B2/t 1/24, 8301040616 


--8301040794 BALP Rept* 50-259/82-13,50-260/82-13,30-296/02-13, 30-327/82- 
13,30-320/82-18, S0-390/B2-26, 30-391/82-23, 30-433/82-25, 

SO-43 9/02-2 5, 50-518/82-10, 30-319/82-09, 50-320/82-10. 30-321/ 

82-07. 30-993/82-02, 30-534/02-02, 50-366/02-03 6 50-567/82-03 
LEHISiR C, Dlvitlan of Project 1, Resident Programs 82/08/20 
eSpp 16667.307 24X Fiche 30-000,82/11/24,8301040616 


8301030237 Staff requirements memo summarising 821213 discussion S< 
vela in Hath Ington, OC re hydrogen control iy« 8yt approved 
w/condltlon that four addl Igniter* be Installed In upper 
conta Innant. 

CKILK,8 J Office of the Secretary of the Commission 82/12/23 
DinCKSiU J Office of the Esecutlve Director for Operations 2pp 
16693 162 24X Flche 50-327,82/12/23,8301030287 


63D10904B6 Forwards Amend 9 to License DPR-77, safety evaluation S, 
notice of Itsuanee 6 availability Amend change* Tech Specs 
to accommodate Cycle 2 reload operations, 

AOENSAK, E 0. Licensing Branch 4 02/12/23 PARRIS, H 0 Tennessee 

Valley Authority 3pp 16668.220 24X FI che. 50-327, 82/12/23, 

6301090486 


— 6301090489 Amend 19 to License DPR-77, chang Ing Tech Specs to 
accommodate Cycle 2 reload operations, 

ADER8AH.E. 0 Licensing Branch 4 82/12/23. 26pp 16668-223. 

34X Flche. 90-327, 02/12/23,8301090486. 


--B301090493 Safety evaluation supporting Amend 19 to Lieenee DPR-77 
* Office of Nuclear Reactor Regulation, Director 82/12/23 Spp 
16668’ 249 24X Flche- 50-327, 82/12/23, 8301090486 


—8301030496 Notice of issuance & availability of Amend 19 to License 
DPR-77. 

ADENSAH.E 0. Licensing Branch 4 82/12/23 2pp 1666B 254. 24X 

Flche- 90-327, 82/12/23, 8301050486 


—8301090499 Notifies of no known public correspondence or irreversible 
laipict associated w/issuance of Amend 19 to License OPR-77. 

BTAHLE.C Licensing Branch 4 B2/12/23 NOVAK, T. M Assistant 

Director for Licensing Ip 16666 296 24X Flche, 90-327, 

82/12/23, 8301090406 


8301060001 Forwards Amends 17 6 8 to Llesnies DPR~79 (> DPR-77, 
respectlvaltf, safety evaluation 6 notice of Istuanee 1, 
availability Amends change diesel generator battery float 
voltage t. Isolation times for containment Isolation valves. 
ADEN9AM,E.O Licensing Branch 4. 82/12/23 PARRIS, H 0 Tannessee 

Valley Authority. Spp 16687.331 24X Fi che; 90-327, 82/12/23, 

8301060001 


— 8301060002 Amends 17 6 B to Liesnses DPR-77 t, DPR-79i respectively, 
changing diesel generator battery float voltage t, liolation 
times for contalnmsnt isolation valves 

AOENSAN.EO Licensing Branch 4 82/12/23 lOpp 16607.333 

24X Flchs 90-327,62/12/23.0301060001 


— 8301060003 Safety evaluation supporting Amends 17 t< 8 to Licenses 
DPR-77 t, DPR-79, respectively 

» Office of Nuclear Reactor Regulation, Director 02/12/23 2pp 
16667.343 24X Fiche 90-327,82/12/23,8301060001 


"8301060005 Notice of issuance t, availability of Amends 17 t, B to 
Licenses DPB-77 6 DPR-79, respec ttve ly 

ADENSAK.E 0 Licensing Branch 4 82/12/23 2pp 166e7’349 24X 

Flche 90-327,82/12/23,8301060001 


— 8301060009 Notifies of no known public correspondence or irreversible 
Impact associated w/itsuance of Amends 17 t, 8 to Licenses 
DPR-77 & 79, respectively 

STAHLE, C Licensing Branch 4 02/12/17 NOVAK, T M Assistant 

Olrsctor for Licensing Ip 16637 347 24X Fleh* 90-327, 

82/12/23, 8301060001 


8301060013 Forwards Amends 21 & 1 1 to Llctnse* DPR-77 t< DPR-79, 
respectively, safety evaluation 6 notice of issuance & 
avaliab 1 1 tty. Amends revise Tech Spec* re emergency gas 
treatment syt t< diesel generator survelllanet requirements 
ADENBAK.E 0 Licensing Branch 4 82/12/23 PARRIS, H.O Tennessee 

Valley Authority 3pp 16687.363 24X FI she- 90-327, 02/12/23, 

8301060013 


— 8301060017 Amends 21 6 U to Licenses DPR-77 li DPR“79> rsspae t ively, 
revising Tech Spec* re tmsrgsncy gas treatment sys 6 diesel 
generator s urvel llance requirements 

ADENBAM, E 0 Licensing Branch 4 02/12/23 lOpp 16680 003 

24X Flche 90-327,02/12/23,8301060013 


—8301060026 Safety evaluation supporting Amend* 21 ti 11 to Licenses 
DPR-77 t, DPH-79, respectively. 

* Office of Nuclear Reactor Regulation, Director. 82/12/23 2pp 
16600 013. 24X Fiche 90-327,82/12/23,6301060013 


— 0301060029 Notice of Issuance 1, availability of Amends 21 6 It to 
Lleensa* DPR-77 t DPR-79, respec tlve ly 

ADENSAH.e 0 Licensing Branch 4 02/12/23 2pp 16608 019 24X 

Fiche. 90-327, 82/12/23, 8301060013 


— 0301060034 Advises of no known public correspondence or irreversible 
impact associated w/lssuance of Amends 21 6 11 to License* 

DPfi-77 «< DPR-79. respectively 

STAKLE.C Licensing Branch 4 02/12/23 NOVAK, T M Assistant 

Director for Licensing Ip 16608,017, 24X Flche. 90-327, 

82/12/23,8301060013 


0301060021 Forward* Amends 10 t, 9 to Licenses DPR-77 1, OPR-79, 
respectively, eafety evaluation 6 notice of Issuance 6 
avellablllty Amend change* containment ventilation sye 
Tach Bptes to clarify tlma period for purging 1, venting 
AOENSAMiE 0 Licensing Branch 4 82/12/23 PARRI8,H,0 Tenneseea 

Valley Authority 3pp 16684 169 24X Flche 90-327,82/12/83, 

0301060021 


—8301060022 Amend* 10 b 19 to License* DPR-77 b DPR-79. respect Ively, 
changing containment ventilation *y* Tach Specs to clarify 
ttm* period for purging b venting. 

ADENBAM, E O. Llcenelng Branch 4 02/12/23 lOpp 16684-171 

24X Flche: 90-327,82/12/23,0301060021. 


— 8301060030 Safaty evaluation eupporting Amends 18 b 9 to Licansei 
DPfi-77 b DPR-79, respectively. 

a Office of Nuclear Reactor Ragulatlon, Dlraetor 82/12/23 2pp 
16684:181 24X Fleht. 90-327, 82/12/23, 0301060021 


— 8301060029 Notice of iseuance b ayallabillty of Amends IS b 9 to 
Llcenss* DPR-77 b DPR-79, respec tlve ly. 

A0EN8AM, E. 0 Licensing Branch 4. 82/12/23. 2pp. 16684-183. 24X 

Flcha. 90-327, 82/12/83, 8301060021. 


— 8301060033 Notifies of no known public correspondence or irreversible 
impact associated u/issuance of Amends 18 b 9 to License* 

DPR-77 b DPR-79, reepeetlvely. 

STAHLE, C Licensing Branch 4. 82/09/14 NtJVAH. T M Assistant 

Dlraetor for Llctnsing Ip 16664,189, 24X Flcha- 90-387, 

82/12/23,8301060021 


8301070487 Forwards Amend* 20 b 10 to License* DPR-77 b DPR-79, 
respectively, eefety evetuetion b notice of Isfuanee b 
evallablMty Amends rtvise Tech Spec* re mas Isolation time 
b penetration protective fuie teat requirement* 

A0EN8AM, E 0 Licensing Branch 4. 82/12/23 PARRIS, H.O. T*nn*s«te 

Valley Authority 2pp 16707.192 24X FI che; 90-327, 02/12/23, 

8301070487 , 
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— B30I070496 Amsnil* 80 t 10 to Lietntes »Pfl-77 1> 
rtvlilng Tieh B;ic r* max lialatlon timi' for 
valv*» b notfjfving lOTVtmanct Taqui ramanti 
ptnatratlon gretictiva fusa ta*t<ng 
ADENBAMiEO LI earning Branch 4. 68718/83. 

84X richa.50-387j 68/18/23,6301070497 


DPR-79, raspactivflg, 

1 folat 1 on 

for 

Itpp. lr£>707 194 


—6301060032 Amanrf* 22 b 12 to LI coma* OPR-77 fc DPfl-79. raxpact ivil^i 
ravlxtng Taeh 8p#c 3/4 7 6 r» yinter flood loval fc flood 
protaction ivrvalUanca raquiramenta 

ADENSAM.E « Lleanalng Branch 4 88/12/27 lOpp 16494 I9B 

84X Flcha 30-387.82/12/27.6301040048 


—8301070503 Safaty avaluatlon tupportlng Anandt 20 i< 10 to Licansaa 
DPR-77 1< OPR-79, raipae t Ivaly. 

t Offica of Nuelaar Raactor ftagolation, Dlraetor 62/18/23 3pp 
16707 203 24X Fleha: 30-387. 62/12/23. 6301070497 


—6301040033 Bafetg avaluation aupportlng Amanda 82 b 13 to Lie anxat 
OPR-77 b DPR-79. raipactlvaly 

a Of flea ef Nuclaar Raactor Ragulatlon. Olractor 68/12/2? 3ff 
14484 209 24X Fleha 30-327.62/12/27.9301040048 


— 6301070910 Notlea of laauanet b ayaiJabllity of Anandt 20 U 10 to 
Lleanaaa DPR-77 tc UPR-79. raipactlvaly 

ADCNSAH.E 0 Lleanalng Branch 4 62/18/83. 8pp 16707 209 24X 

rleha- 30-327. 92/12/23. S30I0704S7. 


— 6301040033 Notica of Iffuanca V availability of Amanda 22 b 12 to 
Llcaniaa DPfi-77 b DPR-79. raipae tiva ly 

ADEN8AH.E 0 LI earning Branch 4 62/12/27 2pp 14464 210 ZU 

Fleha. 30-327, 62/ 12/27. 8301040046 


— 8301070S17 Adviaaa of no knqyn public corraap ondanc a or Irrevariibla 
Ifipact aiaociatfd u/iaauaTica of Amanda 80 Ic 10 to Lieanaat 
DPfi-77 b DPR-79. raapactivaly 

srAHLE.C. Llctniing Branch 4. 82/09/14, NOVAK, T M Aaaiatant 

Director for Llcanilng Ip 14707.210 24X Fleha 50-327. 

82/12/23, 8301070497 


--03O1O4OQ42 Adviaaa of no knoun public eorraapondance or Irravaraitli 
iApact aaaoclatad u/iaauanca of Amanda 22 b 12 to Ltcanxaa 
DPR-77 b DPR-79, raapaetivaly 

BTAHLE.C Llcanilng Branch 4 82/09/29 NOVAK. T K Aaaiatant 

Dlraetor for Lie anting Ip 14464 212 24X Fleha 50-327, 

62/12/27, 6301040046 


9301070424 Ra agenda to 621013 raquait for rallaf from ASflE Coda. &act ion 
XI r# hydroitatic praaaura taat raqulramanta for ERCU aya. 

Re^vait grantad until Jan 1984 Bafaty avatpation and 
NOVAK. T M Aifiatant Dlraetor for Llcanilng 92/12/23 PARRIS, H 0 
Tannaaaaa Villay Authority, 3pp. 14704 200. 24X 

Ficha 30-327, 82/12/23, 8301070424 


6218040354 Otnarlc Ltr 82-30 to all 1 ie anaaaa . appl ieanta for QL b 
holdara of CPa rt fllinga concirning 10CFR50 production b 
utiliiatlon facllltiaa Currant lifting of branch afilgnments 
for nuclaar raactor projacta b avc Hat anel 

EI6ENHUT, D 0 Divition of Llcanilng 88/18/26 Conaolidatad 
Edlaen Co of Ntw York, Inc. llpp 14848 001 24X 

Flcha, 50-000, 62/18/88,8218040354 


— 8301100018 Safaty avaluation aupportlng util 821013 raquaat for rtllpf 
from raqulramanta of hydroitatlc taatlng after ueldlng 
miller, H,> STAHLE.C. Licenaing Branch 4. 62/12/83 4pp. 

14704 203 24X Ficha; 50-327. 62/12/23, 830 1070424. 


— 6301100019 Exemption from hydroitatlc praaaura taat raituiramanta of 
A9ME Ced'a Sacdon XI, "Rulaa b Inaprvlca Inap ef Muelaar 
Feuar Plant Componanta '' 

A DENS AM, E 0. Llcanilng Branch 4. 82/1S/23 Tannaaaaa Valley 

Authority Spp 14704.807 84X FI cha. 50-327, 62/12/33, 9301070424 


6301040777 Application to amend Llcansaa OPR-77 b DPR-79, author la Ing 
□paration of vol reduction aya to proeaaa lou level 
radwaata Supporting decumantatton and. 

HILLS, L.H. Tannaaiaa Valley Authority 98/12/27 DENTON, H R 
Office of Nuclear Raactor Regulation, Director 2pp 14447 233 
24X Flcha. 30-327, 92/18/27, B301040777 


—8301040789 "Vol Reduction b 6ot tdlfieatlon 6ya " 

a Tannaatat Vail ay Authority 88/12/30 IDOpp 14447 233 24X 

Fleha 30-387,92/12/87,9301040777. 


6301050501 Forwarda Amend 83 to Licanat DPR-77, aaf a ty avaluation & 
notice of isiuanca & aval lability Amend ravliaa 
Implanantatlon datai of 1 tami to no later than atartup 
fellpwlng ateond refueling outage, 

ADENSAMiE 0 Llcanilng Branch 4 88/12/27 PARRIS, H 0 Tannaea, 

ValUy Authority. Spp 14448.092 84X Fi cha- 50-327, 92/12/27, 

6301050301, 


—8301050504 Amind S3 to Licanaa DPR-77, ravla Ing imp lamentation date a of 
Itami fron no later than atartup following flret refueling 
outage to atartup following aacond rafvaling outage. 

ADEN6AN,E. 0. Llcanilng Branch 4. 68/12/87. 4pp. 14449 084 S4X 

Flcha:30-3a7, 68/18/37, 6301030501 


—9301050507 Safety evaluation aupportlng Amend S3 to Licanaa DPR-77. 
a Offict of Nuclaar Reactor Ragulatlon, Director. 98/18/27 6pp 
I446B'0B9. 24X Fleha 50-387,02/12/27,8301030501. 


—6301050510 Notice of laauanca b availability of Amend 23 to Licanaa 
DPR-77 

ADENSAM.E. 0. Llcanilng Branch 4 62/12/27. 8pp. 14449:096 24X 

Flcha; 50-327, 68/18/87, 8301030301 


3301030515 Notlflaa of no known public corr aapondanca or Irravaraibla 
Impact aiaociatad w/laauanca of Amend 23 to Licanao DPR-77, 

8TAHLE, C, Llcanilng Branch 4. BS/H/17 NOVAK, T.H. Aaaiatant 

Olractor for Licenaing Ip 14468; 078. 24X Ficha 50-387. 

82/18/27,8301050501. 


6301040048 Forward a Amanda 82 b 12 to Lie an ae a DPR-77 b DPR-79, 
raapaetlvely, aafeby avaluation b notica of laauanca b 
avallab 1 1 J ty, Amanda ravita Tech Spec 3/4.7 4 ra winter 
flood lava! b flood protection aurvaltlanca ragulramanta. 
ADENSAM.E 0 Llcanilng Branch 4 62/12/27. PARRIS, H 0, Tenix 

Vallty Authority, Spp. 14484; 175, 24X FI cho; 50-327, 82/12/27, 

9301040046. 


9301040300 Forward! rapt on operation ef containment purge b venting 
aya for Mar-Apr 1982, par SER to Amend S of Licanaa DPR-77 
Ertanding purge b vent capability will net a Ignl f icantly 
Incraaae probability of effaita raleaia per lOCFRlOO 
MILLS, L.M Tannaaafa Valley Authority 62/18/28 A DENS AH, E 
Licenaing Branch 4 ?pp 14441.314 84X Ficha 50-327,92/18/26, 

8301040300 


8301040314 Foruarda reviled raaponaa to NRC verbal quaatlon b roquaat 
for addl info ra Change 3 to TVA-8aN-TS-34 concerning 
Inatromantatlon lurvalllanca raquiremant teat frequency 
contained In Tablaa 4 3-1 b 4,3-2 

HILLS, L.K Tanniiata Valley Authority 62/12/29 ADENBAH, E 
Llcanilng Branch 4 2pp 14441 260 24X Ficha 50-327.62/12/27, 

8301040314 


8301040543 Adviaaa that util will utiliie b fallow procaduras apaciflad 
hy NCAP-9643, "Rod Bank Mork Haaiuramanta UtilHlng Bank 
Exchange, ’’ Hay 1 962, for Unit 2, Cycle 2 operationi 
HILLS, L M Tannaaiaa Valley Authority 92/12/29 A DENS AH, E 
Licenaing Branch 4 Ip 14444 199 24X Flcha 50-327,82/12/27. 

9301040543 


9301040039 Forward! Amend 24 to Licanaa DPR-77, aafaty avaluation b 
notice of laauanca b availability Amend ravlias lleenie 
conditiona re hydrogen control maaaurei b Tech Spec 3443 
ra inatallatlon of permanent hydrogen mitigation ays. 

ADEN8AI1.E.0 Llcanilng Branch 4. 62/12/29. PARRIS.HO Tannaiaia 

Valley Authority 4pp 16664 213 24X Ficha 50-327,62/12/29, 

8301040038 


— 8301040041 Amend 24 to Llconaa DPR-77, rtvla Ing licanaa eondltioni re 
hydrogen control noaturoa b Tech Spec 3 4 4 3 ra 
Inata 1 lati on of parmanant hydrogan mitigation lya 
EISENHVT, D 0 Dlvlalon ef Licenaing. 82/12/29 4pp. 14494 214 
24X FI chi' 50-327, 82/12/29,6301040038. 


—8301040042 6a f tty avaluation aupportlng Amand 24 to Licanaa DPR-77 
* Office ef Nuclaar Raactor Ragulatlon, Director 62/18/29 Spp 
14484.220. 24X Ficha: 50-327, 62/12/89, 6301040038. 


— 9301040044 Notice of itauanca b availability ef Amand 24 to Licanaa 
DPR-77. 

ADENSAH, e. 0. Licenaing Branch 4 92/12/29 2pp. 14684 882 211 

Ficha: 50-32 7, 82/12/29, 6301040039 


— 0301040044 Adviaaa of no known public eorraapondance or irravaraibla 
Impact aaaoclatad with laauanca of Amend 24 to Licanaa 
DPR-77. 

STAHLE.C. Llcanilng Branch 4 82/18/17. NOVAK, T.H Aaaiatant 

Director for Llcanilng ip 14494 884 84X Flcha. 50-387, 

82/18/89, 830104003B 


8301130214 Forward! Amanda 85 b 13 to Lieanaat DPR-77 b DPR-79. 
raapaetivaly, aafaty evaluation b notice of laauanca b 
aval lab 1 lity, Amanda Incorporate dewnicala failure alarm b 
change aurval llanca raqulramanta for lea condanaar doora 
ADEN0AK,EO Llcanilng Branch 4 92/18/89 PARRIS.HO Tanniiaaa 

Valley Authority 3pp 14809:177. 24X FI (ha- 50-387, 62/18/29, 

8301 130214. 
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— S3O*l302lA Amend* 25 it 13 to Licen*o» DPR-77 it DPR-79. rsipec t ive ly, 
inrorpereting dounscjile failure alarm* t< changing 
swrveillanc* requiremant* for ice condenser doors 
ADEKSAHiE 0 Licensing Branch 4 82/12/29 12pp ld>B09 ISO 

a4X Flche 50-327,02/12/29.0301130214 


— S3OM3O210 Safety evaluation supporting Amends 23 it 13 to Licenses 
DPH-77 ti DPR-79. respectively 

• Office of Nuclear Reactor Regulation. Director 82/12/29 2pp 
(&B09 192 24X Ftche 30-327,82/12/29,8301130214 


— 8301130231 Notice of Issuance t< availability of Amends 25 1< 13 to 
Llcen*** DPR-77 1< DPR-79, resp ec ti ve ly 

ADENSAM^e 0 Licensing Branch 4 02/12/29 2pp 16809 194 24X 

Flchf 50-327,82/12/29,8301130214 


—0301130222 Inform* that no known public correspondence or irreversible 
inpaet associated u/lssuance of Amends 2S ti 13 to 
Licenses DPR-77 fc DPR-79, resp active ly 

BTAHLEtC Licensing Branch 4 02/12/14 NOVAK. T M Assistant 

Director for Licensing Ip 16809 196 24X Flehe 50-327, 

62/12/29,030X130214 


S30I070466 Advises that review of NCAP-9863 '‘Rod Bank North 
liaaeurements Utlliling Bank Eschange" per 820917 request for 
u«» of rod swap method to measure control rod worth 
complete. Hath od acceptable 

NOVAK. T.H Assistant Director for Licensing 82/12/30 PARRIS, H 0 
Tennessee Valley Authority 2pp 16705346 24X 

Fieh* 50-327,02/12/30,8301070466 


8301060114 Forwards supplemental info ra proposed Tech Bpec change in 
containment air temps, per 821224 tetcon request 
MILLS. L K Tennessee Valley Authority 83/01/03 A0EN8AM, E 
Licensing Branch 4 2pp 16670 034 24X Flcha* 50-327, 83/Oi /03, 

830)060114 


0301110505 Forward* statu* of NURE0-07a7, Item* I A I I, I A 1 3, 

II £ I I. II E. 1 2, II E 4 1, II E 4 2, t! K 2 0, 1 1 K 2 13, 

II.K a 3 It II K 3 12, In response to DO Elsenhut B20920 Itr 
KILLS. L ti Tennessee Valley Authority 83/01/07 ADENSAH, E 
Licensing Branch 4 3pp. 16745-007 24X Fiche 50-327,03/01/07. 

8301110585 


0301130045 Forward* supplemental response to NUREO-0737, Item II 0 1 re 
operability of pressurlier safety it relief valve* 

HILLS. L K. Tennessee Valley Authority 03/01/07 A0EN8AM, E 
Licensing Brench 4 3pp 16793 194 24X Flehe 50-327,03/01/07. 

8301130045 


8301130144 Brant* util 621123 request to perform short duration 
Iniaprated leak rate test per Bechtel Topical Rept DN-TQP-1. 

Rev 1. "Testing Criteria for Integrated Leakage Rate Testing 
of FrCisarig Containment Structures for Nuclear Power Plants " 
MaVAK.T.K. Assistant Director for Licensing 03/01/07 PARRIS.H 0 
Tennetsce Valley Authority 2pp. 16799 3 50 24X 

Flehe 50-327.03/01/07,8301130144 


0301190381 Forwards revised response to NLREO-0737< Item II E 3 l.to 
clarify emergency power supply for prttsuriier heaters 
KILLS, L.K Tennessee Valley Authority 03/01/12 ADENSAH. E 
Licensing Branch 4 2pp 16024-157 24X Fiche 50-327,03/01/12, 

0301180381 


6301310391 Forwards response* to J Ahearn* question* re hydrogen 
eantrol sy* Safety Injection signal, mas temp, environ 
quali flcatlon testing L essential equipment discussed 
OlRCKSrU V Office of the Esecotive Director for Operations 
03/01/86 PALLADINO.N , OILINSKY, V. , AHEARNE, J Cemmi ssloners 
Spp 16972274 24X Fiche. SO-327, 83/01/86, 0301310391 


<3 fnepactlon reporti, IE Bulletins & correspondence 


S30I040616 Forwards 8ALP repts for Jul 1900 - Juno 1981 Util conduct 
of nuclear activities shows proper conesrn for nuclear 
safetv ^ i* acceptable Areas of poor performance cited 
O'REILLY. J.P. Region 2, Office of Director 02/11/24 PARRIS.H 0 
Tennestae Valley Authority. 3pp, 16667.302 S4X 
FIch# 30-000,88/11/84,0301040616 


—9301040690 Forwards 8ALP rapt of util activities for Jul 1980 - June 
1981 Rept baaed on resulte of NRC 8ALP Board 011020 meeting. 
LEUISiR.C. Division of Project <« Reildent Programs. 88/08/20 
PARRI0.H 0. Tennessee Valley Authority. 3pp 16667 305 24X 

Fiche: 50-000, 82/11/24, 8301040616 


—8301040794 SAUP Repts 50-259/82-13,50-260/82-13,50-296/82-13,50-327/88- 
10. 30-388/08-18, 50-390/02-26, 50-391/02-83, 50-430/82-85, 

30-439/82-25, 50-510/82-10, 50-519/02-09, 50-520/82-10, 50-521/ 
02-07.30-553/02-02,50-554/02-08,50-566/82-03 S< 50-567/88-03 
LEUIS.R C. Division of Project it Resident Programs, 82/08/20, 

B3pp. 16667,307 S4X Fiche- 50-000, 08/1 1 /24, 0301040616. 


6208190269 IE Info Notice 82-51, "Overe sposur es in PWR Cavities “ Sve 
list end 

DEVOUNO, R C Director's Office. Office of Inspection and 

Enforcement 08/12/21 Consolidated Edison Co of New York, Inc 

Itlpp 16609 239 24X Fiche 50-000. 82/12/21.8800190269 


8212060351 IE Info Notice 32-52. “Equipment Environ Qualification 
Testing Eiperienee - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " Sve list end 
JORDAN, E L Division of Engineering it Quality Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co of New York, tnc 

tiSpp 16601 008 24X Fiche 50-000. 82/12/21.0212060351 


8212060350 IE Info Notice 82-53, "Main Transformer Failures at North 
Anna Nuclear Power Station " 8vc list end. 

JORDAN, E L Division of Engineering it Quality Assurance (Pro 
830103) 02/12/22 Consolidated Edison Co of New York. Inc 

114pp 16756 017 24X Fiche 50-000,62/12/22,8218060350 


8301070684 Responds to 621013 request for relief from ASHE Code, Section 
XI re hydrostatic pressure test requirements for ERCN sys 
Request granted until Jan 1986 Safety evaluation end 
NOVAK, T H Assistant Director for Licensing 82/18/83 PARRI8,H 0 
Tennessee Valley Authority 3pp 16704 8 00 34X 

Fiche 50-327,88/12/23,8301070684 


— 0301100018 Safety evaluation supporting util 821013 request for relief 
from requirements of hydrostatic testing after welding 
HILLER, H > BTAHLE.C Licensing Branch 4 88/12/23 4pp 

16704 803 24X Fiche 50-327,02/12/23,8301070624 


— 8301100019 Exemption from hydrostatic pressure test requirements of 
ASHE Code Section XI. "Rules U Inservlce Insp of Nuclear 
Power Plant Components “ 

ADENSAH. E 0. Licensing Branch 4 82/12/23 Tennessee Valley 

Authority Spp 16704 207 24X Fiche 50-327,02/18/23,0301070624 


0200190275 IE Info Notice 68-54, "Nasti nghous e NBFO Relay Fadures in 
Reactor Protection Sys " Syc list ene 1 

JORDAN, E L Division of Engineering & Quality Assurance (Pre 
830103) 62/ 12/27 Con sol i da ted Ed 1 son Co of New York. Inc 

1 lOpp 16962 139 24X Fiche 50-000,02/12/27,6200190875 


6301040500 Ack receipt of 621201 Itr informing NRC of step* taken to 
correct deficiencies noted in IE Emergency Preparedness 
Appraisal Rtpts 50-327/02-13 b 50-320/62-13 

LEWIS, R. C Division of Project h Resident Programs 82/18/27 
PARRIB,H 0 Tennessee Valley Authority Ip 16646 134 S4X 
Fiche 50-327,82/12/27,0301040500 


0200190273 IE Info Notice 02-55, "Seismic Qualification of Uesbinghouse 
AR Relay W/Latch Attachmenbi Used in Westinghouse Solid 
State Protection Sys " Sve list end 

JORDAN, E U Division of Engineering (c Quatlty Assurance (Pre 
830103 ) 62/12/20 Consolidated Edison Co of New York. Inc 

10?pp 16666: 014 24X Fiche 50-000,62/12/26,8208190273 


0301250350 Forwards 1£ Insp Rept 50-327/02-33 on 021207. No 
noneomp 1 lance noted 

VEnRELLl,0 H Division of Project t, Resident Programs 88/12/28 
PARRIS, H 0 Tennessee Vallty Authority 2pp. 16096 340 24X 

Fiche 50-327, 82/12/26,630 1 250358 


—8301250360 IE Insp Rept 50-327/83-33 on 021207-10 No noncompliance 
noted Major areas Inspee btd' containment Integrated leakage 
rate testing 

SR3DK6, E H < JAPE, F Division of Emergency Preparedness I. 
Operational Support 02/12/27 Spp 16096 350 S4X 
Fiche 50-327,02/18/20,0301250350 


6301250468 Forwards supplemental response to IE Bulletin 79-13, Rev 18, 
consisting of results of augmented insp of feedwater sys 
piping ti supports Radiographic it ultrasonic exams performed 
Const radiographs reviewed for compliance ul/bulletin. 

MILLS, L M Tanneseee Val ley Authority 02/18/29 O'REILLY, JP 
Region 2, Off i ce of Dlrec tor. 2pp 16099.117 24X 

Fleho 50-327,82/12/29,6301850462 


8212060354 IE Info Notice 82-56, "Robertshaw Thermostatic Flow Control 
Valves " 8vc list end 

JORDAN, E L Division of Engineering i< Quality Aseurance <Pre 
830103) 62/12/30 Consolidated Edison Co of New York, Inc 

litpp. 16753 137 84X Fiche 50-000, 02/18/30, 0218060354 


8301250294 Ack receipt of 021210 Itr informing NRC of iteps taken to 
correct vlolatlone noted in IE Insp Repts 90-387/62-84 It 
90-388/02-25 

VERRELLLD H Division of Project I, Resident Programi. 83/01/00 
PARRIS, H 0 Tennessee Valley Authority Ip 16897 307 SAX 
Flehe 50-387,83/01/03,8301 850294 
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— G301230308 Ratfondt to NRC SS(i04 1 tr ri vloJotloni noted in IE tnep 
Bepti 50-387/ea“a4 it 30-328/02-85 Corrective ectloni 
edninietretive procedure re ealibr oi radiation monitors 
implemented lit field operatione eastern area 

lilLLS.L K Tenneteee Valleij AutJiorlti; 02/12/10 O'REILLV^J P 
Region 2, Office of Director 3fp 1(6097 300 24X 

Elclie 30-327,63/01/03.8301850294 


— 03O12SO316 Feruardf IE Intp Repti SO-SSr/BS-ad 4, S0-38B/82-2S on 
B81012-1S tc notice of violation 

VERRELLItO. M Dlvlelon of Propoct !■ Reslrfent Fragramt 62/11/04 
PARRIS. H 0 Tenneesae Valiev Authority. 2pp 16097 311 24X 

Flche 50-38 7. 03/01/03.8301230294 


—8301250383 Notice of violation froie Imp on 821018-15 

• Region 2, Office of Oireetor 02/11/04 ip 16097 313 24X 

Flche 30-327.83/01/03.0301230294 


—0301850337 IE In«p Repti 80-387/62-84 1< 50-388/03-25 on 081012-15 
NoncompKanct noted failure to implement approved procedure 
for ealibr of environ radiation monitors 

CUNNINOHAM. A L . KUZO, 0 B , KONTOOMERV. D M Dtvielan of Project k 
Reiident Programs. 82/11/03, 6pp 16897 314. 24!C 

Flche 50-327.83/01/03.8301830294 


8301250149 Act receipt Of 881813 Itr informing NRC of steps taken to 
correct vlo'latlonis noted In IE Imp Hepts 50-327/02-10 b 
SO-328/0S-18 

VERRELLI.O. N Division of Prop set t> Resident Programe 03/01/04 
PARRIS. H 0 Tennessee Valley Author Ity. Ip. 16096 186 S4X 
Flche 50-387. 03/01/04.0301850149 


— 6301250157 Rtspondl to NRC 820820 Itr re Violations n(»tid In IE Insp 
Repts 50-327/08-18 t< 50-388/62-18, Correc t ive actions, 
namsplate Installed at control transformer w/instructlons to 
use l-amp fuse 

HlLLSrl. M Tenneieee Valley Authority 88/18/13 O'REILLV, J P 
Region 2. Office of Director 3pp. 16896 107. 84X 

Flche 50-387. 03/01/04. 8301250149 


0301110854 Ferufards IE Safeguards Insp Repts 50-327/88-32 ic 
50-326/88-32 on 821812-16. No none amp 1 lencs notsd. 

VERRELLI. D M Division of Project b Rssldant Programs 83/01/07 
PARRIS. H Q Tennessee Valleij Authority Spp 16746 843 24X 

Flche; 50-387. 03/01/07. 8301 1 10254. 


— 830U10261 IE Safeguards Imp Repts 50-3(27/82-32 » 50-328/83-32 on 
821218-16 No noncofflp 1 1 ance noted Hajor areas Insptc ted. s 1 te 
orientation b rcvteu of Security Plan k Implenantlng 
praeadvres Details ulthheld (ref tOCFR73 21 > 

TILLHANiA , KCOVIRE.D R Division of Eeisrgsncy Prsparednesi 6 
Operational Support 83/01/06 Ip 16746 845 a4X 
F 1 c ht : 50-327. 03/0 1 /07. 030 1110254 


R Periodic (operating raports l< ralatad correspondence 


6301270170 Forwards Monthly Optra ting Repts for Nov 1902 

HASON.C C Tennessee Valley Authority 02/18/14 Division of 
Data Auto(natlDn & Managsment lnfar(sation, Ip. 16935 014 24X 

Flche. 50-327. 82/18/14. 0301270170. 


— 0301170093 LER 02-14O/O3U-O on 021207, comb 1 ned leakage rate tt coablrel 
bypass leakage eiceeded acceptable l>(nits Caused by 
faulty upper b lower personnel airlocks & leakaga paths 
X-68 & X-lIl Items repaired 

LUOWIO. M C . HARDINO.M R Tennessee Valley Authority 03/01/05 
Region 2> Office of Director Ip 16012 092 24X 

Flche 50-327. 83/01/05, 6301170006 


0301200334 Forwarde LER B2-14S/03L-0 

OREEN, H J Tennessee Valley Authority 83/01/14 0'RElUt-V> J P 
Region 8. Office of Director Ip 16665 204 24X 

Flche 50-387, 03/01/14,0301200334 


— 8301200336 LER e2-14S/03L-0 on 821218, while in Mode S> latch naeha((iiiii 
for containment ventilation Isolation stave relayi failed' to 
latch (Phen ralay energlted Cause unkna(un E(iulp(nent removed b 
replaced Evaluation continuing 

ROOERS, H. R. , HARDINO.M R Tennessee Valley Authority 83/01/14 
Region 2> Office of Director Ip 16865 203 34X 

Fiche 50-327,83/01/14,8301200334 


8301260475 Forwards LER 63-143/03L-0 

OREEN, H J Tennessee Valley Authority 83/01/19 O'HEILLY, JP 
Region 8. Office of Director ip 16911 162 24X 

Flche 30-327. 83/01/19,0301860475 


— B30126048I LER 62-I43/03L-0 on 821221 , w/unl ts in Mode 3. oxygen 
concentration in waste gas decay tank D found to be 2 4% w/ 
hydrogen concentration greater than 4X Cause unkna(jn Tank 
content released b tank placed back In sve 

CARVER. A H , HARDINO.M R Tennessee Valley Authority 03/01/19 
Region 2. Office of Director Ip 16911 163 24X 

Flche 50-327,83/01/19,6301860476 


V Operator Examinations 


02122SO4<13 Generic Ltr 82-36 to all poujer reactor 1 Icensees. app I tcanti 
for OLi MSB 6 reactor vendors b AEs re meeting to discuss 
reesnt dsvtlepmsnts for licensing exams Advises thot(rBetlng 
ullt bs hsld on 830211 re operator licensing &vc list end 
EISENHUr.DO Division of Licensing 32/12/22 Consolidated 
Edison Co of New Vork. Ine 12pp 16601 072 24X 

Fiche 50-000.02/12/22.0212220443 


8301120070 Generic Ltr 63-Ot to power reactor licensees b appllrahtf 
for OL re operator licensing exam site visit Reciuasts 
schedule re exem requests expected for submittal prior to 
BS1231 for listed categories Sve list end 

E16ENKUT,0 0 Division of Licensing 83/01/il Consolidated 
Edlion Co of New York. Inc. llpp 16S93 243 24X 

Fiche 50-000.83/01/11.0301120070 


X Onsite Storage Of Lou Level Haste 


0301040777 Application to amend Licenses DPR-77 b DPR-79, author I ilng 
operation of vol reduction sys to process lo(j level 
radwaste Bupportlng documentatl on cnc 1 

MILLS, L M Tennessee Valley Authority 08/12/27 DENTON.H R 
Office of Nuclear Reactor Regulation. Director 2pp 16647 233 
24X Flche 50-327, 62/18/27, 8301040777 


—0301270170 Monthly Operating Repts fpr Nov 1982 

EDOlNOa.M,. DUPREE.O Tennessee Va 1 1 ey Authorl ty 02/12/06 
t4pp. 16935 015. 24X Fiche 50-327. 02/12/14. 8301270170 


a Reportable occurreneis. LERt b related correspondence 


0301030042 For (wards LER 82-139/03U-0. 

OREEN. H J Tennessei Valley Authority. 02/12/22 O'ffEtLLV, J P 
Region 8. Office of Director Ip 16614' 317. 24X 

Flche' 50-387, 02/12/22. 8301030042 


— B301030049 LER 83-139/03L-0' on 8S1125 b 26, containment lower airlock 
door failed local leak rate test Caused by loose or damaged 
packing in handwheel packing bpi.Faeklng replaced. Problem 
under Investigation Preventive maint prpgra(e developed 
HARDING.M R Tennsssee Valley Authority, S2/12/22 Region 2, 
Office of Director Ip. 16614 316. 24X Flche' 50-327, 82/1 2/22. 

8301030042, 


0301170066 Forward! LER BS-MO/OSL-O. 

OREEN.H, J, Tennessee Valley Authority 03/01/05. D'RElLLYrVP 
Region 2. Office of Director. Ip. 16612:091 24X 

Flche* 50-327. 03/01 /05, 830 1 1 70086. 


DOCKET 50-320 9E0V0VAH NUCLEAR PLANT, UNIT 2 
A Appl 1 cetlon/eons tructlen stage documents b correspondence 


8301200140 FOIA request for ten categories of documents 

BTECKEL.A Union of Concerned Scientists 02/11/10 FELTON. J H 
Olviiion of Rules and Records. 2pp 16871 304 24X 

Flche 50-000. 82/11/10,8301800140 


8301200153 Raeponds to FOIA request for ten categories of d(»cu(B#nts 
Forwards DocU(nents 1-8 b 10 Documents also available in PDR 
Dacu(nent 9 net located 

FELTON. J M Division of Rules and Records 62/12/13 STECMEL.A 
Union of Concerned Scientists ip 16871 306 24X 

Flche: 50-327. 82/12/13, 6301S001S3 


— 8301200183 Notifies that const completion schedule for faellltU* 
updetad. Fuel loading will be Mar b Nov 1978, respectively. 
OlLLELANDi J. E, Tennessee Valley Authority 77/02/24, VAROAiSA 
Office of Nuclear Reactor Regulatl(5n. Director Ip 16071 311 
24X Flche 50-000.08/12/13,0301200153 


— 6301200100 Notifies of extension of latest completion date 
fecititles due to listed const delays 
OlLLELAND.vf E Tennesiee Valley Authority 75/10/20 
Office of Nuclear Reactor Regulation. Director 2pp 
24X Flche 50-000.62/12/13.6301200193 


of 
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— GSOlSOOlfl Notifies that schedule for fuel loading revised due to 
listed delays 

<m.i.ELAND.J E Tennessee Valley Authority 73/08/30 
OIAMBUSSOjA Atomic Energy ConimisBlon> Directorate of Licensing 
Spp l£87i 314 34X Flche 80-000.82/18/13.8301300153 


E NRC Safety Evaluation Report <8ER). suppls tt correspondence 


8301030393 Foruiards proposed supp 1 to SER. NUREO-001 1. Supp 1 updating 
evaluation of hydrogen mitigation sys License condition on 
hydrogen control resolved uhen Issues re TAVCO igniter 
surface temp corrected Viewgraphs end 

0IRCKS.il J Office of the Eiecutlve Director for Operations 
83/12/03 PALLADINQ. N , OILINSKV.V . AHEARNE.J Commissioners 
7lpp 16653 148 24X Fiche 50-337. QS/lS/08. 8301030SS3 


8301190433 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SEQUOYAH NUCLEAR PLANT UNITS 1 «. 3 Docket Nos. 50-327 And 
S0-32S iTennesSee Valley Authority) 

• Office of Nuclear Reactor Regulation. Director NUREO-OOl 1 S06 
83/12/31 42pp Available at NRC «4 75 16B49 076 24X 

Flehe 50-327.82/12/31.8301190438 


8301070361 Faruards 8ER Suppl 6 U/o end 

NOVAK. T M Assistant Director for Licensing 83/01/04, PARRIS. H 0 
Tennessee Valley Authority Ip 16695 358 S4X 
Flefte 50-327.83/01/04.8301070361 


P Security, medical, emergency it fire protection plans 


6218060349 Generic Ltr 62-33 to all licensees of operating reactors, 
applicants for QL & holders of CPs re Suppl 1 to NURE0-0737i 
"fleitutrements for Emergency Response Capability " 

NUREO-0737. Suppl 1 (< svc list end 

EISENHUr. □ 0 Division of Licensing 82/13/17 Consolidated 
Edison Co of Neu York. Inc 77pp 16681 208 24X 

Fiche 50-000.82/12/17.8212060349 


8218820445 Generic Ltr 82-39 to all reactor licensees. CP holders t. 
applicants for CPs re problems u/submittals of 10CFR73 21 
safeguards info for licensing revieu Procedures re 
transmittal of info outlined Svc list end 

EISENHUr. DO Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York. Inc t3pp 16690 021 24X 

Fiche 50-000.82/12/22.8212220445 


830f'0405SO Aek receipt of 821201 ltr Informing NRC of steps taken to 
correct deficiencies noted in IE Emergency Preparedness 
Appraisal Repts 50-327/82-13 U 50-328/82-13 

LENI8.R C Division of Project & Resident Programs 82/12/27 
PARRlSiH G Tennessee Valley Authority Ip 16646 134 24X 

Fiche 50-327.82/12/27,8301040580 


8301040600 Forwards response to NRC informal request for addl info re 
App R review It instrumentation available in auxiliary 
control roam Adding T cold or T average instrumentation in 
aueillary control room does not add safety benefits 
Nl(.La>L H Tennessee Valley Authority 82/12/28 ADENSAM, E 
Lteensing Branch 4 2pp 16646 082 24X Fiche 50-000,02/12/28, 

8301040600 


83D11I04S0 Forwards proposed rev to Physical Security Plan Rev withheld 
fref 10CFR73 21) 

N1(.L8«L M Tennessee Valley Authority 83/01/06 ADENSAM. E 
Licensing Branch 4 2pp 16745 286 24X Fiche 50-327,03/01/06. 

8301110450 


6301110646 Forwards revised pages to table of contents for proposed 
cacurity plan. Pages withheld (ref 10CFR73 21) 

filLLSiL H. Tennessee Valley Authority 83/01/06 ADENSAM. E, 
Licensing Branch 4 2pp 1674 4 258 24X Fiche. 50-327, 03/01 /06, 

€301110646 


6301110254 Forwards IE Safeguards Insp Repts 50-337/02-32 (< 
SO-326/82-32 on 031212-16. No noneompl lance noted 
VEHRELLIi 0 M Division of Project & Resident Programs 03/01/07 
PAHRl8<H.O, Tennessee Valley Authority. 2pp 16746 243 24X 

Fiche: 50-327. 03/01/07, 0301 1 10254 


—8301110261 IE Safeguard! Insp Repts 50-327/82-32 6 50-320/82-32 on 
621212-16 No noncompliance noted Major areas Inspected' site 
orientation it revieu of security Plan it implementing 
procedures Details withheld (ref 10CFR73 21) 

TILLMAN. A. Division of Emergency Preparedness (. Operational 
Support 03/01/06 Ip 16746 245 24X Fiche 50-327. 03/01/07, 

8301110254 


0 Advisory Committee on Reactor Safeguards reports b correspondence 


0301210343 Discusses NRC position re hydrogen Ignition sys.per ACRS 
821213 ltr Safety benefits from addl power supply for 
igni tersi shou Id degraded core accident occur w/statlan 
blackout. do not warrant addl costs 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
83/01/14 RAY. J ACRS - Advisory Committee on Reactor Safeguards 
4pp 16BS5 282 24X Fiche 50-337.83/01/14.6301210343 


— 8212220540 Summarliea ACRS 272nd meeting on 021213 re hydrogen control 
sys at fac ( 1 i t ies 

SHENMON. P ACRS - Advisory Committee on Reactor Safeguards 
82/12/13 PALLAOINO. N J Commissioners 4p p 16085 285 24X 

Fiche 50-327,83/01/14,8301210343 


P Operating license stage documents t. correspondence 


8301040616 Forwards SALP repts for Jui 1980 - June 1901 Util conduct 
of nuclear activities shows proper concern for nuclear 
safety b is acceptable Areas of poor performance cited 
O'REILLY, JP Region 2, Office of Director 62/11/84 PARR18.HC 
Tennessee Valley Authority Spp 16667303 24X 

Fiche 50-000,82/11/24.8301040616 


— 8301040690 Forwards SALP rept of util activities for Jul 1980 - June 
1981 Rept based on results of NRC SALP Board 611020 meeting 
LEWIS. R C Division of Project b Resident Programs 88/08/20 
PARRIS. H G Tennessee Valley Authority Spp 16667 30S 24X 

Fiche 50-000,02/11/84.8301040616 


"0301040794 SALP Repts 90-259/82-13,30-260/82-13.50-296/02-13.50-327/02- 
18. 50-328/02-18, 50-390/82-26, 50-391/82-23, 50-438/02-25, 

50-437/02-25, 50-518/82-10, 50-519/02-09, 50-520/82-10, 50-521/ 
02-07,50-553/02-02,50-554/82-02,50-566/82-03 b 50-967/82-03 
LEWIS, fi C Division of Project & Resident Programe 82/08/20 
espp 16667 307 24X Fiche 90-000. 82/ 1 1 /24. 8301040616 


0301060001 Forwards Amends 17 b 0 to Licenses DPR-79 b DPfi-77, 
respectively, safety evaluation b notice of issuance b 
availability Amends change diesel generator battery float 
voltage b isolation times for containment isolation valves 
ADENSAM, E 0 Licensing Branch 4 02/12/23 PARRIS, H 0 Tanneesee 

Valley Authority Spp. 16607 331 24X Fiche 50-327.82/12/23. 

8301060001 


— 8301060002 Amends 17 b 8 to Licenses DPR-77 b DPR“79i respectively, 
changing diesel generator battery float voltage b isolation 
times for containment isolation valves 

ADENSAM, E 0 Licensing Branch 4 82/12/23 lOpp 16607 333 

24X Fiche 30-327,02/12/23,0301060001 


—8301060003 Safety evaluation supporting Amends 17 b 0 to Licenses 
DPR-77 b DPR-79. respectively 

« Office of Nuclear Reactor Regulation, Director 82/12/23 Spp 
16607 343 24X Fiche 50-327,82/12/23,0301060001 


— 8301060009 Notice of issuance b availability of Amends 17 b 8 to 
Licenses DPR-77 b DPR-79. resp eetlve ly 

ADENSAM, E,0 Licensing Branch 4 82/12/23 2pp 16607 345 24X 

Fiche 50-327,02/12/23.0301060001 


— 8301060009 Notifies of no known public correspondence or Irreversible 
impact associated w/issuance of Amends 17 b 8 to Licenses 
DPR-77 b 79, respectively 

STAHLE.C Licensing Dranch 4 82/12/17 NOVAK, T M Assistant 

Director for Licensing Ip 16607 347 24X Fiche 90-327. 

82/12/23.8301060001 


8301060013 Forwards Amends 21 b 1 i to Licenses DPR-77 b DPR-79. 
respectively, safety evaluation b notice of issuance b 
availability Amends revise Tech Specs re emergency gas 
treatment sys b diesel generator surveillance requirements 
ADENSAM, EO. Licensing Branch 4 02/12/23. PARR 18. H 0 TennesBee 

Valley Authority Spp 16687 363 24X FI cho. 50-327, 02/12/23. 

8301060013 


— 8301060017 Amende 21 b 11 to Licenses DPR-77 b DPR-79. respect ively. 
revising Tech Sptes re emergency gas treatment sys b diesel 
generator s urvel 1 lane e requirements 

ADENSAM. E 0 Licensing Branch 4 82/12/23 tOpp 16680 003. 

24X Fiche 50-327,02/12/23,0301060013 


— 0301060026 Safety evaluation supporting Amends SI b 11 to Licenses 
DPR-77 b DPR-79, respectively 

e Office of Nuclear Reactor Regulation. Director 82/12/23 2pp 
16688 013. 24X Fiche 60-327,02/12/23,8301060013 
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—BSOiObaos^ Uaiict of liiuant* U aViii ) ob 1 1 1 1 y of Ainondi 2t & 1 i to 
Llconts* DPR-77 It DPFI-7‘?» r»ip te t J v» iy 

AD£MaAH,E O Llconfinj Branch 4. BS/lS/23 2pp IhhQB 019, 24X 

Floh* 50-327. B2/ 12/23. 3301040013 


— 3301040034 Advi»«» af no known public corr«»por>i)onc« or Imvovslble 
Inpact asioclatrit u/lsiicanc* of Aminili 21 It 11 to Llrpncai 
DPR-77 b DPR-79, Tospac 6 i vily 

STAKLE.C Llconilng Branch 4 B2/I2/23 NOVAK. T M Aiiiftant 

DIractor fop LIctnilnB Ip 1**30 017 Flctia 50-327. 

32/12/33. 3301060013 


3301060021 Forward I Amanda 13 b 9 to LUtnaai DfR-?? «< PPR-79. 
raapactlvaty. lafpty avaluatlon b -notice of iaduance h 
availability Amend chanpat containment vantiiatlon syi 
Tach Space to clarify time perl oil for purging & venting 
ADENBAHi E 0 |_iciriilng Branch 4 B2/13/23 PARRIS. M 0 Tannanee 

VaJltg Authority 3pp 16634 169 24X FI cha. 50-327. 32/12/23. 

B30 1060021 


—3301060022 Amatidi 13 19 to Llcaniai DPR-77 L DPH-79. Taapact Ivaly, 

changing contalninant vantllation aye Tach Space to clarify 
tlrna pariod for purging U vanting 

ADEN0AW, e. 0 Llcenalng Branch 4 32/12/23 lOpp 16634 171 

24X FIcha 50-327,82/12/23.3301060021 


— 3301060030 Safety evaluation lupporttng Amende 18 6 9 to Llcaneai 
OPR-77 tc DPR-79, raipactiVely 

a Office of Nuclear Reactor Regulation. Director, 08/12/23 2pp 
16604 131 24X Flchr 50-327.32/12/23,0301060021 


— 3301-060029 No- 1 Ice af leiuanca h availability of Amende IB b 9 to 
LlcaneaB OPR-77 b DPR-79, raip act Iva ly. 

ADENSAH.E 0 Licateadng Branch 4 82/12/23, 2pp 16634-163 24X 

FIcha, 50-32 7, 02/ 1 2/23. 0301 06002 1 , 


— 8301060033 Notlfia* of no Itnoun public corr aepqnde nee or Irravara ib le 
impact aaeoclatad u/laiuanca of Amanda 18 b 9 to Ltcaneaa 
DPR-77 b DPB-79, raipaetivaly 

BTAHLE.C LUanidng Branch 4 32/09/14 NOVAK, T M Aaalitant 

Director for Llcanilng Jp 16684 135 24X FIcha 50-327. 

82/12/23, 3301060021 


6301040777 Application to amend Llcansae DPR-77 & OPR-7?, auth-ariilng 
operation of vol raduction eye to proceis low level 
radueetf, Supp orting dbcunen tati on and 

KILLS. L. K, Tannaeiaa Valley Authority 82/12/27 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 16647 233 
24X FIcha 50-327,02/12/27,8301040777 


— B3010407B9 "Vol Raduction b Solidification Sya " 

a Tenneaeta Valley Authority 82/12/30 lOOpp 16647 239 24l 

FIcha 50-327, 32/12/27, 0301040777 


8301060048 Forwarde Amanda 22 b 12 to Llcanaaa DPR-77 b DPR-?*?, 
reepactively. taftty evaluation b notice of liauanca b 
availability Amende revlaa Tach Spec 3/4 7,6 re winter 
flood lavfl b flood protection eurvaillanca roqulrementi 
A0EN8AH. E O Llcanelng Branch 4 02/12/27 PARRIS, HO Tannaaaae 

Valley Authority 3pp, 16684.195 24X Fi cha 90-327, 82/12/27. 

8301060040 


— 0301060052 Amende 22 b 12 to Liceneaa PPR-77 b DPR-79, reepac t Ivaly. 
reviling Tach Spec 3/4 7 6 re winter flood level b flood 
protection aurval 1 1 area raqulraman te 

ADEN8AH,E 0 Llcenalng Branch 4 82/12/27 lOpp 16634 193 

24X FI Che, 50-327, 82/12/27, 8301060048 


— B3010600SS 8i fa ty evaluation lupportlng Amanda 22 b 12 to Llcanaaa 
DPR-77 b DPR-79, raipaetivaly 

# Office of Nuclear Raactor Ragulatlon, Director 62/12/27. 2pp 
16634 208 24X FIcha. 50-327.82/12/27. 3301060040 


— 83010600SB Notice of leiuanca b availability of Amende 23 b 12 to 
Llcenaei DPR— 77 b DPH-79, raapec 1 1 va ly 

AOENSAN.E 0 Llcenalng Drench 4 82/12/27 2pp 16604,210 2U 

FIcha' 50-327, 82/12/27,8301060040 


— B301060062 Adylaaa of no known public corraapondance or Irravar albla 
impact aifoclatad u/laiuanca of Amanda 22 b 12 to Llcaniaa 
DPR-77 b DPR-79, raipaetivaly 

STAHL E, C Llcenalng Branch 4. 82/09/28 NOVAK, T K Aialatant 

Director for Lieanaing Ip 16604 212 24X FI eha. SO-327. 

82/12/27, B301D60048 


03OIO7O4B7 Forwarde Amanda 20 b 10 to Llcenaaa DPR-77 b DPR-79. 
reapactlvaly, aaf aty evaluation b notice o-f leeuanca b 
availability Amanda ravita Tach Bpaca re max ieptatlon tint 
b panctrailon protective fuia teat raquiramanti 

ADENSAH, E D. Licencing Branch 4 82/12/23 PARRIS, if 0 Tannaiaae 

Vallty Authority 2pp 16707 192 24X Fi cha 90-327,82/12/23. 

8301070487 


821206D356 fiineric Ltr 82-30 to all 1 Ic aneaet , app 1 icante for OL b 
holdara of CPa re flllnga concarnlng lOCFRSO production b 
utllltation facilitiae, Currant Hating of branch aaelgnmenta 
For nuclear raactor proyacta b eve Hat ancl. 

EISCNHLIT.DO Dlvleion of Llcenalng 02/12/20 Coneolidatad 
Ediion Co of New Vorfc, Inc. Ilpp 16068' 001 24X 

FIcha 50-000, B3/12/2e,e2120'60356 


-9301070496 Aminda 20 b 10 to Licanaae OPR-77 b 
reviling Tach Spec re mac laolablon time for 
valvai b modifying lurvtillanca raqulramanta 
penetration protactiva fuea teitlng. 

ADENSAMi E 0 Licaniing Branch 4 82/12/23 

24X FIcha 90-327.32/12/23,9301070487 


rPB-79. riapaet ivaly. 

leal atlon 

for 

llpp 16707 194 


63D1D403QO Forward! rapt on operation of containment purge b vanting 
ayi for Mar-Apr 1902. per SER to Amend 9 of Licanaa DPfi-77 
Ecttnding purge b vent capability will not algnif Icantly 
Incraaaa probability of offilta ralaaaa par lOCFRIOO 
HILLS, L H Tannaiiaa Valley Authority 02/12/S0 AOENSAH. E 
Llcenalng Branch 4 ?pp. 16641’ 316 24X Flche 50-327, 82/ 121/ 28, 

8301040300 


— 8301070503 Safety evaluation aupporttng Amandi 20 b ID to Licenaaa 
DPB-77 b DPR-79, raaptctively 

a Offlci of Nuclear Reactor Ragutatlon, DIractor 82/12/23 3pp 
16707 205 B4X Flche 50-327.02/12/23,0301070487. 


— 8301070910 Notice of laauanca b availability of Amanda 20 b 10 to 
Llcanaai OFR-77 b DPR-79< nap ae ttva ly, 

ADEMSAMiE, O Llcenalng Branch 4 82/12/23 2pp 16707.208 24X 

Flche - 50-327. 82/12/23,8301070487 


— 8301070517 Advliaa of no tnoun public corra ipondance or Irrevari ibl a 
laipact aiaoclatad u/liauan-ce of Amende 20 b 10 to Llcanaaa 
DPR-77 b DPfi-79, reepactively 

STAHLE.C Llcenalng Branch 4 82/09/16 NOVAK, T H Aaalitant 

DIractor for Llcanalng, Ig 16707:210 24X Flche 50-327, 

82/12/23. 8301070487 


B301D70624 Raepondi to 821013 raq.ueat for relief from ASHE Coda, Section 
XI re hydreitatlc praaaura teat raqulramanta for ERCN aya. 

Raquaat granted until Jan 1996. Safety evaluation aneJ, 

NOVAK, r H Aaalatant DIractor for Llcenalng 62/12/23 PARRJ9. H O 
Tannaiaaa Valley Authority. 3pp 16704.200 24X 

Flcht' 50-327, 82/12/23, 0301070624 


■B30110D012 Safety evaluation aupportlng util 021013 raquaat for relief 
from raquirinanta of hydroatatlc taating after welding 
HILLER, H. a 8TAHLE.C Llcenalng Branch 4 82/12/23, 4pp 

16704 203 24X Flche 90-327,82/12/23,8301070624 


■8301100019 Ecariptidn from hydruatatic praaaura teat raqulramanta of 
ABHE Coda Section X3, "Roiai b Inaarvlca Inep of Nuclear 
Peuar Plant Componanta " 

ADENSAH, e 0, Llcenalng Branch 4 82/12/23 Tannaaaaa Valley 

Authority 3pp 16704 207. 24X Ft cha. 90-327. S2/12/23, 6301070624. 


8301040316 Foruardt ravlaad raaponaa to NRC varbal quaitlon b ra-queat 
for addl Info ri Changa 3 to TVA-8aN-TS-36 concarnlng 
Initrumantatl on aurvalllanca requirement teat frequency 
contained in Tablft 4 3-1 b 4 3-2. 

HILLS, L H. Tannaaiea Valley Authority 62/12/29 A0EN9AH, E 
Llcenalng Branch 4. Spa 16641:280. 24X Flche: 50-327. 82/12 /29r 

8301040316 


6301040563 Advlaei that util will utlllke b follow- procedurie epaclflad 
by MCAP-9863i "Rod Bank (fork Heaauramante Utilizing Bank 
Exchanger " Hag 1932, for Unit BiCycla 2 oparatlona 
HILLS, L H Tennaiiat Valley Authority 02/12/2? ADENSAH,E. 
Llcenalng Branch 4 Ip. 16646.139 24X Flche' 90-327, 02/12/29, 

3301040563. 


8301130214 Forwardt Amanda 29 b 13 to License! DPR-77 b DPR-79, 
raapec t ivaly, safe ty evaluation b notlca of Iseuance b 
availability Amanda Incorporate downscale failure alarms b 
changa lurvtillance requiremanta for ice condenaer doors. 

ADENSAM.e, 0 Llcanalng Branch 4. 02/12/29 PARRIS, H.O. Tcnnaaaea 

Vallty Authority, 3pp 16009' 177 24X Flche 90-327,82/12/29, 

8301130214 


— 8301130216 Amende 29 b 13 to Lleenaea DPR-77 b DPR-79- reapect ivelg. 
Incorporating dounicala fallura alarms b changing 
aurval 1 lance raqulramanta for Ice condenser doors 
AOENSAH, e 0 Licensing Branch 4 02/12/29, 12pp 16009.180 

24X Flche I 90-327, 32/12/29,8301130214 


— B30113021S Bifaty evaluation eupportlng Amanda 25 b 13 to LicenaeP 
DPfi-77 tc DPft-79, reapectively. 

* Office of Nuclear Reactor Ragulatlon, DIractor 82/12/29* Spp 
16009 192. 24X Flche ■ 90-327, 02/12/29, 0301 130214 
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— S30ll30SSi Notice Issuance b availability of Amends 25 b 13 to 

Licenses DPB-77 b DPn-79> res p active ly 

ADENSAH.E 0 Licensing Branch A 02/12/29 2pp li809 1 94 24X 

rich* 50-327.62/12/29,8301130214 


—6301130222 Informs that no known public correspondence or irreversible 
impact associated u/lssuanca of Amends 25 b 13 to 
Licenses DPR-77 b DPR-79, respec ti vo ly 

SrAHLE. C Licensing Branch 4 82/12/14 NOVAK, T M Assistant 

Director for Licensing Ip 14,609 196 24X Flehe 50-327, 

62/12/29,6301130214 


9301060114 Forwards supplemental info re proposed Tech Bpec change in 
containment air temps, per 821224 telcon request 
HILLSpL « Tennessee Valley Authority 03/01/03 ADENSAH.E 
Licensing Branch 4 2pp 1A670 034 24X Flehe 50-327,03/01/03, 

B30106DI14 


9301110995 Forwards status of NUREO-0737, Items I A 1 1, I A 1 3, 
IIEI l.IIEt2, IIE4 1,11 E4 2, 1IK2 8, I1K213> 

II K 3 3 b II K 3 12, in response to DO Elsenhut 820920 1 tr 
KILL9. L M Tennessee Valley Authority 03/01/07 ADENSAH.E 
Licensing Branch 4 3pp 16749 007 a4X Flehe 50-327,83/01/07, 
9301110569 


630113004!^ Forwards supplemental response to NUREO-0737, Item II D 1 re 
aperabllitg of pressurtier safety b relief valves 
HILL8.L M Tennessee Valley Authority 03/01/07 ADENSAH.E 
Licensing Branch 4 3pp 16793 194 24X Flehe 90-327,93/01/07, 

B301 130045 


9301190391 Forwards revised response to NUREO-0737, 1 tern II E 3 1, to 
clarify emergency power supply for pressuriier heaters 
HILLS. L H Tennessee Valley Authority 93/01/12 ADENSAH.E 
Lleanslng Branch 4 2pp I6S24 197 24X Fiche 50-327,03/01/12, 

9301190391 


SSOISIOS?] Forwards responses to J Ahearne questions re hydrogen 
control sys Safety Injection signal. max temp. environ 
qualification testing b essential equipment discussed 
DIRCKB.U 0 Office of the Executive Director for Operations 
93/01/26 PALLADINO, N , OILINSKV.V , AHEARNE, J Commissioners 
5pp 16972 274 24X Fiche SO-327, 83/01/26, 9301310391 


0 Incpaction reports, IE Bulletins b correspondence 


6301040616 Forwards SALP repts for Jul 1980 - June 1991 Util conduct 
of nuclear activities shows proper concern for nuclear 
safety b Is accaptable Areas of poor performance cited 
D'REILLV.JP Region 2, Office of Director 82/11/24 PARRIS, HO. 
Tenneisea Vai ley Authority 3pp 16667 302 24X 

Flehe 90-000, 62/1 1/24, B30 10406 16 


—9301040690 Forwards SALP rept of util activities for Jul 1900 - Juno 
1961 Rept bated on results of NRC SALP Board 811020 meeting 
LEHIS.R C Division of Project b Resident Programs 82/08/20 
PARR18.H 0 Tennessee Valley Authority 3pp 16667 305 24X 

Fiche 50-000, 82/11 /24, 8301040616 


—9301040794 8AUP Repts 50-299/02-13,50-260/02-13,50-296/82-13,50-327/82- 
19, 80-326/02-10, 50-390/82-26, 50-391/82-23, 50-438/02-29, 

90-439/82-2 5, 50-518/02-10, 50-319/82-09, 50-320/82-10, 30-521/ 

92-07. 50-553/82-02, 50-534/02-02, 30-366/02-03 b 30-567/82-03 
LEHISiR C Division of Project b Resident Programs 82/08/20 
a3pp 16667 307 24X Fiche. 30-000, 82/1 1 /24. 9301040616 


6203190269 IE Info Notice 02-51, "Overo xpotures In PUR Cavitiee •' Bve 
list end 

DEVOUWO.R C Dlrector'e Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New Vork, Inc 

lllpp 16669 239 24X Fiche 30-000,82/12/21,8208190269. 


821206D3S1 IE Info Notice 82-52, “Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 “ 8vc list end 
JORDAN, E L Division of Engineering b Quality Aeturance (Pro 
630i03> 62/12/21 Consolidated Edison Co of New Vork, Inc 

119pp. 16681 068. 24X Fiche 30-000,82/12/21,8212060351 


6212060350 IE Info Notice 82-53, “Main Transformer Failures at North 
Anna Nuclear Power Station,'' Sve list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
930103) 82/12/22 Consolidated Edison Co of New Vork, Inc 

114pp 16758,017 24X Fiche 30-000,82/12/22,8212060350 


8301070624 Responds to 821013 request for relief from ASHE Coda, Section 
XI r« hydrostatic pressure test requirements for ERCN sys 
Requust granted until Jan 1996 Safety evaluation end 
NOVAK. T.« Assistant Director for Licensing 02/12/23 PARRIB, H 0 
Tennessee Vallsy Authority 3pp 16704.200 24X 

Fiche. SO-327. 82/12/23, 8301070624. 


—8301100012 Safety evaluation supporting util 821013 request for relief 
from requirements of hydrostatic testing after welding 
MILLER. H Licensing Branch 4 02/12/23 4pp 16704 2 0 3 24X 

Fiche 50-327,82/12/23,8301070624 


—8301100019 El emption from hydrostatic pressure test requirements of 
ASHE Cede Section Xt, "Rules & Inservice Insp of Nuclear 
Power Plant Components " 

ADENSAH.E 0 Licensing Branch 4 82/12/23 Tennessee Valley 

Authority 3pp 16704 207 24X Fiche 50-327,82/12/23,6301070624 


8208190275 IE Info Notice 02-54, "Hestl nghouse NBFD Relay Failures in 
Reactor Protection Sys " Sve list ene 1 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
830103) 62/12/27 Consolidated Edison Co of New York, Inc 

llOpp 16962 139 24X riche 30-000,82/12/27,8208190275 


8301040380 Ack receipt of 821201 1 tr informing NRC of steps taken to 
correct deficiencies noted In IE Emergency Preparedness 
Appraisal Repts 50-327/62-136 50-328/02-13 

LEWIS, R C Division of Project & Resident Progroms 02/12/27 
PARRIS, H 0 Tannossee Valley Authority Ip 16646 134 24X 

Fiche 30-327, 82/12/27,8301040930 


6203190273 IE Info Notice 02-59, "Seismic Qualification of Uestlnghouse 
AR Relay (4/Latch Attachments Used in Westinghouse Solid 
State Protection Sys “ 6vc list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
830103) 02/12/26 Consolidated Edison Co of New York, Inc 

109pp 16868 014 24X Fiche 50-000,92/12/28,0208190273 


8301250462 Forwards supplemental response to IE Bulletin 79-13, Rev 12, 
consisting of results of augmented insp of feedwater sys 
piping b supports Radiographic b ultrasonic exams performed 
Const radiographs reviewed for compliance ui/bulletin 
MILLS, L H Tennessee Valley Authority 02/12/29 D'REILLV.JP 
Region 2, Office of Director 2pp 16699 117 24X 

riche 50-327. 82/12/29,8301250462. 


6212060354 IE Info Notice 62-56, "Robertshaw Thermostatic riow Control 
Valves “ Sve list end 

JORDAN, E L Division af Engineering b Qua 1 1 ty Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co of New York, Inc 

lllpp 16738 137 24X Fiche 90-000,82/12/30,8212060354 


6301250294 Ack receipt of 821210 I tr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-327/02-24 b 
50-328/02-23 

VERRELLIiD M Division of Project b Resident Programs 83/01/03 
PARRIS, H 0 Tennessee Valley Authority Ip 16897 307. 24X 

Fiche 90-327,83/01/03.8301250294 


— 6301230308 Responds to NRC 621104 Itr re violations noted in IE Insp 
Repts 30-327/82-24 b 50-328/82-23 Corrective actions 
administrative procedure re eallbr of radiation monitors 
implemented in field operations eastern area 

KILLS, L H Tennastto Valley Authority 62/12/10 O'REILLY.J P 
Region 2, Office of Director 3pp 16897 308 24X 

Flcne 90-327,83/01/03,8301230294 


—6301250316 Forwards IE Insp Repts 50-327/92-24 b 50-328/82-25 on 
821012-15 tc notice of violation 

VERRELLI.D M Division of Project b Restdont Programs 82/11/04 
PARRIS, H 0. Tennessee Valley Authority 2pp 16897 311 24X 

Flehe. 30-327, 83/01/03,8301250294 


— 8301250323 Notice of violation from Insp on 821012-13 

« Region 2, Office of Director 82/11/04 Ip 16897 313 24X 

Fiche 30-327,63/01/03,8301250294 


—8301250337 IE Insp Rspts 50-327/02-24 b 50-328/82-25 on 821012-19 
NoncompHanee noted failure to implement approved procedure 
for eallbr of environ radiation monitors 

CUNNINOHAM, A L , KU2O,0.D , MONTOOHERY, D. M Division of Project b 
Resident Programs 82/11/03 6pp 16897 314. 24X 

Flehe 50-327,83/01/03,8301250294 


8301250149 Ack receipt of 621213 Iti informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-327/62-18 b 
30-328/82-18 

VERRELLI.D M. Division of Project b Resident Programs 03/01/04 
PARRIS, H.O. Tennessee Valley Authority Ip 16896 186 24X 

Flehe 50-327,03/01/04,6301250149 


—6301250157 Responds to NRC 620620 Itr re violations noted in IC Insp 
Repts 50-327/82-18 b 50-328/62-18 Corrective actions 
nameplate Installed at control transformer w/instmetions to 
use 1-amp fuse 

HILLS, LM Tennessee Valley Authority 82/12/13 O'REILLY.J P 
Region 2, Office of Director 3pp 16896 187 24X 

Fiche' 50-327, 83/01/04, 8301250149 
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0301110254 foriddrilt IE S«fBgu4ri$« imp Rept« 50-327/02-32 & 
50-32S/B2-32 on 82tSlS-ld.No noncomj).! Ijnc ■ nettd 
VEARELLI>0 N DlvKion of Frojact {« Raiidvnt frogrom* 63/01/07 
P4B(ifStH. O Tcnnataea Valley Authority 2pp 1674i& 243 24X 

F 1 c h e 30-3271 83/ 01 /07. B30 1 1 10234 


— B30I1102&1 IE Safeguardf Imp Rapt* 50-327/82-38 k 50-3SS/82-33 «n 
821212-16 No nonconipl lance notad.Major araat Inapcettil cita 
orlantatlon S> rtdlaiii of Sacnrlty Plan & Inplanantlng 
procaduraa Oetalic iiiltbheld (naf iOCF873 2tl 

TILtHANiA I MCGUIREi D R Dlvlalon of Eniargancy Praparednasi k 
Oparabional Support 83/01/08 Ip 16748 849 24X 

FI c lie 50-38 7,83/01/07# 0301 11 0234 


R Parlodic oparatlng raporta t, related corre tpondenc e 


83018701710 Foruarda Monthly Oparatiny Rapts far Nov 1982 

MASON.C C Tannaaaaa Valliy Authority B2/12/14 Divitlan of 
Data Autanation 8 Hanagamant Infarnation Ip 16935 014 24X 

Ftcha 80-327, 82/18/14.8301870170. 


— 8301270178 Monthly Oparatlnp Rapt* for Mov 1982 

eooiNOB.M > DlfPREEiO Tannaaaaa Valley Authority. 82/12/08 
14pp 18939.015 S4X Flcba 30-327.88/12/14,8301270170 


3 Reportable occurraneas, UERi tc related carraipondence 


8301030019 Forwards LER 88- 138/03 L-0. 

SREEM.HJ Tennaiste Val lay Authority 82/18/88 a'REILLy, .J P 
Region 2. Office of Director ip 16619.176. 84X 

Flcba: 50-328, 82/18/22, 83010300J9 


—8301030020 i-ER 82-138/03L-0 on 821123, louiar contalnnent airlock door 
fallad air leak rata teat Cauaed ty backed off packing nut 
that allouiad packing to looaan Nut ratlghianad 6 door 
tBitad Daeign change raqutit aubnlttaf 

CiWVERiA M , HARDINO, M R Tannaaaaa Valley Authority 82/12/22 
Region 2. Office of Olractor Ip 16619:177 24X 

Fi c h a 50-328 , 82/ 1 2/22, 830 10300 1 9 


S30 1030248 Forward* LER S2-ia4/03L-0. 

eHEEN. H J Tennaaiea Valley Authority. 82/18/22 0'REILI.Y, J P 
Raglan 2, Office of Director. ip I6AJ6 3t4 24X 

F I C h a . 50-329. 02/ 1 2/22, 830 103024 B 


—8301030252 LEr BS-134/03U-0 on 821184, whtla in Hoifa S,ri)fualing water 
atoraga tank level channel LT -63-52 declared inoperable dua 
to failure to meet aurvaillanca raqutrenante Cauaed by 
Iran ami tier drift Loop recall hr & r a turned to avc 
ROOERS.HR. , HAROINOiM R Teltnaaaaf Valley Authority. 82/18/22 
Region 2, Off let »f Director. tp. 16616’ 315 24X 

Ftcha: 50-328, 02/18/22, 8301030248. 


83*1040350 Foruarda LER 88-141/017-0 

*REEN,H J Tannaaaaa Valley Authority. 08/18/87. O'REILLY, J P 
Region 2, Office of Director Ip 16640:201 24X 

Fiche 50-328,82/12/27,830104*350 


-8301040352 LER 82-141/017-0. on 8218 14, both traina of engineer ad 
tafeguard automatic actuation logic for containment 
ventilation iaolation declared inoperable Cauaed by latching 
mechanian failure to hold relay in poaltl on. Teite ongoing. 
ROOERS.H.ff , KARDIN0,M R Tenntaace Valley Authority 62/12/27. 

Region 2, Office of Director Spp 16640.802. 24X 

F 1 C h a : 50-3 28, 62 / 1 2/27, 8301040390 


V Operator Eiamlnatieni 


6812220443 Oaneric Ltr 88-38 to all power reactor 1 Icenaaea, app llcanta 
for OL, MSS 6 reactor vendor* k AE§ ra meeting to diicui* 
recent davelopncnte for llcenelnp ecam*. Advieac that meeting 
will bt held on 830211 re operator 1 icenelng. Sve liet and 
Et6ENKur>8 Q Division of Ltcemlng B2/IS/22 Conioll dated 
Edison Co of New York, Ine. 12pp. 16661:078 a4X 

F 1 e h a : 50 - 000, 82 / 1 8/88. 821 82204 43 


6301120078 Generic Ltr 63-01 to power reactor licensee* t, applicants 
for OL ra operator licanilng etam site visit Requests 
ichedule ri epam request* expected for subAlttal prior to 
651231 for listed categories.6vc list oncl. 

EIBENKUTiO * Division of Liconslng. 83/01/11. Consolldetad 
Edi«on Co. of New York, Ine. 11pp. 16893:243 24X 

Fich* 50-00*, 03/01/11,8301120078 


X Onsite Storage of Low Lovol Waste 


3301040777 Application to amend Licenses DFR-77 k DFR-79, author 1 1 tng 
oporation of vol reduction sy* to process low level 
radwaste Supporting doeunentati on end 

HILLS, L H Tenneteee Valley Authority 82/12/27 DENTOW.H R 
Office of Nuclear Reactor Regulation, Director 2pp 16647 233 
84X FI Che 90-327,08/12/27,8301040777 


DOCKET SO-329 MIDLAND PLANT, UNIT 1 


A App Ucation/construction stage documents 6 correspondence 


8301200167 Responds to FOIA request for documents re NRC statement 
in 621113 Inquirer News article not found Forwards 621119 
ltr from TM Novak to P Shewmon re problems at Midland 
Nuclear Power Plant involving Bechtel 

FELTCN, J K Division of Rules and Records B2/i2/10. ROMANO, F R 
Air and Water Pollution Patrol tp 16071 329 24X 

FlcbO 90-329.82/12/10,0301200167 


6301040269 Rosubmito activity for shallow utils probe for remedial 
soil* work authori latlon 

MILLER, 0 B Consumers Power Co 02/12/15 BHAFER. W D Reg ion 3, 
Office of Diroctor. Ip 16639 003 24X Fiche 90-329,82/12/15, 

8301040269 


8301030306 Eummary of 821123 meeting w/util in Bethesda.HD re sys 
interaction program Campltatlon of handouts k visual aids 
us«d in meeting end 

HERMAN, R W Licensing Branch 4 82/12/22 Licensing Branch 4 

ISpp 166SS 064 24X Fiche 50-329,62/12/22,8301030306. 


8301090142 summary of 821109 meeting u/util. B echtel 6 NtJiTECH in 
Dethesda.HD r« environ equipment qual if teat ion program 
Onsite audit of program will be conducted as part of safety 
evaluation of area 

KERNAM.B.M Licensing Branch 4 02/12/27 Licensing Branch 4 

34pp 16600 105 S4X Fiche 50-329.62/12/27. 8301050142 


8812060356 Oaneric Ltr 02-30 to all licensees. applicants for OL fr 
holdors of CPs re filing* concerning lOCFRSO production k 
utlliiatlafi facllitio* Current listing of branch assignments 
for nuclear reactor projects 6 sve list end, 

EI8ENHUT, DO Division of Licensing 02/12/28 Consolidated 
Edison Co of Neu York. Inc ilpp 16068 001 24X 

F i c h 0 : 90-000, 82/12/28, 621 20603 56 


8301*30317 Summary of 620611 meeting u/util tc Bechtel in BethesdaiKD 
ro protection against tornado missiles at site Vieugraph* 
one 1. 

HERMAN. R U Licensing Branch 4 82/12/29 Licensing Branch 4 

62pp. 16654 264. 24X Fiche 50-329.82/12/29,8301030317 


8301040146 Advise* that remedial soils activities re probe for shallou 
utils revlewod tc determined to be noncritlcal Work may 
proceed 

SHAFER, W.D Region 3, Office of Director 82/12/29 MILLER, B B 
Consunors Power Co 2pp 16633 149 24X Fiche* 90-329, 82/12/29, 

8301040146 


6301160202 Forcdard* addl info re NRC independent confirmatory piping 
analysis W/two ovarsli* drawings, including one proprietary. 
Aperture card for nonproprietary drawing available in FDR 
Aperture card for proprietary drawing in Central Files 
COOK.J N. Consumers Pouer Co 83/01/03 DENTON, H R Off ice of 

Nuclear Reactor Regulation, Director. 1,601pp. 16026,225. 24X 

Fiche 50-029, 03/01/03, 8301180202. 


8301 100434 Request* resubmittal of Tech Specs, prepared according to 
end STS for Q&tf PWR* (NURE«-01O3,Rev 4> W/o end 
ADENSAM.E 0, Licensing Branch 4 03/01/04 COOK, J M Consumers 

Power Co Spp 16719 340 24 X Flcfce 30-329. 83/01/04, 0301100434 


0301250493 Forward* revised pages to Stoner Associates, Ine rept re 
leak detection sys, drawing showing underground utils, Figuro 
2-1, Rev l,t« NUS~4242 tc pipeline site layout, supplement Ing 
util 821019 k 1116 submittals, per NRC 321123 request 
COOK.JW Coneuner* power Co 83/01/11 DENTON, H R Office of 
Nuclear Reactor Regulation, Director llpp. 16899 158. S4X 
Fiche. 50-329, 83/01/11.8301290493 


— 8301250499 Rev t to Figure 2-1 re blowdown characteristics of pipeli 
» Nils Corp Nya-4a42 ROl 83/01/11 2pp 16099 169. 24X 

Fiche. 50-329, 83/01/1 1, 03*1250493 
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&3())iB0i00 Rev 14 i:o Amend 111 to 
o-f '’/l••ponte to NRC Requests re 
Unit* I El 2 " 

BUOZfKiD H Consumers Power Co 
Office of Inspection and 
Flche 90-329.8:3/01/12,0301100100 


application for OLs t< CPs, con sisting 
Plant Fill.Midland Plant. 

03/01/12 8TELL0, V Director's 
Enforcement Ip 16834 001 24X 


021222O44S Oenerlc Ltr 02-39 to all reactor licenseesiCP holders It 
applicants for CPs re problems u/submi ttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Sve list end 

EISENHOT. DO Di vl s i on o f Li c ens 1 ng 02/12/22 Consolidated 

Edison Co of New York, Inc 13pp 16690 021 24X 

Fiche 90-000.02/12/22,0212220449 


— 8001180103 "Response to NRC Requests re Plant Fi 1 1, Midland Plant, Units 
1 U 2, " constituting Rev 14 to Amend 111 to application for 
OLs 6 CPs. 

EUOZIiK, 0 M Consumers Power Co 83/01/12 60Bpp 16934 002 
24X FIcho- 90-329, 83/01 /12, 8301 100100 


B30I27O193 Forwards Amend 112 to CP 1. OL appl ications, consisting of 
Aev 47 to FSAR including 911 overside drawings 

COOK. J If Consumers Power Co 83/01/13 DEMTQN, H R Office of 
flucleer Reactor Regulation, Director 2pp 16936 001 24X 

F i eft e* 90-329. 83/01/13,0301270193 


— S3Ot270214 Amend 112 to CP U OL app 1 i catl ons, consisting of Rev 47 
to F6AR 

CCIOK.J W Consumers Power Co 03/01/17 2pp 16936 003 24X 

Fiche- 90-329, 83/01/13, 0301270193 


8301210271 Ack receipt of Const Completion Program St confirms plans 
For B3020B maeting Public will be given opportunity to ask 
quastiens re meeting issues 

KEPPLERiJ 0 Region 3, office of Director 83/01/17 CCXIK, J M 
Cantumers Power Co Ip 16872 240 24X Fiche 90-329,83/01/17. 

8301210271 


— B3D1210272 Forwards Const Completion Program requested at 821202 
•eeting Util prepared to support public meeting proposed 
for 030126 in Midland, HI 

COOK, J U Consumers Power Co 03/01/10 K0PPLER, J 0 Region 3, 
Office of Director 24pp 16872 241 24X Fiche 90-329.83/01/17, 

0301210271 


8301240292 BummarU of 830111 St 12 telcons w/u ti 1. Oeo technical 
Engineers. Inc St Bechtel re underpinning settlement readings 
HOOO, D Licensing Branch 4 83/01/19 Licensing Branch 4 9pp 

16906-221 24X Fiche 30-329,83/01/19,8301240292 


B301230063 Forwards Affidavit of Sve for Amend 112 to application far 
CPs fc OLs eonslslilng of Rev 47 to FBAR 

BUOZIK.D H. Consumers Power Co 83/01/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 16099 289 24X 

Fiche, 90-329, 83/01/20, 0301290063 


830 1 090198 Bummarg of 021203 meeting u/utl 1, Bechtel S, NES, Inc in 
Dethesda.MD re method to be employed to provide fire 
protective wrapping to cable trays & conduits 

HERNAN, R Licensing Branch 4 02/12/22 Licensing Branch 4 

31pp 16669 311 24X Fiche 90-329.02/12/22,8301090190 


8301170266 Forwards IE Mgt fleeting Repts 50-3 29/02-23 L 50-330/82-23 on 
021220-21 

PAPERIELLO.C J Division of Emergency Preparedness & Operational 
Support 83/01/12 COOK, J H Consumers Power Co 2pp 16810 080 
24X Fiche 90-329,03/01/12,0301170266 


—8301170273 IE Mgt Meeting Repts 90-329/02-23 t< 90-330/82-23 on 
e2I220'-21 Major areas discussed current (i projected status 
of emergency preparedness fac 11 iti e s, equi pment t, activities 
for exercise ti appraisal scheduled far Mar & Apr 1963 
PLQSKIiT J , AXELSGN, W L Division of Emergency Preparedness & 
Operational Support 83/01/10 Spp 16010 082 24X 

Fiche 50-329, 03/01/12,0301170266 


0301270147 Forwards finding L determination on status of offsite 
radiological emergency preparedness planning Preliminary 
review of prompt notification (siren sgs) sys design also 
end Info Insufficient to make de term 1 nat ion 
THOMAS, L M Federal Emergency Hanngeoiefit Agency 63/01/14 
OIRCKS, H J Office of the Executive Director for Operations 2pp 
16934 260 24X Fiche 50-329.03/01/14 , 0301270147 


— 0301270193 "Midland Nuclear Power Plant (Site-Specific) Offsite 
Radiological Emergency Preparedness Interim Findings for 
State Of MI .Bay County, Midland County li Saginaw County " 
a Federal Emergency Management Agency 82/12/10 21pp 
16934 262 24X Fiche 50-329.03/01/14,0301270147 


0 Adjudicatory correspondence 


0301040460 Forwards util responses to 021126 discovery on Stamiris 
cost/benefit contention 

BARTH. D E Consumers Power Co 02/12/29 STAHIRIB.B 0tamlris, 0 
Ip 16643 211 S4X Fiche 90-329,02/12/29,0301040460 


E HRC Safety Evaluation Report (SER), suppls & correspondence 


B3O1060416 Bummarv of 020616 meeting w/utll tt Bechtel in Dethesda.MD 
r« environ equipment qualification per 6ER Outetandlng Open 
Item 6 List of attendees & vlewgraphs end 

HERMAN’, R W Licensing Branch 4 02/12/22 Licensing Branch 4 

17pp. 16602 140 24 X Fiche 90-329,82/12/22,0301060416 


B30IOS0S02 Bummarv of 020331-0402 meetings u/ut 1 1 , Bechtel It 0t<l4 in 
Betheeda.HD re resolution of open items prior to Issuance of 
6ER in Hag 1902 

KERNANiR W Llctntlng Branch 4 82/12/30 Licensing Branch 4 

iSpp 16669 296 24X Fiche 90-329,82/12/30,8301090202. 


8301070412 Summary of 820414 meeting w/utll in Dethesda.MD re appeal of 
MRC technical positions on auxiliary feedwatar third pump 
issue L OMR suction valve operators in draft SER 
HEfiNAM.R M Licensing Branch 4 82/12/30 Licensing Branch 4. 

epp 1670V 266 24 X Fiche 90-329.82/12/30,8301070412 


B30113C09I Forwards addl info re reactor vessel head vent It locked 
rotor accident, per EO Adensam 821207 ltr Subjs constitute 
□ utstendlng Item 9 In Section 1 7 It Confirmatorg Issue 31 In 
Section 1 0 of SER (NUREO-0793) 

COOK.^7 U, Consumers Power Co, 83/01/10 DENTON, H R Office of 
Nuclaar Reactor Regulation, Director lOpp 16796'001 24X 

Fiche 90-329,03/01/10,8301130091 


F Security, medical, emergency It fire protection plans 


0212060349 Oenerlc Ltr 82-33 to all licensees of operating reactors, 
applicants for QL It holders of CPs re Suppl 1 to NOREO-0737, 
'fleqwirements for Emergency Response Capability " 

NUREO-0737, Suppl 1 it sve list and 

EI8ENHUT.D. 0 Division of Licensing 82/12/17. Consolidated 
Ed lean Co, of New York, Ine 77pp 16681 208 24X 

Fiche 90-D00i 82/12/17,8212060349 


— 8301040467 Responses to 821126 discovery on Stamiris cost/benefit 
contention Certificate of 8vc enc 1 

BARTH, D E Consumers Power Co 82/12/29 Stamiris, B I9pp 
16643 212 24X Fiche 30-329.92/12/29,0301040460 


03O1O3D242 Memorandum It Order LBP-B2-1 tS> accepting M Sinclair rewritten 
Contentions 6.31,32,34,36,40,90,96 It 97 as delineated NRC It 
utll to file briefs on renumbered Contention 11 by 030124 
Rewritten Contentions 37,49 It 92 rejected 

BECHKOEFER, C Atomic Safaty and Licensing Board Panel 02/12/30 
Blndalr.H 90pp 16618 069 24X F i C he' 50-329, 02/ 12/30, 030 1030242 


0301060143 Presents views on proposed hearing It testimony schedule No 
document defining A0LB position on contentions received 
Listed contentions should not be heard before 30 Keppler 
testimony evaluating OA on soils issue, 

SINCLAIR, M Sinclair, M 82/12/31 BECHHOEFER, C Atomic Safety and 
Licensing Board Panel. 2pp 16670,322 24X Fiche 90-329,82/12/31, 

0301060143 


0301120213 Order establishing schedule Hearing on OA matters will be 
held In Midland, MI 830214-18 w/addt hearings, as necessary, 
030301-04 Tastlxnony due from util by 030117 l< from NRC by 
030131 

DECHNQEFER, C Atomic Safety and Licensing Board Panel 83/01/07 
2pp 16776 189. 24X Fiche' 90-329, 83/01/07, 8301 120213 


0301140069 Response to 820825 first interrogatory Same uncertainty 
bounds govern PRAs in DES It FES Certificate of Sve end 
UILCQVE.MN, Hearing Branch 2 63/01/07 SINCLAIR, M Sindair.H 

29pp 16808,229. 24X Fi ch e 90-329. 83/01 /O 7, 0301 140009. 


0301140547 Lists reviewers assigned to prepare testimony on Sinclair 
Contentions 3, 4 t< 13 Draft testimony must be submitted by 
830129 

ADENSAM, E 0 Licensing Branch 4 03/01/11 KNIEL<K Oeneric 

Issues Branch, PARR. 0 Auxiliary Systems Branch DENAROVA, V 
Chemical Engineering Branch. Spp 16917 187. 24K 

Fiche' 50-329, 83/01/11,0301140547 
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83011901^4 OrilBt- granting H Sinclair 330113 reiiuest tn modifg hearing 
aehedule applicant 330114 renurst #or extension of filing 
data for testimony scheduled for 3301 17 Hearing data moved 
to 930309-11 8< filing date extended to 330134 

BECHHOEFER.C Atomic Safety and Liconslns Board Panel 83/01/17 
SINCLAIR) M SinelalriM 7pp 16S47 023 24X Flche SO-329f 

93/01/17, 9301 190194 


0301300347 Suggestion of mootness of matl falsa statement issue, o.r 
si ternat Ivelg , motion to close record on Issue Issue moot 
since applicant agreed not to contest existence of other 
valid bases for 791206 order Certificate of Svc end 
STEPTOE.P P Consumers Power Co STEPTOEi P P Isham, Lincoln t< 
Beale 83/01/17 Atomic Safety and Licensing Qoard Panel lOpp 
14065-242 24X Flcha 50-329,63/01/17,8301200347 


6301200082 Response to remainder of 680825 interrogatories Certificote 
of Svc end 

MlLCaVE.M M Hearing Branch 2 83/01/19 Sinclair, M 13pp 

14865 OlO 34X Fiche 50-329,93/01/16.8301200092 


6301260002 Brief opposing M Sinclair ecpansion of station blackout 
contention to include basis in Sinclair 821015 reply Plant 
diesel generators different from other plant diesel 
generator cited in reply Certificate of Cvc end 
MILCOVB. H II Hearing Branch 2 93/01/24 Atomic Safety and 

Licensing Board Panel I4pp 16912 347 24X Fiche. 50-329, 03/01 /24, 

8301260002 


8301270332 Requests end papers be served on all parties 

BECHHOEFER, C Atomic Safety and Licensing Board Panel 63/01/29 
Docketing -b Services Branch. 70pp 16932 115 24X 

Fiche 50-329,63/01/25.9301270332 


K Utility Final Safety Analysis Report (FSAR > & amends 


9301270193 Forwards Amend 112 to CP & OL app 1 I cat i ons, cons 1 sting of 
Rev 47 to FSAR including 911 overslie draulngs 

COOK. JH Consumers Podjsr Co 03/01/13 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 2pp 16936 001 24 X 

Fiche 50-329,03/01/13,6301270193 


--63012702I4 Amend 112 to CP b QL appl 1 cation s, eons 1 sting of Rev 47 
to FSAR 

COOK. J U Consumers Power Co 83/01/17. 2pp 1693 4 003 24X 

Flcb# 50-329.63/01/13.0301270193 


—0301270219 Rev 47 to FSAR 11/911 ovors i i o drawings Aperture cards 
are available in POR 

• ConsumeTs Pouer Co 62/12/31 4SS6pp 16934 120 24X 

Fiche 90-329,03/01/13.8301270193 


8301250063 Forwards Affidavit of Svc for /Unond 112 to application for 
CPs ti OLs consisting of Rev 47 to FSAR 

BLIDZIK. 0 M Consumers Power Co 83/01/20 DENTON. H R Office of 
Nuclear Reactor Regulation. Director 3pp 16095 289 24X 

Fiche- SO-329. 83/01/20, 6301250063 


F. Operating license stage documents L correspondence 


6301110SS2 Submits comments on draft final rept for value impact 
analysis of recommendations re steam generator tube 
degradations fc rupture events, per Oeneric Ltr 82-32 

OI880N.L 8 Consumers Power Co 83/01/07 ElBENHUT, D 0. Dlvloion 
of Licensing 2pp 16741.349 24X Fichd 50-329.03/01/07, 

6301110992 


D Inspection reports, 1£ Bulletins t< correspondence 


0301110597 Responds to IE BuIlatln.Rev l.Suppl 1, "^Alterations of 
Radiographs of Helds in Piping BubassambI ie s *’ Htll 
coepleted lOOX review of all radiography in Dec 1961 Four 
welds found iu/4T holes altered in redlographs 

COOK, J H Consumers Power Co 92/09/20 KEPPUER, J 0 Region 3, 
Office of Director 3pp 1674 3 001. 24X Flcho 50-329,62/09/20, 

0301110597 


0208190269 IE Info Notice B2-S1, "Overe xposur as in PUR Cavities " 6vc 
list end, 

DEVOUNOrR C Director's Office, Office of Inspeetion and 

Enforcemant 82/12/21 Consolidated Edison Co of New York, Inc 

illpp 16689,239 24X Fi c he: 50-000, 82/12/21 . B2061 90269 


6212060351 IE Info Notice 62-62, "Equipment Environ Oual if i cati on 
Tasting Experience - Updating of Test Summaries Previously 
Pubiishad in IE Info Notice 81-29 '■ Svc list end 
JORDAN, E L Division of Engineering & Duality Assurance iPro 
830103) 82/12/21 Consolidated Edison Co of New York. Inr. 

llSpp 166ei’0eg, 24X Flcha 90-000, 92/12/21. a2120403Sl 


6212060350 IE Info Notice 62-53. "Main Transformer Failures at Nerth 
Anna Nucloar Power Station " Svc list end 

JORDAN. E L Division of Engineering L Quality Assurance IPre 
830103) 62/12/23 Consolidated Edison Co of New York, Cnc 

1 I4pp 16759 0)7 24X Fiche 50-000,82/12/ 22,8212060350 


6200190275 IE Info Notice 03-54. "Nest > nghous e NDFD Relay Falturss in 
Reactor Protection Sys " Svc list enc 1 

JORDAN, E L Division of Engineering & Quality Assurance iPre 
B30103) 82/12/27 Consolidated Edison Co of New York, Inc 

lIOpp 16962 139 24X Fiche 50-000,82/12/27,6206190275 


8308190273 IE info Notice 83-95, "Seismic Qualification of Hestlrghaii 
AR Relay N/La tch Attachments Used in Nestinghouse Solid 
State Protection Sys ' Svc list end 

JORDAN, E L Division of Engineering i< Quality Assurance (Pre 
830103) S2/12/SS Consolidated Edison Co of New York, Inc 

109pp 16S4S 014 24X Fiche 50-000.83/12/28,8306190373 


6212060354 IE Info Notice 92-56, "Robertshau Thermostatic Flow Control 
Valves " Svc list end 

JORDAN. E L Division of Engineering A Quality Assurance iPre 
B3Q1D3) 82/12/30 Consolidated Edison Co of Now York, inc 

lllpp 16758 137 24X Fiche 50-000, 62/1 2/30, 831 2060354 


6301040294 Confirms discussions during 621202 meeting re const 
completion plan addressing problems identified during 
Oct - Nov 1982 Insp of diesel generator 

KEPPUER.J 0 Region 3. Office of Director 02/12/30 COOK, J H 
Consumers Power Co 3pp 16638 336 24X Fiche SO-329, 62/12/30, 

6301040294 


B301110577 Responds to IE Bulletin 02-04, "Do f i cienc ies in Primary 
Conte I nmen t Electrical Penetration Assemblies “ Requirements 
compl e t e. base d on info provided in 830609 1 br 

COOK, J W Consumers Power Co 82/12/30 KEPPLER, J 0 flnglonS- 
Offlce of Director 2pp 16745 195 24X Fiche 50-329,02/12/30. 

8301110577 


0301110151 Notification of 830118 enforcement conference iti Olon 
Ellyn, fU to discuss results of special team insp of diesel 
generator bldg 

KEPPLER.J 0 Region 3, Office of Director 83/01/05 COOK. J M 
Consumers Power Co Ip 16743 347 24X Fiche 50-329.83/01/05, 

03OU 10191. 


0301140040 Ack receipt of 621210 ltr informing NRC of stops taken to 
correct violations noted in IE Insp Repts 50-329/62-21 & 
50-330/02-21 

WARNICK.R F Region 3, Office of Director 03/01/10 COOK. J W 
Consumers Power Co ip 16806 064 24X Fiche 50-329.63/01/10. 

6301140040 


—0301140044 Responds to NRC 021109 ltr re violations noted in IE Imp 
Repts 50-329/02-21 & 50-330/02-21 Corrective actions 
controlled PQCt file now located in soils DAE area & on 
job site QCNMs reviewed 6 updated to proper rov 

COOK, J W Consumers Power Co 82/12/10 KEPPLER, J 0 Region 3. 
Office or Director 3pp 16906 066 24X Fiche 50-329,03/01/10, 

0301140040 


8301170266 Forwards IE Mgt Meeting Repts 50-329/82-23 tt 50-330/82-23 1 
B2 1220-21 

PAPERIELLOfC J Division of Emorgoney Preparedness I, Operational 
Support 03/01/12 COOK.J W Consumers Power Co 2pp 16810 060 
24X Fiche 50-329,83/01/12,6301 170266 


—0301170273 IE Mgt Meeting Repts 50-329/92-23 t, 50-330/82-23 on 
921220-21 Major areas discussed current 1< projected status 
of emergency preparedness foe 1 1 i ties, equi pment activities 
for exercise b appraisal scheduled for Mar b Apr 1993 
PLOSKI.T J , AXEL60N, W L Division of Emergency Preparedness 1. 
Optra tlona 1 Support 83/01/10 5p p 16010 062 24 X 

Fiche 50-329,83/01/12,8301170266 


0301210265 Ack receipt of 821105, 1022 b 12)4 Urs Informing NRC of 
steps taken to correct violations noted in IE Insp Repts 
50-329/62-19 b 90-330/82-10 

WARNICK.R F Region 3, Office of Director 03/01/18 COOK, J W 
Consumers Power Co 3pp 16872 189 24X Fiche 30-329,63/01/18, 

8301210265 


“0301210266 Responds to NRC 620922 ltr re violations noted In IE Imp 
Repts 50-329/08-10 b 50-330/02-10 Requests extension 
for response to rept until 621100 

COOK, J W Consumers Power Co 82/10/22 KEPPLER.J 0 Region 3, 
Office of Director 2pp 16872 191 24X Kicfi® 90-329,83/01/10. 

8301210265 
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-*0301310367 Responds to NRC 320923 Itr re Vtolottons noted In IF Insp 
Repts 30-329/83-lS & 5O-33O/B2-I0 Correct ivo actions addl 
dements established to assure proeoss for Idontlfginp 
seporatc violations in place bg 821231 

COOKr J U Consumers Pooler Co 62/ 11 /OS KEPPLCRi J O Rep ion 3. 

Office of Director &pp 16372 193 24X Flcho 30-329.83/01/13, 

6301310263 


— 6301210268 Responds to NRC 020922 Itr re violations noted in IE Insp 
Repts 30-329/02-18 & 30-330/02-18 Addl info provided re 
I toms on separation criteria t, slope laybact 

COOK. J Id Consumors Pouier Co 82/12/14 KEPPLER, J 0 Region 3. 
Office of Director 2pp 16872 199 24X Flche 50-329,83/01/18, 

8301^10269 


R Periodic operating reports related correspondence 


8301060136 “Log of Nonconformance Repts " 

^ Bechtel Corp 82/11/30 1, S7?pp 16672 047 24X 

Fithe 30-329,82/11/30.8301060136 


83010S0003 Forsiards monthly ALAD-106 repts for Sept 1902 U/o ends 
C0DK<U H Consumers Pouer Co 02/12/27 DEYOUNO, R C Director's 
Office, Office of Inspection and Enforcement Ip 16664 033 24X 

F i c h « 50-329, 82/ 1 2/27, 030 1 050003 


B30I050003 Foriiiards ALAD-106 (luarterly rept for Jan-Kar 1903 W/o end 
COOK, J M Consumers Power Co 02/12/30 DEYOUNG. R C Director's 
Office, Office of Inspection and Enforcement ip 16664 034 24X 

Fithe 50-329.82/12/30,8301090005 


S, Reportablo occurrences, LERs ti related correspondence 


8301110220 Supplemental final deficiency rept re containment Internal 
•concrete structures coating, fubml tted in response to IE 
Insp Repts 30-329/82-10 6 50-330/82-10 Rev 2 to Dechtol Mgt 
Corrective Action Rspt end 

COOK. J W Consumers Power Co 02/12/17 KEPPLER, J 0 Region 3. 
Office of Director 25pp 16746 256 24X Flche 50-329.02/12/17, 

8301110220 


83011I043B Intorlm deficiency rept re (luality program b mfg 
deficiencies at l/ictoroen, Inc Vlctoreen OA program submitted 
b approved Meit rept will be submitted by 83030? 

COOK. J W Consumers Power Co 82/12/30 KEPPLER, J 0 Region 3. 
Office of Director 7pp 16743 201 24X Flche 50-329.82/12/30, 

0301110438 


¥ Hearing transcripts on non-ont 1 trust matters 


6301210021 Forwards first installment of testimony foi hearings 
beginning 830214 Second installment to be filed 830124 
Related correspondence 

SIEPTOE. P P Ishpeii Lincoln b Deals 6TEPT0E, P P Consumors Power 

Co 03/01/17 DECHHQEFER.C , COWAN, F P . H ARDOUR, J Atomic Safotg 
and Licensing Doard Panel 2pp 16077 078 24X 

Flche 50-329.83/01/17.8301210021 


— 0301210023 Testimony of C Hillman b T Posllewait on Sinclair Contention 
4 Contention has faulty premise Administrative procedures b 
design features of plant adoguate to meet DbW specified 
secondary water chemistry limits Related correspondence 
HILLMAN.C. , POSTLEWAIT. r Consumers Power Co 83/01/17 14pp. 

16077.080 24X Flcho 50-329,93/01/17,0301210021 


— 8301210034 Testimony of RD Woods ro seismic shakedown settlement at 
site Reasonable assurance exists that plant area including 
piping b duct tanks will not suffer excessive settlement due 
to seismic shutdown Related correspondence 

WOODS, RD Consumers Power Co 83/01/14. 25pp. 16877 094 24X 

Flche. 50-329,03/01/17,8301210021. 


— 8301210039 Testimony of DJ Oarrick b L8 Gibson re analysis of Class 9 
accldonts In plant FES Conclusion in FES that risk to public 
from potential accidents is small not Invalidated by 
Precursor Study W/Cortl f icafce of Sve Rolated correspondence 
GARRICK, S J , OISSDN.L 8. Consumers Power Co GARRICK, D J 
Pickard. Lowe b Garrick, Inc 83/01/13 22pp. 16877 119 2'IX 

Flche. 90-329, 83/01/17, 8301210021 


B3012702S4 Testimony of DR Anders on, DT Perry b OB Slade re 
Sinclair Contention 3 on potential for water hammer 
Certificate of 8vc and 

ANDERSON. D R. , PERRY, 0 T Consumers Power Co ANDERSON, 0 R 
Bechtel Corp. 83/01/24 50pp 16934 038 24X 

Flche, 50-329, 03/01/24, 8301270294 


0301280240 Forwards P Shunmugavel testimony re effect of seismic 
shakedown on auilliary bldg b buried Category I duct banks 
Certificate of Sve encl Related correspondence 

STEPTOEi P P Isham. Lincoln b Beale 8TEPT0E, P P Consumers Power 
Co 03/01/24 BECHHOEFER. C . HARBOUR, J , COWAN, F P Atomic Safety 
and Licensing Board Panel 4pp 16961 216 24X 

Fiche 50-329. 93/01/24,0301280240 


— 0301260244 Testimony of P Shunmugavel re structural evaluation of 
auilliary bldg For seismic shakedown settlement & Seismic 
Category I duct banks Auxiliary bldg able to withstand 
effects of shakedown sottlement 

SHUNMUGAVEL , P Consumers Power Co SHUMMUOAVEL, P Bechtel Corp 
83/01/24 34pp 1696J 220 24X Flcho 30-329,83/01/24,0301280240 


V Operator Eiamlnations 


8212220443 Generic Ltr 02-39 to all power reactor licensees, app licants 
for OL, NS9 b reactor vendors b AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will bo held on 030211 re operator licensing Sve list encl 
EISENHUT, D 0 Division of Licensing 62/12/22 Consolidated 
Edison Co of New York, Inc 12pp 16681- 072 24X 

Flche 50-000,02/12/22,0212220443 


0301120078 Generic Ltr 83-01 to power reactor licensees b applicants 
for OL re operator licensing exam site visit Reguests 
schedule re exam requests expected for submittal prior to 
851231 for listed categories Sve list encl 

EISENHUT, D 0 Division af Licensing B3/01/11 Consolidated 
Edison Co of New York, Inc llpp 16093 243 24X 

Flche 50-000,83/01/11,0301120078 


DOCKET 50-330 MIDLAND PLAMf, UNIT 2 


A Appi Icotlon/construction stogo documents b correspondence 


0301200167 Responds to FOIA request for documents ro NRC statement 
in Q21II3 Inquirer News article not found Forwards 021119 
ltr from TN Novak to P Shewmon re problems at Nldtand 
Nuclear Power Plant Involving Bechtel 

FELTON, J H Division of Rules and Records 82/12/10 ROMANO. F R 
Air and Water Pollution Patrol Ip 16071 329 24X 

Flche 50-329,82/12/10,8301200167 


8301040269 Resubmits activity for shallow utils probe for remedial 
soils work authorization 

KILLER. D 0 Consumers Power Co 02/12/15 SHAFER, U D Region 3, 
Office of Director ip 16639 003 24X Flche 90-329,82/12/15, 

0301040269 


0301030306 Summary of 021123 meeting u/utll in Dethesda.KD re sya 
Interaction program Compilation of handouto b visual aids 
used in meeting encl 

HERMAN, R W Licensing Branch 4 62/12/22 Licensing Branch 4 

tSpp 16699 0B4 24X Flche 50-329.82/12/22,0301030306 


8301050142 Summary of 021109 meeting w/util . B echte 1 b NUTECH In 
Uethesda.MD re environ e-quipment qualification program 
Onsite audit of program uiill be conducted as part of safety 
evaluation of area 

HERNAN, R W Licensing Branch 4 82/12/27 Licensing Branch 4 

34pp 16680 105 24X Flche 50-329,82/12/27,0301090142 


8212060396 Generic Ltr 02-30 to all I Ic ensees , app 1 icants for DL b 
holders of CPs re Pilings concerning 10CFil90 production b 
utilliatlon facilities Current listing of branch assignments 
for nuclear reactor projects b sve list encl 

EISENHUT, D G Division of Licensing 02/12/28 Consolidated 
Edison Co of New York, Inc llpp 16068 001 24X 

Flcho 90-000, 82/12/20,0212060396 


8301030317 Summary of 920611 meeting w/util b Bechtel In DetheadaiHD 
re protection against tornado missiles at site Vlewgraphs 
enc 1 

HERNAN, R U Licensing Branch 4 82/12/29 Licensing Branch 4 

62pp 16654 264 24X Fiche 50-329.82/12/29,0301030317 


8301040146 Advises that remedial soils activities re probe for shallow 
utils revieweid b determined to be noncritic al. Work may 
proceed 

SHAFER, M D Region 3, Office of Director 02/12/29 MILLER, D B. 
Consumers Power Co 2pp 16633' 149 24X Flche 50-329,82/12/29, 

8301040146 


0301 160202 Forwards addl infe re NRC independent confirmatory piping 
analysis W/two overslie drawings, including one proprietary 
Aperture card for nonpropriotary drawing available In PDR. 

Aperture card for proprietary drawing in Central Filet 
COOK, J H Consumer* Power Co 83/01/03 DENTON, H « Office of 
Nuclear Reactor Regulation, Director l>601pp, 16826 225 24X 

Flche 50-329. 03 /01 / 03, 830 1 1 80202 
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B30I I00*t34- Requests rosubml t tal of Tech Spec s • prepared accarding to 
end STS for StiU PWfls (NUB£G-0I03. Rev 4> W/o end 

AOEMSAHi E 0 Cl censing Dranch 4 83/OS/04 COOKi J M Consomers 

Power Co 3pp IA719 340 24X Fiehe SO-3 29. 83/01/04, 8301100434 


0301250493 Forwards revised pages to Stoner Associates. Inc rept re 
leak detection sgstdrautng showing underground utils. Figure 
2-1. Rev l.to MUS-4242 li pipeline site lagout, supplementing 
util 021019 Si 1116 sutiinlttalsi per NRC 821123 request 
COOK. J H Consumers pouer Co B3/01/11 DENTON, H R. Office of 
Nuclear Reactor Regulation. Director llpp 16899 156 24X 

Flehe. 50-329, 83/01/11,8301250493 


—830125049? Rev 1 to Figure 2-1 re b laud own characteristics of pipeline 
6 NUS Corp NUS-4242 BOl 83/01/11 2pp 16899 169 24X 

Flche 50-329.83/01/11.8301250493 


QSOiieOiOO Rev 14 to Amend ill to application for OLs t CPs. consis ting 
of "Response to NRC Requests re Plant Fill.Nldland Plant. 

1/nlts 16 8" 

BUOZIK. D K Consumers Power Co 83/01/12 STELLO. V Director's 
Office. Office of Inspection and Enforcement Ip 16834 001 24X 

F I chO' 50-329. 83/01/12,8301180100 


—8301180103 "Response to NRC Requests re Plant Fil I . Midland Plant. Units 
1 t. 2. " constituting Rev 14 to Amend 111 to application for 
Ots b CPs 

DDDZIK. 0 M Consumers Pourer Co 83/01/12 608pp 16834 002 

24X FJehe 50-329.83/01/12,8301130100 


8301270193 Forwards Amend 112 to CP b 01. appl 1 cations, cpns 1 stin g of 
Rsv 47 to FEAR Including 911 oversiie drawings 

COOK.J U Consumers Peuor Co 83/01/13 OENTON.H R Office of 
Nuclear Reactor Regulation. Director ?pp 16936 001 24X 

Flche 50-329. 63/01/13.8301270193. 


— 8301270214 Amend 112 to CP 6 OL applications, consisting of Rev 47 
to FSAR 

CODKiJU Consumers Power Co 93/01/17 2pp 16936 003 24X 

Flche 50-329.83/01/13.8301270193 


8301210271 Act receipt of Const Completion Program & confirms plans 
for 830203 meeting Public will be given opportunitq to ask 
questions re irseting issues 

KEPPLER.J 0 Region 3. Office of Director 83/01/17 COOK, J M 
Consumers Power Co Ip 16872 240 24X Flche S0-329> 83/01/ 1 7, 

8301210271 


— 8301210272 Forwards Const Completion Program requested at S3I202 
meeting Util prepared to support public meeting proposed 
for 830126 in Hldland.MI 

COOK. J.lf Consumers Power Co 83/01/10 KEPPLER. <7 0 Region 3. 
Office of Director 24pp 16872 211 24X FI che- 30-329, 83/01 / 17, 

8301210271 


8301240252 Summarg of 630111 b 12 telcons u/utll.Osotechnical 
Engineers. Inc bCoehtcl re underpinning settlement readings 
HOOD. D Licensing Rranch 4> 83/01/19 Licensing Rranch 4 9pp 

16906 221 24X FI che. 50-329,83/01/19. 8301240252 


B3O12S0D63 Forwards Affidavit of Sve for Amend 112 to application for 
CPs 4c OLs consisting of Rev 47 to FSAR 

3UDZIK, DK Consumers Power Co 83/01/20 DENTON. H R afficoof 
Nuclear Reactor Regulation. Director 3pp 16693 285 24X 

Flche 50-329. 83/0 1 /20, 030 1 250063 


E NRC Safrtg Evaluation Report (8ER). supple b correspondence 


6301060416 Summary of 820616 meeting w/utll & Bechtel in Rethesda. HU 
re environ equipment qualification per SER Outstanding Open 
Item 6 Lilt of attendees 6 vlewgraphs end 

HERNAM. R U Licensing Branch 4 82/12/22 Licensing Branch 4 

t7pp 16682 140 24X Flche 50-329, 32/12/32, 3301060416 


6301050202 8uiiuiiarg nf 820331-0402 meetinge w/ut 1 1, Bechtel 6 DbU in 
Betheida. HD re resolution of open items prior to issuance of 
SER in Hay 1992 

HERMAN I R W Licensing Branch 4 82/12/30 Licensing Branch 4 

ISpp 16669.296 24X Flche 50-329, 98/12/30. B30I0S0202 


B3010704I2 Sumniary of 820414 meeting u/utll in Dethesda.MD re appeal of 
NRC technical positions on auxiliary feedwater third pump 
issue it DHR suction valve operators in draft SER 
HERMAN. R H. Licensing Branch 4, 82/12/30 Licensing Branch 4. 

8pp. 1 6705- 266 24X Flche 50-329,62/12/30.0301070412. 


6301130091 Forwards addl info ie reactor vassal head vent & lac led 
rotor accident, par E6 Adensam 821207 Itr Subjs constitute 
Outstanding Item 9 in Section 17 6 Canfiroiatary Issue 3I In 
Section 1 B of SER (NUREO-O79aj 

COOK, J If Consumers Power Co 83/01/10 DENTON. H R Office of 
Nuclear Reactor Regulation. Director lOpp 16796 001 24X 

Flche 50-329,83/01/10,8301130091 


F Security, nedical. emergency & fire protection plans 


8212060349 Generic Ltr 82-33 to all licensees of operating reectoTS. 
applicants for OL tt holders of CPs re Suppl 1 to NUREO-0737, 
“Raqulr emonta for Emergency Response Capability *’ 

NURE(J-0737. euppl I 6 sve list end 

EISENHDT.DO Division of Licensing 62/12/17 Consolidated 
Edison Co of Mew York. Inc 77pp 16681 208 24X 

Flche 50-000,02/12/17,8212060349 


8212220445 Generic Ltr 82-39 to all reactor licensees. CP holders 6 
applicants for CPs re problems w/submittals of 10CFR73 21 
safeguards Info for licensing review Procedures re 
transml ttal of Info outlined 8vc list end 

EISENHUT, 0 0 Division of Licensing 92/12/22 Consolidated 
Edison Co of Mew York. Inc 13pp 16690 021 24X 

Flche 50-000.82/12/22.8212220445 


8301050198 Summary of 821203 meeting w/util > Bechtel b NES. Inc In 
Bethesda.MO re method to be employed to provide fire 
protective wrapping to cable trays b conduits 

HERNAM.R. Licensing Branch 4 82/12/22 Licensing Branch 4 

aipp 16669 ail 24X Flche 50-329.82/12/22.8301050198 


8301170266 Forwards IE Mgt Meeting Repts 50-339/82-23 b 50-330/82-23 «i 
821220-21 

PAPERIELLO.C J Division of Emergency Preparedness b Operational 
Support 83/01/12 COOK. J N Consumers Power Co 8pp I68IQ O&i 
24X Flche 50-329,83/01/12.8301170266 


—8301170273 IE Mgt Meeting Repts 50-329/82-23 b 50-330/82-23 on 
821220-21 Major areas discussed current b projected status 
of emergency preparedness fac i 1 Itles. equi pment b activities 
for exorcise (■ appraisal scheduled for Mar b Apr 1983 
PLOSKIiT J Division of Emergency Preparedness b Operational 
Support 83/01/10 Spp 16810 082 24X Fi che 50-329> 93/Ol/li7. 

8301170266 


8301270147 Forwards finding b detarmlnatlen on status of offsite 
radiological emergency preparedness planning Preliminary 
review of prompt notification (siren sys) sys design also 
end Info Insufficient to make determination 
THOMAS. L M Federal Emergency Management Agency 83/01/14 
OIRCKS, N J Office of the Eseeutlve Director for Operations 2pp 
16934 260 24X Flche 50-329,83/01/14,8301270147 


— 03018701S3 '‘Midland Nuclear Power Plant (SI to-8pec if ic > Offsite 
Radiological Emergency Preparedness interim Findings for 
State of Ml . Day County. Midland County b Saglnaut County " 

« Federal Emergency Management Agency 82/12/10 21pp 
16934 262 24X Flche 50-389.83/01/14.8301270147 


0 Adyudlcatory correspondence 


8301040460 Forwards util responses to 821126 discovery on Stamlrls 
cost/beneflt contention 

BARTH, D E Consumers Power Co 82/12/29 STAMIRISiB Stanlrls. t 

if 16643 211 24X Fic he 50-329,82/12/29, 8301040460 


"8301040467 Responses to 821186 discovery on Btamiris cost/bendflt 
contention Certificate of Sve encl 

SARTHi D E. Consumers Power Co 82/12/29 Btamiris. E I9ff 
16643 218 24X FichO 50-329,82/12/29,8301040460 


Q301030242 Memorandum b Order LnP-e2-t 18. acce p tins M Sinclair reuritti' 
Contentions 6,31,32.34.36,40.50.56 b 57 as delineated NRC b 
util to filo briefs on renumbered Contention 11 by S30I24 
Reurltten Contentions 37.45 b 32 rejected. 

BECKHOEFER, C Atomic Safety and Licensing Board Panel ®8/l3/30 
Sinclair. M SOpp. 16618 065. 24X Flche 30-329. 02/12/30, 330 10302« 


0301060143 Present* views on proposed hearing b testimony ichedull N» 
document defining A8LB position on contentions received 
Listed contentions should not be heard before dO Reppler 
testimony evaluating OA on soils issue 

SINCLAIR. M Sinclair, M 82/12/31 BECHHOEFER, C Atomic 
Licensing Doapd Panel 2pp 16670.322 84X Flche 50-329.83/12/31. 

8301060143 



DOCKETED ITEMS 


209 


Q3O1120213 arder establishing schedule Hearing an QA oiattcrs leill bv 
held in Mldland>HI 030214-ia ui/addl heaflngs<as necessary. 
030301-04 Testimony due from util by 830117 fc from NRC fay 
830131 

BECHHOErEH. C Atomic Safety and Licensing Board Panel 03/01/07 
3pp 1*776 109 3dX Fiche 50-329.03/01/07.0301130213 


0301140089' Response to 020825 first interrogatory Same uncertainty 
bounds govern PRAs in DES * FES Certificate of Sve end 
UILCOVE. M N Hearing Drancfa 2 83/01/07 SINCLAIR. M Sine lair. M 

27pp 16000 229 24X Ficho 50-329.03/01/07,0301140009 


8301140547 Lists revicuors assigned to prepare testimony on Sinclair 
Contentions 3,4 A 13 Draft lestimong must be submitted by 
0301 25 

ADENSAM. E 0 Licensing Branch 4 03/01/11 KNIEL.K Generic 

Issues Branch PARR. 0 Auiiliary Systems Oranch OENAROYA, V 
Chemical Engineering Branch 5pp 16017 107 24X 

Ficho 50-339.03/01/11.0301140547 


8301170194 Order granting K Sinclair 030113 request to modify hearing 
schedule b applicant 030114 request for extension of filing 
date ror testimony scheduled for 030117 Hearing date moved 
to 030308-11 b filing date extended to 030124 

BECHHOEFER. C Atomic Safety and Licensing Board Panel 03/01/17 
SIMCLAIR.H Slndaii.M 2pp 16047 023 24X Ficbc 50-329, 

□3/01/17,0301 190194 


8301300347 Suggestion of mootness of matl false statement Issue. or 
alternatively. motion to close record on issue Issue moot 
since applicant agreed not to contest existence of other 
valid basis for 791206 order Certificate of Sve enc 1 
BTEPTOEiP P Consumers Power Co STCPTOE, P P Ishara. Lincoln b 
Deale 03/01/17 Atomic Safety and Licensing Board Panel lOpp 
16065 242 24X Fiche 30-329.03/01/17,8301200347 


03O1SOOO82 Response to remainder of 820625 interrogatories Certlficnte 
of Sve end 

UILCOt'E.M H Hearing Branch 2 03/01/10 Sinclair. M 13pp 

I606S 010 24X Ficho 50-329,03/01/18,8301200002 


0301360002 Brief apposing H Sinclair expansion of station blackout 
contention to include basis in Sinclair S31015 reply Plant 
diesel generators different from other plant diesel 
generator cited In reply Certificate of Sve end 
UILCOVE. tl N Hearing Oranch 2 03/01/24 Atomic Safety and 

Licensing Board Pane! 14pp 16912 347 24X Fiche 50-329,03/01/24, 

0301260002. 


0301270333 Requests end papers be served on all parties 

BECHHOEFER.C Atomic Safety and Licensing Board Panel 03/01/25 
Docketing b Services Branch 70pp 16932 115 24X 

Fiche 50-329,83/01/25.0301270332 


H Utility Final Safety Analysis Report (F6AR) b amends 


O30'l270i93 Forwards Amend 113 to CP b GL app 1 Icat ions, c ons 1 s tin g of 
Rev 47 to FSAR including 911 oversiie drawings 

COCK, JW Consumers Power Co 83/01/13 DENTON, H R Office of 
Nuclear Reactor Regulation. Director 2pp 16936 001 24X 

Fiche 50-329,03/01/13,0301270193 


— 0301270219 Rev 47 to FSAR W/911 oversiie drawings Aperture cards 
are available in PBR 

• Consumers Power Co 02/12/31 4S96pp 16936 120 24X 

Flchs 80-329,83/01/13,0301270193 


0301250063 Forwards Affidavit of Sve for Amend 112 to application for 
CPs b OLs consisting of Rev 47 to FSAR 

OUOZIK, D tl Consumers Power Co 03/01/20 DENTON, H R Office of 
Nuclear Reactor Regulation, Diroctor 3pp 16095 265 24X 

Fiche 90-329, 83/01/20, 830 1 250063 


P Operating license stage documents b correspondence 


8301110552 Submits conmonts on draft final ropt for value Impact 
analysis of recommendations re steam generator tube 
degradations b rupture events, per Generic Ltr 82-32 

CIBSON, L S Consumers Power Co 83/01/07 EI6ENHUT, D 0 Division 
of Licensing 2pp 16741 349 24/ Ficho 50-329.83/01/07. 

03011 10552 


0 Inspection reports, IE Dultetlns b correspondence 


6301110597 Responds to IE Bulletin, Rev l.Suppl 1, "Alterations of 
Rad (ojrapiis of Melds in Piping Subassemblies " Util 
completed iOO’A review of all radiography In Dec 1981 Four 
welds found w/4T holes altered In radiographs 

COOK, U Consumers Power Co 82/09/20 KEPPLER, J 0 Region 3, 
Office of Director 3pp. 16745 001 24X Fiche • 50-329, 02/09/20, 

6301110597. 


8200190269 IE Info Notice 82-51, "Overo xposur os in PUR Cavities ” Sve 
1 1 st end 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcement 62/12/21 Consolidated Edison Co of New York, Inc 

llipp 16607 239 24X Fiche 50-000,02/12/21.0200190269 


0212060351 IE Info Notice 02 52, "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 01-29 " Bve list end 
JORDAN, E L Division of Englneorlng b Quality Assurance tPre 
8301031 82/12/21 Consolidated Edison Co of New York, Inc 

USPP 16601 088 24X Fiche 50-000.02/12/21,8212060351 


0212060350 IE Info Notice 02-53, "Main Transformer Failures at North 
Anna Nuclear Power Station " Sve list enc 1 

JORDAN, E L Division of Enginocrlng f. Quality Assurance <Prc 
030103) 02/12/22 Consolidated Edison Co of New York, Inc 

lf4pp 16750 017 24X Fiche 50-000,02/12/22,0212060330 


BP0BI90275 IE Info Notice 82-54, "Most I nghous e NBFO Relay Failures in 
Reactor Protection Sys " Sve list one 1 

JORDAN. E L Division of Engineering b Quality Assurance (Pre 
030103) 82/12/27 Consolidated Edison Co of Neu York, Inc 

nopp 16962 139 24X Fiche 50-000,02/12/27,0200190275 


0200190273 IE Info Notice 02-55, "Seismic Qualification of Mestinghouse 
AR Relay M/Latch Attachments Used in Mcstinghousc Solid 
State Protection Sys ' Sve list enc I 

JORDAN. E L Division of Engineering b Quality Assurance <Pre 
030103) 82/12/28 Consolidated Edison Co of Neu York* Inc 

109PP 16B6B 014 24X Fiche 50-000,82/12/20,0200190273 


0212060354 IE Info Notice 02-56, "Robertshaw Thermostatic Flow Control 
Valves ■' Sve list end 

JDRDAN, E L Division of Engineering b Quality Assurance (Pro 
030103) 82/12/30 Consolidatod Edison Co of Neu York. Inc 

Itlpp 16738 137 24X Fiche 50-000.02/12/30,0212060334 


8301040294 Co-nfirms discussions during 02)202 meeting re const 
co.nplotian plan addressing problems identified during 
Oct - Nov 1982 insp of diesel generator 

KEPPLER.J 0 Region 3. Office of Director 02/12/30 COOK, J N 
Consumers Power Co 3pp 16630 336 24X Fiche 50-329.02/12/30, 

0301040294 


0301110577 Responds to IE Bulletin 02-04, "Defidendcs in Primary 
Cotitalnment Electrical Penetration Assemblies " Requirements 
c omple te, has e d on info provided In 020609 ltr 

COOK, J W Consumers Power Co 02/12/30 KEPPLER, J 0 Region 3, 
Office of Director 2pp 16745 195 24X Fiche 50-329,02/12/30, 

0301110577 


6301110151 Ho 1 1 f icatl on of 030110 enforcement conference In Glen 
Ellyn, IL to discuss results of spocial team Insp of diesel 
generator bldg 

KEPPLER.J O Region 3. Office of Director 83/01/05 COOK. J H 
Consumers Power Co Ip 16743 347 24X Ficho 50-329,03/01/05, 

0301110151 


0301140040 Ack receipt of 021210 ltr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-329/02-21 b 
50-330/02-2 1 

UARNICK.R F Region 3, Office of Director 83/01/10 COOK. J M 
Consumers Power Co Ip 16006 064 24X Ficho 50-329,03/01/10. 

0301140040 


— 0301140044 Responds to NRC 021100 ltr re violations noted in IE Insp 
Repts 30-329/02-21 b 30-330/02-21 Corrective actions 
controlled PQCI file now located in sells QAE area b on 
job situ OCNMs revleuied b updated to proper rev 

COOK, JW Consumers Power Co 02/12/10 KEPPLER.J 0 Regions, 
Office of Director 3pp 16006 066 24X Fiche 50-329.83/01/10. 

0301140040 


0301170266 Forwards IE Mgt Meeting Rep Is 90-329/82-23 b 50-330/02-83 on 
021220-21 

PAPERlEULOiC J Division of Emergency Preparedness b Operational 
Support 63/01/12 COOK.JM Consumers Power Co 2pp 16010 000 
24X Fiche 50-329,83/01/12,8301170266 


—0301170273 IE Mgt Mooting Repts 50-329/83-23 b 50-330/02-83 on 
821220-21 Major areas discussed current b projected status 
of soiorgGnc y preparedness fac 1 1 1 ties, pqui pment b activities 
for exercise b appraisal scheduled for Mar b Apr 1983 
PLOSKl, T J , AXELSONr U L Division of Emergency Proparednoss t. 
Operational Support 83/01/10 5pp. 16S10 082 24X 

Fiche 50-329, 03/0 1 / 1 2. 830 1 1 70266 
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8301310265 Ac k Tstaipt of B2II05. 1022 & 1214 
steps tdtpA to correct vial4tiors noted in 
5O-3S9/B2-10 & 50-330/82-10 
WARHICK.R F Region 3, Office of Director 
Contirmers Pouer Co. 2pp 16872 16? 24X 

8301210265 


j trs informing WRC of 
IE Insp Repts 

83/Ol/lB COOK- J W 
Flche 50-32?, 83/01 /IB, 


B3Ola7025«l Testlmonv of DR 
Sincleir Contention 3 on 


Anderson, DT Perrg t 00 Slade 
potential for uater hammer 


re 


Certificate of Svc enc 1 

ANDERSON, D R , PERRY, D T Consumers Pouer Co ANDERSON, D R 
Bechtel Carp 83/01/24 SOpp 16934 030 24X 

Fiche 50-329,83/01/24,8301270254 


— 8301210266 Respond* to NRC 820922 1 tr re violations noted in IE Insp 
Rep to 50-329/82-18 ft 50-330/02-10 Requests extension 
for response to r*p t until 821108 

COOK, J U Consumers Pouier Co 82/10/22 KEPPLER, J 8 Region 3, 
Office of Director 2pp 16872 191 24X Fiche 50-329,83/01/18, 

8301210265 


— 8301210267 Respond* to NRC 820722 Itr re violations noted in IE Insp 
Repts 50-329/82-18 V 50-330/82-18 Corrective actions adfl 
elements established to assure process for identifying 
separate violations in place by 821231 

COOK. J N Consumers Pouer Co 82/11/05 KEPPLER.J 0 Re g 1 on 3, 
Office of Director 6pp 16B72 193 24X Flche 50-329, Ba/Ol/IB, 

8301210265 


— 8301210268 Responds to NRC 020922 Itr re violations noted In IE Insp 
Repts 50-329/82-18 6 50-330/82-18, Addl info provided re 
items on siparatlon criteria 6 slope lagbacb 

COOK.J N Consumers Pouer Co 82/12/14 KEPPLER.J 0. Reg ion 3, 
Office of Director 2pp J6S72 199 24X Ficba. 50-329, 03/01 /IS, 

B30I2IO265 


R Periodic operating reports ft related correspondence 


0301060136 "Log of Nonconformance Repts " 

« Qechtrl Corp 02/11/30 1. S7?pp 16672 047 S4X 

Fiche 60-329.82/11/30,8301060136 


0301050003 Foruiards nionthlv AUAB-106 repts for Sept 1932 W/o ends 
COOK, J if Consumers Pouier Co 82/12/27 DEYOUNO, R C Director's 
Office. Office of Inspection and Enforcement ip 16664:053 84X 

Flche. 50-329. 02/12/27,8301050003 


8301SS0240 Foruards P Shunmugavel testimony re effect of seismic 
shatedoun on auiiliarg bldg & buried Category I duct banks 
Certificate of Svc end Related correspondence 

STEP TOE, P P Isham, Lincoln ti Beale STEP TOE, P P Consumers Power 
Co. 83/01/24 0ECHHOEFER,C , HARBOUR, J , COHAN. F P Atomic Safety 
and Licensing Board Panel 4pp 16961 216 24X 

Fiche 50-329.83/01/24,8301200240 


— B3012B0244 Testimony of P Shunmugavel re structural evaluation of 
auxiliary bldg for seismic shakedown settlement t. Seismic 
Category I duct banks Auxiliary bldg able to withstand 
effects of shakedown settlement 

SHUNHUOAVEL.P Consumers Power Co SHUNMUGAVEL, P Bechtel Corp 
03/01/24 34pp 16961 220 24X Fiche 50-329,03/01/24,8301200240 


V Operator Eramittations 


8212220443 Generic Ltr 82-38 to all power reactor 1 Ic enseas, app 1 Icants 
for 0L, NSS 6 reactor vendors 6 AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 030211 re operator licensing Svc list end 
EISENHUT.D 9 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York. Inc 12pp 16601 072 24X 

Flche 50-000,82/12/22,0212220443 


8301120076 Generic Ltr 83-01 to power reactor licensees 6 applicants 
for OL re oparater licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
851231 for listed categories Svc list end 

EISENHUT.D G Division of Licensing 83/01/11 Consolidated 

Edison Co of New York. Inc llpp 16893 243 24X 

Flche 50-000,83/01/11,8301120078 


8. Reportable occurrences, LERs t, related correspondence 


8301110220 Supplemental final deficiency rept re containment internal 
concrete structures coating, subml t ted in response to IE 
Insp Repts 50-329/82-10 It 50-330/82-10 ftev S to Bechtel Mgt 
Corrective Action Rept end 

CDDK.J H Consumers Power Co 82/12/17 KEPPLER.J 0 Region 3, 
Office of Director 25pp 16746:256 24X Fiche- 50-329, 02/1 2/17, 

8301110220 


0301110438 Interim deficiency rept re quality program & mfg 
deficiencies at Vletoreen, Ine. Victoreon OA program submitted 
ft approved Next rept will be submitted by 830309 

COOK, J H. Consumers Power Co 82/12/30 KEPPLER.J 0. Region 3, 
Office of Director 7pp 16743 201 24X Flche 50-329,62/12/30, 

B3D111043B 


T Hearing transcripts on non-ant i trust matters 


B30£21D021 Foruards first Installment of testimony for hearing* 
beginning 830214 Bicond Installment to be filed 030124 
Related correspondence 

ST6PT0E, P P Isham, Lincoln & Beale STEPTDEiP P Consumers Power 
Co 83/01/17 DECHHOEFER.C , COWAN, F P. , HARBOUR, J. Atonic BaPoty 
end Licensing Board Panel 2pp 16877 078 24X 

Fiche- 50-329. 83/01/17, 0301210021. 


—8301210028 Testimony of G Hillman St T Postlewalt on Sinclair Contention 
4 Contention hat faulty premise. Admini stratlva procedures tc 
design features of plant adequate to meet BliW specified 
sscondarg water chemistry 1 Imlts. Related correspondence 
MILLNAN.C , POSTLEWAIT, T- Consumers Power -Co 83/01/17, I4pp 
16077.080 24X Flche 30-329,03/01/17.0301210021. 


•8301210034 Tsstlmony of RD Woods re. seismic shakedown settlement at 
site. Reasonab 1 1 assurance exists that plant area including 
piping It duct banks will not suffer excessive settlement due 
to seismic shutdown, Rel eted correspondence 

HOODS, R D Consumers Power Co 83/01/14 SSpp. 16077 094. 24x 

Fi c he • 50 -329, 83/0 1 / 1 7, 0 3012 1 0 021 


6301210039 Testimony of BJ Garrick fc US Gibson re analysis of Claes 9 
accidents in plant FES Conclusion in FEB that risk to public 
from potential accidents Is smell net Invalidated by 
Precursor Study, M/Cart 1 # leete of Svc Related correspondence. 
OARRTCK.fi J , GIBSON, L S Consumers Power Co. GARRICK, fi J. 

Pickard. Low* & Garrick, Inc. 83/0J/I3. 22pp 16877. 119 24X 

Flche- 50-329, 83/01/17.8301210021 
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F Security, medlcel, emergency It fire protection plans 


8212060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for OL fc holders of CPs re Suppl 1 to NUREG-0737, 
"Requirements for Emergency Response Capability " 

NUREG-D737i Suppl 1 & svc list end 

EISENHUT.D 0 Division of Licensing 82/12/17 Consolidated 
Edison Co of New York. Inc 77pp 16681 208 24X 

Fiche 50-000.82/12/17.0212060349 


8212220445 Generic Ltr 02-39 to all reactor licensees. CP holders & 
applicants for CPs re problems w/submlttals of I0CFR73 2i 
safeguards info for licensing review Procedures re 
transmittal of info outlined Svc list end 

ElSENHUr.D 0 Oivlaion of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc I3pp 16690 021 24X 

Ffche 50-000.82/12/22,0212220445 


8301140074 Forward* IE 8ER 50-331/02-17 during Dec 1982 No 
noncompl lance noted 

HIND. J A Division of Emergency Preparedness it Operational Support 
82/12/27. ARNOLD, D Iowa Electric Light It Power Co 2pp 
16004 106 24X Flche 50-331,82/12/27,0301140074 


—8301140078 IE SER 50-331/82-17 on Dee 1982 No noncompl ianeo noted Major 
areas inspected emergency plans Emergency plans acceptable 
PHILLIPS, M P , AXELSON, W L , PAPER 1 ELLO, C , J Division of Emerosney 
Preparedness b Operational Support B2/i2/23 2Spp 16H04 108 

24X Fiche 50-331,02/12/27,8301140074 


8301040169 Forward* draft SER on App R exemption request SER should be 
reviewed for accuracy of technical content Response required 
within 1 wk of receipt of Itr 

VAB3ALLD, D, B Operating Reactors Branch 2 82/12/20 ARNOLD, D 

Iowa Electric Light & Power Go 19pp 16655 336 24X 

Flche; 50-331, 82/12/28, 8301040189 


B301070114 Forward* IE Safeguards Insp Rept 50-331/82-20 on B212D6-10 
No nencomplia nee noted 

HILLER, J.R Division of Engineering it Technical Programs 02/12/29 
ARNOLD, D Iowa Electric Light «t Power Co 2pp 16687 031 24X 

Flche. 50-331, 02/12/29, 8301070114. 


— 8301070127 IE Safeguards Insp Rept 50-331/02-20 on 821206-10 No 
noncompliance noted, Major areas Inspected security 
organiiation including mgt 6 personnel, records (. repts ti 
testing 6 matnt Details withheld (ref 10CFR73 21) 

CHfilSTOFFER, 0, , BELANGER, J L , CREED, J R Region 3, Office of 
Director 02/12/28 Ip 16687 033 24 X Fiche- 50-331, 82/ 12/29, 

0301070114. 
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9301130191 Advisei that facility design meets requirements of App fi to 
lOCfnSO. I tpins III 0 3 & III L re safe shutdown in event of 
fire in three listed areas Safety evaluation end 
VASSALLO. D 8 Operating Reactors Branch 2 93/01/06 ARNOLD. D 

I oua Electric Light tt Power Co 2pp 16809 140 24X 

Fiche 50-331(03/01/06.8301130191 


— 830I13019S Safety evaluation re App R to 10CFR30. I terns III 0 & III L 
re fire protection of safe shutdown capability Facility 
design In compliance u/requir aments in control room. comploi 
control bldg HVAC.HX «< chiller area 

• Operating Reactors Branch 2 83/01/06 5pp 16809 142 24X 

Fiche 50-331. 83/01/06, 8301130191 


3301130033 Responds to NRC B212SB draft 8ER re util requests for 
ciemptlon from fire zono requirements List of SER 
corrections b revised Tables 1 fc 4 end Add! requests for 
exemption from 10CFR50 t2.App R will be submitted 
naaT.L D lowa Electric Light h Pouior Co 83/01/10 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 22pp 16791 230 
a4X Fiche 50-331.83/01/10,8301130033 


8301310129 Notification of 030211 meeting u/uti 1, Bechtel ti Lowensteln, 
Neuman, st al In Dethosda>HO to discuss fire protection 
exemption requests 

APICELLA.F L Operating Reactors Branch 2 83/01/19 VASSALLO. D 0 

Operating Reactors Branch 2 2pp 16682 343 24X 

Flclie 50-331,03/01/19,8301210129 


J Insurance !< indemnity information 


— 8301040101 Plant-unique analysis rept.Vol 3, Rev 0, "Vent Sys Analysis 
SHAH. H H , SUNO.H J . HOEDEMAN, K A NUTECHI Engineers, Inc 
lQH-40-199-3 ROO 82/12/31 174pp 16636 033 24X 

Fiche 50-331, 02/12/30,830 104009 1 


— 0301040106 Plant-unique analysis rept.Vol 4. Rev O. "Internal Structures 
Analysis " 

SHAH, H H . 6UND. H J . HOEDEMAN, K A NUTECH Engineers. Inc 
lOH-40-199-4 ROO 82/13/31 42pp 16636 209 24X 

Fiche 50-331.02/12/30.0301040091 


— 8301040110 Plant-unique analysis rept.Vol 5, Rev 0, "Safety Relief Valve 
Discharge Line Piping Analysis " 

SIETZ.J D . SUND, H J . HOEOEMAN. K A NUTECH Engineers. Inc 
IOW-40-199-5 ROO 02/19/31 167pp 16636 250 24X 

Fiche 50-331,82/12/30.0301040091 


— 8301040116 Plant-unique analysis rept.App A. Rev O. “Duane Arnold 
Energy Ctr Responses to Current Containment 5 Piping 
Licensing Issues " 

AXLINE. 3 U . KUMAR. V . 9ANCHEZ.R A NUTECK Engineers. Inc 
10U-40-199-A ROO 02/19/31 73pp 16637 037 24X 

Fiche 30-331,02/12/30,0301040091 


8301070334 Act receipt of 621111 ti 30 Itrs re establishing cooperative 
agreement u/NRC for performing indlependent environ 
monitoring of rad loacti vl ty around facility NRC must perform 
systematic acceptance appraisal prior to negotiation 
KEPPLER.J 0 Region 3, Office of Director 82/19/30 HAU8LER, U. J 
Iowa, Univ of llpp 16605 053 24X Fiche 50-331,82/12/30. 

0301070334 


83t>[31D054 Forwards Endorsomonts 1,2 (< 3 to NELIA Cortlficate of 
Insurance N-50 & Endorsements 1,9 & 3 to NAELU Certificate 
of Insurance M~50 

SHEA, K H Lottlensteln.Ncuman.Rels, Axelrad & Toll 03/01/14 
SALT Z HAN, 3 D Assistant Director for State & Licensee Relations 

lOpp 16Q77 202 24X Fiche 50-331.03/01/14,8301210054 


— 0301070335 Expresses interest In establishing cooperative agreement 
w/NRC for performing independent environ monitoring of 
radioactlvl ty around Duane Arnold Energy Ctr 

HAUaLER.N J Iowa, Unlv of 82/11/17 KEPPLER.J 0 Region 3. 
Office of Director 2pp 1660S 064 24X Fiche 50-331,02/12/30. 

8301070334 


P Operating license stage documents 8< correspondence 


8301050307 Forwards safety evaluation t< proprietary b nonproprl otary 
"Revieui of Licensee Resolution of Outstanding Issues From 
NRC Equipment Environ ," technical evaluation ropt.Vols 
1 «< 2 Proprietary rapt withhold (ref lOCFRR 790> 

VA83ALL0. D. B Operating Reactors Branch 2 89/12/20 ARNOLD. D 

I«ua Electric Light 6 Power Co 3pp 16664 055 24X 

Fiche 50-33 1 , 82/ 1 2/20. 030 1 05030 7 


— 6301050315 Sefety evaluation re environ qualification of safety-related 
electric equipment Identified cencorns re revised equipment 
qualification summary sheets U re-evaluation of equipment 
item concerning environ *< review scope should bo resolved 
e Office of Nuclear Reactor Regulation, Director 02/12/20 3pp 
16664 OSB 24X Fiche 50-331,82/12/20,0301030307 


— 9208310203 Nonproprietary "Review of Licensee Resolution of Outstanding 
Issues From NRC Equipment Environ Qualification Safety 
Evaluation Repts (F-11 5 B-60)," Vols 1 & 2, technical 
•valuation rapt 

CRANE, C J Franklin Instltute/Franklln Research Center 
NRC-03-79-iia TEn-C5257-499 82/08/18 L£, M D . BHEHANSKI.P 

fxRC - No Detailed Affiliation Given l.OlBpp 16664 063 24X 

Fiche 50-331,02/12/20,8301030307 


62I20603S6 Generic Ltr 82-30 to all 1 i censeos, app 1 Icants for OL t. 
holdvTs of CPs re filings concerning lOCFRSO production ti 
utlliistlon facilities Current listing of branch assignments 
for nuclear reactor projects & sve list enc I 

EI&ENHUr. DO Division of Licensing 82/12/28 Consolldatod 
Edison Co, of New York. Inc llpp I606B 001 24X 

Fiche 30-000.02/12/28,8912060356 


8301200086 Forwards Amend 80 to License OPR-49 It notice of Issuance t< 
availability Amend incorporates revised position titles re 
plant 6 mgt organ! lations S< removes redundancy Prom Tech 
Specs 

VASSALLO, D D Operating Reactors Branch 2 83/01/07 ARNOLD. D 

Iowa Electric Light tc Power Co 3pp I6S82 154 24X 

Fiche 50-331. 83/01/07. 830 1 200086 


— 8301200090 Amend 80 to License OPR-49, incorporating revised position 
titles re plant t. mgt organ! latl ons tt removing redundancy 
from Tech Specs 

VASSALLO, D B Operating Reactors Branch 2 63/01/07 19pp 

16082 157 24X Fiche 50-331.83/01/07,0301200086 


— 0301200094 Notice of issuance t< availability of Amend 80 to License 
DPR-49 

VAS8ALL0, D 0 Operating Reactors Branch 2 63/01/07 2pp 

16802 176 24X Fiche 50-331,83/01/07,8301200086 


0301110134 Generic Ltr 03-02 to a 11 BWR licensees re NUnEO-0737 
Tech Specs Requests response re deviations from end 
guidance b model Tech Specs within 90 days of receipt of 
ltr Sve list end 

ElSENHUT, D 0 Division of Licensing 63/01/10 Commonwealth 

Edison Co 13pp 16868 1 58 24X Fiche 50-000,63/01/10,8301110134 


0301190269 Application for amend to License DPR-4?. c hang ing Tech Specs 
to include MAPLHOR operating limits of two new bundle 
typos 

ROOT.C 0 Iowa Electric Light & Power Co 83/01/14 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 3pp 16646 102 
24X Fiche 30-331.83/01/14,8301190269 


8301040071 Forwards plant-unique analysis rep t> Vols 1 - 5 S< App A. 
covering all major mods Remaining mods to be completed 
during Spring 1933 refueling outage Vol 6. covering minor 
mods to torus attached piping, to be submitted in June 1983 
ROOT.L D Iowa Electric Light b Power Co 82/12/30. DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 16635 012 24X 

Fiche. 50-331, 02/12/30, 8301040091 


•8301040094 Plant-unique analysis rept.Vol 1 , Rev 0, “Ooneral Criteria h 
Loads Hethodalogy " 

SANCHEZ. R A , SUND.H J , HOEDEMAN, K A NOTECH Engineers, loc 
IOH-40-199-1 ROO 82/12/31 214pp 16635.013 24X 

Fiche 50-331.82/12/30,8301040091 


— 8301040078 Plant-unique analysis ropt.Vol 2, Rev 0, "Suppression 
Chamber Analysis. " 

6HAH.H H . SUND.H J ■ HOEOEKAN, K A NUTECH Engineers, Inc 
I0W-40-I99-2 ROO 82/12/31 160pp 16635 337 24X 

Fiche 50-331. 02/12/30, 0301040091, 


— 8301190275 Proposed Tech Specs re HAPLHOR operating limits of two 
new bundle types 

• Iowa Electric Light (c Power Co 83/01/14 17pp 16846 105 
24X Fiche 50-331,03/01/14,8301190269 


— 8301190202 Errata to "LOCA Analysis Ropt for Duane Arnold Energy Ctr, 
Lead Plant •' 

# General Electric Co NED0-21OB2-02-1A ERR 82/06/30 6pp 
16846.122 24X Fiche 50-331.83/01/14.8301190269 


—8301190208 “Supplemental Reload Licensing Submittal for Duane Arnold 
Atomic Energy Ctr Reload 6 “ 

HAONER.R L , ZAROIS.U A., CHARNLEV, J 8 General Electric Co 
Y1003J01A46 ROO 83/01/31 21pp 16046 129 24X 

Fiche 50-331,83/01/14,8301190269 
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S3011M3I4 Svbmits rr«pon3es to pi-opristary pagti tdontifitd in BS128a 
•nvlron quail #lcdt Ion lafetg cvaloatlon of alectrical 
equlpnont 

ROOr.L D loua El «e trie Light L Pouir Co 83/01/17 DEtrrOM.ll R 

Off let of Nuclaar fitaetor Regulation^ Dlroctor 8pp 1684& 230 

24X FI the SO' 331. 83/01/17,0301190314 


0301540144 Requflitm addl info to complete pos t'lmp 1 ementation ravioto 
o# NUflEO'0737 , 1 tem* II F 1 4. II-F 1 5 t Jl. F 1 6 re 
containmint prciauro, uiater level l< hydrogen nonltore, 
rtipeetlvelg 

VASSACLOj 0 B aperating Reactore Branch S 83/01/17 ARNOLDrO 
louia Electric Light L Potuer Co lOpp 16893 368 34X 

Flcbe 50-331.83/01/17.8301240164 


63018S01S5 Application to amond Llconie 1>PR'49 j Chang Ing App A Tech 
Sped to tneorporats on* addl NURC0-a737, fteni 11 B 3, 

"Pot t-Acc idon t Sampling “ Approval requeited hg 030401 
Clati II fet encl 

RDOT.L D Iowa Electric Light *< Power Co 83/01/10 DEMTON.H 

Office of Ruclcar Reactor Regulation. Director tp. 16093 313 24x 

FlCh* 30-331,83/01/10,8301290123 


— 0301850129 Propoaed App A Tech Bpecs to incorporate one addl 
WUReO-0737, Item II B 3, “Poit-Acc Id *nt Sampling " 

« loua Electric Light 6 Power Co 03/01/10 3pp 16899 Si4 
24X FIChe 30-331,83/01/10,8301230125 


6301250693 Bummarg of 021217 meeting w/OE it Hark 1 Owners Group In 
fietheida,Hl> re suppression pool local to hull temp 
difference analgsts t single vent lateral chugging load 
SISOELaB Operating Reactors Branch 3 03/01/18 Operating 

Reactors Branch 2 S3pp 16907 225 24* Fleho 50-000, 03/01 /ta. 

5301250693 


8301310.110 Discusses 821220 SER for environ qualification of safety- 
related electrical equipment Responses being prepared 
Independent review of justification for continued operation, 
conducted bg Operations Commlttes, to be submitted by 830211 
ROaT,L 0 loua Electric Light U Power Co 83/01/25 DEffTOM^lf R 
Office of Nuclear Reactor Regulation. Director. tp 16963 362, 24* 

Flche 50-331.03/01/25,8301310110 


0 Inspection reports. IE Bulletins 1. correspondence 


8301110374 Forwards IE tnsp Rrpt 50-331/02-05 on 820315-0512 Vlolatione 
netsd 

KCPPLER.vl 0 Region 3, Office of Director S2/C0/13, LICJ,L loua 
Electric Light 4< Pouer Co 2pp 16747 174. 24X 

Flche-50~331, 82 /Oa/13. 0301110374 


— 0301110386 IE Insp Rept 50-331/82-05 on B20315'0512 Moncorapllance 
noted' Oat lure t# take action uhen limiting conditions for 
operation ficecded it failure to follow dioset generator 
procedure* 

CHfilSSOTIHOS, N . CLARDV, L , STHEETER, J F Dlvlsl on of Project g. 
Resident Prograiiis 82/08/10 7pp 1674 7 176 24* 

Flcbe 50-331,82/00/13,8301110374 


6301100050 Responds to FOIA request for 12 categories of documents re 
facilities. Repts re flARCH cods mag be purchased from Nri6 
Forwards docunents listed In App A Search fur Item* 3. 6, 7,9, 

II fa 12 Identlflsd In request continuing 

FELTONtJ W Olvleton of Ruiss and Racorde 82/12/07 HIATT, 8. L 

Ohio Citlien* for Responsible Energg 5pp 16754 003, 24X 

Ftch* 50' OOO, 82/12/07.0301100050.' 


-8301100064 Advises that action on IE Bulletin 70-03, “Potential 
Eiplosiv* Oae Hliture Accumulations Asioc latstf U/OMR Offgas 
8gs Opsrati one. ^ conplstad, including reviews af licensee 
risfonee* i. offges sys Summaries of offgas sye and 
JORDAN, H L Office of Inspection it Enforcement, Office of the 
Director. 78/11/29. ORIfES, B It Aseletant Director for Engineers 
& Projects (Prt 790623) 37pp 16754 a4b, 24* 

Flche 90-000. 02/12/07/8301100050 


‘8301100101 Advisee that addl time required to adequately evaluate 
offgas syi I, procedures. In rdsponse to IE Bulletin 78-03 
Review of Items noted in bulletin will be comsletsd bu 
780501 

HAKHONO, E L, Iowa Electric Light k Power Co. 78/03/24 
KEPPLER, J 0 Region 3, Chicago. Office of the Director Ip 
16754 306 84X Flche 50-000,82/12/07,8301100090 


-8301100110 Responds to Items 2 te 3 of IE Bulletin 78-03, "Potential 
Eiplosivc flat Hliture Accumulations Aisqc lated U/BIfR Offgas 
Sys Operations. " per 780428 Itr Ventilation Is sufficient to 
preclud'e accumulation of eiplostve hydrogen concentration 
VALLA-CE, J A lowa Electric Light 8, Power Co 70/06/29 
KEPPLER,J 0. Region 3, Chicago, Office of the Director. 2pa. 
16754.307 24* Flche 90-000,02/12/07.8301100050 


-0301100212 Advises that end IE Bulletin 78-03. ''Patcntial Explosive 
Oas Kixtura Accumulations Associated U/BUR Offgas Sys 
Operations," has bean sent to listed licensee for action/ 
i nf o 

PAPPAS, H Region 3, Chicago, Office of the Director 78/02/10 
Division of Reactor Construction Inspection Gpp 16794 1 07 24* 

Flche 50-000,02/12/07,8301100090 


— 0301100243 Forward* IE Oullatin 70-03, "Potential Explosive Oae Hliture 
Accumulations Associated H/DUR Dffgas Sys Operations " 

Action requlrad W/o end 

KEPPLER.d O Region 3, Chicago, Office of the Director 78/02/10 
ARNOLD,]} Iowa Electric Light it Power Co Ip 16754 300 24* 

Flche 50-000.82/12/07,8301100050 


G20B190269 IE Info Notice 82-51, “Overe xposur es in PUR Cavities ” 8vc 
list encl 

OEVOUNO, R c Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co ef New Vork, Inc 

lllpf 16689 239 24X Flche 50-000.82/12/21.8208190269 


8212060391 IE Info Notice 82'52, “Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " Sve list encl 
JOR DAN, E. L Division of Engineering li Quality Assurance (Pre 

830103) 82/12/21 Consol idated Edison Co of New York, Inc 

llSpp 16681 OSS 24X Flche 90-000,82/12/21,8212060391 


8212060350 IE Info Notice 82-53, "Main Transformer Failures at North 
Anna Nuclear Power Station ” 6vc list end 

JORDAN. E L Oivlslen of Engineering & Quality Assurance (Pre 
830103) 62/12/22 Consolidated Edison Co of New York, Inc 

ll4pp I67S6 017. 24X Flche 50-000.82/12/22.8212060350 


8200190875 IE Info Notice 02-54, "Uestlnghouse NBFD Relay Failures in 
Reactor Protection Sys •' 8vc list encl 

JORDAN, E U Division of Engineering & Quality Assurance (Pre 
030103) B2/1S/27 Consolidated Edison Co of New York, Inc 

llOpp 16968. 139 24X Flche 50-000. 82/13/27,8208190275. 


0301140074 Forwards IE SER 80-331/82-17 during Dec 1902 No 
noncompliance noted 

HIND, J A Division of Emergency Preparedness & Operational Support 
02/12/27 ARNOLD, D Iowa Electric Light fc Power Co 2pp 
16604:106 24X Flche 50-331, 82/12/27, 0301 1 40074 


— 9301140078 IE SER 80-331/62-17 on Dec I9S2 No noneompliance noted. Major 
area* inspected emergency plans Emergency plans acceptable 
PHILLIPS, M P . AXEL80N, U L , PAPERIELLQ, C J Division of Emergency 
Preparedness l< Operational Support 82/12/23 2Spp 16804' 108 
24* Flclte 50-331,82/12/27,0301140074 


6208190273 IE Info Notice 82-59, ''Seismic Qua 1 1 f Icetion of WestlnghowsB 
AR Relay U/Latch Attachments Used in Uestlnghouse Solid 
Btate Protection Bys " Sve list end 

JORDAN, E U Division of Engineering k Quality Assurance (Pro 
830103) 82/12/28 Consolidated Edison Co of New York, Inc 

109pp. 16866' 014 34X Fiche 50-000,82/12/28,8208190273 


8301070114 Forwards IE Safeguards Insp Rept 90-331/S2-20 on 021206-10 
No noneompliance noted 

MILLER, J R Division of Engineering 1, Technical Programs 83/19/29 
ARNOLD, 0 Iowa Electric Light l< Power Co 2pp I66S7 031 24* 

Flche: 50-331, 02/12/29, 0301070114 


—0301070127 IE Safeguards Insp Rept 50-331/82-20 on 821206-10 Ho 
noncompliance noted Major areas inspected security 
organliatlon Including mgt I, personnel, records & repts tc 
testing k matnt Details withheld (ref 10CFR73 21) 

CHRIBTOFFER.O , BELANOER.JL , CREED. J R Region 3, Offica of 
Director 82/12/28 Ip. 16687 033 24X Flche 50-331,82/12/39. 

S301O7O1I4 


8212060354 IE Info Notice 82-56, "Rober tshaw Thermostatic Flow Control 
Valves " Sve list end 

JORDAN, E L Division of Engineering I, Quality Assurance (Pro 
630103) 02/12/30. Consolidated Edison Co of New York, Inc. 

111pp. I675B 137 24X Flch# 50-000,82/12/30,8212060394 


83011S0042 Responds to IE Bulletin 82-04 Mo Bunker-Ramo electrical 
panetratlons which us* hard apoly module design installed or 
planned to be installed In safaty-ralatcd sys 

ROOT.L 0 Iowa Electric Light t< Power Co 63/01/06. KEPPLER. J. 0 
Region 3, Office of Director tp 16779- 326 24X 

Flche 50-331, 83/01/06,6301120042. 


8301170110 Rosponde to IE Bulletin 82-04 re electrical penetrations 
using hard epoxy module design No Bunker-Ramo electrical 
penetrations installed or planned for us* In lafaty-ralated 

*y« 

ROOTfl. D loua Electric Light k power Co. 83/01/06 KEPPLER, J. Q. 
Region 3. Office of Olractor. Ip, 16810 3S9 24X 

Flch* 50-331.03/01/06,8301170118 
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83012^476 Forwards addsndum to 020910 IE Insp Rept 80-331/02-1 S. 
consisting of Confirmatory Keasuroments Program data shoot 
Bata analyses results that could not bo completed during 
ontlto phase of Insp 

PAPERIELLOj C J Division of Emergency Preparedness t( Operational 
Support 83/01/20 ARNOLDi D Iowa Electric Light & Power Co 2pp 
I6&79 304 24X Fiche 30-331,83/01/20,030123047* 


—3301230400 Addendum to IE Insp Rept 30-33I/S2-1 3, cons is t ing of 
Confirmatory Measurements Program data sheet 
a Division of Emergency Preparedness & Operational Support 
83/01/20 Ip 16899 306 24X Fiche 50-331,03/01/20,8301230476 


S301310243 Forwards fee per 821227 NRC Order EA-02— 90 Circumstances tc 
reasons described In 020913 response to penalty justifies 
rejslstlon t</Dr mitigation of penalty 

ROOT, L D Iowa Electric Light t. Power Co 03/01/24 DEVQUNO, R C 
Olreeter's Office, Office of Inspection end Enforcement 3pp 
16970 134 24X Fiche 30-331,03/01/24,0301310243 


R Parledic operating reports It related correspondence 


8301190032 Forwards monthly operating rept for Dec 1902 

niNECKiO L Iowa Electric Light I, Power Co 03/01/13 Director's 
OfflCii Office of Inspection and Enforcement Ip 16847 001 24X 

Flcf>« 30-331.03/01/13,0301170032 


— 8301190034 Monthly operating rept for Dec 1902 

UATSCK, M Iowa Electric Light t< Power Co 03/01/13 6pp 
1*847 002 24X Fiche 30-331,83/01/13,8301190032 


S Rsportable occurrences, LERs 4( related correspondence 


030111017? Forwards LER 82-0a2/03L-0 

HINECKiD 1. Iowa Electric Light «, Power Co 03/01/03 KEPPLER, J 0 
Rsplon 3, Office of Director Ip 16746 303 24X 

Fiche 50-331,03/01/03,8301110179 


— 83OII101B7 LER 02-O0a/O3L-O on 021213, bypass valve M0-840a0 for MSIV- 
tsabags control sgs would not open Caused by sticking 
interlock in velve motor control ctr Interlock replaced & 
tasted safe! sfaetori ly MO-8403D functionally tested 
HfLLiK L Iowa Electric Light <> Power Co 83/01/03 Region 3. 
Office of Director Ip 16746 306 24X Fiche 30-331,83/01/03, 

0301110179 


0301110302 Forwards LER 02-O70/O3L-O 

HfNECKfD. L Iowa Electric Light & Power Co 83/01/03 KEPPLER, J.O 
Raglon 3, Office of Director tp 16748 227 24X 

Ficha- 30-331 , 83/01/03, 8301 1 10382 


— 8301110309 LER 02-O70/O3L-O on 821210, during nprmal operation, air 
ddscovertif leaking from air start regulator located on 
crankcase of standby diesel generator A Caused by broken 
tubing due to vibration Tubing reflared 

HILL.K L. Iowa Electric Light * Power Co 83/01/03 Region 3, 
Office of Director tp 16745 228 84X Fiche 30-331,03/01/03. 

0301110582 


8301170538 Forwards updated LER 82-078/ 03L-1 

KINECK, D L. Iowa Electric Light t, Power Co 03/01/07 KEPPLER, J 0 

Region St Office of Director Ip 16815 031 24X 

Plcha. 80-331, 83/01/07, 0301170338 


“-0301170S40 Updated LER 82-078/03L-1 on 821210, air discovered leaking 
from air start regulator on crankcase of standby diesel 
generator A 10-31 Caused by broken atr Inlet line due to 
vibration Tubing rtflared 

MtLL.K t Iowa Electric Light << Power Co. 03/01/07 Region 3, 
Office of Director Ip 168IS'0S2 24X Fiche 80-331,03/01/07, 

8301170338 


V Operator Examinations 


B21ff220443 Oenerie Ltr 02-38 to all power reactor 1 Icensees, app llcants 
for OLiNSS 4 reactor vendors 4 AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 630211 re operator licensing 8ve list end 
EiasiIHUTrD 0. Division of Licensing 82/12/22 Consolidated 
Edison Co. of Ntw Vork, Inc 12pp 16681.072 24X 

Flche:S0-OOO, 82/12/22, 8212220443 


8301120076 Oenerie Ltr 83-01 to power reactor licensees 4 applicants 
for OL re operator licensing exam site vlsl t. Reiiueits 
schedule re exam requests expected for submittal prior to 
891231 for lilted ca tegor les. Bvc list end 

EISENHUTi 8 0. Division of Licensing 83/01/11 Consolidated 
Edison Co. of New York, Inc llpp 16893 243 24X 

Fiche: 30-000, 63/01/11,8301120076 


DOCKET 50-332 BARNWELL REPRQCESSINO PLANT 


A App I icat ion/ construe t Ion stage documents 4 correspondence 


0301110641 Informs that partnership name of OA Co changed to 
Yalley Pine Associates Certiftsd copy of filing 4 affidavit 
end 

BOSKEYiB Volpe, Qoskey 4 Lyons 02/12/03 EISENHUT, D Division 
of Licensing 3pp. 16765 320 24X Fiche SO-332, 82/12/03, 

8301 1 10641 


H Oeneral corr espondence 


0301120131 Ack receipt of 021203 ltr advising that name of partner of 
A1 1 ied-Oenera 1 Nuclear Svet, formerly known as OA Co, Changed 
to Valley Pines Associates (VPAI Partners of VPA are Oulf 
Dll Corp 4 Bcallop Nuclear, Inc 

ROUSE, L C Advanced Fuel 4 Spent Fuel Licensing Branch 82/12/22 
DOSKEY,B Vutpe, Doskey4Lyoni Ip 16769 248 24X 

Fiche SO-332, 02/12/22,8301120131 


— 8301120158 Notifies that partnership formerly known as OA Co has been 
changed to Valley Pines Associates 

BOSKEY, B Volpe, Doskey 4 Lyons S2/1S/03 EISENHUT, 0 Division 
of Licensing 3pp 16709 24? 24 X Fiche’ 50-332, 02/12/22, 

0301 120151 


DOCKET 50-333 JAMES A FITZPATRICK NUCLEAR POWER PLANT 


F Security, medical, emergency 4 fire protection plans 


8212060349 Oenerie Ltr 62-33 to all licensees of operating reactors, 
applicants for OL & holders of CPs re Suppl 1 to NUREO-0737. 
"Requirements for Emergency Response Capability " 

NUReO-0737, Suppl 1 4 sve list end 

EISENHUT, DO, Division of Licensing 82/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 200 24X 

Fiche 80-000, 02/12/17,8212060349 


0212220445 Oenerie Ltr 02-39 to all reactor llcenseesiCP holders 4 
applicants for CPs re problems w/submlttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Bvc list end 

EISENHUT, DO Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021 24X 

Fiche 30-000, 02/12/22,8212520443 


8301270286 Forwards IE Insp Rept S0-333/82-S3 on 821115-18 No 
non comp 1 lance noted 

MARTIN, T T Division of Engineering 4 Technical Programs 83/01/14 
MCNEILL, C A Power Authority of the State of New York 2pp 
16934 too 84X Fiche 30-333,03/01/14,030 1 270286 


—0301270292 IE Insp Rept 30-333/82-53 on 821113-18 No nencompl lance 
noted Major araai Inspected. followup of emergency 
prcparednasi Items from prior appraisal performed on 
020216-23 

MOJTAiM T , BKITM.R , CROCKER, H W, Division of Emergency 
Preparedness 4 Operational Support 83/Ot/tO 13pp 16934 102 
24X Fiche 3 0-333,03/01/14,8301270206 


8301230390 Forwards evaluation of emergency operations 4 alternate 
emergency operations facilities against NUREO-O0t4 criteria, 
in response to IE Emergency Preparedness Appraisal Rept 
30-333/02-03 

BAYNE, J P Power Authority of the State of New York 03/01/19. 
VASSALLO, 0 B Operating Reactors Branch S lOpp 16903 116. 24X 

Fiche 50-333, 03/01/19,8301230390 


P Operating license stage documents 4 correspondence 


0212060356 Oenerie Ltr 82-30 to all licensees, applicants for OL 4 
holdsrs of CPs re filings concerning 10CFR50 production 4 
utllltatlon facilities Current listing of branch assignments 
for nuclear reactor projects 4 sve list end, 

EISENKUT.D 0 Division of Licensing 82/12/28 Consolidated 
Edison Co of New York, Inc llpp 16868 OOt 24X 
Fiche 30-000,82/12/20,8212060336 


8301040744 Forwards application to amend License DPR-39, al lowing 
operation at raducad power w/one circulation pump out of 
sve 

BAYNE, U P Power Authority of the State of New Vork 02/12/29 
IPPOLITD, TA Operating Reactors Branch 2 8pp 16643.183 24X 

Fleho 80-333, 02/12/29,0301040744. 


— B3010407S4 Application to amend License DPR-59, el lowing single 
recirculation loop operation 

BAYNE, U P. Power Authority of the State of New York 02/12/29 
ip 16645 157. 24X Fiche 30-333,02/12/29.8301040744 
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— B301040757 Propoised Tech Specs re single rec trcu lation loop operation 
SafetV evaluation end 

» Pouier Authorttg oP tte State of New Yark S3/18/S9 33pp 
J6645 15B a4X FJtho SO- 333. a2/ 12/39, S30 1040744 


8301190062 Fortiartfs Aeoendl 72 to UUonse DPR-S9, 9« Pe tij evalgatlon *< 
notice of issuance 6 a vai latil i tg Aaienil revises definition 
of rated loop r ecirculatlon flow !■ eitends poieer/f tou 
operating envelops 

VAS9At.L0.D 3 Operating Reactors Branch 2 83/01/06 SINCLAIR, L H 

Power Author! tv of the State of Neu York app 16847 S04 24 X 

Ftche SO-333,03/01/06. 83011 90062 


"0301190066 Amend 72 to License DPR-59, r evi a ins definition of rated 
loop recirculation flou & eitending pouer/flow operating 
envelope ul thin prsvlouslg analyied limits 

VASSAULO, D S Operating Reactors Branch 2 83/01/06 13pp 

16B47 206 24X FI the 50-333.03/01/06,8301190062 


—8301190070 Safetv evaluation supporting Amend 72 to Licence DPR-5? 
o Office of Nuclear Reactor Regulation, Director 83/01/06 6pp 
16S47 219 24 X Flche SO-333 > 83/0 1 /06. 83011 70062 


-“8301190076 Notice of issuance 4c availability of Amend 72 to License 
OPR- 3 9 

VASSAL LOi fi 3 Operating Reactors Branch 2 83/01/06 2pp 

16847 225 24X Flche 30-333.83/01/06.8301190062 


8301110134 Generic Ltr 83-02 to all OUR licensees re NOREO-0737 
Tech Specs Raguasts response re d'eviatlons from end 
guidance & model Tech Specs within 90 days of receipt of 
ltr 8vc list end. 

EISENHUT, 0 0 Division of Licensing 83/01/10 Commonuoaltb 
Edison Co 12PP 16968 136 24X Fi cho 50-000. 83/01/ 10, 8301 110134 


8301250631 Advises that NURE0-a737, Item It E 4 2, "Conta 1 nment 
Isolation Dependability," Positions 667 complete for 
facility Position 7 satisfied through implementation of 
Item II F 1 3 Safety evaluation end 

VAS3ALL0. 0 Q Operating Reactors Branch 2 93/01/12 SINCLAIR. L U 

Pouar Authority of the State of New York 4pp 16914 245 24X 

Flche 50-333.83/01/12.8301250631 


□301200225 Forwards safety evaluation supporting electrical, 
ipstrucnentatlon 6 control design aspects of containment 
purge Isolation signals Design acceptable 

VASSALLO. D B Operating Reactors Branch 2 83/01/17 SINCLAIR. L U 

Power Authority of the State of New York 2pp 16880.344 24X 

Flche 30-333, 83/01/17. 8301200225 


—0301200227 Safety evaluation supporting override of containment purge 
isolation 

* Office of Nuclear Reactor Regulation, Director 83/01/17 3pp 
16890,346 24X Fiche 50-333,83/01/17.8301200229 


101250693 Qummary of 821217 masting u/GE t< Mark I Owners Oroup in 
Bethesda, MO re supprassion pool local to bulk temp 
difference analysis h single vent lateral chugging load 
SIEOEL, B Operating Reactors Branch 2 S3/01/1B Operating 

Reactors Branch 2 SSpp 16907 229 24X Flche 90-000,83/01/18, 

8301250673 


3012S0321 Forwards procedures "Ultrasonic E«am for Detection of 
intergranular Stress Corrosion Cracking,'' in response to NRC 
821108 reiuBst for addl info re implementation of Rev 1, 

NUREO-0313 

BAYNE. JP Power Authority of the State of New York G3/01/I9 
VASSALLO. D B Operating Reactors Branch 2 87pp 16890 001 24X 

Fiche 50-333.83/01/19.8301250321 


—8301230326 "Ultrasonic Siam for Detection of Intergranular Stress 
Corrosion Cracking " 

* Ebasco Services, Inc isuhs of Enserch Corp 9 81/10/23 

17pp 16698.028 24X Fiche 30-333,83/01/19.8301290321. 


— 8301250331 "Ultrasonic Exam procedure fur Detection of Intergranular 
Stress Corrosion Cracking (10ECC9 " 

• Power Authority of the State of Neu York 62/03/25 13pp. 

16098 04S 24X FI che. 50-333, 63/01/ 19, 830 1230321 


6301310128 Forwards "Single Loop Operation," li safety evaluation of 
proposed Tech Spec change to complete 621229 amend 
application 

DAVNB. J p Power Authority of the Slats of New York 93/01/27 
VASSALLO. D 0. Operating Reactors Branch 2 9pp. 1676 9 047 24X 

Fiche* 50-333. 63/01/27. 930 1310126 


”6301310130 “Single Loop Operation ” 

* General Electric Co 14600-24291 80/08/31 30pp I676S 0S4 

24X Fiche 50-333.83/01/27.8301310128. 


0 Inspection reports. IE Bulletins 6 correspondence 


8301100050 Responds to POIA request for 12 categories of documents re 
facilities Repts re MARCH code may be purchased from NTIS 
Forwards documents listed in App A Search for Items 3, 6, 7, 9. 

11 & 12 identified in request continuing 

FELTON. J M Division of Rules and Records 82/12/07 HIATT. S L 
Ohio Cltiiens for Responsible Energy 5pp 16794 003 24X 

Flche 50-000.82/12/07,0301100090 


'B30i 100057 Provides status of licensee responses to IE Bulletin 79-03. 
"Potential Explosive Gas Hiiture Accumulations Associated 
M/DUR Offgas sys Operations, " per 780829 ltr 

BRUNNER, E J Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 78/09/07 WOODRUFF, R W Office of Inspection L 
Enforcement, Office of the Director Ip 16794 229 24X 

Fiche 50-000,82/12/07,9301100050 


— 9301100064 Advisos that action on IE Bulletin 78-03, "Potential 
Explosive Oat illiture Accumul at ions Associated W/BWR Offgas 
Sys Operations," comp le ted, inc luding review* of licensee 
response* ?« pffgas sys Summaries of offga* sys end 
VORDAN, E L Office of Inspection & Enforcement, Office of the 
Director, 78/11/27 GRIMES, D M Assistant Director for Engineers 
ti Projects «Pre 790625) 37pp 16754 240 24X 

Flche SO'OO'0, 82/12/07. 9301100050 


--8301100197 Advises that IE Bulletin 70-03, “Potontlal Eiplosivo Oas 
Mixture Accumulations Assoclatod W/BWR Offgas Sys 
Operations." has been sent to listed OL holder* for action 
tio listed CP holders for Info Sample lira end 
GRIER, D H Region 1, Philadelphia, Office of the Director 
78/02/10 Division of Reactor Operations Inspections 6pp 
167S4 IBl 24X Flche 90-000.82/12/07,0301100050 


— aSOllOOlBS Responds to IE Oultetln 79-03, “Potential Explosive Gas 
Mixture Acc umulatlons Associated W/DWR Offgas 8ys 
□peratlons " procedure for recomblner shutdown revised t. 
rupture discs 4t loop seals removed 

LEONARD, J D Power Authority of the State of New York 70/03/29 
drier, B H Region 1, Philadelphia. Office of the Director 3pp 
16734 3S4 24X Fiche 90-000,62/12/07,8301100090 


--B30I 1O026S Forwards IE Bulletin 70-03, "Potential Explosive Gas Mixture 
Accumulations Associated W/BWR Offgas Sys Operations " 

Action required, W/o end 

ORlER.B.K Region 1, Ph 1 lade Ip h la, Office of the Director 
78/02/10 LEONARD, d D Power Authority of the State of New York 
Ip 16795 042 24 X Flche 50-000.32/12/07.8301100050 


8301040632 Forwards IE Insp Rept S0-333/62-2S on 021101-30 No 
noncompl lance noted 

STAROSTECRIi R Division of Project S’ Resident Programs 02/12/17 
FITZPATRICK, d Power Authority of the State of New York 2pp 
16642 210 24X Flcho 90-333,82/12/17,8301040632 


— B301 040643 IE Insp Rept 90-333/82-28 on 821101-30 No none ompl lance 
noted Major areas inspected action on previous Insp 
flndings.LER review, operational safety verification, 
surveillance observations 6 review of plant operations 
LlMVlLLE. d C. , DOERFLEIN.L T > KISTER.H B Division of Project tr 
Resident Programs 02/12/14 tOpp 16642 212 24X 

Fiche 50-333.82/12/17.8301040632 


0200190267 IE Info Notice 82 - 51 , "Over e xpos ores in PWR Cavities " 9ve 
list enc I 

DEYDl/NO.R C Director's Office, Office of Inspection and 

Enforesment 82/12/21 Consolidated Edison Co of New York, Inc 

lllpp 1660? 237 24X Flche 90-000,82/12/21,9200190269. 


8212060351 IE Info Notice 82-52, "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " Sve list end 
JORDAN, E L Division of Engineering i Quality Assurance (Pra 
830103) 82/12/21 Consolidated Edison Co of Now York, inc 

tlSpp, 16601.000 24X Fiche 50-000.82/12/21,9212060391 


8212060350 IE Info Notice 02-53, "Main Transformer Failures at North 
Anna Nuclear Power Station “ 8vc list end 

JORDAN. E L Division of Engineering it Quality Assurance (Pre 
830103 ) 82/12/22. Consolidated Edison Co of New York, Inc 

U4pp 1679B 017 24X Fiche 50-000, 92/12/22. Q2120603S0 


830I060H9 Forwards IE Insp Rept 50-333/92-27 on 021202-03 No 
noncowp llance noted 

MARTIN. T T. Division of Engineering it Technical Programs 82/12/23 
MCNEILL, C A Powor Authority of the State of Neu York 8pp 
1 6670 • I OS 24X Fiche 50-333,82/12/23,9301060119 
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"03010*0184 IE Insp Rept 50-333/82-87 on 021208-03 No noncomp 1 lance 
noted Major area* Inspected diving activities in spent fuel 
pool 

MCBRIDE, M H . 8HANBAKY, M Region 1, Office of Director a2/i2/22 
3pp 16*70 107 SAX Ficpe 50-333,02/12/23,0301060119 


6208190275 IE Info Notice 02-54, ''Ues 1 1 nghous e NBFD Relag Failures in 
Reactor Protection Sgs " 8vc list one 1 

\iOflOAIfiE L Division of Engineering tc Qualltg Assurance (Pre 
6301-03) 08/12/27 Consolidated Edison Co of Neu York, Inc 

llOpp 16962 139 24X Flche 50-000,02/12/27,0200190275 


©80B190873 IE Info Notice 02-SS, “Seismic Qualification of Westinghouse 
AR Relag N/Latch Attachments Used in Nestinghouso Solid 
State Protection Sgs “ Sve list end 

vIDRDAN, E L Division of Engineering 4, Qualltg Assurance (Pre 
830103) 62/12/28 Consolidated Edison Co of Ney York, Inc 

109pp 16068014 24X Fiche 50-000,82/12/20,8208190273 


6301070082 Responds to 020414 renuest for add 1 info re inservice Insp 
program Items 8 & 10 Justification for relief re<iUBSts 
discussed 

BAYNE. J P Power Authoritg of the State of New York 02/12/29 
VASSALUD. 0 B Operating Reactors Branch 2 lOpp 16607 893 24X 

Flche 50-333, 02/18/29, 8301070082 


62120*0354 IE Info Notice 02-56, “Robertshaw Thermostatic Flow Control 
Valves “ Sve list enci 

JORDAN.E L Division of Engineering t< Qualltg Assurance (Pre 
330103) 68/12/30 Consolidated Edison Co of Neu York, Inc 

ItCpp 16758 137 24X Flche 50-000,82/12/30,0212060354 


6301140079 Forwards IE Insp Rept 50-333/02-17 on 080715-16 No 
no-ncemp I lane e noted 

MARTINtT T. Division of Engineering (< Technical Programs 02/1S/3O 
MCNEIl-t., C. A Power Authority of the Btate of New York 8pp 
1*805 228 24X Flche 50-333,82/12/30,0301140099 


— 3301140110 IE Insp Rept 50-333/02-17 on 020715-16 No noncomp 1 lance 
noted Major areas inspected independent measurements tt 
facllltg tours inside plant h protected area, interviews w/ 
personnel & exam of records review of equipment 

CREENMANtE 0 Division of Project <. Resident Programs WHITE, J , 

8HAN9AKV,M M Region 1, Office of Director 82/12/28 2pp 

1*809 S30 24X Flche 50-333,02/12/30,8301140099 


6301110206 Ack receipt of 021217 Itr informing NRC of steps taken to 
correct violations noted in IE tnsp Rept 50-333/02-22 
STAROSTECKl. R Division of Project U Resident Programs 03/01/07 
HCN£(4.L, C.A Power Authority of the State of Neu York 2pp 
1*74* 891 24X Fieho 50-333,83/01/07,0301110206 


— 0301(10216 Responds to NRC 021110 Itr re violations noted in lE Insp 
Rept 50-333/02-22 Corrective actions personnel counseled 
on procedures Procedures will be revised to include specific 
steps for simulating functions 

MCKEILLtC A Power Authority of the State of Neu York 82/12/17 
8TAR.0STECKI, R Division of Project fc Resident Programs 2pp 
1*746 293 24X Flche 50-333,03/01/07,8301110206 


6301270286 Forwards IE Insp Rept 50-333/82-23 on 821115-18 No 
none ompllanc t noted 

HARTIK. T T. Division of Engineering 8 Technical Programs 83/01/14 
MCMEILLrC A Power Authority of the State of Neu York Spp. 
16934.100 24X Flche 50-333,03/01/14.0301870806 


— 0301270298 IE Insp Rept 50-333/08-83 on 081115-10 No noncompl lance 
noted.Major areas Inspected followup of emergency 
preparedness Items from prior appraisal performed on 

H0JrA,H T , SMITH, R , CROCKER, H W. Division of Emergency 
Preparadnesf 8 □peratlonal Support 03/01/10 13pp, 16934 108 

84X Flche 50-333,83/01/14,0301870886 


6301890321 Forwards procedures “Ultrasonic Exam for Detection of 
Intergranular Stress Corrosion Cracking," In response to NRC 
681100 request for addl info re Implementation of Rev 1, 

NURE<9-0313 

BAVl^rJ P Power Authority of the State of New York 83/01/19 
VAS9ALL0. 0. D Operating Reactors Branch 2 27pp 16898 001 S4X 
Flche 50-333,83/01/19,8301250321 


—8301850326 "Ultraionic Ekam for Detection of Intergranular Strosa 
Curresion Cracking. “ 

* Ebasco Services, Inc (subs of Ensereh Corp ) 01/10/23 

17pp 1*890 020 84X Flche 50-333,83/01/19,0301250321. 


“8301250331 "Ultrasonic Exam Procedure for Detection of Intergranular 
Stress Co^rroslon Cracking (IOSCO " 

a Power Authority of the State of New York 82/03/25 13pp 
1*898; 049 24X Flche 50-333,03/01/19,8301250321 


8301250590 Forwards evaluation of emergency operations & alternate 
emergency operations facllitiei against NUREO-0814 criteria, 
in response to IE Emergency Preparedness Appraisal Rept 
50-333/02-03 

BAYNE, J P Power Authority of the State of New York 83/01/19 
VAS6ALL0, D B Operating Reactors Branch 2 lOpp 1*905 11* 24X 

Fiche 50-333, 03/01/19,8301850590 


0301270228 Responds to 62180* Itr re dissolution of addl Onsite Review 
Committee Util committed to establish review committee in 
response to 810888 6 1209 notices of violation Existing 
review committee (, mgt improvements acceptable alternate 
STARDBTECKI, R Division of Project & Resident Programs 83/01/81 
BAYNE, J P Power Authority of the State of New York Spp 
16935 033 24X Flche 50-333,03/01/81,6301270282 


— 030127028* Proposes Improvemont of existing Safety tc Plant Operations 
Review Committeei to allow dissolution of Onsite Review 
Committee created In response to 610328 4, 1209 notices of 
violation Mgt improvements described 

HAYNES, R C Power Authoritg of the Btate of New York 88/13/06 
BAYNE, J P Region 1, Office of Director 3pp 16935 035 24X 
Fiche 50-333,03/01/21,8301870222 


R Periodic operating reports t. related correspondence 


830117043* Forwards monthly operating rept for Dec 1902. 

MCNEILL, C A Power Authoritg of the State of Neu York 03/01/10, 
Director's Office, Office of Inspection and Enforcement Ip 
16013 133 84X Fiche 50-333,03/01/10,8301170436 


--03O117O442 Monthly operating rept for Dec 1903 

COO/w J Power Authority of the State of New York 63/01/10 
lOpp 1*013 134 24X Flche 50-333,03/01/10,830117043* 


0 Reportable occurrences, LERs tt related correspondence 


0301060274 Forwards LER 82-OS0/O4T-O 

MCNEILL, C A Power Authority of the State of New York 82/12/20 

HAYNES,R C Region 1, Office of Director ip 16679 095 24X 

Fiche 90-333,82/12/88,8301060274 


--03010*0282 LER 88-058/04T-0 on 821217, dofec ted Mn~54 level in mollusk 
samples exceeded 10 times control location sample level 
Possibly caused by high b ioaccumula tion factor, resul ting in 
accumulation of trace quantities in molluski 

OORMAN, B Power Authority of the State of Neu York 02/12/29 

Region I, Office of Director 4pp 16679 096 24X 

Flche 50-333,02/12/20,0301060274 


0301110260 Forwards LER e2-0S5/03L-0 

MCNEILL, C A Power Authority of the State of New York 82/18/29 

HAYNES, R C Region 1, Office of Director Ip 16747 161 84X 

Fiche 30-333,88/18/89,8301110268 


--8301110280 LER 88-055/O3L-O on 821814, turb ine steam high flow 
containment Isolation switch 13-DPI8~84 setpoint found lest 
conservative than Tech Specs Caused by Instrument drift 
Setpoint adjusted to within required value 

KEITH, H Power Authority of the State of New York 83/01/10 
Region 1, Office of Director Ip 16747 162 a4X 
riche 50-333,82/12/89,0301110868 


8301110209 Forwards LER 82-0S4/03L-0 

MCNEILL, C A Power Authority of the State of New York 02/12/89 

HAYNEa,R C Region 1, Office of Director. Ip 16747 148 24X 

Fiche 50-333,82/12/29,8301110839 


--0301110895 LER 0S-OS4/O3L-O on 021213, diffi culty experienced in 
Initiating trip on DP 18-76 t< venting low pressure side of 
DPt8-77 during surveillance testing Caused by incomplete 
instrument surveillance procedure Procedure revised 
KEITH, H Power Authority of the State of Neu York 02/12/89 
Region I, Office of Director 2pp 16747' 149 84X 

Flche 50-333,62/12/89,8301110289 


8301110567 Forwards LER 82-053/03L-0, 

NCNEILLiC A Power Authority of the State of New York 02/12/89 

HAYNESrR C Region 1, Office of Director Ip. 16746 009 24X 

Fiche 50-333,82/12/29,8301110567 


--8301110576 LER 82-0S3/03L-O on 821208, during surveillance test of LPCt 
Independent power supply battery B, one cell discovered out 
of spec limits for cell voltage Cause not stated Defective 
cell removed 4< replaced w/temporary jumper Bys restored. 

PETERS, R 6 Power Authority of the State of New York, 82/18/29. 

Region 1, Office of Director 2pp 16746:010 24X 

Flche 50-333, 02/12/29, 83011 10S67. 
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63'£HI70470 Forwards L£R B2-0S6/O3L-0 

MCNEILL. C A Power Auti»orIty oF the State of Neu VarS 03/01/07 

HAVNESi R C Region !■ Office of Director Ip 16013 J37 24X 

Fiche 90-333' 03/01 /07< 9301170470 


— 8301170476 LER B2-056/03L-0 on 021213. UPC I inverter A tripped when 
pauier trani ferred to cnaint supply, per Tech Rpcc 3 9 F 
Redundant sijs verified operat le Caused by failed gate timing 
control card Cord returned to vendor for analysis tc repair 
FEflNANDEZ«H Powar Authority of the State of Neui Vorl. B3/01/07 
Region 1. Office of Director Ip 16013 130 24X 

Fiche 30-33 3,63/01/07.6301170470 


0301190359 Fopijardt LER B2-057/03L-0 

KCREILL.C a Power Authority of the State of Hew yort B3/01/11 
HAyHES. R C Region 1< Office of Director Ip I6B49 334 S4X 
Fiche 50-333.03/01/11.0301190359 


— 8301190362 LER 82-0S7/03L-0 on B21216. durin g normal operation, reactor 
icranitned on high neutron flui un power range monitors 
Caused by reactor pressure spile created by sudden closure 
of one HSIV doe to Improper malnt Procedure changed 
FERNANDEZ, W, Power Author Itg of the State of New Yori B3/01/11 
Region 1. Office of Director 2pp 1604S 335 24X 

FI Che 83-330.03/01/11.0301190357 


03012603&I Forwards LER 83-001/04T-0 

HCHElLLrC A Power Authority of the State of New York 83/01/13 
HAVWES. n C Region 1. Dfflcs of Director Ip 16900.257 Z4X 
Fiche 50-333.03/01/13.0301260361 


— 0301260364 LER B3-OOI/04T-0 on 021230. numbe r of fish impinged during 
24 h period eicecded 20.000 Caused by bad weather conditions 
experienced during sampling Sampling continued until fish 
count fell below 20,000 

HULCAHEYjE Powir Authority of the State of New York 03/01/13 
Region 1. Qfflcd of Director 2pp 16908.250 24X 

Fiche 50-333,83/01/13.3301260361 


V Operator Eiaminations 


B212220443 Oenerlc Ltr 02-30 to all power reactor 1 1 censees. app 11 cant s 
for OL. N3S & reactor vendors fc AEs re meeting to discuss 
recent developments far licensing exams Advises that meeting 
will be held on 830211 re operator licensing Svc list end 
ElEENHUr.DO Division of Licensing. 82/12/22. Consolidated 
Ed'lson Co of New York. Inc 12pp 16681: 072 24X 

Fiche 30-000. 02/12/22. 0212220443 


030112007B Oenerlc Ltr 83-01 to power reactor licensees tc applicants 
for OL re operator licensing exam site visit Requests 
schedule re ciam requests expected For submittal prior to 
831231 for listed categories Sve list end 

EISENHUT.OO Division of Licensing 83/01/11 Consolidated 

Edison Co of Hew Vorlc Inc. llpp 16093 243 2 4X 

Fiche 50-000.83/01/11.8301120070 


CHET SO-334 BEAVER VALLEY POWER STATIDN. UNIT 1 


Becurity. madlcal. eoiergoncy L fire protectlen plans 


212060349 Generic Ltr Q2-33 to a 1 1 licansees of operating reactors, 
applicants for OL Ic holders of CPs re Suppl 1 to NUREB-0737. 
“Requirements for Emergency Response Capability “ 

NURE0-0737.Buppl i b svc list end 

EISENKUT.D.O Division of Licensing. 02/12/17 Consolidated 

Edison Co of New York. Inc 77pp 16681 208. 24X 

Fiche - 30-000. 02/12/17. 0212060349 


8301040435 Forwards IE Bafeguards Insp Rept 50-334/02-20 on S21 115-19 
Ho noncomplia nc B noted 

MARTIN. T T Division of Engineering tc Technical Programs 02/12/21 

CAREY. U J Duquesne Light Co 2pp 16647 16D. 24X 

Fiche. 50-334. 82/12/21,0301040435 


0301040454 IE Bafeguards Insp Rept 50-934/02-20 on 021115-19. No 
nonconp 1 lance noted. Major areas inspected* securi ty plan & 
Implementing proceduras. security organl ra 1 1 on <mgbl. 
personnel respanie, security program pud 1 ts. records & repts. 
SMITH. 0 C I dOnlaP. J H . <iODY. A T Division of Engineering fc 
Technical Programs. 02/IS/I6 5pp 16647 163. 2411 

Fiche 50-334,62/12/21.0301040435 


0212220445 Denerlc Ltr 02-39 to all reactor licensees. CP holders & 
applicants for CPs re problems w/submlttal » of 10CFR73 21 
safeguards info for licensing rovleu Procedures re 
transmittal of info outllnod.Bvc list end 

EIBEHMVTi D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York. Inc 13pp. 16690 021 24X 

Fiche 30-000,82/12/22,0212220445 


0301070077 Forwards Amend 60 to License DPR~66, safety evaluation 6 
notice of issuance h availability Amend medlfles Tech Spec 
Table 3 3-10 re addition of fire detection instruments 
TAM.P 3 Operating Reactors Branch 1 82/12/20 CAREY, J J 

Duquesne Light Co 3pp 16707 340 24X Fiche 50-934. Q2/1 2/ 20, 

0301070077 


— 8301070080 Amend 60 to License DPR-66, modi f y Ing Tech Spec Table 3 3-10 
re addition of fire detection instruments 
VARGA, S A Operating Reactors Branch 1 02/12/20 Spp 

16707 3S1 24X Fiche 30-334.02/12/28,9301070077 


— 030107008S Safety evaluation supporting Amend 60 to License OPn-66 
e Office of Nuclear Reactor Regulation. Director 02/12/26 3pp 
16707 356 24X Fiche 30-334.82/12/28,0301070077 


— 0301070090 Notice of issuance ti availability of Amend 60 to License 
DPR-66 

VAROA.S A □popallng Reactors Branch I 82/12/20 2pp 
16707 359 24X Fiche 50-334,02/12/28,0301070077 


0301140130 Forwards IE Insp Rept 50-334/02-27 on 821026-29 No 
nunc amp 1 lance noted 

MARTIN. T T Division of Engineering & Technical Programs 02/12/39 

CAREY.J j Duquesne Light Co 2pp 16003 192 24X 

Fiche 50-334,02/12/29,0301140130 


— 03D114OH9 IE Insp Rept 30-334/82-27 on 021026-29 No noncompi lance 
noted Najor areas inspected followup of emergency 
preparedness items from prior appraisal on 821004-16 App A & 

B items Identified In IE Insp Rept 50-334/81-27 corrected 
SMITH, R H , MOJTA.M T . MAHKEE, E H Division of Engineering U 
Technical Programs 82/12/03 Mpp 16B0S 194 24X 

Fiche 50-334.82/12/29.8301140138 


— S2111B0S34 Submits results of review of licensee actions described In 
util 020320 ltr re HRC emergency preparedness appraisal 
rept Significant Appraisal Finding 10 6 Preparedness 
Improvement Items 7 6 B should be closed out 
SAKHILLi N P Effluent Treatment Systems Branch 02/11/03 
SDRE3.R J Region 1, Office of Director 2pp 16003 209 24X 

Fiche 50-334.82/12/29,0301140130 


0301100304 Forwards FEMA correspondence transmitting evaluation- of 
820217,0714 6 0B24 offsite emergency preparedness exercises 
at fad lity. Identified offsite deficiencies need to be 
rasolved before upcoming exorcise an 830216 

HAYNEB, R C, Region 1. Office of Director 83/01/04 CAREY. J J 
Duquesne Light Co 2pp 16690 059 24X Fiche 50-334,03/01/04. 

8301100304 


— 8301100303 Forwards final evaluation rept on Btate of OH. Celumb iana 
County 020714 small-scale exercise at facility Rev to county 
emergency plan & procedures should be completed prior to 
testing of deficient areas Related correspondence end 
THOMAS. L M Federal Emergency Management Agency 02/12/22 
DIRCKSiN J Office of the Executive Director for Operations 
23 pp 16690 061 24X Fiche 30-334,83/01/04,0301100304 


— 03O1O3OOB0 Discusses deficiencies noted in end evaluations of offslit 
emergency preparedness exercises conducted on 820217.0714 & 

0824 Meeting suggested to discuss corrective actions & 
upcoming exercise, 

THOMAS. L M Federal Emergency Management Agency 82/11/18 
DIRCKBiW J Office of the Executive Director for Operations 7pp 
16690 004 24X Fiche 50-334.03/01/04.0301100304 


— B3G1 100307 Final evaluation rept on State of OH. Columbiana County 
020714 small-scale exercise at facility, 

* Federal Emergency Management Agency 02/00/31 131pp 

16690 091 24X Fiche 50-334,83/01/04,8301100304. 


8301130184 Advises that facility complies w/r equlrements of Bectio-ns 
lit 0 3 U III L of App R to 10CFR50 contingent upon granting 
of exomptlon to 72 h cold shutdown requirement BER end 
VARGA. B A Operating Reactors Branch 1 63/01/05 CAREY, d J 

Duquesne Light Co 2pp 16809 120 24X Fiche 50-334,03/01/05. 

0301130104 


—0301130107 SEN re App R to 10CFR50. 1 1 ems III 0 6 III L Facility 
compiles w/ requirement to provide alternative safe shutdown 
capability contingent upon granting of exemption to 72 h 
cold shutdown requirement 

a Operating Reactors Branch 1 83/01/05. I3pp 16009' 122 a4X 

Fiche 90-334,03/01/05,0301130184 


8301140370 Confirm* 030107 telcon inviting facility personnel to Beever 
Valley Power Station Task Force 830117 meeting in 
Harrisonburg, PA to review 1983 emergency preparedness 
exercise scenario 

MARTIN, T T Division of Engineering 6 Technical Programs, 03/01/07 
CAREY.J J Duquesne Light Co ip 16800 199 24X 

Fiche 50-334,83/01/07,0301140378 
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P O^aroting llCBnso stage documents t correspondence 


eaiSHOlOS Cenerlc Ltr 8S-28 to all llconsoes of operating 
M»stlnghous 0 & C-E PI'IHs leicept Arkansas Nuclear One. Unit S 
tt San Onofre S ti 3) re inadequate core cool ing 
Instrumentation sgs Sve list end 

ErSENMUT.D' 0 Division of Licensing B2/1S/10 Yankee Atomic 
Electric Co a7pp 16690 033 2<1X fiehe 50-000,82/12/10. 

eaisi^oioa 


8313280379 Forwards 8ER & technical evaluation rept supporting environ 
qualification of safetg-related electrical equipment 
VAROA, S A Operating Reactors Branch 1 62/12/16 CAREY, J J 

Ouquesne Light Co 3pp 16S76 003 2dX Fiche 50-334,02/12/16, 
Q31S2B0379 


"0312200393 SER supporting environ qualification of safety-related 
ejoctrlcal equipment 

• Office of Nuclear Reactor Regulation, Olreetor 02/12/16 5pp 
16576 006 24X Fiche 50-334,62/12/16,8212200379 


S301060177 Requests addl info re NUREO-0737, I tern II F 1, "Addl Accident 
Jlcnltoring Instrumentation " Info required within 30 days 
to complete NRC review 

VAROArB A Operating Reactors Branch 1 82/12/16 CAREY, J J 

Duquesno Light Co iOpp 16683 290 24X Fiche 50-334,82/12/16, 

3301060177 


83(11090328 Forwards check in payment of 821216 Tech Spec Change Request 
73 per lOCFRl 70 22 

BIEBERtJ 0 Buquesne Light Co 82/12/23 License Fee Hanagemont 
Branch 2pp 16663’ 250 24X Fiche 50-334,82/12/23,8301030320 


8313060356 Oeneric Ltr 82-30 to all 1 ic ensees, app 1 Icants for OL & 
fielders of CPs re filings concerning I0CFR90 production 6 
wtiliiation facilities Current listing of branch assignments 
fof nuclear reactor projects S< sve list end 

CIBENHUTiDO Division of Licensing 82/12/28 Consol ida tod 
Edison Co of New York, Inc 1 tpp 16868 001 24X 

Fiche 50-000.82/12/28,8212060336 


B30I 070077 Forwards Amend 60 to License DPR-66, safety evaluation ti 
notice of issuance 6 availability Amend modifies Tech Spec 
Table 3 3-iO re addition of fire detection instruments 
TAH.P.8 Operating Reactors Branch 1 82/12/28 CAREY, J J 

□ uquesne Light Co 3pp 16707 348 24X Fiche 50-334,82/12/28, 

0001070077 


— □001070090 Amend 60 to License DPR-66, modi fy ing Tech Spec Table 3 3-10 
re addition of fire detection instruments 
VAROA, S A Operating Reactors Branch I 82/12/26 Spp 
16707 351 24X Fiche 30-334, 82/12/20,8301070077 


— 0001070083 Safety evaluation supporting Amend 60 to License DPn-66 
« Office of Nuclear Reactor Regulation, Director 02/12/28 3pp 
16707 356. 24X Fiche 50-334,02/12/20,8301070077 


-—3301070090 Notice of issuance it availability of Amend 60 to License 
DPfl-66 

VARDA, 8 A Operating Reactors Branch 1 82/12/28 3pp 

16707 359 24X Fiche 50-334,82/12/28,0301070077 


3301070318 Notl fication of 830128 meeting ur/utll in Oethesda.ND to 
discuss technical Issues re pressuriied thermal shock 
TfUf.P-S Operating Reactors Branch 1 63/01/03 VAR 0 A, 8 A 

Operating Reactors Branch 1 2pp 16707’ 343 24X 

Fiche 50-334. 83/01/03,8301070318 


3301140046 Forwards proprietary & nonpreprl etary "tneore Detector 
Tfilfflblt Reduction Study,” submitted in support of 821216 
proposed Tech Spec Change Request 75 

CAREY. >; J Duquesne Light Co 83/01/04 VAROA, S A Operating 
Reactors Branch 1 2pp, 16805 147 24X Fiche 50-334,83/01/04, 

3301140046 


'8301140049 Forwards proprietary 1< nonproprl etary “Incore Detector 
Thimble Reduction Study,” submitted in support of 621216 
proposed Tech Spec Change Request 75 Proprietary rept 
withheld (ref 10CFR2 790). Af f idavl t end 

H1£BEKANN.R A Uestinghouse Electric Corp 82/12/31 VAROA, 8 A 
Operating Reactors Branch 1 24pp 16805 149 24X 

Fiche 50-334,83/01/04,8301140046 


B301140057 Advises that regeneration of time history thermal hydraulic 
leads testing completed by Westlnghouse,por 820701 
aubnlttal re NUREO-0737, 1 1 em II D 1 Final sys qualification 
rept will be completed by 630611. 

CAREY, ,7 J Duquesne Light Co 83/01/05 VAROA, S A Operating 
Reactors Branch 1 app 16806 OtO 24X Fiche 50-334,03/01/05. 
0301140057. 


8301140105 Requests App P of draft. "NRC Staff Evaluation of 
Pressuriied Thermal Shock, ” indicating end calculations for 
RTNOT volue Reactor vessel circumferential weldments will 
not reach screening value for RTNOT for 29 yrs 

CAREY, J J Duquesne Light Co 83/01/06 VAROA, S A Operating 
Reactors Branch 1 3pp 16805 225 24X Fiche 50-334.83/01/06. 

8301140105 


9301130089 Advises that updated FSAR does not fully reflect eiisting 
arrangement of supplementary leak collection (< release sys 
No unrevieued safety question e«ists Appropriate revised 
FSAR pages will be developed as needed 

CAREY, J J Duquesne Light Co 03/01/07 VAROA, 9 A Operating 
Reactors Branch 1 Ip 16796 014 24X Fiche 50-334,83/01/07. 

8301130089 


8301170566 Forwards request for addl info re N-1 loop operation 
Reanalysls of limiting large-break LOCA using accepted 
version of computer code needed Responses oipocted within 
45 days of ltr receipt 

VAROA. S A Operating Reactors Branch I 03/01/07 CAREY. J J 
Duquesne Light Co 7pp 16818 108 34X Fiche 50-334.83/01/07. 

8301170566 


8301240216 Forwards ‘'Overpressure Protection Sys for Beaver Valley 
Power Station, Unit 1,” Technical Evaluation Rept Response to 
open items re meeting single failure criterion during loss 
of dc bus event h meeting seismic criterion due in 30 days 
VARDA, 8 A Operating Reactors Branch 1 B3/01/12 CAREY. •) J 

Duquesne Light Co 2pp 16893 312 24X Fiche 80-334.83/01/12. 

8301240216 


8301180178 Responds to NRC 821230 ltr re guidelines for preparing b 
Implementing in-plant drill programs Vtil cannot effectively 
participate in pilot test program, due to present workload of 
training staff Comments will be provided on guidelines 
CAREY, J J Duquesne Light Co 83/01/13 EISENHUT.D 0 Division of 
Licensing Ip. 16631 281 24X Fiche 50-334.83/01/13.8301180178 


0301210015 Commonts o’n Generic Ltr 02-32, "Potential Steam Done rotor- 
Related Generic Requirements.” Proposed Actions la, 2, 3 & 6 
I terns addressed represent most effective blend of actions to 
mlnlmiio potential risks of steam tube rupture event 
CARBV.J J Duquesne Light Co 83/01/14 EIBENHUT.D 0 Division of 
Licensing 3pp 16075 008 24X Fiche 50-334,83/01/14,0301210015 


6301280494 Forwards Amend 61 to License DPR-66, safety evaluation, b 
notice of issuance b availability Amend reduces required 
min number of operable flux detector thimbles to SOX of 
total 

TAM.P a Operating Reactors Branch 1 83/01/19 CAREY, J V 

Duquesne Light Co 4pp 16972 001 24X Fiche 50-334.83/01/19, 

8301280494 


— 8301200497 Amend 61 to License DPR-66, reduc ing required number of 
operable flux detector thimbles to SOX of total for 
remainder of present fuel cycle 

VARGA, S A Operating Reactors Branch I 83/01/19 Opp 
16972'003 24X Fiche 50-034.83/01/19.8301280494 


--83012B0501 Safety evaluation supporting Amend 61 to License DPR-66 
« Office of Nuclear Reactor Regulation, Director 03/01/19 3pp 
16972 012 24X Fiche 50-334,83/01/19,8301280494 


--8301280504 Notice of Issuance b availability of Amend 61 to License 
OPR-66 

VAROA, 6 A Operating Reactors Branch 1 83/01/19 2pp 

16972 015 a4X Fiche 50-334,83/01/19,0301280494 


Q Inspection reports, IE Dulletins b correspondence 


0208190269 IE Info Notice 82-31, "Ovcroiposures In PWR Cavities " five 
list end 

DEYOVNO, R C. Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New Yort, tne 

llipp 16609 239 24X Fiche 50-000,82/12/21.0208190269 


8212060331 IE Info Notice 82-52, "Equipment Environ Oual 1 f Icatlon 
Testing Experience - Updating of Test Summaries Previously 
Published In IE Info Notice 81-29 " five list end 
JORDAN, E L Division of Engineering b Quality Assorance (Pro 
830103) 82/12/21 Consolidated Edison Co of New York. Inc 

llSpp 16681 088 24X Fiche 50-000,82/12/21,0212060351. 


8301040435 Forwards IE Safaguardi Insp Rept 50-334/62-28 on 031115-19 
No noncompliance noted. 

MARTIN, T T Division of Engineering b Technical Programs, 82/12/31 

CAREY, J J. Duquesne Light Co 2pp 16647.160 24X 

Fiche 50-334.82/12/21,8301040435 
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— 030(040494 IE Safeguards Insp Rept S0-334/e2*3S on 621113-19 No 
nanoonip I Ian c e noted Major areas inspectc'd lacurity plan & 
Implaisentin 9 pros edures , secur 1 ty or ganl t a 1 1 on <ni9t>i 
psraonnel r«ipons«i security program aud i ts. records i repts 
smith. O C . DUNLAP. J H , OODV. A T Olvlslon of Engineering b 
Technical Programs 02/12/16 Spp 16647 162 24X 

Fiche 50-334,02/12/31.8301040433 


0301100164 Forwards response to 820629 safety evaluation of Inservlce 
insp program IISl) for pumps b valves Mods to IBl program 
being Implemented & ullt be (ncorporated into 20-month 
update due by 030331 

CAPET. J O Duituesne Light Co 82/lS/Sl UAFIOA, S A Operating 
Reactors Branch I Spp 16702 233 24X Fiche 50-334.02/12/21. 

0301100164 


8212060330 IE Info Notice 62-53. “Mam Tranef orttier Failures at North 
Anna Nuclear Power Station " 8vc list end 

JORDAN. E U Division of Engineering b Quality Assurance (Pre 
630103) 62/12/22 Consol Idatad Edison Co of New Tort. Inc 

tl4pp 167S8 017 24X Fiche 50-000,62/12/22.6212060350 


0200190279 IE Info Notice 82-54. "Westl nghouse NBFD Relay Failures in 
Reactor Protection Eys " 8vc list ancl 

JORDAN. E L Division of Engineering b Quality Assurance (Pre 
330103) 02/12/27 Consol Idated Edison Co of New York, Inc 

llOpp- 16962 139 24X Fiche 50-000,62/12/27.0208190275 


6206190273 IE Info Notice 02-53, "Seismic Qualification of Uestinghouse 
AR Relay M/Latch Attachments Used in Mestinghouse Solid 
State Protection Sys " Sve list end. 

JDRDANiE L Division of Engineering b Quality Assurance (Pre 
030103). 82/12/28 Consolidated Edison Co of New York. Inc 

109pp 16868,014 24X Fiche 50-000, 02/12/20, 0208190273 


6301140130 Forwards t£ Insp Rept 50-334/62-27 on 821026-29. No 
noncompl lance noted 

MARTIN. T T Division of Engineering b Technical Programs 02/12/29 

CARET, J J Ductuesne Light Co 2pp 16805 192 24X 

Fiche 50-334, 62/12/29, 8301140130. 


—0301140145 IE Insp Rapt 50-334/82-27 on 821026-29 No noncompliance 
noted Major areas inspected followup of emergency 
preparedness Items from prior appraisal on S21004-16 App A & 

0 Items Identified in IE Insp Rept SO-334/01-27 corrected 
SMITH, R H. . HQJTA, M T , MARKEE, E H Division of Engineering & 
Technical Programs 02/12/OS llpp 16805 194 24X 

Flebe 50-334,82/12/29,0301140130 


--0211100534 Submits results of review of licensee actions described in 
util 820920 Ibr re NRC emergency prepared'ness appraisal 
rept Significant Appraise! Finding lO tc Preparedness 
Improvement Items 7 & 8 should be closed out. 

OAMHILL.H P Effluent Treatment Systems Branch 82/11/03 
BQRESiR J Region 1, Office of Olroctar 2pp 16605 203 24X 

Fiche 50-334,92/12/39,8301140130 


0212060394 IE Info Notice 02-56. "Robertshaw Thermostatic Flow Control 
Valves " Svc Hit end 

OORDANrE.L Division of Engineering b Quality Assurance IPre 
830103) 82/12/30 Consolidated Edison Co of New Tork, Inc 

lllpp 16798 137 24X Fiche' 50-000, 82/12/30, B212060354 


6301190366 Forwards IE Insp Rept 90-334/02-26 on 021026-1130 No 
noncompllanct noted 

BTAROSTECKl, R Division of Project b Resident Programs 83/01/05 
CARET, J J Duquetne Light Co. 2pp 16846 001 24X 

Fiche 90-334,63/01/09,8301190366 


— 8301190374 IE Insp Rept 50-334/82-26 on 821026-1130 No noncomp 1 ianco 
noted Major areas i nspec t ed* f ollowup on IE bul let ins. f 1 r e 
protection, radwas te operations. main t act 1 vltl as. rad lolog lea 1 
controls b action on previous Insp findings. 

TRQSKOSKI.N H, . LAZARUS. N , TRIPP. L E, Division of Project b 
Resident Programs. 82/12/21 14pp I6B46 003 24X 

Fiche- 50-334, 83/01/05, 8301190366 


8301310169 Forwards IE Insp Rept 50-334/82-31 on 821214-17 No 
noncompliance noted 

MARTIN. T.7 Division of Engineering b Technical Programs 03/01/17 

CAREY. J 0 Duquesne Light Co Spp 16963.173. 24X 

Fiche 50-334,83/01/17.8301310109 


■8301310192 IE Insp Rept 50-334/62-31 on 821214-17 No noncompl 1 ance 
noted Major areas Inspected licensee chemical b 
radiochemical measurefflents program using Region 1 mobile 
radiological meaiurements lab. 

JANO. JC , ROTTAN. J J Region I, Office of Director 83/01/13 
8pp 16963 179. 34X Fiche; 90-334, 83/01/ 17,8301310189. 


8301860307 Ac k receipt of 021229 b 830110 Itrs Informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-334/82-29 

STAR08TECKI. R Division of Project b Resident Programs S3/01/SO 
CARET. J J Ouquesne Light Co Ip 16906 330 24X 

Fiche 50-334.83/01/20,6301260307 


— 6301260312 Responds to NRC 831130 Itr re violations noted in IE Inip 
Rept 50-334/62-25 Corrective actions primary water supply 
pump suction b recirculation aligned ta same tank b 
accuracy of tank curves reviewed 

CAREY. J J Duquesne Light Co 62/12/89 8TAR08TECKI, R Dlvlslc 
of Project b Resident Programs 3pp 16908 331 24X 

Fleho 50-334,03/01/20,8301260307 


--8301260318 Responds to NRC 821130 Itr re violations noted In IE Insp 
Rept 50-334/03-29 Corrective actions backflush operation 
terminated Operating procedure for performing demlnerali i er 
flushing revised 

CAREY, J J Duquesne Light Co 63/01/10 BTAROSTECKl , R Divlsig 
of Project b Reeldent Programs 3pp 16906 334 24X 

Fiche 50-334.63/01/20.0301260307 


n Periodic operating reports b related correspondence 


8301270162 Forwards Monthly Operating Rept for Nov 1962 

CAREY, J J Duquesne Light Co 02/12/00 Division of Data 
Autonation b Management Information Ip 16934 293 24X 

Fiche 50-334.02/12/08,0301270162 


—8301270165 Monthly Operating Rept for Nov 1982 

KOLTZ.J L Duquesne Light Co 82/12/06 4pp 16934:294 24X 

Fiche 50-334.62/12/06.3301270162 


6301040556 Forwards "NPDES Discharge Monitoring Rept, Nov 1963 " 
FEITKNECHr, C Duquesne Light Co 62/12/28 REID, R H Operating 
Reactors Branch 4 Ip 16646 194 24X Flthe 50-334,82/12/20, 

8301040596 


— B301040560 "NPDEB Discharge Monitoring Rept, Nov 1902 “ 

FEITKNECHT, C Duquesne Light Co 82/12/29 24pp 16646 195 
24X Fiche 50-334, 02/12/28. 8301040556 


S Reportable occurrences. LERs b related correspondence 


6301060261 Forwards UER 82-05B/03L-0 

LACEY.H 8 Duquesne Light Co 02/12/21 HAYNES, R C Region 1. 
Office of Director 2pp 16679 083 24X Fiche' 90-334. 02/12/21, 
6301060261. 


— 6301060266 LER B2-058/03L-0 on 021122, while performing pauar range 
neutron fluj channel N-NI 42 quarterly eallbr,! 04 s rate 
trip time constant discovered Caused by instrument drift 
Time constant adjusted to 2 24 s 

• Duquesne Light Co 62/12/21 Region 1, afflca of Director 
2pp 16679 069 24X Fiche 50-334,62/12/21,0301060881 


8301110129 Forwards LER S2-057/03L-0 

LACEY. U 0 Duquesne Light Go 62/12/27 HAVNEE. R C Region i. 
Office of Director 2pp 16743 330 24X Fiche 50-334,02/12/27, 
630111012? 


—8301 1 10133 LER 82-OS7/03L-0 on 081130, pomp CH-P-IA shut/down after 
discovery of low control room readings for charg Ing. seal 
flow b running current during operability test Component 
inspected No apparent problems identified 

LACEY, H S. Duquesne Light Co 82/1S/23 Region 1. Office of 
Director Spp 16743 332 24X Fiche 50-334,02/12/27.030111018? 


0301110290 Forwards LER e2-OS6/03L-0 

LACEY, M 8 Duquesne Light Co 02/12/27 HAYNES, R C Region I. 
Office of Director 2pp 16747 201 24X Fiche 50-334,82/12/27. 
0301 1 10290. 


-6301110290 LER 08-OS5/O3L-O on 021 130, Opera t lone Surveillance Test 
1 47 3A not performed within 29X max allowable extension b 
A8ME Oct b Nov monthly valve restroklng not conducted Caused 
by human error Present scheduler trained, 

LACEY, W 8 Duquesne Light Co 02/12/27 Region 1. Office of 
Director 2pp 1674 7 203 24X FI eh e. 90-334, 02/12/27, 8301 1 10290 


6301190391 Forwards LER 02-O59/O3L-O 

LACEY. W S Duquesne Light Co 03/01/07 HAYNE6, R C. Region 1, 
Office of Director 2pp 16646 085 24X Fiche' 50-334, 03/01/07. 
6301190301 
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— 8301190304 UER 02-O59/O3L-O on 821207. determined monthlij feed pump test 
on 821109 exceeded AStlE Section II req,uiTements & double 
frei|uencij test not performed Caused by plugged instrument 
line ji failure to follou test schedule 

e Dutiuesne Light Co 93/01/07 Region 1. Office of Director 

2|ip 16046 027 24X Fiche 30-334,83/01/07,0301190301 


W Operator Examinations 


B212220443 Oeneric Ltr 82-36 to all pouer reactor 1 1 censees, app 1 i can ts 
For OLi NSS & reactor vendors h AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
kiill be held on 830211 re operator licensing Svc list enc 1 
ElSENHlfFi D 0 Division of Licensing 02/12/22 Consolidated 
Edison Co of Neu York, Inc ISpp 16601 072 24X 

FlChe 30-000.92/12/22.0212220443 


B30112007S Generic Ltr 03-01 to pouer reactor licensees 1. applicants 
For 01- re operator licensing exam site visit (leyocsts 
schedule re exam reyuosts expected for submittal prior to 
39(231 for listed categories Svc list oncl 

EISEIKUT.DO Division of Licensing 93/01/11 Consolidated 
Edison Co of Naia York. Inc 1 Ipp 16893 243 24X 

Fiche 50-000, 63/01/11.0301120078 


OOCKEr 30-335 ST LUCIE PLANT, UNIT 1 


F Security, medical, emergency 1. fire protection plans 


8301290364 Ack receipt of FEt1A 821101 ltr ro position on FL 
Radiological Emergency Plan uhleh Identifies deficiency 
Involving public info (t educ Deficiency must be corrected so 
protective measures can be taken 

O 'REILLY, J P Region 2, Office of Director 02/11/26 UNRIG. R E 
Florida Pouer 8. Light Co 2pp 16900 111 24X 

F ic he 90-333, 62 / 1 1 /26, 630 1 23036 4 


830(040243 Confirms 821217 enforcement meeting at Region 2 ofc to 
discuss technical support ctr being disabled for mod u/o 
alternate contingency plan per 621201 telcon Proposed 
mating agenda end 

a'HEtt-LV.J P Region 2. Office of Director 82/12/03 UNRIG, R E 
Florida Pouer t< Light Co 2pp 16637 333 24X 

FUha 50-333,82/12/03,0301040243 


8301040330 Ack receipt of 021109 ltr re emergency exercise scheduled 
for Uan 1903 Scenario ulll be revioued uihen received 

STCHRiJ P Division of Emergency Proparsdnoss 8. Operational Support 
82/12/10 UKRlO, R £ Florida Power U Light Co ip 16642 072 
24X Fiche 50-333,02/12/10,8301040330 


8212060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for 3L ti holders of CPs re Suppl 1 to NUREO-0737, 
"Requirements for Emergency Response Capability " 

NWEG-0737. Suppl t tt svc list end 

£t8ENHUT>D G Division of Licensing 02/12/17 Consolidated 
Edison Co of Now York, Inc 77pp 16601 208 84X 

FUhe 90-000.82/12/17,8212060349 


8301030243 Submits info describing const of emergency operations 
f acil ityi schedul ed to be fully operational by 831001 U/two 
ovsTsiie drawings Aperture cards arc available in PDR 
tlHRIG<R E Florida Power t, Light Co 02/12/21 EISENHUT. D G. 
Division of Licensing Ip 16613 178 24X Fiche 50-335,02/12/21, 

e30103D243 


B218220443 Generic Hr 02-39 to all reactor licensees. CP holders fc 
applicants for CPs re problems w/submlttals of 10CFR73 21 
safeguards Info for llrensing review Procedures re 
trantinl ttal of Info outlined Svc list end 

EISENKUT.D 8 Division of Licensing 82/12/22 Consdidatod 
Edison Co. of New York, Inc 13pp 16690. 021 24X 

Fiche 50-000,82/(2/22,8212220445 


B301070395 Bunmary of 821213 meeting w/ut i) , Ebasco Sves. Inc, DNL, ULl & 
Engineering Planning Kgt, Inc in Qethesda, NO re fire 
protection for plant Description of plant layout using 
drawings presented 

8ELLS.de Operating Reactors Sranch 3. 88/12/22 Operating 

Riactors Branch 3 4pp 16690 177 24X Fiche 30-335.08/12/22, 

0301070393 


8301070322 Forwards "Supplemental Info. 10CFR50 App R Fire Hatards 
Analysis,'' in response to DNL evaluation for Prairie Island, 
at applicable to St Lurie 1, 

DKRIO. R.e Florida Power St Light Co 82/12/30 EISENHUT, D 0 
Division of Licensing Ip 16686 131 24X Fiche 30-333,92/12/30, 

8301070322 


— 8301070326 "Suppiomental Info, 10CFR30 App R Fire Haiards Analysis 
• Florida Pauar 6 Light Co 82/12/31 40pp. 16686 132 24X 

Fiche, 50-335, 82/12/30, 8301070322 


0301190081 Releases public version of rovised Qffnormal h Emergency 
Operating Procedure 

FELTON, J M Olvisiun of Rules and Recoids 83/01/13 Document 
Hanagemont Branch Ip 16947 067 24X Fiche 50-335, 83/01/1 3» 

9301190001 


— 8301190006 Forwards public version of Rev 11 to Offnormal L Emergency 
Operating Procedure 1-0 120040, "Natural Circulation/ 

Cool down " 

WETHV.C hi Florida Power t Light Co 02/12/30 Directur's 
Officoi Office of Inspection and Enfarcoment ip 16847 06B 24X 

Fiche 50-333,83/01/13,0301190081 


— 0301190092 Public version of Rev 11 to Offnormal & Emergency Operating 
Procedure 1-0120040, "Natural Circulation/Cooldown " 

* Florida Power «< Light Co B2/I2/27 2Qpp 16047 069 24X 

Fiche 50-333,83/01/13,0301190081 


0301250642 Forwards draft safety evaluotion re App R exemption request 
CLARK. R A Opera ting Rea e tors Branch 3 03/01/14 UHRIO, R E 

Florida Pouer t Light Co 36pp 16914 209 24X 

Fiche 50-333.03/01/14,0301250642 


I Financial in format ion 


6301270449 Forwards Exhibits 1-3 rc financial statements & internal 
cash flow 

UNRIG.R E Florida Power 1. Light Co 83/01/17 SALTIhlAN.U Office 
of State Programs, Director 9pp 16935 321 24X 

Fiche 50-000,03/01/17,0301270449 


P Operating license stage documents !< corres pondence 


8301070490 Forwards Amend 56 to License DPR-67 1, notice of issuance 
h availability Amend incorporates provision for DHR into 
OU Tech Specs 

SELLS, 0 E Operating Reactors Branch 3 02/12/21 UHR 10, R E 

Florida Power U Light Co 4pp 16707 212 24X 

Fiche 50-335,82/12/21,8301070490 


— 8301070500 Amend 96 to License DPfi-67i incorporating provisions for 
ONR into OL Tech Specs 

CLARK, R A Operating Reactors Branch 3 88/12/21 25pp 

16707 217 24X Fiche 50-339,88/12/21,0301070490 


— 8301070506 Notice of issuance & availability ef Amend 56 to License 
DPR-67 

TRAHNELL, C M Op era ting Rea c tors Branch 3 02/13/21 2pp 

16707 242 24K Fiche 30-335,08/12/21,8301070490 


0212060356 Generic Ltr 82-30 to all I Icensees, appl Icants for OL & 
holders of CPs re filings concerning I0CFR90 production 1. 
utilliation facilities Current listing of branch assignments 
for nuclear reactor projects 4, svc list enc 1 

EISENHUT.D 0 Division of Licensing 02/12/28 Consolidated 
Edison Co of New York. Inc llpp 16860 001 24X 

Fiche 50-000,82/12/28.8212060356 


8301030190 Forwards final response to requirements of NUREO-0737, Item 
1 1 0 1 re PNR safety ti relief valve test program Conclusion 
1( previous submittals support enntinued safe operation U 
NUREO requirement 

UHRIO. R C Florida Power «, Light Co 82/12/30 EISENHUT, D O 
Division of Licensing 4pp 16618 050 24X Fiche 50-335,02/12/30, 

0301030190 


8301070097 Forwards evaluation of special lifting devices designed by 
util re NUREO-06 1 2, Oui del Inc 4, "Special Lifting Devices" l< 
Guideline 9 "Crane Design " Proposals It ocliodules on crone 
design received, Evaluation will be provided by Aug 1983 
UNRIG, R E Florida Power L Light Co 83/01/03 CLARK, R A 
Operating Reactors Branch 3 4pp 16607 027 24X 

Fiche 50-335,03/01/03,0301070097 


0301070261 Advises that response to NtlC 020531 ltr re proposed mods to 
auxiliary feedwater sys will be delayed until 030501 Delay 
due to pestponement of mods until Fall 1904 refueling 
outage 

UHRIO, R E Florida Power 4, Light Co 83/01/03 CLARH^R A 
Operating Reactors Branch 3 tp 16685 190 24X 

Fiche 50-335,83/01/03.8301070261 


0301140539 Requeets addl Info re upper head voiding during natural 
circulation cooldown, per 021130 telcon Response to questions 
requested within 15 days of days of receipt of ltr 
CLARK, R A, Operating Reactors Branch 3 03/01/03 UHRIO, R. E. 

Florida Power & Light Co 4pp 16B17 195 24X 

Fiche- 50-335, 83/01/03, 03O1I4OS39 



220 


DOCKETED ITEMS 


830181012) Reqvesti addl jnl^o rc WflEO- 0?3?, 1 1 bm H F I 4, II F. I 5 *, 
II P 1 6 Info nee<lBi( to Cgnplste po* t-lmp 1« nentai 1 on rsvisu 
Info ulthln 30 tfatfc 

CLAnKi R A Oparating Reactora llranclg 3 83/01/13 UHRIO>R E 

Flpplda Power it Light Co lOpp 16693 032 , 24X 

Fitho SO-333. 03/01/13, 8301310121 


*■?*?? £tiforma that rerisu of action takan in retponse to 
NU/ie<J-073r. TWl Action I tarn It, 0 2 2, “Plant Shlatdlns Mo« 

Area Accaai, " acceptabla flEB end 
CLARlt, B A Operating Reactors Branch 3 03/01/14 UHRIO, R B 

Florida Power g, Light Co 4pp 16683 346 24X 

F 1 c h a 90-339, 8 3/0 1 / 1 4, 830 1 2 J 0 J 32 


—'6301250493 Responds to NRC 621109 Itr re violations noted In IE In^ 
Dept S0-335/B2-33 Corrective actions dralnogo rerouted to 
raduaete sgsisewer treatment tanks posted as redioactiva 
mails drea it sanitarg waste water samples routlnelg sampled 
l/HRrO,R. E Florida Power E Light Co 82/13/09 O'REKlLY, JP 
Revlon 2. Office of Director 3pp 16890 08? 24X 

Fiche 50-335.83/01/03,8301250450 


—8301250458 Forwards IE Insp Rept 50-335/83-33 on 830?l7-'84 & nollcn 
of violation & deviation 

LEdlE, B C Division of Project it Resident Programs S 3 /lt 7 W 
UHBIO.R B Florida Power «< Light Co 3pp 16898 093 
Flehe S0-339< 63/01 /03, 8301250450 


0 Inspection reports, IE Bulletins & c orresp ondente 


Forwards IE Insp Repts 50-335/83-39 & 50-389/62-59 on 
02U 16-19 hfo non c omp 1 lance noted 

r civilian of Project «. Resident Programs 02/12/10. 

UHRIO, n E Florida Power ft Light Co 2pp 16650 129 24X 

Flihe 30-339, 82/12/10.8301040787 


"B 3012 S 0460 Notice of violation from Insp on 020917-24 

a Division of Project 6 Resident Programs. S3/11/0? 8 pp 
16896 094 24X Fiche 30-335, 83/01/03, 630 1250450 


—0301250464 Notice of deviation from Insp on 030917-24 

* Division of Project li Resident Programs B2/1I/09 Ip 
16890 096 24X Flthe 80-335, 83/01 /03, 830 12504S0 


-0301040736 IE fnep Bapts 50-335/82-39 8 80-389/82-59 on 821116-19 No 
noncompl I an c e noted Major areas Inspected radiological 
environ monitoring including mgt controls, status review of 
monitoring pragrams S< evaluation of monitoring rests 
CUMNIKOHAH, A L , MDNrOOFEBY, 0 fl Division of Ensrgeneg 
Preparedness 4t Operational Support 02/12/09 6 pp. 16650 131 
24X Fiche 50-335,62/12/10, 8301040727 


—8301280467 IE Insp Rept 50-335/68-33 on S80917-24 Noncompliance notd 
inade<iuate survegs, failure to post radioactive matls area 
fc failure to meet commitments in F 8 AR 

HRAV, >/ H ■ OARR, K P Division of Engineering 6 Technical Progress 
62/10/09 12pp 16898 097 24X Fiche 50-335, 63/01 /03. 

8 301 25 0450 


3200190269 IE Info Notice 02—51, "Overeeposures In PUR Cavities “ 
list one! 

DEVtWNOifi C. Diroctar's Office. Office of Inspection and 
Enforcement 02/12/21 Consolidated Edison Co of Wew York* 

lllpp i6689 239. 24X Fiche 90-000, 82/12/21. 0203190269 


Bve 


Inc 


021206^51 IB Info No tics 82-52, "Eguipment Environ Quail ficat ion 
Testing Experience - Vpdeting of Test Summaries Prevlouslu 
Published in IB Info Notice at-2V " Sve list eocl 
30 FI DAN* E L Division of Engineering 8 , Qualitg Assurance IPr# 

B30I03 ) 62/12/21 Consolidated' Edison Ca of Neu York, Inc 

115pp 16631,000 24X Fiche 50-000,82/18/21,8212060351 


0301250168 Forwards IE Insp flepts 80-33S/B2-40 it 50-309/88-62 on 
R2| 122-24. No noncompllanc e noted 

DANCE* H C, Division of Project 4< Resident Programs, SS/12/21 
IVHRID.R E Florida Power 6 Light Co Sop 16S?6 149 S4X 
Fiche ’80-339. 02 / J 2 / 3 I, 0301850169 


R Periodic operating reports fc related correspondence 


S30127D35I Forwards Monthly Operating Repts for Ndv 1962 

NILLlAHStd M Florida Powar 6 Light Co 82/12/15 Office of 
Resource Management, Director Ip 16932 030 24X 

Fiche 50-00 0, 82/ 1 2/ i 5, 030 1 27035 1 


—8301870354 Month Ig Operating Repts for Nov 1902 

PACE.P Florida Power 6 Light Co 62/12/19 llpp 16932 039 
a4X Fiche. 50-000, 82/12/1 5* 8301 27039 1 


S Reportable occurrences, LERs E related correspondence 


8301040090 Forwards LER 8a-062/03L-0 

HluLIAfla.J M Florida Power it Light Co 82/12/27 0 'REILLY. 0 P 

Region 2* Office of Director Ip 16633 068 S4X 
Fiche 50-33 S. 02/ 1 8/27, 8301040090 


-03O1S9O179 IE Insp Repts 50-335/82-40 tc 60-389/02-62 on 821128-84 No 
noncomp I Ian ce noted Major areas Inspected cmergancy 
prepar adnes s preopa rational Insp 

NlfFFNAN, 0 N * JENKINS* 0 R Division of Emergency Prdparedneps I* 
Operational Support 82/12/14 7pp 16396 131 84X 

Fiche 90-335,02/18/21,8301250168 


0212060330 IE Info Notice 82-53* “Main Trans former Faliuret at North 
Anna Nuclear Power Station “ 8 vc list end 

JORDAN, B.L Division of Engineering Is Quality Assurance IPre 
030103) 02/12/22 Consolidated Edison Ca of Nsw York* Inc 

IMpp 16756 ’017. 24X Fiche 90-000. 82 / 12 / 28 * 8218060350 


■8301040093 LEB e2-06S/03L-0 on 621 186. safety injection signal 
Inadvertently actuated while performing monthly preventive 
maint test Caused bg Incorrectly positioned trip test 
fwltch Ondervoltage relay properly set 

ROTELLA, T S Florida Power I< Liglit Co 82/18/27 Region S, 
Office of Director 9pp 1*633 069 24X Fiche 90-335.82/12/27, 

8301040090 


8301040240 Forwards LER 02-O61/O3L-O 

MIU-IAMS.J W Florida Power it Light Co 08/12/27 0 'REILLY, J P 

Region 2* Office of Director. Ip 16638 001 84X 

Fiche 50-335, 82/12/27,8301040240 


0200190275 IE Info Notice 82-54, "Nestinghousc MBFD Relay Failures in 
Raaefcor Frotection Sys " Sve list sncl. 

JORDANrE.L. Division of Engineering ii Ovality Assurance IPpe 
8301031 08/12/27 Consolidated Edison Co of New York, Inc 

1 1 0pp. 16962-139. 24X Fiche SO-000. 02/12/27, 8208190275. 


8200190273 IE InfP Notica 62—55, “Eeisniic Qualification of Nesting house 
AN RoJay N/Latch Attechments Used In Nestlnghoirse Solid 
State Protection Bys. ” 8 vc list «ncl 

JOrtOAhr, E U Division of Engineering it Quality Assurancs (Fre 
8301031 88/12/2B Consolidated Edison Co of New York, Inc, 

109 pp. 16068 014 24X Fiche 50-000, 82/12/28, 8208190273 


-B301040246 LER 8a“061/03L-0 on &21 127, during routine power ascension 1 
positioning for rod programming requirement for minlmtiing 
control elanent assembly (CEA> guide tube wear, CEA 43 
dropped to full insertion No cause found 

ROTELLA, T S Florida power t Light Co 02/12/27 Region 2* 
Office of Director Ip 16630 002. 24X Fiche 50-335,82/12/27, 

8301040240 


0301060294 Forwards LER 88-063/017-0 

HILLIAHB.J H Florida Power b Light Co 02/12/89 O'REILLY. J P 
Reglnn 2* Office of Director tp 16670 309 24X 

Fiche 50-335, 02 / 1 2/29, 830 1 060S9<( 


8212040354 JE Info Notice 02-56* “Bober tshaw Thermostatic Flow Control 
Valves. '■ 0VC list end. 

JORDAN, 0 L Division of Engineering 1* Quality Assurance <Fre 
030103) 02/12/30. Consolidated Edison Co. of New York* Inc 

lllpp 16750 137. 24X Piche-SD-OCIO, 02 / 12 / 30 * 0212060354 . 


6301290450' Act receipt of 621209 Itr Informing fdlC of stops taken to 
correct vlolatjeits noted in IE Insp Rept 50-333/02-33. All 
potential drain pathways in radiation control area which ara 
not routed to liquid radwasts sys blocked, per 021S27 tel con. 

LENI0, R. C. Division of Project 6 Resident Programs 83/01/03 
UKRIO.B E Florida Power tt Llglit Co Ip 16090.000 84X 

Flehe 90-338.83/01/03*0301250490 


-0301060302 LER 82-063/DlT-O on 921815, during full power, curve 1 1 lance 
revealed that neither fire pump would start autamatlcally 
upon test of any four sys pressure switches. Caused by one 
firowatar headar pressure twitch in Isolation mode 
NEST* D M Florida Power fc Light Co 02/12/8? Region 2* Office 
of Director, ip 16670 310 24 X Fiche. 50-339, 02/18/29. 

8301040294 


BSOIOhOasi PW-i:-02-14l on 021230, St Lucie Unit I experienced reactor 
trip folloteeif ty turbine trip, causing shutdown of Crystal 
River 3 Caused by Inverter failure due to trip circuit 
breaker being racked out for Insp 

LANDIfi.K D. . DANCE. H C Region 2, Office of Director 88/12/30 
2pp 16678,871. 24X Fiche 50-000. 82/12/30, 0301060394 
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6301180310 Forwards LGfi 82-065/03U-0 

WlLLime.J U Florida Pouar t Light Co 63/Ol/iO O'REILLV, J P 
Asgion S. Office of Director Ip I&e20 110 S4X 
FJehe 50-333,63/01/10.0301160310 


— 83011B&31ii LEr B3-Oii5/03L-0 on 021213. train A containment spray flow 
control valve FCV 07-lA would not open fully Caused by 
aiachanlcal failure of solenoid operated air control valve 
Valve replaced 

CAVA, & Florida Power (. Light Co 03/01/10 Region 2. Office 
of Director Ip 16826 111 24X Flcho 30-335,03/01/10. 

8301100310 


e301ie0371> Forward* LER 0a-O66/O3L-O 

VJLtlAKS.J H Florida Power i Light Co 83/01/10 O'REILLV.J P 
flag ion 2. Office of Director ip 16024 277 24X 

Flcha 50-335.83/01/10,0301180370 


— 8301 leoaaz LER 62-066/03L-0 on 021209, during surveillance teat, 
auxiliary feedwater pump 1C flow control valve HV'09-11 
failed to cycle. Caused by torque switch roller shaft bearing 
being 1/4 inch short Torguc switch replaced 

ROTELLA. r 0 Florida Power (i Light Co 03/01/10 Region 2, 
Office of Director ip 16024 278 24X Fiche SO-335, 83/0 1/ 10> 

8301180370 


830.1810011 Forwards LER e2-067/03L-0 

WILLIAMS. J W Florida Power & Light Co 83/01/12 O'REILLY, J P. 
Region 2, Office of Director Ip 16075 011 24X 

riefio. 50-335, 83/01/12,030121001 1 


— 6301210012 LER 82-067/03L-0 on 021225. redundant 120-volt ac instrument 
power bus lost when output brealer of static Inverter lA 
opened, caueing loss of reactor protection b E8F channel 
Caused by defective output frequency module Module adjusted 
ROfELLA.T a. Florida Power b Light Co 83/01/12 Region 2, 
Office of Director Ip 16875 012 24X Fiche 50-335,83/01/12. 

8301210011 


8301260466 Forwards LER 82-064/03L-0 

UltLIAMB.,! H Florida Power & Light Co 63/01/17 O'REILLY, J P 
Ragion 2, Office of Director Ip 16910 010 24X 

Fiche 50-335,83/01/17.8301260466 


— 8301260473 LER 82-064/03L-0 on 021216. w/8 charging pump out of svc for 
esalnt, control room received charging pump lA safety 
Injection actuation signal autostart failure alarm Alarm 
cleared le did not restart. Caused by misad justmen t 
PARKS. B H Florida Power b Light Co 03/01/17 Region 2, 

Office of Director Ip 16910 019 24X Fiche 50-333,03/01/17, 

6301260466 


V. Operator Esanlnatlons 


0218220443 Osneric Ltr 02-30 to all power reactor licensees, app licants 
fcr 0L.MS3 b rsactor vendors b AEs re meeting to discuss 
recent developments for licensing eiams Advises that meeting 
will be held on 630211 re operator licensing 8vc list end 
ElBENHUT, D. 0. Division of Licensing 02/12/22 Consolidated 
Edleon Co of New York, Inc 12pp 16601: 072 24X 

Fiche SO-000, 82/12/22, 0212220443. 


0301290122 Responds to 821115 request for exemption from NRC 
administered requalification exams for 1902 Request 
unneceesary since NRC unable to administer exams as 
scheduled 

l4It.GCIN, 5 A Division of Engineering & Technical Programs 83/01/06, 
MSTHY.C M Florida Power b Light Co Ip. 16876 127 24X 

Fiche' 50-335, 83/01/06,8301250122 


0301180078 Otneric Ltr 03-01 to power reactor licensee* b applicants 
tor OL re operator licensing exam site visit Request* 
schedule re exam request* expected for submittal prior to 
891831 for listed categories, 8vc list end 

ElSENHUTrD 0 Division of Licensing 83/01/11 Consolidated 
Edleon Co. of New York, Inc 11pp. 16093 243 24X 

Fiche. 30-000, 83/01/11,0301120070 


DOCtdEE 50-336 MILLSTONE NWCLEAR POWER STATION, UNIT 2 
F Security, medical, emergency b fire protection plans 


8218060349 Otneric Ltr 02-33 to all licensees of operating reactors, 
applicant* for OL b holder* of CP* re Suppl 1 to NUReo-0737, 
"Requirement* for Emergency Response Capability " 
nVRE0-073Ti 9upp 1 1 b sve list and 

EISENHUTrD. 9. Division of Licensing 02/12/17, Consolidated 
Edison Co of New York, Inc 77pp. 16681: 208 24X 

FI e he 90-000, 82/ 1 2/ 1 7, 021 2060349 


0301140169 Forward* Emergency Plan Evaluation Rapt to bo added to 
820611 IE Emergency Preparedness Appraisal Repts 
50-245/82-01 & 90-336/02-01 as App C 

PAQANO.F 0 Division of Emergency Preparodnoss <Pre 830103) 

62/12/21 MARTIN) T T Division of Engineering b Technical Progroms 
Ip 16809 006 24X Fiche 90-245.82/12/21.0301140169 


-“0301140181 Forward* Emergency Plan Evaluation. Kept for IE Emergency 
Preparedness Appraisal Repts 50-245/02-01 b 80-336/82-01 
Plan should more dearly Illustrate interrelationships 
between each operational organ! la ti on 

MARTIN. T T Division of Engineering b Technical Programs 
83/01/05 CDUN0IL.M 0 Northeast Mud ear Energy Co isubs of 
Northeast Utilities) 4Spp 1600? 007 24X Fiche 50-249, 

82/12/21,8301140165 


0212220449 Oenaric Ltr 82-39 to all reactor licenseee,CP holders b 
applicants for CPs re problems w/iubmlttals of 10CFR73 21 
safeguards info for licensing review Proc edures re 
transmittal of info outlined Bvc list ene 1 

EtSEMHUT, D 0 Division of Liconsing 82/12/22 Consolidated 

Edison Co of New York. Inc 13pp 16690 021 24X 

Fiche 50-000.82/12/22,0212220449 


8301040436 Ack receipt of 821215 ltr informing NRC of steps taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Repts 50-249/82-01 b 90-336/82-01 

MARTIN, T T Division of Engineering b Technical Programs 82/12/30 
CflUNSlL. W O Northeast Nuclear Energy Co (subs of Northeast 
Utilities} Ip 16647 167 24X Fiche 50-249.82/12/30.8301040436 


--□301040450 Responds to NRC 820611 ltr re violations noted in 1£ 
Emergency Preparedness Appraisal Repts 50-245/82-01 b 
50-336/62-01 Corrective actions emergency plan revised to 
reflect assignment of respons Ibilitles for maint 
COUNSILtW 0 Northeast Nuclear Energy Co. (subs of Northeast 
Utilities) 82/12/15. SMITH. 0 H Division of Emergency 
Preparedness b Op era 1 1 onal Support 4pp 16647 168 24 X 

Fiche 50-245,82/12/30.8301040436 


0301120172 Submits interpretation of final Emergency Planning Rule re 
revised Section IV F of App E to lOCFRSO Eiemptlon from 
requirement* of Section IV F requested 

COWBlLi W 0 . CAGNETTA. J P Connecticut Yankee Atomic Power Co 
COUNSlLiN.O Nortboast Nuclear Energy Co (sub* of Northeast 
Utilities) 82/12/30 EISENHUT, D 0 Division of Licenelng lOpp 
16776 0 09 24X Fiche; 90-000. 82/t 2/30, 8301 12D172 


8301110476 Responds to 621001 b 30 Itrs re independent audit of 
liceneee emergency plans b safeguards contingency plans No 
changes tc Tech Bpece warranted since annual audita of 
emergency b security plans performed per lOCFRSO 94< t ) 

COUNSIL.N 0 Connecticut Yankee Atomic Power Co C0UN8IL. If 0 
Northeast Nuclear Energy Co (subs of Northeait Utilities) 
COUNSIL.WO Northeast Utilities 03/01/09 EIGENHUT.DO 
Division of Licensing 2pp J6743 036 S4X Fiche 50-000,83/01/09, 
8301110476. 


0301120092 Forwards draft 8ERs re App R exemption requeste Decision on 
followup action re exemption denials requested within 3 wks 
CRUTCHFIELD, 0 Operating Reactors Drench 5 83/01/06 COUNSILrU 9 

Northeast Nuclear Energy Co (tubs of Northeast Utilities) 72pp, 
16768321 24X Fiche 50-249.83/01/06,8301120092. 


8301180195 Forwards Rev 15 to modified amended Security Plan Rev 
withheld (ref 10CFR2 790 b 10CFR73 211 

COUNSIL, N (B Northeast Nuclear Energy Co (subs of Northeast 
UtllUleel COUNSIL.UO Northeast Ut 11 It 1 *s 83/01/12 
E16ENHUT,0.O Division of Licensing Ipp t6e31'339 24X 

Fiche. 90-249, 83/01/12,030118015 9 


8301310099 Forward* Rev 10 to modified amended Security Plan, Rev 
withheld <ref 10CFR2 790). 

CQUNSILiN 0 r CAGNETTA, J P Northeast Util 1 ties 83/01/19 
EISENHUr, D 0 Division of Licensing Ip 16965 290 S4X 
Fiche 80-249,83/01/19,8301310059 


P Operating license stage doeunents b correspondence 


8301190149 Partial response to FOIA request for documents re proposed 
rev b/or update to reactor lafaty study ref in NUREO-O7e4i 
Chapter 10 at R8 II b documents re discussion of reactor 
cooling method Forwards App A documents 

FELTON, J ft Division of Rules and Rscords 82/11/22 SMOLLY, 8 C 
Union of Concsrnsd Scientists. 3pp 16866 278 24X 

Fiche 50-000,82/11/22.8301190145 


— 8202240183 Comments on Ofc of Research b Stds memo "Feed b Olead Issue 
for C-E Applicants," re risk imp 1 1 eat lone of C-E reactor 
designs which lack capability for cooling via KPJ b 
deliberate venting of RCS 

LOSEL.R.N Auxiliary Systems Branch 82/02/09 RUBENBTEIN.L 8 
Assistant Dirac tor for Core b Plant Eystems. 9pp. 16867 077. 24X 

Fiche 50-000,82/11/22, 8301190145. 
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aaOlOSOS^O Foruarils aiTdl info re adeiluacij of station ekoctnc 
distribution sijs voltagesiper S30&1S request 

COUNSlLi U 0 Northeast hiuclear Energij Co (subs of Northeast 
Utilities) CaUNSIU.N G Northeast Utilities 63/12/23 
CRUTCHFIELOa 0 Operating neactors Oranch I? CLARK; Fi A Operating 
fioaetors Dranoh 3 lepp 16&1S 00& 24X Ficho 50-245, 63/12/32< 

830I030340 


921206035i> Generic Ltr 02-30 to all 1 i c ensees, app 1 icants for OL 8< 
holders of CPs re filings concerning lOCFFtSO production ti 
utlliiation facilities Current listing of branch asslgncnents 
for nuclear reactor projects & svc list enc 1 

EtSENHUr, D 0 Division of Licensing 92/12/SQ Consolidated 
Edison Co of Neu Vork, Inc tlpp 1A8&B 001 34X 

Flehe 50-000, 32/12/23, 0212060356 


B301040S69 Informs that cantainmcnt uater level inonltor successfully 
completed required environ qualification testing per 
NUnE0-0737i 1 1 em IJ F 1 5 dual 1 f i cat 1 o n documentation uill be 
forwarded by 930401 

COUNSILiM 0 . CAONErrA, J P Northeast Nuclear Energy Co (subs of 
Northeast Utilities) COUNSIL, U 0 Northeast Utilities 32/13/2? 
CUAflKtfi A Operating Reactors Branch 3 Ip 16630 361 24X 

Ficha SO-336, 92/12/29, G30104036Q 


B301060269 Forwards addl info re safety -relat ed ECC5 tank outages, 
provided verbally an 621220 in response to NUREG-0737, 

Item II K 3 17 

CGUNBlL.bl 0 4 CAGNETTA, J P Northeast Nuclear Energy Co (subs of 
Northeast Uti Ilties) COl/NSIL. U 0 Northeas t Ut 1 1 1 1 1 os 83/13/2? 
CLARKfR A Operating Reactors Branch 3 2pp 16679 tJB 34X 
Fiche 50-336,32/12/29,030106036? 


— 9301210343 "Improvements in Training i, Requa 1 if ica 1 1 on Programs as 
Required by TMI Action Items, I A 2 1 6 II 11 4. " technical 
evaluation rept 

e Science Applications, Inc NRC-03-02-096 02/08/17 NRC - 

No Detailed Affiliation Given 14pp 16S8S 293 24X 

Fiche 50-245,03/01/07,0301210339 


Q Inspection reports, IE Bulletins & correspondence 


830 1 040530 Forwards addl info re IE Qullotln 00-11, "ttasonry Ua 1 1 
Design," In response to NRC 020923 Itr W/10 oversiie 
drawings Aperture cards are available in PDR 

COUNSlLrW 0 Connecticut Yankee Atomic Power Co COUNSIL.W 0 
Northeast Nuc leai Energy Co (subs of Northeast Utilities) 

COUNSlL,U 0 Northeast Utilities 02/13/03 CLARK, H A Qperatlng 
Reactors Branch 3 CRUTCHFIELD, D Operating Reactors Branch 3 
404pp 16644 030 24X Fieho 50-000,02/12/03,0301040538 


03O1O4O7B1 Forwards IE Insp Ropts 50-245/02-22 & 50-336/03-24 on 
020926-1130 No noncomp 1 1 anc a noted 

S TAHOSTECK 1 1 R Division of Project 6 Resident Programs 03/12/17 
COUNSlLiU O Noi theast Nuclear Energy Co (subs of Northeast 
Utilities) 2pp 16648 006 24X Fiche 30-245,03/12/17,0301040791 


— 6301040799 IE Insp Ropts 50-245/02-22 t 50-336/02-24 on 030936-1120 )10 
noncompl lance noted Major areas inspected evaluations of 
plant opera tl ons, ref uel ing, equipment alignments U readiness, 
radiation pretcctioniphysical security & fire protoctlon 
SHEDLOSKY. J T , LIPINBKI.D R , ELGASSER.T C Division of Project t. 
Resident Programs 02/12/09 31pp 16640 080 24X 

Fiche 50-345,82/12/17,8301040701 


8301060069 Advises that training on EGG Polographic Analyier tiodel 
3B4-4 uill not be completed until 630331 due to difficulties 
involved in identifying hardware capable of properly 6. 
safely measuring chloride concentration in reactor coolant 
COUHSIL, M 0 • CAONETTA, J P Northeast Nuclear Energy Co (subs of 
Northeast Utilities) CQUNSIL, H 0 Connecticut Yankee Atomic Power 
Co 02/12/30 CRUTCHFIELD,!) Operating Reactors Branch 9 
CLARKjR a Operating Reactors Branch 3 2pp 16670 225 24X 

Fiche 50-000,82/12/30,9301060069 


83O112OS70 Responds to Oetieric Ltr 03-16 U NUREO-0737 items requiring 
Tech Specs 

C0UN3IL,H 0 , CAQNETTA-JP Nor th ea s t Ut U 1 tl es 02/12/30 

EtSENHUT, 0 0 Division of Licensing 28pp 16776 150 24X 

Fiche SO'OF^O, 82/12/30, 9301 120170 


8301110296 Advises that eitra time needed to respond to Ouestion 4 of 
NRC 020819 ltr re nieasuraraonfc uncertainties used In safety 
analyses, since final designs for several measurement 
channels not yet finallied 

COUNSILiM O Northeast Nuclear Energy Co (subs of Northeast 
Utilities) CGUNSIL.N 0 Northeast Utilities 63/01/04 
CLARK, R A Operating Reactors Branch 3 2pp 16742 362 24X 

Fiche 50-336. 03/01/04,83011 1029A 


'01110533 Advises that pressuriier safety valve ring settings will be 
hanged to assure optimal safety valve performance per 
IUHEG-0737, I tern II D 1, "Performance Testing of PWR Relief 
I Safety Valves.” Requirements comp late 

OUNSlLtH O Northeast Nuclear Energy Co (subs of Northeast 
■ tilitles) cauliaiL.WO Northeast Utilities 83/01/06 

ISENHUT. 0 0 Division of Licensing 2pp 16741 331 24X 

'iehe 50-336,83/01/06,0301110533 


301210239 Comments on draft, "Ouidelines for Preparing t. Implementing 
In-Plant Drill Programs for Nuclear Power Plants " Actual 
plant equipment should not be used in conducting training 
drills 

COUNSILpH 0 Northeast Utilities 03/01/07 DIRCKS, M J afplco of 
the EkBcutlve Director for Operations Ip 16974 089 24X 

Fiche 50-000, 83/01/07, 9301210239 


0200190369 IE Info Notice 82-51, "Qvere iposur es in PUR Cavities ’• Svc 
list enc 1 

DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York, Inc 

lllpp 16669 239 a4X Fiche 50-000.02/12/21,0208190269 


8212060351 IE Info Notice 02-52, "Equipment Environ Qualification 
Testing Eiperlence - Updating of Test Summaries Previously 
Published in IE Info Notice 01-29 " Svc list end 
JORDAN, 6 L Division of Engineering 6 Guatity Assurance (Pro 
030103) 82/12/21 Consolidated Edison Co of New York, Inc 

115pp 16681 000 24X Fiche 50-000,02/12/21,8212060351 


8301140165 Forwards Emergency Plan Evaluation Rapt to be added to 
02061 1 IE Emergency Preparedness Appraisal Ropts 
00-245/02-01 it 50-336/02-01 as App C 

PAOANO, F 0 Division of Emergency Preparedness (Pre 030103) 

32/12/21 MARTIN, T T Division of Engineering t< Technical Pragrans 
ip 16009 006 24X Fiche 50-245,82/12/21,8301140165 


— 3301140101 Forwards Emergency Plan Evaluation Rept for IE Emergency 
Preparedness Appraisal Ropts 50-245/02-01 !< 30-336/02-01 
Plan should more clearly illustrate interrelationships 
b e tween each operational organliation 

MARTIN.T T Division of Engineering 6 Technical Programs 
83/01/05 COUNSIUi N 0 Northeast Nuclear Energy Co (subs of 
Northeast Utilities) 45pp 1600? 007 24X Fiche 50-245, 

82/12/21. 8301 140165 


0212060350 IE Info Notice 02-53, "Main Transformer Failures at North 
Anna Nuclear Power Btation " Svc list one! 

JORDAN, E L Division of Engineering 6 Quality Assurance (Pre 
030103) 82/12/22 Consolidated Edison Co of New York, Inc 

llApp 16750 0J7 24X Fiche 50-000,82/12/22,8212060350 


0209190275 IE Info Notice 02-54, "IJes 1 1 nghous o NDFD Relay Failures in 
Reoctor Protection Sys " Svc list end 

JORDAN, £ L Division of Engineering 6 Quality Assurance (Pre 
030103) 82/12/27 Consolidated Edison Co of New York, Inc 

ilOpp 16962 139 24X Fiche 50-000,02/12/27,8208190373 


3012I0j 39 Forwards SER & technical evaluation rept re NUREO-0737, TMI 
Items I A 2 I 8, II a 4< "Upgrading of Reactor Operator t. 

Senior Operator Training” t, "Training for Mitigating Core 
Damage," respectively 

CLARK, R A Operating Reactors Branch 3 03/01/07 CQUN81L, H G 

Northeast Nuclear Energy Co (subs of Northeast Utilities) 2pp 
24X Fiche 50-245,83/01/07,83(31310339 


16095 307 


0208190273 IE Info Notice 82-55, "Seismic Qualification of Westinghouse 
AR Relay U/Latch Attachments Used in Uestinghouse Solid 
atate Protection Sys " Svc list end 

JORDAN, E L Division of Engineering ti Quality Assurance (Pre 
030103) 82/12/28 Consolidated Edison Co of New York, Inc 

I09pp 16B60'014 24X Fiche 50-000, 82/12/20.0208190273 


'0301210341 Safety evaluation of util response to NUREO-0737. I to 
I A 2 I fc II B 4, "Upgrading of Reactor Operator & Seniop 
Reactor Operator Training" 4 "Training for Mitigating Core 
Damage, “ respectively. 

» Office of Nuclear Reactor Hogulation, Director 93/01/07 
16095 209 24 X Fiche 50-245,83/01/07,8301210339 


ms 


3pp 


0212060354 IE Info Notice 82-56, "Robertshau Thermostatic Flow Control 
Valves " Svc list end 

JORDAN, E L Division of Engineering 4 Quality Assurance (Pra 
030103). 82/12/30 Consolidated Edison Co of New Voril, Inc 

lllpp 16753 137 a4X Fiche 50-000.82/12/30,8212060354 


8301040436 Ack receipt of 621215 ltr informing NRC of steps taken to 
correct violations noted in IE Emergency Preparedness 
Appraisal Repts 50-245/02-01 4 50-336/82-01 

MARTIN, T T Division of Engineering 4 Technical Programs 82/12/30 
COUNSIL.M 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) Ip 16647 167 24X Fiche 50-245,82/12/30,0301040436 
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-*8301010450 Rtsponds to NfiC 820611 Itr re violations noted In IE 
EAtrgeneg Preparednea# Appraisal Repta 80-245/02-01 «< 

50-3a'6/B2-01 Correetlvo actions emergency plan revised to 
reflect assignment of responsibilities for malnt 
COUR&ILiH 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) COUNSIL. W 0 Northeast Utilities 82/12/13 
SJIITKpO H Division of Emergency Preparedness & Operational 
Support 4pp 16647 168 24X Flche 50-245.82/12/30.8301040436 


ft Ptrlodic operating reports & related correspondence 


B30127OO2? Forwards Monthly Operating Rept for Nov 1902 

tMOCIKAiE J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) KROCZKA. E J Northeast Utilities 02/12/15 Office 
of Resource Management. Director Ip 16934 242 24X 

Flche 80-336.02/12/15,8301270029 


— 8301270031 Monthly Operating Rept for Nov 1902 

OlOSOft. J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) B2/12/IS 5pp 16934 243 24X Fiche 50-336, 
S2/t2/l5, 8301870029 


S Reportable occurrences, LERs 8< related correspondence 


B30l'06O297 RO 02-06 on 821 100, 1 evols of activity in sample of oysters 
ultbin 900 ft of discharge exceeded control station average 
actl/ity Resulting dose consequences below allowable limits. 

N« corrective action taken 

MROCIKA.E J Northeast Nuclear Energy Co (subs of Northeast 
Utllltlef) MROCZKA, E 0 Northeast Util 1 1 les 82/12/16 

HAYNES, R C Region 1. Office of Director 3pp 16670 306 24X 

Flcfie 50-245,88/12/16,8301060297 


0301040279 Forwards LER 02-O47/O3L-O 

MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MRQCZKA.E J Northeast Utilities 82/12/22 

HAYNES, ft C Region I, Office of Director Ip 16639 012 a4X 

Flcbe 50-336,82/12/88.0301040279 


—8301040304 LER 82-047/03L-0 on 821201. while at IDOX steady-state 
operation, both boric acid pumps de-energlied to install 
noise suppression devices on vol control tank makeup & 
ro)«ct relays Pumps re-energiied after Installation 
OESLANOESi K D Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 02/12/22 Region 1, Office of Director Ip 
1663? 013 24X Flche 50-336,82/12/22,0301040279 


8301200183 Forwards LER 02-O51/O3U-O 

MROCZKA, E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MROCZKA.E J Northeast Utilities 03/01/21 

HAYNES, R C Region i, Office of Director Ip 16962 053 24X 

Fiche 50-336,83/01/21,8301280103 


—8301280193 LER B2-051/03L-0 on 021223, while at lOOX power, p lant 
computer malfunctioned b declared inoperable Caused by 
defective analog sys driver card, IDM Part 5800013 Card 
replaced U computer operation restored 

6TADNICK, S Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 83/0(/21 Region t, Office of Director Ip 
16962 054 24X Fiche 50-336,83/01/21,0301200183 


8301880208 Forwards LER 02-OSO/O3L-O 

MROCZKA.E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MROCZKA.E J Northeast Utilities 03/01/21 

HAYNES, R C Region 1, Office of Director Ip 16962 002 24X 

Fiche 80-336,03/01/81,0301200200 


—8301280216 LER 02-O5O/O3L-O on 821231 , primary coolant activity found 
above Unit of uCl per g dose equivalent 1-131 Caused by 
small number of degraded fuel pins Iodine concentration 
decreased 

OORCHERT, R Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 03/01/21 Region 1, Off 1 c e of Direct or 2p p 
16962 003 24X Fiche 50-336,03/01/21,0301200200 


V Operator Esa mi nations 


8218280443 Generic Ltr 02-38 to all power reactor 1 icensc es, app li cants 
far OL, MSB 6 reactor vendors b AEs re meeting to discuss 
recent developments for licensing eiams Advises that meeting 
will be held on 83021 1 re op tr at or licensing Bvc list end 
eiSENHUT.D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 12pp 16601 072 24X 

Fiche 50-000,02/12/82,8212220443 


8301120078 Generic Ltr 83-01 to power reactor licensaes b applicants 
far OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
6S123I for listed categories Sve list end 

EISENHUT.D 0 Division of Licensing 83/01/11 Consol ida tnd 
Edison Co of New York, tnc llpp 16693 243 24X 

Fiche 50-000,83/01/11.8301120078 


aaoiOA-OSa? Forwards LER 82-046/03L-0 

KflOCZKA.E J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) MROCZKA.E J Northeast Utilities 82/12/28 

HAYNESiA C Region 1, Office of Director Ip 16645 345 24X 

FlcAe 50-336.82/12/22.8301040589 


— 8301040617 LER 82-046/03L-0 on 821 130. A b D charging pumps removed from 
SVC it manually Isolatad Caustd by attempt to quantify 
charging pump packing leakage per ALARA considerations No 
correctivo action required 

EEROIN. Northeast Nuclear Energy Co (subs, of Northeast 

Utilities) 82/12/22 Region 1. Office of Director Ip 
16645 346 24X Fiche 50-336.82/12/28.0301040509 


8301M0096 Forwards LER a2-048/03L-0 

MRflCZKAiE d Nortbeaot Nuclear Energy Co, (subs of Northeast 
Utilities) MROCZKA.E J Northeast Utilities 83/01/05 

HAYHESiR C Region 1. Office of Director, Ip 16806 072 24X 

Fiche 50-336,83/01/05,8301140056. 


DOCKET 50-330 NORTH ANNA POKER STATION, UNIT 1 


F Security, medical, emergency b fire protection plans 


8212060349 Generic Ltr 82-33 to ell licensees of operating reactors, 
applicants for OL b holders of CPs re Suppl 1 to NUREO-0737, 
"Requirements for Emergency Response Capability " 

NURE0-0737< Supp 1 1 b sve list end 

EISENHUr. DO Division of Licensing 82/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 808 24X 

Fiche 50-000,82/12/17,8212060349 


8212220445 Generic Ltr 82-39 to all reactor licensees. CP holders b 
applicants for CPs re problems w/submlttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Sve list end 

EISENHUT.D 0 Division of Licensing. 32/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021 24X 

Fiche 50-000,82/12/22,8212280445 


■8MIH0063 LER 0a-O4B/O3L-O. on 021210, power lost to 120~volt ac vital 
bvf VIAC-3 Caused by worker accidentally bumping static 
twi tch, resu 1 ting in supply being switched from alternate to 
noTna) Switch covers Installed 

KOMOSKY, 0 E Northeast Nuclear Energy Co (subs of Northeast 
Ullllties) 03/01/05 Region 1, Office of Director ip 
16806 073 24X Fiche. 50-336, 83/01/05, 030 1 140056 


8301030237 Requests sxtentien to 030301 to complete required plant 
procedures for alternate safe shutdown capability per 
lOCFRSO App R 

STEWART, W L Virginia Electric b Power Co 02/12/30 DENTQN, H H 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 ip 16618 004 84X 

Fiche 50-330,82/12/30,8301030237 


B301H0166 Forwards LER 82-049/017-0 Detailed event analysis and, 
MRDCZKAiE J Northeast Nuclear Energy Co (subs, of Northeast 
UbilHlts) MROCZKA.E d Northeast Utilities 83/01/05 
HAYNESjR C Region 1, Office of Director 3pp 16006 103 24X 

Fiche 80-336,83/01/05,8301140166 


8301130196 Corrected request for extension to 830301 to complete 
required plant procedures for alternate safe shutdown 
capability per lOCFRSO, App R 

STEWART, W L. Virginia Electric b Power Co 88/12/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3. 8pp 16794 073 24X 

Fiche 50-336,82/12/30,8301130196 


--5301140177 LER B8-049/01T-0 on 021207, fire water storage tanks A b B 
liviii found below Tech Spec limit. Caused by stripped gear 
in makeup valve operator A b sticking brake in motor 
operator B Gear rotated away from stripped teeth 
AESETAR, d. 0 Northeast Nuclear Energy Co (subs of Northeast 
■Utilities) 63/01/05 Region 1, Office of Diractor Ip 
16806 106. 24 X Fiche' SO-336, 83 /0 1 /05, 830 1 1 401 66 


8301110604 Responds to NRC ltr re changes bo security training b 
qualification plans Difference between response team leader 
b field team leader discussed 

BTEWART/W L. Virginia Electric b Power Co 83/01/03 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3. 3pp (6743 324 24X 

Fiche 50-000,83/01/03,8301110604 



224 


DOCKETED ITEMS 


Ct Ad judicd tary corntipondanc e 


B3010S0129 Kemor^ndum II order denying t-ouisa County B3I210 notions to 
Etay proceedings on util licence amend applications Haste 
conFldsnct proceeding Inconpletion irrelevant A5L0 has no 
jurisdiction to suspend OLs until such proceeding completed 
FEROUSan. 0 a . KLINE, J R , U 0LFE<S J Atomic Safety and (.Icensing 
Doard Panel 83/01/03 Louisa Countyi VA 4pp 166d>4 001 3dX 
FlcAC 90-338.83/01/03.8301090129 


8301210026 Foruards Hoard of Supervisors of County of Louisa. 

VA contentions 

COLEItAN. J M Beveridge. Fairhanks H Diamond COLEHAN. J M Louisa 
County. VA 83/01/17 Docketing S. Bervice-s Branch Ip 

(687» 031 24X Flche 90-330. 83/Oi /17, 8301210026 


— 8301210032 Contentions re proposed license amend to permit receipt & 
storage of 900 spent fuel assemblies from Surry 1 & 2 in 
North Anna spent fuel pool Certificate of Svc end 
COt-EMAN.J H Louisa County. VA COLEHAN. J H Beveridge. 
Fairbanks tt Oiamond 03/01/17 Commissioners 99pp 

16875 032 24X Flche 50-338.83/01/17.8301210026 


0301210036 Foruards Board of Supervisors of County of Louisa. 

VA contentions 

COLEIiAN. J tl Dover (dge. Fairbanks ti Diamond C8LEHAN. 0 M Louisa 
County. VA 03/01/17 Docketing S. Services Branch tp 

16876 3t9 24X Flche 90-338.83/01/17.0301210036 


— 830121003B Contentions re proposed license amend to expand spent fuol 
peel capacity Certificate of Svc end 

COLEilAM.J n Louisa County. VA COLEMAN. 3 M Oeverldge. 

Fairbanks it Diamond 83/01/17 Comml ssiencrs 53pp 

16076 320 24X Fi che- 50-338, 93/01 /i7. B3012I0036 


B3012I0OI6 Revi sed contentions, supersed ing contentions in 021022 
petition to intervene Certificate of Svc end 
DOUGHERTV, J. 6 Concerned Citiiens of Louisa County. VA 
DQUOHERry, J D Dougherty. J B 83/01/19 Commissioners 9pp 
16877 185 Q4X Flche 50-338,83/01/19.8301210016 


,301210023 Revised con tent i ons. so p ersed ing cnntontlons in 821022 
petition to intervene Certificate of Svc end 
DOl/OHERTVi J B Concerned Citiiens of Louisa County. VA 
OaUGHERTV, J B Dougherty, J B 83/01/19 Commlsslunors 7pp 
16877 141 24X Flche 50-338,83/01/19,8301210023 


Operating license stage documents 6 correspondence 


301190149 Partial response to FOIA request for documents re proposed 
rev ti/oT update to reactor safety study ref in Nl/REO-0784. 

Chapter 10 as R8 II 6 documents re discussion of reactor 
cooling method. Forwards App A documents 

FELTON.JM Division of Rules and Records 82/11/22 EHOLLV.SC 
Union of Concerned Scientists 3pp 16866 27B 24X 

Ffche 50-000,82/11/22,8301190149 


-8202240163 Comments on Dfc of Research 6 Btds memo "Feed t> Bleed Issue 
for C-E Applicants." re risk Implications of C-E reactor 
designs mhlch lack capability for cooling via HPI S. 
deliberate venting of RC6 

LOBELrR M Auilllary Systems Branch 82/02/09 RUBENSTEIN.L 8 
Assistant Director for Core & Plant Systems Spp 16667 077 24X 

Flche SO'000.82/11/22, 8301190145 


8212060396 Generic Ltr B2-30 to all 1 Icensees. applicants for OL & 
holders of CPs re filings concerning 10CFR5O production 6 
utliliatlon facilities Current listing of branch assignments 
for nuclear reactor projects 6 svc list end 

EISENKVr.D 0 Division of Licensing 82/12/28 Consolidated 
Edison Co of Nets York. Inc 1 ipp 16668 001. 24X 

Flche 90-000. 82/12/29,8212060396 


8301040398 Informs that Tech Specs re MUREO-0737, Items II F 1 1. 

II F. J 3, II. F 1 4. tl F t 5. II F I 6. 1 I B 1 6 11 F 2 will be 
submitted by 830401 Tech Spec changes not required for Item 
II B 3 

8TEHART.ML Virginia Electric «• Power Co 82/12/28 DENTON. H, R 
Office of Nuclear Reactor Regulation. Director. EISENHUT. D O 
Division of Licensing 2pp 16642 070 24X Flche 90-000.82/12/28, 

6301040358 


8301030095 Advises that Unit 2 License Condition 2 C(21)(e> & 
NiyiRE0-0737. Item 11 B 3 commitment for Unit 1 satisfied 
Status of post-accident sampling sys provided 

BTEWART.W.L Virginia El ec trie *< Power Co 82/12/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director. CLARK. R A 
Operating Reactors Branch 3 Ip 16614 290 24X 

Flche 50-338,82/12/30.6301000099 


B301 130098 Application for amends to Licenses NPF-4 & NPF-7, i nc r easing 
fiCS temp average to 597 0 F 

STEWART, W L Virginta Electric 6 Power Co 82/12/30 DENTON. H H 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 4pp 16794 282 24X 

Fiche 90-338. 82/12/30. 0301 130098 


— 8301130100 Rev 1 to "North Anna Units 1 6 2 507 8 F RCS NSSS Safety 
Evaluation Summary ” 

« Hestinghouse Electric Corp 82/10/31 153pp 16794 286 24X 

Fiche 90-338.62/12/30.8301130098 


—8301130104 "North Anna Units 1 6 2 587 8 F RCS S&U Dalance-of-Plaiit 
Safety Evaluation Summary " 

a Stone 6 Webster, Inc 82/10/31 43pp 16793 079 24X 

Flche 30-338.02/12/30,8301130098 


0301140504 Comments on monitoring of recurring transformer faults 
since 810703 failure Info re listed concerns requested 
CLARK. R A Operating Reactors Dranch 3 83/01/07 STEWART, H L 

Virginia Electric tt Power Co 4pp 16817 294 24X 

Fiche 90-338,83/01/07,8301140904 


6301210106 Forwards safety evaluation re NURE 0-0737. I tern II B 3. “Past- 
Accident Bampling Sys, ” identifying areas requiring addl 
info Addl info requested within 60 days 

VARGA. S A Operating Reactors Dranch 1 83/01/11 STEWART. M L 

Virginia Electric << Power Co S2pp 16892 262 24X 

Fiche 50-000,83/01/11,0301210106 


8301210116 Forwards safety evaluation of util responses re adequacy of 
station electric distribution sys voltages Design acceptable 
except for starting voltage of some motor operated valves 
powered from 4B0-volt motor control ctrs 

CLARK, R A Operating Reactors Branch 3 83/01/11 STEWART. W L 

Virginia Electric «< Power Co 12pp 16893 022 24X 

Fiche 30-330. 83/01/11.8301210116 


8301210130 Foruards B21 123. 1206 U 13 Safety evaluations re degraded 
thermal si eeves. crocked reactor coolant splitter plates H 
control rod guide tube pin fa i 1 ures. respect Ively. No problems 
exist for resuming operations at facility for Fuel Cycle 4 
CLARK.R A Operating Reactors Branch 3 83/01/11 STEWART. H L 

Virginia Electric l< Power Co 2pp 16892 242 24X 

Flche 90-338.03/01/11.8301210130 


— 8212010907 Forwards safety evaluation accepting operation of Fuel 
Cycle 4 w/thormal sleeves as reported in licensee 821012 
ltr Task Interface Agreement 92-32. Rev 1 complete 
EISENHUT, D 0 Division of Licensing 82/11/23 aLBHINSKI.J 
Division of Engineering & Technical Programs 6pp 16892*244 
24X Fiche 90-338.83/01/11,8301210130 


— 8212100356 Forwards safety evaluation of cracked reactor coolant pump 
section elbow splinter plates. based on util 821029 & 1104 
Itrs No objections to rosuming operations for Fuel Cycle 4 
stated Actions per Task Interface Agreement 62-3? complete 
EISENHUT, D 0 Division of Licensing 02/12/06 0LSHIN6KI.3 
Division of Engineering ti Technical Programs 4pp 16092 250 
24X Flche 90-338,83/01/11.8301210130 


— 6212270164 Forwards safety evaluation re control rod guide tube pin 
failures 6 peening damage on integrity of steam generator 
tube It tubesheet damage. Resumption of operations for Fuel 
Cycle 4 acceptable 

EISENHUT. 0 0 Division of Licensing 02/12/13 OLSHINSKI.J 
Division of Engineering It Technical Programs Spp 16892 254 
24X Flche* 90-338. 03/01/11 , 0301210130 


Q Inspection reports. IE Bulletins It correspondence 


8301040232 Forwards IE Insp Repts 90-330/82-34 It 50-339/08-34 on 
821006-1109 No noncompliance noted 

DANCE, H C Division of Project 8< Resident Programs 88/11/23 
STEWART.W L Virginia Electric t< Power Co 2pp 16639 174 24X 

Flche 90-338.82/11/23.8301040232 


— B30104084I IE InSP Repts 50-330/82-34 It 50-339/82-34 on 821006-1 105 Ho 
noncomp tlance noted Major areas Inspected outage actlvltlas. 
surveillance it malnt activities, Instrument callbr.LERs It 
followup on prevloun Items 

8HYML0CK.H B . JULIAN. C Olvtilon of Project It Resident Programs 
82/11/23 Bpp 16639 176 24X Fi che' 50-330, 82/U/83. 8301040232 


6301040311 Summarliee IE mgt meeting on 821129 in Atlanta, OA re util 
investlgatlxin of series of main transformer failures 
O'REILLY, J.P Region 2, Office of Director 02/12/00 BTEMART.W L 
Virginia Electric 1, Power Co Spp 16641 305 24X 

Fiche - 50-338, 02/12/08, 6301 04031 1 
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@30JI00395 Re«pond6 to FOIA request for documents re ^/EPCO 
noncompi ionc e ui/trenaportation or packaging regulations, 
vjolatlon noted in EA-eo-2B & routine or spot-check Insp S< 
en ifarcenient activities Documents available in PDR 
FELTOfIpJ M Division of Rules and Records Sa/lS/tS MILLAR, F 
Environmental Policy Institute ip 16793 3S3 24X 

Fiehe 90-000, B2/12/ 13. 8301 100395 


— 0301040410 Responds to NRC 020806 Itr re violations noted in IE Insp 
Repts 50-330/82-25 l< SO-339/02-25 Corrective actions 
operations personnel uitl be surveyed to identify any other 
tys operations uhere addl controls would be advisable 
LEASBURO. R H Virginia Electric & Power Co 82/09/03 

O'RElLLViJ P Region 2, Office of Director 4pp 16641 140 347 

Ftche 50-330,82/12/27,0301040386 


e30Bt90269 IE Info Notice 82-51, "Overe iposur es In PUR Cavities " Svc 

list end 

DEVOUMOpR C Director's Office, Office of Inspection and 

Enforcement 62/12/21 Consolidated Edison Co of New Vork, Inc 

IMpp 1668? 239 24X Fiche 50-000,82/12/21.8208190269 


— 0301040416 Forwards IE Insp Repts 50-338/82-35 I. 50-339/82-25 on 
020924-0605 tc notice of violation 

O'REILLY, J P Region 2, Office of Director 08/OB/O6 

LEASBURO, R H Virginia Electric U Power Co 2pp 16641 144 24X 

Fiche 50-338,02/12/27,8301040386 


62IS060351 IE Info Notice 82-52, "Equipment Environ Qua! i f ica 1 1 on 
Testing Esperience - Updating of Test Summaries Previously 
Published! in IE Info Notice 81-2? " Svc list one I 
JORDAHp E L Division of Engineering b Quality Assurance (Pre 
830103) 83/12/21 Consolidated Edison Co of New York, Int 

ll&pp 16601 Oae 24X Fiche 50-000,82/12/21,0212060351 


8SI2060350 IE Info Notice 83-53, "Main Transformer Failures at North 
Anna lluclear Power Station " Svc list end 

viORDArtp E L Division of Engineering 4< Quality Assurance (Pre 
830103) 02/13/22 Consolidated Edison Co of New York, Inc 

ll4pp. 16758 017 24X Fiche 50-000, 82/12/22, 8212060350 


Q3O1O4O640 Ack receipt of 821211 Itr informing NRC of stops taken to 
correct violations noted In IE Insp Repts 50-330/82-31 tc 
50-339/BS-31 

QAIICEpH C Division of Project l< Resident Programs 82/12/23 
STEWARTpU L Virginia Electric tc Power Co ip 16643 080 34X 

Fiche 50-330,02/12/23.8301040648 


— 8301040657 Responds to NRC 821 102 Itr re violations noted In IE Insp 
Repts 50-338/02-31 tc 50-339/82-31 Corrective actions 
procedures In visible files updated by operations personnel 
to assure that current revs available 
BTEWARTjW t Virginia Electric tc Power Co 82/12/11 
Q'RETLI.V.J P Region 2, Office of Director 2pp 16643 089 24X 

Fiche 50-338,82/12/23,8301040640 


— 8301040661 Forwards IE Insp Repts 50-330/02-31 S, 50-339/02-31 on 
D20906-1005 tc notice of violation 

DANCEpH C Division of Project tc Resident Programs 02/11/02 
LEASBURO, R H Virginia Electric tc Power Co 2pp 16643 091 24X 

FIChs S0-338i B2/12/23i 0301040648 


— -8301040673 No t ice of violation from Insp on 820906-1005 

« Division of Project t< Resident Programs 62/11/02 Ip 
16643 093 24X Fiche 50-330,82/12/23,0301040640 


— 03OIO4O6QO IE Insp Repts 60-330/82-31 50-339/82-31 on 020906-1009 

Noncompllance noted Operating Procedures 1 3,2 1,5 I, 10 2 Sc 
21 I S( Abnormal Procedure 3 not properly maintained Current 
copies not available in control room visible file 
SHYMLOCKpH B p OULIANi C Division of Project t< Resident Programs 
82/11/01 app 16643 094 24X Fiche 90-330,02/12/23.8301040640 


8208190275 IE Info Notice 02-54, "Nest 1 nghouse NDFD Relay Failures in 
Reactor Protection 8ys " Svc list enc 1 

JORDAN, E L Division of Engineering 4. Quality Assurance (Pre 
830103) 82/12/27 Consolidated Edison Co of New Vork, Inc 

llOpp 16962 13? 24X Fiche 90-000,82/12/27,8200190275 


8301040306 Act receipt of 020901, 1026 tc 1214 Itrs informing NRC of 
iteps tahen to correct violations noted in IE Insp Repts 
50-338/02-29 Sc 50-339/02-25 

O'REILLViJ.P Region 2, Office of Director 02/12/27 BTEUARTc U L 
Virginia Electric 6 Power Co ip 16641 133 24X 

Fiche- 50-330, 02/12/27, 0301040306 


--8301040396 Forwards supplemental response to NRC 820806 Itr re 
Viotatiens noted In IE Insp Repts 50-330/02-25 6 
50-339 /S2-25 Corrective actions procedures w/valve llno-up 
sheet tc sy« sketch initiated S< drawings annotated 
STEHARTpM L Virginia Electric 4 Power Co 02/12/14 
O'REILLV.J P Region 2, Office of Director 4pp 16641 134 24X 

Fiche 50-338.82/12/27,8301040386 


—8301040404 Forwards response to NRC request re improvement of 
effectiveness of mgt control sys Commitment tracking sys 
will be Implemented by end of First Quarter 1903 Sc licensing 
coordinator will be appointed by 830101 
LEA8BUR0,R H Virginia Electric Sc Power Co 02/10/86 

O'RElLLYiJ P Region 2, Office of Director 2pp 16641,130 24X 

Fiehe 50-330, 02/ 12/27c 0301040306 


— 0301040422 Notice of violation from insp on 620524-0605 

« Region 2, Office of Director 02/00/06 Ip 16641 146 24X 

Fiche 50-338,02/12/27,8301040306 


— 0301040427 IE Insp Repts 50-330/02-25 4 50-339/02-25 on 020524-0605 
Noncompllance noted failure to provide written procedures or 
valve line-up sheets for overpressure protection sys 
JOHNSON, 0 F , SHYMLOCK, M B , JULIAN, C A Division of Project 6 
Resident Programs 02/00/02 4pp 16641 147 24X 

Fiche 50-338,02/12/27,0301040306 


0200190273 IE Info Notice 82-55, "Seismic Qualification of Uestinghouse 
AR Relay U/Latch Attachments Used in. Uestinghouse Solid 
State Protection Sys " Svc list enc 1 

JORDAN, E L Division of Engineering & Quality Assurance (Pre 
830103) 82/12/28 Consol ida ted Edison Co of New York, Inc 

10?pp 16068 014 24X Fiche 90-000i 82/12/20, 0203190273 


0212060354 IE Info Notice 02-56, "Robertshow Thermostatic Flow Control 
Valves " Svc list and 

JORDAN, E L Division of Engineering 4 Quality Assurance (Pre 
830103) 02/12/30 Consolidated Edison Co of New York, Inc 

lllpp 167SG 137 24X Fiche 50-000, 82/12/30. 0212060354 


8301890102 Provides supplemental response to IE Bulletin 61-01, Rev 1, 
"Surveillance of Mechanical Snubbers " Four raechanicai 
snubbers installed on Unit 2 All snubbers tested 
satisfactorily on 030706 

STEWART, H L Virginia Electric I< Power Co 03/01/03 D'REILLV.J P 
Region 2, Office of Director 3pp 16095 343 24X 

Fiche 90-338,83/01/03,8301250102 


8301250120 Confirms 030113 onsite enforcement meeting w/uttl to discuss 
021209 failure to reset automatic initiation capability for 
engineered safeguards following 82120S trip & safety 
injection Agenda end 

O'REILLY, JP Region 2, Office of Director 03/01/04 STEWART, W L 

Virginia Electric ft Power Co 2pp 16896 125 24X 

riche 50-330183/01/04.0301250120 


8301850206 Forwards IE Insp Repts 50-330/82-41 ft 50-339/02-41 on 
821209-10 No noncompllance noted 

DANCE, H C Division of Project ft Resident Programs 03/01/04 
STEWART, W L Virginia Electric ft Power Co 2pp 16096 267 24X 

Fiche 50-338,03/01/04,0301250206 


—8301250214 IE Insp Repts 50-330/82-41 ft 50-339/02-41 on 021209-10 No 
noncompllance noted Major areas inspected 021205 generator 
stepup transformer failure 

RUFF, A 8 Division of Project ft Resident Programs CONLON, T E 
Division of Engineering ft Technical Programs 02/12/22 3pp 
16096 269 24X Fiche 50-330,83/01/04,0301250206 


n Periodic operating reports ft rotated correspondence 


03012701 82 Forwards Monthly Operating Repts for Nov 1902 

BTEWART. M L Vlrg Inia El ec tr ic ft Power Co 02/12/14 HALLER, N M 
Office of Resource Management, Director Ip 16934 322 24X 

Fiehe 50-330.82/12/14,0301270102 


—8301270188 Monthly Operating Repts for Nov 1902 

SCHtllTENDORF, 0 Virginia Electric ft Power Co, 02/12/01 9pp, 
16934 323 24X Fiche 50-330,82/12/14,0301270102 


0, Reportable occurrsnees, LERs ft related correspondence 


0301100311 Forwards LER 98-0B3/O3L-0 

CARTWRIOHT.W R Virginia Electric ft Power Co 02/12/31 
O'REILLY, JP Regional Office of Di rector Ip 16697 350 84X 

Fiche 50-330,82/12/31,8301100311 
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— 03<mOO3H UER 82-O03^O3L-O on B2I204 p u/hi 1 e opera tinj) at i7X rated 
thermal poucrp turb i ne control jijs molfunc tionei causing 
-sudden Increase >n toad p r esul 1 1 ng In reactor trip Caused bg 
malfunction of analog converter 

CAItTHRlGHr, W R Virginia Electric 4. Power Co B2/12/31 Region 

2p Office of Director 3pp 16&97 351 24X FlchO 90—338/ 

82/12/31 p 830110031 1 


0301110194 Forwards LER 82-08 5/03L-0 

CARTWHICHT. W R Virginia Electric 6 Power Co 83/01/04 
O'REILLV. J P Region 3 p Office of Director Ip 16743 273 24 X 

Fiche 50-338P 83/01/04/ 83011 lOl 94 


—8301110200 LER 82-08S/03L-0 on 021205. ECCS aetoated from high steam 
line flou coincident w/lo-lo temp average High steam flow 
signal caused -bg channels being In trip for maint Uo— lo temp 
average signal caused bg reactor trip 

CARTWPIOHT. g R Virginia Electric & Power Co 83/01/04 Region 
2/ Office of Director 3pp 16743 274 24X Fiche 50-33Bp 

03/01/04. 8301 J 101 94 


0301110120 Forwards LER e2-O0a/O3L-O 

CARTgRlGHT.If R Virginia Electric k Power Co 03/01/05 
□'REILLV/J P Region 2p Office of Director ip 16743 334 24X 

FJchc S0-33B. 83/01/03.8301110120 


'8301110(32 LER 82-OSS/03L-0 on 021SO7p automat Ic safetg injection 
rocelved due to high steam flaw signal coincident up'lo-lo 
Tavg signal Caused by personnel error Safety Injection 
secured & individuals made aware of actions 

CARTWBIOHTp W R Virginia Electric «< Power Co 63/01/05 Region 
2r Office of Director 2pp 16743 339 24 X Fiche 50-3381 

83/01/05,8301110120 


B30117O49B Forwards LER S2-076/03L-0 

tARTWRfOHTp W R Virginia Electric 6 Power Co 03/0 (/05 
Q 'REILLVp >il P Region 2 p Office of Director Ip 16BI5 074 24X 

Fiche 50-338. 8 3/Of /05 . 830 1 1 70498 


— 8301I70S03 LER 82-076/03L-0 on 621207. while in Mode 3.w/casing cooling 
puphp 3A removed' from sve to perform maint.mode change made 
due to unscheduled outage Malnt completed in Node 5 
CARTWR (CHr. H R Virginia Electric & Power Co. 83/01/05 Region 
2p Office of Director 2pp 16915 073 24X Fiche 50-338. 

63/01 /05, 3301 1 70496 


0301200271 Forwards updated LER 82-'O79/03X-l 

CARTUniGNTp 14 R. Virginia Electric i< Power Co 83/01/11 
O'REILLY.V P Region 2. Office of Olrecfcor Ip I6B65 096 24X 

Fiche 50-333. e3/'0 1 / 1 1 ■ 830 J 20027 1 


—8301200284 Updated LER 82-079/a3X-l on 021126. flou path from boric acid 
tanks to RCS found inoperable Caused bg ruptured diaphragm 
of bone acid transfer pump suction header isolation valve 
l-CK-80 Valve diaphragm replaced 

CARTURIGHT. H R Virginia Electric t< Power Co 83/01/11 Region 
2. Office of Director Ip 16B69 097 BAX Fiche 30-33B. 83/01/ 1 1. 
830 120027 I 


0301200323 Forwards LER B2-07a/03X-l 

CARTUAIGHT.U R Virginia Electric 6 Power Co. 83/01/11 
O'REILLY. JP Region 2. Office of Director Ip 16S6S 190 24X 

Fiche 90-338. 83/0 1 / 1 1 . 830 1 200323 


— 8301200330 LER 62-07a/03X-l on 621 125. u/un 1 t in Mode 3.120-volt 
ac vital bus l-IV lost voltage Caused by failure of normal 
power supply Inverter J-VB-I-04. due to failed oscillator 
board, trans former & fuse Components replaced. 

CARTI4R IGHT. H R Virginia Electric tc Pouer Co 83/01/11 Region 
2. Office of Director 2pp 16B60 191 24X Fiche 50-338. 

03/01/11.0301200323 


V Operator Eiaminations 


Q301040103 Informs that written b oral operator & senior operator 
licensing exams scheduled for wt of 830321 List of facility 
ref mati needed for preparation of aiain encl, 

DANCE.H C Division of Project & Resident Programs 82/12/20 
STEWART. U L Virginia Electric b Power Co 4pp 16632 351 34X 

riche 50-338.82/12/30.8301040103 


8212220443 Generic Ltr 83~3B to all power reactor 1 Icensees. app Ileants 
for DLi NSS k reactor vendors tc AEs rp meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 830211 ro operator 1 Icensing. Sve list end 
EI8EHKVT.DG Division of Licensing 83/12/22 Consolidated 
Edison Co of New York. Inc 12pp 16681 072 24X 

F 1 C k e 90-000 . 62/ 1 S /22. 82 1 2220 443 


830112007B Generic Ltr 83-01 to power reactor licensees & applicants 
for OL re operator licensing eiam site visit Reiiuests 
schedule re eiam reguests expected for submittal prior to 
691231 for listed categories Sve list end 

EISENHUT.D 0 Division of Licensing 83/01/11 Consolldatsd 
Edison Co of New York. Inc llpp 16893 243 24X 

riche 50-000.93/01/11.8301120070 


DOCKET 90-339 NORTH ANNA POWER STATION. UNIT 2 


F Security, medical, emergency t. fire protection plans 


8212060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for OL 6 holders of CPs re 8uppl 1 to NUREO-0737. 
"Reyuiraments for Emergency Response Capability " 

NUREG-0737. SuppI 1 b SVC list end 

EISENHUT.D 0 Division of Licensing 82/12/17 Consolidated 
Edison Co of New York. Inc 77pp 16681 208 24X 

Fiche 50-000. 82/ 1 2 / 1 7 . 82 1 2060349 


8212220445 Generic Ltr 83-39 to all reactor licensees. CP holders 1. 
applicants for CPs re problems w/submittals of 10CFR73 21 
safeguards info fur licensing review Procedures re 
transmittal of Info outlined Sve list encl 

EISENHUT.D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York. Inc 13pp 16690 021 24X 

Fiche 50-009, 82/ 1 2 /22. 82 1 222044 5 


B301030237 Re<lUests extension to 830301 to complete required plant 
procedures for alternate safe shutdown capability per 
lOCFfiSO App R 

STEWART, 14 L Virg inia El ectri c & Power Co 82/12/30 DENTON. H R 
Office of Nuclear Reactor Regulation. Director CLARK, R A 
Operating Reactors Branch 3 Ip 16618 004 84X 

Fiche 50-338. 82/12/30,8301030237 


8301130196 Corrected request for extension to 830301 to complete 
required plant procedures for alternate safe shutdown 
capability per lOCFRSO.App R 

BTEWART. ML Virginia Electric 1< Power Co 83/12/30 DENTOW, H R 
Office of Nuclear Reactor Regulation. Director CLARK. R A 
Operating Reactors Branch 3 Spp 16794 073 24X 

Fiche 90-338.82/12/30,8301130196 


6301110604 Responds to NRC ltr re changes to security training 1. 
qual if lea tion plans Difference between response team leader 
& field team leader discussed 

BTEMART.W L Virginia Electric 6 Power Co 83/01/03 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 3pp 16740 324 
SAX Ficbe 90-000.83/01/03,8301110604 


0 Adjudicatory correspondence 


93010S0129 Memorandum k order denying Louisa County 821210 motions to 
stay proceedings on util license amend applications Waste 
confidence proceeding Incompletlon irrelevant A0LB has no 
jurisdiction to suspend OLs until such proceeding completed 
FERGVSaN.G A . KLINE. U R . WOLFE. S U Atomic Safety and Licensing 
Board Panel 83/01/03 Louisa County, VA 4pp 16664 OOl 2« 
Fiche 90-338, 83/0 1/03, 830105012? 


8301210026 Forwards Board of Supervisors of County of Louisa. 

VA contantions 

COLENAN. J H Reveridge. Fairbanks 6 Diamond COLEMAN. J M Louisa 
County, VA 83/01/17 Docketing tc Services Branch Ip 
16B7S 031 24X Fiche- 50-330, 03/01/1 7. 8301210026 


—8301210033 Contentions re proposed license amend to permit receipt & 
storage of SOD spent fuel assemblies from Surry 1 tc 2 in 
North Anna spent fuel pool Certificate of Sve oncl 
COLEMAN. J.N Louisa County. VA COLEMAN. J H Dover idgo. 
Fairbanks t< Diamond 83/01/17 Commissioners 59pp 

16875 032 2+X Flclie 90-330.83/01/17,8301210026 


8301310036 Forwards Board of Supervisors of County of Louisa. 

VA contentions 

COLEMAN. J M Beveridge, Fairbanks tc Diamond COLEMAN, 3 M Louisa 
County. VA 83/01/17 Docketing * Services Branch Ip. 

16876 319 24X Fiche 90-330,03/01/17,0301210036 


--93O18IOO30 Contentions re proposed license amend to expand spent fuel 
pool capacity Certificate of Sve end 

COLEMAN, J N Louisa County. VA COLEMAN. J M Beveridge. 
Fairbanks tc Diamond 63/01/17 Comcnis sloners 33pp 
16876 320 24X Fiche 90-338.03/01/17.8301210036 


S3D1210016 Hsvlsed content! ont. supersed ing contentions in 831022 
petition to Intervene Certificate of Bve encl 
DOUGHERTY. J S Concerned Cl ti tens of Louisa County. VA 
DOUGHERTY, J B Daugherty. J D 83/01/19 Commissioners 9pp 
16877 189. 24X Fiche 90-338,83/01/19,8301210016 
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B3013100S3 Rest bed content lonsi super sed ing contentions in 0S1O23 
petition to Intervene Certificate of Sve end 
DOUCHERTViJ B Concerned Citiiens of Louisa County< VA 
COUGH£RTViiJ B Dougherty^ J 0 33/01/19 Commissioners 7pp 

1*977 lAl 24X Flche 90-333,33/01/19.8301210033 


P Operating license stage documents 8< correspondence 


02120*338* Generic Utr 62-30 to all 1 1 c ensees , app I lean ts for OL I. 
holders of CPs re filings concerning 10CFR90 production t> 
'Utilltation facilities Current listing of branch assignments 
for nuclear reactor projects U sve list enc 1 

EtSElJHUTi D G Division of Licensing 82/12/23 Consolidated 
EdiCson Co of Meu York. Inc llpp 16368 001 24X 

Flche 50-000.33/12/28,8212060356 


0301040353 Informs that Tech Specs re NUR30-0737. I t ems It F 1 1. 

IIF I 3. IIF 1 4, II F 1 5. II F ! 6, II B 1 ill F2tuill be 
submitted by 830401 Tech Spec changes not required for Item 

tl 8 3 

STEMARTtW L Virginia Electric «< Poucr Co 82/12/23 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16642 0/0 
a4X Flche. SO- 000, 82/12/28, 3301040358 


03O1O34'I7B Application for amend to License NPF-7, Chang ing completion 
of Clcense Condition 2 c<21><e) re radioisotopic 4, chemical 
analysis of reactor coolant 1/ containment atmosphere samples 
hU 930401 

STEyARTiH L. Virginia Electric b Power Co 02/12/29 DENTON, H R 
Office of Nuclear fiaaetor Regulation, Director CLARK, fi A 
Operating Reactors Branch 3 2pp 16617 260 24X 

Flehe 50-339. 02/12/29,8301030173 


— S30I030192 Proposed Tech Specs re completion of License Condition 
2 c(21l(el re radioisotopic C, chemical analysis by no later 
than 330401 

a Viirglnld Electric Power Co 82/12/29 6pp 16617 282 24X 

Ftche 50-33 9, 62/ 12/29, 3301030170 


B301030099 Advises that Unit 2 License Condition 3 C(21)(e) St 
NLBt£G-0737< It em II B 3 commitment for Unit 1 satisfied 
Status of post-accident sampling sys provided 

STEWART.ML. Virginia Electric St Power Co 32/12/30 DENTON, H H 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Oparatlng Reactors Branch 3 Ip 16614 250 24X 

Fiche S0-33S. 32/12/30, 830103009 9 


630I0009S Application for amends to Licenses NPF-4 It NPF-7, inc roasing 
TICS temp average to 987 8 F 

STEWART, N L Virginia Electric St Power Co 02/12/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director CLARK, R A 
Operating Reactors Branch 3 4pp 16794 232 24X 

FfcAe 50-33Bt 82/12/30, 8301 130093 


— B3Q113D100 Rev 1 to “North Anna Units 1 St 2 937 3 F RCS NBS8 Safety 
EvaEuatton Summary " 

» Mestinghouse Electric Corp 82/10/31 lS3pp 16794 286 24X 

Flche 50-338,82/12/30,8301130098 


— 8301130104 "North Anna Units I St 2 587 3 F RC8 BStN Balance-of-Plant 
Safety Evaluation Summary " 

* Stone 0 Websten Inc 82/10/31 4Spp 16795 079 24X 

Fiche 50-336,32/12/30.8301130098 


B3Otl4DS04 Comments on monitoring of recurring transformer faults 
since 810703 failure Info re listed concerns requested 
CLARKiR A Operating Reactors Branch 3 83/01/07 STEWART, W L 

Virginia Electric St Power Co 4pp 16317 294 24X 

Flche 90-333.93/01/07,3301140904 


B3O12IO106 Forwards safety evaluation re NUREO-0737, I tern 11 D 3, "Post- 
Accident Sampling Sys," identifying areas requiring addl 
Info Addl info requested within 60 days 

VAASA, 8 A Operating Reactors Branch 1 03/Oi/ll STEWART, W L 
Virginia Electric & Power Co 92pp 16393 001 24X 

Fiehe-aO-OOO, 83/01/11, 0301210106 


BBOiSIOilh Forwards safety evaluation of util responses re adequacy of 
staitian electric distribution sys voltages Design acceptable 
•icept for starting voltage of some motor operated valves 
pcurered from ASO-volt motor control etrs 

CLARKiR A Operating Reactors Branch 3 83/01/11 STEWART, M L 

Virginia Etectrlc b Power Co 13pp 16093*022 24X 

Fiehe:S0-338r B3/0I/i 1, 03OI21OI 1 6 


0. Inepectlon reports, IE Bulletins 4: correspondence 


3301040232 Forwards IE Insp Repti S0-338/S2-34 b 30-339/82-34 on 
B21 006-1 109, No noncdmp 1 iance noted 

DAMCE.H 0 Division of Project «< Resident Programs, 02/11/23 
BTEWART, H L Virginia Electric it Power Co 2pp 16639 174 24X 

Fleha 00-338, 82/11/23,8301040232 


— 8301040241 IE Insp Repts 90 - 339 / 82-34 t, 50 - 339 / 02-34 on 321006-1105 No 
none nmp 1 lance noted Major areas inspected outage activities, 
surveillance J, meint ac li vi 1 1 es, ins trumen t callbr.LERs *< 
f el lowup on previous items 

SHVMLOCK, M B , JULIAN, C Division of Project 6 Resident Programs 
32/1 1/23 8pp 16639 176 24X Flche 90-330.02/11/23,3301040232 


8301040311 Summarues IE mg t meeting on 821129 in Atlanta.OA re util 
Invest i gation of series of main trans former f ai lures 
O'REILLY, J P Region 2, Office of Director 62/12/08 STEWART. H L 
Virginia Electric t< Power Co 3pp 16641 305 24X 

Flche 50-338,82/12/08,8301040311 


B301J00395 Responds to FOIA request for documents re VEPCO 
noncompliance Li/transpor ta t ion or packaging regulations, 
violation noted in EA-00-20 U routine or spot-check Insp h 
enforcement activities Documents available In PDA 
FELTON. J M Division of Rules and Records 02/(2/15 MILLAR, F 
environmental Policy Institute ip 16753 393 24X 

Flche 50-000,82/12/15,8301100393 


82O0J9O269 IE Info Notice 82-51, "Ovore xposures in PWR Cavities “ Sve 
list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York. Inc 

lllpp 16689 239 24X Fieho 50-000.32/12/21,8208190269 


3212060351 IE Info Notice 82-52, “Equipment Environ Qualif ication 
Testing Eiperience — Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " Sve list end 
JORDAN, E L Division of Engineering 6 Quality Assurance <Pre 
830103) 82/12/21 Consolidated Edison Co of New York, Inc 

llSpp 16631 080 24X Fiche 50-000,02/12/21.0212060351 


8212060350 IE Info Notice 02-53, “Main Transformer Failures at North 
Anna Nuclear Power Station " Sve list end 

JORDAN, E L Division of Engineering 4< Quality Assurance (Pre 
330103) 82/12/22 Consol idated Edison Co of New York, fne 

114pp 16790 017 24X Fiche 90-000,82/12/22,0212060390 


0301040640 Ack receipt of 821211 Itr informing NRC of steps token to 
correct violations noted In IE Insp Repts 50-330/82-31 h 
S0-339/B2-31 

DANCE, H C Division of Project 8, Resident Programs 62/12/23 
STEWART, k L Virginia Electric L Power Co Ip 16643 083 24X 

Flche 50-338,32/12/23,3301040643 


-—0301040657 Responds to NRC 821102 Itr re violations noted in IE Insp 
Repts 50-338/82-31 h 50-339/02-31 Corrective actions 
procedures in visible files updated by operations personnel 
to assure that current revs available 
STEWART, W L Virginia Electric h Power Co 02/ 12/ II 
O'REILLY, J P Region 2, Office of Director 2pp 16643 007 Div 
Fiche 50-333. 82/12/23, 6301040643 


— 0301040661 Forwards IE Insp Repts 50-333/32-31 * 90-339/82-31 on 
820906-1005 L notice of violation 

DANCE, H C Division of Project & Resident Programs 82/11/02 
LEASBURGi R N Virginia Elec trie 6 Power Co 2pp 16643 091 24X 

Fiche 90-333,82/12/23,3301040643 


—8301040673 Notice of violation from insp on 820906-1005 

« Division of Project t' Resident Programs 82/11/02 Ip 
16643 093 24X Fiche 30-333, 62/t2/23, 8301040643 


— 0301040630 IE Insp Repts 50-333/32-31 {. 50-339/82-31 on 020906-1005 
Noncompliance noted Operating Procedures 1 3,2 1,5 1, 10 2 & 

21 1 & Abnormal Procedure 3 not properly maintained Current 
copies not available In control room visible file 
SHYMLOCK, II B • JULIAN, C Division of Project (< Resident Programs 
82/11/01 8pp 16643 094 24X FI ehe 90-333, 02/12/23, 8301040643 


0203190275 IE Info Notice 82-54, "Westlngheuse NBFD Relay Failures In 
Reactor Protection Sys '' Sve list enc 1 

JORDAN, E L Division of Engineering t, Quality Assurance (Pro 
BSOlOSk 82/12/27 Consolidated Edison Co of New York, Inc 
llOpp 16962 139 24X Fieho 50-000,02/12/27.3208190275 


3301040386 Ack receipt of 820901, 1026 5 1214 1 trs Informing NRC of 
steps taken to correct violations noted In 1C Insp Repts 
50-338/02-29 (, 50-339/82-25 

O'REILLY. J P Region 2, Office of Director 02/12/27 STEWART.ML 
Virginia Electric t> Power Co Ip 16641 133 24X 

Flche 50-333,02/12/27,3301040386 


— 0301040396 Forwards supplemental response to NRC 820806 Itr re 
violations noted in IE Insp Repts 50-338/32-25 & 

5O-339/02-25 Corrective actions procedures w/volve line-up 

sheet (< sys sketch initiated 6 drawings annotated 

STEWART, M L Virginia Electric 4, Power Co 82/12/14 

O'REILLY, J P Region 2, Office of Director 4pn 16641 134 24X 

Flche 50-333,82/12/27,6301040336 
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— S3Di0‘l0404 Foruirds rvtponta to NRC r«qu*«t r» ImprovtmBnt of 
• f fBctlvinos* of mjt cootro] Conmitoicnt tracking «yi 

ci«l 1 1 bo imp lomontcd t>v ond of Firtt QudrtOI' 1763 & llcantlng 
coordinator ulll bo appointod bg B3010J 

LEASBURO, R H Virginia Eloctric tc Poivot Co, BS/10/26, 

□'RCILLY<J P. Rogian 3. Qfflco of Dfroctor Zpp 16&41 13B SdX 

Ficho 30-33B. BZ/lZ/ar- 8301040336 


— 8301040410 Rviponds to NRC 820806 1 tr r« violations notod in IE Insp 
Rapt* 50-338/02-35 A 50-339/83-25 Cnpracfciva actions 
□paratlons parionnal will te aurvayad to Idantlfy any othar 
(yi operationi uhare addl contrail u-ould be advisabji 
LEA 8 BURO 4 R H Virginia Elactric b Power Co 82/09/03 

O'REH-LV. J P, Region 2. Office of Director 4pp 16641 140 24X 

Fieha 50-330,82/13/27.8301040386 


— 8301040416 Forivardi IE Imp Repti 50-338/82-29 A 50-339/82-29 on 
820524-0609 & notice of violablon 

O'FErtLV.O P, Region 2. Office of Director 82/08/06 

LEABBUfiO, R H Vi rglnia El ec tr i t A Power Co 2pp 16641 144. 24X 

Flcbe 50-338, 82/13/27, 8301040386, 


—8301040423 Notice of violation froai imp on 820S24-0605 

a Region 2, Office of Director 82/08/06, ip. 16641 146 34X 

Ftche 50-338, 83/12/37, 830J040386 


—8301040427 IE Imp Repti 90-338/82-29 & 50-339/88-25 on 82052 4-0605 
Nonconpllan c e noted failure to provide urlttan procedural or 
valve line-up ihects for overpresiure protection syi 
JOHNSON, D F , SHYKLOCR.H 8 , JULIAN, C . 6 Dlvlfion of Project & 
Raildent Programi, 83/08/02 4pp 16641 147 34X 

FIche ’ 50-338, 83/13/37, 8301040^86. 


8208190373 IE Info Notice BS-SS, ''Seiemlc Due 1 if 1 cation of Wait inghouee 
AR Relay M/Latch Attacheients Uicd in Hettinghouid Solid 
State Protection Syi '• Svc llet encl. 

JORDAN, E L Slvltion of Engineering fa Quality Aiiurance (Prc 
8301031. 82/13/28 Coniolldated Edison Co of New Vorl, Inc 

107pp 16868 014 24X Pi cha. 90-000, 82/13/28, 8308190373 


8213060354 IE Info Notice 82-96, ^'Robertshau Tbernostat 1 c Flow Cionbrol 
Valves * Svc Jilt encl 

JORDAN/E L Division of Engineering fa Quality Assurance iPre 
8301031 82/13/30 Consolidated Edison Co of Neu York, Inc 

lllpp 16758-137 24X FIche 90-000,82/13/30, 8212060394 


8301350183 Provides supplemental response to IE Bulletin 81-01, Rev 1, 
''Surveillance of Mechanical Snubbers." Four mechanical 
snubbers initalJed on Ifnit 8 All snubbers tested 
sail sfac tor 1 1 y on 820706 

BTEUART.H L Virginia Electric & Power Co 83/01/03 a'REILLY,J,P 
Region 2, Office of Director Spp 16893:343 24X 

Ficho 90-339,83/01/03,8 301290 183. 


0301250120 Confirms 830113 onsite enforcement meeting u/utll to discuss 
821305 failure to reset automatic Initiation capability for 
engineered safeguards following 881809 trip fa lafety 
injection Agenda encl 

O'REILLY. J P. Region S. Office of Director 83/01/04. gTENART.N L 
Virginia Electric fa Power Co. Spp. 16696:129 34X 

FIche: 9Q-338, 83/01/04, 8301350130 


8301290206 Forwards IE Insp Repts 90-338/82-41 fa 90-339/82-41 on 
BZ1309-I0 No noncomp 1 lane t noted 

DANCEiH C, Division of Project fa Resident Programs. 83/01/04 
BTENART, M. L Virginia Electric fa Power Co Spp. 16896.867 Z4X 
Ficho. 90-338, 83/01/04, 8301390206 


—8301390314 IE Insp Repts 90-338/82-41 fa 90-339/82-41 on 831309-10. No 
noncompl lane I noted. Major areas Inspected : B31S09 generator 
stepup transformer failure 

RVFF, A B Division of Project fa Resident Programs. CONl-DNiT, E 
Diviiion af Engineering fa Technical Programs 83/13/23. 3pp 
{6896.869 34X FIche 90-338.83/01/04,0301290306 


R Periodic operating reports fa related correspondence 


0301270182 Farwardi Monthly Operating Repts for Nov 1903. 

STEWART, W.L Virginia Electric fa Power Co, 92/18/14 HALLER. N.M 
Office of Resource Management. Otrseter. Ip. 16934.322, S4X 
Fich* 50-333. 82/12/14.8301270102, 


-8301S70IBS Monthly Operating Repts for Nov 1932, 

SCHMI TENDOR F, 0 Virgin le Electric & Power Co. 82/12/01, 9pp 
16934' 333. 34 X FIche: 50-338. 82/12/ 14,8301870183. 


8 Reportable occurrences, LERs fa related correspondence 


8301170117 Forwards LEfi B2-083/03L-0 

CARTWRIGHT, H R Virginia Electric fa Power Co 03/Oi/OS 
O'REILLY, JP Region 8 . Office of Director ip 16911 254 24X 

FIche 50-339,83/01/05,8301170117 


— 8301170126 LER 82-0B3/O3L-O on 8312 1 3, emer g enc y diesel generator SJ 
removed from svc Caused by failure of 40X 
unescitation alarm relay coil Carbon deposits fa arcing 
damage of 40/76 relay contact prevented good contact 
CARTNRICHT, W R Virginia Electric fa Po'jier Co 03/Ol/OS Regies 
2 , Office of Director 2pp 16811 255 24X FIche 50-339. 

83/01/09,8301170117 


8301170162 Forwards updated LER ai-07l/03X-2 

CARTWRIGHr.W R Virginia Electric fa Power Co 83/01/03 
O'rEILLV, JP Region 2, Office of Director ip 16810 152 SAX 
Fiche SO-339. 03/01/03. 8301170162 


—8301170170 Updated LER 81-071/03X-2 on 81091 1. hydrau 1 ic snubber on 
main steam line discovered inoperable due to loss of oil 
from reservoir Caused by leek due to scored brass bushing on 
piston shaft Snubber purged fa refilled Reach rod retorqued 
CARTWRIGHT. M R Virg Inla Elec trie fa Power Co 83/01/05 Region 
2, Office of Director 3pp 16810 153 24X Fiche 50-339, 

83/01/05.8301170163 


8301200246 Forwards LEfi 02-O84/O3L-O 

CAfiTWRIGHT.N R Virginia Electric fa Power Co 03/01/11 
□ 'REILLY, J P Region 2, Office of Director tp 16865 085 SAX 
Fiche 90-339,83/01/11,8301300246 


—8301200258 LER S2-O04/O3L-O on 821216, dur 1 n g full power, input from 
range nuclear instrument N-42 to comparator drawer N-50 was 
in defeat Caused by failure to take N-42 out tff defeat after 
deviation alarm determination Operators to be relnstructed. 
CARTWRIGHT. W fi Virginia Electric fa Power Co 83/01/11 flaglen 
2, Office of Director Ip 16865 006 24X Ftche 50-339.83/01/11, 

8301200246 


8301200282 Forwards LER 02-O85/O3L-O 

CARTWRIGHT. W R Virginia Electric fa Power Co G3/0I/11 
O'REILLY. J P Region 2. Office of Director Ip 16865 113 24X 

Fiche, SO-339, 83/01/1 1,8301200283 


— 8301200293 LER B2-085/03L-0 on 821215, w/unl t at full power, emergency 
dleiel generator 2J removed from svc for 7 h to adjust 
voltage regulator response tine Caused by voltage ragulator 
drift Procedures ulll be revised 

CAFITMRtGHr, W R Virginia Electric fa Power Co 83/01/11 Region 
3, Office of Director Spp 16865 114 24X Fichs 50-339, 

83/01/11. 8301200282 


S30126042S Forwards LER 82-076/03L-0 

CABTVRIOHr, W fi Virginia Electric fa Power Co 83/01/17 
□ 'REILLY.J P Region 3, Office of Director Ip 16910 IDO 24X 
Fiche 90-339,03/01/17,8301260429 


— 8301260433 LER 82-076/03L-0 on 821225 fa 26. quadrant power tilt rstlB 
exceeded 1 02 fa on 821226 axial flux difference went autiide 
target band Cause not stated Power tilt ratio & flux 
differs ncs brought within Tech Spec limits 

CARTHRIOHT, H fi Virginia Electric fa Power Co 03/01/17 RegJos 
2, Office of Director 2pp 16910 101 24X Fiche 50-339, 

&3/01 /17, 8301260429 


8301260464 Forwards LER 82-086/03L-0 

CARTWRIGHT, W R. Virginia Electric fa Power Co. B3/01/17 
O'REILLY, JP Region 2, Office of Director Ip, 16911 322 24X 

Fiche 90-339,03/01/17,0301260464. 


— 8301260472 LER 02-096/03L-0 on 821221 , outs 1 de fa inside containment 
isolation valves in steam generator wet layup «ys found 
open, unlocked fa unattended Caused by procedural Inadequacy 
Valves lacked fa containment integrity checklist revised 
CARTWRIGHT, W fi Virginia Electric fa Power Co 83/01/17 Region 
2, Office of Director Spp 16911.323 24X Ftche SO-339, 

03/01/17,8301260464 


V. Operator Examinations 


8301040103 Informs that written fa oral operator & senior operator 
licensing exams scheduled for wk of 830321 List of facility 
ref matl needad for preparation of exam end 

DANCE.H C Division of Project fa Resident Programs 02/12/20 
STEWART, W L Virginia Electric & Power Co 4pp 16632,351 24X 

Fichs 30-333.82/12/20,0301040103 
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S?t3220443 Oen»rle Ltr B2-3B to ^11 pouer reactor 1 lcensees< app 1 icants 
far QUi N5S i. reactor vendors & AEs re meeting to discuss 
racent daveiopments for licensing exams Advises that meeting 
w(ll be held on 630211 re operator licensing Svc list end 
E ISEriHUTi D <3 Division of Licensing 62/12/22 Consolidated 
Edison Co of NiU York. Inc ISpp 16681 072 24X 

Ptcbo 90-000. 82/12/22> 8213220443 


S30112007S Oenerlc Ltr 03-01 to power reactor licensees ti applicants 
for OL re operator licensing exam site visit Requests 
schsdttle ra exam requests expected for submittal prior to 
SSI23I for listed categories Svc list end 

EISEUKUr.DO Division of Licensing 63/01/11 Consolidated 
Edtaon Go of New York. Inc llpp 16893 243 24X 

l^iche 90-000.63/01/11.6301120076 


DOCKEr SO-341 ENRICO FERKt ATOMIC POMER PLANT. UNIT 2 


A Appl ication/construc tion stage documents t. correspondence 


OSOIOAOOO? Approves 821207 proposed design verification program Draft 
t tr to util end 

EISENHUr, 0 0 Division of Licensing 62/12/27 TAUOER. H Detroit 
Edison Co Spp 1669S 224 24X PI Che 90-341.62/12/27.6301040009 


62120603S6 Generic Ltr 82-30 to all 1 ic onsees . app 1 Icants for OL b 
bolders of CPs re filings concerning 10CFR90 production b 
wtililatiDn^faci titles Current listing of branch assignments 
for nuclear reactor projects b svc list end 

ElSENMUr. D 0 Division of Licensing 82/12/26 Consolidated 
Edison Co of New York. Inc llpp 16866 001 24X 

Flchc 90-000.62/12/26. 821 2060396 


6301110985 Advises that listed QA documents will be furnished to public 
unless documents proprietary or util provides valid reasons 
far ulthholding documents 

SPESSARDi R L Division of Project b Resident Programs 83/01/04 
WELLS. 0 A Detroit Edison Co ip 16747 ISl 24X 
Fichc 90-341.63/01/04.8301110269 


6301210094 Confirms that util has authorlzod Cygna to conduct 
Independent Design Verification Program. in response to NRC 
021029 ltr 

TAVJiER.H Detroit Edison Co 83/01/16 YQUNOSLaOO. B J Licensing 
Branch 1 tp 16872 003 24X Flche 30-341.63/01/10.6301210094 


6301290693 duirmary of 621217 meeting ti/OE b Mark I Owners Oroup in 
BlIhesda.MD re suppression pool local to bulk temp 
difference analysis & single vent lateral chugging load 
SIEGEL, a Operating Reactors Branch 2 63/01/16 Operating 

Reactore Branch 2 59pp 16907 229 24X Flche- 30-000.63/01/16. 

030)230693 


F accurlty. medical, emergency b fire protection plant 


8212060349 Generic Ltr 62-33 to all licensees of oporating reactors, 
applicants for OL b holders of CPs re Suppl 1 to NUREO-0737. 
"’jtsqviTemints for Emergency Response Capability " 

HMEO-0737. Suppl I b svc list end 

EISENHUT.D 0 Division of Licensing 62/12/17 Consolidated 
Edison Co of New York. Inc 77pp 16681 206 24X 

FI chi. 30-000. 82/12/17.8218060349 


6212320449 Generic l-tr 62-39 to all reactor licensees. CP holders b 
ippl icants for CPs re problems u/submlttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transEnilttal of info outlined Svc list end 

EIEENHVT. D 0 Division of Licensing 62/12/22 Contolidated 
Edison Co of New York. Inc 13pp 16690 021 a4X 
F I c A e . 90- 000. 62/ 1 2/22. 621 222044 3 


6301180107 Requests that small-scale emorgoncy preparedness exercise 
scAedulsd fop 630426-27 be rescheduled to 631004-05 Also 
requests exemption from requirements of lOCFRSO 12. App 
E b pcrmisflon to conduct small-scale exercise 

CAVBEft.K Detroit Edison Co 63/01/07 YOUNOBLOOD. B J Licensing 
Brdnch I. 6pp 16632 247 24X Flche- 30-341.63/01/07. 6301160107 


8301218206 Submits revised Section D to Rsv S of Fermi 2 Radiological 
Emirgency Responss Plan. "Fiftesn-Mlnute Capability to 
Inform State b Local Authorities of Emergency 
Classif leation " 

TAUBER. Detroit Edison Co 63/01/11 YOUNOBLOOD. B. U Liconsing 
Branch 1 2pp 16674 100 24X Flche 50-341.63/01/11.6301210206 


S30126O1B3 Advises thet Radiological Emergency Response Plan Table 
D-l. "Emergency Action Levels. '* will be revised for 
canslstincy u/Emergsney Plan Implementing Procedure EP-101 
TAUBER. H Detroit Edison Co 63/01/11 YDUNOBLOOD, B. U Licensing 
Branch I 2p p 16912.313 24X Flche- 50-341,63/01/11. 6301260163 


0 Adjudicatory correspondence 


8301060153 Memorandum b Order ALAB-709. withdrawing A8LAB 621112 order 
to show cause b reinstating Cltiiens for Energy b Environ 
appeal from AELB 621029 dec itlen. Appeal may be taken on 
litigated issues even If no proposed findings filed 
SHOEMAKER. C J. Atomic Safety and Licensing Appeal Panel 63/01/04 
12pp 16670 302 24 X Flche 90-341,03/01/04.6301060153 


6301 140029 Forwards Honroe County. HI 820627 petition to intervene 
alleging defects In County Emergency Response Plan ASLB 
denied request on 82102? & dec! lion affirmid by ABLAB NRC b 
FEKA must cooperate to investigate County allegations 
MOODHEAO. C P Hearing Branch 1 63/01/18 ANTHONY.R J Federal 

Emergency Management Agency Ip 16609 076 24X 

Flche 90-341,63/01/12,6301140029 


0 Inspection reports. IE Bulletins b correspondence 


6301100090 Responds to FOIA request for 12 categories of documents re 
facilities Repts re MARCH code may be purchased from NTIS 
Forwards documents listed In App A Search for Itemi 3, 6. 7, 9, 

11 b 12 Identified in request continuing 

FELTON, U M Division of Ruiss and Rscords 62/12/07 HIATT. S L 
Ohio Citliens for Retponslbls Energy. Spp. 16754 003 24X 

Flche 30-000. 08/12/07,6301100050 


—6301100212 Advises that end IE Bulletin 76-03. "Potential Explosive 
Oat Mixture Ac cumu lotions Asioclatsd U/BWR Offgas Sys 
Operations, hat besn sent to listed licensee for action/ 

Info 

PAPPAS, H Region 3. Chicago, Of flea of the Director 76/02/10 
Division of Reactor Construction Inspection 3pp 16734 167 24X 

Flche 30-000. 62/ 1 2 /07, 6301 1 00050 


—8301100235 Forwards IE Bulletin 76-03. "Potential Explosive Oas Mixture 
Accumulations Associated! U/BUR Offgas Bys Operations " 

No written response required U/e end 

KEPPLER, JO. Region 3. Chicago, Office of the Director 76/02/10 
HIHES.E Detroit Edison Co Ip 167S4d?6 24X 

Piehe 30'000.s2/12/07. 830 1 1 00030 


6208190269 IE Info Notice 62-51. "Over exposures In PWR Cavities " Svc 
lift end 

DEYOUNO. R C Director's Office. Office of Inspection and 

Enforcement 62/12/21 Consolidated Edison Co of Naw York. Inc 

lllpp 1666? 23? 24X FI cho. 50-000, 62/12/21, 6206190269 


B21 2060331 IE Info Notice 82-S3i "Equipment Environ Ouallflcatl on 
Testing Experience - Updating of Teat Bummaritt Prtvlously 
Published in IE Info Notice 61-29 ” Svc list end 
JORDAN. E L Dlviilon of Engineering b Quality Atturanca (Pra 
830103) 82/12/21 Consolidated Edison Go, of New York. Inc. 

1 1 Spp 16681 066 24X FI che- 90-000, 62/12/21. B212060391 


8212060390 IE Info Notice 62-93. "Main Tram former Failures at North 
Anna Nuclear Power Station " Svc list end. 

JORDAN. E L Division of Engineering b Quality Assurance <Pre 
630103) 02/12/22 Consolidated Edison Co of New York. Inc 

tl4pp I67SB 017 24X Flche; 50-000, 62/12/22.6212060350, 


8200190275 IE Info Notice 82-54, "Me stlnghoos • NBFD Relay Failures in 
Reactor Protection 6u« " &vc list end 

JORDAN. E L. Division of Englnaerlng b Quality Assurance (Pre 
630103 ) 82/12/27 Consolidated Edison Co of New York. Inc 

llOpp 16962 139 34X Flche. 50-000, 62/12/27,8206190279 


6206190873 IE Info Notlc* 62-55, “Seismic Qualification of Uestinghouse 
AR Ralay U/Lotch Attachments Used In Uestinghouse Solid 
State Protaetton Bys “ 6vc list end. 

JORDAN. E L Division of Englntertng b Quality Assurance (Pre 
830103), 62/12/26, Consolidated Edison Co. of New York. Inc 

tOVpp 16668 • 01 4 24X Fi che. 50-000, 62/12/36. 6206190279 


82120603S4 IE Info Notice 62-56, "Rohertshaw Thermostatic Flow Control 
Ualves. " Svc list end. 

JORDAN. £.L. Division of Englnetring b Quality Assuranca (Pra 
830103) 82/12/30 Consol Idatod Edison Co. of New York, Inc 

lllpp. 1 6736 • 137 S4X F Uhl. 30-000, 02/12/30, 6212060354. 


6 Raportabla occurronces. LERs b related correspondence 


6301260249 Final deflcioncy ropt re Incorrect routing of tubing within 
instrument rack Initially rsported on B20401 Davlatlon 
dlaposttlon request written b tubing raroutod 

UELLS.O A Detroit Edison Co 62/12/23 KEPPLER, JO Regions. 
Office of Director 2pp 16961 260 24X Flche 50-341.62/18/23. 

6301260245. 
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DOCKETED ITEMS 


03OiaeO245 Fina 1 doncientij rcpt re incorrect routing at tubing within 
instrument rack Initiallg repcrted on 6S0401 Daviatloix 
disposition request written L tubing rerouted 

WE1.LS. D A Detroit Edison Co 62/ 12/23 KEPPLERi J 0 rteglon 3i 
Office of Director Spp 16961 2i0 24X Flche 30-341.93/12/23, 

6301260245 


83012S0056 Interim Deficiencg Rept 63 re potential problem u/portlon of 
standbg liguid control sgs being over pressurl ted Initialig 
reported on 621206 Investigation continuing to determine 
sttent or damage It corrective action Next rept bg 830505 
UELLS, D A Detroit Edison Co 83/01/05 KEPPLER, J 0 Region 3, 
Office of Director 2pp 16959 16? 24X Plche 50-341.63/01/05. 

8301260066 


— 8301070225 IE Insp Rept 50-344/82-34 on 021108-1203 No noncotipHene 
noted Major areas inspected secur i tg, emergency preparedness, 
organl letion, revieu t< aud 1 1, f ol louiup on UERs, main!;, p 1 ant 
operations & surveillance testing 

MAUMROSi M H , DODDS, R T Division of Resident, Reactor Project % 
Engineering Programs 02/12/21 7pp 16606 214 34X 

Flche 50-344,02/12/23,8301070220 


8301170130 Poruards revised Security Plan Rev withhold 
(ref 10CPR73 21 ) 

WITHERS, D D Portland General Electric Co S3/0i/t0 Office of 
Nuclear Reactor Regulation, Director Ip 16812 056 24X 

Flche 50-344,03/01/10,0301170130 


0301280242 Interim deficiency rept re overpre ssur 1 1 1 ng primarg 
containment pipe penetration bellows Initiallg reported on 
621213 Revieu of nfg documentation (tube turns) revealed 
test pressure should not exceed 35 psig Next rept bg 830512 
HELLS.D A Detroit Edison Co 83/01/12 KEPPLER.J 0 Region 3. 
Office or Director 2pp 16961 258 24X Fiche 50-341.03/01/12, 

8301280242 


0301280302 Interim deficiencg rept re potential problem of supporting 
equipment from block walls Initiallg reported on 021213 
Vendor plans to conduct analysis of all equipment currentlg 
attached to wall Next rept will be provided bg 630512 
UELLSiOA Detroit Edison Co 03/01/12 KEPPLER.JO Region 3. 
Office of Director 2pp 16954 263 24X Fiche 50-341,03/01/12, 

8301260302 


8301310286 Forwards IE Insp Rept 50-344/02-35 on 821116-19 No 
non comp 1 lance noted 

SPENCER, 0 S Division of Radiological Safety & Safeguards Program 
63/01/11 WITHERS, D Portland Oonerat Electric Co 2pp 
16969 lOS 24X Flche 50-344,83/01/11,0301310206 


— 0301310293 IE Insp Rept 50-344/08-35 on 881116-19 No non-compliance 
noted Major areas inspected Emergencg Plan exercise 4, 
associated critlquoo 

FISH, R F , WILLETT, D , SPENCER, 0 0 Division of Radiological 
Safetg D Safeguards Program 83/01/10 6pp 16969 t07 24X 

Fiche 50-344,03/01/11,8301310286 


J Insurance it Indemnltg information 


0301280207 PND- 1 1 1-G3-0O9 on 830121, contractor einplogee found 
suspicious item taped to pipe in relag room in reactor bldg 
HI State Police bomb team removed device No explosive matl 
associated u/devire 

MADEDAi T , CREED, J Region 3, Office of Director 03/01/21 ip 
16962 001 24X Fiche 50-341,03/01/21,0301280207 


D301270446 Forwards Certificate H-S7, forming part of Hasten Polkey i 
Issued bg HAELW t. Certificate N-57, forming part of Master 
Polieg 1 issued by NELIA Endorsements 1-3 & 1-3 6 to 

Certificates M-S7 I, N-57, respec t ivoly , enc 1 

JOHANSEN, E Portland Oeneral Electric Co 33/01/14 8ALr?MAJ'l, J 
Office of State Programs, Director 22pp 16935 330 3fX 
Flche 50-344,83/01/14,8301270446 


V Operator Exaninations 


G212220443 Generic Ltr 02-39 to all power reactor 1 icensees. app li cants 
for OL.IISS It reactor vendors t, AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 630211 re operator licensing Sve list end 
EISENHUT, D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, tnc 12pp 166SI 072 24X 

Flche 50-000,02/12/22,5212220443 


8301120070 Generic Ltr 83-01 to power reactor licensees Sc applicents 
for DL re operator licensing eiam site visit Requests 
schedule re exam requests expected for submittal prior to 
851231 tor listed categories Sve list end 

EISEKKUr.D 0 Division of Licensing 83/01/U. Consolidated 
Edison Co of New York, Ine llpp 16893 243 24X 

Fiche 50-000,03/01/11,8301120078 


DOCKET 30-344 THDJAN NUCLEAR PLANT 


F Security, medical, emergency & firo protection plans 


0301180177 Advises that order for 14 addl self-contained breathing 
apparatl has been placed & 12 units will be delivered 
iffsiediately, per IE 620928-1001 insp Units will adequately 
assure fire protection compliance 

OROEHL. D J Portland Oeneral Electric Co 82/12/13 ENGELKEN. R H 
Region 5, Office of Director Ip 16031 282 24X 

Fiche 50-344,02/12/13,8301180177 


8301870323 Forwards Endorsements 49 *< 57 to MAELU Policy HF-06 it NELIl 
Policy NF-22S, respectively 

JOHANSEN, E Portland Oeneral Electric Co 93/01/10 SALT2MAN, J 
Assistant Director for State t. Licensee Relations 3pp 16932 185 
24X Fiche 50-344,83/01/18,0301270323 


P Operating license stage documents t, correspondence 


8301850376 Forwards State of OR Dept of Environ Quality permit action 
ltr modifying NPDES reporting requirements for occurrences 
from within 24 h to monthly 

WITHER8,B D Portland General Electric Co 82/12/15 ENOELKEM.fl H 
Region 5. Office of Director 2pp 16903 2S7 a4X 
Fiche 50-344,82/18/15,8301250376 


8301260073 Requests roimborsements for extraordinary expenses Incurred 
as result of specific IAEA requests to make addl 
measurements of facility fuel assemblies Addl concerns re 
new ti spent fuel measurements it permit end 

WITHERS, B D Portland Oeneral Electric Co 02/12/23 EJSENHUT.D 0 
Division of Licensing 6pp. 16912 323 24X Flche 50-344.02/12/23. 

8301260073 


821206D3S6 Oeneric Ltr 02-30 to all 1 ic ensaes . app 1 icants for OU it 
holders of CPs re filings concerning I0CFR50 production Si 
utilliation facilities Current listing of branch assignments 
for nuclear reactor projects & sve list end 

EISENHUT, D 0 Division of Licensing 82/12/20. Consolidated 
Edison Co of New York, Inc Upp 16868 001 24X 

Flche 50-000,02/12/29,8218060386 


0212060349 Osnenc Ltr 82-33 to a 11 licensees of operating reactori 
applicants for OL U holders of CPs re Suppl 1 to NOREO-0737, 
“Requirements for Emergency Response Capability " 

NUREG-0737, Suppl 1 4 sve list end 

EISENHUT, 0 0 Division of Licensing 62/18/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 208 
Flche 50-000,82/12/17,8212060349 


24X 


8301040551 Requests addl 2 wks to determine proprietary portions of 
technical evaluation rep t, rec ei ved 821223 Conclusions 4 
schedule for submittal of specific rationale & justification 
for conclusions will be submitted by 030114 

WITHERS, 0 D, Portland General Electric Co B2/12/30 CLARK. R A 
Operating Reactors Branch 3, ip I664S 347 24X 

Flche 50-344. 02/12/30, 0301040551. 


021222O44S Generic Ltr 62-39 to a 1 1 reactor licensees, CP holders 
applicants for CPs re problems w/submlttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Sve list end 

..“‘''i**?" J' Sa-'12/82 Ceneolidate 

Edison Co of New York, Inc 13pp 16690 021 24X 

Fiche 50-000,02/12/22,8212220445 


8301180398 Advises of intent to comment on 021809 draft value impact 
analysis of potential steam generator related generic 
requirements (Generic Ltr 02-32) within 60 days of date of 
NRC Itp 

WITHERS.!! D Portland Oeneral Electric Co 63/01/12 EtBENHUT.D 0 
Division of Licensing Ip 16824 154 24X Flche 50-344,83/01/12, 

8301180390 


9301070220 Forwards IE Insp Rept 50-344/08-34 an 821106-1203 No 
noneonpllancB noted 

STEfiflBBRO, D M Division of Resident, Reactor Project l< Enolneen 
WITHERS, B.D Portland O.n ere I El ec tr Ic Co 
3pp 16686 212 24X Flche 50-344,82/12/23,5301070220 


03O110O1S6 Informs that util has no basis to judge whethi 
Evaluation Rept attached to NRC SER received on 021223 
contains proprietary info Only contractors can maks sui 
dsterml nations 

WITHERS, B D Portland Oeneral Electric Co S3/01/14 
Operating Reactors Branch 3 2 pp 16031 340. 24X 

Flche 50-344,83/01/14,8301100156 


Technical 

CLARK. H A 


DOCKETED ITEMS 
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6301-350394 Forward* responses to info requested at 020929-30 meeting 
u/fjnC re resDiutlon of (.ER 79-13 concerning masonry wall 
criteria Response to Info Request 6 submitted on 821222 
"Feasibility Study of Test Program to Verify " end 
BflOEHLiBd Portland General Electric Co 03/01/20 CLARK, R A 
Operating Reactors Branch 3 34pp 16904 12? 24X 

Ft Che 30-344,83/01/20,0301250384 


—8301250623 "Feasibility Study of Test Program to Verify Seismic 
Performance of Masonry Ualls at Trojan Nuclear Plant *' 

9RE5LER, B Miss, Janney, Elstner & Associates, Inc 82/12/06 
lOpp 16904 302 24X Fiche 30-344,03/01/20,0301250304 


6301310006 Forwards response to NRC 021217 SER re environ qualification 
of safety-related equipment Continued safe operation 
reaffirmed & discrepancies noted in Oection 3 of Technical 
Evaluation Rept resolved 

GRDEHL, 0 J Portland General Electric Co 03/01/21 CLARK, R A 
Operating Reactors Branch 3 7pp 16965 300 24X 

Fictie 30-344. 03/01/21,8301310086 


G inspection reports, IE Bulletins t, correspondence 


6301100177 Advises that order for 14 addl self-contained breathing 
apparatl has been placed U 12 units will be delivered 
irned lately, p er IE 020920-1001 Insp Units will adequately 
assure fire protection compliance 

SAOEHL, J> J Portland General Electric Co 02/12/13 ENGELKEN, f) M 
Region 9, Office of Director Ip 16031 282 24X 

Ftehe 50-344, 02/12/13,0301180177 


6301030228 Forwards IE Insp Rept 50-344/02-32 on 821115-19 No 
rtonconpl iance noted 

QTERNdERO, D M Division of Resident, Reactor Project & Engineering 
Programs 82/12/13 UlTHERS, D 0 Portland General Electric Co 
Spp 16617 213 24X Fiche 50-344, 02/12/15, 0301030228 


— 6301030234 IE Insp Rept 50-344/82-32 on 021115—19 No noncomp 1 lanco 
noted Major areas inspected surveillance & calibr programs, 
followups on previous insp f i nd mgs, bul le tins (< circulars & 
independent insp 

UILLETT, 0 J , DODOS, R T Division of Resident, Reactor Project b 
Engineering Programs 02/12/14 4pp 16617 215 24X 

Fiche 50-344,02/12/15,8301030228 


620319026? IE Info Notice B2-S1, “Over c xposur es In PMR Cavities " Sve 

lilt en< I 

OEVOUMOiR C Director's Office, Office of Inspection and 

Cnforconent 02/12/21 Consolidated Edison Co of New Vork, Inc 

MIpp 16609 239 24X Fiche 50-000, 82/12/21, 0200190269 


6212060351 IE fnfo Notice 02-52, "Equipment Environ Qualification 
Testing Eiperlenee - Updating of Test Oummarles Previously 
Pvblislied In IE Info Notice 81-29 '' Sve list end 
ODRDAN.E L Division of Engineering & Duality Assurance <Pre 
830103) 82/12/21 Consolidated Edison Co of New York, Inc 

ilSpp 16601 000 24X Fiche 50-000,82/12/21,8212060351 


6212060350 IE Info Notice 82-53, "Main Transformer Failures at North 
Anna Nuclear Power Station " 0vc list end 

JORDAN. E L Division of Engineering t Quality Assurance IPre 
8301031 82/12/22 Consolidated Edison Co of Now York, Inc 

l(4pp 16750 017 24X Fiche 50-000,02/12/22,0212060350 


6301070220 Forwards IE Insp Rept 50-344/82-34 on 021100-1203 No 
nencdnp 1 lance noted 

STERNHEROrD M Division of Resident, Reactor Project ti Engineering 
Programs 02/12/23 MITHERB, D D Portland General Electric Co 
Spg 16606 212 24X Fiche 50-344,02/12/23,0301070220 


— 6301070229 IE Insp Rept 50-344/82-34 on 021100-1203 No noncompl lanco 
noted Major areas inspected securi ty, emer gency preparedness, 
organiiatlon, review U audit, followup on LERs, malnt, p lant 
operations 6 surveillance testing 

HALHfiOSiM H < DODDS, R T Division of Resident, Reactor Project h 
Engineering Programs 02/12/21 7pp 16606 214 24X 

flehe; 50-344, 02/12/23, 8301070220 


6209190875 IE Info Notice 82-54, "Westinghouse NBFD Relay Falluroe in 
Reactor Protection Sys " Sve list end 

'JORCAtl, E L Division of Engineering U Quality Assurance (Pre 
630103) 08/18/27 Consolidated Edison Co of New York, Inc 

110pp. 16968 139. 24X Fiche 50-000.02/12/27,8208190275 


6209190873 IE Info Notice 82-55, ''Seismic Qua 1 1 f icatlon of Westinghouse 
AR Relay H/Lateh Attachments Used In Westinghouse Solid 
State Protection 8y* " Sve list end 

-JORDAN, E L Division of Engineering & Quality Assurance (Pre 
630103), 82/12/26 Consolidated Edison Co of Now York, Inc 

I09pp 16860 014 24X Fiche 80-000,02/12/28,0208190273 


0301040769 Forwards SALP rept for Uul 1981-Aug 1902, list of 
attendees at 821130 meet 1 ng, 821 122 Itr transmitting rept t, 

021208 Itr from otll re reasons for early termination of 
last operating cycle 

ENGELKEN, R H Region 5, Office of Director 02/12/28 WITHERS. B D 
Portland General Electric Co 3pp 16645 215 24X 

Fiche 90-344,82/12/20,8301040769 


—0301040774 SALP rept for Jul 1901-Aug 1982 

» Region 5, Office of Director 82/10/1? 35pp 16645 218 24X 

Fiche 50-344.82/12/28,0301040769 


— 0301040706 Confirms 82U30 meeting to discuss SALP rept for Jul 1901- 
Aug 1982 In Region 5 ofc W/o rept 

CREWS, J L Division of Resident, Reactor Project i Englnoering 
Programs 82/11/22 WITHERSiB D Portland General Electric Cci 
ip 16645 253 24X Fiche 50-344,02/12/28,0301040769 


--8301040795 Submits review of SALP rept re reasons for early termination 
of operating cycle, known fuel failures it optimum 
hydroelectric conditions 

WITHERS, B D Portland General Electric Co 02/12/06 

ENSELKENiR H Region 9, Office of Director Ip 16645254 24X 

Fiche 50-344,02/12/28,0301040769 


0212060354 IE Info Notice 02-56, “fiobertshau Thermostatic Flow Control 
Valves " Sve list end 

JORDAN, E L Division of Engineering t< Quality Assurance (Pro 
830103) S2/ 12/30 Consolidated Edison Co of New York, Inc 

lltpp 16753 137 24X Fiche 50-000,02/12/30,8212060354 


0301100301 Supp Is 820412 response to IE Dulletin 79-14, "Seismic 
Analysis of Saf ety-Re latad Piping Bys " Analyses completed 
b required mods performed u/eiception of relief valves which 
will be followed under NUnEG-0737 U 10CFR80 44 

WITHERS, B D Portland General Electric Co 02/12/30 ENGELKEN, R H 
Region 5. Office of Director 2pp 16702 012 24X 

Flcho 50-344, 02/12/30,0301100301 


0301310260 Forwards IE Insp Rept 50-344/02-33 on 021129-1203 Mo 
noncontp 1 lance noted 

BOOK, H E Division of Radiological Safety & Safeguards Program 
03/01/11 WITHERS, S D Portland General Electric Co 2pp 
16970 169 24X Fiche 50-344,03/01/11,0301310260 


— 0301310276 IE Insp Rept 50-344/82-33 on 821129-1203 No noncomp 1 lanc e 
noted Major areas inspected liquid monitoring sys, 
radioactive llqui-d effluent rel eases, tee t ing of air cleaning 
sys ti calibr A malnt of meteorological sys 

C1LLI8, M , WENSLAWSKIiF A , BOOK, H E Division of Radiological 
Safety (, Safeguards Program 83/01/11 16pp 16970 171 S4X 
Fiche 50-344,03/01/11,0301310268 


8301310206 Forwards IE Insp Rept 50-344/02-35 on 821116-19 No 
noncomp 1 1 ance noted 

BPGNCER, 0 8 Division of Rediological Safety it Safeguards Program 
03/01/11 WITHERS, 0 Portland General Electric Co 2pp 
1696? IDS 24X Flcho 50-344,63/01/11,8301310286 


— 8301310293 IE Insp Rept 50-344/02-35 on 021116-1? No noncompl lance 
noted Major areas inspected Emergency Plan eierctse 8, 
associated critiques 

FISH.R F , WILLETT, D , 8PENCER,G 6 Division of Radiological 
Safety U Safeguards Program 03/01/10 6pp 1696? 107 24X 

Fiche 50-344,83/01/11.0301310206 


R Periodic operating reports b related correspondence 


0301870033 Forwards Monthly Operating Rept for Nov 1902 

YUNDTfC P Portland Oeneral Electric Co 02/12/09 Office of 
Resource Nana goment, Director Ip 16934 248 S4X 
Fiche 50-344,02/12/09,0301270033 


— 0301270035 Monthly Operating Rept for Nov 1982 

NICHOLSON,!) □ Portland Oeneral Electric Co 02/12/06 9pp 
16934 249 24X Fiche 50-344,02/12/09,0301270033 


S Reportable occurrences, LERs t< related correspondence 


0301170496 PNQ-V-SS-OOl in Sept 1902. during review of masonry walls, 
knock out panel identified in north wall of reactor control 
room Wall eipocted to be corrected by drilling from roof 
through plate Into wall 

DODOS, R T Region 5, Qffico of Director 03/01/07 ip I6B14-345 
84X Fiche 50-344,03/01/07,0301170496 
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0301330593 HO o ti 03QlOii di a c overed that aa-buijt condition of north 
control if auilllari; bldg ualls not In conformance u/detailed 
design draiulngs Kod • planned to restore previously utitlied 
shear transfer fnechanisros L capacities 

VUHDTaC P Portland Oaneral Electric Co B3/01/07 ENOELKEN. R H 
Reg ian 5# Office of Director Ip i 6905 115 24X 

Flche 50-344r B3/01/07, 0301350573 


V Operator Eianlnationa 


0P12&20443 Q-tnerlc Ltr 02-30 to all pouer reactor 1 icensees. app 1 J t ants 
for OLoNSS t) reactor vendors b AEs re meeting to discuss 
recent developments for licensing exans Advises that meeting 
uiiil be held on 630211 re operator licensing Svc list end 
ElSEIlHUTj D 0 Division of Licensing 02/12/22 Consolidated 

Edison Co of Heu Vorti Inc 12pp 16661 072 24X 

Flche 30-000102/12/22,0212220443 


6301120070 Generic Ltr 83-01 to pouer reactor licensees 6 applicants 
for OL re operator licensing eiam site visit Requests 
schedule re exam requests eipected for submittal prior to 
051231 for listed categories Svc list end 

ElSEMHUTi D O Division of Licensing 63/01/11 Consolidated 

Edison Co of Neu /ork, Inc Upp 16093 243 24X 

Flche 50-OGO, B3/D1/I1. 8301120376 


DQCKEr 30-346 DAVJS-BESSE NUCLEAR POMES BTATIOW, UNIT 1 


F Securitga medical, emergency & fire protection plans 


6212060349 Canerlc Ltr 82-33 to all licensees of operating reactors, 
applicants fer DL l< holders of CPs re Suppl 1 to NURES-0737, 
"Sequirements for Emergency Response Capability " 

MURE0-D737i Suppl 1 b svc list end 

CtSEh'Hlir, D.O Division of Licensing 02/12/17 Consolidated 
Edison Co of New Vork, Inc 77pp 16681 208 24X 

Flche 50-000, 02/12/17, 8212060349 


8212220445 Generic Ltr 02-3? to all reactor licensees, CP holdors b 
applicants for CPs re problems u/suhmittals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Svc list encl 

ElSENHlfr.D 0 Division of Licensing 02/12/22 Consolidated 
Edison Co of New York, Inc l^PP 16690 021 24X 

Flche 50-000.62/12/22,0212220445 


6301070620 Releases public version of emergency plan implementing 
procedure 

FELTON, J if Division of Rules and Records 63/01/03 Document 
Hanagomsnt Branch Ip 16740 306 24X Flche 50-346,03/01/03. 

8301070620 


— 8301070621 Forwards public version of Emergency Plan Implementing 
Procedure AD 1850.06, "Radi a t ion, Con tomlna t Ion b Airborne 
Monitoring During Emergancles at Davls-Besse Administration 
Bldg <■ 

• ToJado Edison Co B2/I2/1S NRC - No Detailed AfPlllation 
Oiven 3pp 16740 307 24X FI che 50-346, 83/01 /03, 0301070620. 


-0301070623 Public version of Emergency Plan Implementing Procedure 
AD 1850 06 , ’'Radiation, Contaminatl on b Airborne 
Radi oac tl vi ty Monitoring During Emergencies at Davls-Besse 
Administration Bldg ” 

KORNErM P, Toledo Edison Co 82/12/00 17pp 16740,310 24X 

Fiche: 50-346, 83/01/03, 0301070620 


0301190020 Releases public version of revised Emergency Plan 
Supporting Prncadure 

FELTOM, J M. Division of Rules and Records 83/01/13 Document 
Management Branch. Ip 16349 004 24X FI cbe’ 30-346, 03/01 /13, 

B301 190020. 


’8301190022 Foruiards public version of Rev 11 to Emergency Plan 
Supporting Procedure HP 1602 01, ’'External Personnel 
Radiation Exposure Monitoring " 

• Toledo Edison Co. 82/12/29 NRG - No Detailed Affiliation 
Oiven 2pp 16849,005. 24X Flche ' 50-346, 83/01/13, 8301 190020 


■0301190025 Public version of Hev 11 to Emergency Plan Supporting 
Procedure HP 1602 01, "External Personnel Radiation 
Exposure Monitoring " 

MURRAY, T.D, Toledo Edison Co 02/12/22. 26pp 16849 007 24X 

Flche: 50-346, 03/01/13, 8301190020 


1301210027 Ack receipt pf 021227 ltr Informing MRC of steps taken to 
correct violations noted In IE Safeguards Insp Rapt 
50-346/02-30 NRC comments withheld {ref 10CFB73 21) 

SREMIAMBKI, D J Division of Engineering b Technical Programs, 
03/01/17 CROUBE, R, P. Toledo Edison Co 2pp 16375.024 24X 

Fiche 50-346,83/01/17,8301210027 


— 6301210031 Responds to NRC 621129 ltr re violations noted In IE 
Safeguards Insp Ropt 50-346/02-30 Corrective actions 
withheld (ref 10CFR73 21) 

CROUaEif! P Toledo Edison Co 02/12/27 KEPPLCR, J 0 Region 3. 
Office of Director ip 16B7S 026 24X Fiche 50-346,83/01/17, 

0301210027 


8301310007 Releases public version of revised Administrative Memo 
FELTON, J M Division of Rules and Records 03/01/26 Doc-ument 
Hanagemont Dranch Ip 16984 145 g4X Flche 50-346.03/01/26, 
0301310007 


— B3D1310008 Forwards public version of Rev 12 to Administrative Meae X 
"First Aid Response " 

« Toledo Edison Co 83/01/10 NRC - No Detailed Affiliation 
Oiven Ip 16904 146 24/ Fiche 50-346,83/01/26,0301310007 


— D3013100D9 Public version of Rev 12 to Administrative Memo 33, “Flrsl 
Aid Response " Revised index encl 

MURRAY. T D Toledo Edison Co 82/11/29 3pp 16984 147 a4X 
Flche 50-346,83/01/26,8301310007 


6301310010 Releases public version of revised Emergency Plan 
Implementing Procedure 

FELTON. J M Division of Rules and Records 03/01/26 Document 
Management Branch Ip 16904 134 24X Fiche 50-346.03/01/26, 

8301310010 


— 830I31001I Forwards public version of Rev 3 to Emergency Plan 
Implsmenting Procedure El 1300 07, "Technical Support Ctr 
Activation " Revised index encl 

e Teledo Edison Co 83/01/12 NRC - No Detailed Affiliatlsn 
Oiven 3pp 16984 135 a4X Flche SO-346, 03/01/26, 8301310010 


— 83013100(7 Public version of Rev 3 to Emergency Plan Implementing 
Procedure £I 1300 07, "Technical Support Ctr Activation " 

REED.O J r WELLS, C E , MURRAY, T D Toledo Edison Co. 03/01/06 
12pp 16904 138 24X FI ch e- 50-346. 03/01 /26, 0301 310010 


0301310026 Releases public version of Rev 163 to Emergency Plan 
Supporting Procedures Rev Index 

FELTON, J M Division of Rules and Records 83/01/26 Document 
Management Branch Ip 16904 112 24X Fiche 50-346,83/01/26, 

8301310026 


— 03O131OD28 Forwards public version of Rov 163 to Emergency Plan 
Supporting Procoduros Rev Index 

« Toledo Edison Do 03/01/17 NRC ~ No Ootalled Affiliation 
Given 3pp 16904 113 24X Fiche 50-346,03/01/26,8301310026 


B3DI31O390 Releasos public version of rovlsod Administrative Memo 
FELTON, J M Division of Rules and Records 83/01/26 Document 
Management Branch Ip 16972 269 24X Fiche 50-346.63/01/26. 

0301310390 


— 8301310401 Forwards public version of Rcv 26 to Administrative Memo 41, 
"Emergency Duty Officer (EDO) b Dthcr Emergency Duties ” 

* Toledo Edison Co 83/01/07, NRC - No Detailed Affiliation 
Given ip 16972 270 24 X Flche 50-346,03/01/26,8301310398 


— 8301310406 Public version of Rev 26 to Administrative Memo 4i, 
"Emergency Duty Officer (EDO) b Other Emergency Duties " 

Revised tndox encl 

MURRAY, T D Toledo Edison Co B2/i2/20 3pp 16972 271 34X 

Fiche 50-346,83/01/26,0301310398 


J Insurance b indemnity infortnatlon 


0301110611 Foruiards Certificates of Insurance N-61 b M-61 , Endor semenis 
1,2 b 3 to Certificates N-6t b M-61 , Endorsement 41 to NELIA 
Policy NF-236 b Endorsement 32 to MAELU Policy MF-92 
GOLDEN, M P Hai sh b McLennan, Inc , H b M Nuclear Consultants , Inc 
Div 02/12/29 SALTZMAN, J Assistant Director for State b Licensee 
Relations 21pp 16745 056 24X Fi cho 50-346, 82/12/29, 0301 i 10611. 


830(110204 Forwards Endorsement 42 to NELIA Policy NF-236 b Endorsement 
33 to HAELU Policy MF-33 

GOLDEN, M P Harsh b McLennan, Inc , M b M Nuclear Consu itants , Inr 
DIy 03/01/03, BALTZMAN, J Assistant Director for State b Licensee 

Rslatlons 3pp 16747 152 24X Fic he 50-346, 03/01/03, 0301 1 10204 


P. Operating license stage documents b correspondence 


0301060016 Requests review of end environ protection plan in order to 
prepare rev to 800613 application for amend to Tech Specs 
Response requested by 030(27 

STOLZ, J, F Operating Reactors Branch 4. 82/12/21 CROUSE, R P 

Toltdo Edison Co. Bpp 16609 213 24 X Fi che. 50-346, 02/12/2 1, 

0301060016 
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— B301D;b0020 ‘'Environ Protection Plan INon-Radiolog leal 1 " 

« Gperatlng Reactors Branch 4 82/09/30 18pp 16689 320 S4X 

Ftche SO'346. 82/13/21. 8301060016 


6301030078 Feruiardf roaponeo to NRC 020922 request for addl Info re 
secondary water chemistry monltorlnfl t« control program 
CROt/SE.R P Toledo Edison Co 82/13/32 8T0LZ. J P Operating 
Reactors Dranch 4 12pp 16615 072 24X Fiehe 50-346.82/12/32. 

B30I030D78 


8305060139 Foruiards application for amend to License KPF-3 requesting 
incorporation of radiological ETS into App A of Tech Specs 
CROUSE. R P Toledo Edison Co 82/12/23 STOUZ. J F Operating 
Reactors Branch 4 2pp 16671 151 34X Fiche SO-346. 83/12/23, 

8301060139 


— B301060142 Application for amend to License NPF-3 requesting 
Incorporation of radiological ETS into App A of Tech Specs 
CROUSE. A P Toledo Edison Co 82/13/23 4pp 16671 193 ?4X 

Fiche 50-346,82/12/23,8301060139 


—6301060144 Proposed Tech Spocs Incorporating radiological ETS into 
App A 

a Toledo Edison Co 82/12/33 63pp 16671 154 24X 

Fiche 80-346,82/12/23,8301060139 


—6301060140 "Offsite Dose Calculation Manual for Davis-Besse Nuclear 
Pouer Station " 

« Toledo Edison Co 82/10/31 ie7pp 16671 320 34X 

Fiche 80-346.82/12/23,8301060139 


8301050063 Foruiards request fer addl info to completo post- 
laplemeiitation review of NUREO-0737, I tome II F i 4, II F 1 5 
b }1 F 1 6 re containment pressure, water level & hydrogen 
■ onjtoTS Complete response requested by 830128 
BTOLZ. J F Operating Reactors Branch 4 82/12/27 CROUSE, R P 

Toledo Edison Co lOpp 16631 026 24X Fiche 50-346,82/12/27, 

6301080062 


EI2I206O356 Oenerlc Ltr 92-30 to all 1 ic ensees , appl icants for OL It 
holders of CPs re filings concerning 10CFR50 production (, 
utilisation factlitlos Current listing of branch assignments 
tor nuclear reactor projects it svc list enc 1 

EtEENKUT.O 0 Division of Licensing 82/13/28 Cansolidatad 
Edison Co of New York, Inc llpp 16868 001 24X 

Ftche 80-000.82/12/28,8212060356 


6301060079 Responds to 821203 ltr re status of Oenerlc Item 0-24 t< 
ffUREO-0737, Item II E 4 2, "Containment Isolation 
Depcndab 1 1 1 ty " Estenslon of response due date requested in 
ardor to review & evaluate Issue adequately 

CflOUSE.R P Toledo Edison Co 83/12/30 STOLZ, J F Operating 
Reactors Branch 4 Ip 16670 009 24X Fiche 50-346,82/18/30, 

0301060079 


Q3010601S6 Responds to 821201 request for addl info re training for 
aitigating core damaga All individuals essential to mitigate 
core damage, including nonllcensod shift operators, have 
received training Station superintendent not trained 
CROUSE. R P Teledo Edison Co 82/12/30 STOLZ, J F Operating 
Reactors Branch 4 Ip 16679 318 24X Fiche 50-346,82/12/30, 

03010601 S6 


630f06D300 Forwards addl info re ECC8 outage time per NRC verbal 
request 6 TMl Action Item It K 3 17. 

CROUSE. R P Toledo Edison Co 83/01/04 STOLZ, J F Operating 
Reactors Branch 4 6pp 16678 300 24X Fiche 50-346.83/01/04, 
8301060300 


6301120036 Notification of 830111 meeting u/DhU Owners Group in 
BethesdarMD to discuss BtiN Owners Group Pressurised Thermal 
Shoe! (PT3) Program (t applicability of PT9 screening 
criterion to O&U plants 

VlSSINOiO 8 Operating Reactors Branch 4 63/01/06. STOLZ, J F 

Operating Reactors Branch 4 3pp 16789 299 S4X 
Fiche. 80-000. 63/01/06. 8301120038 


B301120054 Updates 020917 ltr re status of THI Lessons Learned Items 
11 F 1. 1 b It.F 1 2 concerning accident monitoring fer noble 
gas & lodlne/particulate sampling of station vent New 
<«eipletlon date of Dee 1983 expected 

CR0U5E.R P Toledo Edison Co 83/01/06. STOLZ, J F Operating 
Reactors Branch 4. 2pp 16776 038. 24X Fiche. 90-346, 83/01/06, 

0301120094 


0341140477 Notifies that 821210 submittal re conceptual design t< 
Inttalletion schedule for hot log monitor sys will not be 
reviewed due to 821210 order for mod of license requiring 
[Aftaliatlon of Inadequate core cooling sys. 

STOLZ. vl F Operating Reactors Branch 4 03/01/07, CROUSE, R P 

Toiedo Edison Co. 2pp 16009 320 24X FI ehe- 50-346. 03/01/07. 

8301140477 


8301180421 Forwards safety evaluation re auxiliary feedwater sys 
automatic inltiatsoTi t< Mow indication Automatic initiation 
(> flow indication comply w/roqul rements, excep t Tech Specs 
should be revised to include monthly testing 

STOLZ, 0 F Operating Reactors Branch 4 83/01/10 CROUSE, R P 

Toledo Edison Co app 16837 217 24X Fiche 90-346,83/01/10, 

6301180421 


— 8301180422 Safety evaluation re auxiliary feedwater sys automatic 
initiation t< flow indication Performance goals acceptable, 
except Tech Spec should te revised to include monthly 
testing of automatic actuation logic 

« Operating Reactors Branch 4 83/01/10 Spp 16837 221 24X 

Ftche 90-346.83/01/10.8301100421 


— 6209120154 "Auxiliary Feedwater Sys Automatic Initiation t. Flow 
Indication <F-16. F-17) •' 

KAUCHER, J E Franklin Inst! tuto/Frankl in Research Center 
NRC-03-79-1 10 TeB-C5297-302 82/09/10 KENDALL, R NRC - No 

Detailed Affiliation Given 19pp 16837 226 24X 

Fiche 50-346,33/01/10,8301180421 


8301190069 Forwards SER & technical evaluation rapt re containment 
purge & venting, per Generic Issue D-24 Design changes 
required unless containment purge & vent valves sealed 
closed in Modes 1-4 

STOLZ, vi F Operating Reactors Dranch 4 03/01/11 CROUSE, R P 

Toledo Edison Co Spp 16862 325 24X Ftche 30-346,83/01/1 1, 

6301190069 


— Q301I90079 8ER re ovorride of containment purge isolation valves during 
postulated accident Electrical instrumentation & control 
design aspects acceptable except for listed changes 
ALEXION, T , CALVa, J Operating Reactors Assessment Branch. 

83/01/11 2pp 16862 326 24X FI che 90-346, 03/01/1 i, 8301 190069 


— 8205040704 "Override h Reset of Control Circuitry in Vent 1 lat i on/Furge 
Isolation it Other E8F Sys." technical evaluation rept 
KAUCHER, J E Franklin Instituta/Frankl in Research Center 
NRC-03-77-1 18 TER-C5257-ie7 02/04/30 CALVO. J NRC - No 

Detailed Affiliation Given 16pp 16862 330 24X 

Fiche 50-346.83/01/11.8301190069 


6301210241 Requests 6-month extension In responding to 021221 ltr re 
proposed App B Tech Specs Extension required to evaluate 
NRC comments re proposed Environ Protection Plan t, ETS 
Conclusions expected by 830726 

CROUSE, R P Toledo Edison Co 83/01/11 STOLZ. JF Operating 
Reactors Branch 4 tp 16873 330 24X Fiche 50-346,83/01/1 1, 

8301210241 


6301180126 Provides results of tests on turbine trip functional unit of 
anticipatory reactor trip sys, ins tal led per NURE0-0737> Item 
1 1 K 2 to Trip setpoint lowered to reduce spurious trips 
CROUSE.B P Toledo Edison Co 83/01/12 8TDLZ. J F Operating 
Reactors Branch 4 Ip 16832 12 1 24X Fiche 50-346,83/01/12, 

□301160126 


8301200066 Forwards application for amend to License NPF-3, prop aslng 
changes to Tech Specs re preservice imp of steam generator 
tubes 

CROUSE, R P Toledo Edison Co 63/01/12 STOLZ, UF Operating 
Reactors Branch 4 Ip 16B63 24 5 24X Fiche 50-346,03/01/12. 

D30I200066 


— 6301200070 Application for amend to License NPF-3i proposing changes 
to Tech Specs re prasorvlcc Insp of steam generator tubes 
CROUSE, R P. Toledo Edison Co 03/01/12 2pp 16863 246 24X 

Fiche 50-346,03/01/12.0301200066 


— 0301200073 Proposed Tech Spec changes re preservlee Insp of steam 
generator tubes 

« Toledo Edison Co 83/01/12 2pp 16863 248 24X 

Fiche 50-346,83/01/12.8301200066 


8301240245 aummary of 621216 meeting w/BlU Owners Group Safe-End Tast 
Force in Oethesda.HO re progress on long-term program for 
evaluating cracking problem In plant makeup noijlet. 

MINER, B Operating Reactors Dranch 4 03/01/14 Operating 

Reactors Branch 4 24pp 16893 283 24X Fiche 50-000,93/01/14, 

6301240245 


8301250689 Summary of 830111 meeting w/OhN Owners Group In SethesdatMD 
re Pressurlxed Thermal Shock Program, 

V1B8ING. 0 Operating Reactors Branch 4 83/01/17 Operating 
Reactors Branch 4 S9pp. 16914 121 24X Fiche 50-000,83/01/17. 
6301290669 
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0301290334 PTovldet ad<fl clarification r« cond«n*at« ttorag* tanks 
Tanks ars cr o ss-connac tsdt al lowins eithsr tank to act at 
conison suction uatvr supplg for autiliarg faitf pumps 
CROUS£.R P Totado Sdltan Co 83/0t/20 8T0LZ> J F Op ora ting 
Rsactors Branch 4 Ip 16697 299. 24X FICha 90-346r 83/01 /20i 

6301230334 


S30I2604SO Notification of 830127 matting w/utils In OathasdaitlD to 
discuss axtanslon rtquasts ra 621210' order for mod of 
licensees for lnadeg,uate core coaling instrumentation 
HINER>S Operating Reactors Branch 4 63/01724 8rOLZ..J F 

Operating Reactors Branch 4 2pp 16971 39S. 24X 

Flche 90-000. 83/01/24i 8301280480 


0 Inspection reports. IE Bulletins 1< correspondence 


0209190269 IE Info Notice S2-91, “Overesposur cs in PWR Cavities." Sve 
list end 

DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement. 62/12/31 Consolidated Edison Co of Neu Yorl. Inc 
lllpp 16689 239 34X Fichc 80-000.62/12/31.8208190269 


6212060351 IE Info Notice 82-52. "Equipment Environ Quel i fication 
Tasting Eiperlencc - Updating of Test Summaries Previously 
Pubtished in IE Info Notice 81-29.'' Sve tlet end 
JORDAN. E L Division of Engineering & Ouallby Assurance (Pre 
830103) 62/12/31 Consolidated Edison Co. of Neu York. Inc 

tlSpp 166BI 068 24X Ficht 50-000. 83/12/21. 82130603!) t. 


6301060039 Forvards IE fnsp Rept 50-346/83-25 on 820915 & 39-30 t. 
notice of vlo tatlon 

NOREL 1 l/S. C. E. Division of Engineering (i Technical Programs 
82/12/21 CROUSE.R P Toledo Edison Co 2pp 16670.332. 24X 

Fiche: 50-346. 82/13/21,8301060089 


— 8301060092 Notice of violation from insp on 820719 li 29-30 
NORELIUS, C £ Oivlyion of Engineering fc Technical Programs 
az/lS/l7 Ip 16670.234 34X Flch e 50-346. 82/12/31. S30I0600S9. 


— 8301060094 IE Insp Rept 50-346/63-25 on B209I9 b 29-30 Noncompllanca 
notad' f al lure to consider consequences of cross-core 
shuffling in reload analysis for Cycle 3 
ROQINSON. D L . KIN'S. H A Region 3, Office of Director 
JACKIU. I N Division of Engineering fa Technical Programs 
62/12/06 6pp 16670 239 24X FlchC' 50-346. 62/12/21. 8301 0600B9. 


03O1D6O1S7 Foruardf IE Insp Rept 50-346/62-33 on 821 130-1201. No 
noncompl lane a noted 

LITTLE. W 8 Division of Engineering fa Technical Programs 82/12/21 
CROUSE, n P Tiotedo Edison Co Spp. 16680.019. 24X 

Flche 90-346.82/12/31.8301060187 


—8301060191 IE Insp Rept 50-346/82-33 on 821130-1201 No noncompl lance 
noted Major areas Inspected licensee implementation of 
IE Bulletin 79-14 & followup on previously identified items 
YIN. I T , DAMIEL8ON1 0 K Division of Engineering fa Technical 
Programs. 82/13/15 Spp 16660 031. 24X Flche 90-346.83/12/21, 

8301060187 


8212060350 IE Info Notice 62-53. "Haln Transformer Failures at North 
Anna Nuclear Pouar Station " 8vc list enc 1 

JORDAN. E L Division of Engineering fa Quality Assurance (Pre 
630103) 82/13/22. Consolidated Edison Co of New York. Inc 

114pp 16798.017 24X Flche 50-000, 62/13/32. 8212060350 


01070203 Forwards IE Insp Rept 50-346/62-32 on 821101-30 No 
noncompl lance noted 

STREETER. J. F Division of Project fa Resident Progrant 88/tS/22 
CROUBE.R P Toledo Edison Co 2pp 16686'2S5. 24X 

Flche 90-346.62/12/22.8301070203 


— 8301070209 IE Insp Rept 50-346/82-32 on 821101-30. Mo nonconp 1 lance 
noted Major areas inspected' previous insp findings. plant 
trips, operational safety verl fication. IE circular followup. 

TNI lessons learned fa malnt fa surveillance ‘Observation 
PEEBLE8.T A . Rfl'OERB.H. 0 . REYES.l. A Division of Project fa 
Resident Programs 82/12/20. 6pp 16666:297 24X 

Flche 50-34 6, 83/ 1 2/22. 830 1070203 


8208190375 IE Info Notice 82-94. "Meetinghouse N8FD Relay Failures in 
Reactor Protection Bye " 8vc list enc 1 

JOROAN.E L Dlvleion of Engineering fa Quality Assurance (Pre 
830103). 62/12/27. Coniotidatad Edison Co of New VorJe. Inc. 

llOpp 16962.139 24X Fiche' 50-000, 82/12/27. 8208190275. 


6208190273 IE Info Notice 82-59. "Seismic Qual if Ication of Met ting house 
AR Relay W/Letch Attachments Died in Meetinghouse Solid 
State Pratoction Sys. '■ 9vc list end. 

r"'DAN, E-C Division o-f Engineering fa Quality Assurance iPre 
030,03) 82/12/28 Consolidated Edison Co of New York. Inc 

i09fp I6868'014 24X Flche. 30-000. 82/12/28, 8208190273 


8312060394 IE Info Notice 82-56. "RobeTtshau Thermostatic Flow Control 
Valvos " Sve list encl 

JORDAN. E L Division of Engineering fa Quality Assurance (Pro 
830103 ) 82/13/30 Consolidated Edison Co of New York. Inc 

lllpp (6758 137 24X Flche 50-000.83/12/30.8212060334 


0301110953 Ack receipt of 021223 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-346/82-31 
STREETER. J F Division of Project fa Resident Programs 03/DI/O5 
CRDUSE.R P Toledo Edison Co Ip 16741 331 24X 

Flche 50-346, 83/01/09,8301110993 


— 0301110557 Responds to NRC 621126 Itr re violations noted In IE Insp 
Rept 50-346/02-31 Corrective actions maint work order 
revised to reflect spec requirements fa backfill work 
Station malnt staff will review requirements 

CROUSE.RP Toledo Edison Co 02/12/23 SPESSARD. R. L Division 
of Project fa Resident Programs 2pp 16741 332 24X 

Fiche 90-346,83/01/09,8301110953 


8301200066 Forwards application for amend to License NPF-3. prop qs ing 
changes to Tech Specs re preservice insp of steam generator 
tubes 

CROUSE. R P. Toledo Edison Co 83/01/12 STOLZ. J F Operating 
Reactors Branch 4 Ip 16863 249. 24X Fi che- 50-346, 83/01 /I S. 

e3012'00066 


— 8301200070 Application for amend to License NPF-3. proposing change* 
to Tech Specs re preservice insp of steam generator tubes 
CROUSE. R.P Toledo Edison Co 83/01/12 2pp 16S63 246 S4X 
Flche 50-346,83/01/12.8301200066 


— 6301200073 Proposed Tech Spec changes re preservleo imp of s fceaai 
generator tubes 

« Toledo Edison Co 83/01/12 2pp 16863 248 24X 

Flche 50-346,83/01/12.8301200066 


8301210027 Ack receipt of 821227 Itr informing NRC of steps taken to 
correct vloletlons noted in IE Safeguards Insp Rept 
50-346/82-30 NRC comments withheld (ref 10CFR73 21) 

8REN1AW8KI.D J Division of Engineering fa Technical Programs 
03/01/17 CROUSE, R.P Toledo Edison Co 2pp. 16875 024 E'-VX 
Fiche. 50-346, 83/01/17, 0301210027 


— 8301210031 Responds to NSC 021129 Itr re violations noted in IE 
Safeguards Insp Rept 50-346/82-30 Corrective actions 
withheld (ref 10CFR73 21) 

CROUBE.R P Toledo Edison Co 82/12/27 KEPPLER.J 0 Region 3, 
Office of Director Ip 16879-026. 24X Flche 50-346.83/01/17. 

8301210027. 


R Periodic operating reports fa related correspondence 


8301270208 Forwards Monthly Operating Rept for Nov 1962 

MURRAY. T 0. Toledo Edison Co 62/12/09 HALLER, N Division of 

Dabs Automation fa Management Information Ip 16934 227 24X 

Fiche- 50-346, 82/12/09. 8301270200. 


—8301270213 Monthly Operating Rept for Nov 1982 

CA8A.E Toledo Edison Co 02/12/09 llpp 16934 228 24X 

Fiche 50-34 6, 02/12/09, 030 1 270208 


0301270196 Forwards Rev 1 to Monthly Operating Rept for Nov 1982 
MURRAY. T O Toledo Edison Co 82/12/15 HALLER, N Office of 

Resource Management, Director Ip. 16934 102 24X 

Flche. 50-346, 82/12/15. 8301270196 


— 8301270200 Rev t to Monthly Operating Rept for Nov 1982 

CABA, E Toledo Edison Co 82/12/15 llpp 16934 183 24X 

Fiche 50-346,82/12/15,8301270196 


8 Reportable occurrences, LERs fa rolatcd correspondence 


8212280104 Forwards revised LER 82-060/03T-1 

MURRAY, T 0. Toledo Edison Co 82/12/15 KEPPLER.J 0 Rsgion 3. 
Office of Director tp 16564 194 24X Flche 50-346, 82/12/ J S. 

8212280104 


—8212280109 Revised LER B2-060/03T'l on 821 1 1 1, during eteam fa feedwal 
tyt (EPS) rupture control monthly test, 43-VOlt 4c power 
supply in 8FS Channel 2 failed Caused by component failure 
Channel 2 rt-energlied 

VARQERiK. Toledo Edison Co 82/12/15 Region 3, Office of 
Director 2pp 16964 199 24X FI che 90-346, 82/iS/19, 8212260104 
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d3010d0023 Provides clarification of several points made at 83110V 
noeting re resolution of certain areas of concern identified 
in MRC revlsut of 810&34 event Lftil committed to Install neu 
p lant computer sys 

STOL2i J F Operating Reactors Rranch d 02/12/27 CROUSE» R P 
Toledo Edison Co Opp t66BB 211 24X Fiehe 50-346.02/12/27, 

8301060030 


8301070183 Forwards revised LER e2-045/03X-l 

ttUSfiAV, T 0 Toledo Edison Co 82/12/30 KEPPLER, J Q Region 3. 
Office or Director Ip 16606 240 24X Ficho 50-346.02/12/30. 

BD0IO7OI83 


— 6301070190 Revised LER B3-045/03X-1 on 820904 & 1203, au x 1 1 lary 
feedwater pump 1-1 suction valve FW706 closed for no 
apparent reason w/o operator touching close button Cause 
unknown Valve 711706 reopened upon discovery 

LONO. J « Toledo Edison Co 02/12/30 Region 3, Office of 
JOtreetPr 3pp 16606 249 24X Fi che 50-346. 02/12/30, 0301 070103 


B301070266 forwards LER 02-065/03L-0 

MURRAVrT. D Toledo Edison Co 02/12/30 KEPPLER, D 0 Region 3, 
Office of Director Ip 16605 103 24X Flche 50-346,02/12/30, 

6301070266 


--B301070271 LER 82-065/03L-0 on 821201 , d iseovored that control room not 
placed In recirculation mode within 1 h of ventilation sys 
chlssrlne detector being taken out of sve Qn 821203, ch lorlne 
detecter failed Caused by personnel error 

LANOj T 1 MAKATURAiL Toledo Edison Co 02/12/30 Region 3, 
Office of Director 3pp 16605 104 24X Flche 50-346,02/12/30, 

9301070266 


B30J07029a Forwards revised LER ai-03l/03X-6 

fiURRAY^T D Toledo Edison Co 82/12/30 KEPPLER, J 0 Region 3, 
Office of Director Ip I660S 026 34X Flehc 50-346,02/12/30, 

Q30I070S92 


— 8301070319 Revised LER 01-O31/O3X-6 on 0105 12, fol lowing reactor trip, 
RCS sample level peaked above microcurie limit Other iodine 
spikes eccurrod 010730,0902,1016 t, 23 & 1220 Caused by 
slight leakage of fission products through fuel cladding 
RICHTERjI. Toledo Edison Co 82/12/30 Region 3, Office of 
Director 13pp 16609 027 24X Fieho 50-346,82/12/30,8301070292 


0301070076 Forwards LER e2-064/03L-0 

MWlRAYiT D Toledo Edison Co 03/01/03 KEPPLER, J 0 Region 3, 
Office of Director Ip 16686 307 24X Ficho 50-346,03/01/03, 

6301070076. 


'6301070001 LER 02-064/031.-0 on 021 129, decay heat cooler component 
cooling water outlet valve on CCli tram 1 would not open 
Caused by mfg error Flanged bearing missing from actuator 
nountihg plate Flanged bearing installed on 82121S 
la-EV. T. Toledo Edison Co 03/01/03 Region 3, Office of 
director 2pp 16606 308 24X Fi che; 50-346, 83/01/03, 0301070076 


8301170544 Fol wards revioad LER 01-O45/O3X-i 

HURRAY. T D Toledo Edison Co 03/01/07 KEPPLER, J 0 Region 3. 
Office of Director Ip 16010 139 24X Flche 50-346,03/01/07, 

8301170244 


— 830U7084B Revised LER BI-045/03X-1 on 0l0730,aftcr unit trip, throe 
action statements entered Auxiliary feedwater pump 1-2 did 
not operate properly Shield bldg integrity lost when panel 
blown out Rain steam safety valve lifted at low setpoint 
CADA. E. ■ KELSTAD.K Toledo Edison Co 03/01/07 Region 3, 
Office of Director 4pp 16810 140 24X Flche 50-346,03/01/07, 

6301170244 


8301240076 Forwards revised LER 02-046/03X-1 

HURRAY. T D Toledo Edison Co 83/01/10 KEPPLER, J 0 Region 3, 
Office of Director Ip 16091 013 24X Flche 50-346,03/01/10, 

6301S40076. 


-- 6301240001 Revised LER 02-046/03X-! on 820909, operators received high 
idocay heat flow alarm Caused by failed 24-volt dc power 
eirpply to buffer cards, due to shorted diode Power supply 
replaced under MRO IC-414-82 

ISLEY. T Toledo Edison Co 83/01/10 Region 3, Office of 
Director. 2pp 16891 014 24X Ficho 50-346,83/01/10,8301240076 


8301240121 Forwards revised LER 82-020/03X'l 

HURRAY. T.O Toledo Edison Co 83/01/10 KEPPLER, J 0 Region 3, 
■Office of Director Ip 16892 030 24X Flche 50-346,83/01/10, 

6301240121. 


—0301240125 Revised LER 02-O2O/O3X-1 on 820409, while In Mode 6, 
distribution panel 1/2 experienced 120-volt ac current loss 
Caused fay blown inverter fuse VV2 Fuse blew when short to 
ground occurred during maint Fuse roplased 

HATHENV'.D C . STOTZ. J Toledo Edison CP 03/01/10 Region 3, 
Office of Director 3pp 16092 039 24X Flche 50-346,03/01/10, 

0301240121 


0301210056 Forwards LER 82-066/03L-0 

MURRAY, T D Toledo Edison Co 03/01/12 KEPPLER, J 0 Region 3. 
Office of Director Ip 16077 020 34X Flche 50-346,03/01/ 12, 

0301210056 


— 8301210061 LER 03-O66/O3L-O on 02 1213, agx 1 1 I ary shutdown panel terminal 
boar d, p rovi ding connections for auxillaiy feed pump 1 t, LT- 
SP9D3i found not solsmlcally mounted during troublesheoting 
problem w/L!-SP9Ql Caused by design/fabi I cation error 
rsLEY, r Toledo Edison Co 83/01/12 Region 3, Office of 
Director gpp 16077 029 24X Flche 50-346.03/01/12,8301210056 


8301240104 Forwards LER 82-067/03L-0 

HURRAY, T 0 Toledo Edison Co 03/01/14 KEPPLER, JO Region 3, 
Office of Director Ip 16091 001 24X Ficho 50-346, 03/01 / 14 ■ 

0301240104 


—0301240109 LER B2-067/03L-0 on 821217, while performing Burvolllance 
Test ST 5032 02, detector signal of fuel handling area 
exhaust radiation monitor RE8447 was lost whenever detector 
moved Caused by failed Internal connectar 

ELDRED, D T Toledo Edison Co 83/01/14 Region 3, Office oF 
Director 2pp 16091 002 24X Fiehe 50-346,03/01/14.8301240104 


0301250372 PNO- 1 1 1-03-000 on 8301 10, reactor tripped automatically due 
to loss of ac power to non-nuclear instrumentation During 
trlpiHSlV 2 failed to fully close On 8301 19, unp lanncd 
gaseous release occurred due to waste gas diaphragm rupture 
PEEBLES, T I REYES, L , STREETER. J Region 3, Office of Otroeboi" 
83/01/19 Ip 16904 036 24X Flche 50-346,83/01/19,8301250372 


0301200294 Forwards LER 82-O60/O3L-O 

MURRAY, T D Toledo Edison Co 03/01/19 KEPPLER, J 0 Region 3, 
Office of Director Ip 16954 220 a4X Fiehe 50-346.03/01/19, 
0301280294 


— B3O120O299 LER 02-O6O/O3L-O on 021220, core imbalance Vs core power 
limit computer alarm C763 Inoperable Caused by mistake in 
alarm subroutine Alarm statement corrected so limits & value 
for imbalan c o scaled same 

TAQBERT,JL Toledo Edison Co 83/01/19 Region 3, afflee of 
Director 2pp 16954 229 21X Flche 00-346,83/01/19,0301260294 


V Operator Examinations 


C212220443 Oenorie Ltr 02-38 to all power reactor 1 icansees, ap p 1 1 cants 
for OL, MSS f< reactor vendors S, A£s re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 830211 re operator licensing Sve list end 
EISEMHUT, DO Division of Licensing 02/12/22 Consolidated 
Edison Cd of Mew York, Inc 12pp 16601 072 24X 

Flche 50-000, 82/12/22,0212220443 


D301120070 Generic Ltr 03-01 to power reactor licensees U appllcanbo 
for OL re operator licensing exam site visit Reguosts 
schedule re exam requests expected for submittal prior to 
6S1231 for listed categories 8vc list end 

EIBENHUT.DO Division of Licensing 83/01/11 Consolidated 
Edison Co of New York, Inc llpp 16093 243 24X 

riche- 50-000, 63/01/1 1, 0301 120070 


DOCKET 50-340 JOSEPH M FARLbV NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency U fire protection plans 


6212060349 OenoTie Ltr 02-33 to all licensees of operating roacters. 
appHeanto for OL & holders of CPs re Suppl 1 to NUnEO-0737, 
"Requirements for Emergency Response Capability " 

NUReO-0737, Suppl 1 «< sve list end 

ElSENHUTi D 0 Division of Licensing 82/12/17 Consolidated 
Edison Co of Now York, Inc 77pp 16601 200 24X 

Fiehe 30-000, 02/12/17.0212060349 


S21282044S Generic Ltr 02-39 to all reactor licensees, CP holdors U 
applicants for CPs re problems w/submlttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of Info outlined Bve list end 

EISCNHUT.DO Division of Licensing 02/12/22 Consolidated 
Edison Co of Now York, Inc 13pp 16690 021 24X 

Ficho: 50-000, 02/12/22, 0212220445 
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S301030131 RslediO« public vortion af rovlsed e<n»rgcncij plan 
implamantlns procadurea 

FELTOrij J M Division of Ruloa and Rocords B2/t3/23 Document 

nanagemint Branch tp 16630 214 24)( Plche 50-349.62/12/22. 

6301030131 


"630103013B Foruards public version of revised emergency plan 
Implinsntlng procedures. Inc 1 udlng Procedures FPN-0-EIP-29i 
"Recovery - Technical Support Ctr." FPN-O-ElP-16. ’'Emergency 
Equipment fc Supplies" tt FPN-O-EIP— 1 3. "Fire Emergencies " 
HUDSPETH. J B Alabama Power Co 62/12/13 Office of Nuclear 
Reactor Regulation. Director ip 16630 219 24!( 

Flche 90-348.62/12/22.6301030131 


—8301030144 Public version of revised emergency plan implementing 
proc e dures. ine 1 ud Ing Procedures FPN-O'EIP-20. "Recovery - 
Technical Support Ctr." FPll-O-EIP-1 6. "Emergency E<iuipm»nt 
ti Supplies" b FPN-0-EIP-i3. "Fire Emargeneles " 

• Alabama Pousr Co 82/12/09 llSpp 16630 216 S4X 
Fiehe 90-346,62/12/22.8301030131 


6301110094 Responds to 620921 Jtr re Revs 4 t< S to Security Plan 
Changes consistent w/lOCFRSO 94(p) 6 acceptable Addl 
comments end Ends to 620921 1 tr withheld (ref lOCFRTS 21) 
VAROAi S A Operating Reactors eranch I 03/01/03 CLAVTON. F L 
Alabama Power Co 3pp 16779 140 24X Fleha 90-346,63/01/03. 

6301110094 


6301190063 Releases public version of revised Emergency Plan 
Inplemenbing Procedures 

FELTON. J K Division of Rules and Records 83/01/13 Document 
Hanagement Branch Ip 16947 097 24XFtche 90-346,03/01/13. 
8301190063. 


9301060272 Forwards revised NPDE8 permit application 

CLAVTON, F L Alabama Power Co 63/01/03 Raglan 2. Office of 
Director ie7pp 16677 207 24X Fiehe 50-346.63/01/03,8301060272 


6301130113 Forwards list of licensing items rectulrlng NRC approval In 
1963 

CLAVTON. F L Alabama Power Co 83/01/04 VAROA, 8 A Office of 
Nuclear Reactor Regulation. Director 9pp 16795 316 24X 

Fiehe 90-346,63/01/04,6301130113 


6301110532 Notifies that util cannot commit to submittal dates of 
plant-specific calculations using approved revised small 
break COCA per NUfiEO-0737, I terns It K 3 30 b 1 1 K 3 31 
Schedule eepected in 90 days 

CLAVTON. F L Alabama Power Co B3/01/07 VAROA. 6 A Office of 
Nuclear Reactor Regulation. Director 2pp 16746 009 24X 

Fiehe 90-348,63/01/07,6301110932 


6301180292 Request for amend to License DPF-2. grant ing relief from 
requirements of 1974 edition through Sommer 1974 addenda to 
A9KE Code. Section XI. Table IWB-2600 re Inservice Insp 
Program for ASME Code Class 1.2 b 3 components 

CLAYTON. F L Alabama Power Co 83/01/10 VAROA. 9 A Office of 
Nuclear Reactor Regulation. Director 2pp 16329 302 24X 

Fiehe 50-346,63/01/10,8301180292 


6301170289 Notifies that new Uastlnghouse dropped rod evaluation 
process will be applied to Cycle 5 design Review of 
Uestinghouse 820120 ttr re proc ess requested. 

CLAYTON. P L Alabama Power Co 83/01/11 VAROA. S A Office of 
Nuclear Reactor Regulation. Director 3pp 16610 098 24X 

Fiehe 50-346,83/01/11,8301170289 


—6301190074 Forwards public version of revised Emergency Plan 
Implementing Procedures FM^-O-EIP-?, "Security Support to 
Emergency Plan" b FNP-O-EIP-8, "Not If icat Ian Rotter " 

Receipt form end 

HUDSPETH. vl B Alabama Power Co 82/12/30 Office of Nuclear 
Reactor Regulation, Director Ip 16847*099 24X 

Fiehe 50-349,63/01/13.9301190063 


6301170439 Forwards comments on draft Oenerlc Ltr 02-32, "Potential 
Steam Osnerator Related Oenerlc Requirements " Hatters w/o 
Impact on public risk should not become regulatory 
requirements 

CLAVTON, F L. Alabama Power Co 63/01/11 EISENHUT.D 0 OivUUn 
of Licensing 7pp 16613 144 24X Fiehe 50-346, 03/01 /tl> 

6301170435 


— B301190080 Public version of revised Emergency Plan Implementing 
Procedural FNP-O-EIP-7, "Security Support to Emergency Plan" 
g. FffP-O-ElP-a, "Notification Roster ■' 

• Alabama Power Co 62/12/26 104pp. 16847 100 24X 

Fiehe 50-349,63/01/13.6301190063 


8301250201 Forwards revised list of licensing Items requiring NRC 
approval in 1983 Oates in util 630104 ltr for Item 10 
incorrect b should be revised as indicated 

CLAVTON. F L Alabama Power Co 03/01/13 VAROA, B A Office of 
Nuclear Reactor Regulation. Director 9pp 16696 250 24X 

Ficha 90-346,83/01/13.6301250201 


P Operating license stage documents b eorr eaponiienee 


6212140103 Oensric Ltr 82-28 to all licensees of operating 
Westlnghouse b C-E PNRs (escept Arkansas Nuclear One, Unit 2 
b San Dnofre 2 b 3) re inadequate core cooling 
instrumentation syi Sve list end 

EISENHVT, 0. 0 Division of Licensing 62/12/10 Yankee Atomic 
Electric Co. 27pp 16690 03S 24X Fiehe 50-000, 82/12/10, 

8212140103 


112060396 Oenerlc Ltr 62—30 to all I Ic ensees. app 1 leante for OL b 
holders of CPs re filings concerning fOCFRSO production b 
irtllitatlon facilities Current listing of branch asslgnmsnts 
for nuclear reactor projects & sve list end 

eiSENHUT, D 0. Division of Licensing 92/12/26 Consolidated 
Edison Co of New York. Inc 1 Ipp 16666.001 24X 

Fiehe 50-000. 82/12/28, 0212O5O3S6 


e30'l060394 Application for amond to Licenses NPF-8 b NPF-0 consisting 
of proposed changes to Tech Specs reducing dlciel generator 
toad testing b dsleting river water sys Safety evaluations 
end 

CLAVTO,V,F L Alabama Power Co 62/12/30 VAROA, 9 A Office of 
Nudear Reactor Regulation, Director IBpp 16676 166 24X 

Fiehe 50-346.62/12/30,9301060394 


—8301060398 Proposed changes to Tech Specs reducing diesel generator 
load testing b delating river water sys, 

* Alabama Power Co 62/12/30 22pp 16676’ 204 24X 

Flelit 90-348,82/12/30,8301060394 


6301110626 Application to amend Licenses hPF-2 b NPF-B. deleting 
raquirtoients for boron injection tank b boron injection 
heat tracing 

CCAYTON, F L Alabama Power Co, 82/12/30 VAROA, 6 A Office of 
Nuclear Reactor Regulation, Director 4pp 1674S 093. 24X 

Ficha 50-348.92/12/30,6301110626 


—8301110627 '■'Dopon Coneentratlon Reduction in Boron Injection Tank. 
JH Farley Nuclear Plant, Units I b 2 ” Proposed Tech Specs 
end 

* Alabama Power Co 62/12/31 99pp 16745:097. 24X 

Fiehe. 50-346,62/12/30, 6301110626 


9301210063 Application bo amend Llconse NPF-2i revising Tech Specs 
3/4 6 re containment sys, to extend cold shutdown period from 
30 h to 96 h on one-time basis Class IIi amend fee end 
CLAVTON, f.L Alabama Power Co 63/01/14 VAROA, 8. A Office of 
Nuclear Reactor Regulation, Director 6pp 16677 170 24X 

Fiehe. 50-340, 83/01/14, 6301210063 


—6301210067 Proposed Tech Specs 3/4 6 re containment sys ■ extending 
cold shutdown period from 30 h to 96 h on one-time basis. 

• Alabama Power Co 63/01/14 Ip 16677 176 24X 

Riche 90-348,63/01/14,6301210063 


6301210163 Confirms 830114 tolcon author 1 lati on for one-time Tech Epic 
c hang e, e X tend Ing time allowed to place Unit 1 in cold 
shutdown from 3 l» to 9 h 

LAINA8, 0 C Assletont Director for Operating Reactors 83/01/17 
CLAVTON, F.L Alabama Power Co 3pp 16965 358 24X 

Fiehe 50-348, 63/01/17, 6301210163. 


0. Inspection reports, IE Bulletins b correspondence 


9301250254 Forwards IE Insp Repts 50-346/02-26 b 50-364/92-26 on 
621107-10 b notice of violation 

VERRELLIiO M Division of Project b Resident Programs 62/]2/&i 

HCOONALD.R P. Alabama Power Co 2pp 16996 299. 24X 

riche. 50-340, 82/12/01,6301250254 


— 6301250256 Notice of violation from Insp on 821107-10 

« Division of Project b Resident Programs 02/12/Ot Ip 
16696 291 24X Picho 50-346.62/12/01,0301250254 


—6301290264 IE Insp Repts 90-340/62-26 b 90-364/02-26 on 621107-10 
Noncomp 1 lance noted log to record radiographic film 
dinsltles not maintained 

ECONOHOa.N , BLAKE, U J Division of Engineering b Technical 
Programs. 62/11/24 6pp. 16696' 292. 24X Fiehe- 50-348, 82/12/01, 

8301250294. 


6301040357 Forwards summary of 821119 mgt meeting In Region 2 ofe re 
inoperability of containment spray headers 

LEWIS, R C Division of Project b Resident Programs 82/12/07 
KCOONALO, R, P Alabama Power Co 3pp 16640*193. 24X 

Fiehe 90-346,62/12/07,6301040357 
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6301350339 Foruiards IC Insp Hopts 50-348/92-2 7 6 50-364/82-27 on 
S210S5-1126 No noncomp 1 lance no led 

VCR'RELLItD H Dlvltlon ot Project & Roeident Programi 82/12/14 

KCDOMALDiR P Alabama Pouer Co 2pp 16897 260 24X 

FlehO SO-34BJ 02/12/14. 830 1 250338 


— 8301250343 IE Insp Rep to 80-348/82-27 t< 50-364/82-27 on 82102 5-1126 No 
nancompllanca noted Major areas Inspected monthly 
• urvelllance observation, month 1 y maint observation, 
operational safety verlPleatlon & independent Insp effort 
aRAOFORO. W K . CANTRELL, F S Division of Project & Resident 
Programs 08/12/13 Bpp 16897 262 24X FUhe 50-340.02/12/14, 

8301290338. 


8208190367 IE Info Notice 82-51. "Overe xposur es in PNR Cavities '' 0vc 

list end 

DEV3UNO.R C Director's Office. Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of Neui Vork. Inc 

lllpp 16689 239 24X Fiehe 50-000,02/12/21.8200190269. 


6212060351 IE Info Notice 82-52, ''Eguipmont Environ Qualification 
Tatting Eiparlence - Updating of Test Summaries Previously 
Pvbiisheii In IE Info Notice 81-29 " Svc list end 
JOROAtl.E L Dlvltlon of Engineering t< Quality Assurance (Pro 
8301031 82/12/21 Consolidated Edison Co of Nou York, Inc 

119pp. 16601 080 24X Fiche 50-000.82/12/21.8212060351 


8212060350 IE Info Notice 02-53. "Main Transformer Failures at North 
Anna fludsar Power Station " Svc list end 

JORDAN. E L. Division of Engineering 6 Quality Assurance (Pre 
BSOIOSI 82/12/22 Consolidated Edison Co of Neu York. Inc 
Il4pp 16758.017 24X Ftche SO-000. 02/12/22. 8212060350 


8208190275 IE Info Notice 82-54. "West i nghouse NDFD Relay Failures in 
Reactor Protaction Sys " Svc list end 

JORDAN. E L Division of Engineering 6 Quality Assurance (Pre 
830103k 82/12/27 Consolidated Edison Co of Neu York. Inc 

IIOpp 16962 139 24X Fiche 50-000.02/12/27.0208190275 


620S190373 IE Info Notice 82-55. ''Seismic Qualification of Nest Inghouse 
AR Relay U/Laich Attachments Used in Nostinghouse Solid 
Skate Protection) Sys " Svc list end 

JOflOANi E L Division of Engineering 6 Quality Assurance (Pre 
830103) 62/12/28 Consolidated Edison Co of Neu York. Inc 

|09pp 16068 014 84X Fiehe 50-000.82/12/20.8208190273 


62I20603S4 IE Info Notice 02-56, "Robertshau Thermostatic Flou Control 
Valves." Svc list end 

JORDAN. E L Division of Engineering 6 Quality Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co of Neu York. Inc 

lllpp 167SS 137 24X Fiche 50-000/82/12/30,8212060354 


8301250959 Responds to IE Bulletin 02-04 re use of 0unkor-Ramo 
•Itetrlcal penetrations for safety-related sys No Bunker- 
Raao electrical penetrations Installed 

CLAyrO.N,F L Alabama Power Co 83/01/03 O'REILLY. J P Region 2, 
Office of Director. Ip 16906 058 24X Fiehe 50-340.03/01/03. 

0301250559 


6301100292 Riguatt for amend to License DPF-8. granting relief from 
re qij.tr aments of 1974 edition through Summer 1974 addenda to 
ASME Code. Section XI. Table IUO-2600 re Instrvlce Insp 
Frogran for ASMS Code Class 1.2 tt 3 components 

CLAYTDN.FL Alabama Power Co 83/01/10 VAROA, B A Office of 
Nuclear Reactor Regulation. Director 2pp 16825*302 24X 

Fiche 50-348.83/01/10,8301180292 


H Feriodlc operating reports ti related correspondence 


6301240034 Forwards Monthly Operating Rept for Dec 1902 

CLAYTCNi F L Alabama Pouer Co 83/01/14. Office of Resource 
HanegeMent. Director tp 16090 290 24X Fiche 50-346,03/01/14. 

830(240034 


— 8301240041 Monthly Operating R»pt for Doe 1902 

itA(R8T0N,U 0 Alabama Power Co 03/01/09 4pp 16090 299 24X 

Fiche 50-348.83/01/14,8301240034 


6 Reportable occurrences. LERs 6 related correspondence 


6301060306 Forwards LERs 82-059/03L-0 h B2-082/03L-0 

CLAYTON. F.U. Alabama Power Co. 02/12/30 Region 2. Office of 
Director, tp, 16678.232 24X Fiche . SO-348. 62/12/30, 8301060306, 


— 8301060312 LER 82-059/03L-0, on B21207. boron concentration in boron 
Injection tank was below Tech Spec roaulrementt, Caused by 
personnel error Concentration returned to normal level l< 
pertonnel counseled on proper procedures 

HAIRSTON. N 0 Alabama Power Co 02/12/30. Region 2/ Office of 
Director Ip. 16678 233 24X Fiehe 90-348.82/12/30,0301060306. 


— 8301060321 LER e2-032/03L-0 on 02121 1 . post-acc ident hydrogen analyier 
20 declared inoperable when local meter failed low & call 
failure lights & analyser energised Caused by faulty 
analyser cell h power supply board Components replaced 
HAIRSTON. N 0 Alabama Power Co 82/12/30 Region 2. Office of 
Director Jp 16678 234 24X Fiche 50-346.82/12/30.0301060306 


6301170433 Forwards LERs 82-060/03L-0 t B2-053/03L-0 6 updated LER 
0I-OIO/O3X-1 

CLAYTON, F L Alabama Pouer Co S3/0I/D6 Region 2, Office of 
Director Ip 16015 OOt 24X Fiche 50-348.83/01/06,0301170433 


—0301170439 LER 02-O6O/O3L-O on 821217, leakage rate for RCS eiceedod 
required rate Caused by failure to seal-wire seal injection 
throttle valves Valves adjusted 6 seal-wired 

HAIRSTON, N Q Alabama Power Co 03/01/06 Region 2, Office of 
Director Ip 16815 002 24X Fi c he. 50-340, 83/01/06, 0301 1 70433 


—0301170451 LER 02-053/03L-0 on 021209, eon ta Inment sump discharge 
Isolation valve HV’3376 failed to close Caused by procedurol 
deficiency In placement of manual jacking device Procedure 
revised to specify proper positioning of jacking device 
HAlReTON, W 0 Alabeme Pouer Co 83/01/06 Region 2. Office of 
Director Ip t60iS 003 24X Fi c he, 50-340, 03/01/06, 83011 70433 


—9301170461 Updated LER ai-010/03X-l on 810429 6 30, containmen t 
atmosphere radioactivity monitoring sys R-11 declared 
inoperable when filter paper did not advance Caused by paper 
spool slipping on shaft Drive shaft adjusted 

HAIRSTON. W 0 Alabama Power Co 83/01/06 Region 2. Dffico of 
Director, 2pp 16915 004 84X Fiche 50-340,83/01/06,6301170433 


V Operator Eiaminat 1 ons 


0212220443 Oenarlc Ltr 02-39 to all pouer reactor 1 icenseet. app 1 Icants 
for QL. NSS 6 reactor vendors It AEs re meeting to discuss 
recant developments for licensing exams Advises that meeting 
util be held on 630211 re operator licensing Svc list encl 
EIBENHUT, D 0 Division of Licensing 02/12/22 Consolidated 
Edison Co of New York. Inc I2pp 16631 072 24X 

Ftche 90-000,82/12/22,0212220443 


8301120076 Otnaric Ltr 83-01 to power renctor licinsees ti applicants 
for OL re operator licensing eian site visit Requests 
schedule re exam requests expected for submittal prior to 
051231 for lifted categories Svc list encl 

EISENHUT.O 0 Division of Licensing 03/01/11 Consolidated 
Edison Co of Neu York. Inc tlpp 16093 243 24X 

Fiehe: 50-000, 03/01/1 1, 0301120070 


DOCKET SO-352 LIMERICK OENERATINO atATION, UNIT 1 
A App I icatton/construction stage documenis & correspondence 


0301100050 Responds to FOIA request for 12 eotegorles of documents re 
facilities Repts re MARCH code may be purchased from NTI8 
Foruards documents lilted In App A Search for Items 3i6i7>9, 

11 t. 12 Identified In request continuing 

FELTON, J M Division of Rules end Records 82/12/07 HIATT. 8 L 

Dhio Citliens for Responsible Energy 5pp 16754 003 24X 

Fiche 50-000.82/12/07,0301100050 


—0301100000 Discusses evaluation of radiological consequences of 
postulated recomblner failure at f ac 1 li t i es. per Effluent 
Treatment 8ys Branch 730724 request Tables listing 
consequences of shine 6 Inwnersion doses It sources used end 
GRIMES. H Atomic Energy Commission. Directorate of Licensing. 
73/06/0? TEDESCO. R Atomic Ensrgy Commission. Directorate of 
Licensing. 4pp 16754 053 24X Ftche 50-000.02/12/07.8301100050 


0301030272 Confirms 021223 teUon commitment to provide written status 
rept of all NRC requeits for addl Info which have not been 
answered. Info ehould be provided by 630101 
8CHUENCER.A Licensing Branch 2 82/12/23 BAUER. E 0 

Philadelphia Electric Co 3pp 16654:035 24X 

Fiche 90-392,82/12/23.6301030272 


6212060356 Oeneric Ltr 82-30 to all li censeet. applicants for OL it 
holders of CPs re filings concerning IOCFR90 production It 
utllliatlon facilitlee Current listing of branch assignments 
for nuclear raactor projects L svc list end 

EIBENHUT. 0 0 Division of Licensing 63/12/28 Consolidated 
Edison Co. of New York. Inc llpp 16860,001. 24X 

Fiche. 90-000, 82/12/26, 8212060356 


0301040324 Confirms that computer outputs. "Drookhaven Teat Case C4. " 
"Brookhaven Inputs. 1975" & "Drookhaven Test Cases. IndWiduel 
Day Runs.'* provided at 621215 meeting, par 821213 request. 

BRADLEY. E J Philadelphia Electric Ce 62/12/30. SCHUENCERiA 
Licensing Branch 2 2pp 16642 116 24X Fiche* 50-352, 02/13/30. 

0301040324 
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B30I060377 Ret ponds to MRC BS1353 Itr reiiucsting i talus rapt for 
i|ueitlons not provided ip/ subs tan live response vie P5AR/ 
environ rept-OL ttage Responses to retnalninp question* wilt 
ba tent S uts before faroiel revt 

BRADLEV.E J PJi i lade 1 phla Electric Co BS/IS/SO SCHUENCER.A 

Lie eft tins BrancJi S ia7pp 16670 311 2-4 X FI c be 80-352. 03/ 12 /SO* 

0301060277 


0301100100 Oubnltt Info requested in NRC QSQ730 1 tr re audits bg NRC 
Seltnic *• Oynamlc Qua 1 1 f ice ti on Ravieu ream b Pump b Vaivo 
Operabllltg Revieiu Team Equipment qualification 6 
initallation ul 1 1 be 90% complete (ay Oct 19B3 

KEKPER. >J S Philadelphia Electric Co B3/01/03 SCHUENCER. A 
Licensing Branch 2 2pp 16703 Hi S4X Flche 50-382,03/01/03. 
8301100100 


O30tS0O0l9 Advises that util sfl 1 1 respond to NRC 831118 request for 
addl Info in Feb 1903 Response to Question E 240 39 ui 1 1 be 
via environ rapt-DL stage rev 

BRADLEVrE J Philadelphia Electric Co 83/01/14 SCHhlENCER.A 
Licensing Branch 3 Spp 16364 142 34X Flche 50-352.83/01/14. 

8301200019 


8301200072 Foruardt "Ropt on Ambient Noise Qurvey. " In response to 
Question E 290 34 

ORADLEV. E J Philadelphia Electric Co 83/01/17 SCHMENCER. A 
Licensing Branch 2 2pp 16363 327 24X Fiche 50-352,03/01/17. 

8301200072 


— S301S00075 "Rept on Ambient Woisa Survey " 

LQO.S C Philadelphia Electric Co 73/09/24 16pp 16B63 229 
24 X Flche 50-352,83/01/17.8301800073 


8301370176 Forelardt comments on 3NL draft PRA Rept iNtlRE0/CR-3D2a. dtd 
Oct 1932). per commitment made in 821222 Itr Class II 
accident sequence frequency overestimated 

BOYER, V 8 Philadelphia Electric Co 83/01/23 EISENHOT.O 0 
Division of Licensing 21 pp tA934 341 24X Flche 50-352.83/01/25, 

3301270176 


C Utility Environmental Report (ER). amends & c arret pondenco 


B301040168 Foruards Rev 9 to Environ Rept 

BRADLEY. E J Philadelphia Electric Co 33/12/30 OENTDM, H R 
Office of Nuclear Reactor Regulation. Director 3pp 16771 t07 
24X Fiche 50-358.82/12/30,8301040168 


8301040309 Foruards Affidavit of Sve re distribution of FSAR Rev 4 b 
environ ropt Rev 0 

BRADLEY. EJ. Phi ladelph 1 a Elec tr Ic Co 02/12/30 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Spp 16641 311. 
24X Fiche 50-352.02/12/30,8301040309 


8301100099 Fpruards Affidavit of Sve re distribution of Rev 13 to FSAR 
b Rev 9 to environ rept in accordance w/NRC 810706 lir 
BRADLEY. E J Philadelphia Electric Co 83/01/12 BENTON, H R 
Office of Nuclear Reactor Regulation. Director Spp. 16833 133 
24X Fiche 50-352,83/01/12.0301100099 


F Security, medical, emergency fa fire protection plans 


8212060349 Oenerlc Ltr 82-93 to all licensees of operating reactore, 
applicants for OL fa holders of CPs re Suppl 1 to NUREO-0797. 
"Requirements for Emergency Response Capability “ 

NUREO-0737. Suppl 1 fa sve list end 

EIEENHUT.D 0 Division of Licensing 82/12/17. Consolidated 
Edison Co of Neu Yort. Inc 77pp 16681 200 24X 

Fiche 50-000,82/12/17.8212060349 


B312220445 Generic Ltr 82—39 to all reactor licensees. CP holders fa 
applicants for CPs re problems u/submi ttal s of 10CFR73 21 
safeguards Info for licensing rovieui Procaduros re 
tranimlttal of Info outlined Eve list end 

EISENHUT.DO Division of Licensing ^/13/S3 Consolidated 
Edison Co of Neu York, Inc. I Spp 16690 021 24X 

Fiche SO-COO, 82/ 1 2/22, 82 1 2220 445 


8301120314 Foruards draft responses fa firs protection evaluation rept 
page changes re R Martin request for addl info Responses 
fa page changes ulll be Incorporated into Fire Protaction 
Evaluation Rcpt.Rev 2 scheduled for submittal 3an 1983 
BRADLEY, E J Phi ladalph 1 a Electric Co. 33/01/07. SCHWEMCER.A 
Licensing Branch 2 103pp 16774 313 24K Fiche 50-352. 83/ 01/07. 

0301120314. 


11260261 Relaasea public version of Rev 4 bo Emergency Plan. 

ELTON. J H Division of Rules and Record* 03/01/24 Document 
snagement Stanch. Ip 16916 001 24X Flche 50-352,83/01/24. 

101260261 


--8301260263 Public version of Rev 4 to Emergency Plan Sliteen 
oversize tables end Aperture cards available In PDR 
« Philadelphia Electric Co 82/12/31 02pp 16916 011 24X 

Fiche 50-352, 83/01/24. 830 126026 1 


O Adjudicatory correspondence 


8301040466 Order extending time until B30121 for Commission to act te 
revieui NRR Director D21207 denial of Dol-Auare Unlimited 
10CFR2 206 request for action 

CHILK.S J Office of the Secretary of the Commission 83/01/03 
Commissioners Ip 16643 180 24X Fiche 50-332.03/01/03, 

8301 040 466 


9301110508 Responds to 021215 ltr re Const Assessment Team site visit 
rept Visit took place during uk of 821214 Assessment rept 
should be available by 830114 

HaDODON,A P Hearing Branch 2 83/01/10 LENIS. H I Leuis. H 

ip 16745 197 24X Fiche 50-352,83/01/10.8301110508 


— 630I110S09 Questions amount of documentation received in response to 
requests for informal discovery re Const Assessment Team 
visit 

LEUIS, M I Louis. M 82/12/15 HODODON, A Hearing Branch 2 
Ip 16745 198 24X Flche 50-352,83/01/10.8301110508 


6301110510 Responds to 831221 ltr re Const Assessment Team site visit 
rept Visit took place during uk of 821214 Assessment rept 
should be available by 830114 

HODODON. A P Hearing Branch 2 83/01/10 UHITE. J H Affiliation 

Unknoun Ip 16743 356 24X Ficho 50-352.83/01/10,8301110510 


— S301110SI1 Requests info re Const Assessment Team site visit fa rept 
aval tab! 1 ity 

HHITE.JM Affiliation Unknoun 82/12/21 HOOGDON, A P Hearing 
Branch 2 Ip 16743 357 24X Fiche 50-352.83/01/10,8301110510 


03OIS4O139 Response to 821206 informal request for production of 
documents M/o end 

ADLER, R H Pennsylvania, Commonuoalth of. 83/01/19 ELLIOTT. C U 
Thomas fa Hair Ip I6B91 059 24X Flche 50-352,83/01/19. 

8301240139 


8301240133 Order extending time until 630204 for Commission bo act to 
review 621207 Director's Decision denying Del-Aware 
Unlimi ted. Inc 820706 petition 

CHILK.S J Office of the Secretary of the Conuniesion 83/01/21 
Commissioners Ip 16692 042 24X Fiche 50-352.83/01/21. 

8301240133 


8301250430 Memorandum fa Order denying Del-Aware Uni imited. Inc 020936 
petition to amend contentions Contention V-22 precluded by 
A8LA8 doclsion. V-23 la impermissafa 1 y vague fa V-24 fail* to 
provide basis for conclusion re less damaging alternatives 
BRENNER, L . MORRIS, P A . COLE. R F Atomic Safety and Llcensltig Bean 
Panel 83/01/24 Dal-Aware Unlimited. Inc 19pp 16906 059 
24X Flche 50-352.83/01/24,0301250430 


0301270321 Joint rept on informal discovery per ASLB 620601 fa 1020 
orders Certificate of Sve end 

UETTERHAHN. M J. Conner fa Netterhahn UETTERHAHN, H J Phlladstphia 
Electric Co 83/01/24 BRENNER, L J , MORRIS.P A . COLE, H F AUsK 
Safety and Licensing Board Panel 32pp 16934 122 24X 

Flche 50-352,03/01/24,8301270321 


K Utility Final Safety Analysis Report (FSAR) fa amends 


8212020054 Foruards Rev 13 to FSAR. cons isfclng of changes to Bectlsn 
1 7 

ORADLEY.EJ Philadelphia Electric Co 62/11/30 SCHUENCER. A 
Licensing Branch 2 2pp 16280 001 24X Ficho 50-332,82/11/30. 

8212020054 


"B21202'0059 Rev 13 ta FSAR W/Q16 oversize drawings Aperture cards are 
available In PDR 

• Philadelphia Electric Co 82/11/30 3. lS2pp 16280 003 SIX 

F i c h e . 50-39 2 , 02/ 1 1 /30. 021 2020054 


B30I04030? Forward* Affidavit of Sve re distribution of FSAR Rev 4 6 
environ rept Rev B 

BRADLEY.EJ Philadelphia Electric Co 82/12/30 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Spp 16641 311 
24K Fiche 50-392,82/12/30.0301040309 


6301180099 Forwards Affidavit of Sve re distribution of Rev 15 to FSAR 
fa Rev 9 to environ rept in accordance w/NRC 810706 ltr 
BRADLEY. E J Philadelphia Electric Co 83/01/12 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Spp 16833 133 
24X Flche 50-352.03/01/12,8301160099 
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O (n»peci(on reportsi IE Bulletins & correspondence 


B3011000&0 Responds to POIA request for 13 categories of documents re 
facilities Repts re MARCH code mag be purchased from NTIS 
Farniards documents listed in App A Search for Items 3i&>7<9< 

It & 12 identified In request continuing 

FELTON. JH Division of Rules and Records aS/lS/O? HIATT. B L 
QMo Ciiitens for Responsible Energy 9pp 16754 003 24)f 

Flche 90-000. 03/ 12/07. B301 100050 


-BaoiiOOlB? Advises that IE Dulletln 78-03, "Rotentiel Explosive Oos 
Kicture Accumulations Associated U/BIVR Offgas Sys 
Operations." has been sent to listed OL holders for action t. 
to listed CP holders for info Sample Itrs and 
ORIER.BH Region 1. Philadelphia. Office of the Director 
78/03/10 Division of Reactor Operations Inspections 6pp 
1*754 181 34X Flche 90-000,92/12/07,0301100050 


—8301 100263 Forwards IE Bulletin 70-03, "Potential Explosive Oas Mixture 
Accumulations Associated W/BMR Offgas 8ys Operations " 

Nq uirittan response required N/o enc 1 

dmiERiBH Region 1, Philadelphia, Office of the Director 

78/02/10 BDVER.V B Philadelphia Electric Co ip 16754 306 

24X Ficha 90-000,02/12/07,0301100090 


820819026? IE Info Notice 02-51, "Qvere xposures in PUR Cavities " Bvc 

list end 

DEyoUNOi R C. Director's Office, Office of Inspection and 
Enforcement 88/13/21 Consolidated Edison Co of New York, Inc 

tlipp 1668? 33? 34X Flche 90-000,02/12/21,0208190269 


821S060391 IE Info Notice 62-52, "Equipment Environ Dual i f i cat 1 on 
Testing Experience - Updating of Test Summaries Previously 
Fublished in IE Info Notice 81-2? " 6vc list end 
JORDAIIi E L Division of Engineering & Quality Assurance (Pre 
BSOIDSl. 08/12/21 Consolidated Edison Co of New Vorli, Inc 
[I9pp 16601 008 34X Ficha 50-000,82/12/31.8212060391 


83tS}060390 IE Info Notice 82-83. "Main Transformer Failures at North 
Anna Nuclear Power Station " 8vc list end 

JORDAN. E L Division of Engineering t. Quality Assurance (Pre 
8301031 82/13/33 Consolidated Edison Co of New York, Inc 

114pp 16758 017 24X Fiche 50-000,83/12/22,8212060350 


820819l>275 IE Info Notice 82-54. "Uesti nghous e NQFD Relay Failures in 
Reactor Protection Sys " Sve list enc 1 

JOftOAM. E L Olvliton of Engineering * Quality Assurance (Pre 
0301031 83/12/87 Consolidated Edison Co of New York. Inc 

llOpp 16962 139 84X Flche 90-000,82/12/87,8200190275 


828S190273 IE Info Notice 03-99, "Seismic Qualification of Uestlnghousc 
AR Relay W/Latch Attachments Used in Uestinghouse Solid 
State Protection Sys " Sve list end 

JORDAN, E L Division of Engineering t. Quality Assurance (Pre 
030103) 88/12/88 Consolidated Edison Co of New York, Inc 

t07pp t6869‘014 24X Flche 50-000,82/12/28,0208190873. 


8301040664 Forwards "Pump & Valve Insorvico Testing Program Plan, " 
which constitutes second part of preservice insp plan 
Third pert of plan will be transmitted by 830630 
KEMPER, je Philadelphia Electric Co 82/12/28 SCHI4ENCER, A 
Licensing Branch 2 2pp 16650 171 24X Flche 50-352,82/12/28, 

0301040664 


— 03OIO'4O697 "Pump l< Valve Inservlce Testing Program Plan, " Rev 3 
HOLLAND, N Nuelter Energy Service, Inc 82/05/06 216pp 

16690 173. 84X Flche 90-352,82/12/88,8301040664 


8S1S060394 IE Info Notice 08-56, "Robertshaw Thermostatic Flow Control 
V«lvef " 8vc Hit end 

JORDAN, E L Division of Engineering & Quality Assurance (Pre 
0301031 83/12/30, Consolidated Edison Co. of New York, Inc 

lllpp 16758 137 24X Flche 50-000,82/18/30.8218060394 


0301170384 Forwards IE Insp Rept 90-388/88-14 on 821101-09 No 
noncomp t lance noted 

MARTIN, T T Division of Engineering & Technical Programs 83/01/03 
KEMPER, J 8. Philadelphia Electric Co 2pp 16810 101 84X 

Flehe:30-358,83/01/03, 83011 70284 


— 0301170887 IE Imp Rept 50-393/83-14 on 881101-05 No noncompliance 
noted Major areas inspae ted* 1 nstal latlon of electrical 
cables, raeauay, motor (c motor control ctrs 6 quality record 
review 

FINXEL. A, e , PLiaCO.L , DETTENHAUBEN, L, Division of Engineering 6 
Technical Progremt 83/12/07 7pp 16810, 103 24X 

Flche- 90-398, 03/01/03, 8301170284 


0301180153 Revises Preservice Insp Pt an, supp 1 cment ing requirements of 
A8ME Section XI, Paragraph tl4A-S300( b ) . by qualifying visual 
examiners involved in hanger insp per ANSI 45 3 6 
KEMPER, J 3 Ph iladelphia Electric Co 83/01/07 8CHHENCER, A 
Licensing Branch 8 3pp 16631 336 24X Fiche 50-353,83/01/07, 

8301180193 


0301370313 Forwards IE Insp Rept 50-352/82-15 on 821115-1329 No 
noncomp liance noted 

STAfiOSTECKI, R Division of Project t. Resident Programs 83/01/12 
KEMPER, J S Philadelphia Electric Co 2pp 16934 116 24X 

Flche 30-353,83/01/12,8301370312 


— 8301370320 IE Insp Rept 50-352/82-15 on 031 115-1229 No noneompHanec 
noted Major areas inspected control of design 6 installation 
of supports t< snubbers on mam steam l> recirculation 
piping sys t, surveillance of welding 6 NDE activities 
CHAUOHARV.S K , MCCABE, E C Division of Project U Resident 
Programs 82/12/30 4pp 16934 118 34X Flche 90-352.03/01/13, 

0301270312 


V aperator Examinations 


8212320443 Oenerlc Ltr 63-38 to alt power reactor 1 icensees, app 1 icants 
for QL, NSa i reactor vendors & AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 830211 re operator licensing Sve list end 
EIBENHUT.DO Division of Licensing 82/13/32 Consolidated 
Edison Co of New York, Inc iSpp 16681 073 34X 

Fiche 50-000,82/18/23,8212330443 


0301120078 Generic Ltr 93-01 to power reactor licensees 6 applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
QS1231 for listed categories Sve list end 

EISENHJT.D 0 Division of Licensing 83/01/11 Consolidated 
Edison Co of New York, Inc llpp 16893 843 34X 

Fiche 50-000, 03/01/11, 830!130078 


DOCKET 50-353 LIMERICK GENERATINO STATION, UNIT 8 


A Application/construction stage documents t, correspondence 


0301100050 Responds to FOIA request for 13 categories of documents re 
facilities Repts re MARCH code may be purchased from NT18 
Forwards documents listed in App A Search for Items 3, 6, 7, 9, 

11 & 12 identified in request continuing 

FELTON. J M Division of Rules and Records 03/13/07 HIATT, 8 L 
Ohio Citirens for Responsible Energy Spp 16754 003 24X 

riche 50-000,82/13/07,8301100050 


— 630110008B Discusses evaluation of radiological consequences of 
postulated recombiner failure at fac i 11 ti es, per Effluent 
Treatment Sys Branch 730724 request Tables listing 
consequences of shine 6 immersion doses U sources used end 
ORINES, Q Atomic Energy Commission, Directorate of LlcensinQ 
73/00/09 TEDESCOi R Atomic Energy Commission, Directorate of 
Licensing App 16754 053 24X Fiche 50-000,82/13/07,8301100050 


0301030278 Confirms 821223 tolcon commitment to provide written status 
rept of all NRC requests for addl Info which have not teen 
answered Info should be provided by 830101 
aCHWENCCR.A Licensing Branch 2 82/12/23 BAUER, E 0 

Philadelphia Electric Co Spp 16654.025 84X 

Fiche 50-398,02/12/33,0301030272 


0212060356 Generic Ltr 82-30 to all 1 icensees, appl icants for QL l< 
holders of CPs re filings concerning 10CFR50 production t< 
utllliation facilities Current listing of branch assignments 
for nuclear reactor projects 6 sve list end 

EISENHUT, 0 0 Division of Licensing 62/13/28 Consolidated 
Edison Co. of New York, Inc llpp 16068 001 24X 

Fiche 50-000,02/18/28,8218060356 


0301040334 Confirms that computer outputs, "Drookhaven Test Gate 04," 
"Drookhaven I npots, 1979" fc "Drookhaven Tost Cases, Individual 
Day Runs," provided at 821215 meeting, per 621213 request 
BRADLEY, E J Philadelphia Electric Co 82/12/30 SCHUENCER.A 
Licensing Branch S app 16648 U6 84X Flche 50-393.82/13/30, 
0301040334 


8301060877 Responds to NRC 081283 ltr requesting status rept for 
questions not provided w/substantive response via F8AR/ 
environ rept-OL stage Responses to remaining questions will 
be sent 8 wks before formal revs 

BRADLEY, E J Philadelphia Electric Co 62/12/30 BCHUENCER.A 

Licensing Branch 2 t27pp 16670 311 S4X Fiche 50-398.82/13/30, 

8301060277 
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□301100100 Subniifei info reiiuesteif in ^RC 620730 Itr re audita 6v NFIC 
Stiainlc it Dynamic Oual i'i 1 cation Rcvleu Taam ti P'ump ii Valve 
Operability Flevley Team Equipnent qualification & 
inatallatlon will be 90V. roaiplete by Oct 1963 

KEHPERit/ S PMlaitelpriia Electric Co 63/01/03 SCHUlENCEFit A 
Llcenalng Braneb S Spp 16703 111 24X Ficha 50-352.63/01/03. 

□301 100100 


8301200019 Advitea that util will reap»nd to NRC 821118 request for 
sddl info in Feb 1983 Response to Question E 240 29 will be 
via environ rept-OL stage rev 

ORADUEY.E J PhlladelpMa Electric Co 03/01/14 GCHWENCER, A 
Licensing Oroncb 2 2pp I6B64 142 24X Flche 50-352,83/01/14. 

830120001? 


B301S00072 Forwards "Repl on Ambient Noise Survey." in response to 
Question E 290 34 

BRADLEV.E J Philadelphia Electric Co 03/01/17 SCHWENCER.A 
Licensing Branch 2 2pp 16863 227 24X Fiche 50-392,83/01/17. 

8301200072 


”8301200075 "Rept on Ambient Noise Survey " 

LOtiiS C Philadelphia Electric Co 73/09/24 16pp 16663 229 
24X Flche 30-352.83/01/17,8301200072 


8301270176 Forwards comments on DNL draft PRA Hept (NUREO/CR-302B, dtd 
Oct 19321. per tommltm.ent made In 821222 Itr Class tl 
accident sequence frequency overestimated 

aOYER. V S Philadelphia Electric Co 83/01/25. EtSENHUT.D 0 
Division of Licensing 21pp 16934.341 24X Flche 50-352,83/01/25, 

8301270176 


C Utility Envlrannental Report CERl, amends & correspondence 


8301040168 Forwards Rov 9 to Environ Rept 

ORABLEV.E J Philadelphia Electric Co 82/12/30 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 3pp 16771 107 
24X Flche 50-352.82/12/30.6301040168 


8301040309 Forwards Affidavit of Bve re distribution of F8AH Rev 4 U 
environ rept Rev 8 

BRADLEV.E U Philadelphia Electric Co 82/12/30 DENTON. H R 
Office of Nuclear Reactor Regulation. Director Spp, 16641,311 
24X Flche 50-352,82/18/30.8301040309 


8301160099 Forwards Affidavit of Sve re distribution of Rev IS to FSAR 
U Rev 9 to environ rept In accordance u/NRC 610706 Itr 
BRADLEV.E J PM 1 adeiph la El ec tr Ic Co 83/01/12. DENTON. H R 
Office of Nuclear Reactor Regulation. Director Spp 16832 133 
24X Fiehe.S0-3S2. 83/01/12, 6301 180099 


F Security* medical, emergency U fire protection plans 


6212060349 Oenerle Ltr 82-33 to ail licensees of operating reactors, 
applicants for OL tc holders of CPs re 6uppt 1 to NURE0-O737 p 
"R equirements for Emergency Response Capability " 

NURE0-0737r8uppl 1 tt nvc list end 

ElEENHUr.DO Division of Licensing 82/12/17 Consolidated 
Edison Co of New York* Inc 77pp 16661 208 24X 

Flche 50-000.82/12/17.8212060349 


8212220445 Oenerle Ltr 82-3? to all reactor licensees. CP holdors b 
applicants for CPs re problems w/submi tta 1 s of 10CFR73 21 
safeguards Info for licensing review Procedures re 
transmittal of info outlined 8vc list end 

EIBENHUr. 0 O. Division of Licensing 82/12/22 Consolidated 
Edison Co of New York. Inc 13pp. 16690 021. 24X 

Flche, 80-000. 62/12/22. 821222044 3 


8301120314 Forwards draft responses 1 fire protection evaluation rept 
page changes r« R Martin request for addi Info Responses 
b page changes will be Incorporated Into Fire Protection 
Evaluation Rept. Rev 2 scheduled for submittal Jan 1983 
BRADLEV.E,J Philadelphia Electric Co 83/01/07 ECHNENCER.A 
Licensing Branch 2 i03pp 16774 313 24X Flche. 50-352.63/01/07. 

8301120314 


8301860261 Releases public version of Rev 4 to Emergency Plan, 

FECTQN. J.K Division of Rules and Records 63/01/24. Document 
Henagamant Branch Ip 16916.001 24X FI che- S0~3S2. 63/01 /24, 

8301260261, 


— 8301260263 Public version of Rev 4 to Emergency Plan.Bixteen 
overslie tables and Aperture cards available in PDR 
• Philadelphia Electric C« 82/12/31 82 pp. 16916 Oil, 34X 

Flche 50-392.83/01/24.8301260261 


0 Adjudicatory correspondence 


8301040466 Order eitending time until 830121 for Commission to act te 
review NRR Director 821207 denial of Del-Aware Unlimited 
10CPR2 206 request for action 

CHILK.S J Office of the Secretary of the Commission 83/01/03 
Commissioners Ip 16643 180 24X Flche 50-352.83/01/03. 

Q301040466 


0301110508 Responds to 821215 ltr re Const Assessment Team site visit 
rept Visit toot place during wk of 821214 Assessment rept 
should be available by 830114 

HODODON.AP. Hearing Branch 2 83/01/10 LEWIB.M I Lewis. M 

Ip 16745 197. 24X Flche 50-352,83/01/10.8301110508 


— B3OI11OS0? Questions amount of documentation received in responie ts 
reques ts for Inf orma 1 discovery re Const Assessment Team 
visit 

LENIB.H I. Lewis, H 82/12/15 HODODON, A Hearing Branch 2 
Ip 1674S 198 24X Flche 50-352,83/01/10.0301110503 


6301110510 Responds to 621221 ltr re Const Assessment Team site visit 
rept Visit took place during wk of 821214 Assessment rept 
should be available by 830114 

HODODON.AP Hearing Branch 2 83/01/10 WHITE, JH Affiliation 

Unkneun Ip 16745 356 24X Flche 50-352,83/01/10.8301110910 


— 8301110511 Requests info re Const Assessment Team site visit & repl 
a val lab i 1 Ity 

WHITE, J H Affiliation Unknown 82/12/21 HODODON. A P Hearing 
Branch 2 Ip 16743-357 24X Flche 50-352,03/01/10,8301110510 


8301240139 Response to 821206 Informal request for production of 
documents W/o end 

ADLER.R W Pennsylvania, Commonwealth of. 83/01/19 ELLIOTT.C M 
Thomas i. Hair Ip 16891 058 24X Flche 90-352,83/01/19. 

8301240139 


8301240133 Order eitending time until 830204 for Commlssioii to act to 
review 821207 Director's Decision denying Del-Aware 
Uni imltedi Inc 820706 petition 

CHILK.S J Office of the Secretary of the Commission 83/01 /2E 
Commissioners Ip 16892 042 24X Flche 50-352,83/01/21. 

8301240133 


B3012S0430 Memorandum U Order denying Od-Aware Uni imi tod. Inc 820926 
petition to amend contentions Contention V-22 precluded by 
ASLAB dec islon. V-23 is impermissab 1 y vague 6 V-24 fails to 
provide basis for conclusion re less damaging alternatives 
BRENNER, L , MORRIS. P. A , COLE, R F Atomic Safety and Licensing Boirl 
Panel 83/01/24 Del-Aware Unlimited. Inc ISpp 16906 059 
24X Flche- 90-352, 83/01/24, 8301250430 


8301270321 Joint rept on Informal discovery per A8LD 620601 ti 1020 
orders Certificate of Sve end 

WETTERHAHN.H J Conner tc Wetterhahn WETTERHAHN. K J Philadelphia 
Electric Co 03/01/24 BRENNER, L J , MORRIS, P A , COLE.R F Ato-ali 
Safely and Licensing Board Panel 32pp 16934 122 24X 

Flche 50-352,83/01/24,8301270321 


K Utility Final Safety Analysis Report (FSAR) ti amends 


8212020054 Forwards Rov 13 to FSAR, cons i sting of changes to Section 
I 7 

BRADLEV.E J Ph i ladelphia Elec trie Co 82/11/30 SCHWENCER.A 
Licensing Branch 2 2pp. 16280 001 24X Flche 50-352.82/11/30. 

8212020054 


-“8212020059 Rev 13 to FSAR W/816 overslie drawings Aperture eardi are 
available In PDR, 

« Philadelphia Electric Co 82/11/30 3, 122pp 16280-003 2« 

Flche 50-352,82/11/30,8212020054 


0301040309 Forwards Affidavit of Sve re distribution of FSAR Rev 4 fc 
environ rept Rev B 

BRADLEY, E J Philadelphia Electric Co 02/12/30 DENTON.H fl 
Office of Nuclear Reactor Regulation. Director Spp 16641.311 
24X Flche 50-352,82/12/30,0301040309 


0301180099 Forwards Affidavit of Sve re distribution of Rev 15 to FB*S 
& Rev 9 to environ rept In accordance w/NRC 810706 Hr 
BRADLEY. EJ Phi ladelph ia Elec trie Co 83/01/12 DENTON.H R 
Off let of Nuelsar Reactor Regulation. Director Spp, 16832 133 
24X Flche. 50-352, 03/01/ 12, 8301180099 
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'll Inspection report9> IE Bulletins & correspondence 


11301100090 Responds to FOIA request for IS cetegorles of documents re 
facilities Repts re MARCH code may be purchased from htTlS 
Forwards 'documents listed in App A Search for Items 3i6i7t?> 

II & 12 Identified in request continuing 

FELTOMiJ H Division of Rules and Records 83/13/07 HIATT. S L 
Ohio Cltltens for Responsible Energy 9pp lf>7S4 003 S4X 
Flehe 90-000,62/13/07.0301100030 


—8301100187 Advises that IE Bulletin 76-03. “Potential Explosive Oas 
Hliture Accumulations Associated H/BUR Offgas Sgs 
Operations. “ has bean sent to listed OL holders far action It 
to listed CP holders for info Sample Itrs end 
ORIER> D H Raglan 1. Philadelphia. Office of the Director 
76/02/10 Division of Reactor Operations Inspections &pp 
I&794 181 34X Fiche 50-000,63/13/07.6301100090 


— 53011002f>3 Forwards IE Bulletin 78-03. "Potential Explosive Oas Hixturo 
Accumulations Associated H/OUR Offgas 6ys Operations " 

Ho written response required H/o end 

CRIERaB.H Region 1. Philadelphia. Office of the Director 

78/02/10. BOYER. V S Philadelphia Electric Co Ip 1A794 20i> 

24X FleAe 90-000,03/12/07,8301100090 


82081902&9 IE Info Notice 83-91, “Qvore xposur es In PHR Cavities " Svc 

list end. 

DEYOi/NOffl C Director's Office, Office of Inspection and 

Enforcement. 63/12/31 Consolidated Edison Co of New Yorli. Inc 

lllpp 1 £68? 339 34X Fiche 90-000. 63/13/21,8308190369 


6313060391 IE Info Notice 83-93, “Equipment Environ Qualification 
Testing Gsperlenee - Updating of Tost Rummaries Previously 
Published In IE Info Notice 61-39 " Svc list end 
vTOflOAM, E L. Division of Engineering It Quality Assurance (Pre 
6301031 63/13/31 Consolidated Edison Co of New York, Inc, 

IISpp 16681:000 24X Fiche 90-000,83/13/31,6313060391 


0313060390 IE Info Notice 02-53. "Main Transformer Failures at North 
Anna Nuclear Power Station “ Svc list end 

UORDAN, E L Olvision of Engineering t. Quality Assurance (Pre 
830I03>. 62/13/33 Consolidated Edison Co of Now York. Inc 

lltpp 16799 017 34X Fiche 90-000.83/13/33,6313060350 


6300190275 IE Info Notice 83-54, "Mesti nghouse NOFO Relay Failures in 
Riactar Protection 8ys " Svc list end 

UOROAN, E L Division of Engineering it Quality Assurance (Pre 
830103) 83/13/37 Consolidated Edison Co of New York. Inc 

llOgg 16962 139 34X Fiche 50-000.83/13/27.6200190379 


0300190273 IE Info Notice 82-SS, "Seismic Qualification of Ucstlnghouse 
AR Rtlay t^/Uatch Attachments Used in Uestinghouse Solid 
State Protection 8ys ” Svc list end 

-JORDAN, E L Division of Engineering & Quality Assurance (Pre 
030103) 83/13/30 Consolidated Edison Co of Now York, Inc 

109pp. 16869 014 34X Fiche 90-000.83/13/38,6308190373 


8301040664 Forwards “Pomp it Valve Inserviee Testing Program Plan," 
uklch constitutes second pert of preservico Insp plan 
Third part of plan will be transmitted by 830630 
KEHPER.J S Philadelphia Electric Co 83/13/38 8CKNENCEft. A 
Licensing Branch 3. 3pp 16690.171 24X Fiche 90-353,83/12/30, 

S301040664 


— 0301040697 "Pump fc Valve Inservice Testing Program Plan, “ Rev 3 
HQLLANDfH Nuclear Energy Service, Inc 03/09/06 aiSpp 
16650 173 34X Fiche 50-353, 83/13/38,6301040664 


3213060394 IE Info Notice 83-96. "Robertshau Thermostatic Flow Control 
Volves. " Svc list end 

JOROAN.E L. Division of Engineering & Quality Assurance (Pre 
8301031 82/13/30 Consolidated Edison Co of New York. Inc 

lllpp 16753 137 34X Fiche. 90-000, 83/13/30,6313060354. 


S301I8O1S3 Revises Presarvlce Insp Plan. supp 1 ement ing requirements of 
ABHE Section Xt.Paragraph INA~3300{b ) . by qualifying visual 
esaminert involved in hanger insp per AI^I 49 2 6 
HEKPERiJ.S. Philadelphia Eleebric Co. 63/01/07, 6CHNENCER, A 
Licensing Branch 3 3pp 16831 336 24X Fiche. SO-392. 83/01 /07, 

0301180193 


V Operator Examinations 


9212330443 Oenerlc Ltr 83-38 to all power reactor I Icensees, app 1 icants 
for tX.iNSB (k reactor vendors it AEs re meeting to discuss 
rscent developments for licsnslng exams Advises thot meeting 
Hill be held on 830211 re operator licensing Svc list end 
ElSENHUTaD. O Division of Licensing. 82/13/33 Consolidated 
Eiflsan Oo. of Neu York, Inc 12pp 166B1 072 34X 

Fiche: 90-000, 03/13/32, 8313330443 


6301120078 Oeneric Ltr 03-01 to power reactor licensees It applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
□91331 for listed categories Svc list end 

E18ENHUT. D 0 Division of Licensing 03/01/11 Consolidated 
Edison Co of New York, Inc llpp 16093 343 S4X 
Flehe 90-000,83/01/11.8301120076 


DOCKET 90-394 HOPE CREEK NUCLEAR STATION, UNIT 1 


A App 1 leat lon/construction stage documents k correspondence 


6301030304 Summary of 031303 meeting w/util, Bechtel, Fracture-Proof 
Design Corp k ORNL in Bethesda. MB re drywell jet 
improvement barriers ti alternative to barriers 

NAONERr D H Licensing Branch 3 33/13/30 Licensing Branch 3 

53pp 16699 099 34X Fiche 90-394.03/12/30,0301030304 


8301290693 Summary of 831317 meeting w/OE & Hark I Owners Croup in 
Bethesda, MD re suppression pool local to bulk temp 
difference anal-ysls k single vent lateral chugging load 
SIEGEL. B Operating Reactors Branch 3 03/01/tB Operating 

Reactors Branch 3 95pp 16907 329 24X Flehe 90-000,83/01/10. 

8301250693 


0 Adjudicatory corre spondence 


8301140083 Advises that NRC response to petition for review re 
consolidated radon proceeding will be filed 830117 due to 
delayed race! pt 

REIS, E J Hearing Branch 3 03/01/06 CHILK. E J Office of tho 

Secretary of the Commission 2pp 16009 310 34X 

Fiche 90-000,03/01/06.0301140003 


— 8301140093 Forwards request for extension of time to file petition for 
review in consolidated radon proceeding Name inadvertently 
omitted from svc list 

JOHMSONi J Environmental Coalition on Nuclear Power 63/13/30 
BQROENICK. B. Hearing Branch 3 3pp 16009 313 24X 

Fiche 90-000, 03/01/06.8301140003 


0301140411 Bupplomental affidavit of C Kepford re qualifications as 
expert witness Certificate of Svc enc 1 

KEPFORD.C THt-2 (< Peach Bottom Intervenors 03/01/06 4pp 
16000 097 24X Fiche 90-000,03/01/06.8301140411 


0301140423 Motion for recusal of Commissioner Palladino from 
consideration of radon issue due to possible bias 
Certificate of Svc end 

J0HN8RUD, J H THI-2 k Peach Bottom Intervenors 03/01/10 
Commissioners 3pp 1600? 074 34X Fiche 90-000.03/01/10, 

8301140433 


8301140279 Answer opposing Cltlxens for Safe Environ t. Environ 
Coalition on Nuclear Power 621387 petition for review of 
ALAa-701 Reliance on Perkins record for determining health 
effects of radon releases correct Certificate of Svc end 
81LBER0. J E Ketropolitan Edison Co 83/01/11 Commissioners 
i9pp 16606 368 24X Fiche 90-000.03/01/11.0301140375 


0301140297 Answer opposing Environ Coalition on Nuclear Power ti other 
intervener 021387 petition for review of ALAB-70t Petition 
amounts to simple disagreement on witness qualification 6 
raises no important issues Certificate of Svc end 
CONNER, T 8 Philadelphia Electric Co 03/01/11 Commltslaners 
14pp 16606 163. 24X Fiche 90-000.03/01/11.0301140297 


8301100036 Answer opposing Citiieni for Safe Environ ii Environ 
Coalition on Nuclear Power petition for review of ALAB-701 
Intervenors fail to show A9LA8 error or necessity of 
Commission rsvisu N/Csr 1 1 f i cate of Svc 

REIS. E J Hearing Branch 3 83/01/17 Commissioners 14pp 

16B33 144 34X Flehe 90-000,03/01/17.6301100026 


6301190SOS Requests svc lists be chenged k correspondence be addressed 
to R Fryllng due to retirement of F Oroadfoot 
WETTERHAHN.M J Conner k Metterhahn WETTERHAHN. H J. Public 
Service Electric 1. Oas Co of New Jersey 83/01/17 DENTON, H R. 
Office of Nuclear Reactor Regulation, Director, CUNNINOHAMiO 
Office of the Executive Legal Director, CHILK, 8 J Office of the 
Secretary of the Commission, 2pp 16046 304 24X 

Fiche- 80-000, 83/01/17, 0301190303 


0301370324 Motion to strike C Kepford supplemental affidavit re 
qualifications as expert witness Affidavit is unauthoriied 
attempt to suppl record on appeal Affidavit does not 
establish qua 1 1 f icabians 

CONNER, T D Ph 1 ladlelphia Elec trie Co 03/01/24 Commissioners. 
4pp 16935 208 24X Fiche 50-000.83/01/24.0301270334 
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—0301370358 Aniusr oppoiing int«rv«nor 830110 motion far rocU^al of 
Chairman Palladino Hatton untlmr Iv ■ entlra l-V lacking factual 
tails b iiihollg fpaculatlvs Cortificate of Svc encl 

COtJNERpTB. Philadelphia Elactrlc Co. 83/01/24 Comnniinncrs 

llpp 1&739 212 24X Flche SO-OOOj B3/01/24i 8301370324 


8301270380 Aniuier opposing Citlieni for Safe Environ b Environ 
Coalition on Mucirar Pauer 830110 motion for reeuial of 
Chairman Palladino Motion untimelyt vague b fails to assert 
sufficient bails for recusel. Certificate of Svc encl 
SILBERO>«f E Metropolitan Ediion Co 83/01/24 Commi ssioners 
19pp ti929 340 24X Fiche 80-000,03/01/24,8301270380 


03O127O3B4 Order oitending time until 830228 for Commlision to rule on 
T«I *< Peach Bottom Intervenor petition for rovieu of 
AU AD-701 

CHILK, 8 J Office of the Secretary of the Commission 83/01 /8t> 
comnlsslonors 2pp 16935 109 a4X Fiche 50-000.83/01/26, 
8301270394 


0 Inspection reports, IE Bulletins b correspondence 


8301100090 Responds to FOIA request for 12 categories of documents re 
facilities Repti re MARCH code may he purchased from MflS 
Forujardf documents listed In App A Search for Items 3, 6,7,9, 

II b 12 identified In request continuing 

FELTON.O M Oivlsion of Rules and Records 82/12/07 HIATT»8 L 
Ohio Cltlieni for Responsible Energy Spp 16754 003 24X 

Fiche 90-000,82/12/07,8301100080 


— 8301100187 Advises that IE Sulletln 78-03, "Potential Eiploslve Cas 
Mixture Accumulations Associated U/6UR Offgas Sys 
Operations, '■ has been sent to listed CX. holders for action b 
to listed CP holders for Info Sample Itrs encl 
CRIER, B H Region 1, Philadelphia, Office of the Director 
78/02/10 Division of Reactor Operations Inspections 6pp 
16794.181 24X Fiche 50-000. 82/12/07, 030 1 100090 


— 8301100287 Foruards IE Bulletin 78-03, “Potential Explosive Oas Hixiure 
Accumulations Associated U/QUR Offgas Bys Operations " 

Mo (uritten response required U/o encl 

ORIEH.D H Region 1, Philadelphia, Office of the Director. 

78/02/10 HARTFH.T J Public Service Electric b Oas Co of Now 
dersey ip 16758 043 24X Fiche 50-000,82/12/07,8301100080 


8301040506 Forwards IE Insp Rept 50-354/82-15 on 821101-1205 & notice 
of violation 

STAflOSTECKI, R Division of Project b Resident Programs 82/12/20 
MARTIN,? tf Public Service Electric b Oas Co of New Jersey 2pp 
16645 331 24X Flche'50-3S4, 82/J2/20. 8301040586 


-0301040592 Notice of vinlation from insp on 821101-1205 

« Division of Project b Resident Programs 82/12/20 Ip 
16645 333 24X Fiche 30-354.02/12/20,8301040386 


-8301040997 IE Insp Rept 90-3S4/B2-1S on 821101-1209 Noncompl lance 
noted failure of 8C to Identify pipe euppor t/rnstraint 
installation discrepancies during insp 

BATEMAN. U H , KCCANN.J F , VARELA, A A Division of Project b 
Resident Programs 82/12/16 llpp 16645 334 24X 

Fiche 90-354, B2/12/20. 830 1040 586 


8208190269 IE Info Notice 83-51, “□verexpoiures In PUR Cavities '' Svc 
list encl 

DEVOUNO.R C Director's Office, Office of Inspection and 

Enforcement 02/12/21 Consolidated Edison Co of New York, Inc 

lllpp 16609 239 24X Fiche- SO-OOO, 02/12/21.8200190269 


6212060391 IE Info Notice 62-52, "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 *’ Svc list end 
JORDAN, E L Division of Engineering b Quality Assurance (Pro 
8301031 02/12/21 Consolidated Edison Co. of Netj York, Inc. 

lISpp I66B1.0BS 24X Fiche- 50-000. 82/12/21,8212060351 


8212060350 IE Info Notice 82-53, "Mam Transformer Failures at North 
Anna Nuclear Power Station.'' Svc list encl 

JORBAN, E L Division of Engineering b Quality Assurance (Pre 
830103) 82/ 12/22. Consolidated Edison Co of New York, Inc 

114pp 16750 017. 24X Fiche: 50-000, 82/12/22.0212060350 


S20B190275 IE Info Notice 82-94, "Uesti nghout a NBFD Relay Failures in 
Reactor Protection Sys '' Svc list encl 

JQROAN.E L Division of Engineering b Quality Assurance (Pre 
030103) B2/ 12/27 Cons elidated Edison Co of New York, inc 

llOpp 16962 139 24X Fiche 80-000,82/12/27,0208190275 


0208190273 IE Info Notice 02-53, "Balsmlc Qua Ilf ication of Uestinghousr 
AR Relay U/Latch Attachments Used In Nestinghouse Solid 
State Protection Bys " Svc list encl 

JORDAN, E. L Division of Engineering b Quality Assurance (Pre 
830103) 82/12/28 Consolidated Edison Co of New Yorli, Inc 

109pp 16868 014 24X Fiche 50-000.82/12/28,8208190273 


0212060354 IE Info Notice B2-S6, "Robertshau Thermostatic Flow Control 
Valves " 8vc list encl 

JOROAN.E L Division of Engineering b Quality Assurance (Pre 
830103) 02/12/30 Consolidated Edison Co of New York, Inc 

tilpp 16790 137 24X Fiche SO-000, 82/12/30, B2120603S4 


6301270492 Forwards IE Insp Rept 50-354/82-14 on 821025-1201 Ho 
none omp 1 lance noted 

MARTIN, T T Division Of Engineering b Technical Programs 83/01/13 
MARTIN, T J Public Service Electric b Oas Co of New Jersey 2pp 
16991 258 24X Fiche 50-394,83/01/13,0301270492 


— G30127D457 IE Insp Rept 50-394/82-14 on 821029-1201 No noncoaipliance 
noted Major areas Inspected adequacy of licensee welding QC 
b NOE Programs 

KERCH.HU . HARRIB.R H. , DURR.J P Region I. Office of Director 
S3/Ot/OS 7pp 16951 260 24X Fiche 90-394,83/01/13,8301270452 


0301270474 Forwards IE Insp Rept 50-394/82-16 on 821206-830102 No 
noncompliance noted 

BTAR03TECKI. R Division of Project b Resident Programs 83/01/13 
MARTIN, T.J Public Service Electric b Oas Co of New Jersey 2pp 
16935 307 24X Fiche 50-354,83/01/13,8301270474 


—0301270470 IE Insp Rept 50-394/92-16 on 021206-030102 No none omp I Unci 
noted Major areas Inspected reactor pressure vessel 
Internals installation, concrete curing b provisions for 
cold weather concreting b KVAC ductwork 

BATEKAN.U K , TRIPP, L E Division of Project b Resident Prograoi 
83/01/12 12pp 16935 309 24X Fiche 90-394,03/01/13.0301270474 


0 Reportable occurrences, LERs b related correspondence 


8301060308 Interim deficiency rept re cracking in control rod driveline 
housing welds due to const error in root welds Initially 
reported on 021124 Affected welds ground out, all wold metal 
removed b correct weld filler matl reinstalled 
MARTIN, T J Public Service Electric b Oas Co of New Jersey. 
82/12/27 HAYNES, R C Region 1, Office of Director 2pp 
16677-203 24X Fiche 90-384,82/12/27,0301060308 


0301190343 Interim potential const deficiency rept re emergency diesel 
generator Q ring* Initially reported on 021213 Colt 
Industries reported potential problem if cooling sys 
contaminated w/dlesel fuel Also reportable per Part 21 
MARTIN,? J. Public Service Electric b Oas Co of New Jersey 
03/01/11 HAYNES, R C Region I, Office of Director 2pp 
16845-348 24X Fiche 30-384,83/01/11,8301190343. 


docket 90-359 HOPE CREEK NUCLEAR STATION, UNIT 2 


Q Adjudicatory correspondence 


8301140083 Advises that NRC response to petition for review re 
consolidated radan proceeding will be filed 830117 due to 
delayed receipt 

REI3.E J Hearing Branch 3 03/01/06 CHILK.B J Office of the 

Secretary of the Commission 2pp 16809-310 24X 

Fiche - 90-000, 03/01/06,8301140083 


— 8301140093 Forwards request for extension of time to file petition lor 
review in consolidated redon proceeding Name Inadvertently 
emitted from sve list 

JOHNSON, J Environmental Coalition on Nuclear Power 82/12/20 
BOROENICK.D Hearing Branch 3 2pp 16805 312 24X 

Fiche 50-000,03/01/06,0301140083 


0301140411 Supplemental affidavit of C )iepford re qual if 1 cet Ions as 
expert witness Certificate of Bve encl. 

KEPFORD, C TMI-2 b Peach Bottom Intervenors B3/0I/06 4pp 
16008 057 24X Fiche. 50-000, 83/01/06, 8301140411 


Q3O1140423 Hotlon for recusal af Commissioner Palladino from 
consideration of radon issue due to possible bias 
Certificate of 8yc end 

JOHMBRUD, JH rm-2 b Peach Bottom Intervenors 03/01/10. 
Commissioners, Spp 16809 074 24X Fiche . 80 - 000 , 83/01/10, 

8301140423 
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6301S40379 Aitiuer opposing Citliens for Sata Environ & Environ 
Coalition on Nuclear Pouer 6313S7 petition for revieu of 
fti.Aa-701. Rel I ancB on Perkins record for determining health 
effects of radon releases correct Certificate of Bvc end 
aiLBERdiJE Metropolitan Edison Co 83/01/11 Commiss ianors 

I5pp 1&S06 363 24X Ftche 50-000.03/01/11,8301140275 


ea01l4029’7 Answer opposing Environ Coalition on Nuclear Power & other 
Intervener 821227 petition for review of ALAB-701 Petition 
ansunts to simple dlsagreoncnt on witness qualification & 
raises no important issues Certificate of 0vc end 
CONNER, T B Philadelphia Electric Co S3/0i/ll Commissioners 
t4pp 16806 162 24X Fiche 50-000. 03/01/1 1, 8301 140277 


8301100026 Answer opposing Cibiiens for Safe Environ (. Environ 
Coalition on Nuclear Power petition for review of ALAB-701 
Interveners fail to show ASLAD error or necessity of 
Cornlesion review U/Cert i f i cate of 8vc 

HEt8< E J Hearing Branch 3 83/01/17 Commissioners 14pp 

16833 144. 24X Flcho 30-000,83/01/17,8301100026 


€301270324 Notion to strike C Kepford supplemental affidavit re 
qual i f tcations as expert uitness Affidavit is unauthoriied 
attempt to suppl record on appeal Affidavit does not 
establish qualifications 

CONNER.T D. Philadelphia Electric Co 03/01/24 Commiss i onorc 

4pp 16939 200 24X Fiche 50-000, 03/01/24, 830t270324 


—8301270350 Answer opposing intervenor 030110 motion for recusal of 
Chairman Palladino Motion un t Imely, entire ly lacking factual 
basis Cl wholly speculative Certificate of Sve end 
CONNER, T.B Phlladslph la Electric Co 03/01/24 Commi s sioners 
llpp 16739 212 24X Fiche 90-000,83/01/24,8301270324 


8301270380 Answer opposing Citizens for Safe Environ h Environ 
Coalition on Nuclear Power 830110 motion for recusal of 
Chairman Pal 1 adlno. Mo t ion unt imel y, vogue ti falls to assert 
sufficient basis for recusal Certificate of Sve end 
SILBERQ, JE Metropolitan Edison Co 83/01/24 Commissioners 
lapp 16729 340 24X Fiche 50-000,03/01/24,8301270380 


8301270394 Order extending time until 830228 for Commission to rule on 
tMI i( Peach Bottom Intervenor petition for review of 
ALAB-701 

CHXLK, S J Office of the Secretary of the Commission 83/01/26 
cormiaeloners 2pp 16935 187 24X Fiche 50-000,83/01/26, 

8301270384 


0 Inspection reports, IE Oulictins & correspondence 


eSOllOOOSO Responds to POIA request for 12 categories of documents re 
facilities Repts re MARCH code may be purchased from NTI8 
Forwards documents listed In App A Search for Items 3, 6,7,7, 

11 6 12 Identified In request continuing 

FELTON, J M Division of Rules and Records B2/t2/07 HIATT. S U 

Ohio Cltiisns for Responsible Energy Spp 16754 003 24X 

Fiche 50-000, 82/12/07, 8301 100050 


—830I1001B7 Advises that IE Bulletin 78-03, "Potential Explosive Oas 
Hliture Accumulations Associated N/DNR Offgas 8ys 
eperati oni, " has been sent to listed OL holders for action & 
to listed CP holders for info Sample Itrs end 
BRIER, fi H Region 1, Ph i lade Iph la. Office of the Director 
78/02/10 Division of Reactor Operations Inspections 6pp 
I67S4 181 24X Fiche 50-000,02/12/07,8301100090 


—8301100207 Forwards IE Bulletin 78-03, "Potential Explosive Oas Mixture 
Accumulations Associated N/BNR Offgas 8ys Operations " 

Na written response required N/o end 

ORIERiB N Region 1, Philadelphia, Office of the Director 
70/02/10 MARTIN.T J Public Service Electric «, Oas Co of New 
Jersey Ip 1679S 043 24X Fiche 50-000,82/12/07,8301100050 


8208170269 IE Info Notice 82-51, "Overe xposur es In PUR Cavities " Bvc 

I Ist enc 1 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New Yorli, Inc 

lllpp 16699237 24X Fiche 50-000,82/12/21,8208170267 


0212060351 IE Info Notice 82-52, "Equipment Environ Qualification 
Testing Ecperlence - Updating of Test Summaries Previously 
Published In IE Info Notice 81-2? " Sve list end 
JORDAN, E L Division of Engineering 6 Quality Assurance (Pre 
030103) 02/12/21 Consolidated Edison Co of New York, Inc 

ilSpp. 16601 0 B 8 , 24X Fiche 50-000,82/12/21,8212060391, 


S2120603SO IE Info Notice 82-53, "Ham Transformer Failures at North 
Anna Nuclear Power Station " Sve list end, 

JORDAN, £ L Division of Engineering & Quality Assurance (Pre 
8301431 02/12/22 Consolidated Edison Co of New York, Inc 

ll4pp 16750 017 24X Fiche SO-000. 02/12/22, 8212060350. 


02O8I7O27S IE Info Notice 02- 54, "Nes t i nghouse NBFO Relay Failures in 
Reactor Protection Sys " Sve list enc 1 

JORDAN, E L Division of Engineering & Quality Assurance <Pre 
830103) 62/12/27 Consolidated Edison Co of New York, Inc 

ItOpp 16762 137 24X Fiche 50-000.02/12/27,0208170275 


8209170273 IE Info Notice 82-S5, "Seismic Qualification of Westinghouse 
AR Relay N/Lateh Attachmsnti Used in Uestinghouse Solid 
State Protection Byi *' Sve list end 

JORDAN, E L Division of Engineering 6 Quality Assurance (Pre 
830103) 02/12/28 Consolidated Edison Co of New York, Inc 

107PP 16068 014 24X Fiche 50-000.02/12/20,8208190273 


0212060354 IE Info Notice 82-56, "Robertshaw Thermostatic Flow Control 
Valves " Sve list end 

JORDAN, E L Division of Engineering 6 Quality Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co of New York, Inc 

Ulpp 16790 137 24X Fiche 30-000,82/12/30,9212060354 


8 Reportable occurrences, LERs 6 related correspondence 


0301060300 Interim deficiency rept re cracking in control rod driveline 
housing welds due to const error in root welds Initially 
reported on 021124 Affected welds ground out, all weld metal 
removed U correct weld filler matl reinstalled 
MARTIN, T J Public Service Electric 6 Gas Co of New Jersey 
82/12/27 HAYNES, R C Region 1, Office of Director 2pp 
16677 203 24X Fiche 50-354,82/12/27,9301060308 


6301170343 Interim potential const deficiency rept re emergency disssl 
generator 0 rings Initially reported on 021213 CoH 
Industries reported potentiel problem if cooling sys 
contami na ted u/dlesel fuel Also reportable per Part 21 
MARTIN, T J Public Service Electric 6 Gas Co of New Jersey 
03/01/11 MAYNESpR C Region 1, Office of Director 2pp 
16B4S 340 24X Fiche 50-334,03/01/11,8301190343 


8301250673 Summary of 021217 meeting w/GE ti Mark I Owners Group In 
Bethesda.MD re suppression pool local to bulk temp 
difference analysis F single vent lateral chugging load 
SIEGEL, D Operating Reactors Branch 2 83/01/10 Operating 

Reactors Branch 2 55pp 16707 223 24X Fiche 50-000,83/01/10, 

0301250673 


DOCKET 50-356 UNIV OF ILLINOIS LQPRA RESEARCH REACTOR 


Q Inspection reports, IE Bulletins 6 correspondence 


8301210170 Ack receipt of 030105 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-131/82-01, 

S0-356/B2-01 «< 70-0258/02-01 

MILLER, J R Division of Engineering it Technical Programs 03/01/18 

MILEY, 0 H Illinois, Unlv of, Urbana-Champaign ip I6B74 219 

24X Fiche 50-131,03/01/10,8301210170 


— 0301210175 Responds to NRC 021209 Itr re violations noted In IB Insp 
Repts 90-151/02-01,50-356/02-01 6 70-0230/02-01 Corrective 
actions Item wilt be added to status board as reminder of 
times for filing repts b 6NM items physically inventoried 
BECK.O P , MILEY, 0 H Illinois, Unlv of, Urbana-Champalgn 
83/01/05 MILLER. J R Division of Engineering 6 Technical 
Programs 2pp 16074 220 24X Fiche 30-191, 03/01/18. 8301 210170 


DOCKET 50-358 WILLIAM H ZIMMER NUCLEAR STATION, UNIT 1 


A Appl ication/construetion stage documents 6 correspondence 


8301050071 Addl response to FOIA request for documents re IE 
Investigation Rept SO-3S8/01-I3 Forwards documents listed in 
App A Documents 6 tapes available in PDR Review of addl 
documents continuing 

FELTON, J. H Division of Rules and Records 82/11/16 DEVINE,!. 
Government Accountability Project 6pp 16720 001 84X 

FlchS' 90-000, 82/11/16, 0301090071 


0301200162 FQIA request for documents pertaining to NRC statement in 
821113 Inquirer re Zimmer Nuclear Reactor t, Bechtel Corp 
ROMANO, F R Air and Hater Pollution Patrol 82/11/27 Division 
of Rules and Records Ip 16071 320 24X Fiche 90-398,02/11/27, 

6301200162 


8212060356 Generic Ltr 62-30 to all I icensees, app 1 Icants for OL & 
holders of CPs re filings concerning lOCFRSO production t< 
utilization facilities Current listing of branch assignments 
for nuclear reactor projects i sve list end 

EI8ENHUT, 0 0 Division of Licensing 82/12/20 Consolidated 
Edison Co of New York, tnc llpp 16B6B 001 24X 

Fiche- 50-000 , 82/12/28,0212060356 
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B301O4O7£O Forwards request for addl Info re rsvieu o-f B2112& proposal 
tJiat Btcfitol ba approvsd to conduct indoprndsnt rovltu of 
util projdct ngt p«r B21112 CoAmisdon ordar 
KEPPLER. JO Region 3, Office of Director 32/12/20 
AICKHANER<M H Cincinnati Oas it Electric Co 4pp 16649 14B. S4X 
Ft Che S0'35B> 32/1 2/2a> 8301040760 


B30106D057 Amend 143 to OL appi ic at iDn> cons 1 ■ ting of Revr ■fO to F8AR 
EOROHANN.E A Cincinnati Oat & Electric Co 82/12/31 DENTOM, 11 R 
Office of Nuclear Reactor Regulation Director 2pp 16670 114 
24)C Fich* 9D-35S< 82/12/31 1 B3010600S7 


8301070576 Board Notification 83-137 faruiardi addl info to eipedlta 
revleu approval of ifstign U const tt preop arati onal 
testing organization h to update 1971 P8AR OA plan 
EISENHUT. D 0 Division of Licensing 83/01/04 PALiADINOiN J , 
OILINSKV. V, , AHEARNE, JF. Comm 1 seionere. 4pp 16740 163 24X 

Flch* 50-398,83/01/04,8301070996 


—□301070600 Forwards util 821015 draft rev to F8AR,Chaptar 17 1, 
"OA Prograai for Design (t Const Phase " Rev contains addl 
info to aspedlte review If approval of design b const b 
preoperatl one 1 testing b to update 1971 P8AR OA plan 
HARNICR, R F Raglon 3, Office of Director 82/11/23 
EISENHOT. D 0 Division of Licensing Ip 16740 166 24X 

Flche 50-398,83/01/04,8301070576 


— S3DI070603 Forwards draft rsv bo FBAR, Chapter 17 1, “OA Program 
for Design & Const Phese, " reflecting org aniia tl onal 
functions, duties b responsibilities 

fiOROHANN, E A Cincinnati Oas b Electric Co 82/10/15 
KEPPLER, J 0 , HUNTER, D Region 3, Office of Director 16pp 
16740 167 24X Flche 90-398,83/01/04,8301070596 


6301190110 Forwards regueit for addl info re OL application Info to be 
available for review bg 830211 

fOUNOBLOOD. B J Licensing Branch t 83/01/10 BORaHAN/f, E A. 
Cincinnati Oas b EUctrlc Co. 7pp 16847 834 24X 

Flche 50-358,83/01/10,0301190110 


8301140380 Confirms intent to perform team evaluation b Independent 
jnaasurement verification af saf etg-relateif equipment on 
830124-0304. Keetlng requested to discuss access b location 
of NOE van 

MARTIN, T T Division of Engineering b Technical Programs 83/01/11 
BDROHANN, E A Cincinnati Oas L Electric Co 2pp 16607’ 287 24 X 

Fiche: 50-358, 83/01/11,8301140380 


8301210245 Reaffirms 770525 1 br to JF Stolz requesting that B9 Smith, 
Vice President of 8vc Operations, be on M4C sve list 
FLVNNtJ D. Clnclnfiati Oas b Else trie Co 83/01/14, VOUNOaLDOD, J 
Llcanslng Branch 1. Ip 16873 333 24X Flche 90-358,83/01/14, 

8301210245 


6301210202 Conf irins 821230 telcon granting estenston of tlma until 
830301 to submit required response to Demand for Info. Vo I of 
matl involved b complexltg of raview/invee 1 1 gat 1 on of each 
item justifies eztenslO'n. 

KEPPLER. J 0 Region 3, Office of Director. 83/01/17 SDROMANN, E.A 
Cincinnati Oas b Electric Co tp 16074:077 24X 

Flche 90-358,83/01/17,0301210202 


— 8301210205 Requests aztensibn until 030301 to eubinit required response 
to NRC 820724 Demand far Info re Miami Valley Rower Project 
petition to luipend const. 

BOROMANNiE A Cincinnati Oas b Else trie Co 62/12/06 

KEPPLER, J 0 Region 3, Office of Director 2pp. 16874:078 a4X 

Fiche, 90-358,83/01/17, 9301210202 


E NRG Befetv Evaluation Report iSERl. supple b correspondence 


8301030251 Forwerds "UH Zimmer Nuclear Power Stetton Seismic 
Ouallf Ication of Equipmen t> Supp 1 ementel Info," in response 
to NUREO-092e,8ER Suppl 3 

BOROMANN, E A. Cincinnati Oas b Electric Co 82/12/28 DENTON, H 
Office of Nuclear Reactor Reguletion, Director. |p. 1661S 177 24X 

Fiche: 50-398. 82/12/28, 8301030251 


— '8301030254 Zimmer Nuclear Pauar Station Belsmic Ouali f lea tlon of 

Equipment, Bupp lamental Infa '< M/three oversize drawings. 

Aperture cards are eval table In. PDR 

• Cincinnati Oas b Electric Co, 82/12/20 333pp. 16619; 183 

24X Fiche 50-358,82/12/28,8301030291 


F Security, medical, emergency b fire protection plans 


8301070358 Board Notification 82-130 forwards emergency plan.Rav2li 
design submittal for emergency response fac 1 1 Ities, Rav i, for 
info Bubmlttal may be relevant b matt to contentions 
admitted in 811129 public hearing 

NOVAK, T li Assistant Director for Licensing 82/12/08 Atomic 
Safety and Licensing Appeal Panel Spp 16711 001 SAX 
Flche. 90-358, 02/12/08, 8301070398 


8212060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for OL b holders of CPs re Suppl 1 to NURE0-073?> 

“Re qulraoients for Emergency Response Capability " 

NUREO-O737>8uppl 1 b sve list end 

EtSENHVT.DO Division of Licensing 82/12/17 Consolidated 
Edison Co of New Tort, Inc 77pp 16681 208 24X 

Flcht 90-000,82/12/17.8212060349 


8212220449 Generic Ltr 82-3? to all reactor licensees, CP holders b 
applicants for CPs re problems u/subml ttal s of tOCFR73 21 
safeguards info for licensing review Procedures re 
transml ttal of Info outlined, Sve list end 

EISENHUr. 0 0. Division of Licensing 82/12/22 Consolidated 
Edison Co. of New York, Inc l3pp 16690 021 24X 

Flche, 50-000, 82/12/22, 0212220445 


8301040140 Summeriiss B2082S meeting at facility to discuss 
admlnstratlve controls necessary to assure that equipment, 
niatli b components related to previously voided 
nonconformance repti are properly controlled b safeguarded 
KEPPLER, JO Regions, Office of Director 02/12/29 flOROMANN.FA 
Cincinnati Oai b Electric Co 3pp 16632 336 24X 

Flche, 50-350, 02/12/27,8301040140 


0 Adjudicatory correspondance 


8301030134 Advises that MJ Uetterhahn will present argument on behalf 
of appl leant. 

NETTERHAHNi H. J, Conner b Uetterhahn 82/12/29 ROSENTHAL, A. 8 ■ 
NILBER, H A , EILPERINiS F Atomic Safety and Licensing Appeal Panel 
Ip 16614,134 24X Fiche 50-358,82/12/29,0301030134 


B30I070065 Advises that CA Barth will represent NRC at oral argument 
BARTH, 0 A Hearing Branch 1 83/01/03 ROSENTHAL, A S , 

UlLBER, H A , EtLPERINiS F Atomic Safety and Licensing Appaal Panel 
Ip 16686 205. 24 X Flche 90-350.83/01/03.9301070063 


63D1I2D333 Answer in opposition to Miami Valley Power Project 821223 
memorandum b motion for notification of future 
communications b prohibition of further improper ei parte 
contacts. NRC correspondence b Certificate of 8vc end 
WETTERHAHN.M J, Cincinnati Oas b Electric Co WETTERHAHN, M J 
Conner b Uetterhahn 83/01/07 Commissioners 37pp. 16773.206 

S4X Fiche 50-398.03/01/07,8301120333 


830 1 120292 Forwards FEMA 831109 ltr to NRC w/all attachments, per 
Chairman Rosenthal request during 830110 oral argument 
BARTH.C A. Hearing Branch 1 83/01/11 NEOO, 0 Uebb, D F 

DENNISON, A B Dennison, A 8 METTERHAHN, H Conner b Uetterhahn 
Ip 16774 001 24 X Flche 50-398, S3/0 1/1 1, 8301120292. 


8301100161 Forwards FEMA 021103 b S30104 b NRC 821130 Itrs r* FEMA 
f Inal findings, 

BARTH.C A Hearing Branch 1 83/01/14 ROBENTHAL, A. 8 > 

UJLBER, H A I EILPERIN, 8 F Atomic Safety and Licensing Appeal Panri 
Ip 16831.174 24X Flcht 50-358, 83/01/14,8301160161. 


—8301180225 Clarifies FEHA 821103 ltr All BOPs for plant stIH vndrr 
review Regions have not reached any formal conclusions r* 
status of SOPS. 

CASSIDY, B.P, Federal Emergency Management Agency. 83/01/04. 
TREBYiS A Hearing Branch 1 Ip 16831 179. 24X 

Flche’ 50-398,83/01/14, 8301180161 


H Otnerel corr espondance 


8301110990 Advises that BR Sylvia has resigned as vice-prat Idant of 
nuclear operations effective 830114 

BORGMANN, E, A. Cincinnati Oas b Electric Co 03/01/04 DENTON, II R 
Office of Nue tear Reactor Regulation, Director Ip 16744 260 24X 

Flche: 90-358, 83/01/04, 8301 1 10990. 


8301110121 Revises sve list of persons receiving correspond ence. 

JE Dolan of American Electric Power Co, Inc, replaces JP 
Fanstermak tr 

FLYNN. J D, Cincinnati Gas b Elaetrie Co 03/01/06. yoUNGBLODD.B J 
Licensing Branch 1 Ip 16743’ 337. 24X Fiche 90-330,83/01/06, 

83011 10121 
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&30121&9&4 Infornii that util B3010i> Itr incorrectly advleed of 
r •jilace-nont of JP Peneterrrster by JE Oolan on «vc lift Oath 
nemoi thould remain on svc list 

FLYNN. J D Cincinnati Oas t Electric Co 03/01/17 YOUNODUOOD. B J 
Licensing Branch 1 Ip 1*079 030 24X Fleha 50-339,03/01/17, 

0301210064 


K Utility Final Safety Analysis Report <FSAR ) & amends 


03010*0097 Amend 143 to OL app 1 ic at ion. const s ting of Rev 90 to FBAR 
aOROhlANN. E A Cincinnati Oas t- Electric Co 02/12/31 DENTON. H R 
Office of live leer Reactor Regulation. Director 2pp 16670 114 
24JC Fleha 30-388.02/12/31,8301060057 


—0301060060 Rev 90 to F8AR 

4 Cincinnati Oas 6 Electric Co 02/12/31 99pp 16670 116 24X 

Flche 30-380,02/12/31.8301060057 


0301130092 Foruiards Certificate of Svc for Amend 143 Amend In form of 
Rev 90 to F8AR 

BOflOHAWNtE A Cincinnati Oas fc Electric Co 03/01/07 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 4pp 16795 360 
E4X Fleha- 50-350, 03/01/07, 8301130092 


0 tnspaetlon reports, IE Bulletins 6 correspondence 


8301050071 Addl response to FOIA request for documents re IE 
Investigation Rept 50-358/01-13 Foruards documents listed in 
App A Documents U tapes available In PDR Revleu of add! 
documents continuing 

FELTay, J H Division of Rules and Records 02/11/16 DEVINE, T > 
ROSEhlTKALi U Oovernment Accountability Project 6pp 16720 OOt 
24X Fleha: 80-000, 02/11/16,0301050071 


"B1050B0473 Responds to 010224 inquiry re Physicians for Social 
Responsibility of Cincinnati, OH Itr on const problem 
allegatlens Thorough NRC investigation began 810112 OPc of 
Inspector 6 Auditor studied original investigation 
DIRCKSi U J Office of the Eiecutive Director for Operations 
Oi/03/30 METZENBAUM. H Ssnate Ip 16723 047 24X 

Fiehe 50-000.02/11/16,8301050071 


— 8301050082 Various drafts of IE Investigation Rept 50-358/01-13 from 
P Barrett 6 R Warnlck files 

e Region 3, Office of Director 82/11/16 Bllpp 16720 010 
24X Fiehe 90-000,02/11/16,8301050071 


— B3010500B7 Forwards scope 6 results of 610317-20 Insp of Bargent 6 
Lundv to follow up concerns Identified by Region 3 during 
insp ef facilities Insp will be continued on 010406-10 
CCULINSrU T Region 4, Dallas, Office of the Director (81/03/01) 
ai/04/02 8NIEZEK. J Division ef Resident 6 Regional Raae tor 
rnspaction 6pp 16722 101 24X Flche 80-000, 02/1 1 /16< 

0301050071 


--B3010S0092 Provides info re Region 3 investigation of Inadequate QA 
documentation at facility, in response to J Hatthlas of 
Senator Ford ofe S10B06 request 

SUERNANN. U F Office of Congressional Affairs 01/00/07 
Office of Congressional Affairs Ip 16722.107 24X 

Fiche 50-000.02/11/16,0301050071 


— 63010S0099 Discusses metal lograph Ic esom of defective 0A1O6 Orade Q 
pipa obtained during 810025-26 trip to facility Defect area 
incapable of sustaining 2,500 psig hydrotest 
REVNOLDS.a 0 Materials L Processing Section 01/10/13 
OEORDieViO 8 Division of Resident it Regional Reactor Inspection 
NARNICK.R F Enforcement 6 Investigation Btaff Ip 16722' 100 
847 Fiche 90-000,02/11/16,0301050071 


— 8301050109 Advises that investigation of facility ulll be completed in 
Oct 1902, in response to 820319 Itr Rept will be provided 
NARNfCK.R F. Raglan 3, Office of Director 82/03/24. BARNES, C. K 
Vustic*. Dept ef, Attorney Oenaral 's Office ip 16722.117. S4X 
Fleha; 80-000. 02/1 i/16, 0301050071 


—8301080111 Requests completion date of insp at facility Criminal 
investigation might Impair NRC civil enforcemsnt efforts 
Related info rncl 

BARNES. C K Justice, Dept of. Attorney Oeneral's Office, 02/03/19 

NARNtCK.R Region 3, Office of Director 14pp. 16722 110. 24X 

FUhe 80-000,03/11/16,0301050071 


— B30105011S Forwards transcript of 010226 meeting w/Oovt Accountability 
Project U T Applegate to supp 1 6 clarify info supplied by 
Applegate ra facility, per 810315 Itr Wo end 

KEPPLER. J 0 Region 3. Chicago, Office of the Director (81/03/01), 
01/03/27 DEVINE, T Oovernment Accountability Project Ip 
16722- 132 24X Flche. 50-000, 82/11/16,0301050071. 


—0301050119 Forwards Itr to McCarter) aipresslng appreciation for 
J Keppler participation in 010226 meeting re T Applegate 
disclosure concerning facility Meeting transcript not yet 
received H/o Itr Related Info end 

DEVINE, T Oovernment Accountability Project B1/03/IS 
KEPPUER.J Region 3, Chicago, Office of the Director (01/03/01) 
66pp 16722 133 34X Flche 50-000,82/11/16,0301050071 


— 8301050123 Submits lisl of components to be included in Region 3 
upcoming independent tests at facility Related Info end 
DEVINE, T Government Accountability Project 81/07/22 
KEPPLER, J Region 3, Chicago, Office of the Director (81/03/01) 
203pp 16722 199 24X Fiche 90-000,82/11/16,8301050071 


—8301050137 Forwards documents referred to in IE Investigation Rept 
50-350/01-13 u/listed except! one, per B1I21B request M/o 
ends 

KEPPLER, J 0 Region 3, Chicago, Office of the Director (81/03/01) 
01/12/21 CHARNOFFiO Bhaw, Pittman, Potts tc Trowbridge Ip 
16723 042 24X Fiche 50-000,82/11/16,0301050071 


— 8301050144 Requests 16 documents referred to in IE Investigation Rept 
50-350/01-13 

CHARNOFF, 0 8hau, Pittman, Potts «< Trowbridge 01/12/18 
KEPPLER, J Region 3, Chicago, Office of the Director (01/03/01) 

3pp 16723 043 24X Fiche 50-000,82/11/16,8301050071 


—0301050151 Responds to 810420 inquiry forwarding AM Beroset Itr 
expressing concerns re T Applegate allegations of criminal 
activity 6 safety defects at facility NRC Investigation 
began 8101 18 

DtRCKS.H J Office of the Executive Director for Operations 
81/05/11 METZENDAUM.K Senate Ip 16723 046 24X 

Flche 50-000,82/11/16,8301050071 


— 8301OS01S8 Act receipt of 751029 Itr informing NRC of steps taktn to 
correct violation noted In IE Insp Rept 90-330/79-05 
HUNNICUIT, D M Region 3, Chicago, Reactor Construction 6 
Engineering Support Branch 75/11/11 OORGMANN, E A Cincinnati 
Oas (< Electric Co tp 16723 048 24X Fiche 50-000.82/11/16. 

8301030071 


— 0301050164 Responds to NRC 791016 Ur re violation noted in IE Insp 
Rept 50-350/79-05 Corrective actions two cans of stainless 
steel electrodes stored in separate holding ovens it weld rod 
control clerk relnstrucled on proper procedure 
DOROMANN.E A Cincinnati Oas t Electric Co 79/10/29 
HUNNICUTT, 0. M Region 3, Chicago, Reactor Construction ti 
Engineering Support Branch 8pp 16723 049 24X 

Fiehe 80-000,02/11/16,0301050071 


— 8301050169 Forwards IE Insp Rept 50-358/79-0S on 750923-24 
Noncompliance noted 

H(JNN!CljrT, D M Region 3, Chicago, Reactor Construction ti 
Engineering Support Branch 75/10/16 DOROMANN.E A Cincinnati 
Oas Cl Electric Co 2pp 16723 031 24X Fiche 50-000,82/11/16, 

8301090071 


— 0301050172 IE Insp Rept 50-39B/75-05 on 7B0923-24 Noncomplianca noted 
failure to comply w/procedurts re weld rod storage 
VANDEL. T E , KEY, W J Region 3, Chicago, Office of the Director 
HAYES, D H Region 3, Chicago, Reactor Construction t, Engineering 
Support Branch 75/10/14 tOpp 16723 033 24X 

Fiche 50-000,02/11/16,8301090071 


— 0301050177 Ack receipt of 760923 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-350/76-07 
JORDAN, E. L Region 3, Chicago, Reactor Construction 6 Engineering 
Support Branch 76/10/07 BOROHANN, E A Cincinnati Oas Ic 
Electric Cb ip 16723 063 24X Flche 30-000,02/11/16, 

8301050071 


—0301050182 Responds to NRC 760902 Itr re violations noted in IE Insp 
Rept 30-390/76-07 Corrective actions Reactor Controls. Inc OA 
manual under revision to document personnel training tc two 
cans of welding electrodes removed 

BDROMANNiE A. Cincinnati Oas fc Electric Co 76/09/23 

JOROANi E L Region 3, Chicago, Reactor Construction tc Engineering 

Support Branch. 3pp 16723 064 24X FI Che, 50-000, B2/ll/f 6, 

6301030071 


— 8301050104 Forwards IE Insp Rept 50-35B/76-07 on 760817-20 
Noncocnpllance noted 

JORDAN, E L Region 3, Chicago, Reactor Construction t. Engineering 
Support Branch 76/09/02 BOROMANN, E A Cincinnati Oas t< 
Electric Co 2pp 16723 067 24X Flche 50-000,82/11/16, 

B301 030071 
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— 8301050168 I£ Intp flapt 50-358/7^-07 on 760817-20 Moncomp UantB noted 
Indoctrination It traintns of Reactor Cantroltlne personnel 
performlnj QA activities not provided t uiarehouse handling t 
storage of welding matl* do not meet requirements 
LEE.E ti K , KEYi W J. Region 3. Chicago. Office of the Director 
JORDAN. E L Region 3. Chicago* Reactor Construction & Engineering 
Support Dranch 76/0Y/02 17pp 16723 067 B41C 
Flche 30-000.82/11/16.8301050071 


— 8301080191 At k: receipt of 770204 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 30-35B/76—I 1 
HEISHMANrR. F Region 3, Chicago. Reactor Construction *t 
Engineering Support Branch. 77/02/17 BQROMANN. E A Cincinnati 
Oas fe Electric Co Ip 16723 084 24X Flche SO-000. S2/1 1 /16. 

8301050071 


— 8301030195 Responds to NRC 770112 Itr re violation noted in IE Insp 
Rept SO-358/76-ll Corrective actions supervisory OC 
pereonn-el responsible for directing craft welders 
rclnetructed in procedure for weld filler metal control 
BOROMANN. E. A Cincinnati Oas 6 Electric Co 77/02/04 
ME1SH11AN.R F Region 3, Chicago* Reactor Construction & 
Engineering Support Branch 2pp 16723 087 24X 

Flche 50-000.82/11/16.8301050071 


— 8301030197 Forwards IE Insp Rept 50-350/76-11 on 761228-30 
iN'O’ncompl lance noted 

HEtSHMAM. H F Region 3. Chicago. Reactor Construction Ic 
Engineering Support Branch 77/01/12 BORBMANN.E A Cincinnati 
Oaf & Electric Co 2pp 16723 089. 24X Flche 50-000.02/11/16. 

8301050071 


— 8301050201 IE Insp Rept 50-358/76-11 on 76122B-30 Hancompllaneo noted 
partially burned & unburned weld rod found lying outside 
containers or ovens in several plant locations. 

ERB.C M . KEV.H Region 3. Chicago. Office of the Director 
JORDAN* E L Region 3. Chicago. Reactor Construction 6 Engineering 
Support Branch 77/01/11 I2pp 16723 091 24X 

Fi Che. 50-000. 82/1 1/16. 8301050071 


B301050206 Ac k receipt of 770420 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-358/77-02. 

HEISHMAN.fi F Region 3, Chicago. Reactor Construction h 
Engineering Support Branch 77/05/05. DDRONANN# E A Cincinnati 
Oas (■ Electric Co Ip 16723' 103, 24X FI ch e: 50-000. 82/11 /16> 

8301050071 


— 830IOS0209 Rfipords to NRC 770325 Itr re Violations noted in IE Insp 
Rept 50-358/77-02 Corrective actions- chec k-off blocks to 
identify design document changes (DDC) at essential or 
nonassential added to DDC form in Feb 1977 
BDROPiANN.£ A Cincinnati Oai (< Electric Co 77/04/20. 

HE18HNAN.R F Region 3. Chicago. Reactor Construction & 
Engineering Support Branch 3pp 16723, 104 24X 

Flche 30-000.82/11/16,8301050071 


6301050212 Forwards IE Insp Rept 50-358/77-02 on 770125-28. 
Noncompliance noted 

HE16HNAN. R, F Region 3. Chicago. Reactor Construction & 
Engineering Support Branch 77/03/23 S DR ON ANN. E. A Cincinnati 
Oas it Electric Co. 2pp. 16723 107 24X Flche 50-000.82/1 1/16, 

B30I050071 


— 8301050218 IE Insp Rept 50-358/77-02 on 770125-28 Noncompt lance noted 
design document changes not designated as essential or 
nonessentla 1. subcontractor surveillance not performed & 
anchor bolts not purchased from approved vendor 

VANDEUT E . JABLONSKl. F J . KET. M J, Region 3. Chicago* Office of 
the Director. 77/03/25 30pp 16723 109, 24X 

Flche 60-000.82/11/16,8301050071 


— 0301050224 Ack receipt of IE Insp Rept 50-358/79-07 on 790123-26, No 
proprietary info 

BOROMANN. E A. Cincinnati Oas & Electric Co 79/03/28 
FIOREI.l.tiO Region 3. Chicago. Reactor Construction h Engineering 
Support Branch. tp 16723,135 24X Fiche 50-000,82/11/16. 

0301060071 


—0301050239 Forwards IE Insp Rept 50-358/79-07 on 790123-26 & notice of 
violation 

FIORELLIrO. Region 3. Chicago. Reactor Construction & Engineering 
Support Branch 79/03/05 DDRONANNiE A Cincinnati Oai Si 
Elactric Co, 2pp 16723 136 24X Flche , 50-000* 82/1 1/16, 

8301050071 


— B301050243 Notice of violation from insp on 790123-26, 

* Region 3, Chicago. Reactor Construction & Engineering Support 
Branch 79/03/05 2pp 16723 13B 24X Flche 50-000*82/11/16* 
8301050071. 


— 0301050248 IE Insp Rept 50-358/79-07 on 790123-26 Noncomp 1 janee notiii 
unapproved Instrument Calibr Procedure IC— GOP-PIOI used to 
calibr Instrument IPT-CHOlO 6 24 stubs 6 damaged E7O10 
electrodes found on reactor bldg floor 

WESCOTT.H M * ERB.C . HUGHES. J Region 3. Chicago. Office of the 
Director 79/03/01 13pp 16723 140 24X Fiche 50-000. B2/tJ/l4. 

6301 050071 


— 9301050254 Suppls 800319 response to NRC 600731 Itr re violations netii 
in IE Insp Rept 50-358/00-14 Corrective actions responses to 
deficieocij Audita 261 6 NQA-187 recoived 6 responses to 
Infractions will be reviewed by QA 

BORGMANN.E A Cincinnati Oas 6 Electric Co 00/09/19 
HEISHNANi R F Region 3. Chicago. Reactor Operations Muc lean 
Support Branch 3pp 16723 202 24X Ficho 50-000.82/11/16, 

8301050071 


— B3010S0259 Responds to 810511 Itr request 1 n g. on behalf of T Applegatt, 
suspension of CP (draft! No basis at present time to suspend 
CP 

KEPPLERi J 9 Region 3. Office of Director 82/11/16 CLARK.L A 
Government Accountability Project 3pp 16723 263 24X 

Flche 50-0(70,02/11/16,8301050071 


— 8301050304 Forwards draft proposal outlining programs under develepeeni 
addressing concerns expressed in NRC 010400 Irnmadiate action 
Itr 6 010410 enforcement conference Review of proposal 
requested prior to NRC visit in June 1981 Vi/o end 
BORGMANN.E A Cincinnati Oas 6 Electric Co 81/05/18 
KEPPLER. J G Region 3. Chicago. Office of the Director (61/03/Olk 
Ip 16727 317 24X Flche 50-000,82/11/16.8301050071 


— 8301050308 Confirms info received re investigation of rejected 
radiographs supplied to util at 810430 meeting at 
Region 3 ofc Synopsis of problem discussed Meeting w/NRC 
scheduled for BiOSlB postponed Related Info end 

JAOOER.R E National Board of Boiler 6 Pressure Valve Inspectors 
BI/OS/14 MILAN, D Ohio, State of 3pp 16727 332 24X 

Flche 50-358,82/11/16,8301050071 


— 8301050313 Confirms 810206 telcon re allegation concerning use of Argos 
gas at facility NRC understands that Dept of Labor will take 
necessary actions to resolve allegation Govt Accountabi U ty 
Project 810211 memo enc 1 

KEPPLER. J Q Region 3. Chicago. Office of the Director <81/03/011 
81/02/1? MURPHV. N Labor, Dept of. □ccupational Safety & Health 
Ad.Tiif) 7pp 16727 335 24X Flche 50-000,02/11/16,8301050071 


— 8 301050319 Forwards correspondence re investigation i SALP at facility 
for Oct 1979 - Bept 1980, per 810522 telcon W/o end 
KEPPLER, J G Region 3, Chicago. Office of the Director (81/03/011 
81/05/26 ECKHART.H W Affiliation Unknown Ip 16727 3S6 
84X Fiche 50-000,82/11/16,0301050071 


— 8301050321 Notification of 810410 meeting ui/util in Glen Ellyn* IL to 
discuss NRC investigation 6 util proposed corrective action 
program to correct deficiencies identified to date 
* Region 3. Chicago, Office of the Director <81/03/011 81/04/03 

Region 3* Chicago, Office of the Director (81/03/01) ip 

16727 357 24X Fiche 50-000,82/11/16,8301050071 


— 8301050326 Redelegatos authority to JR Sinclair to administer oaths I. 
affirmations re allegations of possible faulty const at 
fac 1 i Ity 

SCHNEBELEN, A Office of Inspector i Auditor 81/05/13 Office 
of Inspector 6 Auditor Ip 16727 360 24X Fiche 50-000. 

82/11/16.0301050071 


— B30105038S Forwards list of documents provided by T Harpster at 810306 
interview re facility 

GAMQLEi D H Office of Inspector 6 Auditor 81/12/10 Office of 

Inspector U Auditor 3pp 16728 2SS 24X Fiche 50 - 000 . 82/1 J/16, 
8301050071 


— 8301050393 Draft response to Immediate action Itr re independence & 
separation of Kaiser Eng ineer s, Inc const & OA/OC 
organ! latlons Drganliation charts it handwritten notes 
listing attendees at 810430 meeting re facility end 
* NRC - No Detailed Affiliation Given 02/11/16 5pp. 

16728.279 24X Fiche- 50-000, 82/1 1/16, 0301050071. 


— 0301030454 Responds to 910302 request re authority of Ofc of Bpeeial 
Counsel, Mer i t Bys Protection Board, under 5 U 6 C 1206(51(21 
& (7) NRC not required to furnish Counsel rept on complaint 
alleging govt ml imanagement 6 gross waste at facility 
SIMMS, L L Justice, Dept of. Attorney General's Office. 01/03/13 

fllCKHIT.L Office of the General Counsel 4pp 16729 313 24X 

Fiche* 50-000, 82/11/16, 8301050071 
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"B3OIO50457 Request* legal opinjon re jurildiction of Ofe of Special 
Coiintel. Merit Bii§ Protection Doard. over private complaint 
allsglng govt mi efflanagement tt gross waste of funds at 

f a:C I i i tg 

BtCKMITiL Office of the General Counsel B1/03/OS SIMMS. L U 
'Juaticei Dep t of. Attorneg General's Office Spp 16729 319 SAX 
Flc6* SO-OOO.B2/I1/16. B30I050071 


0208190273 IE Info Notice 02-S5. "Seismic Qualification of Ueatinghouse 
AR Relag N/Latch Attachments Used In Nestinghouse Solid 
State Protection Sgs ‘ Svc list encl 

JORDAN. E L Division of Engineering i Qualltg Assurance (Pre 
830103 ) 02/12/28 Consolidated Edison Co of New Vart. Inc 

109pp 16068 014 24X Piche 50-000.02/12/20.0208190273 


— e3HI>l03046I Advises that NRC will not respond to 001229 Itr requesting 
rept an TU Applegate allegations re facllitg until OOJ 
Informs NRC of Ofe of Special Counsel jurisdiction under 
S <J S C 1206(b)(2) U (7) 

BICKMITjL Office of the General Counsel 81/03/03 EASTWOOD. M 
Herit Systems Protection Board ip 16729 322 24X 

fieh* 80-000.02/11/16,8301050071 


— 0301050462 Provides field QC personnel qualification data, in response 
ta util 761202 request Related Info and 

MCCUANAHAN, G K Bristol Steel t< Iron Works. Inc 76/12/10 
SCHW3ERS. W H Cincinnati Gas ti Electric Co 2, 93Ipp 16729 325 
24< Piche 50-000,02/11/16,0301050071 


-0301050468 Delegates authorltg to administer oaths/af f Irmatlons re 
investigation of onsite const prae t ices, p er Section 161c of 
Atomic Energg Act of 1954 Authority cannot be redelegated 
Related info encl 

HEPPLER.J 0 Region 3. Chicago. Office of the Director (81/03/01) 
ei/02/07 MCCARTENrJ B Region 3, Chicago, Office of the 
Director (01/03/01) 63pp 16730 016 84X Piche 50-000,82/11/16, 

8301050071 


—-030(050472 Poruiards correspondence between util b Kaiser Engl nears. Inc 
re OA provided bg PS Oittlngsrper NRC request Related info 

•ne 1 

SAOER, H R Cincinnati Gas It Electric Co BI/08/20 DANIELS, F T 
Region 3. Chicago, Office of the Director (81/03/01) 336pp 

(6738 079. 24X Piche 50-000,82/11/16,8301050071 


—8301050475 Trip rept of 811124 b 25 visits to Rosemont, lU b Columbus, DH 
T* function b operation of interstate compact b 
investigation of facllitg b NRC enforcement activities, 
respactlvel g 

HEIICZER, W B State Liaison Office 81/11/30 HIND. J. A Division 
et Emergencg Preparedness b Operational Support 14pp 16739 055 
£4j( Piche 50-000102/11/16,0301050071 


0301040577 Forwards final SALP Rept SO-35B/82-O0 for De t 1900 - Mot 
1982 NRC found no bases to change findings b conclusions 
that more drastic action needed to cope w/p lant regulatorg 
problems culminating in 821112 order to show cause 

KEPPLER.J G Region 3, Office of Director 02/12/29 B OR OH ANN, E A 

Cincinnati Gas b Electric Co 2pp 16646 096 24X 

Piche 50-350,82/12/29.8301040577 


— 8301040580 Comments on SALP Rept 50-358/02-00 for Oct 1980 - Mar 1902 
BOROMANN.E A Cincinnati Gas b Electric Co 82/07/20 
KEPPLER.J 0 Region 3. Office of Director 6pp 16646 098 34X 

Piche 50-338,02/12/29,0301040577 


— 8301040595 Confirms 020629 meeting in Erlanger,K¥ to discuss SALP Rept 
50-350/82-08 for Oct 1980 - Har 1982 

HIND, J A Division of Emergencg Preparedness b Operational 
Support 82/06/24 OORGMANNiE A Cincinnati Gas b Electric Co 
3pp. 16646 104 24X Piche 50-350,02/12/29.6301040577 


—8301040601 SALP Rept 50-359/02-08 for Oct 1900 - Mar 1982 Here 
attention should be directed toward plant regulatorg 
prob 1 ems 

» Region 3, Office of Director 02/12/29 27pp 16646 107 24X 

Piche 50-358,02/12/29,0301040577 


0301040641 Ack receipt of 821200 Itr providing maps showing TLD 
locations In 16 sectors surrounding facllitg Ltr closes out 
open Item In IE Insp Rept 50-358/82-1 4, per NRC 820922 ltr 
PAPERIELLO, C J Division of Emergencg Preparedness b Operational 
Support 02/12/29 BDRGMANN, E A Cincinnati Gas b Electric Co 
Ip 16644 001 24X Piche 50-350,02/12/29 , 8301040641 


— 8301040649 Forwards proposed TLD location tables, In response to open 
Item in IE Insp Rept 50-358/02-14 

BDROMANN.E A Cincinnati Gas b Electric Co 02/12/00 
KEPPLER.J 0 Region 3, Office of Director 6pp 16644 002 24X 

Piche 50-358,02/12/29,0301040641 


B301J00050 Hasponds to FOIA request for 12 categories of documents re 
Facilities Repts re MARCH code mag be purchased from NTIB 
Forwards documents listed in App A Search for Items 3, 6, 7, 9, 

I ( b 12 identified in request continuing 

FCL.TOH, J H Division of Rules and Records 82/12/07 HIATT, 8 L 

Ohio Citliens for Responsible Energy 5pp 16754 003 24X 

Ffcht. SO-000, 02/12/07, 0301100050 


— 8301100212 Advises that encl IE Bulletin 78-03, "Potential Esplosive 
Oai Hlstura Accumulations Associated W/BWR Offgas Sys 
Operations," has been sent to listed licensee for action/ 
info 

PAPPAS, H Region 3, Chicago, Office of the Director 78/02/10, 
Division of Reactor Construction Inspection 3pp 16754 187. 24X 

Flch* 50-000.02/12/07,0301100050 


— G301100S40 Forwards IE Bulletin 78-03, "Potential Eiplosive Oas Hlituro 
ActMnul ations Associated W/DWR Offgas Sys Operations " 

Flo written response required W/o encl 

REPPLER, JO Region 3, Chicago, Office of the Director 78/02/10 
aORGHANN, E A Cincinnati Gas b Electric Co Ip 16754 199 24X 

Ftche 50-000,82/12/07.0301100050 


820819026? IS Info Notice 02-51, "Over* xpoiur as in PWR Cavities " 0vc 
list encl 

□EYOUNOrR C. Director's Office, Office of Inspection and 
Enforcement. 82/12/21 Consolidated Edison Co of New York, Inc 
Kipp 1668? 239 24X Piche 50-000,02/12/21,0208190269 


8312060351 IE Info Notice 02-52, "Equipment Environ Qualification 
Testing Etperience - Updating of Test Summaries Previously 
PvhiishBd In IE Info Notice 81-2? " Svc list encl. 

^JORDAN, E L. Division of Engineering b Quality Assurance (Pre 
030103} 82/12/21 Consolidated Edison Go. of New Vork, Inc 

lISpp 16681 000. 24X Piche 90-000,82/12/21,8212060351. 


B2t2060390 IE Info Notice 02-53, "Main Transformer Failures at North 
Anna Ituclear Power Station " Svc list encl 

«}(?RDAN, E L Division of Engineering b Quality Assurance (Pre 
830103). 82/12/22 Consolidated Edison Co of New York, Inc 

It 4pp. 16750 017 24X Fiche 50-000,02/12/22.8212060350 


aSO919027S IE Info Notice 02-54, "Wsstinghouse NBFD Relag Failures in 
Reactor Protection Bgs " Svc list encl 

UOROANt E L Division of Engineering b Quality Assurance (Pro 
a30l03> 82/12/27, Consolidated Edison Co of New York, Inc. 

110pp. 16962' 139. 24X Fiche 90-000.02/12/27,0208190275 


8212060i394 IE Info Notice 02-56, "Robertshaw Thermostatic Flow Control 
Valves " Svc list encl 

JORDAN, E L Division of Engineering b Quality Assurance (Pro 
830103) 62/ 12/30 Consolidated Edison Co of New York. Inc 

lllpp 16750 137 24X Fiche 50-000,02/12/30,8212060354 


0301040264 Ack receipt of 020010 ltr re status, schedule b update of 
quality confirmation program Eiecutive summary outlining 
significant findings b changes Included in monthly status 
rept would be helpful 

WARNIICK, R r Region 3, Office of Director 02/12/30 DDRSMANN.E A 
Cincinnati Gas b Electric Co 2pp 16639 093 24X 

Ftche 50-3501 02/12/30,6301040264 


0301040702 Discusses 020910 ltr re qualifications for personnel 
performing collection of as-built data for seismic analyses 
of saf ety-re Lated piping sys in accordance w/IE Bulletin 
79-14 

WARNICK, R F Region 3, Office of Director 02/12/30 BOROMANN.E A 
Cincinnati Gas b Electric Co 2pp 1664B 082 24X 

Fiche 50-358.02/12/30,8301040782 


8301060256 Clarifies SH Lewis 021124 memorandum discussing 821117 
meeting w/utll b Dachtel re joint mgt of facility, in 
response to 621221 inquiry Closed enforcement meetings 
justified 

KEPPLER.J 0 Region 3, Office of Director 02/12/30 DEVIHE.T 
Government Ac countab i lity Project 3pp 16679 100 24X 

Ficha 50-358, 02/12/30,8301060256 


— 8301060261 Requests clarification of 8H Lewis 021124 msmorandum 
lummarlrlng NRC B21U7 meeting w/util b Bechtol Public 
access to enforcement meetings should be allowed 
DEVINE, T. Government Accountability Project 02/12/21, 

KEPPLER.J 0 Region 3, Office of Director 3pp 16679 103 HdX 
Fiche 50-358,02/12/30,8301060296 


— 8301060264 Summary of NRC 821117 meeting u/utll b Bechtel in 
Cincinnati. OH re Commission 821112 Order CLI-82-33 (order to 
show cause b immediately suspending const) 

LEWIS. S H Region 3. Office of Director 02/11/24 Region 3. 
Office of Director 4pp 16679 106 24X Fiche. 90-350. 02/ 12/30. 

8301060256. 
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0301110331 Act receipt ef 631201 I tr informing llfl'C of itepi taken to 
correct violations noted in IE Insp Rept 50-359/83-06 
UARNICK.R F Region 3, Office of Director 83/01/07 E090MANN> E A 
Cincinnati Oas 6 Electric Co Ip 167A6 351 SAX 
Flche 50-358.03/01/07.9301110331 


—8301110336 Responds to NRC 821103 Itr re violations noted In IE Insp 
Rept 50-358/63*06 Corrective actions bielding control 
procedure revised designating qualified personnel to 
approve forms 

QORSHANN.E A Cincinnati Oas 6 Electric Co 83/13/01 

KEPPLERi d 0 Region 3. Office of Director 3pp 16746 SSS 24X 

Flche 50-338.03/01/07,8301110331 


8301110S31 Act receipt of 821109 Itr informing NRC of steps taken to 
correct violations noted in insp of reactor drgiaell steel 
beam hoiting. bean copes tc installed beam sleeves 

HARNICK, fl F Region 3, Office of Director 83/01/07 SOROMANN, E A 
Cincinnati Oas 6 Electric Co Ip I67AS 398 24X 

Fiche 50-358.83/01/07,8301110521 


— 8301190198 "Quality Conf irirat ion Program Status as of Nov 30, 1992 ' 
SHAFFER, J F Region 3, Office of Director 02/01/12 24p p 

16865 337 24X Flche 50-399,93/01/13.0301190197 


03013B04B4 Fortiiards util monthly status rept for Dec 1992 

DIRCK8, U J Office pf the Eiecutlve Director for Operations 
93/01/24 PALLADINOiN J Commissioners 40pp 16973 017 34X 

Fiche 50-359,83/01/24,9301390494 


9 Reporteble occurrences, LERs ti related correspondence 


B3010S0071 Addl response to FOIA request for documents re IE 
Investigation Rept S0-3S8/91-13 Foruards documents listed In 
App A Opcuments & tapes available in PDR Revleu of addl 
documents continuing 

FELTON. J M Division of Rules and Records 93/11/16 OEVlNEiT 
Oovernment Accountability Project 6pp 16730 001 24X 

Flche 50-000,82/11/16,9301050071 


—8301110537 Responds to concerns raised during recent surveillance insp 
of drywetl steel Threads of bolts or jam nuts ulll be upset 
to prevent removal of nuts Flanges of beam 104 coped to 
provide clearance far main steam relief valve. 

CULVER, B K Cincinnati Oas 6 Electric Co 02/11/00 KEATINO.D B 
Region 3, Office of Director 2Spp 16745 399 24X 

Flche 50-350,83/01/07,8301110521 


— 03O1OSO271 Deficiency rept re silting condition In svc uater intake 
structure Initially reported on 790618 Evaluation of cause 
of condition In progress Nest rept uilt be submitted uilthin 
30 days Also reported per Part SI 

DOROHANN.E A Cincinnati Oas U Electric Co 79/06/30 
KEPPLERrJ 0 Region 3, Chicago, Office of the Director 2pp 
16735 160 24X Fiche 50-000. 08/11 / 16, 0301050071 


8301310282 Act receipt of 821115 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-358/01-27 
NORELIug.C E Region 3, Office of Director 83/01/13 

BORGflANN, E A Cincinnati Oas & Electric Co ip 16972 028 24X 

Fiche 50-358,83/01/13,8301210282 


-8301210289 Suppls 820930 response to NRC 820132 Itr re violations noted 
in IE Imp Rept 50-359/81-27 Corrective actions 
nonconformance repts dispositioned i, apprpved t, necessary 
ueid cards to prepare surface for dye penetrant eiaoi issued 
BOROMANN, E A Cincinnati Oas 6 Electric Co 92/11/15 
KEPPLER, J 0 Region 3, Office of Director 2pp 16872 083 24X 

Fiche 50-358.83/01/12.8301210282 


.301210033 AcV receipt of 830104 supplemental Itr Informing NRC of 
steps taken to correct violations noted in IE Insp Rept 
50-358/82-01 

WARNICK, R F Region 3, Office of Director 83/01/18 DOROHANN.E A 
Cincinnati Oas & Electric Co Ip 16877 148 24X 

Flche. 50-358, 93/01/10. 6301210033 


—8301210037 Supplemental response to NRC Itr re violations noted in IE 
Insp Rept 50-358/92-01 Corrective actions Design Document 
Change £-8112 Issued to establish min installed basket 
length dimension Insp uill be completed by 830131 
aOROMAN.N, E A Cincinnati Oas 6 Electric Co 83/01/04 
KEPPlEH.J 0 Region 3, Office of Director Ip 16977 149 24X 

Flche 50-350. 93/01/18, 8301310033 

33012B0313 Discusses surveillance & reinsp program under implementation 
for plant NRC understands initial program uould be adjusted 
in hanger 6 eleetrieal areas based on June 1982 insp results 
P‘P» suspension sys would continue 

WMNICK, R F Region 3, Office of Director 83/01/24 nORflMANN. E A 
Cincinnati Oat 6 Electric Co 2pp 16954 259 24X 

Flche 50-359. 63/01/24, 8301280312 


-8301280315 Discusses 920738-29 teleons re agreement to allou util to 
implement surveillance program to reduce lOOX reinsos 
u/restrUtlon that initial level for hanger k electrical 
disciplines be based upon rates for June 1982 

* Cincinnati Oes (.Electric Co 02/09/04 
KEPPLER, J O Region 3. Office of Director 2pa 16954 26 1 24x 

Fieha 50-350,93/01/24.0301280312 ^ * 


operating reports t< related correspondence 


— D3010S0277 Interim deficiency rept re Increasing noise & vibration of 
SVC water pumps at low to medium flows Initially reported 
on 790610 Temporary operating procedural Changes 
implemented 6 three preliminary teats performed 
nOROMANN. E A Cincinnati Oas it Electric Co 79/09/06 
KEPPLER. J 0 Region 3, Chicago, Office of the Director 2pp 
16725 184 34X Flche 50-000,92/11/16,8301050071 


— 0301050284 Interim deficiency rept re operational problem* u/ SVC wat*r 
pumps under low flow conditions New impeller design 
developed by Dlngham-Ul I lame t te 6 alternative methods to 
achieve flow control at min flow under investigation 
DOROHANN.E A Cincinnati Oas k Electric Co 79/12/31 
KEPPLER, J Q Region 3, Chicago. Office of the Director. Ip 
16725 106 34X Flche 50-000,92/11/16,0301050071 


6301060045 Interim deficiency rept for Item E-SO re cable tray hanger 
Insp Accessible cable tray hanger weld fields reinsp delayed 
due to clarified separation criteria re electric separation. 

Reinsp U final rept due by 030430 

DOROHANN.E A Cincinnati Oas 8< Electric Co 02/12/17 KEPPLEfliJ 0 
Region 3, Office of Director 3pp 16670 001 24X 

riche 50-359.02/13/17.9301060045 


8301040319 Supp 1 to 920120 final deficiency rept re Hem M.-3t on melo 
steam relief valve defect Replacement of unqualified valves 
u/qualified valves will be delayed until 930630 due to NRC 
show cause order immediately suspending work 

DOROHANN.E A Cincinnati Oas J< Electric Co 02/13/80 KEPPLER. J 0 
Region 3, Office of Director Ip 16641 277 34X 

Flche 50-358, 02/13/30,8301040319 


0301040590 Followup to 820506 final deficiency rept re Rosemount 
Model 1151 transmitters Transmitters received onsite 
Replacement of transmitters scheduled for completion by 
030331 

DOROHANN.E A Cincinnati Oas k Electric Co 03/12/30. KEPPLER, J. 0 
Region 3, Office of Director Ip 16646 095 34X 

Flche 50-358, 03/12/30,8301040590. 


8301060059 Final deficiency rept on Item M-34 re ASHE structural ueHtf 
k welder qualification Uelds qualified for only 2 of 3 
positions Nelds qualified to AWB 01 1-72 cade Item not 
reportable per 10CFR80. S5< e) 

DOROHANN.E A Cincinnati Oas & Electric Co 02/13/20 
Region 3. Office of Director 2pp 16670:317 84X 

Fiche 50-359.83/12/20,8301060059 


KEPPLER, J 0 


^^ntarKs^u "*®"**'*y status rept for Nov 1902 

E'seutlve Director for Operations 
^^'-LADINO, H J Commissioners Ip 16B65 307, 24X 

Flche 50-358,93/01/13,8301190187 


-8301190169 Monthly status rept for Nov 1903 
• Region 3, Office of Director 83/11/30 

Flche- 50-358, 83/01/12, 0301190187 


lOpp 16065 308 


I* Kaiser in Chicago, 

<1 amend for info per 10CFR50 54<f) 

Offife^oa 9^ Director 82/13/01 Region 3, 

eMUyoIo? 14B65 334 24X Flche 50-330. 83/01/12. 


incerim dericieney rept re MCC Powera HVAC damper 
spring defacts Action plan revised due to addl onatytii 




Three actuators will ba replaced k three wilt require 
actuator spring adjustment. Next rept by 030331 
BOROMANN. 6, A. Cincinnati Oas k Electric Co. 82/13/81 
Region 3, Office of Director 2pp 16638 353 24X 

Flche 50-358,83/12/21.8301040397 


KEPPLER, J 0 




«tructur*l stedl Initi4ili| reported oit B2H26 Char>p» 
Isolated case Extensive review associated w/subj transi 
being performed, Fol lowup rept expected by 030131 
BOROMANN.E A Cincinnati Oas k Electric Co 02/12/32 
Region 3, Office of Director Ip 16649- 833 24X 

Flche 50-350, 02/12/23,0301040747 


transfer ol 

* 

KEPPLER. U 3 
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B30 IO60DB4 Pollaupufi to final deficienci| rept re incomplete hydraulic 
andlysi* of control rod drive plpino Adeq^uacy of pretent 
conti by Reactor Controlsi Inc under review Next rept will 
4e Itsued by 830319 

aonCHANNi E A Cincinnati Oat & Electric Co 82/12/28 KEPPLER.J Q 
Region 3< Office of Director Ip ti>d>70 021 a4X 
FUhe S0-35Bi 02/12/201 8301060084 


030 lOAQOt? Interim deficiency rept on Item 11-49 re defecti in 
locrlflclal shield ueldt Subj will be evaluated concurrently 
vr/iTcf 1 c lencie I In qual if icatlon of welding procedures used 
for lacriflcial ueldt Next rapt due by 830228 

BOfiCHAtlN,E A Cincinnati Oat i< Electric Co 02/12/29 KEPPLER, J 0 
Region 3r Office of Director Ip 16670 006 24X 

Flch* 90-398.02/12/29.0301060049 


B301060'063 Interim deficiency rept re HJ Kaiser Co indeterminate welder 
quallf Icatlont Document deficiencies Identified on 600 
nonconformance reptt V 46 corrective action requests Next 
ropt to be issued by 830226 

BDROKANN. E A Cincinnati Oas fc Electric Co 02/12/30 KEPPLER.J 0 
Region 3. Office of Director 2pp 16670 219 24X 

rich* 50-390,82/12/30.0301060063 


B3OI1I0I7O Interim deficiency rept re OE HFA relays Replacement relays 
will not be delivered until 030121 due to production 
fallback & factory shutdown Installation scheduled to take 4 
aoniht Next rept by 830615 

BOROtlANM. E. A Cincinnati Oas b Electric Co 02/12/30 KEPPLER, J 0 
Region 3. Office of Director Ip 16743 277 24X 

Flch*. 50-398, 92/12/30, 0301 1 10170 


5301180069 Interim Deficiency Rept re Oamma plug installations 
Initially reported on 620804 Ualkdown of accessible 
installed plugs continuing to document all nonconforming 
conditions Next rept due by 830331 

BDRONANN.E A Cincinnati Oas b Electric Co. 83/01/05 KEPPLER.J 0 
Region 3, Office of Director 2pp 16033 166 24X 

FIche 50-359.83/01/05.8301100069 


8301110299 P NO- 1 1 1— 83-002 on 830106. OR Sylvia. vice president of nuclear 
nperetions for utl 1 ■ announced resignation, e ffectlve 030114. 
6CHREIBINZ.E , HUNTER, D > UARNICK. R Region 3, Office of Director 
B3/01/O6 Ip. 16746 335 24X Flche 50-358.83/01/06.8301110299 


B301140292 Final Deficiency Rept re cable tray over load Ing. Ini t lal ly 
reported on 830106 Item not reportable per 10CFR90 99<e) 

BOROHANM.E A Cincinnati Oas b Electric Co 03/01/06 KEPPLER.J 0 
Region 3, Office of Director ip 16806 236 24X 

Flche 50-339. 83/01/06. 0301 140292 


8301140396 interim deficiency rept Item Q-E re lack of Insp personnel 
qualifications Initially reported on 821208 Investigation 
qspected to be completed by 830315 b followup rept will be 
submitted 

BORCHANN.EA Cincinnati Oas b Electric Co 83/01/06 KEPPLER.J 0 
Region 3, Office of Director Ip 16807 152 24X 

Flche: 50-398. 83/01/06, 8301140386 


8301170371 Provides followup to 830109 telcon concerning deficiency 
rept re Warty door defects Info not reportable under 
10CFR50 59<e) based on addl evaluation 

BOROHAHN.E A Cincinnati Sas b Electric Co 83/01/06 KEPPLER.J 0 
Region 3, Office of Director ip 16813 105 24X 

Flche 90-398,83/01/06.8301170371 


6301210181 Interim deficiency rept re lack of documentation concerning 
Installation b testing of fire protection sys Extensive 
document review in progress Next rept will be submitted by 
030219 

BORdKANll.E A Cincinnati Oas b Electric Co 83/01/09 KEPPLER.J 0 
Region 3. Office of Director 2pp 16874.286 94X 

Flch* 50-390,03/01/09.8301210101 


8301S10051 Interim Deficiency Rept re failure of essential HVAC turning 
vanes Test procedure to certify design adequacy of valve* 
devetoped.Fol lowup rept will be submitted by 830430 
BOROMAMN.E A Cincinnati Oas b Electric Co 83/01/11. KEPPLER.J 0 
Region 3. Office of Director ip 16079 050 34X 

Flche; 50-358, 83/01/11,8301210051 


8301210183 Interim deficiency rept re possibly altered welding 
procedure. Ini tlolly reported on 821217. Investigation 
continuing. Next rept providing updated statu* of Duality 
Confirmation Program review will be submitted by 830401 
BOHDHANN.e A Cincinnati Oa* b Electric Co 83/01/14 KEPPLER, J. 0 
Region 3. Office of Director 2pp 16074 295 a4X 
Flche 90-398,63/01/14,8301210104 


8301210216 Interim deficiency rept re suspension of fire protection 
sys piping from essential hanger* w/o adequate design 
rsyleu Sargent b Lundy response to Corrective Action Request 
82-80 expected by 830120 Final rept submitted by 830215 
BORGHANN.E A Cincinnati Oas b Electric Co 03/01/14 KEPPLER, J 0 
Region 3, Office of Director tp 16072 045 24X 

Flche 90-350.03/01/14,8301210216 


0301240033 Final deficiency rept re separation of internal wiring of 
Class IE essential panels Review of vendor rept concludes 
concerns not reportable per 10CFR50 9Se Program will be 
established to analyze field wiring conditions 

OOROHANN.E A Cincinnati Gas b Electric Co 83/01/14 KEPPLER.J 0 
Region 3, Office of Director 2pp 16873 044 24X 

F i c h o 50-353, 03/01/14. 0301 24003 3 


8301280292 PNO- 1 1 1-83-004 on 03Olao.Oovt Accountability Project Itr 
provided addl details re allegation that Bechtel Power Corp 
personnel had been Involved at site since 820801 
Allegation* forwarded to Ofc of Investigations 

HUNTER.O , UARNICK. R Region 3. Office of Director 83/01/21 Ip 
16994 236 24X Flcho 90-390,03/01/21.0301280292 


T Hearing transcript* on noo-ant I trust matters 


8301050071 Addl response to FOIA request for documents re IE 
1 nvastigatlon Ropt 30-398/01-13 Forwards documents listed In 
App A Documents b tapes available in PDR Review of addl 
documents continuing 

FELTON. J M Division of Rules and Records 02/11/16 DEVINE. T , 
ROSENTHAL, J Oovernment Accountability Project 6pp 16720 001 
24X Flche 50-000,02/11/16,0301090071 


— 8301050330 Transcript of B10604 taped interview w/F Olti, doc umentati en 
supervisor of Kaiser Engineers, Inc re nonconformance rept 
Draft transcript end 

OAKBLE, 0 H , POOLIA, A Office of Inspector b Auditor 
HCCARTEN. J 0 Region 3, Chicago, Office of the Director 
(81/03/01) 01/06/04 I01pp 16727361 24X 

Flche 30-000,82/11/16,8301030071 


— 0301090333 Transcript of BKXIOS taped meeting in Moscow, OH between 
members of Region 3 investigation staff b R Baker, insp 
supervisor of Kaiser, Inc re facility 

« Investigation Staff 61/03/03 73pp 16728 182 24X 

Flch* 50-000,02/11/16,8301090071 


— 83010S04SO Transcript of 810226 taped meeting w/Oovt Accountability 
Project b T Applegate in Olen Ellyn. IL re facility 
al legations 

• Region 3. Chicago. Office of the Director (81/03/01) 81/02/26 

66pp 16729 183 24X Flche 90-000,02/11/16.0301050071 


8301170141 Transcript of 830109 hearing in Cincinnati. OH Pp 1-244 

» Region 3, Office of Director 83/01/09 246pp 16811 OOB 24X 

Fiche 90-358.83/01/03.8301170141 


8301120063 Transcript of 030110 oral argument In Dathesda.HD Pp 1-139 
* Atomic Safety and Licensing Board Panel. 03/01/10 141pp 

16770.091 24X Flch* 50-390.03/01/10,8301120063 


V Operator Examinations 


0212220443 Generic {.tr 82-36 to all power reector 1 Icensecs, app 1 leant* 
for OL, N8B & reactor vendors b AE* re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 830211 re operator licensing 6vc list end. 
EtSENHUT.D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York, Inc 12pp 16681 072 24X 

Flche. 90-000, 82/12/22, 8212220443 


8301120078 Generic Ltr 83-01 to power reactor licensees b applicant* 
for OL re operator llcanslng exam site visit Requests 
schedule re exam request* expected for sulimlttal prior to 
051231 for listed categoric* 8vc list end 

EISENHUTiD. 0. Division of Licensing B3/0t/ll Conso 1 1 dated 
Edison Co of New York, Inc. llpp 16893 243. 24X 

Flch*' 50-000, 03/01/11,8301120078 


DOCKET 50-339 WILLIAM H, ZIMMER NUCLEAR STATION. UNIT 2 


P Operating license stage documents b correspondence 


8301190145 Partial response to PQIA request for documents re proposed 
rev b/or update to reactor safety study ref in NUREQ-0784, 

Chapter 10 a* RS II b documente re discussion of reactor 
cooling method Forwards App A documents 

FELTON. J.M. Division of Rule* and Records. 82/11/22. SHOLLV.B C. 
Union of Concerned Scientists 3pp 16866 270 24X 

Fiche 50-000,82/11/22.8301190143 
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— 8203240183 Cortinidits on Ofc of Rosoarch & Sldt nieffle "Fied & Diced' Issue 
for C-E Ap; llcenttla “ re risk Implications ol C~E reactor 
designs uhich lack capatllitii for coollnj) via HPI & 
deliberate venting of RCG 

LODELrR M Auslliary System* Branch 92/02/00 RVBENSTEIN. L S 
Assistant Director for Core Plant Systeflie Spp 16967 077. 24X 

Flche SO'OOOi 82/ 11/22. 9301190149 


8301160227 Forwards Amend Applications 17 & 3 to Licenses NPF-10 fc 
NPF'lSrrespectivelg.proposlng changes to Bections 2 C(23) & 

2 C(1B1 re emergency preparcdnass conditions. Prompt review 
requested Close I Si II amend fee end 

DIETCHiR Southern California Edison Co 93/01/14 DEHTQMi. H R 
Office of Nuclear Reactor Regulation. Director 2pp 16823 lOt 
24X Flche 30-361.83/01/14,9301180227 


DOCKET 50-361 BAM ONOFRE NUCLEAR STATION, UNIT 2 


F Security, medical, emergency S< dire protection plans 


8212060349 Oeneric Ltr 92-33 to all licensees of operating reactors, 
applicants far OL S< holders of CPs re 8upp] 1 to NUREQ-D737. 
"Requirements for Emergency Response Capability “ 

NUREO-0737. 8uppl 1 tt eve list enc I 

EIBENHUT.DO Division of Licensing 82/12/17 Consolidated 
Edison Co of New York. Inc 77pp. 16681*208 24X 

Flche 50-000.82/13/17,9212060349 


B212280266 Ack receipt of 821209 ltr In response to 921110 notice of 
violation Corrective actlone will he reviewed during 
next physical protection Inip. 

NORDERHAUOiL R Division of Radiolog ical Safety & Safeguards 
Program 82/12/21 DIETCH.R.L Southern California Edison Co ip 
16961 309 84X Flche 30-361.82/12/21,9212280266 


— 9301180232 Amend Applications 17 8 3 to Licenses NPF-10 b NPF-19. 
respectively, proposing changes to Sections 2 C<23) b 3 CllBJ 
re emergency preparedness conditions Descriptions of 
proposed changes end 

DIETCHiR Southern California Edison Co 63/01/14 I8pp 
16823 103 84X Flche 30-361,83/01/14.8301160227 


8301290371 Ack receipt of 830107 ltr providing response to 6212-02 
notice of deviation Corrective actions will be reviewed 
during neit physical security Insp 

NORDERHAUO. L. R Division of Radiological Safety b Safeguards 
Program 93/01/16 OlETCH.R Southern California Edison Co ip 
16903 306 24X Flche 50-361,83/01/18,0301230371. 


9301230332 Ack receipt of 821230 ltr informing NRC of steps taken to 
correct vlolatione noted In IE Insp Kept 30-361/92-14 
BISHOP. T W Dlvleion of Resident. Reactor Project b Engineering 
Programs B3/01/i9 PAPAY.L T Southern California Edison Cn Is 
16877 254 24X Flche 50-361,93/01/19.8301230333 


8301060122 Forwards Rev 8 to physical security plan Rev withheld 
(ref 10CFR73 21) 

BA&KINiK P Bouthern California Edison Co 82/12/21 El 9ENHU T. D « 

Office of Nuclear Reactor Ragulation. Director. Ip 16670 110 
24X Flche 50-206,82/12/21,8301060122. 


8212220445 Generic Ltr 82-39 to all reactor llcanstcs.CP holders b 
applicants for CPs re problimi u/submi ttal s of 10CFR73 21 
safeguards info for licensing review Proceduree re 
transmittal of Info outlined Sve list end. 

EIBENHUT.DO Division of Licensing. B2/12/22. Consolidated 
Edison Co of New York. Inc 13pp 16690-021 24X 

F 1 c k • - 30-000, 82/ 1 3/22 . 921 22204 48. 


6301100103 Forwards Amend Application 16 to License NPF-10, revi sing 
Tech Specs re DNBR, turbine overepeed protcc tion. safety 
valves - operating, fire hose stations, special test program b 
E8F rasponie times. 

DIETCHiR Southern California Edison Co 93/01/06 DENTON, H R. 
Office of Nuclear Raactor Regulation, Director 2pp 16703 039 
24X Flche 50-361,83/01/06.8301100103 


— 6301100107 Amend Application 16 to License NPF— tO. revlsi-ng Tech Specs 
re DNBR, turbine overspeed pro-Cectlon. safety 

valves - operet ing, f ire hoce stations, special test program b 
EeF response times 

DIETCHiR Southern California Edison Co COTTON, 0 D San Diego 
Oas b Electric Co HOYT, 0 U Anaheim, CA 83/01/06. 6pp 
16703 060 24X Flche. 50-361 , 03/01 /06. 9301 100103 


—8301100112 Revised Tech Specs 2.2 1.3 2.4 b 4.2 4 4 re DNSR limite. 
3 3. 4 re turbine overspecd pr oitect 1 on. 3. 4 S re safety 
valves - operating. 3 7 9. 3 re fir# hose s tatlons. '7. 0 re 
special test program & 3 3 2 re ESF response times, 
a Southern California Edison Co 93/01/06. 4Spp. 16703 066 
24X Fiche 90-361,83/01/06,9301100103 


— S3012S0336 Responds to NRC 921203 ltr re violations noted In IE Imp 
Rept 90-361/82-41 Corrective actions recognition b 
class if Icatlon of events that require initiation of 
Emergency Plen will be accomplished as soon at possible 
PAPAY.L.T Southern California Edison Co 02/12/30 
ENQELKEN.R H Region 5, Office of Director. 3pp 16897.259 24X 

Flche 50-361,93/01/19,8301250332 


9301260304 Releases public version of revised Emergency Plen 

FELTON, U M Division of Rules and Records 93/01/24 Document 
Hanegement Branch Ip 16950.001 24X Flche 50-206.83/01/34. 

8301260304 


— 8301260311 Public varslon of revised Emergency Plan One 
oversiie drawing end Aperture cerd available In PDR 
« Southern California Edison Co 92/10/01 599pp 16950 002 

24X Fiche. 50-206, 83/01/24,9301260304 


0 Adjudicatory correspondence 


9301070060 Advises that expertise not sufficiently directed to 
particular areas of concern to assure that responsive 
testimony could be provided. 

CHANDLER. L J Hearing Branch 2. 83/01/05 COLLINS, V P 

Affiliation Unknown Ip 16696 298 24X Flche. 50-361. 83/01/03, 

B3O107OO6O 


9301140264 Confirms B3011D meeting In San Francisco, CA to solicit 
testimony re resources to treat radiological contamination 
& exposure in Southern CA Preparation of testimony shoiuld 
continue until hearing schedule set 

CHANDLER. L J. Deputy Executive Legal Director 03/01/05 
BROWNift F Affiliation Unknown Ip 16806 290 24X 

Flche* 50-361, 83/01/05.8301140264 


6301110352 Ack receipt of 921230 response to NBC 821206 notice of 
violation Corrective actions will he reviewed during next 
physical protection insp 

NORDERHAUO, L R Division of Radiological Safety b Safeguards 
Program 03/01/06 PAPAY.L.T Southern California Edison Co Ip. 
16747 007 24X Flche 50-361,93/01/06,0301110352. 


9301180203 Motion to modify ASLD 620514 Initial decision to provide 
addi 6-nianth period of full power operation pending final 
resolution of offsite medical sves 1 s sue, LI censes do not 
authorlie operation beyond 930217. Dec laratl on of Sve end 
PIOOTT. D R 8outh«rn California Edison Co. PtOOTT.D R, Orrlrk. 
Herrington b Sutcliffe 03/01/14 Atomic Safety and Llcenelng 
Board Panel 27pp. 16925.273 24X Fiche 50-361.93/01/14, 

9301 180203 


8301200111 Forwards Amend 13 to Fire Haiards Analysis. 

DIETCHiR Bouthern California Edison Co 63/01/06. DENTON, H R 
Office of Nucloar Reactor Regulation, Director. 6pp. 16663 035 
24X Flche 50-361.83/01/06,9301200111 


-9301200121 Amend 13 to Fire Hazards Analysis. 

* Bouthern California Edison Co. * San Diego Oas b Electric Co 
82/12/31 iSpp 16963 172. 24X Flche. 5G-36I. 93/01/06, B30 12001 11 


1120088 Forwards Affidavit of Sve re direct distribution of Amend 
1 to FSARt Amend 13 to Fire Maxards Analysis b revised 
tergency Plan, 

DFORDiH 0 Southern California Edison Co 93/01/10. 
lOHTON.O U Licensing Branch 3 4pp. 16776*034, 24X 

he: 50-361, 83/01/10, 0301120099 


8301200353 Supports Unit 1 permanent 
Unit 2 defects, 

LONOBRaOK.B, Affiliation Unknown 
Secretary of the Commission Ip. 
Fiche 30-206,83/01/15,8301200353. 


shutdown b independent study of 


83/01/15 Office of the 
16863 026 24X 


B301SB0001 Expresses appreciation re recent meeting discussing 
possibility of participation in proceeding Further details 
unavallab le. 

CHANDLER. L. J. Hearing Branch 2. 83/01/26 NESBITT, U Affiliation 

Unknown. Ip. 16959 162 S4X Flche 50-361,93/01/26,8301280001. 


K Utility Final Safety Analysis Report (F6AR ) b amends 


3466 Responds la 921019 ltr re changes tn Phuslcel Security Plen 

)#■ acceptable. 

irON.O H Licensing Branch 3 83/01/10. DIETCHiR. Southern 

Pornln Edison Co COTTON, 0. D 8an Diego Oas b Electric Co 
16809*327. 24X Flche. 50-206, 03/01/10, 8301 140466 


0301200111 Forwards Amend 31 to FSAR, Amend 13 to Fire Haiards Analgsll 
{filed in PDR Category F) b rev to Emergency Plan {filed In 
Central Files) 

OlETCH.R. Bouthern California Ed la on Co 83/01/06 DENTON. N R 
Office of Nuclear Reactor Regulation. Director 6pp. 16863*035 
2 4X F i c h # • 50- 36 1 , 03/01 /06. 8301 200 11 1 
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— asotsoans Ajn»nij si to FSAR Nmotosn overs! IB drauiings enci Aperture 
cards available in PDH 

» Savthern California Edison Co * Ban Diego Gas l< Electric Co 
e2/'ia/’3t ISlpp 1*063 041 24X Flcho SO-361, 83/01 / 06 . 

eaoiaooiii 


F. OpeTdtlng license stage documents S< correspondence 


8301040385 Re<iUoats approval of proposed Tech Spec change re ESF 
actuation sgs instrumentation b ECC8 subsgstems fcg 831230 
Formal roiiueBt for amend of Licenses NPF-IO tc NPF-15 will be 
submitted bg 830117 

BASKIN. K P Southern California Edison Co 02/ 1 3/29 KNIOHTON. 0 U 

Licensing Branch 3 4pp 16972 250 24X Fiche 30-361,62/13/29. 

B3010402B5 


83011901-49 Part lal response to FOIA request for documents re proposed 
rav t/op update to reactor safetg study ref in NUnEG-0704. 

Chapter to as R8 II it documents re discussion of reactor 
cooling method Foruards App A documents 

FELTON, J M Division of Rules and Records 82/11/22 6H0LLY, 5 C 
Union of Concerned Scientists 3pp 16866 270 24X 

Ftche 80-000, 82/11/22.0301190143 


03O11OO2OS Informs that add 1 info re detailed cost/benefit analysts for 
proppsed hardware mods to Increase reliability of auxiliary 
fesduater motor pumps uill not be supplied bg 030101 per 
821029 commitment Info expected by 830117 
MEDFORD, M 0 Seuthern Caltfurnla Edison Co 02/12/30 
KNIGHTON, 0 H Licensing Branch 3 Ip 16702 1*7 24X 

Fiche 50-361, 82/13/30,8301100205 


— 8202240'1B3 Comments on Ofc of Research t< Stds memo "Feed & D1 eed Issue 
for C-E Applicants," re risk implications of C-E reactor 
dasigns which lack capability for cooling via HPI t, 
deliberate venting of RC8 

LOBEL.R M Aullllarg Systems Branch 82/02/05 RUDENSTEI N, L S 
Assistant Director for Core 8< Plant Systems Spp 16667 077, 24X 

Fiche, 50-000,82/11/22, 0301190145 


— S2t]0’10137 Responds to 020806 request to evaluate rapid 
depressurl latlon 2i OHR sys for C-E plants u/o PORVs, 
discussing role of Task Action Plan A-4S, "Shutdown Heat 
Aeinoval Requirements," In supporting evaluation of facility 
BERRY, D L Sandla Laborator 1 es 82/10/18 MARCKEBE, A R Generic 
Issues Branch Spp 16067 140 24X Flcho 30-000,02/11/22. 

8301190145 


8301100313 Application to amend License NPF-10, chang ing Tech Specs re 
ESF to rtmovt presfuriier preiiure-low actuation from 
component cooling water noncrltical isolation valves 
Description af change ti existing Tech Specs end 

BABKIN, K P. Southern California Edison Co B2/12/20 KNIGHTON, 6 N 
Licensing Branch 3 6pp 16697 330 24X Fiche 50-361,82/12/20, 

8301100313 


0301120519 Forwards Amends 13 6 2 to Licenses NPF-10 & NPP-13< 
respectively, safety evaluation i> notice of issuance ti 
availability Amends delete requirement for automatic closing 
of ECCS mini flow valves 

KNIGHTON, G W Licensing Branch 3 02/18/30 DIETCH.R Southern 

California Edison Co COTTON, G B San Diego Gas & Electric Co 

4pp 16798 2B3 24X Fiche 50-361 ■ 82/12/30, 03011 20519 


— 0301 120529 Amends 13 l< 2 to Ljcenses NPF-10 & NPF-I 5, respect! vely, 
deleting requirements for automatic closing of ECCS mlniflow 
valves upon receipt of recirculation actuation signal or 
test signal 

KNIGHTON, 0 H Licensing Branch 3 02/12/30 6pp 16790 207 

24X Fiche 50-361,82/12/30,0301120519 


— 8301120539 Safety evaluation supporting Amends 13 & 2 to Licenses 
NPF~10 & NPF-13, respectively 

e Office of Nuclear Reactor Regulation, Director 62/12/30 4pp 
16798 293 24X Flcho 50-361.82/12/30,8301120319 


— 8301120549 Notice of Issuance 6 availability of Amonds 13 <• 2 to 
Licenses NPF-10 6 NPF-1 5, respoc t Ive ly 

KNIGHTON, 0 H Licensing Branch 3 82/12/30 3p p 16798 297 

24X Fiche 50-361,62/12/30,8301120519 


— B3OI100316 Proposed changes to Tech Spec 3/4 3 2iToblo 3 3-5 re ESF, 
removing presturiier pressure-low actuation from component 
cooling water noncritlcal loop containment isolation valves 
it critlcal/noncrlttcal loop containment valves 

a Southern California Edison Co 82/12/20 3pp 16697’ 344 24X 

Fiche, 50-361, 82/12/20, 8301100313 


6301120D75 Forwards 621222 summary of 821206 meeting u/ut 1 1, 6and la, 
Durns it Roe b C-E at Palo Vorde site re rapid 
deprossur 1 lat ion b DHR capability 

LICITRA, E A Licensing Branch 3 83/01/05 Licensing Brunch 3 

2pp 167B6 300 24X Fiche 50-000, 83/01/05, 8301 120075 


B301D30016 Discusses mods to component coaling water sys boundary 
valves inside containment Fully operational containment 
Isolatlpn actuation signal will be added to valves within 
90 days 

BASKiN.K P aouthern California Edison Co 82/12/22 KNIGHTON, 0 U 
Licensing Branch 3 2pp 16615 174 24X Fiche 50-361.82/12/22, 

8301030016 


6301030109 Forwards Amend 12 to License NPF-10, safety evaluation b 
notice of Issuance it availability Amend allows noncritlcal 
component cooling water loop to circulate water to reactor 
coolant pumps after safety injection Initiation 

HHIDHTOH, G H Licensing Branch 3 82/12/23 DIETCH.R Bouthern 

California Edison Co COTTON, 0 D , DERNATH, L Qan Diego Gas b 

eldctrlc Co Spp 16613,250 24X Fiche 50-361,82/12/23.6301030109 


— BOOIOSOIH Amend 12 to License NPF-10, allowing noncritlcal component 
cooling water loop to circulate water to reactor coolant 
pumps after safety Injection initiation 

KNIGHTON, 0 H Licensing Branch 3 62/12/23 7pp. 16613 254 

24X Fiche: 90-361, 82/12/23,8301030109 


— 8301030115 Safety evaluation supporting Amend 12 to License NPr-10 
* Office of Nuclear Reactor Regulation, Director 62/12/23 Spp 
(6613 261. 24X Fiche 90-361,82/12/23,8301030109 


— B3OIO3011B Notice of issuance b availability of Amend 12 to License 
HPF-iO 

KNIGHTON, 0 M Licensing Branch 3 62/12/23. 4pp 16613 264 

24X Flcho 50-361,82/12/23,8301030109. 


B21206O356 Generic Ltr 82-30 to alt 1 Icensees , applicants for OL b 
holders of CPi re filings concerning lOCFRSO production b 
utlliietlon facilities Current listing of branch asiignmonts 
for nuclear reactor projects b sve list end. 

EISENHUTiD 0. Division of Licensing 62/12/28 Consolldatad 
Edison Co. of New York, Inc, llpp 16868' 001 24X 

Fiche; 50-000, 62/12/20, 8212060356 


B301040SB3 Commits to fix concern identified as closure of valves In 
high preesurs safety injection pumps prior to Unit 2 entry 
into Mode 1 operation b identify design changes by 830114 to 
reduce probability of recurrence of 821217 event 

DIETCM.R. Bouthern Celifornia Edison Co 82/12/29 E18ENH8T, D 0 
Divlelon of Licensing 2pp 16638 359 24X Fiche 90-361,62/12/29, 

8301040283 


— 8301040046 Butnmary of 821207-08 meetings onsite w/uti It, NUTECH, Burns 
b Roe, Band 1 a, Bechtel b C-E rt rapid depre ssuriiatlan b DHR 
capab 1 1 Ity 

KARCHEBE.A R Oenerlc Issues Branch 62/12/22 Generic Issues 
Branch Spp 16706 310 24X Fiche 50-000,83/01/05,8301120075 


8301100103 Forwards Amend Application 16 to License NPF-10, revi sing 
Tech Specs re ONBR, turbine avarspoed pratec t ion, safe ty 
valves - operating, fire hose stations , sped el test program b 
EBF response times 

DIETCH.R Southern California Edison Co 03/01/06 DENTON. H fi 
□ fftce of Nuclear Reactor Regulation, Director 2pp 16703 050. 
24X Fiche 50- 361183/01/06,8301100103, 


— 0301100107 Amend Application 16 to License NPF-10, rovii Ing Tech Specs 
re DNBRi turbine overspeed protection, safety 

valves - op orating, fire hose stations, special tost program b 
ESF response times 

DIETCH.R Southern California Edison Co COTTON, 0 D 8an Diego 

Gas b Electric Co HOYT.GN Anaheim, CA 83/01/06 6pp. 

1*703 060 24X Fiche 50-3*1,63/01/06,8301100103 


—8301100112 Revised Tech Specs 2 2 1, 3 2 4 b 4 2. 4 4 re DNBR limits, 
3 3. 4 re turbine overspeed pratectlan<3 4.2 re safety 
valves - operating, 3 7 8 3 re fire hose stations,? 0 re 
special test program b 3 3,2 re ESF response times 
« Southern California Edison Co. 83/01/06, 45pp, 16703 066 

24X Fiche 50-361,83/01/06,0301100103 


6301120302 Forwards "Natural Circulation Test Program, Ban Onofre 
Nuclsar Generating 6tatton,Unlt GiNatural Circulation 
Cooldown," "Loss of Offsite Power" b "Natural Circulation 
Test," based on agreements reached at 021104 meeting 
BASKIN, K F Southern California Edison Co 03/01/06 KNIGHTON, 0 H. 

Licensing Branch 3, 3pp 16770 192 24X Fiche 50-361,83/01/06, 

8301120302 


— 8301120306 "Natural Circulation Test Program, Ban Qnofre Nuclear 
Generating etationiUnit 2, Natural Circulation Cooldown “ 

« Combustion Engineering, Inc. 83/01/31 121 pp 16770 195 24X 

Fiche' 50-361,83/01/06.8301120302 


— 8301120310 "Loss of Offsite Power " 

« Bouthern California Edison Co 63/01/06 49pp 16770-316 
24X Fiche. 50-361,03/01/06,8301120302 
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5301210311 rorudrdi iirnmarg of 521207 nae^ing u/ufell at site re rapid 
daprasauritation & HHR 

nOOD.H Licensing Branch 3 53/01707 Llcenslnj Branch 3 3pp 

Ua73 232 Z4!f FI Che S0-361r S3 /OI/07< 8301 Z 1031 1 


0301130014 Foruiards "AujlUarg Faeduatar Bgs AvallablUty Including 
Effects of Steam Supply Line Rupture^ " per utli SZIOS? (< 

1107 commitments 8gs uould not be eignlf Icantlti d'egraded ir 
event of pipe break. Design change not uarrantcd. 

BABKIH. K F Southern California Edison Co. 53/01/11 KNIOHTONiO H 
Licensing Branch, 3 3pp 14793 059 SAX Fiche 30-361.53/01/11, 
0301130014. 


— 0301130019 "Auiiliarg Faeduater Sgs Avallabilftg Including Effects of 
Steam Bupplg Lina Rupture ** 

a Bechtel Corp 52/12/31 102pp. 16793 092. 2411 

Flchf 90-361.53/01/11,5301130014 


B3011300S2 Advises that proposed Tech Specs re overiine 1 Imlts. required 
by Oenerlc Ltr 52-16. ulll not be submitted ulthln required 
time due to util evaluation of NRC policy Toch Specs lUi 1 1 be 
submitted upon revlau camplation 

BAeKlN.K P Southern California Edison Co 03/01/11 KNI0RT5N. 0 U 
Licensing Branch 3 Ip 16791 139 24X FI che: 90-361. 53/01 /ll. 

5301130022 


5301170363 Forwards Affidavit of Sve attesting that direct distribution 
of Amond Application 16 complateif per and eve list 
MEDFORD. M 0 Southern California Edison Co. 53/01/13 
KMIOHTDNi 0. M Licensing Branch 3 4pp 16013,157. Z4X 
Ftche- 90-361. 53/01/13. B3OU70363 


53011S02D4 Foriilards proposed changes to Tech Spec 4,5.2 f, "ECCS. " 
reducing high pressure safety In/ection pump performance 
requirements for power Isvets less than 83X. Forma 1 request 
for amende to DLs expected during ut of 830131. 

BASKIN, K P Southern California Edison Co. 53/01/14 KNlCHTONiSH 
Licensing Branch 3 2pp. 16529 269 24X Fiche. 90-361, 53/01/14, 

8301150304 


.-6501180206 Proposed changes to Tech 8ptc 4. 9 2 f. "ECCS," reducing high 
pressure safety Injection pump performance requirements for 
power levels less than B3X 

e Bouthern California Edison Co. 83/01/14 2pp. 16029:271. 24X 

Fiche 90-361,63/01/14,8301150204 


5301180227 Forwards Amend Applications 17 tc 3 to Licenses NPF'iO t, 
NPF-19, paspac tively. proposing changes to Sections 2 C(83> h 
2, CHS) re emergency preparedness conditt ans. Prompt review 
requested Class 1 A II amend fie end 

DtETCHiR Southern CallforniB Edison Co 83/01/14. DENTON. H R. 
Office of Nuclear Rsactor Regulation, Director. 2pp, 16829.101 
S4X Fiche. 90-361.83/01/14, 8301100227 


5301180232 Amend Applications 17 b 3 to Li censes NPF-10 & NPF-IS, 
raspactlvely, proposing changes to Sections 2.0(231 A 2 CdSl 
re amoTpency preparadnass condl tlons. Deec ript Ions of 
proposed changes encl 

DIETCH. A. Southern Cellfornta Edlion Co. 83/01/14 tSpp. 
1682S 103 24X Fiche 90-361.53/01/14,0301180227 


01200076 Forwards Affidavit of Sve attesting to completion of 
distribution of Amend Application 16 to Llcanse NPF-tO 4i 
Amend Application 3 to License NPF-19. 

MEDFORD, K 0 Southern California Edison Co. 63/01/18. 
HNIOHTON.O N Licensing Branch 3. 4pp 16963.223 24X 

'^Iche 90-361, 83/01/15.5301200076 


}t380012 Notification of 830120 meeting w/utll In Bethesda, HD to 
ttacufi auelliarv feedwater pump motor bearing 
|uali f ication 

1000. H. Ltcenelng Branch 3 83/01/18, KNtONTON, 0. M, Licensing 

(ranch 3 4pp. 16962:340. 24X Fiche; 90-361.83/01/18. 830128 0012. 


Inepactlon reports. IE Bulletins & correspondence 


D30101 Forwards IE Insp Rapt 90-361/52-35 on 621119-19 It notice 
' violation 

SHOP. T. N. Division of Resident, Reactor Project A Englneirlng 
ogrems. 82/12/09. FAPAY,L, T. Southern California Edison Co. 
p. 16613-222. 24X Fiche, 90-361, 82/12/09, 8301030101 


01030106 Notice of violation from Insp on 021119-19 
KIRSGH.D.F Division of Rssidant, Reactor Project A Engineering 
Programs. 83/12/09. Ip. 16613-224. 24X Fiche- 90-361, 82/ 12/09. 

8301030101 


— -8301030111 IE Insp Rept 90-361/82-3B on 531 119-19 Nunc amp 1 lance nctil 
fellurs to follow surveillance proeoduros for verifying 
evtrage electrolyte temp of safety-related batteries 
HENDONCA, M N , KIRSCH, D F Division of Resident. Reactor Projsit 1 
Engineering Programs 82/12/08 4pp 16613 228 24X 

Fiche 90-361,82/12/09.0301030101 


8301030808 Forwards IE Insp Repts 50-361/52-39 b 30-362/62-31 on 
B21026-1126 A notice of violation 

CREH8. 0 L Division of Resident. Reactor Project A Engineering 
Progreros 02/12/09 PAPAV.L T Southern California Edison Co 
2pp 16617 293 24X Fiche 90-361.82/12/09.5301030208 


— 8301030209 Notice of violation from insp on 821026-1120 

KIRSCH. DF Division of Resident. Reactor Project A Engineering 
Programs 02/12/09 2pp 16617 2SS S4X Fiche 30-341.52/12/0?, 
8301030208 


— 6301030210 IE Insp Repts 90-361/82-39 A 90-362/82-31 on 821026-1188 
Noncompllance noted failure to properly administer operator 
□ vertieie 

CHAFFEE, A , KiRBCH, D Division of Resident, Reactor Project A 
Engineering Programs 52/12/07 12pp 16617 257 24X 

Fiche 90-361,82/12/09,8301030205 


5206190269 IE Info Notice 82-Sl, "Overe sposures in PUR Cavities " £vc 
list end 

DEYOUNDrR.C Director's Office, Office of Inspection end 

Enforcement. 82/12/21 Caneolldated Edison Co of Now York. Int. 

lllpp 16689-23? 24X Fiche 90-000.82/12/21,8206190269 


5212060391 IE Info Notice 82-92. "Equipment Environ Ouai 1 f icati on 
Testing Experience - Updating of Test Eummarles Previously 
Published In IE Info Notice 61-29 " Sve list encl. 

JORDAN. E L Division Of Engineering A Quellty Assurance (Frc 
030103) 82/12/21. Consolidated Edison Co. of New York. Inc 

I19pp 16681 058 24X Fiche 90-000. G2/i2/Sl> 8212060391 


8212280266 Ack receipt ef 821209 ltr In response to 821110 notice cf 
violation. Cor reetivs actions will be reviewed during 
ntit physical protection Insp 

NORDERNAUO.L. R Division of Radlolog leal Safety & Safeguards 
Program 62/12/21 DIETCH.R L Southern Celifornla Edison Co Ip 
16961,309 24X Ftche- 90-361, 02/ 12/21, 8212280266 


5212060390 IE Info Notice 62-53, "Main Transformer Failures at North 
Anns Nuclear Power Station " 8vc llet end 

JORDANiE L Division of Engineering A Duality Aesurance (Pre 
530103} 62/12/22 Consolidated Edison Co of New York, Inc 

114pp 16739-017 24X Fiche 90-000,52/12/22,6212060390 


8S08190275 IE Info Notice 82-54, "U«s t Inghous e NBFD Relay Failures in 
Reactor Protection 6ys " 6vc list end 

JORDAN, E, L Division of Engineering A Quality Assurance <Fre 
S30I03) 82/12/27 Consolidated Edison Co of New York. Inc 

llOpp 16962-139 24X Fiche. 90-000. 82/12/27,8208190273 


8208190273 IE Info Notice 82-99, "Seismic Qualification of West inphpvse 
Aft Relay N/Latch Attachments Died in Neitinghnuse Solid 
State Protection 6ys " 9vc list end 

JORDAN.E L, Division of Engineering A Quality Assurance (Pre 
030103). 82/12/26. Consolidated Edison Co of New York, Inc. 

109pp. 16868 014 24X Fiche. 90-000, 63/12/20,6208190273 


0212060394 IE Info Notice 82-96, "Robertshau Thermostatic Flow Control 
Valves " Sve list encl 

JORDAN.E. L Division of Engineering A Quality Assurance (Pre 
030103} 82/12/30 Consolidated Edison Co of New York. Inc. 

lllpp 16758-137 24X Fiche 90-000, 62/12/30.8212060394 


0301040249 Forwards 8ALP on 820818 A discussed u/utll on 821100 SALP 
rapt covers p tried Jut 1981 - June 1962 Performance 
acceptable List of attendess encl. 

ENOELKEN.R H. Region S, Office of Director 02/12/30 PAPAV.L. T 
Bouthern California Edleon Co 3pp 16639-199 24X 

Flcht, 90-361, 02/12/30, 6301040245 


— 0301040240 BALP rept for Jul 1951 - June 1962 Overall performance 
accepteb la. 

a Region 9. Office of Director 62/06/16. 40pp 16639 t98 2IX 
Fiche 90-361,62/13/30,6301040249 


— 0301040294 Forwards comments re draft SALP rapt, par NRC 021019 ltr. 
Specific plan A schedule developed for full Implementation 
of power plant mgt info tys 

D1ETCH,H. Southern California Edison Co 52/12/03 ENOELKEN.R N 
Region 5. Office of Director. 4pp. 16639.237 24X 

Ftche 90-36 1, 82/12/30, 6301040249. 
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8301160373 F»l'u«rd* IE Insp Rcpts 80-36 i/BQ-40 <i 90-363/83-33 on 
eS'llS?-t32l No noncompllanco noted 

BlSHOPi T Dtvlelon of Refirfent< Reactor Project (i Engineering 
Prooraati 83/01/04 PAPAYiU T Southern Californio Ediion Co 
Spp 16831 130 S4X Flche 30-361.83/01/04.6301180373 


—8301160380 IE Imp Repts SO-361/03-40 «< 90-363/83-33 on 821137-1331 No 
nencooip 1 lance noted Major area* Inspected operations program 
tr startup test program Including operational safety 
verification ti monthly surveillance observations 
CHAFFEE.A . KIR8CH.D Division of Resident. Reactor Project t. 
Engineering Programs 83/01/03 Spp 16831 132 24X 

Fleh# 90-361,83/01/04.8301180273 


830111'0392 Act receipt of 821230 response to NRC 821206 notice of 
violation Corrective actions mill be reviewed during neit 
physical protection tnsp 

NOROERNAUO. t. R. Division of Radiological Safety t< Safeguards 
Program. 83/01/06 PAPAY. L T Southern California Edison Co Ip 
16747 007 24X Flche 90-361,83/01/06,8301110352 


B3011 10361 Ack receipt of 821216 Itr Informing NRC of steps taken to 
coreaet violations noted in IE tnsp Repts SO-206/82-33 <* 

50-361 /82-33 

DOOKiH E. Division of Radiological Safety t< Safeguards Program 
83/01/06 PAPAY, L T Southern California Edison Co ip 
l&747''016 24X Flche 90-206,83/01/06.8301110361 


"8301110373 Responds to NRC 82111? Itr re violations noted In IE Insp 
Ripts 90-206/82-33 6 50-361/82-33 Corrective actions ntw 
noties posted addressing Unit 2 1 Icense, I tcense conditions. 
lOCFRI? 6 10CFR20 

FOOARTY, D J douthern California Edison Co 82/12/16 
ENOELK£N.R.H Riglon 9. Office of Director 2pp 16747 017 24X 

Flche- SO-206, 83/01/06, 8301 1 10361 


8301 160228 Forwards IE Insp Repts 50-206/82-37 l« 90-361/82-42 on 
821201-32 No noncompl lane s noted 

BlBinPtT.U Division of Resident. Reactor Project ti Engineering 
Proiramt 03/01/07 PAPAY, L T Southern California Edison Co 
2pp 16029 121 24X Flcht 50-206,83/01/07,8301180228 


-9301180231 IE Insp Repts 90-206/82-37 It 50-361/82-42 on 821201-22 No 
nenconpltance noted Major areas inspected plant operations 
during long-term shutdown, month ly malnt & surveillance 
actlvltloo 6 followup on LERs t. Inspector Identified items 
HILLER, 1. , KIRBCH. 0. F Division of Resident, Reactor Project (c 
Engineering Programs 83/01/06 Spp 16829 123 24X 

Flche 90-206.83/01/07,8301180228 


8301290971 Ack receipt of 830107 Itr providing response to 821S02 
notice of deviation Corrective actions will be reviewed 
during next physical security insp. 

NORDERHAUOiL. R DlvislDn of Radiological Safety tt Safeguards 
Profram, 83/01/lB DIETCH, R Southern California Edison Go Ip, 
16709 306 24X FlchS’ 90-361, 83/01/18, 6301250971 


83D1290112 Ack receipt of B30107 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rapt 50-361/82-38. 

BIEHOPiT.M, Division of Resident, Reactor Project 6 Englnasrlng 
Programs 83/01/17 0IETCH,R Southern California Edison Co. Ip 
16976 113 24X Ficha 90-361,83/01/19,8301290112. 


--830IS90121 Respond* to NRC 821207 Itr re violation* noted In IE ln*p 
Repi 90-361/82-38 Corrective action. malnt data record form 
revised to clarify rayulrement to record 10 randomly 
selected celt* used to determine average electrolyte temp 
DICTCH. R Southern California Edison Co 83/01/07 ENOELKEN.R H. 

Region 5, Office of Director 2pp 16876' 114 24X 

Flche- 90-361, 83/01/17. 03012901 12 


8301390332 Ack receipt of 821230 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-361/82-14 
BISHOP. r.W. Division 'of Resident. Reactor Project b Engineering 
Programs 03/01/17 PAPAY. L.T fiouthern Cellfornle Edison Co. Ip. 
16877.294. 24X Flche- 90-361 . 83/01/17. 8301290332. 


-'B3012S033& Responds to NRC 821203 Ur re violations noted in IE Insp 
ftagt 90-361/82-41. Corrective actions recognition 6 
classlficetion of events that require initiation of 
Eeergency Plan will be accomplished as soon as possible, 

PAPAY.L T. Southern California Edison Co 82/12/30, 

EM(}ELK£N,R H Region S, Office of Director. 3pp 16897-S99. 24X 

FI cA »: 90-36 U 83/0 1 / 1 7, 030 1 290332. 


8301890636 Ack receipt of 830103 Ur informing NRC of stops taken to 
correct violations noted in IE Insp Repts 90-361/82-37 6 
30-368/82-31 

B16HOP.T.H Division of Resident. Reactor Project It Engineering 
Program* 83/01/19 PAPAY.L T. Southern California Edison Co Ip 
16703.187 24X Flche. 90-361, 83/01/17, 8301290636 


— 830129063? Responds to NRC B21207 Ur re violations noted in IE Insp 
Rept 50-361/02-37 Corrective actions memo issued requiring 
watch engineer approval of all overtime Approval record 
incar porato d into overall tracking of overtime 
PAPAY.L T Southern California Edison Co 83/01/03 
ENOELKEN.R H Region 9, Office of Director 3pp 16903 170 84X 

Flche 50-361,83/01/19,8301290636 


R Periodic operating reporti i. related correspondence 


8301270171 Forwards Monthly Operating Repts for Nov 1992 Rev 7 to 
Offsite Dose Calculation Manual not end 

RAY.H G Southern California Edison Co B2/12/I9 Office of 
Resource Management. Director tp 16739 001 24X 

Fiche 90-361.82/12/19,0301270171 


— 0301270103 Monthly Operating Rept* for Nov 1762 

MAVWEATHERi L Southern California Edison Co 82/12/19 12pp 
16735 002 24X Flche 90-361,82/12/19.8301270171 


8 Reportable occurrences. LERs b related correspondence 


S3010301B4 Forwards LER 82-136/017-0 Deteiled event analysis submitted 
RAY.H G Southern California Edison Co 82/12/07 ENOELKEN.R H. 
Region 9, Office of Director 2pp 16617 137 24X 

Flche 90-361,02/12/07,8301030164 


—0301030186 LER 82-136/OlT-O on 821 107, while In Mode 1, momentary loss of 
power of feedwater control sys experienced Caueed by 
inadvertent dislodging of power cord Reactor manual trip 
In 1 tia ted. 

RAY.H B Southern California Edleon Co B2/12/09 Region S, 
Office of Director Ip. 16617 137 24X Flche 90-361,82/12/09, 

8301030184. 


8301030036 Forwards LER 02-139/O3L-O Detailed event analysis submitted 
RAY.H 0 Southern California Edison Co 82/12/10 ENOELKEN.R H 
Region 9. Office of Director 2pp 16619 077 S4X 
Flche 50-361,02/12/10.8301030036 


—0301030038 LER e2-13?/03L-0 on 821 113, control element asiembly 23 
slipped b dropped in excess of 5 Inches Caused by slow 
operation of grippers Orlpper actuation voltages increased 
to max Startup Procedure 8023-3-1 1 revised 

RAY.H 8 Southern California Edison Co 82/18/(0 Region 9, 
Office of Director Ip 16619 099 24X Flche 90-361.82/12/10, 

8301030036 


8301030108 Forwards LER B2-144/03L-0 Detailed event analysis submitted 
ray, H B gou thorn California Ed icon Co 82/12/10 ENOELKEN.R H 
Region 9. Office of Director 2pp 16617 143 24X 

Flche 90-361, 02/12/10.830 1 030188 


— B301030173 LER 82-t44/03L-0i on 821 11 1 > control element assembly tCEAl 66 
slipped b dropped 19 inches It CEA 87 slipped into fully 
Inserted position Caused by overheating of CEA mechanism 
control sys due to const actlvltlas 

RAY.H 0 Southern Catlfernia Edison Co 82/12/10 Region 9. 
Office of Director Ip 16617 149 24X Fiche 90-361,82/12/10, 

8301030180 


0301030098 Forwards LERs 02-142/OlT-O b 02-OOl/OlT-O Detailed event 
analysis submitted 

RAY, H 8 Southern California Ed lean Co 82/12/13 ENOELKEN.R H. 
Region 9, Office of Director. 2pp. 16615.033 SAX 
Fiche 90-361.82/12/13,8301030058 


— 8301030064 LER B2-142/01T-0, on 821 128, omerg ency chiller E-339 declared 
Inoperable, rendering CREACU8 Train D inoperable Caused by 
failure of roststancs temp detector In motor winding high 
temp trip circuit. Spare resistance temp detector installed, 

RAY.H B Southern California Edison Co 82/12/13 Region 9, 
Office of Director tp {6619-039. 24X Flcho. 90-361,82/12/13, 

8301030098 


— 8301030070 LER 82-001/017-0, on 821 128, emergency chiller E-339 declared 
inoperable, rendering CREACUS Train G inoperab Le. Caused by 
failure of rosistance temp detector in motor winding high 
temp trip circuit Spare reslitance temp detector instelled. 

RAY. H. D. Southern Cellfornle Edison Co 62/12/13, Region 9r 
Office of Director, Ip. 16619 036 24X Fiche. 90-361, 82/12/13, 

8301030098. 


0301030190 Forwards LERs B2-149/03L-0 b 82- 1S6/03L-0, Data lied event 
enalysie submitted 

RAY. H. B Southern California Edison Go. 82/12/19 ENOELKEN.R H. 
Region 9, Office of Director 2pp 16614' 181 S4X 
Flche 90-361.02/12/19,830 1 030150 
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• — 8301030133 LER SZ-14S/03L-0. on 821 1 1 Sr ravisui Pf o|)«rafcl(»ial 
survpillanc* r«c«ril« Tavpalad tfcafc RC8 uattr invcntortj 
balance had not baan p•^for^l«d in 157 h par Tech Spec Caupid 
by untbabla plant cond 1 tton. Slgp-oTf lyc Initiated 
RAV.M B Sauthariv California Ed lion Co 62/12/13 Riglon 3r 
Office of Director Ip l&&14:ie3. S4X Ficfct 90-3&1. 82/13/19, 
0301030190 


— 3301030193 LER a2-13fr/03L-0. on 821 130, ravi tu of operational 
turve 11 lance record! revealed that RCS uater Inventory 
beianci due 821186 had been nisead contrary to Tech Spec. 

Cauied by unitabla plant condlttoni 

RAT, H 6 Bovtharn California Edlcon. Co 32/12/19. Region 5, 
Office of Dlrattor. Ip 16614 134 24X FIch# 50-361,02/12/15, 

6301030190 


6301030179 Feruardt LER 62-160/01T-0 Detailed event analyeic lubmitted 
HOnZA, H E Boutbern California Ediion Co 62/18/16 ENOELKENrR H 
Region S. Office of Director 2pp 16617:277. 24X 

Flchd 50-361,82/12/16,8301030179. 


—0301030163 LER 62-160/017-0 on 821201, while In Kode 1, temporary mod in 
turbine bldg sump water flow path rendered radiation monitor 
2RT-7321 inoperable Caused by administrative failure. 

Instructions given to operators. 

RAY, H B. Southern Callfornle Edison Co 62/12/19 Region 5, 
Office of Director Ip. 16617:279 24X Flchs'90-361, 82/12/16, 

6301030179 


8301030197 Forwards LER 02- 146/03L-0. Detailed event anelysls submitted 
HOHZA.H E Southern California Edison Co. 82/18/16 ENOELKEN, R. K 
Region 5, Office of Director 2pp. 16617.146. 84X 

F 1 ch a - 90-361 . 82/ 1 2/ 1 6. 830 1 030 1 9 7 


— 0301030200 LER B2-146/03L-a on 021116, while In Kode 1, auxiliary 
feadwater pump 2P-140 declarad Inoperable Caused by 
loosening of lultch assembly 2ZL4709-2 from valve stem 
Switch asieetbly realigned b tightened 

RAY, H. B Bouthern California Edfeon Co 82/18/16. Region 9, 
Office of Director Ip 16617' I4B Z4X Flehe 30-361,32/12/16, 
6301030197 


8301 170494 Forwards LER 82-158/O3L-0 Detailed event analysis submitted 
RAY.H B Southern Callfornle Edison Co 82/12/20 EROELKEN,R H 
Region 9. Office of Director 2pp 168JS<07I 24X 

F I c h e • 90-36 1 < 62/ 1 2/20, 630 1170494. 


— B30H7090B LER B2-lSB/03L-0-on 821802. during sorveillance testing, RCB 
water Inventory balance Indicated unidentified leatega 
exceeding Tech Space. Caused by IsO’leted chemical It v«l 
control ays charging pump P-192 Plungers replaced 
RAY.H B Southern California Edison Co. 62/12/20 Region 9, 
Office of Director Ip 16SI5 073 24X Flehe- 90-361. 82/12/20. 

6301170494 


8301170295 Forwards LERs 62-157/D3L-0 ti B2-004/03L-O. Detailed event 
analysis subnltbsd. 

RAY.H. B Bouthern California Edison Co 62/12/23 EMOELXEN.R H 
Region 9, Office of Dirac tO’r. 2pp 16810' 033. 24X 

Flehe. 90-361. 62/12/23. 6301170295. 


— 6301170301 LER S2-137/03L-0 on 621 124, sampl as from control room 
emergancy air cleanup ays train A charcoal absorbar failed 
to satisfy methyl iodine removal capebl 1 1 ty. Caused by 
activated charcoal degradation. Charcoal replaced 
RAY, H B, Southern California Edison Co 82/12/23. Region 9, 
Office of Dlrtctor Ip 16610 037 24X Flehe 90-361,82/12/23, 

6301170299, 


— 8301170304 LER 62-004/03L-0. on 821 184. samp 1 as from control room 
emergency air cleanup sys train A charcoal ahsorber failed 
to satisfy methyl Iodine raeioval capability Caused by 
activated eharcepl degradatiO’n Charcoal replaced. 

RAY.H B. Southern California Edleon Co 62/12/23 Raglan 9. 
Office of Director. Ip. 16610.038. 34X Flehe- 50-361. 62/1 2/23. 

8301170299 


B301170447 Forwards LER 82- 1 49/03 L-0. Detailed event analyels submitted 
KAV.H. B Southern Celtfornle Edison Co. 62/12/23 EHOELKEN.R H. 
Region 9, Office of Director, 2pp 16819*011. S4X 
Flehe: 90-36 1 , 62/ 1 2/23, 830 1 1 70447 


—8301170457 LER 82-149/03L-0. on 621123, during Ktode 1, while attempting to 
shift steam generator faeduater from auxiliary feed to main 
feed, containment Iso-lation valve 3HV4730 would not close. 

Caused by failure of limit swl tch, 6wi tch adjusted. 

KAY.H. B. Southern California Edison Co 92/12/23 Region 9, 
Office of Director. ip. 16819' 013. 24X Flehe 90-361,82/12/23, 

8301170447. 


8301170490 Forwards LER 82-191/03L-0 Detallad event analysis submlttei 
RAY.H B Southern California Edison Co 82/12/26 ENOELKEN.R H 
Region 5, Office of Director Spp 16815 139 24X 

Flehe- 90-361, 82/18/38. 8301170456 


— 8301170464 LER 88-191/03L-0 on 821126. while performing monthly cleitril 
check survo i 1 lance. temp indication TI-OlllDX for reactor 
coolant hot leg road more than 46 F lower than TI-0911X1 
Caused by setpoint drift Indicator recallbr 

RAY.H B Southern California Edison Co 82/12/28 Region 5. 
Office of Director Ip 1681 5 141 24X Flehe 50-361,62/12/28. 

8301170496 


8301170487 Forwards LER 82~t99/03L-0 Detailed event analysis submitlsi 
RAY.H 6. Bouthern California Edison Co 62/12/26 EHOELKEN. R H 
Region 9. Office of Director 2pp 16819 096 24X 

Fiche 90-361,62/12/28.8301170487 


— 8301170492 LER a2-lS9/03L-0 on 621 128, pressure indicator 201-6300 foi 
steam generator E-D8S located on remote shutdown panel 
2L-41I reed more than 120 psla greater than similar 
indicator located on control room panel CR-52 

RAY.H.B Southern California Edison Co 82/12/28 Region 9, 
Office of Director Ip I6B15 058 24X Fiche 90-361,82/12/58, 

8301170487 


6301100191 Notifies of actions to be performed re 821217 E6F actuation 
sye event per 821226 Itr Dased on 021238 meeting A NRC 
acceptance of listed commi tments, fac i 1 i ty authorized for 
Hods 2 operation 

DIETCH, R Southern California Edison Co 82/12/29 EISENHUT.O g 
Of flea of Nuclear Reactor Regulation, Director. 2pp. 16702 16$ 

24X Fiche 50-361,82/12/29,8301100191 


8301170292 Forwards LERs 82-153/03L-0 t< e2-lS4/03L-0 Detailed event 
analyses submitted 

RAY.H B. Southern Celifornle Edison Co 62/12/29, ENOELKEN.R H 
Region 9, Office of Director Spp 16810 094 24X 

Fiche 90-361,62/12/29,8301170292 


— 8301170297 LER 82-153/03L-0 on 621130, following turbine trip, low 
pretsure turbine stop velve 2U1/-2200R failed to close. Caused 
by excessive galling between disc stub shafts 6 casing boro 
Clearancs batween shaft S, bore Incrsasad 

RAY.H B Southern California Edison Co 62/12/29 Region 9, 
Office of Director Ip 16810 096 24X Fiche 50-361.82/12/29, 

8301170292. 


— 6301170303 LER 82-1S4/03L-0 on 821 130, fol lowing turbine trip, low 
pressure turbine stop valve 2liV-2200R failed to close Caused 
by excessive gelling between disc stub shafts & casing bore. 
Clearancs between shaft ii bore Increased 

RAY.H B. Southern California Edison Co S3/12/29. Region 5, 
Office of Director Ip 16010 097 a4X Fiche 50-361,82/12/29, 
6301170292 


6301170341 Forwerds LER 82- 1 47/03L-0. Oe tailed event anelyels subnlttid. 
RAY, HB, Southern California Edison Co. 82/12/29. EMOELKEN, R H 
Region 9. Off lea of Director. 2pp 16613 099 24X 

F 1 c h e ; 50-36 1 , 82/ 1 2/29, 83011 7034 1 


— 6301170349 LER e2-147/03L-0 on 821201, while In Mode 1, tondeneatr 
ttorege teni T-120 weter level fell below Tech Spec limit 
Caused by inadequate makeup water control to tank due to 
misalignment of valve* Operator* retrained 

RAY.H B Southsrn Callfornle Edison Co 82/12/29 Region 5, 
Office Of Director Ip 16813 057 24X Fiche* 50-361 , 02/1 2/29. 

8301170341. 


8301070S30 PNO-V-82-051. on 821229. liquid radweste monitor found 
Inoperable Caused by flow director kerotest valve being 
Installed bee kwards. Valve cutout, reversed !• reinstalled in 
proper direction 

NORrH>H , CILLIS.H Region 9, Office of Director. 62/12/30 Ip. 
16686.227 24X Fiche* 90-361, 82/12/30, 6301070230. 


8301170311 Forwards LER 82-140/O3L-O Detailed event analysis submlttij 
HOROAN, H £ Southern California Edison Co 82/12/30 EWOELKEN-R H 
Region 9, Office of Director 2pp 16813*006 24X 

Fiche* 90-36 1 . 62/ 1 2/30, 830 1 1 703 11 


—6301170316 LER 82-148/03L-0* on 621016. while in Mod* 4, salt water 
cooling lys pump 2Flt2 Inoperable Caused by grounding of 
electrical wire in dc control circuit Hire disconnected A 
spare lead substituted 

RAV.H 6 Bouthern California Edison Co 82/12/30 Region 3, 
Office of Director Ip I6B13. OOB S4X Fiche 90-361,82/12/30, 
8301170311 
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B3O11703&9 RO B2-150 on 82iaS7<floij indicator arrou of Karotast valva 
polntad back toward datector Caused bg improper 
installation Vaiva realigned & flow through detector 

tasted 

RAV.H B Southern California Edison Co 62/12/30 ENOELKEN.R H 
Region Si Office of Director 2pp 16913 192 24X 

Fiche 50-361,82/12/30.0301170339 


B30]2(}00B4 Forwards LER 82-1SS/03L-0 Detailed event enalgsls subnittcd 
RAV.H B. Southern California Edison Co 63/01/03 ENOELKEN.R H 
Region S. Office of Director 2pp 16963 007 24X 

Fiche 30-361.83/01/09,8301200094 


—8301200068 LER S2-1S5/03L-0 on 821206, tuo fire tprag tgs in cable 
tpreading room declared inoperable in order to repair 
leaking valve Caused bg minor leakage due to damaged seating 
surfaces of manual shutoff valve 8A2301NUi21 Valve replaced 
RAV.H G. Southern California Edison Co 63/01/03 Region 3, 
Office of Director Ip 16663 009 24X Fiche 30-361,83/01/03, 

6301200084 


6301200104 Forwards LER e2-161/03L-0 Detailed event analysis submitted 
RAV.H B Southern California Ediion Co 83/01/03 ENOELKEN.R H 
Region 5. Office of Director 2pp 16663 039 24X 

Fiche 30-361,83/01/03.6301200104 


—8301200108 LER B2-161/03L-0 on 821206, condensation storage tank T-120 
water level fell below Tech Spec Caused bg inadequate 
(sateup uater control Operators reinstructed Engineering 
evaluation underwag 

RAV.H B Southern California Edison Co 63/01/03 Region 3, 
Office of Director ip 16663.041 24X Fiche 30-361,63/01/03, 

6301200104 


6301200017 Forwards LER 82-162/03L-0. Detallad event analgsis submitted 
RAV.H a Southern California Edison Co 63/01/06 ENOELKEN.R H. 
Region 5. Office of Director 2pp t6363 003 24X 

Fiche 30-361,63/01/06.8301200017 


— 8301200016 LER 82-162/03L-0 on 821207. u/p lant in Node l,lou pressure 
tublna stop valve 2UV-2200V on low preseure turbine 3 
failed to fullg close Caused bg excessive galling between 
disc stub sheft b easing bore Stub shaft cleaned 
RAV.H B Southern California Edison Co 63/01/06 Region 3. 
Office of Director Ip 16B63 005 24X Fiche. 50-361, 83/01/06. 

6301200017 


6301200063 Forwards LER 62-163/03L-0 Detailed event analgtis submitted 
RAV.H 8. Southern California Ediion Co 83/01/07 ENOELKEN.R H. 
Region 3. Office of Director 2pp 16863' 191 24X 

Fiche: 30-361, 63/01/07,6301200063 


—8301200067 LER 82-163/03L-0 on 621200, during Mode 1, auxillarg 
feedwater pump 2P-I40 tripped on overspeed Caused bg 
failure of risistor in pump speed senior circultrg 
Resistor replaced 

RAV.H. B Southern California Edison Co 63/01/07, Region 3, 
Office of Director ip 16663 193 24X Fiche. 30-361, 83/Ot/07, 

6301200063 


8301200149 Forwards LER 62-16S/03L-0 Detailed event analgtis submitted 
RAV.H 8. Southern California Edison Co 83/01/07 ENOELKEN.R H 
Region 3. Office of Director. 8pp 16863, 123 24X 

Fiche" SO-361, 63/01/07, 8301200143 


—8301200153 LER 82-169/03L-0 on 621209, while in Mode 1, discovered two 
snubbers, components of pipe support 62-FN-1B9-H013, damaged h 
Inoperebla Cause undeterminable Engineering analgsis 
performed sattsfactorl Ig, Snubbers replaced. 

RAV.H B Southern California Edison Co 63/01/07, Region 3, 
Office of Director tp 16663’ 125 24X Fiche. 30-361, 63/0 1/07, 

8301200143 


93Q11G0081 Advises that commitments identified in util 621228 & 29 Itrs 
re ESF actuation sgs 821217 actuation evant addressed Short- 
term actions resulting from event satlefactorilg 
Inplamented 

BAEMIN,KP. Bouthern California Edison Co 63/01/14, KNIOHTaN.O.N 
LIcansing Branch 3 10pp. 16633.336 24X Fiche' 50-361, 83/01/14, 

8301180081 


6301850620 PNQ-V-83-004 on 8301 17, reac tor tripped due to high stoam 
generator level, Caused bg overfeed due to combination of 
auilllary feedwater sgs t* main feed on same line during 
attempt to minlmlie chloride concentration. 

KIR6CH. DF, Region 3, Office of Director. 83/01/16 ip. 
16904:337. 24X Fiche 30-361,83/01/16,8301230620 


V Operator Eaaminatlons 


6212280443 Oeneric Ltr 62-36 to all power reactor 1 ieansaes, app licants 
for OL, NS8 6 reactor vendors b AEs rt mseting to discuss 
rscant developments for lleenting tiems Advises that meeting 
will be held on 630211 re operator 1 leant ing. €vc list and 
E18ENHJT, 0 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 12pp 16681 072 24X 

Fiche 90-000.62/12/22,6212220443 


6301120076 Oeneric Ltr 83-01 to power reactor llcensiei b applicants 
for QL rt operator licensing exam site visit Rtquests 
schedule re exam requests eiptcted for submittal prior to 
831231 for listed categories 8vc list end 

EISENHUr, 0 0 Division of Licensing 63/01/11 Goniolldatad 
Edison Co of Ntu York, Inc llpp 16B93 243 24X 

Fiche 50-000, 83/01/11,6301180076 
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F Securltg, medical, emergeneg b fire protection plant 


6301030107 Forwards IE Imp Rapt 50-362/62-34 on 821029-29 b 1102-03 
No noneomp 1 iance noted 

BOOK.H E Division of Radiological Safetg b Safeguards Program 
62/12/13 PA PAY, L T Southtrn California Edison Co 2pp 
16613 232 24X Fiche 30-362,62/12/13,8301030107 


—3301030110 IE Insp Rapt 50-362/B2-34 on 821029-29 b 1102-03 No 
noneomp 1 Ian ee noted Major areas Inspscted ‘ radiation 
protection program, radwaste bldg,HVAC sgs statue b status of 
NUREO-0737, Itsme II B 3, 1 1 F 1, It I D 3 3 b II F 1 2 
CILLIS.M . NENSLAUSKl.F A , BOOK, H E Division of Radiological 
Safety b Safeguards Program 62/12/10 9pp 16613 234 84X 

Fiche. 90-36 2, 82/12/13. 8301030107 


8812060349 Oeneric Ltr 02-33 to all licensees of opiratlng reactors, 
applicants for OL b holders of CPs re Suppt 1 to NUREO-0737, 
“Requirements for Emergency Response Capebllity “ 

NUREO-0737, Suppl 1 b sve list end 

E18ENHUT, 0 O Division of Licensing 82/12/17 Consolidated 
Edison Co of New York. Inc 77pp 16681 20 8 24X 

Fiche 90-000,82/12/17.6212060349 


8301060122 Foriirardt Rev 6 to physical security plan Rev withheld 
(ref 10CFR73 21) 

BASKIN, K P Southern California Edison Co 02/12/21 EieENHUT.D 0 
Office of Nuclear Reactor Regulation, Director ip 16670' 110. 

24X Fiche 30-206,62/12/21,6301060122 


8212280445 Oeneric Ltr 62-39 to all reactor licensees, CP holders b 
applicants for CPs re problsni u/submlttals of 10CFR73. 21 
safeguards info for licensing review Procedures re 
transmittal of info outllnsd Sve list end 

EISENHUT.DO Dtvtiion of Licensing 82/18/22 Consolidated 
Edison Co. of New York. Inc. 13pp 16690 021 24X 

Fiche- 30-000. 82/18/22,6812220449 


6301200111 Forwards Amend 13 to Fire Ha lords Analyels 

OIETCK, fi Southern Callfornie Edison Co 63/01/06 DENTON, H R 
Off ice of Nuclear Raactor Rtgulatlon, Director 6pp 16663 039 
24X Fiche 90-361,63/01/06,8301200111 


— 8301200121 Amend 13 to Fire Hatards Analysis 

e Southern California Edison Co » San Xklego Oat b Electric Co, 
B&/12/31. 19pp. 16863 172 24X Fiche • 90-361, 83/01/06, 830120011 1 


8301180086 Forwarde Affidavit of Gve re direct distribution of Amend 
31 to F6AR, Amend 13 to Fire Hatards Analyels b revised 
Emergency Plan 

MEDFORD, M.O, Southern California Edison Co. 83/01/10 
KNIOKTON,OH Licensing Branch 3 4pp 16776.034 24X 

Fiche" 90-361. 83/01/10,6301120086 


6301140466 Responds to 821019 ltr re changea to Physical Sseurlty Plan 
Changes acceptable 

KNIOHTONr 0. U. Licensing Branch 3 83/01/10 DIETCH, R. Bouthtm 

California Edison Co COTTON, 0 D. San Dlegg Oat b Electric Co 
3pp. 16809:327 24X Fiche, 90-806, 63/01/10 , 6301 140466. 


6301160227 Forwards Amend Applications 17 b 3 to Licenses NPF-iO b 
NPF-t9< respec tlvely, proposing changes to Sections 2. C(231 b 
2 C(16> re etnergency preparedness conditions Prompt revisw 
requtsted Class 1 b II emend fee and, 

DIETCH, R Southern California Edison Co. 83/01/14. DENTON, H. R. 
Office of Nuclear Reactor Regulation, Director. 2pp 16883:101 
84X Fiche 90-361,63/01/14,6301160227. 
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— 8301180232 Applications 1 7 l< 3 to Llcanstt NPF-10 fc WF-15, 

r tipactlval v changes to Saetlons 8. C123) {< S. C(10) 

rt ansrgancg praparodnats conditions DatcTlpttons of 
prepostd cbanpas tnel. 

01 ETCH. H Sootharn California Edison Co 63/01/ 1+ IBpp 

14B25 103 84X Flcha 80-341.33/01/14.8301160227 


3301240304 RaUaiis public vartlan of ravltad Entrgancv plan 
FELTON. J 11 Dlvtslan of Rulas and Rtcords 63/01/24 Spcunant 
Hanaganant Branch Ip 14980:001. 24X FI cl) a: 90-204. 33/01/24. 

3301240304 


—8301840311 Public vartlan of ravlaed Emargtncu Plan 0ns 
ovtrsltt draulng and. Apartur s card avallaPla in PCfl 
a Southern California Edison Ce 38/10/01 599pp 16950 008 

24 X Fleht 90-204.83/01/24.8301260304 


0 Ad judicatoTi corraspondanca 


B301070060 Advl sat that axparblsa not tufficl antlg dlractad to 
particular araat of concarn to atsura that raspontiva 
tastimenv could ba provldad 

CHANDLER. L .1 Nearing Branch 2. 83/01/09 COLLINS. V.P 

Affiliation llninown ip 14484 29S 24X Ficha: 90-341. 83/01/08. 

B30 1070060 


3301140244 Confirnif 630110 masting In Ban Francisco. CA to solicit 
tasticiang rs rasoureas to treat radio 1 apical contamination 
b aipssurs in Seutharn CA.Praparatlon of tattlmanv should 
continua untl 1 hearing schedule sat. 

CHANDLER. L if Deputy E*ecutlva Ltgal Director. 83/01/09 
BROUN. R F Affiliation Unlnoun tp 14806,260 24X 

F I c h a : 30-36 1 . 83/0 1 /08. 830 1 1 40244. 


1301160303 Not 1 on tn modify A6LB 820914 initial decision to provide 
addi 6-menth period of full pouar operation ptndlng final 
raeelution of offslta mad leal sves Isaus Llcanstt do not 
author Ita eparatlon beyond 830217. O'aclaratt on of eve and. 
PlOOTT.DR Southern Cat Ifornla Ediaon Co, PIOOTT.D.R. Orrich. 
Harrington 1. Suicllffa. 63/01/14. Atomic Safety and Licensing 
Board Panel. 87pp 16828.273 24X Flcha 90-361.83/01/14. 

6301180203 


6301360001 Eipressas appreciation ra raeant meeting discussing 
pofslbllltg of participation In pracaading Furthar details 
unaval lab Is. 

CHANOLER.LJ Haaring Branch 2. 83/01/26 NESBITT. M Affiliation 

unknoun Ip. 16999 162 24X Flcha. 80-341.83/01/26. 6301260001 


K. Utility Final Safaty Analysis ftaport fFSAR) 4 amends 


1301200111 Forwards Amtnd 91 tn FSARi Amend 13 to Fire Hazards Analysis 
< filed in PDR Catagory F> k rev to Eiuergancy Plan (filed in 
central Files >. 

DIETCH.R Southern California Ediaon Co. 83/01/06. DENTON. H R. 
Office of Nuclear Reactor Rtgulatlon. Director. 4pp. 14843 035 
a4X Flehe 90-361,83/01/06.8301200111 


— 8301200119 Amend 31 to F6AR. Nineteen nverslte drawings and Aperture 
cards available In PDR. 

• Southern Celtfornia Edison Co * San Dlago. Oas ti Electric Co 
82/12/31 131pp. 14643 041 24X FI che. 90-341 . 83/01/04, 

6301200111. 


P. Operating llcenta ctega documents l< enrraspandenea 


0301190149 Partial response to FOIA rattiest for documents ra proposed 
rev tc/or update to reactor safety ebudy ref In NURE8-0784, 

Chapter 10 as R8 1 1 & documents re discussion of reactor 
cooling method. Forwards App A decunents, 

FELTON. J.N. Olvlilon of Rules and Rscorda 63/11/22. SHOLtV.B C 
Union of Concorned Sclantists 3pp. 14846:276 24X 

Ftehe 90-(X}(>, 82/11/22,8301190149. 


—0202240183 Csoments on Ofe of Rasoarch tc Stds memo "Feed Si Bleed leeue 
for C-E App 11 cants, * re risk Implications of C-E reactor 
designs which lack capability for cooling via HPI t, 
dsltbarate venting of ACS 

LOBELiR N. Auxiliary Systems Branch 82/02/09. HUBENSTEI N, L. 6. 
Assistant 01 rector for Core it Plant System. 9pp 14847 077. 24X 

Flcha - SD-OOD, 82/11/22.8301190148. 


6301100217 Forwerde Affidavit of 8vc of appllcotion for Amend 1 to 
Llcanac NPF-t submlttod v/utll 821021 ttr 
flEDFOftO, H. Q Southern California Edison Co. 82/12/17. 

KHIOHTON, 0. H. Licensing Branch 3. 4pp. 14702 093 24X 

Ftehe; 90-368, 82/12/17, 8301100217. 


6301030014 Discusces mods to component cooling water ays boundary 
valves inside containment Fully operational containment 
isolation actuation signal will be added to valves within 
90 day t 

BABKIN. K P Bouthern California Edison Ce 82/1S/S2 KNIOHTOH« u 
LI con ling Dranch 3 2pp 16415 174 24X Fiche 50-341,82/12/93. 

6301030014. 


6212040394 Generic Ltr 82-30 to all llcsneees. applicants for OL & 
holders of CPs re filings concerning 10CFR90 production S. 
utilization facilities Current listing of branch assignments 
for nuctaar reactor projects k sve list one 1 

EISENHUT.D O Division Of Licensing 82/12/28 Consolidated 
Edison Co of New Vork. Inc llpp 14666 001 24X 

Flcha 90-000.82/12/28.8212040394 


6301030169 Forwards action plan ti charter of plant operations review 
committee Rept 4e corrective actions planned will be 
submitted no later than 2 wks prior to etceeding 3X power 
DIETCH.R Southern California Edison Co 62/12/28 DENTON, H.fi 
Office of Nucleer Reactor Regulation, Director I3pp 16417 D96 
24X Flehe 90-342.62/12/26,6301030149 


8301040203 Commiti to fix concern Identified as closure of valves In 
high pressure safety injection pumps prior to Unit 3 entry 
into Hade 1 operation k Identify design changes by 8301 14. to 
reduce prohabillty of recurrence of 821217 event 
DIETCH.R aouthern Callfornie Edieon Co 82/12/29 EISENHUT.DO 
Division of Licensing 2pp. 14438.399 24X Fiche 50-341. 82/ 18/». 

8301040263 


8301040265 Reyueite approval of proposed Tech Spec change re EBF 
actuation sys instrumantatlon I, ECC6 subsystems by 631230 
Formal rtq>uest for amend of Licenses NPF-10 k NPF-IS will be 
submitted by 630117 

BA&KtN, K.F Southern California Edison Co 62/12/29 KNIOHTOH.O N 
Licensing Branch 3 4pp 16972 298 24X Fiche 50-341. 82/12/29, 

8301040289 


8301100205 Informs that addl Info re detailed cost/benefit analysis for 
proposed hardware mods to Increase reliability of auilltary 
faadweter motor pumps will not be supplied by 830101 per 
621029 commitment Info expected by 630117 
NEDFORD.H O Southern California Edison Co 82/12/30 
KNIOHTON.O U. Licensing Branch 3 Ip 14702 167 24X 

Flehe. 90-341, 82/12/30. 830110020S 


8301120919 Forwards Amends 13 ti 2 to Licenses NPF-10 k NPP-19. 
respectively, safety evaluation & notice of issuance k 
availabll ity. Amends deists requirement for autometlc closing 
of ECCS miniflou valves 

KNIOHTON.O U Licensing Branch 3 62/12/30 DIETCH.R Southern 

California Edison Co COTTON, 0 0 Ban Diego Oat k Elactric Co 

App 14798 283 24X Flehe 90-341,02/12/30,6301180519 


—6301120529 Amends 13 h 2 to Lictnsos NPF-10 k NPF-IS, rcspec ti vely. 
deleting requirements for automatic closing of ECCS minlflow 
volvas upon receipt of recirculation actuation signal or 
tast signal. 

KNIOHTON.O. W Licensing Branch 3 62/12/30 4pp. 14796 287 

24X Ft C h e . 90-36 1 . 82/ 1 2/30. 630 1 1 205 1 9 


— 8301120939 Safety evaluation supporting Amends 13 4 2 to Lleansit 
NPF-10 «i NPF-tS, rospoctlvely. 

« Office of Nuclear Reactor Regulation, Director 92/12/30 4fp 
14798-293. 24X Flcha 90-361,82/12/30,8301120519 


"8301120549 Notice of issuance 1< availability of Amends 13 b 3 to 
Lleanset NPF-10 & NPF-19. raspectlvely 

KNIOHTON.O H. Licensing Branch 3 82/12/30 3pp 14798-297 

24XFtchS!90-a41, 82/12/30, 83011 20919 


8301120075 Forwards 821222 summary of 821206 msatlng u/utl 1, Sandia. 
Burns b Roo b C-E at Palo Vorda slta rt rapid 
depressurization & PHR capability, 

LKITRA.B.A. Llcanslng Branch 3 83/01/03 Licensing Branch 3 

2pp 16786'- 308 24X Fiche 90-000,83/01/09.8301120079 


— 0301040044 aummary of 821207-08 meetings onsite u/utlls, NUTECH. Buraz 
b Roe, aandla, Bechtel b C-E re rapid dtpressurliatlon 4 DW 
capabl lity 

MARCHB3E. A R. Oenerle Issues Branch 02/12/82 Oenerle Issues 
Branch 9pp. 14784.310 24X Fiche: 90-000, 83/01/09,8301120075 


8301120091 Notification of 630112 site meeting w/utll to dlaeuas 
full-power oporatlon. 

BOOD.H Licensing Branch 3 03/01/04. KNIGHTON, 0 W Llcenslnf 

Branch 3, 4pp. 14796 034 y 4 X Flehe- 50-342,83/01/06.8301120091 
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e3Otl00309 Pr«Hmlnarv application for amend to Licenee NPF-ISj chanp ing 
T*eh Spec 3/4 3 Sj Table 3 3-5 re ESP reeponso time Formal 
request & Class It amend fee will be submitted bg 830184 
Oeacriptton of changes & existing Tech Spec end 

BABKINiK P Southern California Edison Co 83/01/07 KNIOHTON. 0 M 
Licensing Branch 3 7pp 16697354 S4X Flche 50-362.83/01/07, 
0301 100309, 


— 0301100310 Proposed Tech Spec Table 3 3-5 re E8F response time 

• Southern California Edison Go 83/01/07 3pp 16697 361, 24X 

Flche 50-36 2,83/01/07,8301100309 


S301210311 Forvards summarg of 821207 meeting y/util at site re rapid 
depressurliat ion ti OHP 

RDOD.H Licensing Branch 3 83/01/07 Licensing Branch 3 3pp 

16093 232 24X Flche 50-361,83/01/07,8301810311 


B3011300t4 Forwards "Auxlliarg Feedwater Sgs Availabilitg Including 
Effects of Bteam Supplg Line Rupture, '' par util 821029 ti 
1109 conmltments Sgs would not be i Ignif icantlg degraded in 
event of pipe breat Design change not warranted 

BASAtM, K P. Southern California Edison Co 83/01/11 KNIGHTON, 0 U 
Licensing Branch 3 3pp 1679308? 24X Flche 50-361,83/01/11, 

0301130014. 


— 0301130015 "Auxlliarg Feedwater 9gs Availabilitg Including Effects of 
Steam Supplg Line Rupture " 

• Bechtel Corp 82/12/31 102pp 16793 092 24X 

Flche: 50-361, 83/01/11, 8301130014 


B30II30082 Advises that proposed Tech Specs re overtime limitsi required 
by Otnerlc Ltr 82-16,wtll not be submitted within required 
time dii» to util evaluation of NRC policy Tech Specs will be 
submitted upon review completion 

3A5KIN, K P. Southern California Edison Co 83/01/11 KNIOHTON.O H 
Licensing Branch 3 Ip 16791 155 24X Flche- 50-361 , 83/01 /I I , 

8301130022 


B3D1180304 Forwards proposed changes to Tech Spec 4 5, 2 f, "ECC8, “ 
reducing high pressure safety injection pump performance 
requirements for power levels less than 83X Formal request 
far amends to DLs expected during wk of 830131 

BASKIN, K P. Southern California Edison Co 83/01/14 KNIOHTON.O U 
Licensing Branch 3 Spp 16825 269 24X Fiche 50-361,83/01/14, 

0301100204 


—8301100208 Proposed changes to Tech Spec 4 5 2 f, "ECC8, " reducing high 
preiture safety Injection pump performance requirements for 
power levels less than 83X 

• Southern California Edison Co 83/01/14 2pp 16825 271 24X 

Flche. 50-36 1, 63/01/14, 8301 180204. 


0301130227 Forwards Amend Applications 17 6 3 to Licenses NPF-10 
NPF-I5i respec tively, proposing changes to Sections 2 C<23) & 

2 CC10) re emergency preparedness conditions Prompt review 
requested. Class I 6 II amend fee end 

OIETCHiR. Southern California Edison Co 83/01/14 DENTON, H.R. 
Office of Nuclear Reactor Regulation, Director 2pp. 16825.101 
24X Flehe:50-361, 83/01/14, 8301180227 


— 8301100232 Amend Applications 17 S< 3 to Licenses NPF-10 Ic NPF-15, 
retpactlvel g, proposing changes to Sections 2. C(23> L 2 C<18> 
re imergencg preparedness conditions Descriptions of 
proposed changes end 

DiETCHi R Southern California Edison Co. 03/01/14 18pp 
16825 103 24X Flche 50-361,83/01/14,8301180227 


Q30128002B Forwards Amend 1 to Licence NPF-IS, safety evaluation i> 
notice of issuance ti availability Amend allows noncritlcal 
component cooling water loop to circulate water to reactor 
coolant pump. 

EI6EW0T,D. 0 Diylston of Licensing 83/01/14. OIETCH, R. Southern 
California Edison Co COTTON, 0.0., BERNATH.L San Diego Oas «, 
Electric Co. 5pp 16971 296, 24X Flche 50-362,83/01/14,6301280028 


—830128003] Amend 1 to License NPF-IS, al lowing noncritlcal component 
cooling water loop to circulate water to reactor coolant 
pumps after safety Injection initiation 

E18EMHUT,D 0 Division of Licensing, S3/0i/17 lOpp 16971.301 
a4X Flche 50-362,83/01/14,6301280026 


—0301200034 Sifety evaluation supporting Amend 1 to License NPF-15 
« Office of Nuclear Reactor Regulation, Director 83/01/14. 4pp 
16971-311. 24X Flche 50-362,83/01/14,8301280028 


—8301280037 Notice of Issuance ti availability of Amend 1 to License 
HPF-15. 

KNia«TaN,0 U Licensing Branch 3. 83/01/14, 4pp, 16971 315. 

S4K Flche, 50-362,83/01/14,8301200028. 


8301200076 Forwards Affidavit of Sve attesting to completion of 
distribution of Amend Application 16 to License NPF-10 Si 
Amend Application 3 to License NPF-15 
HEDFORD.H 0 Southern California Edison Co 83/01/18 
KNIOHTON.O Ul Licensing Branch 3 4pp 16863 223 24X 

Flche 50-361,83/01/18,8301200076 


8301280012 Notification of 830120 meeting w/utll in DethesdaiKD to 
discuss auxlliarg feedwater pump motor bearing 
qualification 

ROOD, H Licensing Branch 3 83/01/18 KNISHTON.O N Licensing 

Branch 3 4pp 16962 348 24X Fiche 50-361,83/01/18,8301260012 


0301270055 Forwards application for amend to License NPP-IS revising 
Tech Specs re safety injection tanks, cold shutdown loops 
f i 1 led, reac tor trip se tpo Ints, DNBR margin, ESP actuation sgs, 
auxiliary feedwater sgs S> procedures h programs 
DIETCH.H aouthern California Edison Co 83/01/25 DENTON. H R 
Off tea of Nuclear Reactor Regulation, Director 2pp 16935 083 
24X Flche 50-362,83/01/25,8301270055 


--03O127OO64 Amend Application 2 to License NPF-15 revising Tech Specs re 
safety injection tanks, cold shutdown loops f 1 1 led, rtaetor 
trip setpol nts, DNBR marginiESF actuation sgs, auxl llary 
feedwater lys t, procedures h programs 

DIETCHiR Southern California Edison Co COTTON, 0 D Ban Diego 

Oas & Electric Co HOYT, 0 N Anaheim, CA 63/0i/2S iOpp 

16935 095 24X Fiche 50-362,83/01/25,8301270055 


—8301270073 Proposed Tech Specs re safety Injection tanks, cold shutdown 
loops fil led, rtaetor trip setpoints, DNBR marglntESP 
actuation sys, aux 1 1 larg fsedwater sgs ti procedures h 
programs 

* Southern California Edison Co 63/01/25 43pp 16935 096, 

24X Flche' 50-362,83/01/25,6301270055. 


0 Inspection reports, IE Bulletins L correspondence 


6301030021 Forwards IE Insp Rept 50-362/82-32 on 821025-1 125 No 
noncomp 1 lance noted 

BISHOP, T W Division of Resident, Reactor Project & Engineering 
Programs 82/12/06 PAPAV.L, T Southern California Edison Co 
2pp 16615 152 24X Flche 50-362,62/12/06,8301030021 


'-8301030023 IE Insp Rept 50-362/82-32 on 821025-1125 No noncofflpliance 
noted Hajar areas inspected prtopcratlona 1 L startup test 
programs, Inc lud i ng plant tour, test result review. Initial 
fuel load wi tnes t Ing L Independent Insp effort 
PATE, R J , KIR6CK, D. F Division of Resident, Reactor Project ti 
Engineering Programs 62/12/06 2pp 16615.154 24X 

Fiche 50-362,82/12/06,6301030021 


0301030208 Forwards IE Insp Repts 50-361/03-39 ti 50-362/S2-31 on 
821026-1128 & notice of violation 

CREHS, J L Division of Resident, Reactor Project & Engineering 
Programs 82/12/09 PAPAY.L. T Southern California Edison Co 
2pp 16617 253 24X Flche- 50-361, 82/12/09, 830103020B 


'-8301030210 IE Insp Repts 50-361/82-39 Si S0-362/B2-31 on 621026-1128 
Noncomplianci noted' fal lure to properly administer operator 
overtime 

CHAFFEE, A , KIRBCH.D Dlvielon of Resident, Reactor Project t. 
Engineering Programs 82/12/07 12pp 16617.257 24X 

Fiche’ 50-361, 82/12/09, 8301030208 


8301030107 Forwards IE Insp Rept 50-362/82-34 on 821025-29 Si 1102-03 
No nencompllance noted. 

BOOKi H E Dlvielon of Radiological Safety St Safeguards Program. 
82/12/13 PAPAY.L T. Southern California Edison Co 2pp 
16613.232 24X FI chs' 50-362, 82/12/13, 8301030107 


—8301030110 tE Insp Rapt 50-362/82-34 on 621025-29 St 1102-03 No 
noncompliance noted. Najor areas Inspected ■ radiation 
protection program, radwaiti btdg,HVAC eye status 6 statue of 
NUREO-O737t ttsme II B 3, I! F. 1, III D 3 3 St II P I 2 
CILLIS.H , HENSLAUSKIfF.A. , BOOK, H E Division of Radiological 
Safety Si Safeguards Program. 62/12/10 9pp 16613.234. 24X 

Flche. 50-362, 62/12/13, 8301030107. 


—8301030119 Oocumenti commitments provided on 621103 re planned 
Improvements In design 6 operation of auxiliary bldg 
vent sys S< admlnstratlve controls to assure that airborne 
contamination Si gaseous releases controlled per FBAR. 

RAY, H B Southern California Edison Co. 82/11/05. ENOELKEN, R. H. 
Region 5, Office of Director 2pp 16613:243. 24X 

Flche. 50-362, 62/12/13, 6301030107 


8206190269 IE Info Notice 62-51, "Overe xpotur es in PNR Cavities." 6vc 
list end 

OEYOUNO, R, C Director's Office, Office of Inspection and 

Enforcement. 82/12/21 Consolidated Edison Co of New York, Inc 

Ittpp 16689 239. 24X Fiche' 50-000. 82/12/21, 6206190269. 
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eSiS'O&OSSl IE In^o Not lea SS-SSi "Eiiulpni«nt Environ dual! f Icot i on 
Toitine Eiperlrne* - Updating ot Toot Su®(Barl0f Ppovlouplij 
Publiafiod in IE 8n»0 Notici al-a? " 6ve ii*t oncl. 

JDROANrE L Olvltlon ai> Engineorlng & Qualltv Attirranco <Pro 
B30I03> B2/1S/S1 Contolldatod Ed icon Co at Now Vorki Inc 

llSpp U691.0BB a4X FlcKt 90-000. 83/13/81 • 831 SC &0391 


9S120A03S0 t£ Into Notica 62-53/ "Haln Tranoformir Failvrai at North 
Anna Mucloar Power Station. " 6vc list «ncl 

JORDAN/ E i. Divio ton at Enginooring & Ojalitg Afiuranct (Pro 
830t03> 62/13/33 Consol idatad Edison Co at New Vorki Inc. 

llApp 16750 017 34X FI cht 90-000. 82/12/38.3312060330 


8S0ai?0279 IE Info Notlca 62-54. "Uost Inghoirsa NBFO Ralag Pailuros in 
Reactor Prnttetian Sgi “ Svc list enel 

JORDAN. E L. Division at Engineering 5 Oualltg Assurance (Fre 
330103) 62/ 12/37 Consolidated Edison Co of New York. Inc 

tlOpp 16962 139 34X Ftcho 50-000. S2/I2/27, 8208190375 


B208190S73 IE Info Notice 82-55. "Eelsmlc Oval 1 fi cation of Uestlnghouse 
Aft Relay N/Eatcli Attachments Used In Uestlnghouse Solid 
State Protection 8gt " Bvc list end. 

JORDAN. E L Division of Engineering 1< Duality Assurance (Pri 
830103) 63/12/28. Consolldatad Edieon Ce of New York. Inc. 

iOYpp. I686B 014 24X Fiche 90-000.82/12/28.8208190273 


S2130603S4 IE Info Notice 82-96. "Rater tsfiaw rhernDStatic Flow Control 
Valves." Svc lift end 

JDROAN.E L Division Of Engineering & Ouallty Assurance (Pre 
8301031. 82/12/30 Consolidated Edison Co of New York. Ine 

lllpp 16758.137 24X Fiche* 50-000. 82/12/30. 0312060394 


0301040245 Forwards 8ALP on 820818 & discussed w/util on 621108. SALP 
rapt covers period Jvl 1961 — June 1982 Performance 
acceptable. Li ft «f attendees end 

ENOELKEN.R H Region 8, Office of Director. 02/12/30 PAPAY. L T. 
Southern California Edison Co 3pp 16639,199 24X 

Fiche 90-361.es/12/30.Q30104024S 


— 8301040246 flALP rapt for Jul 1981 - June 1982, Overall performance 
accep table 

e Region S, Office of Director 02/08/18 40pp. 16&39 198 24X 

Fiche 30-36 1 , b3/ 1 2/30. 8 30 1040 24 9 


— 0301040254 Forwards cosimente re draft SAI-P rept.per NRC B21019 Hr. 
Specific plan 5 schedule developed for full implementation 
of power plant mgt Info egs. 

DIETCH.R Sou them California Edison Co 82/13/03, ENOELKEN. R H 
Region 9. Office of Director 4pp 16639.237. 24X 

Flclte SO-361, as/12 /30.8301040249 


8301180392 Forward* IE Insp Rept 90-362/82-36 on 821126-1224 No 
non comp] lance noted 

BIENOP.T.N Division of Resident. Reactor Project (.Engineering 
Programs. 03/01/03 PAPAY.L T. aouthern Cellfornle Edison Co 
2pp 16824 297 24X F1 c ha. 50-362, 83/01/03. S30 1 180392 


— 8301180360 IE Jnsp Rept 50-362/02-36 on 831126-1224 No noneonpliancf 
noted Hejor arees Inspeetsd operational safety 
verif icetion.audits of OA for startup testing & 
independent Insp effort. 

PATE. R J. . KIRBCH. D F. Division of Resident. Reactor Project tt 
Engineering Programs. 03/01/03. 3pp. 16QS4 299. 24X 

Fiche 50-362, 83/01/03. 8301180392 


8301180273 Forwards IE Insp Repts 90-361/82-40 fc 50-362/82-33 on 
021189-1221 No noncodipl lance noted 

BISHOP. T N Division Of Resident. Reactor Project S. Engineering 
Program* 83/01/04 PAPAY. L T Southern California Edison Co 
8pp 16831-130. 24X Fiche 90-361. 03/01/04. 8301 1B027S 


--0301180200 IE Insp Repts 90-361/82-40 h 50-362/82-33 on 021129-1221 No 
noncomp I lance noted, Najor areas Inepacted operations program 
U startup test program including operational safety 
verlficetion ti monthly surveillance observations 
CHMFFEE. A . KtRECH. D, Division of Resldsnt. Reactor Project li 
Engineering Programs. 03/01/03 Spp 16831:132. 34X 

Fiche- 90-361. 83/01/04, 0301 180273 


8301850636 Ack receipt of 830103 Itr informing NRC of steps taken to 
correct violation* noted in IE Insp Repti 90-361/02-39 & 

50-362/82-31 

BIQHOPiT. U Division of Resident. Reactor Project & Engineering 
Programs. 33/01/19 PAPAV.L.r. Southern California Edison Co. tp 
16903- 189. 24X F 1 c h e : 39-361 . 83/01 / 1 ?. 830 1 290636 


R Periodic operating reports & related corre f pondence 


0301270171 Forwards Monthly Operating Repts for Nov 1902 Rev 9 to 
Offsite Dose Calculation Manuel not end 

RAY, H D Southern Cellfornle Edison Co 82/12/15 Office of 
Resource Menagancnt. Director Ip 16935 001 24X 

Fiche 50-361,02/12/15,0301270171 


— B3012701S3 Monthly Operating Repts for Nov 198a 

MAYWEATHER, U Southern California Edison Co 02/12/15 1 2f ( 

16939 062 84X Fiche, 90-361 , 82/12/15,0301270171 


S Reportable occurrences. LERs tk related correspondence 


0301030058 Forwards LERs 02-142/OIT-O t> S2-001/01T-0 Detailed event 
analysis submitted 

RAY.H B Southern California Edison Co 02/12/13 ENOEtKEN.RH 
Region 9, Office of Director 2pp 16615 033 24X 

Fiche: 50-361. 82/12/13. 8301030050 


—0301030070 LER 02-OOl/OlT-O on 08l 180, emerg ency chiller E-33S declsrjt 
Inoperable, rendering CREACU8 Train B Inoparabla Caused by 
failure of resistance temp detector in motor winding high 
temp trip circuit Spare resistance temp detector installed 
RAY.H B Southern California Edison Co 82/12/13 Region 9. 
Office of Director Ip 16619 036 24X Fiche 50-361.82/12/13. 

0301030058. 


0301030227 Forwards LER 02-OO2/O3L-O Detailed event analyale eubmUtej 
RAY.K B Southern California Edison Co 02/12/17 ENOELKEM. R U 
Region 9. Office of Director 2pp 16617 209 84X 

Fiche 50-362, 08/ 1 2/ 1 7. 030 1 030227 


"0301030232 LER e2-0D2/03L-0 on 021 119. during fuel loading oporatlgns. 
water observed leaking through equipment hatch seal into 
containment Caused by existing gap around perimeter of 
hatch Bolt* retlghtanad 

RAY.H B Southern California Edison Co 82/12/17 Region 5. 
Office of Director 2pp. 16617 211 24X Fiche 90-362.02/12/17. 

8301 030227 


8301170353 RO 02-006,00 021217, E3F actuation signal inadvertently 
actuated, resulting In actuation of containment Isolation, 
safety injsctlon (. recirculation signals 

RAY.H S Southern California Edison Co, 02/12/80 ENOELKEN.R H 
Region 9, Office of Director. Ip 16813 099 24X 

Fiche 90-362. 02/12/20, B301170353 


8301170295 Forwards LER* B3-197/03L-0 ti 82-004/03L-0 Detailed event 
analysis submitted. 

RAY.H B Southern Celtfernie Edison Co 02/12/23 ENOELKEN.R H 
Region S, Office of Director 2pp 16010. 03S 24X 

Fiche - 50-361. 82/I2/23.830117029S 


—0301170304 LER 82-004/03L-0 on 021124. sampl e* from control roc* 
emergency elr cleanup tys train A charcoal ebeorber failed 
to satisfy methyl Iodine removal cepeblll ty. Caused by 
activated charcoal degradation Charcoal replaced 
RAV.H.B Southern California Edison Co 02/12/23 Region S, 
Office of Director Ip 16810 030. 24X Fiche. 50-361. 02/12/23. 

8301170295 


0301170364 Forward* LER 82-003/03L-0 Detailed event analysis subAitled 
RAY.H. B Bouthern California Edison Co. 02/12/27 ENOELKEN.R H 
Region 5. Office of Director 2pp 16813 184 24X 

Fiche 50-362, 08/18/87.8301170364. 


— 0301170367 LER 08-OO3/O3L-O on 821 187, while in Mode 6, channel 2 Sliri 
monitor 301-006 lost visual indication t, declared 
inoperetie. Censed by loss of power when monitor control cir 
3SN taken out of svc Load list* will be reviewed 
RAY.H. B Southern California Edison Co 82/12/27. Region S. 
Office of Director ip 16813 106 24X Fiche 50-362.02/12/27. 

0301170364 


0301170491 RO Pn 821217. Inc Idsnt involving emergency safety feature* 
aetwation signal occurred Urlttcn followup rept w/interim 
LER 82-006 will be submitted by 821228. 

RAVrH B Southern California Edison Co 08/12/27 ENOELKENrR H 
Region 9, Office of Director Ip. 16819* 026. 24X 

Fiche. 90-362, 82/12/27.0301170401. 


0301100191 Notifies of actions to be performed re 081217 EEF actuatlsn 
syt event per 821280 Itr Desed on 021220 meeting & NRC 
acceptance of listed commitments, fad 11 ty authorixed for 
Mode 2 operation. 

DIETCH.R Southern California Edison Co 02/18/29. EISENHUT.DO 
Office of Nuclear Reactor Regulation. Director. 2pp 16708' 165 
24X Fiche- 50-361, 02/12/29, 0301100191. 
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B301170471 Forwards LER 62-OOrii/Ol 7-0 Det«lleif evint anatg«it submittBd 
RAV.H a Southarn California Edison Co 88/13/30 ENGELKEN. R H 
Raglon OfHca of Dlraetor 3pp l&ai4 3S7 24X 

Fichl 80-368182/12/30.8301170471 


—8301 170477 LER 82-006/017-0 on 821817. while In Mode 8, E8F actuation sgs 
(nadvartant ly activated resulting In simultaneous actuation 
of aafetg injection actuation signal ti recirculation 
actuation signal Cause under investigation 

RAVaH B Boutharn California Edison Co 83/18/30 Region 5. 
Office of Director Ip 16814 38? 24X Fiche 80-362,83/12/30. 

8301170471 


9301300093 Forwards LER Q3-003/03L-0 Detailed event analgsls submitted 
RAVtK B Southern California Edison Co 83/01/04 ENGELKEN, R H 
Region 9a Office of Director 3pp 16868 048 84X 

Flehe 80-368.83/01/04,8301200093 


"330180010? LER a2-009/03L-0 on 821809, during Mode 3. diesel generator 
3G003 taken out of svc leaving boratlen flow paths w/o 
enargancg pouir eources Caused bg personnel error due to 
failure to recognlie consetiuences Personnel counseled 
RAYiH 0 Bouthern California Edison Co 83/01/04 Region 9, 
Office of Director ip 16868 044 84X Fiche' 80-362, 83/0 1/04, 

8301200093 


8301200113 Forwards LER S2-007/03L-0 Detailed event analgsls submitted 
RAViH 1 Bouthern California Edison Co 03/01/08 ENGELKEN, R H 
Region Sa Office of Director Spp 16868 083 24X 

Flehe 80-362,83/01/00,8301800113 


"3301800120 LER BS-007/03L-0' on 88181 1 , during Mode 8, review of strip 
chart recordings of RC8 temps during filling li venting 
operatloni on 621810 indicated RC8 heatup rate exceeded 
Caused bg inadaquata attention to heatup restrictions 
RAr.H B Bouthern California Edison Co 83/01/08, Region 5, 
Office of Director tp 16869 089 84X Fiche- S0-368i 83/01/08, 

8301800113, 


8301180081 Advisee that commitments identified In util 881888 I, 89 Itrs 
re EBF ectuatlon sys 621217 actuation event addrtised Short- 
term actions resulting from event satisfactorily 
t nplenanted 

BABKIN, K P Bouthern California Edison Co. 03/01/14 KNIGHTON, 0 W 
Licensing Branch 3, lOpp 16833 336 24X Fiche 80-361,63/01/14, 

8301100081. 


V Operator Examinations 


8812820443 Oaneric Ltr 82-36 to all power reactor lleansees, app I Icants 
for OL, N3S & reactor vendors 6 AEs re meeting to discuss 
racant devele pmants for licensing exams Advises that meeting 
will be held on 630211 re operator 1 1 censing. Bvc list end 
EIBENllUr, D. 0 Division of Licensing 82/12/22 Consolidated 
Edldon Co of New York, Inc ISpp 16681,078 24X 

Flcha' 80-000, 82/12/83, 0218820443 


B30I120078 Generic Ltr 83-01 to power reactor licensees L applicants 
for OL re operator licensing exam site visit Requests 
achedule re exam requests expected for submittal prior to 
851231 for listed categories. Svc list end 

ElBENHLir. 0. 0 Division of Licensing B3/0I/U. Consolidated 
Edison Co of New York, Inc tlpp 16893' 243 84X 

Flcha' 90-000, 83/01/11,8301120078 


— 0301030136 Forwards publlr version of revised emergency plan 
implementing procedures, including Procedures FPN-0-EIP~26, 
"Recovery - Technical Support Ctr, “ FPN-O-EIP-16, "Emergency 
Equipment I, Supplies" L FPN-O-EIP- 13, "Fire Emergencies " 
MUD8PETH, 0 B Alabama Pousr Co 83/18/13 Office of Nuclear 
Reactor Regulation. Director Ip 16630 218 24X 

Fiche 50-348.68/12/22,0301030131 


— 6301030144 Public version of revised emergency plan implementing 
procedures, Ine lud ing Proctdures FPN-O-EIP-20, “Recovery - 
Technical Support Ctr," FPN-O-ElP- 16, "Emergency Equipment 
L Supplies" t, FPN-O-ElP-13, "Fire Emergencies " 
a Alabama Power Co 68/18/09 ilSpp 16630 816. 24X 

Fiche 80-346,62/18/22,6301030131 


6301110094 Responds to 820981 ltr re Revs 4 L 9 to Security Plan 
Changes consistent U/10CFR90 94<p) t< acceptable Addl 
comments end Encls to 880931 ltr withheld (ref 10CFR73 211 
VARGA, 8 A Operating Reactors Branch 1 03/01/09 CLAYTON, F L 

Alabama Power Co 3pp 1677? 140 84X Fiche 90-340,03/01/08, 

6301110084 


630tl90063 Releases public version of revised Emergency Plan 
Implementing Procedures 

FELTON, J H Division of Rules and Records 83/01/13 Document 
Management Branch Ip 16847 097 84X Fi che, 50-348, 83/01/13, 

8301190063 


—0301190074 Forwards public version of revised Emergency Plan 
Implementing Procedures FNP-O-EIP-7, ''Security Support to 
Emergency Plan" U FNP-O-EIP-0, "Notification Roster “ 

Receipt form end 

HUDSPETH, J B Alabama Power Co 88/18/30 Office of Nuclear 
Reactor Regulation, Director Ip 16947 099 24X 

Fiche 90-340.83/01/13,6301190063 


— 6301190060 Public version of revised Emergency Plan Implementing 
Procedures FNP-O-ElP-7, "Security Support to Emergency Plan" 
t> FNP-0-EtP-8i "Notification Roster " 

a Alabama Power Co 68/12/80 104pp 16047 100 24X 

Flehe 50-340,03/01/13.0301190063 


P Operating license stags documents (i correspondence 


6218060356 Generic Ltr 62-30 to all 1 Ic ensees, appl icants for OL I, 
holders of CPs re filings concerning 10CFR50 production li 
utiliiatlon facilities Current listing of branch assignments 
for nuclear reactor projects Ic svc list and 

EISENHUT, D 0 Division of Licensing 02/12/80 Consolidated 
Edison Co of New York, Inc llpp 16068 001 84X 

Fiche’ 50-000, 82/18/88.8218060356 


6301060394 Application for amend to Licenses NPF-2 l< NPF-B consisting 
of proposed changes to Tech Specs reducing diesel generator 
lead testing I, deleting river water sys Safety evaluations 

CLAYTON, F L Alabama Power Co. 02/18/30 VARGA, 0 A Office of 
Nuclear Reactor Regulation, Director IBpp 16676 IB6 24X 
Fiche’ 90-340, 02/18/30, 6301060394 


—6301060396 Proposed changes to Tech Specs reducing diesel generator 
load testing t< deleting river water sys 
a Alabama Power Co. 82/18/30 22pp 16676 804 84X 

Fiche 50-340,02/18/30.8301060394 


DOCKET 50-364 JOSEPH M FARLEY NUCLEAR PLANT, UNIT 2 
F. Becurlty, medical, amergancy fc fire protection plans 


B212060349 Oinarlc Ltr 62-33 to all licenstas of operating reactors, 
applicants fop OL I, holders of CPs re Suppl 1 to NUREO-0737, 
'"Requirements for Emergency Response Capability." 

)SllM£Q-0737, Suppl 1 h svc list and 

EISEKHUTrD G Division of Lieansing. 08/12/17 Consolidated 
Edlion Co. of New York, Inc 77pp 16681' 200. 84X 

Ficht: 90-000, 02/12/17, 6812060349. 


Generic Ltr 68-39 to all reactor licensaas.CP holders !• 
applicants for CPs re problams w/submittals of 10CFR73 81 
aafegwards Info for licensing review Procedures re 
transmittal of info outlined. Svc list end 

EIBENHUr. D. G Division of Licensing 88/12/88 Consolidated 
Edison Co of New York, Ine I3pp 16690’ 021 a4X 
Fiche- SO-DOOr 88/18/88, 8218880449 


301070342 Responds to 821008 t< 1810 requests for deletion of Tech 
Spec 3/4.3 4 re turbine overspeed protection for periodic 
survalUanc# testing tc Insp of turbine valves. Dec ision on 
request will not be made prior to completion of review 
VARGA, 6 A Operating Reactors Branch 1 02/18/30 CLAYTON, F L 

Alabama Power Co 3pP 16690 120 a4X Fiche 50—364,08/18/30, 


8301110626 Application to amend Licenses IFF-a k NPF-a, deleting 
requirements for boron Injection tank t< boron injection 

CLAYTON, F L* Alabama Power Co 08/18/30 VAR 0 A, 9 A Office of 

Nuelaar Reactor Regulation, Director 4pp, 16749 093 24X 

Flcha* 90-340, 08/12/30,6301110686 


--03OI1 10627 "Boron Concentration Reduction In Boron Injection Tank, 
JM Farley Nuclear Plant, Units I 1* 8 " Proposed Tech Bpees 

a Alabama Powtr Co. 88/12/31 99pp 16749 097 24X 

Flcha 50-348.82/12/30,0301110686 


8301030131 Ralaasas public 
iaplaninttng procedures. 
FELTON, O.M. Division of 
Ma-nagament Branch. Ip 
0301030131, 


varilon of revised emergency plan 

Rules and Records. 68/18/88 Document 
16630 214 24X FI che’ 90-340, 68/12/82, 


S301060272 Forwards revised NPDES permit application 
CLAYTON, F L, Alabama Power Co 03/01/03 Region 8, Office of 
Director. 107pp i6677l807 S4X Fiche 50-348,03/01/03,8301060872. 
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8301130113 foru#rd* tl«t of licanstng itein rdHuirlng HRC approval in 
1993 

CCAV'tCBl.F L AlOboDio Pouip Co 83/01/04 VAfiOAi S A □##!£» of 
Mucltar Rtactor Rogulatlom Dlrtttor 9pp 16793 316 24X 

FUht 90-348.83/01/04,0301130113 


3301330132 IE Insp R»pt 50-364/02-29 on 021116-19 No noficonp I UnCi 

notsd Major area* Inopaeted radiation protattlon during 
rafooling ootaga . , v . , 

PEERV. W U . aARR.K P Division of Engtlteoring i Technical 
Programs 02/12/09 Spp 16893 220 24X Ftcha 30-36 4 > 02/12/14. 

9301290131 


8301110532 Notlfits that util cannot coovalt to submittal datas of 
plant-iptelfl c calculations using appravad rtvised small 
braal tOCA prr WJREO-0737, Item* II K 3 30 1. II K 3 31 
Schadula tipictfd lit 90 days 

CLAVTOM. F L AlabaM Pouar Co 83/01/07 VAflOA, S A QfFico of 
Huclaar Haactor Ragutatlon, Director 2pp 16746 OOS 24X 
Flcha 50-340, 83/01/07.0301110932 


0301140203 Forwards descriptions of nine conpleted license conditions 
li subsequent condil taints addressing outstindlng Issues per 
NUREO-0737 Closure of conpleted license conditions 
rtquoitod 

CLAYTatf. F L Alabane Power Co 83/01/07 VAROA. S A Office of 
Nuclear Reactor Regulation. Director lOpp 16807 122 24X 

FUfie 50-364. 03/01/07.8301140203 


0301250330 Foriuards IE Insp Rep to 50-348/82-27 ti SO-364/02-27 on 
021023-1126 No noncompliance notod 

VERRELLI.D M Division of Project 6 Resldant Programs 02/12/H 

MCDONALD. R P Alabama Pouer Co 2pp 16097 260 24X 

Flcbe 30-340,82/12/14.8301250330 


—8301250342 IE Insp Repts 50-340/82-27 6 S0-364/B2-27 on 021023-1 IS* Ns 
noncompliance noted Major areas Inipoctsd monthig 
surveillance observation, month ig malnt obsarvatlon. 
operational safotg vsrlf Icat 1 ott 6 indvpendant insp effort; 

BRADFORD, H H . CANTRELL, F 8 Division of Project & Resident 
Programs 82/12/13 Spp 16097.262 2 4X Fiche 30-340, 32/12/144 

8301250330 


8301100091 Application for amend to License NPF-8. roquestlng relief 
fro« Inservlce lilip requlraaents of 1974 - Summer 1973 
addenda to ASMS Code. Section XI. Table lWS-2600i Item Numbers 
01 13, 01 14.82 9 «c B3 8 

CLAYTON, FL Alabame Power Co 83/01/10 VAROA. S A Office of 
Nuclear Reactor Regulation. Director Spp 16833.331 24X 

Fiche 50-364.03/01/10.0301100091 


8301170435 Forwards comments on draft Oentrlc Utr 82-32. “Potential 
Steam Oenerator Related Oenerlc Requlrenenti “ Hattere u/o 
Inpact on public riel ehould not become regulatorg 
rcqul remente 

CLAYTOW.FL Alabenf Power Co 03/01/11 EI8EWHUT.D 0 Division 
of Licensing 7pp 16013 144 24X Fiche 50-348.83/01/11. 

0301 170435 


0301250201 Forwards revised Met of licentlng iteme requiring NRC 
approval in 1983 Datee In util 830104 Itr for Item 10 
incorrect * ehould be revleed as indicated 

CLAYTON. F L Alibena Power Co 83/01/13 VAROA. 9 A Office of 
Nuclear Reactor Regulation. Director 9pp 16896 2S0 24X 

Fiche 50-348,83/01/13.8301250201 


0301260210 Objecti to NRC 021230 decleion to delag rovlew of util 
621000 requaet to change Tech Specs, deleting turbine valvs 
teetlng requireaente interim relief from Tech Spec 3/4.3 4 
ehould be granted due to unneceteerg trenelente 
CLAYTON. F.L Alebeme Power Co B3/01/IS VAROA. 8 A NRC - No 
Oetelled Affiliation Olven 4pp 16912309 24X 

Fiche; 50-364, 83/01/18.0301260210 


Q tnepactlon reporte. IE Bullctini ti correspondence 


8301250254 Forwards IE Imp Repts 50-340/82-26 1< 50-364/82-26 on 
821107-10 6 notice of violation 

VERRELLI.D H Division of Project * Resident Programs 82/12/01 
MCDONALD. R P Alabama Power Co. 2pp 16896.289 24X 

Flchf ' 50-340, 62/12/01.0301250234 


'8301250350 Notice of violation from insp on 021107-10, 

t Division of Project It Regtdent Progremi 02/12/01 Ip 
16896 291 24X Fiche 50-340,82/12/01,8301250254 


—8301250264 IE Insp Rafts 50-348/02-26 It 50-364/02-26 on 821107-10 
Noncompliance noted' log to record radiographic film 
densities not maintained 

ECONOMOS.N . SLAKE. %i Division of Engineering It Technical 
Programs 02/11/24 6pp I6B96'292 24X Fiche- 50-340. 82/12/01, 

8301250294 


31040357 Forwards tummarg of 821119 mgt meeting In Region 3 oft re 
Inoperability of containment sprag htadsre 

_l>*wl*l®i» 0^ Project It Reeldent Programs. 82/12/07, 
MCDONALD. R P Alabama Power Co Spp 16640 193 24X 

Fiche. 90-340. 02/12/07.6301040357 


of completion of items re compliance w/IE Oullsti 
79-13, Rev 2. 'Cracking In Feedwater 8gi Piping." Neither 
noiile welda nor adjacent aret contained Indication of 
enacting. Film It team ropte available for review 
CLAYTON, F.L Alabama Power Co. 02/12/09 D'REILLY.J P Region 

24X Fiche. 50-364. 02/12/09, 

bwv104vj69 


8208190269 IE Info Notice 02-51. "Ovore eposur os In PWR Cavltlss • Ovt 
list end 

DEYOUNO.R C Director's Office, Office of Inspactlon and 

Enforcement 02/12/21 Consolidated Edison Co of New York. Inr 

111pp. 16609 239 24X FI chc; 30-000, 02/12/ ai, 0200190269 


B2120603S1 IE Info Notice 82-32, "Equipment Environ Ouallficatlon 
Testing Eiperlencc - Updating of Test Summaries Previously 
Published in IE Info Notice 01-29 " Sve liet end 
JORDAN. E L Division of Engineering I, Oualltg Aeeuranco (Pro 
8301031 82/12/21 Consolidated Edison Co of New York. Inc 

llSpP 16681 008. 24X Fiche; 50-000, 82/12/81.0212060331, 


8212060330 IE Info Notice 82-33, "Main Transformer Fallureo at North 
Anna Nuclear Power Station ” 8vc list end 

JORDAN, E L Division of Engineering It Oualltg Assurance (Pra 
830103) 82/12/22 Consolidated Edison Co of New York, Inc 

ll4pp 16738 017. 24X Fiche 50-000,82/18/82.8212060330 


8200190273 IE Info Notice 02-34. "Mostinghouse NOFD Relay Falluril In 
Reactor Protection Sg« " 8vc list and 

JORDAN, E L Division of Engineering ti Oualltg Assurance CPre 
B30103) 82/12/27 Consolldatad Edison Co. of Ntu York. Inc 

lIOpp 16962 139 24X Flcha' 30-000. 82/12/87.8208190875 


8208190273 IE Info Notice 02-93, "Seismic Qualification of Nostinjhousi 
AR Ralag N/Latch Attachmants Used in Uestlnghouso Solid 
State Protection Bgs ” Bve list end 

JORDAN, E L DlvlBion of Engineering It Oualltg Assurance (Pro 
830103 ) 82/12/20 Consolidated Edison Co. of New York. Inc 

109pp 16868*014. 24X Flcha 90-000,82/12/20.0208190273 


8212060394 IE Info Notice B2-36i "Robsrtehaw Thermostattc Flow ConIrel 
Valves " Sve list end 

JOROAN.E L, Division of Engineering It Quality Assurance (Pra 
830103) 82/12/30 Consolldatad Edison Co of New York, Inc 

lllfp 16750 137 24X Fiche. BO-000. 82/12/30. 0212060334 


0301070342 Responds to 821006 It 1210 request* for deletion of Tech 
Spec 3/4 3 4 re turbine overspeed protection for periodic 
surveillance testing It insp of turbine valves Decision on 
request will not bo mado prior to completion of review 
VAROA, 8 A Operating Reactors Oranch 1 82/12/30 CLAYTON, F L 

Alabama Pouer Co Spp 16690-120 84X Fi ch »■ 90-364, 02/18/30, 

B301070342 


8301230559 Responds to IE Bulletin B2“04 re use of Ounker-Raiso 
electrical penetrations for eaf sty-related sys.No Bunlttr- 
Ramo electrical penetrations Installsd. 

CLAYTON, F L Alsbama Powor Co. 83/01/03. O'REILLY, J P Rsglop 2. 
Office of Director. Ip 16906 039 24X Fiche. 90-348, 03/01/03, 

B30 1290999 


0301180091 Application for amend to License MPF-8, request Ing relief 
from inservlce Insp raqulraments of 1974 - Bummer 1979 
addenda to ASHE Code, Sect ton XI, Table IWD-a6O0, Item Numbers 
01. 13.01 14,02. 9 I, B3 8. 

CLAYTON. F.L Alsbama Powar Co B3/O1/10. VAROA. 8 A Office of 
Nuclear Reactor Regulation, Director 3pn, 16833 331. 84X 

Fiche 50-364,83/01/10.0301180091 


R Periodic operating reporte I, related correspondence 


01250131 Forward* IE Insp Rept 30-364/82-29 on 821116-19 No 
noncompliance noted. 

Project *1 Reeldent Programs 02/18/ 
ICDONALD.R. P Alabama Powar Co. 2pp 16895.210 sax 
■ 1 eh * • 90-364, 02/12/14, 030125013 1 . 


0301240002 Forward* Monthly Oparating Rapt for Dec 1982 

CLAYTON. F L. Alaboma Pouer Co, 83/01/14 Office of Resourc* 
Management, Director 8pp 16891.004 a4X Flcha. 50-364. 33/01/14* 
8301240082 


■0301240084 Monthly Operating Rept for Dee 1908, 

HAIRSTON, N 0 Alabama Power Co 03/01/06 Too 16091' 006 241 

Fiche 90-364,03/01/14,0301840002. 
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6301310083 Forward* rsvisad Konthlu Operatina Repts for Oct b Nov 1983 
CLAYTOM<F L Alabama Powar Co 83/01/24 Division of Data 
Avfocailan b Hanaaament Information Ip 16965 001 24K 

Flch*. 50-364. 83/01/24.8301310083 


— 6301310089 Ravltad Monthly Oparating Rapt for Nov 1902 

KAIRaTON.M e. Alabama Pousr Co 82/13/04 4pp 16966 OOS 24X 
Ficba 90-364.83/01/24.8301310083 


— 830-1310093 Ravlstd Monthly Oparating Rept for Oct 1902 

KAIASTON.lf 0 Alabama Power Co 82/11/04 5pp 16966 006 24X 

rCcha: 90-364.83/01/24. 8301310083 


6 Raportabla occurranea*. LER* fa ralatad correspondence 


6301060278 Forward* LER B2-0S1/03L-0 

CLAVTON.F L Alabama Power Co 82/12/29 Region 3 , Office of 
Dlractor Ip. 16679 091 24X Ficha 50-364.82/12/29.8301060278 


— 9301060286 LER 02-O91/O3L-O on 821203, instrumentation channel 
aisociatad u/faad flow Indicator FI496 declared inoperable 
*«hen Indicator failed low Caused by leaking eguallior valve 
Valve repaired, tested b channel returned to sve 

KAtnarONiN. O Alabama Power Co 82/12/29 Region 2, Office of 
Otractor. tp 16679.092 24X Fiche 50-364. 82/12/29. 8301060278 


6301060398 Forwards corrected LERs 02-047 /03X-1 b e2-049/03L-0 

CLAVrONiF L. Alabama Pouitr Co 82/12/29 Region 2. Office of 
&ir»ctor. tp 16676 244 24X Flehe 50-364, 02/12/29. 8301060358. 


—9 301060369 Corrected LER 82-047/03X-1 on 821 124. determined 
Ftff-2-8TP-63, 0 (area temp monitoring! not performing per 
Tech Spec* Caused by personnel error Procedure 
FHP-2-8TP-1 0 revised Area tamp monitoring completed 
HAIROrON. M 0 Alabama Power Co 82/12/28 Region 2, Office of 
Director Ip 16676,245 24X Ficho 50-364, 82/12/29. 8301060358 


'9301060375 Corrected LER B2-049/03L-0 on 821201, containment atmoophoro 
activity monitor R-11 b R-12 declared inoperable when 
vacuum pump tripped due to erroneous high flow signal 
Caused by defective high flow relay Relay replaced 
KAIflBTON, N 0 Alabama Power Co 82/12/23 Region 2, Office of 
Director Ip. 16676 246 24X Flehe 50-364.82/12/29,8301060398 


3301060306 Forward* LER* 02-OS9/03L-0 b 82-0S2/03L-0 

CLAyrOM.F L. Alabama Pouar Co 82/12/30 Region 2, Office of 
niractar Ip 16678 232. 24X Fiche 50-348,82/12/30,8301060306. 


—9-30(060321 LER 82-0S2/03L~O on 83121 1 . post-accident hydrogen analyser 
SB declared inoperable when local meter failed low b cell 
failure lights b anelyier energised Caused by faulty 
Analyitr call b power supply board Componant* replaced 
HAIRSrON. b) O Alabama Power Co 82/12/30. Region 2. Offleo of 
Director tp. 16678 234 24X Fiche 90-348, 82/12/30. 8301060306. 


0301170433 Forwards LERs B2-060/03L-0 b e2-053/03L-0 b updated LER 
Bl-OIC/03X-i. 

CLAVrON. F. L. Alabama Powar Co 83/01/06. Region 2. Office of 
Dlrccter Ip 16815 001 24X Ficha 50-348, 83/01/06. 8301170433 


— B3OU7043I LER e2-093/03L-0 on 821209, eonta Inmant sump discharge 
isolation valve HV3376 failed to close. Caused by procedural 
deflciancy In placement of manual jacking davtce Procedura 
ravlsid to specify proper poiltlonlng of jacking device 
HAlRaTaH. M. O. Alabama Power Co 83/01/06, Region 2, Office of 
Director. Ip 16815; 003 24X Fiche 50-348.83/01/06.8301170433 


—5301170461 Updated LER 81-010/03X-1 • on 810429 b 30, containment 
mlaoephera radioactivity monitoring eye R-11 declared 
inoperable when filter paper did not advance Caused by paper 
sipool slipping on shaft Drive shaft adjusted 

HAIRBrON, bl. O Alabama Power Co 83/01/06 Region 2. Offtcu of 
Director. 2pp 16819' 004 24X F1 ehe. 90-348, 83/01/06. 8301 170433. 


V. Dparator Ekanlnatlons 


'S21St&20443 Oenaric Ltr 82-38 to all pouar reactor 1 icansees. app 1 i cants 
for OLi HSa b reactor vendors b AEs re meeting to discuss 
rpcant davelopment* for licensing axami. Advises that meeting 
aiXll ha held on 830211 re operator licensing. Bve list end 
E [BENHUT. D, 0. Division of Licensing 82/12/22, Consolidatod 
Eftson Co of Nau York. Inc 12pp 16681-072 24X 

Picks: SO-OOOi 02/12/22,8212220443 


8301120078 Oenaric Ltr 83-01 to power reactor llcenseei b appHcante 
for OL re operator licensing e>am site visit Request* 
schedule re exam requests eipected for submittal prior to 
891231 for listed categories 8vc list end 

EtSENHUT, 0 0 Division of Licensing 83/01/11 Censolidatad 
Edison Co of Mew York. Inc llpp 16893 243. 24X 
Flehe 80-000,83/01/11,0301120078 


DOCKET SO-366 EDWIN I HATCH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency b fire protection plane 


8212060349 Oenaric Ltr 82-33 to all licensees of operating reactor*, 
applicants for OL b holders of CPs re 8uppl 1 to NUREO-0737, 
"Requirements for Emergency Response Cepabl 1 1 ty, " 

NUREO'0737, 8upp 1 1 b sve list end 

EI8ENHUT, 0 0 Dlvielon of Licensing B2/18/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 208 24X 

Fiche: 80-000, 82/12/17. 6212060349 


6212220449 Generic Ltr 82-39 to all raactor licensaes.CP holders b 
applicant* for CP* re problems u/iubmlttals of I0CFR73 21 
safeguards info for licensing review Proceduree re 
transmittal of Info outlined Sve list and 

EiaENHUT, D 0. Division of Licensing 82/12/22 Consolidated 
Edison Co. of New York. Inc 13pp 16690 021 24X 

Fiche. 90-000, 82/12/22.8212220445 


0301050219 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J H Division of Rules and Records 82/12/28 Oocuneni 
Management Branch ip 16669-087 24X FI chi 50-321, 82/12/28, 

8301090219 


—8301050223 Forwards public version of revised emergency plan 
Implementing procedure*, including Procedures HNP-4852 re 
offsite dose es tlmatlon* b KNP-4420 re notification of 
unusual event 

NtX.H C. Oeargia Pouar Co 82/12/09 Office of Nuclear Raactor 
Regulation. Director tp 16669-008 24X Fiche 90-321.82/12/38. 

8301090219 


—8301050228 Public version of rsvisad smorgsney plan implementing 
procedures, including Procedure* HNP-4B92 re offsite dole 
estimations b HNP-4420 re notification of unusual evant. 

BORRELL.E C Otorgla Power Co 82/12/00 199pp 16669-089 24X 

Fich e 50-32 1 , 82/12/28, 8301050219. 


8301290487 Commond* performance during 821308-09 full-scale tmargency 
exercise Merge of simulator operation* Into full-scale 
radiological emergency exercise innovative approach 
O'REILLY, 0 P Region 2. Office of Director 82/12/89 KELLY. R J 
Oeargia Pouer Co 8pp 16906.006 S4X FI Che 90-381. 88/12/39. 
8301290487, 


8301140184 Notifies of Intention to revise schedule for 

implementation of NUREO-0737. Iteni I C 1, "Revise Emergency 
Procedures" b III A 2 2, "Heteorolog 1 cal Data," in response 
to Oenirlc Ltr 02-33 

OUCUA. L T Oeorgla Power Co 83/01/07 9T0LZ.0 Operating 

Reactors Drench 4 Ip 16806.102 24X Flehe 90-321,83/01/07. 

8301140184 


8301190096 Ralaases public version of rivlsed Emtrginey Plan 
Implementing Procedures 

FELTON, J M Division of Rule* and Records 83/01/13 Document 
Management Branch Ip 16040 012 24X Fi the- 90-321. 03/01/13. 

8301190096 


— 8301190102 Forward* public version of revised Emergency Plan 
Implementing Procedures, including Procedure* HNP-Q014 ri 
handling of tlcensed radloeetlv* mdtl.HNP-0009 re personnel 
containment eurvey b HNP-4892 re emergency equipment 
NlX.H C. Oeargia Power Co. 82/12/20. Office of Nuclear Raactor 
Regulation. Director ip 16848-013 84X Fiche 90-381.63/01/13. 

8301190096 


— 8301190121 Public vertion of revised Emergency Plan Implamentlng 
Procedures, including Procedure* HNP-8014 re handling of 
licensed radioactive matl.HNP-8009 re personnel 
contamination survey b HNP-4092 re emergency equipment 
* Oeorgla Power Co 82/12/20. 46pp. 16848.014. 24X 

Flehe- 90-32 1,83/01/13, 8301190096. 


8301280900 Forward* draft 8ER based on review of 820701 submittal r* 
App R exemption requests. Utl 1 requested to propose necessary 
correction* within 3 wki 

BTOLZ. J. F Operating Reactor* Branch 4 63/01/20. BECKHAM. J T. 

Oeorgla Power Co. 30pp. 16971 320 24X Flehe; 90-321, 83/01/20, 

8301280500 
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P OparJtinj Uctnt> docua«ntI (> corr«ipon6trit» 


fl30t0300S2 Porwjrii info to v»rif(j occfptonc* cpJttrio of NURE0“O737< 
ItfB Jl K 3 S3. *Autoo4tl( Swltchovtr of RCIC Suction. ' 

Mill ft fitliflfd Initollitlon of lyi i^<luld bi cospiittf 
ti<( Efft l<193 

QUCMA.L T Qiorgio Pou*r Co 62/13/31 OffiCf of Nucltar Rioctor 
Rijulftlon. Oinctor Spp 16613 106 24X Flclio 30-321.62/13/31. 

6301 030023 


B21206O396 Oonirlc Ltr 63-30 to ill 1 Iccnfiii. iffliclnti for OL ti 
hotdiri of CPi n flllnjt cenctmlng lOCFfiSO production & 
utllliitlon fjcllltlii Curront llttinp of branch iiiignaintf 
for nucliar r»*ctor projrcti t. »vc ll*t incl 

EISEDIHOT.D 0 Dlvition of Llcintlng 03/13/28 Confolidatid 
Edlfon Co of nau York. Inc llpp 16068 001 SAX 
P l c h a SO-000, 82/ 1 2/28. S3 1 2060396 


B301060074 Advliai of changa in lito property boundarg Ownarihip of 
approi tuo aerai tranifarred to Calvarg Baptilt Church for 
uia at eonrtirg Ho lignlflcant iopact on opiritloni 
• ipictad Kap me 1 

OUCHA.L T Oaorgla Powtr Co 82/I2/2Y Offuo of Nuelaar Riaetop 
ftigulallon. Dirictor 2pp 16670 007 24X Flcha 90-321.02/12/39. 

B301 060074 


8301040190 Forward* IE Intp Rapt* 30-331/83-40 l< 30-366/02-38 -on 
02U15-19 No noncompllanea notad 

DANCE.H C Dlviilon of Projact !< Raaldant Pr-ojrAmi 83/13/02 

KELLY, R J Oforgla Powar Co 3pp 16631 003 aRX 
Fleha 90-321.82/13/02.0301040190 


— 8301040193 IE In»p Rapt* 90-321/83-40 8( 80-366/03-38 on B21H9-19 Mp 
noncooipUanca notad Major araas Inspactad potantial 
ovaracpo*urt> paraanna 1 qml 1 f Icatlan*. ppi tinp. lab al Ing & 
control of ilcantad matl l< followup on pravloua Inap itanii 
WRAY, J R . BARR.K. P Division of Projact 8i Raaldanfc PriGran* 
02/12/01 6pp 16631 005 24X FI cha. 90-331, 03/12/03, 03010WIW 


03O1O4O6SO Forward* IE Itiap Rapt* 30-321/82-37 ti 30-366/02-33 on. 
821116-19 No noncampllanca notad 

DANCE.H C DWiilan of Projact 4* Ratldmt Program* 03/13/07 

KELLY.R 3 Oaorgla PoWar Co Spp 16642 ISS 34X 
Ftch* 50-321. 83/12/07.0301040630, 


— B301040654 IE In*p Rapta 30-321/03-37 i< 30-366/03-33 on 031116-19 N» 
noncomp llanca notad Major araas Inspaqtad . 1 naarvlca tnsp 6 
IE Sullatln 82-03 

CROWLEY.B R , BLAKE. J, J Division of Enginaarlng b TaCAnlcal 
Program* 03/12/03 7pp 16643 134 24X Fleha 80-331. 02/12/07. 

830 1040630 


8301070176 Forvardi r*qu**t for addl Info ra NOReo-0737, ItaA II, D 1, 
"Bafttg/Rallif Valvt Tatting ** Rttponst raquastid within 
90 day* of raeilpt of ttr. 

STOLI.J F aparitlng Raactor* Branch 4 02/12/39 BECKHAM, J T 

Oaorgla Powar Co 3pp 16707 345 24X Ficht 50-321,02/12/29. 

8301070176 


0301110096 Notification of 030119 aaatlng w/util b Bachtil In Bathaida. 
nD 4iicu9i 0^ rtAftiyiinff iiifuis rf rtvitw of 

Purging fc vinting during naraal oparatJon* 

RlYEHBARK.e Dparatlng Raactori Branch 4 03/01/06 STGLZ. J F 

Qgarattng Raactor* Branch 4 2pp 16767 358 24X 

Flchf 50-331,83/01/06,8301110096 


8301170043 Submit* addl info on 1 aplamintitian of NUREO-0313, Rav 1. 
puriuant to NRC BSllOl Itr 

CltCHA, L T Oaorgla Powar Co B3/01/07 BTGLZ.j Oparatino 

^ S0-32I‘ 03/01/07. 


B301110134 Canarie Ltr 83-02 to all BUR Itcaniaa* ra NUreo- 0737 
Taeh Spact Raquatts rasponsa ra daviation* fro* mcl 
puldanca t nodal Tach Spacs within 90 dau* of racalpt of 
ltr 9ve lilt and 

erSENHUT.D O Division of Llcanfing 83/01/10 Commonwaa 1th 
Edison Co t3pp i6B68 198 24X Fleha 50-000,83/01/10,0301110134 


maiUng u/OE t, Mart I Ownar* Croup in 
^ * iwppraiUon pool local to bult tamp 

Sieoel'b" ‘*‘•>••1 ctuaging load 

siEOa.B Dparatlng Raactor* Branch 2 83/01/18 Oaaratina 

B»uSi69r"’''‘ * SO-OOof 83/01 /IB, 


6301100030 Raip ond* to FOIA raqutfst for 12 catagoriaa of docuAdnta ft 
fadlltia* Rapt* ra MARCH coda nay b« purdtasdd from NTI6 
Forwards documant* llitod In App A Sa«rch for Itama 3.6.7. 9. 

It 6 IS Idantlflad in roquast continuing 

FELTON, JM Division of Rula* and Records, 03/13/07 HtATT.SU 
Ohio Cttlian* for Raaponalbla Energy Spp 1 6784. 003 84X 

Fleha 50-000.02/13/07,0301100090. 


■8301100059 Advltai that Insp of Ucansaa r«*pon*** to IE Dullatin 
70-03 par lE Manual Chapter 93703 complatad aa documantad 
In listed IE Insp rapt*, In rasponsa to 700025 raquaht 
LONOiF 0, Region 2. Atlanta, Raactor Oparatlon* Nuclear Suppert 
Branch 78/10/13 WOODR14=F, R W Office of Ihapactton h 
Enforcamant, Office of the Director tp 16754 330 24X 

Fleha 50-000,02/12/07, 0301100030 


-0301100064 Advises that action on lE Bulletin 70-03. "Potantldl 
Eiploiiva Oas Mistura Aecumulatlan* Associated W/DWR affgaa 
6gi Qpsrationi." compl a tad, Inc luding ravi aua of llcsnaea 
raiponiai ti offgas sgs, Bupvnar las of offgas sys ancl. 

JOTDAN, E L, Office of Inspection b Enforeement, Offico Of th* 
Dlractor, 76/11/29 ORIME0. D, K Assistant Dlraclor for Eoglniari 
fc Projects (Pra 790629) 37pp 16794 340. 24X 

Flths 50-000,83/12/07,0301100050 


0301040320 Buppls 000729 rasponaa to IE Bulletin 00-16 ra pratturs 
transmitters Jus tlflcation for continued operation 
dJieossad Description of safatg-ral ated application of Model 
1151 tranimlttar* uied In M9IV laahage control ays end 
Beckham, J T otorgia Power Co, 02/12/14, 0 'REILLY, J P Ref ion 2. 

16642 067 24X FI chO{ 90-331. 02/1 2/ «4, 

0301040328 


8301370166 Inf oral that rasponsa to NRC 821217 request for addl info m 

an dai'/ln ^ ‘ * '•'’n«t bi submittad within 

OOCUA L ? “in l>» submittad by 830419 



SI 1 i;" *“■ 

rs: »r™.o 

8301260955 16919 350 2AX FI eha 90-000, 83/01/24, 

--i**!*^*^ **"" rap art s. I^BulUtins I, corr.ipondanc. 

Flcba. 50-321, 82/11/26,8301040645. 

Pi-ivloui Insp finding* 

Programi 82/11/24' 10pp'**'^I6l42 300^"® Bav**^*"* *“ 

8301040643 F*'hs> 50-321, 82/1 1/26, 


8208190269 IE Info Notice 02-91, "OvaTa xposur a* in PNR Cavities " Bve 

lltc iT>Cla 

OEYOUNO.R C, Diraetor'a Office, Office of Inspection and 

enfopcenant 02 / 12/21 Consol Idatsd Edison Co. of Nau York. Ins 

Mlpp 16689 239. 24X Fleha 90-000,02/12/31,8206190267 

82120603S1 IE Info Notice 32-52, ''Equipment Environ OuaUficatldn 
p*L»!^! J *“ UpdAtinfl pf Tipt Prtvioifity 

Metlcf 01-29 " Sve list end 

Engineering b Oual Ity A.eurance IPre 
830103) ®®/I2/21. Coneolldated Edison Co of Neu York. Jne 

riSppa 16601 « 080s 24X Pichp 50-000/ 0S/l2/ai j B2 1 2060351 

0212060350 IE Info Notice 82-53, "Main Trane former Failure* at North 
Station." Sve Hat and 

Enginaarlng b Oualitg Assurance IPra 
fl4m^ **’•'' Co Of N«w Vorb, Inc 

I14pp 16758 017 24 X Fleha 90-000,82/12/22,0212060350 

Notice 82-54, "Nat ting hous e NBFD Relay Failure* In 
Rsactor Protection Sge " 8vt list anel. 

830 ^>^ Ensinearlng b'fluality Aaturanca <Pre 

llOaa lA 963 .?mo^‘ -a ******** Edison Co. Of New Yorb, Inc 
lIOpp 16962 139 24X Fleha, 90-000, 82/12/27, 0200190875 

^^AR^R^u "a*'*'"*': Qu- 1 i f 1 cat ion of HasUngheui. 

Bt.tl ^ Attachments U.ad in Nietinghousa SoUd 

state Protection Sys " Sve Hat and. 

^103)^ ^as/? 2 /M*“'* Aeeuranca IPra 

lD9ee I6S6H-n.I Edison Co. of Naui Vort, fne 

pp 16 68 014, 24X Fiche' 90-000, 02/12/20, 8200190873 
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Q3I2O&03S4 IE Info Notice 83-56j "Robortshew Thsrmotbatic Plou Control 
Valv*» ■' Sve list end 

JQRDAtli E L Division of Engineering & Qualltg Assurance (Pre 
B301031 68/18/30 Consolidated Edison Co of Nsu Yorb> Inc 

1&756 137 84X Flche 50-000.68/12/30.6312060384 


S301180177 Updates 601101 response to IE Oulletin 79-010 re electrical 
equipment qualification Completion of Mild Environ 
aualiflcatlon Programs deferred until publication of final 
rule (6ECY-82-207) Summarg of outstanding items end 

«UCWA. L r Georgia Poicer Co 83/01/03 Office of Nuclear Reactor 
AeguUtion. Director lOSpp 16766 213 24X Fiehe SO-321. 03/01/03, 

B301120I77 


6301250162 Ack receipt of 621228 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-321/62-39 b 
50-366/82-33. 

LEWIS. R C Division of Project & Resident Progrems 63/01/09 

KELLY. R J Georgia Pouer Co tp 16096 207 24X 

FlcKe 30-321.83/01/05.6301250168 


— Q301290169 Responds to NRC 821184 Itr re vloletlons noted in IE Insp 
Rapts 30-381/62-39 & 90-366/88-33. Correc t ive actions neu 
procedures luritten for one-time testing of portions of 
stanilbtf gas treatment sgs logic 

GIKWA.LT. Georgia Pouer Co 82/12/88 O'REILLY, J.P Regions, 
Offlco at Director 3pp 16896 208 84X Flche 90-381,63/01/05, 

6301290162 


— 6301290174 Foruards IE Insp Repts 90-381/88-39 L 90-366/08-33 on 
620928-1086 (< notice of violation 

LEWIS, R C. Division of Project & Resident Programs 68/11/24 
KELLY.R.J. Georgia Pouer Co Spp 16696 811 84X 

FUhe: 90-321, 63/01/09, 8301290168 


— 6301250179 Notice of violation from Insp on 680980-1026 

a Olvielan of Project 6 Resident Programs 82/11/24 Ip 
16096 213 24X Flche 90-321,83/01/09,8301250162. 


— 8301250105 IE Insp Repts 90-321/88-35 l< 50-366/08-33 on 080928-1020 
Honcompl iance noted failure to perform complete logic train 
functional teetlng 

11OLHE0-RAY, P , ROGERS, R F , DROUNLEE, Y L Division of Project «i 
Resident Programs 82/11/88 4pp 16896 814 84X 

Flche* SO-381, 83/01/09, 6301890162 


0301170231 Comments on upgrading Inservice Insp/Inservlce Testing 
Program Upgrade requires extensive reunite due to 
significant changes In 1980 edition of ASME Bection XI Code 
from that currently used Submittal delayed until 830801 
eUCWA. L T. Georgia Pouer Co 83/01/07 8T0LZ, J Operating 
Reactors Branch 4 Ip 16810 873 84X Fiche 90-381,83/01/07. 

8301170231. 


630I8701SJ Requests extension to NRC schedule for util response to IE 
Bulletin 61-03 Extension required to avoid addl plant 
outage uhich would be neceetary to inspect HX in order to 
respond to NRC 8S1S10 Itr 

GUCHA.L T Georgia Pouer Co 83/01/18 6T0LZ, J Operating 
Reactors Branch 4 Ip 16934.869. 24X Flche 90-381,63/01/18. 

0301270151. 


R Periodic operating reports & related correspondence 


0301190042 Forwards monthly operating repts for Dec 1998 

NIXiH C. Georgia Pouer Co 83/01/07 D irec tor 's Of f Ice, Office 
of Inspection and Enforcement Ip. 16646 393 24X 

Flche; SO-321, 03/01/07, 8301 190042 


—0301190040 Monthly operating repts for Dec 1982 

BEWELL. 8 Georgia Pouer Co. 83/01/10 lOpp 16846.394 24X 

Flche: SO-331, 83/01/07, 8301190048 


S Reportahle occurrences, LERs h related correspondence 


B30103D100 Foruards LER 82-11S/03L-0 

NIXiRC. Oeorgla Pouer Co 68/18/21 O'REILLY, J P Region 2, 
Office of Director Ip. 16613 219. 24X Flche 90-366,82/12/21, 
6301030100 


"8301030105 LER 88-1 15/03L-0. on 021188. core spray BHR permissive 
pressure switch B found Inoperable during ealibr procedure 
Caused by high setpoint micro switch failure to actuate 
Micro switch replaced, ealibr h returned to eve on 081817 
TIPPB.B B Georgia Power Co 82/12/21 Region 2, Office of 
Director 8pp. 16613.220 34X Flche 90-366,88/12/21.8301030100 


8301040122 Forwards updated LER 60-096/03X-8. 

NJXiH.C. Oeorgla Power Co 62/12/83. O'REILLY, J. P. Regions, 
Office ef Director Ip. 16638 349 84X Fiche, 90-366, 82/1 8/23, 

0301040122 


—8301040189 Updated LER ao-096/03X-2 on B00619 & 27, u/reactor mode 
switch In run, reactor bldg to torus vacuum breaker isolation 
valve failed to open Caused by failure of D-P suitch to 
actuate Buitch replaced 

TIPPS.S D Georgia Pouer Co 82/18/83 Region 2, Office of 
Director Ip 16638 390 84X Fiche 90-366,08/12/23.8301040122 


0301170488 Forwards LER e2-l30/03L-0 

NIX.H C Georgia Pouer Co 82/18/83 O'REILLY, J P Region 2, 
Office of Director ip 16813 130 24X Fiche 90-366,88/18/83. 
6301170488 


— 8301170434 LER 62-130/03L-0 on 831803, w/unlt shutdown for refueling, 
discovered secondary containment integrity above refueling 
floor not maintained Caused by defective procedures 
Proceduree revised 

TIPPS.S B Oeorgla Power Co 62/12/23 Region 8, Office of 
Director Spp 16813.131 24X Fiche 90-366, 62/12/23,8301 170426 


6301060346 Forwards LER B8-112/02X-3 

NIX.H C Georgia Power Co B3/18/8B O'REILLV.J P Region 8. 
Office of Director. tp 16670 860 24X Flche 90-366.88/18/88, 
8301060346 


—6301060393 LER 02-118/O8X-3 on 621009, while operating at 79X power, 
discovered plant procedures did not adequately test 
automatic initiation logic of several plant sys Cause not 
stated Neu procedures written t< performed to test logic 
SUMNER, H L Georgia Power Co 88/13/28 Region 2, Offlco of 
Director 3pp 16678 261 S4X Flche 50-366,88/18/88,8301060346 


8301170260 Forwards LER 08-129/O3L-O 

NIX. H C Oeorgla Power Co 62/12/30 O'REILLY. UP Region 2, 
Office of Director Ip 16810 070 84X Fiche 90-366,03/18/30, 
8301170860 


—8301170362 LER e2-189/03L-0 on 621130, during performance of diesel 
generator manual start procedure, d i esel generator B started 
h immediately tripped Caused by personnel failure to remove 
jumpers after malnt Jumpers removed 

TIPPS.S B Georgia Power Co 62/12/30 Region 2, Office of 
Director Ip 16810 071 24X Flche 90-366.02/13/30,0301170260 


8301170360 Forwards LER B2-(38/03L-0 

NIX.H C Georgia Power Co 88/12/30 O'REILLY, J P Region 2, 
Offlco of Director ip 16813 096 84X Fiche 90-366,02/13/30. 
8301170360 


—8301170366 LER G2-132/03L-0 on 021203, while performing daily inside 
rounds proc sdure, RHR sve water valve B found inoperable 
Caused by pinhole leak in valve body via Internal erosion 
Va Ive rspa i red 

TIPPS.S B Oeorgla Power Co 62/12/30 Region 2. Office of 
Director ip 16613 097 24X FI c he 50-366, 82/18/30. 8301 1 70360 


03O117O46S RO 50-366/1982-007 en B21S30, while performing peek thock 
annunciator ti recorder functional test proc edure, trlax ial 
response spectrum recordor found inoperable Ceused by 
damaged switches Component repaired by manufacturer 
NIX, H C Georgia Power Co B8/12/30 O'REILLY. J P Region 2, 
Office of Director Spp 16B15 016 24X Fiche 90-366.82/12/30, 

0301170469 


0301170309 Forward* LER 0S-137/O3L-O. 

NIX.H C Georgia Power Co 83/01/04 O'REILLY, J P Region 8. 
Office of Director Ip 16814 348. 24X Flche 50-366.83/01/04, 
0301170309 


—8301170385 LER 82-i37/03L-0- on 821806, u/unl t In hot shutdown follaulng 
raaetor tr 1 p. spec if ic Iodine activity of reactor coolant 
exceeded Tech Specs Caused by leaking fuel rod Sampling ti 
analyses performed every 4 h Software corrected 
TIPPS.S B Georgia Power Co 03/01/04 Region 2. Office of 
Director. 18pp. 16614 349 24X Flche. 90-366, 63/01/04. 6301170309 


6301170560 Forwards updated LER 79-0S5/03L-1 

NIX.H. C Georgia Pouer Co 03/01/04 O'REILLY. J P. Region 8. 
Office of Director. Ip 16814 339 24X Fiche 80-366,03/01/04. 
6301170960 


—03OH 70964 Updated LER 79-O05/O3L-1 on 790710. instrumentation for 
reactor water cleanup leak detection sys Indicated higher 
flow on return line to reactor vessel than Inlet flow to 
sys Caused by incorrect seating factor to flow summer 
TIPPB. a. B Georgia Power Co 83/01/04 Region 8. Office of 
Director Ip, 16814 340 S4X Flche 50-366, 83/01/04. 0301170560 


9301170399 Foruards LER 02-14O/O3L-O 

NIX, HC Oeorgla Pouer Co 83/01/06 O'REILLY.JP Regions, 
Office of Director Ip 16813 161 24X Fiche 90-366.83/01/06. 
8301170399 
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— aaOllTQjjeO LER S2-MO/03L-0 on B2120a, loop A not flllsd w/uater t, RHf? 
dltcAarg* pr»iiuT« uao taro Cause undat ermi ned Investigation 
in progress Personnel oilll verify each shift that line 
is filled 

rtPPS. S B Oeorgis Pouer Co B3/Ol/Of> Region 2> Office of 
Director Ip Uai3 16S 24X Flc he. 30-36&. 83/01 /0&. 83011 70399 


8301180379 Forward s LEft B2-133/03L-0 

NlX.H C Oeorgia Pouar Co aO/Oi/Oi 0'HEI1 .LVj J P Region 2, 
Office of Director tp 1682 3 329 24X Flche S0-366i 83/01/06. 
8301180379 


—8301180393 LER B2-133/03L-0* on 821209. chenica 1 waste sample tank A 
liquid waste effluent dlicharge terminated due to suspected 
sample calculation error Cauied &g personnel error Lab 
computer operators counseled 

TIPPS.B B Oeorgia Power Co 83/01/06 Raglan 2. Office of 
Director 2pp 16823 330 24X Fi che- 30-366. 83/01 /06. 830i 1Q0379 


0301200281 Forwarde LER 82-144/03L-0 

NIX.H C Oeorgia Power Co 83/01/11 O'RElLcy. J P Region 2. 
Office of Director. Ip 16869 111 24X Ficbs 50-366.83/01/11. 
8301200281 


"8301200289 LER S2-144/03L-0 on 821217. cal it r of Te 1 edyne-Orot ech 
PRA-iC3 peak-recording accelerometers procedure discovered 
not performed at required IB-month frequency Caused by 
personnel oversight Personnel counseled 

riPPSj 6 B Oeorgia Power Co 03/01/11 Region 2. Office of 

Director tp 16865:112 24X FI c he 50-366, 83/01 /i t. 8301200281 


8301200313 Forwards LER 82-1 43/03 L-0 

NtX.H C Oeorgia Power Co 83/01/11 O'REILLV. J P Region 2. 
Office of Olrector. Ip 16865 118. 24X Flche ’ 50-366, 83/01/11, 

8301200313 


— 8301200319 LER 82-143/03L-0 on 821215. personnel found “Fire Protection 
Ifoiation Valvee - Poeitlen t. Lubrication Checke" procedure 
perferAfd 2 degt lete Caueed by personnel error Personnel 
admonished as to lAportanee of surveillance 

TIPPS. B B Oeorgia Pouer Co. 83/01/11 Region 2. Office of 

Director Ip 16863119 24X Fic he- 50-366. 83/01/11, 8301200313 


8301200333 Forwards LER 82-131/03L~0 

NtX.H C Oeorgia Pouar Co 83/01/11 O'RElLLy, J P Region 2, 
Office of Olrector Ip 16865 206 24X Fiche 30-366.83/01/11. 
8301200333 


— 8301200339 LER B2— 134/03L-0 an 021215. after returning to full power, 
inoperable traveling in-core probe prevented updating LPRH 
callbr data for precete camputer Caused by failed electrical 
connecter Canneeter repaired 

TIPP8. 8 B Oeorgia Power Co 83/01/11. Region 2. Office of 
Director 2pp, 16965.207 24X FI ehe 50-366. 93/01 /1 1. 8301 200333. 


8301200392 Forwards updated LER B2-126/03X-1. 

NIX.H C. Oeorgia Power Co 83/01/12. O-'RErLLY. J P. Region 2. 
Office of Director, Ip. 16863 027 24X Flche 50-366.83/01/12, 

8301200352 


8301200359 Updated LER a2-126/03X-l on 821 105, pot t-acc 1 dent high 
pressure alarm failed te actuate during quarterly 
performines of drywall pressure Instrument eurveillance 
procedure Caused by pareonnel error . Perse nnel counseled 
TIPP8, 8 B Georgia Power Co 83/01/12 Region 2. Office of 
Director 2pp 16863 028 24X Fiche 50-366,83/01/12,8301200352 


V Operator Eianinetlons 


8212220443 Generic Ltr 82—38 to all power reactor 1 1 roneees, app licants 
for OL, NSB fc reactor vendors & AEi re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 830211 re operator licensing. Sve list end 
EI8ENHUT.D 0, Dlvlilon of Liccnelng 82/12/22 Consolidated 
Edison Co of New Vork, Inc. t2pp. 16681:072 24X 

Fiche- 30-000, 82/12/22, 8212220443 


3301120078 Generic Ltr 83-01 to power reactor licensees & applicants 
for OL re operator licensing exam site visit. Requests 
schedule re exam requeets expected for submittal prior to 
651231 for listed categories 8vc list end 

EISENHUr, D 0 Division of Licensing 83/01/11 Consolidatod 
Edison Co of Nsu york, Inc. llpp 16893' 243 24X 

Flche 50-000,83/01/11,8301120070 


DOCKET 50-367 BAILLV GENERATING aTATlON 


F Security, medical, emergency & fire protection plans 


8212060349 Oonerlc Ltr 62—33 to all licensees of operating reactors, 
applicants for DL L holders of CPs re Suppt 1 to NUREO-0737, 
“Requirements for Emergency Response Capability “ 

NUREO-0737, Suppl 1 <> sve list end 

EISENHUT. D 0. Division of Licensing 82/12/17 Consolidated 
Edison Co of New Vork, Inc 77pp 16681 208 S4X 
Flche 50-000,82/12/17,8212060349 


Q Inspection reports, IE Bulletins & correspondence 


8301100050 Responds to FOIA request for 12 categories of documents ri 
facilities Repts re MARCH code may be purchased from MTI8 
Forwards documents listed In App A Search for Items 3, 6, 7, 9. 

11 b 12 Identified in request continuing 

FELTON. J. H Division of Rules and Records 83/12/07 HIATT, 8 L 
Ohio Cltiiens for Responsible Energy Spp 16754 003 24X 

Flchs 50-000, 82/12/07.8301100050 


— 9301 100212 Advises that end IE Bulletin 78-03, "Potential Explosive 
Gas Mixture Accumulations Associatod U/BHR Offgas ays 
Operations," has been sent to listed licensee fur action/ 
info 

PAPPAS, H. Region 3. Chicago, Office of the Director 78/02/10 
Division of Reactor Construction Inspection 3pp 16754 187 24X 

Flche- 50-000, 82/12/07, 8301100050 


— 8301100229 Forwards IE Bulletin 78-03. "Potential Explosive Oaf Mlituil 
Accumulations Associated W/BHR Offgas Sys Operations *’ 

No written response required U/o end 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 70/02/10 
LVLE. H P Northern Indiana Public Service Co Ip 16754 194 
24X Flche 50-000,82/12/07.8301100050 


DOCKET 50-369 ARKANSAS NUCLEAR ONE, UNIT 2 


F Security, medical, emergency k fire protection plans 


8212060349 Generic Ltr 62-33 to all licensees of operating reaetoff, 
applicants for OL ic holders of CPs re Suppl 1 to NUREO-0737, 
''Requirements for Emergency Response Capebility " 

NUREO-0737, Buppl 1 h sve list end 

EIBENHUT.DO Olvi slon of Licensing 82/12/17 Consolidated 
Edison Co. of New York. Inc 77pp 16681 208 24X 

Fiche 50-000. 02/12/17.8212060349 


8212220445 Oineric Ltr 62-39 to all reactor licensees, CP holders h 
applicants for CPs re problems w/submlttals of 10CFR73 Si 
safeguards Info for licensing rovlow. Procedures re 
transmittal of Info outlined 6vc list end 

EISEhblUT, D. 0 Division of Licensing 62/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690.021 34X 

Flche. 50-000, 82/12/22, 6212220445 


9301310167 Responds to 821208 draft safety evaluation of util 980701 
Bubmittal re App R compliance Meeting requested In order to 
allow opportunity to appeal NRC position requiring source 
range monitor as pert of alternate shutdown means 
NARBHALL.JR Arkansas Power & Light Co 82/12/28 STOLX.J.F 
Operating Reactors Branch 4 CLARK. R A Oparatlng Reactors Branch 
3. Spp 16963 271 24X Flche 50-313.02/12/28.8301310167 


8301120412 Notification of 830628 meeting u/utll (c (Jtil Fire Protectlen 
Group In Bethesda.MD to discuss NRC positions rt fire 
protection App R exemption requests. Tentatt ve agenda end 
VT88INO1 0 6. Operating Reactors Branch 4. 63/01/06 STDLZ, J F. 

Operating Reactors Branch 4 Spp 16786.340. 24X 

Fleha 50-313,83/01/06,0301120412 


8301190169 Rileases public varsion of NRC rasponse to 821004 ltr re 
Amend 6 to Emergency Plan. 

FELTON. «/ M Division of Rutas and Records 83/01/13 Document 
Managemsnt Branch Ip 16862 30? 24X Flche 50-313. 83/01/13, 

830119016? 


— 8301190174 Submits public version of response to 821004 Jtr re Amend 6 
to Emergency P Ian. Identl f icat ion of function groups to 
perform as not If Icatton/cammunicati on personnel requested 
BEIDLE, M. C Division of Resident, Reactor Project ti Engineering 
Programi, 82/12/23 CAVANAUGH, N Arkansas Power b Light Co. 

2pp 16862 310. 24X Flche 50-313, 83/01/13,8301190169 


8301280487 Notification of canceled 830128 meeting w/util In Bethesde, 
NO to discuss App R exemption requests 

VI68IN0,G 8 Operating Reactors Branch 4. 83/01/25 9T0LZ, J F 

Operating Reactors Branch 4 2pp 16971:362 24X 

Fiche: 50-313, 83/01/25, 8301280487. 
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P. 'Ojiirating licens* documents Si correspondence 


B21if370493 Foruards PR notice of consideration of issuance of amend to 
Licanses DPR-Sl ti NPF-6 re BS1103 amend application 
permitting eipanslon of spent fuel pool storage capaeitg 
STiXZfNt F. Operating Reactors Branch 4 eS/l2/10 CAVANAUGH. M 

Arkansas Pouier ti Light Co 3pp 16349 333 S4X 
Pleha 50 ' 3 ia. B2/1S/10, B212S70493 


— -831S570497 Notice of consideration of issuance of amends to Licenses 
DPfl-51 li NPF-6 

BTOLZrJ F Operating Reactors Branch 4 S2/13/10 4pp 

16349 336 24X Flche 30-313.92/13/10.0512270493 


8>3OIO704S3 Foruards request for addl info re NUREO-0737. I tern II E 1 2. 
'Auilliarg Feeduater 9gs Automatic Initiation.*' to complete 
raviev Response requested bg 830131 

Ct.ARKrR A Operating Reactors Branch 3 82/12/21 CAVANAUGH. M 

Arlansas Power Si Light Co 7pp 16705 354 24X 

Flche 30-368.82/12/2110301070403 


B3O1030113 Forwards final response to NUREO-O612> "Control of Heavg 
Lopds at Nuclear Power Plants." addressing overhead handling 
sgs In vicinitg of fuel storage pools S< containment & safe 
lead paths 

HARSHALL. j A Arkansas Power t. Light Co 02/12/22 EISENHUT. D G 
Division of Licensing 31pp 16614 064 24X Piche 30-313.02/12/22. 

83010301 13 


EI21SO603S6 Generic Ltr 02-30 to a 1 1 1 icensees . appl ican ts for DL & 
holders of CPs re filings concerning lOCPRSO production h 
utiliiatJon facilities Current listing of branch assignments 
for nucloar reactor projects S. svc list and 

CiStKHUT.DO Division of Licensing 82/12/20 Consolidated 
£flson Cd of New Vork. Inc lipp 16868 001 24X 

F { ( he. 50-000. 82/15/28. 8212060336 


8>301030333 Responds to 020920 Oensric Ltr 02- 16. di icussing NUREO-0737 
I tool requiring Ttch Specs scheduled for implementation bg 
021231 

HADSHALt.. J R Arkansas Power i> Light Co 02/12/28 EI0ENHUT. D 0 
Division of Licensing 3pp 16618 001 24X Piche 30-313.82/12/28, 

03411030233 


83{>144032S Discusses actions to prevent Inadvertent safetg sgs 
•Ctwation due to potential plant protection sgs design 
probleti uMch took place at Ban Onofre Unit 3 on 621217 in 
rttponse to fi Connors 821227 request 

NARBHALLi U n Arkansas Power & Light Co 82/12/20 CLARK. R A. 
Operating Reactors Branch 3 4pp 16639 326. 24X 

Flche: 50-368. 82/12/20. 8301040325 


0301110293 Application to amend License NPF-6. removing automatic 
r ec Irctf lation actuation signal to HPSl mini -rec irculati on 
va Ives. 8afetg evaluation end 

ORIFTIN.O M Arkansas Power t, Light Co 83/01/05 CLARK. R A 
Operating Reactors Branch 3 Bpp 16746 326 24X 

Flche: 50-368. 83/01/05. 8301 1 10293 


— 0301110297 Proposed Tech Bpec. mod ifg tng ECC8 re HPBI 

« Arkansas Power & Light Co 83/01/03 ip 16746 334 24X 

Flche’ 50-360. 83/01/03, 8301110293 


B30'11103SS Application to amend License NPF-6. del eting requirement for 
Bpnthiv channel functional tests of plant protection sgs for 
J'an 1983. Access to plant protection sgs cabinets should be 
lliilted prior to circuit mods 

CRIFFIN. JM Arkansas Power ti Light Co 83/01/03 CLARK, R. A 
aperating Reactors Branch 3 3pp. 16747.091 24X 

Flche 50-368. 83/01/03,3301110325 


’0301110336 Proposed Tech Spec changes deleting requirement for monthlg 
chan'nel functional tests of plant protection sgs for Jan 
1783 

• Arkansas Power 6 Light Co 03/01/03 3pp 16747' 094. 24X 

Flche 50-360,03/01/03,8301110325 


6301140493 Forwards request fop addl info re proposed spent fuel 
s’korage aspansion structural, nucl ear phgsics h raduaste 
acrsat Rtsponse due in 20 dags 

GLAftKiA. A. Operating Reactors Branch 3 STOLZiJ. F Operating 
Rtactori Branch 4 63/01/03 CAVANAUGH. U Arkansas Power ti Light 

C» 4pp 16017 270 24X Flche 50-313,03/01/03.0301140495 


0301140067 Submits formal documentation of 030106 telcon re inadvertent 
eafetg sys actuation dua to potential PPS design problem 
MAASHAU.. J.R. Arkansas Power it Light Co 83/01/06 CLARK. R A 
Oiperattng Reactors Branch 3 2pp 16806’ 129 24X 

Flche. 30-368. 83/01/06,8301140067. 


0301140463 Foruards Amend 38 to License NPF-6. safetg evaluation 8i 
notice of issuance h availabilitg Amend changes Tech Spec 
allowing for earlg removal of first capsule at 1 69 EFPY 
LYNCH. 0 0 T Operating Reactors Branch 3 03/01/06 CAVANAUOH.M 

Arkansas Power k Light Co 3pp 16809 334 24X 

Flche 50-368,83/01/06.8301140463 


— 8301140467 Amend 38 to License NPF-6, changing Tech Bpec to allow for 
earlg removal of first capsule of Reactor Vessel 
Surveillance Program at 1 69 EFPY rather than original 
schedule at 3 EFPY 

Clark. R a operating Reactors Branch 3 03/01/06 Spp 

16009 337 24X Flche 50-360,83/01/06,0301140463 


— Q30I140472 Safetg evaluation supporting Amend 30 to UlcenSB NPF-6 

» Office of Nuclear Reactor Regulation, Director 03/01/06 3pp 
16009 342 24X Flche 50-360.83/01/06.8301140463 


—8301140480 Notice of Issuance & availabilitg of Amend 38 to License 
NPF-6 

CLARKiR A Operating Reactors Branch 3 83/01/06 Bpp 

16609 345 24X Flche 30-368,83/01/06,8301140463 


0301130096 Presents util interpretation of 030107 0ER re recirculation 
line mods 6SR restriction Interpreted to applg to all modes 
of operation requiring operable plant (< reactor protection 
sgs 

MARSHALL. J R Arkansas Powsr t. Light Co S3/Oi/O0 CLARK.fi A 
Operating Reactors Branch 3 2pp 16793 353 24X 

Ficha 30-360. 63/01/00.0301130096 


0301170031 Forwards request for addl Info re proposed spent fuel pool 
etpansions in chemical engineering area Info expected bg 
830213 to meet review schedule 

CLARK. R A Operating Reactors Branch 3 STOLZ.J F Operating 
Reactors Branch 4 83/01/10 CAVANAUOH.N Arkansas Power k Light 

Co 3pp 16819.148 24X Flche 30-313,83/01/10.8301170031 


0301140344 Advises that transfer of facllitg licensing activities to 
Region 4 effected on 821201 Transfer of six addl Region 4 
licensees will be Implemented In PY8S N/o end FR notice 
amending lOCFRSO 4 to implefflent change 

COLLINB, J T Region 4, Office of Director 83/01/11 CAVANAUOH.M 
Arkansas Power k Light Co 2pp 16807 326 241( 

Flche’ 30-313. 83/01/11,8301140344 


0301500239 Foruards response to NRC 821104 request for info re 
conformance u/or deviation from NRC position on NUREG-0737. 

Item II K 3 89 concerning power to pump seals 

MARSHALL. J R. Arkansas Powsr ti Light Co 83/01/13 CLARK, R A 
Operating Reactors Branch 3 4pp 16063 073 24X 

Flche 30-368,83/01/13,8301200239 


0301200310 Advises that util 821210 request that proprletarg info 
Including slides from Unit 2 fuel shoulder gap mod 021006 
presentation bo NRC has been reviewed Info contains trade 
secrets Request approved 

CLARK. R A Operating Reactors Branch 3 03/01/13 CAVANAUOH.M 

Arkansas Power 8i Light Co 3pp 16602 004 24X 

Flche’ 50-360, 83/01/13. 0301200310 


8301200292 Provides info re completed L upcoming reviews of plant 
protection sgs Prompt implementation of administrative 
c on tr olf I p Ian t protection sgs verification L expedited mods 
to connector wiring, assure commitment to safetg 
MARSHALL, J R Arlansas Power 8i Light Co 83/01/14 CLARK, R A 
Operating Reactors Branch 3, 4pp 16065 130 24X 

Flche 30-360.83/01/14.8301200292 


0301240060 Application for amend to Licenses DPR-31 <i NPF-6, changing 
Tech Specs to Include wording of NUREO-0212 re surveillance 
requ i rement for operable status 

CAVANAUGH. H Arkansas Power 6 Light Co 83/01/14 STOLZ.J F 

Operating Reactors Branch 4 CLARK. R A Operating Reactors Drancli 

3 3pp 16090- 012. 24X Flche 30-313,83/01/14,8301240060 


—0301240065 Proposed Tech Specs re surveillance requirements for 
operable status, 

a Arkansas Power t. Light Co. 03/01/14 Spp 16090 015, 84X 

Flche 50-313,03/01/14,0301240060 


6301280333 Foruards 11 ovarslie PLIDt Drawing transmittal list end 
Aperture cerds are available in POR 

SHIVELY. C Arkansas Power << Light Co 03/01/19 NRC - No 
Oetailid Affiliation Given 2pp. 16954 063. 24X 

Fiche: 30-368, 83/01/19, 0301200333 
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0 ln«p«ctien rtpart«i IE Bullitint & carrtipandtne* 


8301100084 Forward* IE tciip Riptt 50-31 3/S2-30 ti S0-3d>e/8S-29 on 
081001-31 Ho nonEonpUanc* nattd 

SElOLEtW C Divliion Of Reililtntr Raaeter Proj*(t it Englnaarlnj 
Profram*. 88/13/07. CAVANAUGH. U Arkania* Pouar (< Light Ca 8pp 
U703 OOA 84X Piehi 50-313.83/13/07.8301100084 


—8301100086 IE Insp Ripti 50-313/83-30 L 50-368/82-39 on 831001-31 No 
naneoapllanc* netad Major araai Inipactad oparational tafatv 
vtrlf tcatlan. aurv* 1 1 lanc»> maint & followup on previeu«ly 
idantlftad lt*n*.LER* (< IE bullatinc 

CALLAN.L J , CUMMINS. J E . JOHNSON. W D Oivlxion at Rtaidint. 
Raaoior Prajaet & Englntarlng Program* 92/11/23 10pp. 

16703-006, 24X Fi eh#: 50-313, 02/12/07. S30 1 1000B4 


8301170440 Faruardt 881111 Itr to provide record ef comp liana# 
u/lE Builftln 82-01. R(v l.Suppt 1. ‘'Altaratlen of 
Radiograph* of Udds In Piping Subaiiimbliai “ 

HARBHALL. JR. Arkania* Power 1. Light Co 82/12/07 COLLINS. J T 
Raglon 4. Offlc* af Director Ip 16813 1 16 24X 

Fleh* 50-369.83/12/07,8301170440 


8308190869 IE Info Netlce 82-51. “Over# ipaaur *l In PUR Caviti#*.'-' Sve 
lift tncl 

DEYDUNO.R C Director'* Offlc*. Office of Intpectlon and 

Enforcement 82/12/21 Concalldatad EdlionCo. of Ntu York. Inc. 

Illpp 1668? 839 24X Flche 50-000,82/12/21,8808190269 


B218060351 IE Info Notice 88-52. "Equipnent Environ Ouali flcati on 
Teftlng Expirltnct - Updating of T»*t Sommarie* Prevlouily 
Fubllthed in IE Info Notice 81-89 " Sve list end 
JOROAN.E L Diviilon of Engineering L Oualltg Assurance (Pre 
630103) 88/18/21 Contalldated Edlion Ca of Neu York. Inc 

llSpp 16681,088. 24X Flche 50-000,82/12/21,0212060351 


8212060350 IE Info Notice 62-53. “Main Transfamer Fallurti at North 
Anna Nuclear Power Station “ Sve list and 

JORDAN.E L Diviilon of Engineering 6 Oualltg Aesuranee (Pre 
830103 ) 88/18/82 Coniolidated Edi«cn Co. of New York. Inc 

114pp. 16758 017 24X Flche 50-000,82/12/82.0212060350 


—8301040686 Responds to NRC B2101B Itr r< violations notsd In IE Inij 
Repti 50-313/82-28 t. 50-363/82-26 Corrective action* methods 
for semiannual revleu* being developed, requaliflcatlon 
statu* leg* updated L Procedure 2502 1 revised 
MARSHALL, J fi Arkansas Pauer «< Light Co 02/11/18 BE IDLE. H C 
Division of Resident, Reactor Project *, Engineering Programs 4|| 
16645 256 24X Plche 50-313.82/12/29,0301040618 


0212060354 IE Info Notice 02-56, "Robertshau Thermostatic Flow CcnlM] 
Valve* " Sve list and 

JORDAN.E L Division of Engineering << Oualitg Assurance (Pre 
030103) 08/12/30 Consolidated Edison Co of Neu York. Cnt 

illpp 16739 137 24X Flche 50-000,08/12/30,8212060334 


0301240048 Forward* IE Insp Rept* 50-313/02-37 ti 50-368/02-36 «n 
021213-16 No noncompl lane B noted 

BEIDLE.HC Division of Resident, Reactor Project & Englnairini 
Program* 03/01/06 CAVANAUGH. W Arkansas Power L Light Co. 2pp 
16090 083 24X Flche 50-313,63/01/06.8301240048. 


-8301240055 IE Insp Rept* 50-313/82-37 & SO-36B/02-36 on 021813*16 He 
nencompllance noted Major areas Inepected 'QA Program, 
procedure*, prevlouslg Identified devlet 1 on*, open items It 
unresolved items 

REOAND.R T , NESTERHAN, T F . JOHNSON. N 0 Oivlslon of flssJdsnit. 
Reictor Project It Engineering Programs 63/01/04 Spp 
16870'0B3 S4X Flche 50-313,83/01/06,0301240040 


0301170388 Requests eddl info re 081111 response to IE Duiletln D2-0I. 
Rev l.Suppl 1 Addl description of enhanced radiographs 
required 

BE I OLE. 14 C, Division of Resident. Reactor Project It Enginiirlry 
Progrem* 83/01/07 MARSHALL, J R Arkansae Power It Light Go 
16813' 175. a4X Flche 50-360,03/01/07,6301170382 


8301170383 Aek receipt of 821208 Itr informing NRC of steps taken lo 
correct violations noted in IE Insp Rept* 50-313/02-15 It 
50-369/82-12 

SEIDLEi 14 C Division of Resident. Reactor Project It Enginetrlni 
Programs 83/01/11 CAVANAUOHt (4 Arkansas Power It Light Co ip 
16013 172 24X Flche 50-313t 63/01/1 1 . 8301 1 70303 


B3O1IO0190 Forwards IE Insp Ropti 50-313/82-32 It 50-368/02-31 on 
821101-30 It notlea of violation 

8EIDLE.N C Division of Resident, Reactor Project It Engineering 
Progrem* 82/18/23 CAVANAUGH, M Arkansas Power «< Light Co. Spp. 
16708 219 atX Fiche. 50-313,02/12/23, 0301100190 


■8301100200 IE Insp Rept* 50-313/88-32 It 50-368/62-31 on 081101-30 
Noneoapllanct noted esnbuitlbles stored in Fire Zone 98-P 
w/o addl fire protection, 

CALLAN.L J., CUMMINB.J.E , JOHNSON, W 0 Division of Resident. 
Reactor Project It Engineering Programe 08/12/14 iipp 
16702 822, 24X Flche 50-313,82/12/23,8301100190 


0301140810 Forward* Table 1 to IE Inep Rept* 90-313/62-29 It 
S0-368/88-87t Inedver tentlg omitted from 821202 repta 
OElDLEtH C. Division of Risidant, Reactor Project L Engineering 
Progretst. 02/18/23 CAVANAUOH.W Arkaneat Power L Light Co. Sep 
16807,109 24X Flche. 50-313, 62/ 1 8/23 1 0301140210. 


6301140216 Table 1 to IE Inip Rept# 50-313/02-29 It 50-368/02-27, 
inadvertenb Ig omitted from original rapte. 

Resident, Reactor Project l« Engineering Program* 
82/18/83 4pp 16807 111, 84X Ficha 90-313,82/12/23,8301140210 

6208190279 IE Info Notice 02-54, "Ucstinghous# NBFD Relau Failures in 
Rsactor Protection Sg* " Sve list end. 

JORDAN, B L. Division of Engineering It Oualltu Assurenee (Pre 
830103). 08/12/27. Consd 1 dated Ed 1 son Co!* of nIJ ySrk; Inc 

llOpp 16962,139. 24X Flche 50-000,02/12/27,0200190279 


02O01TO273 Info Notice 82-55. “Seismic (tua 1 1 f Icailon of Wostlnghoui 
AR Atlag W/Lateh Attachment* Used in Neitlnghause Solid 
8t#te Protection Sys, “ Sve list snel 

Engineering it Oualitg Assurance (Pre 
B30103) 82/12/29. Consolidated Edison Co af New York. Inc. 

t09pp. 16869‘0M 84X Flche: 50-000, 82/12/28, 0200190273. 


—6301170366 Respond* bo NRC 620806 Itr re violations notod in IE Inif 
Rept* 80-313/02-15 It 50-368/08-18 Corrective action* 
schedule for completing development of specific fire door 
criteria rtvisad to appro* mid-Feb 1983 

MARSHALL, J R Arkansas Power It Light Co 02/12/02 EElDLE.If C 
Division of Residenti Reactor Project &, Englnaaring Programs 2|f 
16813-173 24X Flche 50-313,83/01/11,6301170303 


6301810888 EN-83-004 on 8301 10, no t ice of violation I, proposed 
impesitten of civil penalties in amount of *5,000 I, order 
modlfglng license Issued, effect Ive immedletelg. 

AXELRAD.J , DEYOUNO, R Director's Office, Office of Inspection anl 
Enforcement 63/01/18 Ip 16072 OSl 24X Flche 50-360.83/01/19. 
8301810888 


R Psrlodlc operating report* 6 related correspondenee 


8301870859 Forward* Month Ig Operating Rept for Nov 1988 

MARSHALL, J R Arkansas Power It Light Co 82/12/19 HALLER. W B 
Division of Data Automation I, Management Information Ip 
16938-887 84X Fleha 50-366,62/12/15,8301270259. 


■6301870267 Mdntlilg Operating Rept for Nov 1902 

BAAMLETT.L 8, Arkansas Power I, Light Co 02/12/15 7pp 
16932.888 S4X Flche' 50-360, 82/12/ 1 5, 630 1270259 


0301270228 Forward* corrected lummarg to Month lu Operating flspt for 
Nov 1982 

MARSHALL, JR. Arkansas Power It Light Co. 62/12/29 HAULER. HM 
Division of Data Automation & Management Information Ip 
16935 030 24X Flche 80-360,62/12/29,8301270220 


■8301270237 Corrected summirg to Monthly Operating Rept for Hov 198? 
» Arkansas Power 6 Light Co 82/12/29 Ip 16939 032 B4X 
Flche 50-368,82/12/29,0301270220 


of B81I1B Itr informing NRC of steps taken 
noted In IE Insp Rept* 50-313/02-20 & 

S 0*3oo/8S’*S6 

6EI0LE,U.C. Division of Residsnt, Reactor Projaet I, Engineering 
CAVANAUGH, W Arkanse. Power It LlShrCo. , 
I6649-2SS 84X Flche 50-313.82/12/29,8301040613 


B, Reportable occurrence*, LER* I, relebed correspondence 




MARWALL, JR, Arkansas Powsr It Light Co 02/12/22. eEIDLE 
Project I* Eng Ineeri ng Programs 
16008- 052, 84X Flche- 50-363. 02/12/22. 8301 1 40415. 


C 

If 




.7 web a asRA r VW|- .1 II y ritJav 96 Q p »rii ¥♦ W II I fcW" l 

• liffitnt «it«mblv calcuUfeor 2 fai Ud# Cau» od und«tarmin*d 
Calculaior rt initial i tad Sc rtturnad to ivCm 
ROOpe.P, Arkansas Power t, Light Co 62/12/2S. Rig leu 4. 
°”|j*jj«Jg“lTeetor. Ip 16008 093. 24X Flche 50-360. 82/ 1 a/J?. 
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eaoil40a?0 LCD 82-052/0 IT-O on 821223. C-E notified util of 821217 
evont at 6a.n Qnofro.Unlt 3 resulting in s iniul toneous 
actuation of ail £SF Cause unknoun Tuo electrical 
connectorti dl tconnec ted. could cause similar event 
LEVlNEof H Arkansas Pouor & Light Co 02/12/31 COLLINS. J 
Regilan 4. Office of Director 2pp 16B07 142 24X 

FUhe SO-3i0. 82/12/31. 0301140390 


0301140149 Forwards LER B2-043/03L-0 

HARSHALLiO R Arkansas Powei t< Light Co 83/01/04 SEIDLE. U C 
Oivlslon of Resident. Reactor Project 1. Engineering Programs 2pp 
14S09.S19 24X Fiche 80-368.03/01/04,8301140149 


■B301140157 LER 82-043/03L-0 on 021205, core operating limit supervisory 
sys ICOLSS) power operating limit alarm received Caused by 
procadural error In that proper penalty factor for test 
configuration not required to be Inserted into C0L6S 
RO0ER8. P Arkansas Power ic Light Co 03/01/04 Region 4. 

Office of Director 3pp 16805 221 24 X Fiche 50-368,83/01/04, 

8301140149 


0301130099 PNQ- 1V-B3-001 on 830107. during control rod insertion for 
•fiutdcun of reactor to repair condenser tube leak, reactor 
trip occurred from 2X power Cause of trip being 
Invastlgatad Outage duration expected to be approx 5 days 
vIOHNSONxU 8 , CALLAN, L d Region 4, Office of Director 03/01/07 
If 16795,352 24X Fiche 50-360,03/01/07,0301130099 


8301210166 Forwards LER e2-047/03L-0 

HAHSHALL. if R Arkansas Power & Light Co 83/01/11 8EIDLE. N C 
Qtvision of Resident. Reactor Project & Engineering Programs ip 
16874 207. 24X Fiche 50-360,83/01/11,0301210166 


— 8301210169 LER a2-047/03L-0 on 02121 1 , d Iseharge control valve from 
sitiargency feedwater pump 2P-713 to G stoam generator 
C2CV-107S). fal led to closo manually Caused by loose leads in 
afiotoT fc low hydraulic pressure due to air in hydraulic oil 
UADEx P B Arkansas Power it Light Co 03/01/11 Region 4, 
Office of Director Ip 16074 200 24X Ficho 50-368.83/01/11. 

0301210166 


0301210275 Forwards LER 02-O46/O3L-O 

MARSHALL, d R Arkansas Power & Light Co 83/01/11 3EIDLE, H C 
Division of Resident. Reactor Project S< Englnoering Programs ip 
16872-006 24X Ficho 50-368,83/01/11,8301210275 


— 0301210277 LER 82~046/03L-0 on 821211, while starting coeldoun in 
Mode 3, main feedwater Isolation valve failed to operato 
Oaueed by insufficient clutch spring force Damaged internal 
components replaced t< tested 

MaSOOENBERO, D Arkansas Power t< Light Co 03/01/11 Region 4, 
Office of Director Ip 16072 007 24X Fiche • 50-360, 83/01/1 1, 

B30121027S 


©3O12501S6 Forwards LER 82-052/017-0 

MARSHALL, d R Arkansas Power & Light Co 83/01/tS SEIDLE.U.C 
Division of Resident, Reactor Project t. Engineering Programs ip 
I6B96 190 24X Ficho 50-368,83/01/13,8301250156 


— 0301250163 LER B2-092/01T-0 on 821230, fol lowing Incident at Ban Onofre 
Unit 3, insp of plant protection sys revealed identical 
connector design Design change developed to provent sys 
actuation 

nOOERS. P Arkansas Power i. Light Co 63/01/13 Region 4. 

Office of Director. 2pp 16096 191 24X Fiche 50-368,03/01/13, 

8301250186 


8301240038 PNO-IV-83-002 on 030116, bomb threat received, stating bomb 
set to explode on 830117 Licensee conducted site search. No 
eigloslve device found 

dADDON. d P . CALLAN, L d Region 4, Office of Director 83/01/17 
ip 16692 043. 24X Fiche 50-313,83/01/17,8301240030 


6301250 65 4 Forwards LER 82-048/03L-0 

MARGMALL, d. R. Arkansas Power «< Light Co 83/01/17 SEIOLE, N. C 
Division of Resident, Reactor Project b Engineering Programs. Ip 
16904 IIS 24X Fiche 90-368,83/01/17,8301250654 


"0301250662 LER 82-048/03L-0 on 821222, con tr ol room indication lost for 
control valve 2CV-1036-1 supplying emergency feedwater to 
steam gensretor G Caused by opened fuse in control circuit 
due to shorted trip coil Trip coil replaced 
AOOERS, P. Arkansas Power b Light Co 83/01/17 Region 4. 

Office of Director tp 16904.116. 24X Fiche. 50-368. 03/0 1/17, 

B3012S0694. 


5301250111 PNO-IV-S3-003 on 830115, spent mixed bed resin being 
dewatered in preparation for dry shipment underwent 
ecethermle reaction. Resin samples taken for analysis to 
deternine impurities present 

dOHNSaN.WD.i CALLAN.L d Region 4, Office of Director 83/01/18 
2pp i6896-0ll. 24X Fiche 50-368,03/01/18,8301250111 


8301250077 PND- lV-a3-003A updates PNO-rV-83-003 dtd 830118 re apparent 
exothermic reaction In spent resin At 400 Firesin will give 
off large quantities of noxious gas At 430 F, resin can self 
ignite 

JOHNSON. W D , CALLAN.L J Region 4, Office of Director 03/01/19 
ip 16B9S 308 24X Fiche 50-368,83/01/19,8301250077 


8301310282 Forwards LER 0a-O49/O3L-O 

MARSHALL, d R Arkansas Power b Light Co 83/01/20 8EIDLE, U C 
Division of Resldont, Reactor Project b Engineering Programs ip 
16969 tl3 S4X Ficho 50-368,83/01/20,8301310282 


—8301310285 LER 02-O49/O3L-O on 821221, level decrease in vol control 
tank b increased reading on auxtllari^ bldg stack monitor 
noted, Indie at 1 VO of teak Caused by uornou t packing Pump 
repacked 

HOEOOENGERO , D Arkansas Power b Light Co 83/01/20 Region 4, 

Office of Director Ip 16969 114 24X Fiche 50-368,83/01/20, 

8301310282 


8301310333 Forwards corrected LER 82-033/a3L-l 

MARSHALL, d R Arkansas Power b Light Co 83/01/20 8EIDLE, N C 
Division of Resident, Reactor Project b Engineering Programs ip 
16963 095 S4X Ficho 50-368,03/01/20.8301310333 


—8301310338 Corrocted LER e8-033/03L-l on 821018, in Mode 6, safety 
injection check valve LSl-t3C stuck in open position when 
stroked by hand Caused by protruding valve disc stud 
interfering w/body b holding disc in open position 
RODOERS.P Arkansas Power b Light Co 82/11/18 Region 4. 
Office of Director 2pp 16963 096 24X Ficho 50-368,83/01/20. 

8301310333 


8301310310 Forwards LER 82-OS0/O3L-O 

MARSHALL, J R Arkansas Power b Light Co 83/01/21 SEIOLE. U C 
Division of Resident, Reactor Project b Engineering Programs ip 
16963 145 24X Fiche 90-368,83/01/21,8301310310 


—8301310325 LER a2-090/03L~0 on 621222, at lOOX power, control room A 
emergency chiller Z9E-iA failed monthly surveillance teat 
due to excessive cycling Caused by lew freon charge due to 
leak on pressure gauge fitting Leak repaired b freon added 
MOEOQENDERO, D Arkansas Power b Light Co 83/01/21 Region 4, 
Office of Director Ip. 16963 146 a4X Ficho 50-360,63/01/21, 
8301310310 


V Operator Examinations 


0212220443 Generic Ltr 82-38 to all power reactor 1 leenseBs, app licants 
for OL, NS8 b reactor vendors b AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 830211 re operator licensing Gve list end 
E18ENHUT, D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 12pp 16681 072 24X 

Fiche 50-000. 82/12/22,8212220443 


0301120070 Generic Ltr 03-01 to power reactor licensees b applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
891231 for listed categories five list end 

EI6ENHUT, 0 0 Division of Licensing 83/01/11 Consolidated 
Edison Co of New York, Inc llpp 16893 243 24X 

Fiche 90-000. 03/01/11,8301120078 


DOCKET 50-369 WILLIAM D MCGUIRE NUCLEAR STATION. UNIT 1 


A Application/construction stage documents b correspondence 


0301200140 FO!A request for ten categories of documents 

8TECKEL.A Union of Concerned Scientists 82/11/10 FELTON. J H 
Division of Rules and Records 2pp 16871 304 24X 

riche 90-000. 82/11/10,8301200140 


8301200153 Responds to FDIA request for ten categories of documents 
Forwards Documents 1-S b 10 Documents also available in PDR 
Document 9 not located 

FELTa,N, J M Division of Rules and Records 82/12/13 STECKEL.A 
Union of Concernsd Scientists ip. 16871 306 24X 

Fiche' 50-369. 82/12/13, 0301200153 


—0301200197 Application to amend CPPR-BO b CPPR-84. extending time for 
const completion to 760201 b 0301, respectively, due to 
Increased delivery time of matls b components 
PARKER, W 0 Duke Power Co 75/12/30 RU8CHE, D C Office of 
Nuclear Reactor Regulation, Director 3pp 16871 316 24X 

Fiche 50-000,82/12/13, 0301200153. 
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— B30120020’4 Application to amend CPPR-a3 8< CPPR-B4j e»tendlng ttme for 
conat eomplftlon ontll 7SO0O1 U 79'0301> r e spec tl voly> due to 
increased delivery time of oiatls t< components 

PARKER, WO Duke Power Co 7h/07/0i RUSCHE. 8 C Office of 
Wucitar Reactor Regulation, Director ap p 16B7KO]9 24i( 

Fiche 50-000,02/12/13, 8301300153 


F Securitv-' medical, emergency & fire protection plana 


0212060349 Generic Utr 82-33 to all licensees of operating reactors, 
applicants for OL t, tiolders of CPs re Suppl 1 to NURE0-O737, 

'‘Rtgul remanti for Emergency Response Capability ” 

NUREO-0737,Buppl 1 & SVC list end. 

EIOENKOT, D 0 Division of Licensing 92/IS/I7 Consolidated 
Edison Co of New Vorl, Inc. 77pp 16631 20 8 5AK 
Ftche 90-000,82/12/17,8212060349 


0212220449 Generic Ltr 02-39 to all reactor HcenseesiCP holders S< 
applicants for CPs re problems (u/subini t ta 1 s of 10CFR73 21 
safeguards Info for licensing review Procedures re 
transmittal of info outlined 8vc list end 

EieENKilT, DO Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 13pp. 16690 021 24X 

Flche. 90-000, 32/12/22, 8S12220445 


6301070472 Releases public version of revised emergency plan 
implementing procedures 

FELTON, J tt Division of Rules and Records. 83/01/03, Document 
lianagsment Branch Ip 16707 092 24X FI che: 90-369. 83/01/03, 

8301070472. 


— 8301070401 Forwards public ver* Ian of revised' emergency plan 
Implementing procedures, including Procedures EP/O/A/SOOO/O^, 
"Notification of Unusual Event," EP/O/A/S000/06 j "Alert" t< 
EP/O/A/9000/07, "Site Area Emergency " 

TUCKER, N B Duke Power Co 82/12/21 DENTON. H. A Office af 

Nuclear Reactor Ragulation, Director. AOENSAM.E 0 Licensing 

Branch 4 2pp 16707 093 24X Fiche 50-369,83/01/03,8301070472 


— 330I0704G8 Public version of revised emergency plan Implementing 
procedures, Includ ing Procedures EP/O/A/ 9000/03, 

"Net! ftcatlon of Unusual Event," EP/O/A/3000/06, "Alert" It 
EP/0/A/5000/07, "Site Area Emergency. 

OLQVER. H. Duke Power Co 82/12/07 tl?pp 16707 055 24X 

FlcJif 50-369, 83/01/03, 3301070472 


8301070967 Releases public version of revised emergency plan 
implementing procedures 

FELTON.UM Division of Rules and Records 83/01/04 Document 
Management Branch Ip 16705:127 24)( Fi che- 50-369. 33/01/04. 

8301070967 


— 8301070974 Forwards public version of revised emergency plan 
iaiplemantlng procedures, inc luding Procedure MP/O/B/1009/04, 
"Procedure for Estimating Food Cbein Doses Under 
Post-Accident Conditions " 

TUCKER, K D Duke Power Co. 02/12/29 DENTON, H R Office of 

Nuclear Reector Regulation, Director AOENSAH.E 0 Licensing 

Branch 4 ip, 16705 128 24X Flehe 90-369,83/01/04,3301070967 


■8301070576 Public version of revised emergency plan implementing 
procedures, inc luding Procedure HP/8/B/1009/^, "Procedure 
for Estimating Food Chain Doias Under Post-Accident 
Conditions " 

a Duke Pousr Co 82/10/19 97pp 16709-129 24X 

Flcbe, 50-369. 83/01 /04, 9301070967 


6301110620 Rasp ends to concirni Identified in draft 8ER for standby 
shutdown sya. Flra lone equivalent to fire area tc refers to 
space ancl within 3 h rated fire barriers Each fire area has 
elthsr normal or standby shutdown sys train 

TUCKER, H B Duke Power Co. 83/01/09 DENTON, H R, Office of 
Nuclear Reactor Regulation, Director ADEN9AM,E 0 Licensing Branch 

4 20pp, 16744’ 261. 24X Fiche, 90-369, 83/01/09, 3301 1 10620. 


8301110692 Releaits public version of rev to emergency plan 

FELTON, J H. Division of Rules and Records 03/01/05 Document 
Nanaytment Branch Ip 16797 320 24X Fiche 90-369,83/01/05, 

6301110692. 


—8301110694 Forwards public version of Rev B to emergency plan 
TUCKER, H B Duka Power Co 82/12/29. DENTON, H R Office of 
Nuclear Reactor RagoUtion, Director ADENBAM, E 0 Licensing 
Branch 4 3pp. 16757,321 24X FI che, 90-369, 83/01 /03, 8301 1 10692 


6301110657 Public versinn of Rav 0 to emergency plan, Overs lie public 
emergency plan brochure end. Aperture card available in 
PWt 

HOINTOSHiM D Duke Power Co 82/11/30. 22pp. 16757:325 24X 

Fiche •90-369,83/01/05, 83011 10652 


8301180533 Releases public version of revised Emergency Plan 
Implementing Procedures 

FELTON, J M Division of Rules and Records 63/01/13. Dacuaent 
Management Branch Ip 16B37 172 24X Fiche 50-369.83/01/13, 

8301160533 


— 0301 180938 Forwards public version of revised Emergency Plan 
Implementing Procedures AP/0/ A/9900/30, "Earthquake" Be 
HP/0/3/1009 /03< "Recovery Plan" B< revised Health Physics 
Manual Sections 18 2 & 18 3 

TUCKER, H B Duke Power Co 62/12/30 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAH. E 0 Licensing 
Branch 4 Ip 16837 173 24X Fiche 50-369,03/01/13,8301180533 


— 8301160942 Public version of revised Emergency Plan Implementing 
Procedures AP/C1/A/3SOO/30, "Earthquake" B, HP /0/D/ 1009/03, 
"Recovery Plan" B< revised Health Physics Manual Sectluns 
18 2 6 18 3 

OLOVER, M B Duke Power Co 82/12/20 34pp 16637 174 2411 

Fiche 90-369,03/01/13.8301180333 


0301240023 Forwards Rav 2 to Safeguards Contingency Plan Rev 
withheld (ref 10CFR73 21 ) 

TUCKER, H 0 Duke Power Co 83/01/14 DENTON. H H Office of 
Nuclear Reactor Regulation, Director Ip 16090 103 24X 

Fiche 50-369,83/01/14,8301240029 


— B30124003I Forwards Rav 2 to Safeguards Contingency Plan Rev 
withheld (ref 10CFR2 790) 

PARKER, WO Duke Power Co 81/09/09 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Ip 16090 104 24X 

Fiche 50-369,83/01/14,8301240029 


P Operating license stage documents Bi correspondence 


8301040313 Forwards NRC 621019 ltr transmitting BALP Repti 
50-269/82-34, 30-270/82-17, 50-287/82-34, 50-369 /B2-30, 
30-370/82-24,90-413/82-23 t, 90-414/82-21 << util 621116 ltr 
commenting on SALP repts 

O'REILLY, JP Region 2, Office of Director 82/12/09 TUCKER. HB 

Duke Power Co 3pp 16642 001 24X Fiche 30-oao. 82/12/09, 

83010 403 I 3 


—9301040323 Forwards SALP Repts 90-269/82-34.50-270/02-17.50-287/02-31, 
50-369/82-30,50-370/82-24,30-413/62-23 1< 30-414/82-21 
LGt(IB,fi C Division of Project it Resident Programs 02/10/19 
TUCKER, H B Duke Power Co 2pp 16642 004 24X 

Fiche 50-000, 82/12/09, 8301040313. 


—0301040333 SALP Repts 50-269/82-34.50-270/82-17,50-287/02-34, 

50-3 69/82-30, 30-370/82-24. 30-413/82-23 «< S0-4I4/B2-21 
« Region 2, Office of Director 82/10/19 S3pp 16642 006 24t 

Fiche 30-000,02/12/09,8301040313 


—0301040391 Comments on BALP Repts 50-269/82-34,30-270/82-17, 
30-287/82-34. 30-369/82-30, 30-370/62-24, 30-413/82-23 & 

30-414/82-21 

TUCKER, HD. Duke Power Co 02/11/16 O'REILLY, JP Region?. 
Office of Directar 2pp 16642.039 24X Fiche 50-000,82/18/69. 

8301040313 


8301030324 Forwards request for addl info re standby shutdown fad Illy 
telecoplsd to util an BS1203 for written response by 821210 
BIRKEL, R Licensing Branch 4 82/12/22. Licensing Branch 4 

6pp 16634' 198 24X Fiche 30-369, 82/12/22, 0301030324 


8212060356 Generic Ltr 82-30 to all 1 Iceneeei > applicants for OL I, 
holders of CFs re filings concerning 10CFR50 production ti 
utilisation fad 11 ties. Current listing of branch asslynnants 
for nuclear reactor projects li sve list end 

EISENHUr, D. 0 Division of Licensing B2/12/2B Consol Idated 
Edison Co of New York, Inc llpp 16868 001 24X 

Fiche- 50-000, 82/12/28, 8212060356 


0301090422 Notifies that request for relief from preservlco hydrostatli 
tests required In Section XI of A6ME Cod# justifiable. 

Proposed alternetive program of NDE acceptable. 

NOVAK, T M Assistant Director for Licensing 82/12/29 TUCKER. N B 
Duke Power Co 4pp 16668 326 24 X Fiche 50-367,82/12/29. 

0301050422 


— 8301030423 Safety evaluation supporting relief from Baetion XI of ASM 
Coda requirements re preservlce hydrostatic tests. 

* Office of Nuclear Reactor Regulation, Director 82/12/29 4pg, 
1666e‘330 24X Fiche, 50-369, 82/12/29, S3010S042S 


— 6301030430 Notice of granting of relief from certain reqoireeienik * el 
A8ME Code Section XI inservice testing rsqulremsnts 
ADENBAHiE, 0 Licensing Branch 4. 82/12/2? 2pp. £6660.334, 241 

Fiche 50-369,82/12/29,0301050422 
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S3O1110&S1 Foruarda revleu of eddg currant test results t< proposed 
op«rattan at 75X pouer Proposed program acceptable for 
F«b-Apr I9S3> including operation at 7SX pouer tor mat 
of 30 dags Summary of NRC revieui end 

NOVAKpT H Assistant Director for Licensing 83/01/07 TUCKERi H D 
fluke Pauar Co 4pp li>7i7 349 24X Flche 80-369. 03/01 /07( 

0301310621 


B301200119 NotlMcatlon of 830131 meeting u/utils in Dethesda.MD for 
pr •lantatlon by Design Revieu Panel of program to reviiu 
Hadol 02/03 steam generator mod 

H0PK1N3.0 0 Licensing Branch 4 83/01/14 ADENSAM.E 0 Licensing 

Brancb 4 Spp 16883 133 24X Flche 80-000.83/01/14.8301300119 


830t300l&l Farsiardf App A Tech Specs for proof & revieu Tech Specs 
caablne requirements on Units 1 (< 3 as uell as upgrade Unit 
1 to rtirratit stds Comments required by 8303 09 U/o end 
rhiaKASi C 0 Standard! lat 1 on & Special Projects Branch 83/01/14 
JAMcBSONiC • 8RIKKHAN. D . ANDERSON. F NRC - No Detailed Affiliation 
Oiven opp 16867360 34X Flche 80-369.63/01/14.8301200161 


83012609E9 Foruiards request for addl info re proposed hydrogen 
Mitigation lys Response needed by 830311 

AOENSAK.E 0. Licensing Branch 4 03/01/34 TUCKER. H 0 Duke Power 

C« 7pp 16923 248 24X Plch e 80-369. 83/01/34. B301860S29 


9 Inspection reports. IE Bulletins t correspondence 


0301290186 Informs that commitment date for dynamic rod drop test will 
be rerun during nett available outage in early 1963 Instead 
ef Fall 1982 per IE Insp Rept 50-369/02-09 Delay due to 
inadvertent unit trip 

lOCKERiH B Duke Power Co 82/U/ll O'REILLY. J P Region 3. 
Office of Director Ip 16895 386 24X F Iche* 50-369. 83/11/ 1 1. 

0301250188 


B301040445 Forwards IE Insp Rept 50-369/82-41 on 621101-05 No 
noncompliance noted 

OAitCE<K C Division of Project 6 Resident Programs 08/11/23 
TUCKERiK B. Duke Pouer Co 2pp 16647 180 24X 

Fichf 50-369. 03/11/33.8301040445 


— 0301040456 IE Insp Rept 50-369/83-41 on 831 101-05 No noncompliance 
noted Major areas Inspected radioactive mail shipping, 
radiation protection (. raduaste 

ALDflIOHT. R H . BARR. K P Division of Engineering & Technical 
Programs 62/11/33 6pp 16647 162 24X Flche 50-369.82/11/33. 

6301040445 


8301040602 Forwards IE Insp Rept 50-369/83-40 on 631108-12 No 
noitcompllanca noted 

DANCErK C Division of Project I Resident Programs 82/11/29 
TUCKER. H B Duka Power Co 3pp 16646 064 24X 

Flche 50-369. 82/11/39.6301040602 


—6301040606 IE Insp Rept 50-369/63-40 on 831108-12 No nonconp 1 lance 
noted. Major areas Inspected lab QC program. chemical 6 
radiochemleal procedures. airb orne effluent sampling 
methodology It licensee 6 mobile tab analyses comparison 
EVANStC. D . HONTOOMERVi D M Division of Emergency Preparedness it 
Operational Support 82/11/24 9pp 16646 086 24X 

Flche: 50-369. 83/11/39. 6301040603 


B301040S87 Forwards IE Insp Repts 80-369/62-39 fc 30-370/62-36 on 
821116-19 Ns noncemp tlance noted 

DAlKEiK.C. Division of Project ti Resident Programs 02/11/30 
TUCKER. H B Duke Power Co 2pp 16647 335 S4X 
Flc he: 90-369. 83/1 1/30. 0301040507 


— B30104039B IE Insp Repts 50-369/03-39 it 30-370/02-36 on 821116-19 No 
aoncomplianee noted Major areas Inspected ‘ control room logs 
6 diesel generator mods, preoperation testing & battery 
weekly surveillance 

HiWT. N D . KRUO. K E . JAPE. F Division of Engineering 6 Technical 
Pregrami 63/11/36 4pp 16647' 337 S4X Flche' 80-369. 82/1 1/30, 
6301040807 


6301040686 Ack receipt of IE Insp Repts 50-369/63-30 h 50-370/62-33. No 
proprietary Info 

TUCKER. H a Duke Power Co 62/12/03 O'REILLY. J P. Region 3, 
Office of Director Ip. 16649.243 34X Flche 50-369.62/18/03, 
8301040686 


0301040628 Forwards IE Insp Repts SO-369/82-42 t 50-370/82-37 on 
021(16-19 No nencompl lance noted. 

DANCE.M C Division of Project 1< Resident Programs 62/12/06 
TUCKER. H a Duke Power Co Spp 16642 156 24X 

Flche 90-369.83/13/06,8301040628 


—0301040637 IE Insp Repts 80-369/02-43 b 30-370/08-37 on 821116-19 No 
noncomp 1 Ian CO noted Major areas inspected pipe support 
baseplate dstlgni using concrete expansion anchors tc seismic 
analysis for as-bultt safety-related piping sys 
ANO. U P . BLAKE, J J Division of Project b Resident Programs 
03/13/03 Spp 16642 1 50 24X Flche 50-369,02/18/06.0301040628 


8301040780 Forwards 16 Insp Repts 80-369/02-43 b 50-370/03-31 on 
031020-1120 No noncompliance noted 

DANCE, H C Division of Project b Resident Programs 03/12/06 
TUCKER. H B Duke Power Co 2pp 16647 321 34X 

Flche 50-369,02/12/06.8301040780 


—0301040790 IE Insp Repts 50-369/62-43 b 50-370/82-31 on 021030-1120 No 
noncomp 1 lance noted Major areas inspected operational safety 
verification malnt b surveillance 

ORDERS, U , lONATONia. A , HOPKINS, P Division of Project b Rosidont 
Programs 82/12/03 Spp 16647 223 34X Flche 80-369.02/13/06, 

8301040700 


0301040313 Forwards NRC 821019 Itr transmitting 5ALP Repts 
30-269/02-34, SO-270/88-17, 50-387/02-34, 50-369/82-30, 

50-370/02-24, 50-413/82-23 & 50-414/02-21 b util 621116 Itr 
commenting on SALP repts 

O'REILLY, JP Regions. Office of Director 02/12/09 TUCKER.HB 
Duke Pouer Co 3pp 16642 001 24X Flche 30-000,03/13/09. 

0301040313 


—0301040323 Forwards SALP Repts 80-269/92-34,50-370/82-17,50-287/82-34. 
50-369/82-30. 50-370/02-24,50-413/83-23 b 30-414/02-21 
LEUISi R C Division of Project b Resident Programs 82/10/19 
TUCKER. K B Duke Power Co Spp 16642 004 24X 

Fiche 50-000.82/13/09.8301040313 


—0301040333 6ALP Repts 50-269/62-34,50-270/82-17,50-287/82-34. 
80-369/82-30. 50-370/02-24.50-413/83-33 b 80-414/82-31 
« Region 2. Office of Director 02/10/19 S3pp 16643 006 34X 

Flche 50-000.82/12/09.6301040313 


—8301040351 Comments on BALP Repts 50-269/82-34,30-270/82-17. 
80-287/02-34. 30-369/83-30,50-370/02-341 50-413/82-33 b 
50-414/02-21 

TUCKER, H D Duke Power Co 82/11/16 O'REILLY, J P Region 2. 
Office of Director Spp. 16642 089 24X Fiche 80-000.82/12/09, 

0301040313 


8300190269 IE Info Notice 02-81, “Dvere eposures In PWR Cavities " Bve 
list end 

OEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 63/18/31 Consolidated Edison Co of Nsu York. Inc 

lllpp 16689 239 24X Flche 50-000,62/13/21.6208190369 


8313060351 IE Info Notice 03-82. "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published In IE Info Notice 61-39 " Sve list end 
JORDAN. E L Division of Engineering b Quality Assurance <Pre 
030103) 83/12/31 Consolidated Edison Co of New York. Inc 

llSpp 16681 Oee 24X Fiche 80-000. 03/12/31.8218060351 


8301040659 Aek receipt of IE Insp Rept 50-369/02-41 No proprietary 
info 

TUCKER. H B Duke Power Co 02/13/21 D 'REILLY. J P Region 3. 
Office of Director. Ip 16643 0S7. 24X Flche 50-369.03/13/21, 
0301040639. 


8212060350 IE Info Notice 82-63. "Main Transformer Failures at North 
Anna Nuclear Power Station," 8vc list end 

JORDAN. E. L Division of Engineering & Quality Assurance (Pre 
030103). 03/12/23 Consolidated Edison Co of New York. Inc 

li4pp. 16750 017 24iC Fiche 50-000, 63/13/33.6212060350 


B3010S028S Forwards rtspO'nss to EO Adensain 821124 request for info 
needed to review Unit 2 OL application Info consists of 
revised inservlct Insp plan for Unit l.plan mods for Unit 2 
li relief requests for preservlce exam. 

TUCKER. N.B Duke Powor Co 82/12/22 DENTON. H R Office of 
Nuclear Reactor Regulation. Director Spp 16663 101 24X 

Fiche. 50-369. 62/12/23, 830105038 5 


— 6301050390 Uo 1 1 of inservice insp plan for Unit l.Unlt 3 relief 
requests for preservlce exam b one ovtrslte drawing end. 
Aperture card available in POR. 

» Duke Pouer Co. 63/12/22. t47pp. 16663 103 34X 

Flche 50-369.02/12/22.8301050288 


8208190275 IE Info Notice 82-54, "Nesting house NQFD Relay Feilures in 
Reactor Protection Sys " Sve list end 

JORDAN. E. L Division of Engineering b Quality Assurance IPre 
030103) 68/12/27 Consol Ida ted Edison Co. of New York. Inc 

llOpp 16962,139 24X Fiche. 50-000. 62/12/27.6208190275 
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8209190273 IE I n#io Mottee 82-55, ''Setsmit Qualification of U«»tinghou«e 
AR Ralaij M/Latch Attachment* Used in Urttinghouta Solid 
Stat* Protection Sii* “ Sve lilt one I 

JORDAMi E L Division of Engineering & Quality Atsurance <Pr» 

9301031 82/12/23 Consolidated Edison Co of M«u Yort. Inc 

109pp li8A9 014 241C Fiche 90-000.92/12/23,8203190273 


6301250107 Ack receipt of IE Insp Rapt 50-369/82-40 No proprlotory 
Info 

TUCKER, H B Duke Power Co 82/12/29 □■'REIU.Y, J P Region 2, 
Office of Director Ip 16395 247 24X FIche 90-369,82/12/29, 
3301290107 


S212060394 JE Info Notice 82-56, “Robertshaic Thermostatic Flow Control 
Valve* “ Svt list end 

JORDAN, E L Division of Engineering & Quality Assurance (Pre 
830103) 62/12/30 Consolidated Ediion Co of Ncu York, Inc 

lllpp 16758 137 24X Fiche 50-000.82/12/30,8212060354 

6301290135 Ack receipt of IE Insp flepts 50-369/02-39 8, 50-370/02-36 
No proprietary info 

TUCKER, H D- Duke Power Co 82/18/30 O'REItLY, J P. Region 2, 
Office of Director Ip 16895 202 24X F 1 che' SO— 369, 82/12/30, 

8301250139 


6301890246 Forward* IE Insp Repts 50-369/68-46 6 90-370/88-39 on 
62I214-17 >No noncompl lance noted 

DANCE, H C Olvition of Project 6 Bosltfent Program* 82/12/30 
TUCKER, H B Duke Power Co 2pp I6B97 070 24X 

Fiche 50-369,82/12/30,8301850246 


— 8301250252 IE Intp Rapt* 50-369/82-46 It 50-370/BZ-39 on 621214-17 No 
non comp 1 lance noted. Major areas Inspected preop era t ional 
test procedure revieu 1, lel tneis Ing, f O'llowup on previous 
insp findings h LER follovup. 

THONAS. tl • KRUQ, H E , JAPE, F Division of Project (c Resident 
Programs. 82/12/29 4pp. 16877 072 24X Fiche 50-369.62/12/30, 

6301250246 


6301250010 Ack receipt of IE Insp Repts 50-369/68-43 & 50-370/02-31 No 
proprietary info 

TUCKER, H B Duke Power Co B3/0I/0S O'REILLY, JP Region 2, 
Office of Director Ip 16895 290 24X F 1 che: 90-369. 83/01/05, 
8301850010 


830185O57B Ack receipt of IE Intp Repts 90-369/02-36 *< 90-370/02-30. No 
proprietary info Oenerlc Implication of QA problem will he 
Investigated during 830115 Unit 1 outage 

TUCKER, H 0 Duke Power Co 83/01/05. O'REILLY, JP Region 2, 
Office of Director ip 16905 301 24X F i che: 50-369, 83/01/09, 

8301250978. 


R Periodic operating reports 6 related correspondence 


8301180384 Forwards monthly operating rept for Dec 1982 

TUCKER, H B. Duke Power Co 33/01/14 Director's Office, Office 
of Inspection and Enforcement ip 16624’ 264. 24X 

Fiche 50-369.83/01/14.8301180364 


— 8301180366 Honthly operating rept for Dec 1902 

REAVIS, J A Duke Poucr Co 63/01/14 6pp 16824.269. 24X 

Fiche 90-369.03/01/14,8301100384 


9 Reportable occurrences, LERs ti related correspondence 


8301300233 Forwards LER B2-0al/O3L-0 

TUCKER.H D. Duke Power Co 63/01/10 O'REILLY, JP Region 2, 
Office of Director Ip. 16865 073 24X Fiche: 90-369, 03/01/10, 
8301200233. 


—8301200249 LER 82-091 /03L-0. on 821211, lower personnel airlock declared 
inoperable after reactor door found partially closed w/small 
seal ruptured ti large ital inflated Cause not known. Beal not 
dasigned to withstand unrestrained' inflationary forces 
NAROOCt.P B Duke Power Co 83/01/10 Region 2, Office of 
Director. Ip. 16669.079 24X Fiche 50-369, 83/01/10, 9301200233. 


V Operator Esamlnatione 


8301040489 Confirms tolcon between J Uolfmeyer 6 0 Wilson re 
administration of operato-r ti senior operator licensing 
exams during uk of 030124 All applications should he 
submitted 30 days prior to exam date 

DANCE, H C. Division of Projact & Resident programs 82/12/16 
TUCKER.H Duke Power Co. 2pp. 16647:080 24X 

Fiche: 50-369, 82/18/16, 8301040428 


8301040870 Forwards ref matl re^iuirsments fc administration r BRulreainti. 
fur written 6 oral operator 6 senior operator examsi 
scheduled for wk of 030314 License applications due 60 days 
prior to first exam date 

DANCE, H.C Division o# Project 6 Resident Programs 82/12/20 
TUCKER.H Duke Power Co 4pp 16646 190 24X 

Fiche 50-369.02/12/20,0301040570 


6212820443 Generic Ltr 82-38 to all power reactor 1 ic entees, app Ilcanti 
for OL, N3S ft reactor vendors 6 AEs re meeting to discuss 
recent developments for licensing exams Advise* that meeting 
wilt he held on 830211 re operator licensing 8vc list end 
EISENHUT.D 0 Division of Licensing 82/12/22 Consolidate! 

Edison Co of New York, Inc 12pp 16681 072 24X 

Fiche 50-000,82/12/22,6212220443 


8301120078 Generic Ltr 83-01 to power reactor licensees b applicants 
for OL re operator licensing e>am site visit Requests 
schedule re exam requests expected for submittal prior to 
851231 for listed categories Sve list end 

EISENHUT.D O Division of Licensing 83/01/11 Consolidated 

Edison Co of New York, Inc llpp 16693 243 24X 

Fiche 50-000,83/01/11,0301120078 
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A Application/construction stage documents b correspondence 


8301800140 FOIA request for ten categories of documents 

STECKEL.A Union of Concerned Sdeolist* 02/11/10 FELTON, J K 
Division of Rules and Records 2pp 16871 304 24X 

Fiche 50-000,82/11/10,8301200140 


0301040313 Forwards NRC 821019 ltr transmitting 8ALP Repts 
50-269/08-34, 90-270/88-17, 90-287/82-34. 50-369/82-30, 
90-370/08-24,50-413/82-23 b 50-414/82-21 b util 821116 (tr 
commenting on 6ALP repts 

O'RBILLY, J P Region 2, Office of Director 82/12/09 TUCKER.H B 
Duke Power Co. 3pp 16642 001 24X Fiche ■ 30-000, 82/12/09, 

8301040313 


—8301040323 Forwards SAUP Rept* 50-269/82-34, 90-270/B2-1 7, 5O-2a7/02-3». 
50-369/82-30,90-370/82-24,50-413/82-23 b 90-414/82-21 
LEWIS, R C Division of Project b Resident Programs 82/10/19 
TUCKER.H B. Duke Power Co 2pp 16642 004 24X 

Fiche 50-000,82/12/09,8301040313 


—8301040333 SALP Repts 90-269/82-34.50-270/82-17,90-287/82-34. 
50-369/82-30,50-370/82-24,30-413/82-23 b 90-414/02-21 
• Region 2, Office of Director 82/10/19 53pp 16642 006 80 

Fiche 90-000,82/18/09,8301040313 


—8301040351 Comments on BALP Repts 50-269/08-34.50-270/82-17, 
50-287/82-34, 90-369/32-30,50-370/82-24, 50-413/82-23 fc 
50-414/82-21 

TUCKER.H. 0. Duke Power Co 82/11/16 □ 'REILLY. J P Region 8. 

Office of Director 2pp 16642 059 24X Fiche SO-OOO, 82/ 18/09, 

8301040313 


8301200153 Responds to FOIA request for ten categorios of documents 
Forwards Documents 1-8 b 10 Documents also available In PDR 
Document 9 not located 

FELTON. JM Division of Rules and Records 82/12/13 STECKEL.A 
Union of Concerned Scientists Ip 16871 306 24X 

Fiche 50-369,02/12/13,8301200153 


— 8301300197 Application to emend CPPR-ea b CPPR-S4. extending time lar 
const completion to 760201 b 0301, respect Ively, due to 
increased delivery time of matls b components 

PARKER, M 0 Duke Power Co 75/12/30 RUSCHE, B. C Office of 
Nuclear Reactor Regulation, Director 3pp 16871.316. 34X 

Fiche 50-000.82/12/13,8301200153 


— 8301800204 Application to amend CPPR-83 b CPPR-04. extend Ing time for 
const completion until 780801 b 790801, respectively, due to 
Increased delivery tine of matls b components * 

PARKER. W 0 Duka Power Co 76/07/01 RUBCHE. B C Office of 
Nuclear Reactor Regulation, Director 3pp. 16871 319 24X 

Fiche 90-000,82/12/13.0301200153 


8301030324 Forwards request for addl Info re standby shutdown facllUll 
telecopled to util on 821203 for written response by 831210. 

BIRKEL, R Licensing Branch 4 82/12/22 Licensing Branch 4 

6pp. 1665«’19a 24X Fiche 50-369, 82/12/22.8301030324 


8218060356 Oenerlc Ltr 82-30 to all 1 ic ensees, app 1 icants for OL b 
holders of CPe re filings concerning lOCFRSO pro'ductlon b 
utilization facilities Currant listing of branch assignments 
for nuclear reactor projects b sve list end 

EISENKUT, D 0 Division of Licensing 02/18/28 Consolidated 
Edison Co of New York, tnc. ttpp 16866 001, 24X 

Fiche. 50-000, 82/12/28, 8212060336 
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800105042-2 Not 1 fiti th«t for rolicf from prafsrvice hydrostatic 

ta-sts rtquirad In Bfctton XI of ASHE Cod* justlfiablt 
Propoiid altornatlvo program of NOE accoptabls 

KOVAK/T H Aulitant Diroctor for Lletnoing 83/12/29 TUCKER. H D 
Out* Pauor Co 4pp 16660 326 24 X Flcho 90-369.02/12/29. 

B3OI090422 


— 8301050425 Safatg ivoluatlon supporting rolltf from Sactlon XI of ASHE 
Codi raqulromtnts ro prosarvlc* hydrostatic tests 
• Office of Nuclear Reactor Regulation. Director 82/12/29 4pp 
16668 330 24X Flcho 90-369.82/12/29.0301090422 


— 9301050430 Notice of granting of relief from certain requirements of 
ASHE Code Section XI Insorvice testing requirements 
AOEH3AH,EO Licensing Branch 4 02/12/29 2pp 16660 334 a4X 

FIche 50-369.82/12/29,0301090422 


8301110413 Forwards ''Reactor Containment Bldg Integrated Leak Rate 
Test ° Detailed rept will be submitted by 830121 
TUCKER. H B. Duke Power Co 83/01/06. DENTON, H R Office of 
Kvclaar Reactor Regulation. Director ADEN SAN. E 0 Licensing Branch 

4. Ip 16743 220 24X FIche 50-370, 03/01 /06. 0301 1 10413 


— 9301110419 "Reactor Containment Bldg Integrated Leak Rate Test." 
summary rtp t. conducted 820923-20 

e Duke Power Co 83/01/06 2pp 16743 229 24X 

FIche. 90-370, 03/01/06. 83011 10413 


6301180412 Forwards request for relief from ASHE Code Section XI 
hydrostatic testing requirements on main steam sys piping 
fron Steam Generator 2B out to Valve 26H-SAB Teet would 
be impractical t< costly 

TUCKER.H B Duke Power Co 03/01/11 DENTON. H H Office of 
Nuclear Reactor Regulation. Director ADENSAH. E 0 Llcansing Branch 
4. 5pp 16024-199 24X FIche 90-370,83/01/11,0301100412 


8301200119 Notification of 830121 meeting u/utils in Bethesda, HD for 
presentation by Design Review Panel of program to review 
Hodil D2/D3 steam generator mod 

HOPKINS. J S Licensing Branch 4 03/01/14 ADENSAH. E 0 Licensing 

Branch 4 3pp 16S82 132 24X FIche 50-000,03/01/14.0301200119. 


6301200161 Forwards App A Tech Specs for proof 1. review. Tech Specs 
coablne requirements on Units i 6 2 as well as upgrade Unit 
I to current stds. Comments required by 830209 U/o end 
IHOHAS.C D Standardlietion & Special Projacts Branch 03/01/14 

UAMER0DN.C. . BR INKHAN. D , ANDERSON. F NRC - No Detailed Affiliation 
Given 3pp 16S67-360 24X FIche. 50-369. 83/01 /t4. 830120016 1 


9301200232 Forwards summary of results of prassrvlce eiam of steam 
g entrators. par RL Baer 791022 request 

rUCMER.H B Duke Power Co 83/01/10. DENTON. H R Office of 
Nuclear Reactor Regulation. Director ADENSAH, E. 0 Licensing Branch 
4 3pp 16954 361. 24X Fichc 90-370,83/01/18,8301280232 


9301260139 Forwards "Reactor Containment Bldg Integrated Leak Rate 
Test." per lOCFRDO.App J 

TUCKER. 0 B Duke Power Co 83/01/21. DENTON. H R Office of 

Hvclsar Reactor Regulation. Director. ADENSAH, E. 0 Licensing Drench 
4 ip 16909.001 24X FIche 90-370,83/01/21,0301260139 


— 9301260141 "Reactor Containment Bldg Integrated Leak Rate Tact “ 
♦ Duke Power Co 82/09/28 191pp 16909 002 24X 

FIche S >-370,83/01/21, 8301260139 


9301260529 Forwards request for eddl Info re proposed hydrogen 
■Itigatlon sys Response needed hy 830211 

AOCNBAH.E 0 Licensing Branch 4 03/01/24 TUCKER. H B. Duke Power 

Co. 7pp 16922-240 24X Flch e- 50-369. 83/01/24, 8301260529. 


F. Security, medical, emergency l< fire protection plans 


B301250610 Submits Fire Protection QA Program in response to 
B2090B notice of deviation from IE Insp Rept 60-370/82-10 
TUCKER, KB Dukt Power Co 52/11/01. O'REILLY. J. P. Region 2, 
Office of Director 2pp 16904 338 24X FIche- 50-370. 82/1 1 /01 . 

8301290610 


921 2060347 Otnerlc Ltr 92-33 to all licensees of operating reactors. 
applUante for OL l< holders of CPi re Suppl 1 to NUREO-0737, 
"Rsqulrements for Emergency Response Capability " 

MURES-0737. Suppl 1 1. eve list end 

EISENHUr.DO. Division of Licensing 82/12/17 Consolidated 
Edlien Co of New York, Inc 77pp. 16681.208 24X 

FUhe 50-000,62/12/17,0212060349 


8212220445 Generic Ltr 82-39 to all reactor llcensecsiCP holders t< 
applicants for CPs re problems u/submittals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Sve list end 

EI8ENHUT, D 0 Division of Licensing 02/12/22 Consolidated 
Edison Co of Mew York. Inc 13pp 16690 021 24X 

Fiche 50-000.82/12/22.0212220445 


8301250685 Forwards IE Insp Rept 90-370/82-35 on 021214-17 No 
noncompliance noted 

DANCE. H C Division of Project 6 Resident Programs 82/12/30 
TUCKER, N B Duke Power Co 2pp 16890 060 24X 

Fiche 50-370.82/12/30,6301250685 


—8301250686 IE Insp Rept 50-370/02-39 on 821214-17 No noncoisp 1 lance 
noted Major areas Inspected fire protection (> prevention 
MILLER, H H , CONLON. T. E Division of Engineering t Technical 
Programs 02/12/29 6pp 16B7B 070 24X Fiche 50-370,82/12/30. 

0301250685 


0301070472 Releases public version of revised emergency plan 
implementing procedures 

FELTON. J H Division of Rules and Records 83/01/03 Document 
Management Branch Ip 16707 092 24X Fiche 90-369.83/01/03. 

8301070472 


— 6301070481 Forwards public version of revised emergency plan 
implementing procedures. including Procedures EP/O/A/9000/05. 
"Notification of Unusual Event." EP/O/A/3000/06. "Alert" 8. 
EP/0/A/S00O/O7. "Site Area Emergency " 

TUCKER, H B Duke Power Co 82/12/21 DENTON. N R Office of 
Nuclear Reactor Regulation. Director ADENSAH, E 0 Licenelng 
Branch 4 2pp 16707 053 24X Fiche 50-369.03/01/03,8301070472 


— 63010704S9 Public version of revised emergency plan implementing 
procedures. Including Procedures EP/O/A/SOOO/09. 

"Notification of Unusual Event." EP/O/A/9000/06, "Alert" h 
EP/0/A/9000/07, "Site Area Emergency " 

OLOVER.M Duke Power Co 02/12/07 I19pp 16707 099 24X 

Fiche 90-369.83/01/03,0301070472 


0301070567 Releases public version of revised emergency plan 
Implementing procedures 

FELTON, U H Division of Rules and Records 03/01/04 Document 
Management Branch Ip 16705 127 24X Fiche 50-369,03/01/04, 

8301070567 


— 8301070574 Forwards public version of revised emergency plan 
Implementing procedures, including Procedure KP/O/B/ 1009/04. 
"Procedure for Estimating Food Chain Doses Under 
Post-Accident Conditions " 

TUCKER, H G Duke Power Co 82/12/2? DENT8N. H R Office of 
Nuclear Reactor Regulation. Director ADENSAH. E 0. Licensing 
Branch 4 Ip 16705 128 24X Fiche 50-369.83/01/04.8301070967. 


— 8301070578 Public version of revised emergency plan Implementing 
procedures, includ Ing Procedure KP/O/B/1009/04. "Procedure 
for Estimating Food Chain Doses Under Post-Accident 
Conditions *' 

* Duke Power Co. 82/10/15 57pp 16709 129 24X 

Fiche 90-369,83/01/04.8301070967 


8301110620 Responds to concerns identified In dreft GER for standby 
shutdown sys Fire tone equivalent to fire area 6 refers to 
space end within 3 h rated fire barr lers. Each fire area has 
either normal or standby shutdown sys train 

TUCKER. H B Duke Power Co. 83/01/05 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADENBAH. E. 0 Licensing Branch 

4 20pp 16744 261 24X Fiche 50-369,83/01/09.8301110620 


0301110652 Releases public version of rev to emergency plen 

FELTON. U.H Division of Rules and Records 03/01/05. Document 
Management Branch tp 16757 320 24X Fiche 30-369,83/01/09. 

0301110652. 


— 0301110694 Forwards public version of Rev 0 to emergency plan 

TUCKER. H B, Duke Power Co 82/12/29 DENTON, H R Office of 
Nuclear Reactor Regulation. Director ADEN8AM. E 0. Licensing 
Branch 4. 3pp 16797 321 24X Fiche 50-369.03/01/09.0301110692 


— 8301110657 Public version of Rev 8 to emergency plan Overslte public 
emergency plan brochure enc 1. Aperture card available in 
POR 

MCINTOSH. H D Duke Power Co 82/11/30. 22pp 16757.323 24X 

Fiche 90-369,03/01/09,8301110692 


8301180533 Releases public version of revised Emergency Plan 
Implementing Procedures 

FELTON. U M Division of Rules and Records 83/01/13 Document 
Management Branch Ip 16837-172 S4X Ft cbe 90-369. 03/01/13, 
0301180933 
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— £330Ue0S3B Fopiuards public variion of revn»d Efflergerxcg PUtt 
IiBplfunntlng PpoCsiJupb* AP/O/A/SSOO/SOf "Earthquako" !g 
HP/D/B/1009/03i "RteovBTv Plan" raviaed H»slth Phv»ie» 

Kinual Sactiana IB S & 18 3 

TUCKER, H B Duke Power Co sa/ia/GO DENTON, H R Office of 

Nuclear Raacbor Regulation, Director ADENS^M, E 0 Llcenitng 

Branch 4 Ip 16S37 173 S4X Fiche SO'369, 83/01/13, 6301 1 B0533 


— 8301130343 Public version of raviaed Emergency Plan Imp 1 amen t ing 
procadoTos AP/O/A/5500/30, ’’Earthquake'* t, HP/O/B/1009/03. 
■’Racovery Plan" raviied Health Physics Kanua 1 Sections 
18 2 & IB 3 

CLOVER, M 5 Duke Power Co 62/12/20 3 4pp 16B37 174 SAX 

Fiche 90-ai7, 63/01/13,8301160533 


6301340025 Forwards Rsv 2 to Saftguards Contingency Plan Rsv 
utthhelil iref 10CFR73 21k 

TUCKER, H B Duka Power Co 83/01/14 DENTON, H R Office of 
Nuclear Reactor Regulation, Director Ip 16990 103 24X 

Fiche 90-369,83/01/14,8301240029 


— 6301240031 Forwards Rev S to Safeguards Contingsncy Plan Rev 
withheld (ref 10CFR2 790J 

PARKER, U 0 Duke Power Co 81/09/0? DENTON, H R Office of 
Nuclear Reactor Regulation, Dlractor Ip 16B90 104 24X 

Ftcha 90-369,83/01/14,8301240029 


0 Inepaction raporte, IE Bulletins St eorra spondancs 


83O1SS0&1O Bubffllts Fire Protecbion OA Program in response to 
820908 notice of deviation from IE Insp Rept 90-370/83-10 
TUCKER, H B DukaPowarCo 82/11/01 O'REILLV, J,P Raglon S, 
Dfflca of Director 2pp 16904 333 24X Fiche 80-370,82/11/01, 

8301230610 


630 1040 987 Forward* IE Insp Repti 50-369/82-39 tc 50-370/82-36 on 
021116-19 No nonconp 1 lane B noted 

DANCEiH C Dlvlflon of Project & Resident Programs 82/11/30 
TUCKER.H B Duke Power Co 2pp 16647.335 24X 

Fiche 50-369,82/11/30,8301040987 


— 830104059B IE Imp Rapt* 90-369/82-39 St 50-370/82-36 on 821116-19 No 
nonconpllance noted Hejor areas Inspscted control TO'Om logs 
& diesel generator mods , preoperat 1 on testing It battery 
weekly lurvilllance 

HUNT,M D , KRUO, H E , JAPE,P Division of Enplniirlng ti Technical 
progratnt 82/11/26 4pp 16647 337 24X FI che' 50-369, 82/1 1 /30, 

830 1 040987 


8301040686 Ack rtcaipt of IE Imp Rtpts 50-369/82-38 & 50-370/82-33 No 
propriatary Info 

TUCKER.H B Duka Power Co 82/12/03 Q'REILLVr J P. Region 2, 
Office of Director ip 16649 243 24X FI chei 50-36?, 82/12/03, 

8301040666 


830 1040628 Forwards IE Imp Repts 50-369/82-42 St 50-370/62-37 on 
821116-19 Mo noncompliance notad 

DANCE.H C Dlvltlon of Project 6 Resident Programs 02/12/06. 
TUCKER,H B Duke Power Co 2pp 16642 156 24X 

Fiche 50-369,92/12/06,8301040628 


“8301040637 IE Inep Rapte 50-369/82-42 6 50-370/02-37 on 021116-1? No 
noncompliance noted Major artas Inspected pipe lupport 
basaplata dtilgnt using concritt aipansion anchors I, salemlc 
analysis for as-built saf aty-re latad piping aye 
ANO, H, P , BLAKE, J J Division of Projact 6 Reeldent Programs, 
82/12/02. 9pp. 16642 158 24X Ficha 50-369, 82/ 12/06, 8301 04D6SB 


B3OIO4D7B0 Forwards IE imp Rapts 90-369/82-43 tt 50-370/82-31 on 
821020-1120 No nencompl lane e noted 

DANCEiH C, Division of Project b Resident Programs 82/12/06 
TUCKER, H B DukaPowarCo. 2pp 16647'221 24X 

Fiche 90-349,82/12/06,8301040780 


“8301040798 IE Intp Repti 50-369/82-43 & 90-370/02-31 on 021020-1120 No 
nonconpllance noted Major artas intpac ted ; operat tonal safety 
verification malnt b surveillance 

DRDERa,H . lONATOMlS.A , HOPKINS, P DI vie ion of Project b Resident 

Program! 82/12/03 9pp. 16647’ 223 24X Fiche 50-369,82/12/06, 

B301040780 


8301040313 Forward* NftC 821019 Itr transmitting SALP Repts 
90-269/82-34, 30-270/82-17, 50-287/82-34, 50-369/02-30, 
50-370/82-24,50-413/82-23 b 50-414/82-21 b util 821116 Itr 
commenting on SALP rept* 

0*ReiLLY,JP Region 2, Office of Director 82/12/09. TUCKER. H, B 
Duke Power Co, 3pp. 16642 00 1 24X Fiche 50-000.82/12/09. 

8301040313 


--830I040323 Forwards SALP Repts 50-269/02-34.50-270/82-17.50-287/85 
90-369/82-30,50-370/82-24,50-413/82-23 b 50-414/82-21 
LEUI8, R C Division of Projsct b Reeldent Program* 82/10/19 
TUCKER.H D Duke Power Co 2pp 16642 004 24X 

Fiche 50-000,82/12/09,0301040313 


— 8301040333 BALP Repts 50-269/82-34,50-270/82-17,50-287/82-34, 
50-369/82-30,50-370/82-24,50-413/82-23 b 50-414/82-2k. 
e Region 2, Office of Director 02/10/19 S3pp. 16642 006 , 

Fiche 50-000,82/12/09,8301040313 


— 8301040351 Comment* on SALP Rept* 50-269/82-34.50-270/82-17, 
90-287/82-34, 90-369/82-30. 90-370/82-24, 50-413/82-23 b 
50-414/82-21 

TUCKER.H 6 Duke Power Co 82/11/16 O'REILLYrU P Region a. 
Office of Director 2pp 16642 059 24X Fiche- 50-000, 82/12/0?^ 

8301040313 


8301040676 Ack receipt of IE Insp Rept 50-370/82-34 No proprietary 
info 

TUCKER, H 8 Duke Power Co 82/12/17 0 'REILLY. J P Region 2, 
Office of Director Ip 16643 048 24X Fiche 50-370,02/12/17, 
8301040676 


8208190269 IE Info Notice 82-51, ’’□veresposuras in PNR Cavities ■ Sy^ 
list end 

DEYOUNO. R C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of Meui Yori, In 

lllpp 16489.239 24X Fiche 50-000,82/12/31,0200190267 


8212060391 IE Info Notice 02-52. "Equipment Environ Qualification 
Tilting Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " Sve list end 
JORDAN, E L. Division of Engineering b Quality Assurance IPre 
8301031 02/12/21 Consolidated Edison Co of New York. Inc 

llSpp 16601 088 24X Fiche- 50-000, 82/12/21,8212060351. 


8212060350 IE Info Notice 82-33, "Main Transformer Failures at Norik 
Anna Nuclear power Station " Sve list end 

JCRDAN, E. L Division of Engineering b Quality Assurance IPre 
830103) 82/12/22 Consolidated Edison Co of New York. Inc 

114pp 16758 017 24X Fiche 50-000,82/12/22,0213060390 


83O1OSO20S Forwards response to EO Adensam 831124 request for Info 
needed to review Unit 3 OL application Info consists Pf 
revised Inservlce insp plan for Unit l,plan mods for Unit 2 
b relief requests for preservlce exam 

TUCKER.H B Duke Power Co. 82/13/22 DENTON.H fi Office of 
Nuclear Reactor Regulation, Director 2pp 16643 101. 24X 

Fiche, 50-369, 82/12/22,8301050289 


— 8301050290 Vo 1 1 of Inservice Insp plan for Unit 1 Unit 2 reliif 
requests for preservice exam b one oversize drawing end 
Aperture card available in PDR 

» Duka Power Co 82/12/22 147pp 14443 103. 24X 

Fiche 50-369,82/12/22,8301090289 


8208190275 IE Info Notice 02-54, "Wes t 1 nghous e NBFD Relay Failures In 
Reactor Protection Sys *' 8vc list end 

JORDAN, E L Division of Engineering b Quality Assurance tPre 
830103) 02/12/27 Consolidated Edison Co of New York, Inc 

llOpp. 16962.139 24X Fiche 50-000, 82/12/27.8208190279. 


8208190273 IE Info Notice 82-59, "Seismic Qua 1 1 f Ication of Usstlnghpvs 
AR Relay H/l-atch Attachments Used in Nestlnghouse Eolid 
State Protection Sys ’’ Sve list end 

JORDAN, E L Division of Engineering b Quality Assurance IPre 
830103) 02/12/28 Consolidated Edison Co of New York, Inc 

109pp. 1664 S 014 24 X Fiche 50-000,02/12/28,8208190273 


8212060394 IE Info Notice 82-56, "Robartshaw Thermostatic Flow Control 
Valves " Sve list end 

JORDAN, E L Division of Engineering b Quality Assurance iPrr 
8301031 02/12/30 Consolidated Edison Co of New York, Inc 

lllpp. 16750.137, 24X Fichs’ 50-000, 02/12/30,8212060354. 


0301290135 Ack receipt of IE Insp Repts 50-369/02-39 b 50-370/82-36 
No proprlftary info 

TUCKER.H. B Duke Power Co 62/12/30 a'REILLV.d P. Region 2. 
Office of Director Ip 16899 202 24X Fiche 90-369,82/12/30, 
8301290135 


8301290246 Forwards IE Insp Repts 90-369/82-46 b 90-370/82-3? on 
021214-17 No noncomp liance noted 

DANCEiH, C, Division of Project b Resident Programs. 82/12/30 
TUCKER.H B Duke Power Co 2pp 16897.070 24X 

Fiche 50-369,82/12/30,8301250246 
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— 6301250252 IE Insp Repts 50-369/B2-46 i SO-370/02-39 on 621214-17 No 
noTic-aap 1 iancc noted Kajor areas Inspected prcoperatlonal 
test procedure revieu & uitnessing> follouiup on previous 
Insp (findings & LER follouup 

TH0K[4S. H . KRUG. H E < JAPE. F Division of Project t> Resident 
Programs 02/12/29 4pp i 6697 072 24X Flche 90-3d>9. 62/12/30, 

B301250246 


6301250422 Forwards IE Insp Rept 50-370/32-30 on B21214-li No 
nonconp I lance noted 

DAMCE.H C Division of Project & Resident Programs 62/12/30 
TUCKER. H 5 Outa Power Co 2pp 16906 092 24X 

Ftche 50-370.82/12/30.8301250422 


— 6301250429 IE Insp Rept 50-370/82-30 on 621214-16 Mo noncompl iance 
noted Major areas Inspsctsd QA/QC controls on foundations. 
i^ualltM records ti OA/GC controls for standby nuclear sve 
water pond dam b actions on IE Circular 61-06 

LENAHAN, J J , CONLON, T E Division Of Enginaering & Technical 
Programs 62/12/29 4pp 16906 054 24X Flcfce 50-370,82/12/30, 

83012S0422 


6301250689 Forwards IE Insp Rept 50-370/02-35 on 621214-17 No 
nenconp 1 lance noted 

DANCE. H C Division of Project t, Resident Programs 82/12/30 

TUCKER. H.B Duke Power Co 2pp 16896 068 24X 

F 1 < h e : 50-370, 62/12/30,030125068 5 


— 8301250686 IE Insp Rept 50-370/82-35 on 621214-17. No noncompl lance 
noted. Major areas Inspected fire protection (, prevention 
MILLER, M H , CONLON, T E Division of Engineering t< Technical 
Programs 62/12/29 6pp 16698 070 24X Fiche 50-370,82/12/30, 

8301290665 


8301250010 Ack receipt of IE Insp Repts 50-369/62-43 b 50-370/82-31 No 
proprietary Info. 

TUCKER. H.B Duks Powar Co 83/01/09 O'REILLY. J P Region S, 
Office of Director Ip 16895.296. 24X Fiche 50-369,83/01/05, 
B3012SOOIO 


8301290570 Ack receipt of IE Insp Repts 50-369/02-36 b 50-370/62-30 No 
proprietary info Oeneric Implication of QA problem will be 
investigated during 8301 IS Unit I outage 

TUCKER, H B Duke Power Co 83/01/05 O'REILLY, J P Region 2, 
Office of Director Ip 16905 301 24X Fiche 50-369,03/01/05, 

6301250578 


0301290140 Ack receipt of 821222 Itr Informing NRC of steps taken to 
correct violation noted In IE Insp Rept 90-370/82-32 
DANCE, H.C. Division of Project b Recldent Programs 83/01/12 
TUCKER, H.B Duke Power Co Ip. 16896 158 24X 

Fiche- 50-370, 63/01/12. 6301250146 


— 8301250195 Responds to NRC 621126 Itr re violation noted In IE Insp 
Hspt 50-370/62-32 Corrective actions saf e ty-related Cable 
2KCS20 terminated b const procedures revised to Include 
Insp of nonsefety cables in auxiliary b reactor bldgs 
TUCKER. H B. Duka Power Co 82/12/28 0 'REILLY, J P. Region 2, 

Gfftca of Director 2pp 16696.199 24X Fiche 50-370,83/01/12. 

6301250148. 


—0301250158 Forwards IE Insp Rept 50-370/82-32 on 821025-29 b notice 
of violation. 

DANCE.HC Division of Project b Resident Programs 62/11/26 
TUCKER. H B, Duka Power Co 2pp 16696- 161 a4X 
Fiche; 50-370,83/01/12, 6301250146 


—8301250161 Notice of violation from Insp on 021025-29 

• Division of Project b Resident Programs 02/11/26 Ip 
16096.163 a4X Fiche -50-370, 83/01/18,8301250148 


— 3301250164 IE Insp Rept 50-370/82-32 on 821025-29 Noncofflpllance noted 
failura to meet electrical separation crl tarla. Noncafety 
cablaa routed in safety-related Train A tray after being 
routed through redundant safety-related Train B tray 
URIOHT.A N. , MCFARLAND, C. R , DEBBAOE, A 0. Division of Enginaering 
b Tschnical Programs 82/11/24, 22pp, 16896.164. 24X 

Fiche: 50-370, 83/01/12, 8301250148 


8301240123 Forwards addl request for relief from praservica exam 
raqulrements for reactor coolant loop piping attachment 
weld, supplementing 821222 relief requests, 

TUCKER.M. B. Duka Power Co 83/01/19 DENTON, H R Office of 
Nuclear Reactor Ragulatlon, Director ADEN8AK, E. 0, Licensing Branch 
4. 7pp. 16890 323, 24X Fiche . 50-370, 63/01/19, 8301240123 


8 Reportable occurrenCBSi LERs b related correspondence 


B30 1200320 Interim Significant Deficiency Rapt SD-370/82-06 re ITT 
Barton Class IE transmitters exhibiting thermal 
non-repaatsb 1 1 ity Problem msy not be generic nor applicable 
to transmitters Next rspt expected by B3022B 

TUCKER, H D Duke Power Co 83/01/10 O'REILLY, J P Region 2, 
Office of Director Ip 16865 170 24X Fiche 50-370,63/01/10, 

8301200320 


V Operator Examinations 


8301040426 Confirms telcon beWesn J Uolfmeyar b B Uilson re 
administration of operator b senior operator licensing 
exams during uk of 830124 All applications should be 
submitted 30 days prior to exam date 

DANCE, H C Division of Project b Resident Programs 82/12/16 
TUCKER, H Duke Power Co Spp 16647 080 24X 

Fiche 50-369. 02/12/16.8301040428 


8301040570 Foruarde ref matl requirements b administration requiraments 
for writtsn b oral operator b ssnlor opsrator examsi 
scheduled for wk of 630314 License applications due 60 days 
prior to first exam date 

DANCE, H C Division of Project b Resident Programs 62/12/20 
TUCKER, H Duks Power Co 4pp 16646 190 24X 

Fiche 50-369 . 82/ 1 2/20. 630 1 040870 


6212220443 Osnarlc Ltr 82-38 to all power reactor 1 Icensees, app licants 
for DL,N88 b reactor vendors b AEs re meeting to discuss 
recent developments far licensing exams Advises that meeting 
will be held on 630211 re operator licensing 6vc list end 
EISENHUr, DO Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 12pp 16681 072 24X 

Fiche 90-000.02/12/22,8212220443 


6301120076 Oeneric Ltr 03-01 to power reactor licensees b applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requeste expected for submittal prior to 
851231 for listed categories Sve list end 

ElSENHUr. DO Division of Licensing 63/01/11 Consolidated 
Edison Co of New York, Inc. llpp 16693 243 24X 

riche SO-OOD. 83/01/11,8301120078 
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A App 1 Icatlon/construc tl on stage documents b correspondence 


8301240036 Forwards response to allegation that 55 gallon drum was 
left In reactor bldg cubicle roof b “Response to Addl Info 
Requested by NRC on Masonry Uall Design Based Upon NRC 
Field Visit to LaSalle County Station During Nk of 820823 " 
SCHROEOER.C U. Commonwealth Edison Co 02/09/30 KEPPLER, J 0 
Region 3, Office of Director 3pp 16887 203. 24X 

Fiche 50-373,62/09/30.0301240036 


— 8301840042 “Response to Addl Info Requested by NRC on Masonry Uall 
Design Based Upon NRC Field Visit to LaBallc County Station 
During Uk of 620823 " 

* Commonwealth Edison Co 62/09/23 87pp. 16887 207 24X 

Ftche 50-373, 02/09/30. 8301240036 


0301200193 Responds to FOIA request for ten categories of documents 
Forwards Documents 1-8 b 10 Documents also available In PDR 
Document 9 not located 

FELTON. J H Division of Rules and Records 62/12/13 BTECHEL.A 
Union of Concerned Bclantlsts Ip 16871 306 24X 

Fiche, 90-373, 82/12/13.8301200193 


—6301200211 Respondi to 771013 request for addl Info re 770922 
application to extend' CPPR-99 b CPPR-100 Bar graph schedule 
indicating interrelation of various schedule factors end 
REED, C Commonwealth Edison Co 76/02/02 PARR.O D Light Mater 
Reactors Branch 3. 4pp 16871 322 24X Fiche 50-000,62/12/13. 

6301200193. 


F. Security, medical, emergency b fire protection plans 


8212060349 Generic Ltr 62-33 to all licensees of operating reactors, 
applicants for OL b holders of CPs re Suppl 1 to NUREC-0737, 
“Requirements for Emergency Response Capability " 

NUREO-0737, Suppl 1 b sve list end 

EISENHUr.D.O Division of Licensing 62/12/17. Consolidated 
Edison Co of New York, Inc, 77pp 16681.208. 24X 

Fiche- 90-000. 62/12/17,8212060349 
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8313320449 Oinaric Ltr S2-39 all reactor llccnieeiiCP holdor* b 
applicantf far CPi r» problrmi itf/«u6mittal* of 10CFR73 3i 
■artguard* Info for liconslng rsviou Procoduroe re 
tranidilttal of info ootllnetf Sve list one 1 

ElBENHUTtJ) 0 fllvliion of Llconoing B3/12/33 Conoolldatfid 

Ed 1 ton Co of Ntw Vorki Inc I3pp 16690 021. saX 
Flcbf 30-000,03/12/23.8212320449 


9301070601 Rileatti public Vfriion of r«vt«od emorgmev plan 
proctrfurvi 

FEtTONiJ^K piviiion Rulvi •and Racords 63/01/03 Document 

Manigomont Brancb Ip 16704 234 34X Flche S 0-373, 93/01/03, 

8301070601 


— 8301070604 Foruardt public varsion of Rav 2 to LZP Procedure 
LZP-1370-3 ra parionnal Injuriei 6 Rev I to Procedure 
LZP-I380-1 ra control of oil apllla 

a Commonuralth Ediion Co 82/12/17 Office of Nuclaar Reactor 

Regulation, Director 9pp 16704,225 34XFlcb» 50-373,03/01/03, 
8301070601 


— B30I070607 Public vareion of Rev 2 to LZP Procedure LZP-1370-2 ra 
pareonnal Injuries & Procedure LZP— 1300-1 re control of oil 
spllle 

• CQairnonueAltA Ed la on Co BS/ 12/02 tOpp 1^704; 2-3’4 24X 

Flcba 50-373,83/01/03. 830 107060 1 


8301140365 Not 1 f las that continuing difficulties prevent ''operational" 
designation nf listed amergenev response fac 1 1 ities, per 
NUREO- 0737. Item III A 1 2, "Upgrade Eraergeneg Support 
Facilities" k Oenaric Ltr 82-33 

SWARTZ, E D CommonuBal th Edison Co 63/01/06 OEiMTON.H R Office 
of Nuclear Reactor Ragulitlon, Dlractor 2pp 1 6807" 299 24X 

Ftch# 50-000,93/01/06,8301140369 


6301110664 Haleasoe public vartion of public Info pamphlets re actions 
to tale In case of nuclear accidents 

FELTON, J M Division of Rules and Records B3/01/07 Document 
Managemsnt Branch Ip. 16767 267 24X Fi che 50-000,83/01/07, 

9301110664 


■0301110667 Forwards public version of public Info pamphlets ra 
actions to taka in case of nuclear accidents 

MOORE, R 0 Commonwealth Edison Co 82/12/31 DENTON, H R NRC - 
No Detailed Affiliation Olven 49pp 16767 260 24X 

FI c b 1 . 50-00 0. 83/0 1 /07. 8 30 1 1 1 0 664 


0301 120021 Releases public version of rev to Emergency Plan 
Implementing Procadura 

FELTON, J H Division of Rulas and Records 03/01/07 Document 
Nanagsmant Branch Ip 167a'9.339 24X Fi che. 50-373, 93/01/07. 

8301120031 


— 6301120027 Fori/ards public version of Rev 3 to Emergtnc y Plan 
Implementing Procedure LZP-19SO-2, "Environs Sampling 
Bupplias Inventory " Safety evaluation checklist end 
tTATSON, K Comiaonuealth Edleon Co 92/12/37 Office of Nuclear 

Reactor Regulation, Director 3pp 16769 340 84X 

Flcha: SO-373, 83/01/07, B301 120021 


— B3O1120O29 Public version uf Rev 3 to Emergency Plan Implementing 
Procedure LZP-lSSO-3, "Environs Sampling Suppllts 
Inventory " Revised LZP Indet end 

• Commenwaaltb Edison Co 82/12/06 14pp 16789:343. 24X 

Flche 50-373,83/01/07.0301120021 


0 Adjudicatory correspondanc e 


0301160205 Informs that 821215 reyuest for hearing Is being referred to 
ASLB.par 830104 telcon u/H Blume.Amend to OL Issued 921216 
CHILK, S 3 Office of the Secretary of the Conmiesiun 83/01/17. 
OOOOLiE Citlfens Against Nuclear Power tp 16625 268 24X 

Flcha. 50-373. 83/01/17,8301180205 


Ml Oeneral correspondence 


8301070362 Discusias independent analysis of KVAC sys by CF Braun Co 
Independent review provided reasonable assurance that HVAC 
sys capable of performing intended safety function NRC has 
authorized plant to proceed above SOX power 
DENTON, H R Office of Nuclear Reactor Rogulatldn, Director 
92/12/30. DEVINE, T Oovarnment Accountability Project Spp. 
1669C. 063 24X Flche 90-373,62/12/30,8301070362 


— B30107'0365 Recommends HRC refrain from issuing full-peuor lltense on 
basil of CF Brawn Co 621027 rapt Braun rept neither 
etatlstical ly valid, nor judgmtntally sound Rept fails to 
provide grounds for full-power auth orliat 1 on. 

DEVINE, T 1 O-ARDE.b P Ooveroment Accountability Project. 

82/11/30. DENTON, H B Office of Nuclear Reactor Regulation, 
Olroctor SOpp 16690 069 a4X Flche. 90-373, 02/12/30, 8301070362 


— 8212020230 Submits interim rept re CF Braun independent analysii of 
HVAC sys Rattuasts further specific info not included or 
discovered to complete final rapt 

DEVINE, T > OAROE, B Oovernment Accountab ility Project 02/IJ/ig 
DENTON, H R Office of Nucloar Roactor Regulation, Diroclor JJpj 
16690 OBS 24X Flche 50-373,02/12/30,0301070362 


8301200023 Responds to 821221 ltr forwarding constituent 921215 ltr rs 
plant operation w/slngle recirculation loop In sve Petition 
for hearing on matter referred to Commission for 
consideration 

DIACK8, U J Qffleo of tho Ezoeutive Director for Operations 
83/01/12 YATES, S R House of Rep Spp 16082 294 24X 

Flche* 90-373, 93/01/12, 8301200023 


— 8301200027 Forwards E Oogol 821215 rt ltr opsratlon of facility 
VATES.S R House of Rep 82/12/21 PAULADINO.II J 
Commissioners Ip 16882 299 24X Flche 50-373, 83/01 /12. 

8301200023 


— 8301200034 Petitions NRC to revoke facility OL until both main 
recirculation pumps k oil other parts of RC8 are operating 
at full capacity 

COODL,E Citizens Against Nucloar Power 92/12/15 DENTON. H ii 
Office of Nuclear Raactor Ragulation, Director 2pp 16882 300 
24X Flche- 90-373. 83/01/12, 8301200023 


J Insurance U indemnity information 


9301180053 Forwards Endorsaments 1,2 k 3 to listed certificates lor 
NELIA k KAELV policies, evidencing secondary financial 
protection 

Q8TER, V Commonwealth Edison Co 63/01/13. SALTZNAN, J Aaslttirl 
Director for Stets (• Licensee Relations l4Spp 16833:191. 24K 

Flche 90-000,93/01/13.8301190053 


8301190271 Forwards Endoriemants 140,73,61 k 23 to NELIA Pol Id os 
NF-43, NF-iar, NF-201 k NF-253 k Endorsements 118,60,92 k 9 
to MAELU Policies MF-22. MF-54, MF~64 k (1F-104, respect ively 
OBTER, J Commonwealth Edison Co 93/01/13 6ALTZMAM, J Office gf 
State Programs, Director 9pp 16B3I 079 24X 

Flche 90-000.03/01/13,8301100271 


P Operating licensa stage documents k correspondence 


B301030264 Forwards Amand 11 to License NPF-1 i , safety evaluation k 
notice of Issuance k availability Amend authorlias oparatlun 
w/ona rsc ircu latlon loop out of sve for first fuel cycle 
EJBENHUT, D 0 Division of Licensing B2/12/15 OELOEOROE, L O 
Commonwealth Edison Co 2pp 16659 170 24X Flche 50—373,92/12/15 

8301030294 


— 8301030289 Amend 11 to License NPF-11, authorizing operation w/ons 
recirculation loop out of sve for first fuel cycle up to SOK 
of rated power 

EISENHUT.D 0 Division of Licensing 92/12/16. 3pp 16655 172 
24X Fl c h s . 5 0-373, 82/ 1 2/ 1 S, 830 1 03026 4 . 


— 0301030297 Safety evaluation supporting Amend 1 1 to License HPF-U 
e Office of Nuclear Reactor Regulation, Director B2/I2/16 7pp 
16655 175 24X Flche 50-373,82/12/19,8301030284. 


— 8301030299 Notice of issuance k availability of Amend 11 to 
License NPF-11 

SCKWENCER.A Licensing Branch 2 82/12/16 Spp 16659 132 24 

Flche. 50-373, 92/ 12/15, 9301030294 


8301030309 Forwards Amend 12 to Liconse NPF-1 1. safety evaluation k 
notice of Issuance k availability Amand permits startup 
tasting w/nonlnerted containment k grants czemptlon from 
lOCFRSO 44. 

EIBENHUT, D 0 Division of Licensing. 82/12/20 DELOEOROE, L 0 
Commonwealth Edison Co 4pp 16655-067. 24X Flche. 50-373, B2/I2/W 

9301030309 


— 8301030310 Amend 12 to License NPF-1 I< grant Ing eiemptlon from 
lOCFRSO. 54 requiring Inerted atmosphere after 6 months of 
initial criticality. 

EIBENHVT, D 0 Division of Li cons ing 82/12/20 Spp 16699 071 

24X Fiche. 90-373.82/12/20.8301030309 


— 8301030330 Safety evaluation supporting Amend 12 to License NPF-ll 
e Office of Nuclear Reactor Regulation, Director. 82/12/20 3p| 

16659 074 24X Ficha- 50-373, 82/12/20. 8301030309. 


— 8301030339 Notlca of Issuanca k availability of Amend 12 to 

License NPF-11 . 
aCHWENCEfi.A LIceneing Branch 2 82/12/20. Spp 16655; 077 *■ 
Flche. 50-373, 82/12/20, 0301030309 
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B3ai0^032t Foruiardf lafaty evaluation lupporting Amend 11 to License 
HPF-ll for on* loop operation Petition for hearing referred 
to Cammitsion for consideration H/o end 

DENTONiHP. Office of Nuclear Reactor Regulation! Director 
e2/IS/23 OaOOL. e M Citiiem Against Nuclear Power App 
14654 357. SAX Fiche 50-373, BS/12/33i B3010 30321 


BSOlOtOOSA Summarg of 831301 meeting u/utitiCF Braun (< Oovt 
Accountabl 1 1 tg Project re CF Braun independent HVAC review 
Vlewgraphs end 

BOURNtA, A Licensing Branch 2 82/13/33 Licensing Branch 3 

33pp 16655 236 24X Fiehe 50-373, 03/13/33, 6301040034 


B2IS04O356 Oenerlc Ltr 83-30 to all 1 Icensees , app 1 icants for OL 4 
holders of CPs re filings concerning lOCFRBO production 4 
utilization facilities Current listing of branch assignments 
for nuclear reactor projects 4 svc list end 

EISENHUTpD 0 Division of Licensing 82/13/30 Consolidated 
Edison Co of New York, Inc llpp i6B68 001 S4X 
Flche 50-000,83/12/38,6313060356 


03O1O3OS3S Forwards Info describing ganeral 4 specific actions pursued 
4 completed per Oenerlc Ltr al-04 re implementation of Rev 1 
to NURE0-O313, In response to NRC S21O30 ltr 

aCHROEDER, C M. Commonwealth Edison Co 62/13/30 LAINAS, 0 C 
Aaelstant Director for Operating Reactors 4pp 16618 115 24X 

Flehe 50-373.82/12/38,8301030330 


B3O1040II3 Discusses addl Info re Illegal activities at const site. 
Including alleged death threat 4 altered const records 
Individual stated that death threat 4 alteration of records 
hat teen made known to local authorities 

NDRELIUSiC E, Division of Engineering 4 Technical Programs 
82/12/28 Illinois, State of Ip 16633 311 34X 

Flehe: 50-373, 82/12/20, 8301040113 


83O1O40S?! Forwards Dec 1902 “Reanalgsis of LaSelle Netuell to Drgwcll 
Vacuum Breakers Under Pool Swell Loading Conditions," Rev 0 
SCHRDEDER.C W Commonueelth Edison Co 02/13/20 SCHNENCER.A 
Ulcaneing Branch 2 3pp 16642 i63 34X Fiche 50-373,02/12/30, 

6301040591 


— 0301040606 "Reanalgsis of LaSalle Netuell to Drguell Vacuum Breakers 
Under Pool Swell Loading Condittans," Rev 0 

filLANIffiA J Contlnum Dgnamics, Inc 03-33 08/12/31 20pp 

16642 145 24X Flehe 50-373,03/12/20,0301040591 


8301030368 Forwards authorization ltr 4 safetg evaluation authorizing 
operation above SOX power following review of CF Braun 
Independent HVAC fine! rept W/o ends 

NDVAJl.T N Assistant Director for Licensing 82/12/29 YOST, F E 
Utllitg Data Institute ip 16630 361 24X Flehe 50-373,83/12/39, 

6301030360 


8301040139 Responds to reguest to document (luestlons re adequacy of 
design aargins of Mark I 4 II containment sgs Valve moves 
frcM fully nptn to fullg closed in 60 s w/eipected steam 
flow decreasing to zero as valve closes 

SCHfiOEOER, C U Commonwealth Edison Co 83/12/89 SCKWENCER.A 
Licensing Branch 2 2pp 14432 339 24X Fiche 50-373.02/12/89, 

B301040139. 


8301110134 Generic Ltr 03-02 to all BUR licensees re NUREO-0737 
Tech Bpece.Requests response re deviations from end 
guidance 4 model Tech Specs within 90 days of receipt of 
Itr.Bve list end 

EISENNUT, 0 0 Division of Licensing 83/01/10 Commonwealth 
Edleon Co, 13pp 16068 i56 84X Flehe 50-000,83/01/10,8301110134 


€301200170 Informs that fuel load date no longer scheduled for Apr 
19B3 Facility status being re-evaluated Consideration 
given to issuance of new fuel load date 

BOURNIA.A Licencing Branch 2 83/01/14 DENTON, H R. , CASE, M 0 , 

CARTER, J Office of Nuclear Reactor Regulation, Director Ip 
14847 359 24X Fiche. 50-373, 03/01/14. 0301200178 


9301210194 Forwards Rev 0 to "LaSalle County Station Radiation 
Chemistry Technician Basic Training Program," per License 
Condition 2 C (261 <b) Approval of alternativa program 
requestad by 030601 

eCKROEDER.C U Commonwealth Edison Co 83/01/18 BCHUENCER.A 
Licensing Branch 2 3pp 16874 tSl 24X Fiche 50-373,03/01/10, 
8301310194 


— ^83013(0194 R«v 0 to "LaSalle County Station Radiation Chemistry 
Technician Basic Training Program " 

» Commonwealth Edison Co 83/05/31 53pp 16074 iS4. 84X 
Fiche; 80-373, 83/01/10, 0301210194 


0 Inspection reports, IE Bulletins 4 correspondence 


6301(00050 Responds to FOIA request for 13 categories of documents re 
facilities Repts re NARCH coda mag be purchased from NT18 
Forwards documents listed in App A Search for Items 3, 6, 7, 9, 

It 4 12 identified in request continuing 

FELTON. J M Division of Rules and Records 02/18/07 HIATT, 0 L 

Ohio Citizens for Responsible Energy 5pp 16754 003 24X 

Fiche SO-000. 02/12/07,8301100050 


—0301100212 Advises that end lE Bulletin 70-03, "Potential Esplosiva 
Gas Mlsture Acc umulations Associated N/BUR Offgas Sgs 
Qperatlone, " hat been sent to listed licensee for action/ 
info 

PAPPAS, H Region 3, Chicago, Office of the Director 70/02/10 
Division of Reactor Construction Inspection 3pp 16754 1 67 24X 

Fiche 50-000,02/12/07,8301100050 


6208190249 IE Info Notice 82-51. "Overeiposuret in PUR Cavities " Svc 
list end 

DEVQUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York, Inc 

Itlpp I66S9 239 24X Fiche 50-000,82/12/21,8208190269 


8212040351 IE Info Notice 82-52. "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 31-29 " Svc list end 
JORDAN, E L Division of Engineering 4 Quality Assurance (Pre 
830103) 62/12/21 Consolidated Edison Co of New York, Inc 

liSpp 16461 0B8 24X Fiche 50-000,02/12/21.8212060351 


6212040350 IE Info Notice 82-53. "Main Transformer Failures at North 
Anna Nuclear Power Station " Svc list end 

JORDANrE L Division of Enginoerlng 4 Quality Assurance (Pre 
030(03) 82/12/22 Consolidated Edison Co of New York, Inc 

114pp 14756 017 24X Fiche: 50-000, 63/12/22,8212060350 


8301250382 Forwards IE Imp Repts 50-373/82-51 4 50-374/82-16 on 
020721-1214 & notice of Violation 

KEPFLER,J 0 Region 3, Office of Director 02/12/22 REED, C 
Commonwealth Edison Co 2pp 16903 25? 24X Fiche 50-373,02/12/22, 

0301250302 


— 8301250305 Notice of violation from insp on 830721-1214 

KEPPLER.J G Region 3. Office of Director 82/12/22 2pp 
16903 261 24X Fie he. 50-373, 02/12/22, 630 1 250302 


— 0301250307 IE Insp Repts 50-373/82-51 4 50-374/02-18 on 820721-1214 
Noncomp 1 fan ce noted conditions adverse to quality not 
corrected 4 corrective actions not sufficient to preclude 
repetition of failure to evaluate nonconforming matt 
LANKSBURViR D , UESCOTT.HH , JACKtU, t N Region 3, Office of 
Director 82/12/20 laSpp. 16903 243 24X Flehe 50-373. 

62/12/22. 6301250362 


6301060077 Forwards IE Insp Rept 50-373/82-56 on 021207-09 No 
none omp 11 arc e noted. 

MILLER, J fi Division of Engineering 4 Technical Programs 02/12/23 
REED.C Commonweslfeh Edison Co 2pp 16670 010 24X 

Fiche 50-373,82/12/23,8301060077 


— 8301060001 IE Insp Rept 50-373/02-56 on 621207-09 No noncompllance 
noted Major areas inapectad radiation protection program, 

Including startup radiation surveys, proce dure changes, 

organl lat 1 O'nal changes 4 previous unresolved item 

HILLER, D E. , GREOER.L R Division of Engineering 4 Technical 

Programs 82/12/22 6pp 16670 012 24X Fiche. 50-373, 62/12/23. 

8301060077 


6208190275 IE Info Notice 62-54, "Uettlnghous s NSFD Relay Failures in 
Reactor Protection Sys " Svc list end 

JORDAN, E L. Division of Engineering 4 Quality Assurance (Pre 
830103). 02/12/27 Consolidated Edison Co of New York, Inc 

110pp. 16942 139 24X Fiche 50-000,82/12/27.8208190275 


6208190273 IE Info Notice 82-55, "Selenie Qualification of Uestinghoueo 
AR Relay U/Latch Attachments Used In Uestinghouse Solid 
State Protection 8ga " Svc list end 

JORDAN, E L. Division of Engineering 4 Quality Assurance (Pre 
830103) 62/12/26 Consolidated Edison Co. of New York, Inc 

109PP 16048 014. 24X Fiche 50-000,02/12/20,8208190273. 


0301040500 Forwards 8ALP Repts 50-456/02-02 4 50-457/82-02 for Jul 
1980 through Dec 1981 Kgt attention needed In nonconfarmance 

4 OA areas 

KEPPLER.JG Region 3, Office of Director 82/12/29 REED, C 
Commonwealth Edieon Co 3pp 16646,304 24X Fiehe. 50-000, 82/12/29, 

8301040500 
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— e301040Slb on, 8 ALP repti (or facilifclei. Cdt-egorv 3 danlgnaHon 

for firolifuood Functional Arsa 9 not juttificd 

ftEHD< C Codiraonutalth Edison Co B3/06/02 KEPPLERi J 0 Region 
3, D#+ie* Director 2Rpp 16646 309 24X 

Ficha. 90-000. 8S/iS/29. 8301040900 


8213060394 IE Info Notice 8 S-S 61 "Robertshaw Tnarnoststlc Flou Control 
Valves ” Sve Hit end 

JORDANi-E L Division of Engineering U Qualltg Assurance (Pro 
8301031 83/12/30 Coniolidated Edison Co of Neu Vorli> Inc 

lilpp 16750.137 24K Fie tie 50-000. 02/IS/30. 8212060394. 


0301310078 Forwardi IE Insp Repts 50-373/82-S0 6 50-374/02-17 on 
021004-38 b notice of violation. 

NORELIUStC E Division of Engineering 6 Technical Prograais 
03/01/06 REED.C Coounonijcelth Edison Co 2pp 16879.035 34X 

Plche 50-373.83/01/06.8301210078 


— S3012100G0 Notice of violation from Imp on 821004-28 

NORELIUS.C E Division of Engineering It Technical Programs. 
83/01/06 2 pp 16S79 037 S4X Flche 50-373.83/01/06.8301210078 


—8301210085 IE Imp Repts 50-373/82-50 b 30-374/82-17 on 821004-28 
Noncomp 1 lance noted procedures failed to adequatelg specify 
actions to be taken for door alarm 

LARKSBURY. R 0 ■ UOHLD. P R. , ROBINSaN. DL. Region 3. Office of 
Director 83/01/05 5pp I6B79 039 a4X Fich e: 90-373. 83/01/06. 
8301210070 


8301210337 Foruards IE Imp Repts 30-373/82-43 b 90-374/82-11 on 
820823-1004 No poncompl iance noted. 

NORELIliSiC E Division of Engineering b Technical Programs 
83/01/07 REED.C. Comnonueal th Edison Co 2pp 16B74 022 24X 

Fiche 50-373,83/01/07.8301210237 


— B301210242 IE Insp Repts 50-373/82-43 fc 50-374/82-11 on 830023-1004 No 
none omplience noted Major areas inspected follouup on 
allegatloni/concerns re const deficiencies 

L1P1N3KI.R E . NORTON, if F . REIHANN. F.ll Region 3. Office of 
Director 82/12/27 19pp 16874 024 24X Fich e' 90-373, 83/01/07, 

8301210237 


8301290380 Forwards corrected pages to IE Insp Repts 50-373/62-51 b 
50-374/82-18 on 820721-1214 Original insp repts contained 
typographical errors re insp period W/o enc Is. 

NORELIUS.C E Region 3. Office of Director 03/01/20 REED.C 
Cammonuealth Edison Co 2pp 16904 056 24X Fiche 50-373.83/01/20. 

8301290300 


n Periodic operating raports b related correspondence 


8301110493 Forwards monthly operating rept for Doc 1982 

DIEOERICK.O J. Commonuealth Edison Co. 83/01/06 Office of 
Resource Henagtaant. Director if 16745: 199 24X 

'iche 50-373.83/01/06.8301110499 


1301110496 Monthly operating rept for Dec 19B2 
ULLRICH. J. Commanueel th Edison Co 83/01/06 19pp. 16749 200 

24X Fiche 90-373,83/01/06.8301110499 


Reportable occurrences. LERs b related correspondence 


1110416 Foruards NP0E6 noncoaip llance notification Util 821213 Itr 

e EPA b State of IL Environ Protection Agency encl 

lEDERlCMiO. J Comnonuea 1th Edison Co. 82/12/21 KEPPLER, .7. S. 

• gion 3, Office of Director 2pp 16743- 22S 24X 

Icha. 90-373, 82/12/21,8301110416 


301110420 NPDE 8 noncompl iance notification on 821124, total suspended 
solids b total iron axceedad limits Caused by addition to 
tank of const wastes from condensate polishing sys Hod for 
optional treatment of tanks initiated 

a Conmonueaith Edison Co 82/12/10 Ip 16743-227 24X 

Fiche 90-373,82/12/21,8301110416 


1070095 Forwards LER 82-166/03L-0 

rEDERICN.O J Southsrn California Edison Co 82/12/22, 

.EPPLERjJ 0 Region 3, Office of Director. Ip. 16697:254 24X 

F 1 c h e : 50 -373. 82/1 2/22 , 830 1 0 70093 


9301070102 LER 82— 166/03L— 0 on 821 126. dryteie 1 1 CAM sample pumps 1PL15J b 
1PL7SJ continuously trlppsif off Caused by combination of 
leaking crosi-tia valve b Internal electronic interference. 

Valve will be replaced b procedures revlssd 

ARANO, J Connonueaith Edison Co 82/12/21, Region 3. Office of 
Director 2 pp 16687 299 24X Fiche- 90-373.82/12/22,8301070099. 


8301070192 Forwards LER 82-I60/03L-0 

OIEDERICH. 0 J Commonwealth Edison Co 82/12/22 KEPPLER. Ol 0 
Region 3. Office of Director Ip 16686 292 24X 

Fiche 90-373. 82/12/22, 8301070192 


—0301070199 LER 02-I6O/O3L-O on 821124, while running at 450 HUt, leak 
detected on high paint vent line for discharge line from 
condensate booster pump IB Cause undetermined Line repaired 
FORD, 0. V Commonwealth Edison Co 62/12/21 Region 3. Office 
of Director 2pp 16606 253 24X Fiche 90-373.82/12/22. 

8301070192 


8301070142 Forwards LER 82-J67/03L-0 

DIEDERICH, 0 V Cammonweelth Edison Co 02/12/27 KEPPLER.J.0 
Region 3. Office of Director Ip I66B6 239 24X 

Fiche 50-373.82/12/27,0301070142 


— 8301070164 LER 82-167/03L-0. on 621201 , dry wi 1 1 oxygen monitoring sye 
failure alarm sounded In control room Caused by low calibr 
ges bottle pressure. faulty analyting cell b defective flou 
regulator. Calibr gas bottle b faulty parts replaced 
DUS.R Commonwealth Edison Co 82/12/30 Region 3, Office of 
Director. 2pp. 16696 240 24X Fiche 90-373,82/12/27.8301070142 


8301070365 Forwards LER 62-163/03L-0 

OIEDERICH, 0 x/ Commonusalth Edison Co 82/12/27 KEPPLER. .I 0 
Region 3, Office of Director Ip 16685 093 24X 

Fiche 90-373. 02/12/27, 0301070369. 


—8301070370 LER S2-163/03L-0 on 821129, temp switches IE3t/N612A b B i, 
temp differential switches 1E31/N613A b B found out of 
allowable tolerance Caused by Inconsistency In procedure for 
calibr temp switches Procedure revised b eultches rccallhr 
KASTER60N.V Commonwealth Edison Co 82/12/27 Region 3. 
Office of Director 3pp 16689 094 24X Fiche 50-373,82/12/27. 

8301070369. 


830 1070109 Forwards LER 82-1A9/03L-0 

DIEDERICH,0 0. Commonwealth Edison Co 62/12/29 KEPPLER.J 0 
Raglan 3, Offic# of Director Ip 166B9003 24X 

Fiche. 50-373, 82/12/29. 8301070109 


— 8301070123 LER 82-169/O3L-0 on 821201 . suppression pool narrow rangt 
slghtglais Isolation valves 1CK039-1CM04S found locked open 
Caused by c ommuni cation braakdoun botween unit NSO b 
equipment attendant Valves realigned 

PULAK, B Commonwealth Edison Co 82/12/30 Region 3, Office of 
Director 2pp, 16685:004. 24X Fiche 50-373,82/12/29.0301070109 


8301070167 Forwards LER 02-t6B/O3L-O 

DIEDERICH.O, J Commonwealth Edison Co 82/12/29 KEPPLER.J. O 
Region 3. Office of Director ip 16686 245. 24X 

Fiche 90-373.92/12/29.8301070167 


— 0301070197 LER 82-168/03L-0- on 821201. steam leak discovered on presiuTS 
Bonslng line for RCIC instruments DPIS 1E31-N0007B b 
P8 lE3t-ND22BbD. Cauted by failure of compreetion fitting on 
instrumontetlon iteam pressure lino Leak repaired 
HOUSTON.R. Commonwealth Edison Co. 82/12/30 Region 3. Office 
of Director 3pp, 16686 246 24X Fiche 90-373.82/12/29. 

0301070167 


0301070277 PNO-IlI-83'001 on 821231, dur Ing controlled shutdown, two 
ECC8 degraded necessitating declaration of alert Shutdown 
started due to Inoperable RfR pump 8 During shutdown 
eutomatlc deprossuriiatlon sys lost duo to low air preituro. 
OULDEHOND.H . WALKER, R , STREETER, J Region 3, Office of Director 
83/01/03 ip. 16605 299 24X Fiche- 90-373. 83/01/03, 8301070277. 


8301110338 Forwards 821229 Itr to EPA, transmi tting NPDEB noncomp llance 
notification. 

DIEDERICH.O J. Commonwealth Edison Co. 63/01/04 HEPPLER, J 0 
Region 3, Office of Director. 2pp 16747,037. 24X 

Fiche 90-373.83/01/04,8301110338 


— 8301110349 NfDES noncompl lance notification- on 821222, analysts results 
for 821206-12 dlscovtred miss Ing, Caused by itechnlclan 
misplacing results Results rgpyrtcdly within permit spac. 
Administrative effort bfipg made to comply w/program 
* Comraonwaalth Edisqn Co q3/01/04 tp 16747 039 24X 

F 1 1 h e . 90-3 73, 83/0 1 /04 , ^ 30 1 11 0338 


8301240113 Forwardi LER 82-171/03L-0 

DIEDERICH.O J Commonwealth Edison Co 83/01/14. KEPPLER, xl. O. 
Region 3, Office of Olrocter Ip 16890.234 24X 

Fiche 90-373,83/01/14,8301240113 
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— BSDlfi'flOlI? LEB 82-171/03L-0 on 821219trod worth minimijor tiptrltncod 
••vtrot •purlout withdrawal arrors which cauaad rod 
withdrawal tiocic. Cauasd bg atmospheric conditions Hlnimlier 
util be monitored during upcoming startups 

HATHENYiR Commonwealth Edison Co S3/0I/17 Region 3. Office 
of Director 3pp 160?O 235 24X Flche 50-373,03/01/14, 

6301240113 


6301210140 PNa-IlI-63-00& on 0301 15, securitg officer tripped on stairs, 
jarring plstal loose which accldentallg discharged No 
injuries reported Investigation underwag 

BELANOER, J , CREED, J . SRENIAWBKI, D Region 3, Office of Director 
Ba/OI/17 Ip 16074 313 24X Flche 50-373,03/01/17,0301210140 


8301200151 Forwards LER B2-i72/03L-0 

DIEDERICH. O. J Commonwealth Edison Co 03/01/18 KEPPLER, J 0 
Region 3, Office of Director Ip 16961 344 24X 

Flche. SO-373, 03/01/18, 6301200151 


— B3012B0139 LER 02-172/031-0 on 821220, lose of Div II reactor vestel 
Instrument! tlon occurred Caused bg leakg fitting on line 
INB56A-1/2 Fitting tightened & ref leg backfilled 
FORD, 0 V. Commonwealth Edlcon Co 03/01/10 Region 3, Office 
of Director 13pp 16961 345 24X FI ch e. 50-373, 03/01 /1 0, 

0301200151 


6301280323 Forwerds LER 82~174/03L-0 

DIEDERICH, O J. Commonwealth Edleon Co 83/01/18 KEPPLER, J 0 
Region 3. Office of Director Ip 16960 3 14 24X 

F 1 < he 50-373, 03/01/10, 630 1 280323 


— B30I2B032B LER B2-174/03L-0. on 021219, during star tup, Intermed late range 
nanltor B read downscale Caused bg disconnected high voltage 
ceble No reason known for disconnected cable, Pereonne 1 will 
be trained on uss/control of degraded equipment log 
WINrCRHOFF, D Commonwealth Edison Co 83/01/18 Region 3, 

Office of Director 3pp 16960 315 24X Flche 50-373,83/01/10, 

B301 200323 


6301280117 Forwards LER 82-173/03L-0 

QIEDERlCHf 0. J Commonwealth Edison Co 83/01/19 KEPPLER, J 0 
Region 3, Office of Director Ip 16960' 269 24X 

Flche. 30-373. 03/01/19, 0301280117, 


— 8301280129 LER 82-173/03L-0 on 821221 , react or recirculation coolant 
eanpls outboard isolation valve tD33-F020 failed to close 
upon control room demand Caused bg air supplg solenoid 
valve sticking In open position Bolanoid valve cleaned 
HQUStONj B W Commonwealth Edison Co 83/01/19 Region 3, 
□fflce of Director 2pp 16960 270 24X Flche 50-373,63/01/19, 

B3O120D117 


9301200084 Final Defielencg Repts 02-10 t« 11 re rigid strut pins 

afg bg Eicon Inltiallg reported on 821223, Test results 
Indiceite no load capacitg data values violated If such pins 
ware used, design margins not esceeded 

BChnOEOER.C, M Commonwealth Edison Co 03/01/21 KEPPLER, J S 
Region 3, Office of Director, 2pp 16960’ 202 24X 

Flche 50-000,83/01/21,8301280004, 


V Operatop Eiemlnations 


B21S230443 Oenerlc Ltr 02-38 to all power reactor 1 icenseai, app 1 icants 
for DLiIIBS U reactor vendors li AEs re meeting to dlscuet 
recen-t developments for licensing exams Advises that meeting 
will be held on 830211 re operator licensing Svc list end. 

EIBENHUT, D 0 Division of Licensing 82/12/22, Consolidated 
Edison Co of Now York, tnc, 12pp. 16681 072 24X 

Flche: 80-000, 82/12/22, 8212220443 


S3O112OO70 Oonaric Ltr 03-01 to power reactor licensees i< applicants 
for OL re operator licensing exam site vlel t, Raquaste 
schedule re exam requests expected for submittal prior to 
691231 for listed categories Bvc list sncl 

EJSEiNHur.D e Division of Licensing B3/01/11. Consolidated 
Edleon Co. of New York, Inc Itpp 16093,243 24X 

Flche: 90-000, 83/01/1 1, 8301 120070 


DOCKET 50-374 LASALLE COUNTY STATION, UNIT 2 


A. Appl Icatlon/cone true t ion stage documents tt corrstpondence 


8301240036 Forwards response to allegation that 55 gallon drum was 
left in reactor bldg cubicle roof L ‘'Reipones to Addl Info 
Raquestad bg NRC on Kaeonrg Nall Design Based Upon NRC 
Field Visit to LaSalle County Station During Nk of 820623 '' 
SCHROEDERt C, U Commonwealth Edison Co 82/09/30 KEPPLER, J.O 
Heglen 3, Office of Director 3pp 16887:203 24X 

F 1 Che 90-373, 82/09/30, 830 1 240036 


'0301240042 "Response to Addl Info Requested bg NRC on Masonry Nall 
Design Sated Upon NRC Field Visit to LoBalle County Station 
During Wk o f 020023 

* Commonwealth Edison Co 82/09/23 e7pp 16887 207 24X 

Flche 30-373, 02/09/30. 8301240036 


8301200153 Responds to FQIA request for ten cetagorles of documents 
Forwards Doeumintf 1-8 l< 10 Documents also available in FDR 
Document 9 not located 

FELTON, J M Division of Rules and Recorde 82/12/13 BTECKEL.A 
Union of Concerned Scientists Ip 16071 306 24X 

Flche 50-373,82/12/13,8301200193 


— 0301200211 Responds to 771013 request for addl Info re 770922 
application to extend CPPR-99 9 CPPR-100 Bar graph schedule 
Indicating Interrelation of various schedule factors end 
reed, C Commonwealth Edison Co. 70/02/02 PARR,0 D Light Nater 
Reactors Branch 3 4pp 16071 322 24X Flche 90-000,82/12/13, 

8301200193 


8212060356 Generic Ltr 02-30 to all 1 Ic eniees , app 1 1 cants for OL 6 
holders of CPs rs filings concerning 10CFR90 production & 
utllljatlon facilities Current listing of branch ass 1 gnmen ts 
for nuclear reactor projects & svc list enc I 

EIEENKUT.D O Division of Licensing 02/12/23. Consolidated 
Edison Co of New York. Jnc 1 Ipp 16068 0 01 24X 

Flche 30-000.02/12/28,8212060336 


8301030238 Forwards Info describing general It specific actions pursued 
It completed per Oaperlc Ltr 01-04 re Implementation of Rev 1 
to NUfiEO-0313, In responee to NRC 821028 ltr 

BCHROEDER, 0. M, Commonwealth Edison Co 82/12/2B LAINASi 0 C 
Assistant Director for Operating Reactors 4pp 16618 115 24K 

Flche 50-373, 82/12/20,0301030238 


0301040113 Dlecuiiei addl Info re Illegal actlvlttes at const site, 
including alleged death threat It altered const records 
individual stated that death threat ti alteration of records 
has been made known to local authorities 

NORELIUSiC E Division of Engineering ti Ttchnlcal Programs 
82/12/26 Illinois, State of Ip 16632 311 24X 

Flche 50-373,82/12/20,8301040113. 


8301040991 Forwards Dec 1982 "Reanalyils of LaSalle Ustuell to Drywell 
Vacuum Breakers Under Pool Buell Loading Conditions." Rev 0 
8CHR0E0ER, C. N Commonwealth Edison Co 82/12/28 SCHNENCER.A 
Licensing Branch 2 2pp 16642 163 24X F1 che. 50-373, 82/12/20, 

6301040591, 


'6301040606 "Reanalysls of LaSalle Nebuell to Drywell Vacuum Breakers 
Under Pool Swell Loading Conditions," Rev 0 

GILANIN, A U Contlnum Ognemlcs, Inc 82-33 02/12/31 20pp 

16642 165 24X Flcho: 30-373, 82/12/28, 830 1040S91 


B30104D139 Responds to request to document queetions re adequacy of 
design margins of Mark I It II containment egs Valve moves 
from fully open tp fully closed In 68 e w/expected steam 
flow decreasing to lero as valve dotes 

BCHROEDER, C N Commonwealth Edison Co 82/12/29. SCMNENCER.A. 
Licensing Branch 2 2pp 16632 339 24X Flche 50-373,82/12/29, 

0301040139 


8301210114 Advises that fuel load date expected within next several 
wks Fuel load will be achieved u/o need for CP eitetision 
BCHROEDER, C M Commonwealth Edison Co 83/01/13, SCHMENCER.A 
Licensing Branch 2 Ip 16879.062 24X Flche 50-374,83/01/13, 

6301210114 


8301210194 Forwards Rev 0 to "LaBalle County Btatton Radiation 
Chaeilstrg Technician Sasic Training Program,''* per License 
Condition 2, C (26) (b) Approval of alternative program 
requested by 830601 

SCHRQEOER, 0. N, Commonwealth Edison Co 83/01/18 BCHNENCER.A 
Licensing Branch 2 3pp, 16874:151 24X Flche 50-373,03/01/18. 

8301210194. 


— 8301210196 Rev 0 to "Laealle County etatlon Radiation Chemistry 
Technician Bailc Training Program." 

* Commonwealth Ed lion Co 62/05/31 53pp. 16674: 154 24X 

Flche. 50-373,83/01/18, 8301210194 


F Securitg, medical, emergency tt fire protection plane 


8212060349 Generic Ltr 82—33 to all Licensees of operating reac tors, 
appl leant I for OL & holders of CPs re Sup pi 1 to NUREO-0737, 
"Requirements for Emergency Responee Capability " 

NUREO-O737,8uppl 1 I, svc list end 

EISENHUT, D 0, Division of Licensing 82/12/17 Consolidetad 
Edison Co of New York, Inc 77pp 16681*206 24X 

Flche. 50-000, 02/12/17,8212060349. 
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ai?12S2044S <!-»n»rU Utt 82-39 to a U poactor llcen<«esiCP hoKfari b 
applicant* Pop CP* P« problen* u/»ubiii i tta 1 * oP 10CFn73 2t 
taPtjuardt inPo far llcanolng povtau Procadurt* re 
tran*nlttdl oP Info outlined Sv< list end 

EISEKHUT. D & Division of Licensing. B2/ 12/22 Consolidated 

Ed i ion Co oP Ni<i> Yort< Inc 13pp 16690 021 24X 

Flcbe 90-000. 82/1 2/22-S21 2220449 


8301070601 Release* public version oP revised smergencv plan 

ppocstfuTes 

FELTON. J t1 Division of Role* and Record* 83/01/03 Document 
Management Branch Ip 16704 224 24X Fiche 90—373.83/01/03. 

8301070601 


—8301070604 Foruards public version oP Rev 2 to LZP Procedure 
LZP-t370-2 re personnel Iniurlet b Rov 1 to Procedure 
LIP-t3aO-l re control oP oil spills 

V Commontpealth Edison Co 82/12/17. QPPlce oP Nuclear Reactor 

Regulation. Director 9pp 16704 229 24X Flche 50-373.83/01/03. 
0301070601 


— B301070607 Public version of Rev 2 to LZP Procedure U2P~1370-2 r» 
personnel Iniurits b Procedure LZP— 1380— 1 r* control of oil 
ipl I Is 

* Cummonciieal th Edison Co 82/12/02 lOpp 16704 234 24X 

F 1 c b e 30-37 3. 83/0 1 /03. 830 107060 1 


8301 140369 Mot 1 Pics that continuing difficulties prevent "opera tlonal** 
dislgnatlan of fisted eieergoncg response Pad 1 1 tl es, per 
NUREO-0737. Item HI A 1.2. "Upgrade Emergency Support 
Facilities" & Generic Ltr 82-33 

BifARTZ. E 0 Commoniuealth Edison Co 83/01/06. DENTON.H ft Oppice 
op Nuclear Reactor Regulation. Director 2pp. 16807 299. 24X 

Flche SO -000. 83/0 1/06. 830 1 1 4036 9 


8301110664 Releases public version of public Info pamphlets re actions 
to take in case of nuclear accidents 

FELTOM. J M Division of Roles and Record* 83/01/07 Document 
Minagenient Branch Ip 16767 267 24X FI che. 50-000. 83/01/07. 

6301110664 


-"8301110667 Foriitards public version o# public info papiphlets re 
actions to take in case of nuclear accidents 

ffOORE.R 0 Commonuealth Edison Co 82/12/31 DENTON. H R NRC - 
Nq Detailed Affiliation Oiven. 49gp 16767.263 24X 

Flche 50-000.83/01/07.8301110664 


8301120021 Releases public version of rev to Emergencg Plan 
Implementing Procedure 

FELTON. J H Division of Rules and Records 83/01/07 Document 
Management Branch Ip 16789 339 24X Flche 50—373.83/01/07. 

6301120021 


— 6301120027 Foruards public version of Rov 3 to Emergency Plan 
Implementing Procedure LZP-1550-2i "Environs EampHng 
Supplies Inventory " Safety evaluation cbeckllst end 
WATSON. K Commonuealth Edison Co 82/12/27 Office of Nuclear 
Reactor Regulation. Director 3pp 16709-340 24K 

Flche 90-373.83/01/07.8301120021 


301120029 Public version of Rev 3 to Emergency Plan Implementing 
Procedure LZP-1590-2. ’’Environs Sampling Supplies 
nventery " Revised LZP Indei end. 

Commonuealth Edison Co 62/12/06 14pp 1678? 343 24X 

che 30-373.83/01/07.8301120021 


udicatory correspondence 


10203 Informs that B2121S reiuest for hearing Is being reParred to 
a. per 830104 telcon u/N Blum* Amend to OL Issued 821216 
LK. 8 -J Office of the Secretary of the Commission 83/01/17 
70L. E. Cltiiens Against Nuclear Power Ip 16823 268 24X 

che 90-373. 83/01/17, 6301 160203 


Inspection reports. IE Bulletins b correspondence 


301100050 Responds to FDIA request for 12 catcgarle* of documents re 
facilities Repts re MARCH cods may be purchased from NTIS 
oriirards documents listed In App A Search for Items 3.6, 7. 9, 
b 12 identified In request continuing 

LTON, JH. Division of Rules and Records 82/12/07 HIATT, S.L 
la Cltiiens for Responsible Energy. Spp 16754 003 24X 

che 30-000, 82/ 12/07. 830 1 lOOOSO 


301100212 Adviies that sncl IE Bulletin 78-03, »Potential Explosive 
Oas Htxturs Accumulation* Assoc tatsd W/BWR Offgas 8y* 

Operations. " has been sent to listed licensee for action/ 
info, 

PAPPAS. H Region 3. Chicago. Office of the Director 78/02/10 
Division of Reactor Construction Inspection. Spp 16794 107 24X 

Flche 90-00 0. 82/ 1 S /07. 63 01 1 00030 


8208190269 IE Info Notice 62-51. "Overexposures in PWR Cavities " 8vc 

lift end 

OEYOUNO. R C Director's Office. Office of Inspection and 

Enforcement 62/12/21 Consolidated Edison Co of New Yo-rhi Inc 

lllpp 16689 239 24X Flche 50-000,82/12/21.6208190269. 


8212060351 IE Info Notice 82-52, "Equipment Environ Oual 1 f Icat 1 or 
Tasting Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " Sve list end 
JORDAN. E L Division of Engineering b Quality Assurance <Pre 
830103) 82/12/21 Consolidated Edison Co of Neu Yorlt. Inc 

llSpp 16681 036 24X Fichs 50-000.82/12/21.8212060351 


8212060350 IE Info Notice 82-53, "Main Transformer Failures at North 
Anna Nuclear Pouer Station " Sve list end 

JOROAN.E L Division of Engineering b Quality Assurance iPre 
830103) 82/J2/22 Consolidated Edison Co of New Yorl. Inc 

114pp 16798 017 24X Fiche 30-000,82/12/22.8212060330 


8301230382 Forwards IE Insp Repts 50-373/82-51 b 50-374/82-10 on 
820721-1214 b notice of violation 

KEPPLER.J 0 Region 3. Office of Director 02/12/22 REED. C 
Commonwealth Edison Co 2pp 16903 239 24X Fiche 50—373.82/12/22. 

B3OI2SO302. 


— 0301250389 Notice of violation from insp on 030721-1214 

KEFPLER.J 0 Region 3, Office of Director 82/12/22 2pp 
16903 261 24X Flche 90-373. 82/12/22. B3012S03G2 


—8301250387 IE Insp Repts 90-373/82-51 b 50-374/89-10 on 82072 1-1214 
Noncomp Hancr noted, condl tlons adverse to quality not 
corrected b corrective actions not sufficient to preclude 
repetition of failure to evaluate nonconforming matl. 

LANKSBURY.H D , WESCOTT.H H , JACK I W, I N Region 3, Office of 
Director 82/13/20 133pp. 16903 263 24X Flche 50-373. 

82/12/22, 8301250382 


8208190275 IE Info Notice 82-64, “West 1 nghouse NHFD Relay Failure* In 
Reactor Protection Sys " Bve list enc 1 

JOROAN.E L Division of Engineering b Quality Assurance <Pre 
830103) 82/12/27 Consolidated Edison Co of New York. Inc 

llOpp 16962-139 24X Fiche 50-000, 82/12/27,8208190279 


8208190273 IE Info Notice 82-59. "Seismic Quallf icatlon of West Inghous* 
Aft Relay W/t-atch Attachments Used In Westinghouse Solid 
State Protection By* " Bve list encl 

JOROAN.E L Division of Engineering b Quality Assurance (Pre 
830103) 82/12/28 Consolidated Edison Co of New York. Inc 

109pp 16868 014 24X Fiche. 50-000. 82/12/28. 8208190273 


0301040500 Forward* 8ALP Rept* 50-456/82-02 & 50-457/02-02 for Jul 
1980 through Dec 1981 Kgt attention needed in nonconformance 
b QA areas 

KEPPLER.J O Region 3. Office of Director 02/12/29 REED, C 
Commonuealth Edison Co 3pp 16646 306 24X Fiche 50-000. 02/ 12/29. 

8301040500 


— 8301040516 Comments on 8ALP rept* for facllltio* Category 3 designatloo 
for Brafdwood Functional Area 9 not justified 

RBED.C Commonuealth Edison Co 82/06/02 KEPPLER, J 0. Region 
3, Office of Director 22pp 16646.309 24X 

Fiche 90-000,82/12/29,6301040500 


8212060354 IE Info Notice 02-56, "Robertshau Thermostatic Flow Control 
V/alvcs " Sve lilt end 

JOROAN.E L Division of Engineering b Quality Assurance (Pr* 

030103) 82/12/30 Consolidated Edison Co of New York. Inc 

nipp 16756 137, 24X Flche. 50-000. 82/12/30.8212060354. 


8301210070 Forward! IE Insp Repts 50-373/82-50 b 50-374/62-17 on 
821004-28 b notice of violation 

NORELlUSiC E. Division of Engineering b Technical Programs 
83/01/06 REED. C Commonuealth Edison Co 2pp 16879 035 24X 

Flche 50-373, 83/ 0 1 /06. 030 1 2 1 0078 


— 8301210060 Notice of violation from Insp on 821004-26 

NORELIUS. C. E. Division of Engineering b Technical Program*. 
83/01/06. 2pp 16879 037 24X Fi chei 50-373. 83/01/06. 8301 210078 


—8301210065 IE Insp Rept* 90-373/82-90 b 50-374/82-17 on 821004-28 
Noncomplianca noted procedure* failed to adequately specify 
actions to be taken for door alarm 

LANK8BURV, R D , WORLD, P R , ROBINSON, D L Region 3. Office of 
Director. 83/01/09 Spp 16879’ 039 24X Flche 90-373, 03/01/0*. 

8301210070 


0301210237 Forward* IE losp Rept* 50-373/02-43 b 50-374/62-11 on 
820023-1004. No none ompl lance noted 

NORELIUS.C E Division of Engineering b Technical Program* 
83/01/07 REEDiC. Commonwealth Edison Co 2pp. 16874:022 24X 

Flche 90-373, 83/01/07. 0301210237. 
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B:M1310243 le In*p Repti 80-373/B2-43 (. 50-374/02-11 on B3O023-1OO4 No 

nanconpltanca not*d Major arta> Intpactad followup on 
a I It^atlont/concirns ra conit dafleltnclai 

LIPINSKt.R E . NORTON. J F , REIMANN.F U Rsgton 3. Office of 
Olractor 82/12/27 Ifpp I6B74 024 24X Flch* SO-373. 93/01/07, 

8301210237 


8301250300 Forvardf corrected pages to IE Insp Repts S0-373/BS-91 t. 
50-374/92-18 on 820721-1214 Original Insp repti contained 
typographical errors re insp period U/o encll 

JfQRELtilSf C. E Region 3, Office of Director 83/01/20 REED.C 
CoA.Hnenwialth Edison Co 2pp 16<?04 056 24X Fiche 50-373.03/01/20, 

93OI29O3B0 


S. Reportable occurrences. LERs ti related correspondence 


8301210140 PN9- 1 1 1-B3-006 on B301 13. sec ur Itg officer trlppad on staire. 
jarring pistol loose which aceldentallg discharged No 
injuries reported Investigation underwag 

BELANOER.J . CREED. J . BRBNIAHSKI.D Region 3. Office of Director. 
B3/OI/17, Ip. 16974-3I3 24X Flche 50-373,83/01/17.8301210140 


S30] 280084 final Oaficieneg Repti 82-10 & it re rigid strut pins 
esfg bg Elcen tnttlallg reported on B21223 Test results 
indicate no load capacltg data values violated If such pins 
uirt used.destgn mergins not exceeded 

SCKROEDER.C N Coitimonuea 1 th Edison Co 83/01/21 KEPPLER, J. 0 
Negion 3. Office of Diractor, 2pp 16760 202 24X 

Flche 50-000,83/01/21.0301280084 


V Operator Examinations 


B21222044Q Oinirtc Ltr 92-38 to all power reactor 1 Icensets. app 1 Icantp 
for OUiNSS It reactor vendors It AEs re meeting to discuss 
recent developments for licensing eiems Advises that maatlng 
will bo held Oh 830211 re operator licensing 8vc list end 
EtSENKUr.D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New Yorti Inc iSpp 16601 072 24X 

Ftche 50-000. 82/12/22. 8212220443 


B30il2C07B Oantrlc Ltr 83-01 to power reactor licensees fc applicants 
for OL re operator licensing eiam site visit Requests 
echadule re eiam requests expected for submittal prior to 
851231 for listed categories 6vc list end. 

EISENHLFTjDO Division of Licensing 83/01/11 Consolidated 
Edison Co of New York. Inc. llpp 16893 243 24X 

Ftche. 50-000, 83/01/11, 8301120078 


DOCKET 50-302 WATERFORD OENERATINO STATION, UNIT 3 


A Appltcatlon/constructian stege documents h correspondence 


€301190145 Partial response to FOIA request for documents re proposed 
rev h/or update to reactor lafatg etudg ref In NUREO-07B4, 

Chapttr 10 SI R3 11 h documents re dltcueelon of reactor 
cooling mathod, Forwards App A documents. 

FELTOrl. JM Division of Rules and Records 82/11/22 BH0LLV,9.C, 
Union of Concerntd Sclinttsts 3pp 16866 278, 24X 

Flche* 50-000, 02/11/22,8301190145. 


— B2O224O103 Comments on Ofc of Research t< Stds memo "Feed h Dlaed llsue 
for C-E App 1 Icantii ” re riek implications of C-E raactor 
designt which lack capabllitg for cooling via KPI tt 
deliberate venting of RC8 

LOBEL.R.Ii, Auxillarg Sgstems Branch 02/02/05. RUBENSTETN.L B 
Asslctant Director for Core t< Plant Sgstems 5pp 16867 077 24X 

FUhe: 50-000, 02/11/22. 8301190145, 


0301040034 Notification of 821221 meeting u/util tc Ebasco in Rethasda, 
iHO to discuss applicant squipmant que Ilf ica tion program 
PT (or to audl b, 

WILSON, sf Licensing Branch 3 82/12/15 KNIOHTON, 0. H. Licensing 

Branch 3. 3pp. 16655 282 24X Fiche* 50-382, 02/12/15, B301040034 


8301030151 Advises of nacd to reanelgte limiting large break LOCA rs 
containment purge data ti lafatg injection tank flow testing. 

C-E ECCB evaluation flow blockaga model oeed to perform 
reanalgsls. Draft analgeii rasulti axpected bg 830304, 

HAURIN,!. V Louisiana Pouar t< Light Co 82/12/22 NOVAK, T hi. 

Aeststant Diractor for Licanslng 2pp 16614 179 24J( 

Flcha: 50-382, 82/12/22, 0301030151 


€301040402 Forwards Rev 1 to "Reiponse to Homan Factors EnglnoBring 
Control Room Otsign/Reviiu Audit " 

NAURINiL V Louisiana Power t< Light Co 82/12/22 NOVAK.T M 

Assistant Dlrsctar for Llcsnslng 3pp. 16640.240 24X 
Fiche: 50-392, 82/12/22, 8301040402. 


— 83D1040407 Rev 1 to "Reponse to Human Factors Engineering Control 
Room Design Review/Audit '' 

« Louisiana Power h Light Co 82/12/31 171pp 16640 243 24X 

Fiche 50-382,82/12/22,8301040402 


S301030005 Foruerds Amend 30 to application for OL, consisting of Amend 
30 to F8AR 

NAUR IN, L V Louis lane Power 1, Light Co 02/12/23 NOVAK. T M 
Assistant Director for Licensing app 16621 30B 24X 

Fiche 50-382,82/12/23,8301030005 


--0301030006 Amend 30 to application for QL 

MAURIN.L V Louisiana Power St Light Co 82/12/23 2pp 
16621 310 24X Fiche 50-302,02/12/23,0301030005 


B212060356 Oenerlc Ltr 02-30 to all 1 1 c tnsees. appl Icanti for OL St 
holders of CPs re filings concerning tOCFRSO production St 
utilization facilities Current listing of branch assignments 
for nuclear reactor projects St sve list end 

EISENHUr, D 0 Division of Licensing 82/12/28 Consolidated 
Edison Co of New York. Inc llpp 16860.001 24X 

Fiche 50-000,82/12/20,9212060356 


8301040705 Forwards Ebasco Svci, Inc rept, “Analgsls of Prassuriier 
8afatg Valve Discharge Piping" in response to NUREO-0737, 

Item II D. 1. "Performance of PHR Relief I, Safetg Valves " 
MAURIN.L V Louisiana Power St Light Co 82/12/29 NOVAK, T.M 
Assistant Director for Licensing. 3pp 16640 030 24X 

Fiche 90-382,82/12/29,0301040705 


— 0301040791 "Analgsis of Prsssuriier Safstg Valve Discharge Piping *' 
e Ebasco Services. Inc (subs of Enierch Corp 1 02/09/30 

40pp 16648 034 24X Flchi 50-382,02/12/29.8301040703 


0301070303 Advises that util 821122 revised environ protection plen has 
no adverse effect on Areas 3 (i 4 (Materford Plantation 
overseer house & worker quarter s ). whi ch are eligible for 
inclusion In Natl Register of Historic Places 

DE0LIEUX,fl 0 Loul liana, Btate of 02/12/30 REOAN. H H Siting 
Analgsls Branch. Ip 16606 130 24X Fiche 50-302,02/12/30. 

0301070303 


B3D1040771 Requests addl inf o/c lari fl cat ion re nonmatalllc matl in 
safetg egs Info neidad to determine whether safetg-relatcd 
equipment installed at facilltg satisfies requiremsnts of 
Otneral Design Criteria 4 

NOVAK. T H Assistant Director for Licensing 03/01/03 HAURIN, L V 
Louisiana Power U Light Co 2pp 16645 210 24X 

Fiche 50-382, 83/01/03.8301040771 


830112DS20 Comments on propesed unlimited use of containment purge sgs 
Use of purge sgs w/48-lnch diameter valves limited to 90 
h/yr during Operating Modes 1-4 Mini-purge sgs installation 
may be considered 

NOVAK, T M Assistent Director for Licensing 83/01/03 MAURIN.L V 
Louisiana Power t. Light Co Gpp 16797 360 24X 

Fiche 50-382 , 83/01/03,8301120520 


8301180172 Forwards boron dilution alarm sgs setpoint analysis In 
satisfaction of BRP Section IS 4. 6 

MAURIN.L V Louisiana Power t. Light Co, 03/01/13 NOVAK, T. M 
Assistant Director for Licensing 89pp 16832 010 24X 

Fiche, 90-382, 83/01/13. 8301180172. 


F. Security, medical, emergency ti fire protection plans 


6S12060349 Oenerlc Ltr 82-33 to all licensees of operating raactors, 
applicants for OL tt holders of CPs re Suppl 1 to NtfREO-0737, 
"Requirements for Emergency Response Capability," 

NUREO-0737, Suppl 1 t, avc list end. 

EISENHUr, D. 0 Division of Licensing 82/12/17 Consolidated 
Edison Co. of New York, Inc 77pp 16681 200 24X 

Fiche' 50-000, 82/12/17.8212060349 


8212220449 Oenerlc Ltr 62-39 to all reactor llcenseesiCP holders It 
applicants for CPs re problems u/submlttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined. Bve list end. 

EI8ENHUT, D. 0. Division of Licensing 02/12/22 Consolidated 
Edison Co. of New York, tnc 13pp. 16690' 021 24X 

Fiche* 50-000, 82/12/22, 8212220445 


8301110433 Discusses Installation of Internal conduit fire teals per 
621020 telcon agreement Fire seals w/3-h fire rating shall 
ba provided at first available conduit opening from fire 
barrlar penetration 

MAURIN.L.V Louisiana Power St Light Co. 82/12/29 NOVAK.T.H 
Aselstant Director for Licensing Ip. 16743 212 24X 

Flchs: 50-382. 82/12/29. 8301110433 
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e Adjudlcatorg eorrtipondetice 


6301030149 E>e«pt:ion« to 621103 partial initial decl«ion 

CROESCH. OL Joint Intarvenort-Waterford 62/12/27 Atomic 

Safatv and Lictnfing Appeal Panel Spp 1A614 167 24X 

Flche: 50-352> 62/12/27. 6301030142 


BSOlOdOAe? Notice of ulthdraual of eieeptlon to A6LB 621103 partial 
initial deeiilon renulrlng Itri of agreement for driver* of 
■upport parish vahlclei to ba used In event of evacuation 
Certificate of Svc end 

CHURCHICL.O W Louisiana Pouer tc Light Co CKURCHIUL>B N Sham. 
Pittman. Pott* V Troubridge 63/01/21 9pp 1&699 064 24)1 

Flche SO-362. 63/01/21.6301290469 


K Utility Final Safety Analyei* Report IFSAR) tc amende 


6301030009 Foruards Amend 30 to eppli cation for OL. eontl* t ing of Amend 
30 to F3AR 

HAURIN.L V Louisiana Pouer t< Light Co. 62/12/23 NOVAK. T.H 

Aifistant Director for Licensing 2pp. 16&21 306 24X 

Flche 90-382.62/12/23.8301030009 


— 9301030006 Amend 30 to application for tX. 

HAURIN.L V Loul liana Pouer & Light Co 62/12/23 2pp 
16621 310. 24X Flche 50-382,82/12/83.6301030009. 


—6301030007 Amend 30 to FSAR 

a Louleiane Potter & Light Co 62/12/31 aolpp 16621 312 24X 

Flche 90-382,62/12/23.6301030009 


6301060303 Certlfiei svc of Amend 30 to F6AR on 621230 

ESAN.K t^C - No Detailed Affiliation Given. 82/12/30 Ip. 
t£67a 29? SAX Flche. 90-362. 62/12/30. 6301060303 


Q Inspection report*. IE Bulletine % correspondence 


6301030043 Foruerd* luppl to 610707 response to IE Bulletin 61-03, 
"Flou Bloeiage of Cooling Nater to Safety 8y« Component* by 
Cortieula Sp (Asiatic Clam) & Hytilus Sp <Hu**el} " Safety- 
related sy* approved (i satisflee monltarlng requirement* 

HAURIM.L V Louisiana Pouer 6 Light Co 62/11/23 COLLINS. J T. 
Region 4. Office of Director 4pp 16614 273 24X 

Flche 90-382,62/11/23.6301030043 


6208190269 IE Info Notice 62-91, "Overexposur at In PVR Cavities '' Bve 
lilt end 

DEYOUNO.R.C Director 't Office, Office of Inspection and 

Enforcement 62/12/21 Consolidated Edleon. Co of Neui Vor I. Inc 

lllpp 16689 239 24X Flche 50-000.82/12/21,8206190269 


6212060351 IE Info Notice 62-52. "Equipment Environ Oualif i cati on 
Tatting Experience - Updating of Test Summaries Previously. 
Published in IE Info Notice 81-29 Bve lilt end 
JORDAft. E. L Dlvlilon of Engineering & Quality Asturance (Pre 
630103) 82/12/21 Consolidated Edison Co of Neu Vork. Inc 

llSpp 16681 068 24X Flche' 90-000, 62/12/21 , 6212060391 


6212060350 IE Infe Notice 62-93. "Main Transformer Failures at North 
Anna Nuclear Power Station " 8ve list end 

JORDAN. E L. Divlilon of Engineering & Quality Aesurance (Pre 
SSOtOS) 62/12/22 Consolidated Edison Co. of New Vork, Ine. 
114pp 16798 017 24X Flche; 50-000. 62/12/22.6212060350. 


6206190279 IE Info Notice 62-94. “West I nghoui e NBFD Relay Failures in 
Rcsetor Protection Syt. " 8ve list enci 

JORDAN, E L Division of Engineering 6 Quality Asturanee (Pre 
830103) 82/12/27 Consolidated Edison Co of New York, Inc. 

llOpp 16962' 139. 24X Flche; 90-000, 62/12/27.6206190279 


6206190273 IE Info Nbtlee 62-95. "Belsmie Qualification, of Meetinghouse 
AR Relay U/Leteh Attichmente Used In Mestlngheuse Solid 
State Protection By* " Svc list end. 

JORDAN. E L Division of Engineering & Quality Assurance (Pre 
630103) 62/12/28 Consolidated Edison Co of New York. Inc 

1 09p p . 1 6668 014. 24X F 1 c h e ; 9 0-000. 62/1 2/ 26. 6208190273 


*^301040204 Confirm* 830117-26 independent verification Insp of const. 
All data packages should he submitted to Region 1 ofc by 
'30109, Simi la r NDE planned on routine beeis at ether 
ctnsea const tltei 

iDLlAROO. J E Division of Resident, Reactor Project M Engineering 
■ogremi 82/12/29 MAURFN, L. V, Louisiana Pouer M Ligitt Co Spa 
*636 199 24X Flche, 90-362, 62/12/29, 8301040204. 


'060354 IE Info Notice 82-56, "Robsrteheu Thermoetatte Flow Contrnk 
lives " Svc list end 

WDAN. E. L Division of Engineering (■ Quality Aesurance (Pre 
30103) 82/12/30 Consolidated Edison Co. of New York, Inc 

lipp 1675B 137 24X Flche:S0-O0O, 62/12/30.8212060394 


0301110825 Ack receipt of 620721,0917 t< 1119 Itrs Informing NRC of 
steps taken to correct violations noted In IE Insp Rept 
50-382/62-10 

MADSEN, 0 L Division of Resident, Reactor Project ti Engineering 
Programs 63/01/03 MAURIN, L V Louisiana Pouter t. Light Co Ip 
16741 393 24X Flche 90-382.63/01/03.6301110929 


—6301110329 Responds to NRC 820615 ii 0B12 Itrs re violations noted in 
tnep Rept 90-3B2/83-10 Corrective actions field change 
request Issued to modify installed support* & steam 
generator level tube track per design criteria 

HAURIN.L V Louisiana Power It Light Co 82/11/19 MADSEN. 0 L 
Division of Resident. Reactor Project 1. Engineering Programs 2pp 
16741 394 24X Flche 50-3B2. 83/01 /03. B301 1 109S9 


B301120179 Responds to NRC 821206 1 tr re violations noted in IE Insp 
Rept 90~382/S2-14 Corrective actions follouing Intensive 
trelnlng/re training program. Thofflp k Ins-Bechul th initiated 
relnsp of approx 9.000 hangers Action completed 820606 
MAURIN. L V Louisiana Power It Light Co 83/01/04 DEVaUN(}. R C 
Oirictor'’s Office. Office of Inspection and Enforcement 7pp 
16776 100. 24X Flche 90-382,63/01/04,8301120175 


0301120183 Request* that NRC review circumstances re proposed civil 
penalty of 420.000 It reconsider whether penalty warranted, 
per 10CFR2 209 Detailed assessment end 

MAURIN-L V Louisiana Power It Light Co 83/01/04 DEYOUNO. R C, 
Director'* Office, Office of Inspection and Enforcement 8pp 
16776 142 24X Flche 50-382,83/01/04,8301120183 


B3012B0197 Forwards IE Insp Rept 90-382/82-28 on 821101-30 No 
none amp I lance noted 

MADSEN, 0 L Division of Resident, Reactor Project I, Engineering 
Programs 83/01/10 HAURIN.L V Louisiana Power It Light Co 2pp 
16962 073 24X Flche 90-382,83/01/10,8301280187 


—6301280161 IE Insp Rept 90-382/62-28 on 821101-30 No nencompi lance 
noted Major areas inspected independent design review, mgt 
meeting. con trol room design review, preoperetlonal testing & 
instrumentation It control 

CONBTABLEtO L t CUMHINB, J E , FLtPPQ, T A Division of Resident. 
Reactor Project It Engineering Programs 63/01/09 lOpp 
16962,079 24X Flche 90-382,63/01/10,8301280197 


8301180244 IE Insp Rept 50-382/62-29 hat been canceled 

MADSEN, 0 L Oivltion of Resident, Reactor Project It Engineering 
Programs 83/01/12 HAURIN.L Y Louitiena Power It Light Co. ip 
16826 067. 24X Flche 50-362,83/01/12,8301180244 


B Reportable occurrences, LERt It related corratpondsnee 


8301030173 Final Significant Const Deficiency Rept 98 ra 620712 cable 
trey fire in reactor euxillery bldg at Elevation 39 ft 
Initially reported on 820606 Thirteen of 30 damaged cables 
r eplecfd, Intu letlon sustained Repairs acceptable 
MAURIN.L V, Louisiana Power It Light Co 82/12/21 COLLINS. J T 
Region 4, Office of Director 3pp 16616 360 24X 

Flche 90-382,82/12/21.8301030173 


8301130099 Final Deficiency Rept 8CD 52 re penetration Inetallation 
Initially reported on 820723 Two penetrations removed from 
eys I* new, properly heat traated panetratlons Installed 
Installation completed during third wk of Nov. 

JORDAN, R L Johnson Controls, Inc 62/12/21 COLLINS, J T. Region 
4. Office of Director. 2pp 16795.399 24X Flche. 90-382. 92/12/31, 

8301130099. 


8301140316 Final Significant Const Deficiency Rept 49 re Tlme-Tral. Inc 
heat trece panel malfunctions Initially reportad on 821130 
Voltage regulators, thermocouple amplifier boards M ambient 
tamp sensors replaced by 821124. 

MAURIN.L V Loultlene Power li Light Co 82/12/28, COLLINB. J T 
Region 4, Office of Director. 2pp 16807' 266 24X 

Flche; 90-382, 82/12/28. 8301140316. 


6301140394 Final Rept re Significant Conet Deficiency 40, "ITE - 
Oould Starter Coil Failure in Containment Cooling Fan* " 

Original coils ramovad l< replacement colls installed on 
821129 

MAURIN.L V Louisiana Power 6 Light Co 82/12/28 COLLINS, J T. 
Region 4, Office of Director 2pp 16806' 153 24X 

Fleha 50-382,82/12/26,8301140394. 


8301140396 Final Deficiency Rept 97 re deviations In ITT Barton Model 
763 li 764 transmitters caused by leakage current path* from 
electronic circuitry to case ground after exposure to high 
temp. Ini tlell y reported on 621203 

MAURIN.L V. Louleiane Power li Light Co 63/01/03 COLLINS. J T. 
Region 4, Office of Director 2pp. 16606.191 24X 

Flche 90-382,83/01/03,8301140396 
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8301140397 Flnel Significant Const Oafictency Rspt 50 ro possible 
■slfunctlon In Apastat E7000 Series time delay relay 
Initially reported on B21130 All defective Agestat E7000 
Series relays replaced by S21124 

V Louisiana Pouer t. Light Co B3/01/04 COLLINS. J T 
Region 4. Office of Director 3pp 16607 137 24X 

Flche 90-302. 83/01/04.8301140387 


B301 140041 Final Rept re Significant Const Deficiency 23. "Defective 
Valve Actuators (Fisher Controls) " Spring return actuator 
guide sleeves replaced l< valve actuator asseinblies 
re-tuarliad. Also reported by OH Bettis per Part 21 

KADRIM.L V. Louisiana Power «< Light Co 83/01/06 COLLINS. J T 
Region 4. Office of Director 2pp 16B06 016 24X 

Flch#' 50-362. 03/01/06. 8301140041 


B3012S0552 Second Interiin Deficiency Rept 62 re undersize uelds on 
1/S— inch Schedule 160 pipe Corrective action not conipletcd 
Final rapt sii 11 be submitted on 83021 1 

f1Al/fHN.L V Louisiana Power «. Light Co 03/01/13 COLLINS, J T 
Region 4. Office of Director Ip 16703 327 24X 

Flcha 30-302.83/01/13.0301250332 


0301310173 Reopens Significant Const Deficiency Repts 42 It 4B duo to 
Inadequate description of scope of corrective action 
performed Final repts expected by 830214 

HAURfN. U.V Louisiana Power It Light Co B3/01/24 COLLINS, J T 
Region 4. Office of Director ip 16767 t6B 24X 
Flche^ 90-302. 83/01/24. B301310173 


T Keering transcripts on non-ant 1 true t matters 


B301SB0041 Forwards NRC testimony of DJ Perrottt t< FEMA testimony of 
AL Lootobaugh re adequacy of applicant public info brochure. 
Cgntentlon 17/26(1) (a) 

IURK.8 E. Hearing Branch 1 63/01/26 HOLFE, S J . JORDAN. U. K. . 

FOREHANtH Atomic Safety and Licensing Board Panel Ip 16797 ilO 
24X Flche* 50-382. 83/01/26, 8301280041 


— 830IS80043 Testimony of Dj Perrottl re applicant public Info brochure 
HR.G will ravlau FEHA comments on adequacy of brochure It 
applicant incorporation of comments 

PERRDTTt. 0. J Emergency Preparedness Branch 83/01/26 4pp 
16797 111. 24X Flche 50-382,83/01/26,8301200041 


— S30'12B0'044 Testimony of AL Lookabaugh re public Info brochure Subj to 
ratolution of school ma tier, publ i c Info brochure meets 
criteria of NURE0~06S4. Certlf Icate of Bvc end 
LOOKABAliOH. A L NRC - No Detailed Affiliation Olven 

LfXlKABAIJOH. A L Federal Emergency Management Agency 83/01/26 

Tpp 16957 115. 24X Flche 50-382,83/01/26.0301280041 


9301280279 Forwards RJ Perry & oR Klare testimony on emergency public 
info brochure 

CHURCHILL. B. N Shaw, Pittman. Potts & Trowbridge CHURCHILL. D N 
Louisiana Pouer b Light Co 83/01/26 NDLFE, B J , FOREMAN. H. . 
JORDAN. U H. Atomic Safety and Licensing Board Panel 4pp, 
I&994'a07 24X Flche 50-382,03/01/26.8301280275 


— 3301200286 Testimony of Rj Perry on emergency public info brochure, 
Brochure satisfies NRC requirements & meets joint NRC/FEMA 
criteria of NUREO-0634 Prof qualifications end 
PERRY. R J Louisiana Power Si Light Co 03/01/26. 7pp 
I&7S4 on 24X Flche 30-382,83/01/26,0301200279. 


'8301200296 Testimony of OR Klare on emergency public info brochure. 
Brc-chura clearly presents info in manner to be readily 
undarstoof by public at large Readability level ALARA w/o 
compromising or confusing mcssags N/praf qualifications 
KLARE, B.R Louisiana Power It Light Co 83/01/26 14pp 
16994* 0 13 24X Fiche 90-382.03/01/26,0301280275 


B301310209 Affidavit of S Duplassls on brochure. "Plans to Help You 
During Emirgendes " Individuals w/slxth grade reading 
•bills can read brochura. but brochure is poorly organized 
DUFLESaiS. 8. Joint Intervenors-Water ford 03/01/26, 6pp 
1676? 313 24X Flche. 50-382, 83/01/26, 0301310205. 


— 8301310209 Testimony of 8M Hunter on brochure. "Plans to Help You 
During Emergencies " Fear situation should be placed first 
in brochure aeparate brochures needed based on distance from 
p lent. Ceril f icate of Syc end 

KUt-ITER. S M Joint Intervenor s-Waterf ord. 83/01/26 14pp 
U969 319. 24X Fiche 90-382,83/01/26,8301310205 


V Operator Examinations 


8212220443 Oeneric Ltr 62-3B to all power reactor 1 icensces. ap p licanti 
for 0L.NS8 b reactor vendors (< AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 830211 re operator licensing 8vc list end 
EISENKUT.DO Division of Licensing 82/12/22 Consalidated 
Edison Co of New York, Inc 12pp 16601 072 S4X 
Fiche 50-000.02/12/22,0212220443 


0301120078 Oeneric Ltr 03-01 to power reactor licensees ti applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam raquesti expected for submittal prior to 
091231 for listed categories 8vc list end 

EISENHUT.DO Division of Licensing 03/01/11 Consalidated 
Edison Co of New York, Inc llpp 16073 243 24X 

Fiche 90-000,03/01/11,0301120070 


DOCKET 30-307 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1 


E NRC Safety Evaluation Report (0ER), suppls b correspondence 


0212060462 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SUSQUEHANNA STEAM ELECTRIC STATION, UNITS 1 b 2 Docket Nos 
50-337 And SO-360 (Penny Ivanla Power And Light Company, 
Allegheny Electric Cooperative, Inc ) 

« Division of Licensing NUREO-0776 604 82/10/31 37pp 

16343 3il a4X Fiche 90-387,82/10/31,0212060462 


6301040247 Infarmi that review of as-built reconciliation complete 
Rework performed where necessary on all Phase III anchors in 
accordance u/commitments In 821027 ltr Teledyne will review 
results per SER Suppl 4 

CURTIS, N H Pennsylvania Pouer i Light Co 02/12/29 BCHWENCER, A 
Licensing Branch 2 Ip 16639 193 24X Flche 90-307,82/12/27, 

0301040247 


F Bfcurlty, medical, emergency b fire protection plans 


8212060349 Oeneric Ltr 02-33 to all licensees of operating reactors, 
applicants for DL It holders of CPs re Suppl 1 to NUREO-0737, 

"Requ irsrnsnt# for Emergency Response Capability " 

NUREa-0737,6uppl 1 b sve list end 

EISENHUT, 0 0 Division of Licensing 82/12/17. Consolidated 
Edison Co of New York, Ine 77pp 16681 200 24X 

Fiche 50-000, 82/12/17,0212060347 


8212220445 Otneric Ltr 82-37 to all reactor licensees, CP holders b 
applicants for CPs re problems u/suhmlttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of Info outlined Bvc list end 

EIBENHUT.O 0. Division of Licensing 82/12/22 Consolidoted 
EdlS'On Co of New York, Inc 13pp 16690 021 24X 

Fichs 90-000,32/12/22,8212220449 


8301090128 Releases public version of temporary change notice to 
emergency plan Implementing procedure 

FELTON, J M Dlvlelon of Rules and Records 62/12/28 Document 
Management Branch Ip 16660 213 S4X Fi che 90-387. 82/12/28. 
8301090128 


— 8301050137 Forwards public version of Temporary Change Nettca 62-2376 
to Emergency Plan Implementing Procedure EP-IP-OOI, 

"Emergency Clef eif Icat 1 an " Receipt form end 

UHARTON, J T Pennsylvania Power b Light Co 82/12/13 

DENTON, H R Office of Nuclear Reactor Regulation, Director 2pp 

16680 216 24X Flche 50-387,62/12/23,8301090128. 


— 8301090146 Public version of Temporary Change Notice 82-2376 to 
Emergency Plan Implementing Procedure EP-IP-OOl, 

"Emergency Class if icat 1 on " 

e Pennsylvania Power b Light Co 82/12/07. Ip 16680 210. 24X 

Fiche 50-337,02/12/28,8301090120 


8301040212 Informs that interim emergency response computer tys 
discussed in 820916 ltr complete b operational. 

CURTISrN H Pennsylvania Power b Light Co 62/12/2? BCHUENCER.A 
Licensing Branch 2 Ip 16630 177, 24X Ftchs. 50-307, 82/12/27, 

8301040212 


8301040149 Forwards Rev 2 to fire protection review rept. 

CURTIS. N N Pennsylvania Power b Light Co 02/12/30. SCHUENCER.A 
Licensing Branch 2 Bpp. 16633 147 24X Fichei50-3B7.es/13/30. 

8301040147 


— B301O401S2 Ray 2 to fire protection review rept, 

« Pennsylvania Power b Light Co 82/11/30 376pp. 16633 156. 

24X Fiche* 90-307, 82/12/30,0301040147. 
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S301110&A5 Advltsa of rcfond of Gloss. II fee> submi tied U/Q2I025 
opplicotion for oiasnd to Soourit*; Plan tc Security Training 
It Qualification Plan 

HILLERjWO Licans* F»» Manajement Branch 33/01/06 CURTIfii M M 
Pannsgl Vania Pouar & Light Co Ip 1676S 327 24X 

F i c h t ■ 90-387. 93/01/06. 830 1 i 1066 S 


8301110479 Foruardt dynamic 
Tist B*pt, " MEDC-22177 OE 
CURTIS. N H ponntylvanla 
Licensing Branch 3 Ip 
G301 110479 


quallf ication summary package b "OE Final 
rept withheld (ref iOCFRS 790> 

Power k Light Co 32/12/20 SCHMENCER.A 
16743 03S 24X Flcbe 90-307.82/12/23. 


8301140003 Submits addl info in support of proposed Amend 11 to License 
NFF-IA Fire tones corresponding to installed sprintler sys 
mis interpreted due to error in Tech Specs Zones 
re Interpreted 

CURTIS.Nhl Pennsylvania PouJtr b Light Co 33/01/11 SCHUENCER. A 
Licensing Branch 2 2pp 16806 048 24X Fi Che: SO-387, 83/01 /1 1 > 

8301140003 


B3D1260046 Informs that Safeguards Info Prograpi will bo espanded to 
allou storage of safeguards info in security storage 
c ontainere. per 10CFR73 21 id), in new util annci & at 
facility Review b comments requested by 630124 

CURTIS.NW Pennsylvania Power & Light Co 83/01/11 Office of 
Nuclear Reacto'r Regulation. Director 4pp 16912 318 24X 

Ficbe 30-387,83/01/11,8301260046 


8301190041 Releases public version of revised Emergency Plan 
Implementing Procedures 

FELTON, d M Division of Rules and Records 63/01/13 Dacument 

Management Branch Ip 1684S 288 24X FI Che 50-387.83/01/13, 

8301190041 


— 8301190044 Forwards public version of Rev 1 to Emergency Plan 
Implementing Procedure EP'IP-012r “□nsitt emergency 
Monitoring" b Rev 1 to £p.-IP-0l3. "Offsite Emergency 
Monitoring Teams." Receipt form encl 

e Pennsylvania Power b Light Co a3/0i/06 DENTON. H R NRC - No 
Detailed Affiliation Oiven Ip 16848289 24X 

Ficbe 30-387,83/01/13,8301190041 


— 8301 190047 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EP-rP-012i "Onsite Emergency Monitoring*' b Rev 1 
to EP-lP-013, "Offsite Emergency Monitoring Teams “ Rev 7 
to table of contents end 

e Ponns ylvania Power b Light Co 83/01/06 39pp 16849 290 
24X Ficbe 30-387.83/01/13,8301190041 


9301270158 Cem/nents on physical security plan re security officer b 
detectors In response to NRC 821209 1 tr Encl info will be 
included In Change N to plan which will be submitted in Feb 
1983 

CORTIS, N if Pennsylvania Power b Light Co 83/01/24. SCKUENCER. A 
Licensing Branch 2 3pp 16934 290 24X Fiche 50-387.83/01/24. 

8301 2701 SB 


0 Adjudicatory correspondence 


8301100109 Advises that time for Conunlssion to review ALAB-702 eiplred 
Commlsslen declined review Decision became final agency 
action on 630103 

CKILK, a J Office of the Secretary of the Commission. 83/01/07 
Office of the Eiecutlve Legal Oirector. Ip 16704 075 24X 

Fiche. 50-307, 83/01/07. 8301100109 


1250296 Forwards proposed amend on unidentified leakage, as requested 
n ALAB-702 Sve list and 

1L8ER0, J E Shaw, Pittman, Potts b Trowbridge SILBERO, J E 
ennsylvanla Power b Light Co. SILBERO. J E Allegheny Electric 
ooperatlve. Inc 83/01/21 froORE. T 6 . BUCK. xl H. . EILPERIN.8F 
tomlc Safety and Licensing Appeal Panel. Ip. 16897 093 24X 

iche 30-307.83/01/21.8301230296 


operating license stage documents b correspondence 


,01060342 Noti fl cation of 630119 maeting w/utlJ In Bethadsa.MD to 
discuss drywell cooling 

PERCH. R L Licensing Branch 2 82/12/27 SCHMENCER.A Licensing 

Branch 2 3pp 16664341 24X Fiche 50-387.82/12/27,6301060542 


3301200125 Notification of cancellation of 030119 meeting w/utll in 
Bethesda.HO to discuss drywell cooling 

PERCH. R L Licensing Branch 2 82/12/27 SCHMENCER.A Licensing 

Branch 2 3pp 16662 129. 24X Fiche 90-397. 82/ 12/27, 8301 200125 


•!i£060356 generic Ltr 82-30 to all 1 Ic ensees . appl icants for OL b 
holders of CPs re filings concerning iOCFRSO production fc 
utllliatlon facilities Current listing of branch assignments 
for nuclear reactor projects b sve list encl 

E18ENHUT. 0 9 Division of Licensing 62/12/28 Consolidated 
Edison Co of New Vork. Inc llpp. 16868 001. 24X 

Ficbe- 90-000. 02/12/28.6212060396. 


— 8301110483 "Dynamic Qualification for M8I9 " 

* Otneral Electric Co 82/12/21 93pp 16743 039 24X 

FIchf 90-387,82/12/28,0301110479 


8301040249 Informs that review of as-built reconciliation cemplote 
Rework performed where necessary on all Phase III anchors in 
accordance w/commltments in 821027 ltr Tctedync will review 
results per 5ER Suppl 4 

CORrlS. N H Pennsylvania Power b Light Co 82/12/27 SCHMENCER.A 
Licensing Branch 2 Ip 16639 193 24X Fiche 30-387,82/12/29. 

8301040249 


8301050410 Notifies that 820909.16 b 1221 responses to License 
Condition 2 C<13)(a) re nearby facilities reviewed License 
condition met 

SCHMENCER.A Licensing Branch 2 82/12/29 CURTIS.N H 

Pennsylvania Power b Light Co 2pp 16668 343 24X 

Fiche 5 0-387, 82/ 1 2/29, 830 1 0304 1 0 


6301110665 Advises of refund of Class II fee, submitted w/e21029 
application for amend to Security Plan b Security Training 
& Oual 1 f Icat 1 on Plan 

HILLER. M 0 License Fee Management Branch 83/01/06 CURTI8.H N 
Pennsylvania Power b Light Co Ip 16763 327 24X 

Fiche 30-387.63/01/06,8301110663 


6301110523 Clarifies typographical error In 820929 ltr re peak clad 
temp for recirculation line suction break w/25 s diesal 
generator start For large recirculation suction break, peak 
clad temp remains util below 2,200 F limit 

CURTIS.N U Pennsylvania Power b Light Co 03/01/07. SCHMENCER.A 
Licensing Branch 2 3pp 1674 1 356 24X Fiche. 90-307. B3/D1 /07. 

8301110923 


6301180376 Forwards enlarged photographs showing two different ilte 
views to complete Nomination of Historic Places forms 
submitted on 821109 

CURTIS.N M Pennsylvania Power b Light Co 83/01/11 8CHMENCER.A 
Liconslng Branch 2 27pp 16823 268 24X Fiche 50-387, 83/0 1 /> 1, 

8301180378 


8301260293 Forwards application to amend License NPF-I4. r evls ing 
License Cond 1 tlon. I tern S C. 23e> to require qualification of 
recirculation discharge valve assemblies prior to exceeding 
23 cycle operational limit Class II amend fee end 
CURTIS.N U Penney Ivan ie Power b Light Co 63/01/26. SCHMENCER.A 
Licensing Branch 2 ip 16954 219 24X Fiche 50-387.83/01/26. 

6301280293. 


— 8301280295 Application to amend License NPF-M. revising Lleens* 
Condition. 1 tern 2 0 23a. to require qualification of 
recirculation dishcargo valve assemblies prior to exceeding 
25 cycle operational limit 

CURTIS.N M Penniylvanla Power b Light Co 83/01/26 Ip. 
16934 220 24X Flcht 90-367.83/01/26,8301280293 


8 Inipection reports. IE Bulletins b correspondence 


8301100050 Responds to FOIA request for 12 categories of documents re 
facilities Reptf r* MARCH code may be purchaecd from NTIS 
Forwards documents listed In App A Search for Items 3. 6. 7, 9. 

1 1 b 12 Identified In request continuing 

FELTON. J M Division of Rules and Records 02/12/07 HIATT. 6 L 
Ohio Cltliens for Responsible Energy Spp 16794 003 24K 

Fiche 90-000. 82/12/07,8301100030 


— 0301100197 Advises that IE Bulletin 78-03, "Potential Explosive Oas 
Mlxtura Accumulations Associated U/BMR Offgas Sys 
Operations. " has been sent to listed QL holdars for actlori b 
to listed CP holders for Info Sample Itrs encl 
ORIER.B.H Region 1, Philadelphia, Office of the Olrectop 
78/02/10 Division of Reactor Oparatlons Inspections, 6pp. 
16794 lai 24X Flchs, 90-000, 02/12/07,8301100090 


— 930II0026I Forwards IE Bulletin 78-03. "Potential Explosive Oas Mixturi 
Accumulatloni Associated M/BMR Offgas 9yt Oparatlons ” 

No written responia required. M/o and 

ORIER. B H Region 1. Philadelphia. Office of the Director 
78/02/10 CURTIS.N U Pennsylvania Power b Light Co tp. 

16794,209 24X Fiche. 90-000, 82/12/07. 8301 100090, 


8301070258 Forwards listing of remaining weld exams to be perforoiad 
during next available outage to satisfy preservlcs exa<n 
raqulrsments Completion confirmation will be provided. 

KENTON, B D. Pennsylvania Power b Light Co. 02/12/20 HAYNES.R.C 
Region 1, Office of Director 3pp. 16685.201 24X 

Flcho 90-387.82/12/20,8301070298 
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B20S1902&9 IE Info Notice 82-51 1 "Ovcre iposur bs in PWR Cavitlna " Bvc 
ll»t tncl 

OEVOUNiJi R C Director's QfficBi Office of Inspection and 

Enf orceaient 62/12/21 Consolidated Edison Co of Neu Vorki Inc 

ISlpp 16689 S3? 24X Fiche 50-000. 02/12/21< 8208190269 


6212(060331 IE Info Notice 82-52. ''E(;ulpment Environ Qualification 
Tasting Experience - Updating of Test Sumirarles Previously 
Published in IE Info Notice 81-29 “ Svc list end 
JORDAN. E L Division of Engineering 6 Quality Assurance (Pre 
0301031 62/12/21 Consolidated Edison Co of Neu York. Inc, 

llSpp 16681 088 24X Fjcho 50-000- 02/12/21.8212060351 


821SO&0350 IE info Notice 82-53. "Main Transformer Failures at North 
Anna tlurlear Pouer Station " Svc list end 

JORDAN. E L Division of Engineering i; Quality Assurance (Pre 
630103) 82/12/22 Consolidated Edison Co of New York. Inc 

li4pp. 16756 017 24X Fiche 50-000,82/12/22.8212060350 


8203190275 IE Info Notice 82-54, "Nesti nghouse NQFD Relay Failures in 
Reactor Protection Sys. " Bvc list end 

JORDAN. E. L Division of Engineering 6 Quality Assurance (Pre 
B30I03> 82/12/27 Consolidated Edison Co of Neui York, Inc 

llOpp 16962 139 24X Fiche 50-000,92/12/27,8208190275 


9208190273 1C Info Notice 82-55. "Seismic Qualification of Meetinghouse 
AR Relay U/Latch Attachments Used in Mestinghouse Solid 
State Protection Sys “ Svc list end 

JORDAN. E L Division of Engineering t< Quality Assurance (Pre 
830103). 82/12/28 Consolidated Edison Co of Neu York. Inc 

S09pp 16868:014 24X Fi che 30-000. 02/12/28, 8208190273 


0212O6O3S4 IE Info Notice 82-36, "Rober tshaiu Thermostatic Floui Control 
Valves " Eve list end 

JORDAN. E L Division of Engineering 6 Quality Assurance (Pre 
830103) B2/ 12/30 Consolidated Edison Co of Neu York. Inc 

Ilipp 167SB 137 24X Fiche 50-000,82/12/30.8212060354 


8301060-305 Ack receipt of 821202 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-387/82-31 
HARTIN.T-T Division of Engineering h Technical Programs 83/01/03 
KENYON. B D Pennsylvania Pouer «< Light Co Ip 16678 279 24X 

Fiche 50-387.83/01/03,8301060305 


— 8301060326 Responds to NRC 621102 1 tr re violations noted In IE Insp 
Rept S0-3B7/B2-31 Corrective actions safety-related anchors 
reuarked to ensure sufficient contact to resist axial t« 
torsional slippage h Detail 600. SPA 600 6 SPA 1312 revised 
AENYOM, 0 D Pennsylvania Pouer fc Light Co 82/12/02 MARTIN, T T 
Division of Engineering & Technical Programs Spp 16670 376 
24X Fiche, 50-307, 03/01/03,0301060305 


8301060335 Ac* receipt of 821210 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-387/82-36 
Acceptable linear indications must be recorded 6 
dispos i tloned on radiographic revieu forms 

MARriM.r T. Division of Engineering h Technical Programs. 33/01/03 
KENYON. B D. Pennsylvania Pouer «< Light Co Ip, 16678,246 24X 

Fiche 50-387,83/01/03,8301060338 


— 8301060341 Responds to NRC 621112 Itr re violations noted in IE Insp 
Rapt 50-3B7/B2-36 Corrective actions NDE Level III 
radiographic film interpreters re-revieued 3.000 
radiographs Six uelds reuorked successfully 

CUHTIB.N M Pennsylvania Pouer 6 Light Co 82/12/10 MARTIN. T T. 

Division of Engineering 6 Technical Programs, 4pp 16678 247 
S4X Fiche 50-387.83/01/03,8301060335 


8301110390 Responds to IE Bulletin 82-04. "Deficiencies in Primary 
Containment Electrical Penatration Assemblies " flunker-Ramo 
alactrlcal panetratlons have not been used h are not planned 
for use in safety-related sys 

CURTIB.N M Pennsylvania Pouer fc Light Co 83/01/03, HAYNES, R, C 
Region 1. Office of Director 2pp 16743 267 24X 

Fiche, 50-387. 83/01/03,8301110390 


8301130084 Notification of 030125-27 maotings u/util at facility 
tratning ctr to discuss inservice insp of pumps it valves 
PERCH, R Licensing Branch 2 83/01/07, SCHMENCER. A Licensing 

Branch 2 3p p 16796 031 Q4X Fiche 50-387,83/01/07,8301120084 


8301230415 Ack receipt of 821223 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-387/82-32 h 
50-308/82-05. 

STARDSTECKI. R Division of Project t< Resident Programs 83/01/18 
KENYON, B 0 Pennsylvania Pouer t. Light Co Ip 16906 045 24X 

Fiche 50-387. 83/01/18,8301250415 


— B301SS0421 Responds to NRC 631123 Itr re violations noted in IE Insp 
Repts 50-387/82-32 6 50-388/82-05 Corrective actions formal 
monthly revieu of storage conditions by Bechtel h training 
class for Bechtel QC personnel initiated 
KENYON, B D Pennsylvania Pouer h Light Co 82/12/23 
8TAR05TECKI , R Division- of Project tt Resident Programs 6pp 
16906 046 24X Fiche 50-387,83/01/18,8301250415 


R Periodic operating reports 6 related correspondence 


8301270220 Forwards Monthly Operating Rept for Nov 1902 

KENYON, B D Pennsylvania Pouer t< Light Co 02/12/14 BEEBE. M R 
Management Information Branch Ip 16934 310 24X 

Fiche 50-387. 32/12/14,830 1270220 


—0301270223 Monthly Operating Rept for Nov 1902 

KUCZYNBKI.L A Pennsylvania Power Ic Light Co 82/12/0? 6pp 
16934 311 24X Fiche 50-387.82/12/14,8301270220 


S Reportable occurrences. LERs h related correspondence 


8301D30D1S Forwards LER a2-056/03L-0 

KEl&ER.H M Pennsylvania Pouer h Light Co 62/12/20 HAYNE8,R C 
Region 1, Office of Director Ip 16615 135 24X 

Fiche 50-307,02/13/20.8301030015 


— 8301030017 LER 82-056/03L-0 on 091120, dryue 1 1 vacuum relief breaker 
valves were Inoperable based an incorrect position 
Indication Caused by loose collar on valve shaft 6 failed 
indication bulb. Setscrew 6 bulb replaced 

MITCHELL, D O Pennsylvania Pouer t. Light Co 82/12/20 Region 

1, Office Qf Director 2pp 16615 136 34X Fiche 50-387. 

83/12/20,0301030015 


B301060166 Forwards LER B2-059/03L-0 

KEiaER.H H Pennsylvania Pouer U Light Co 02/12/22 HAYNES, R C 
Region 1, Office of Director ip 16680 037 24X 

Fiche 50-387. 82/12/22,8301060166 


— 8301060169 LER e2-039/03L-0 on 82 1 1 33. d ies e 1 generator D declared 
inoperable after failure of prelube oil p ump. al lowing oil 
temp to decrease Caused by crushed field Intel — connection 
uiresrapparently during motor casing installation 
MITCHELL, D 0 Pennsylvania Power *i Light Co 82/12/22 Region 
1. Office of Director Ip 166S0 030 24X Fiche 50-387,82/12/22, 

8301060166, 


8301060258 Forwards LER B2-OSB/03L-0 

KEtSERiH M Pennsylvania Pouer & Light Co 82/12/22 HAYNES, R C. 
Region 1, Office of Director tp 16679 110 24X 

Fiche 50-307,82/12/22,8301060250 


— 8301060263 LER 83-0S8/OSL-0 on 821 132, during startup testing program, 
full-ln position lost on rod 46-23 causing rod uithdrawal 
block preventing rod mevemeht Cause unknoun Condition uould 
not repeat uhen technicians arrived to uork on rod 
MITCHELL, D Q Pennsylvania Power & Light Co 02/12/22 Region 

1, Office of Director Ip 16679 111 24X Fiche 50-307,03/13/23, 

8301060250 


8301060173 Forwards LER e2-060/03L-0 

KEI8ER, H M Pennsylvania Pouer t< Light Co 02/12/23 HANVE8, R C 
Region 1, Office of Director Ip 16660 016 24X 

Fiche 50-307,89/12/93,8301060173 


— 8301060175 LER 83-060/03L-0 on 831134, during startup testing, unit 
operated tu/o required min of 3 RCS leak detection sys 
operable hi sink erpre tat Ion of Tech Specs responsible for 
continued operation Tech Spec clarification Initiated 
MITCHELL, 0 0 Pennsylvania power & Light Co 82/12/23 Region 

1, Office of Director 2pp 16680 017 24X Fiche 50-387, 

83/13/23, 0301060173 


B30106035S LER 82-061/018-0 on 821323, emergency svc water pumps B ti 0 
failed to etart Caused by loose wire connection on relay in 
one pump logic (« statas-ltnk not properly tightened In other 
pump circuit Both items corrected Confirms 021Q22 telcon 
KEISER.H W Pennsylvania Power *, Light Co 82/12/23 HAYNES, fi C. 
Region 1, Office of Director. Ip 1667? 159 24X 

Fiche 50-387,82/12/23,8301060255 


8301060377 LER a2-O62/0lP-0 on 821323, during performance of loss of 
offsite power test, both standby gas treatment sys trains 
failed Caused by high radiation trip due to heater not 
raising proper air temp uithtn time limit Mods initiated 
KEISER.H M Pennsylvania Power (< Light Co, 82/12/23 HAYNES.fi.C. 
Region 1. Office of Director Ip 16676'236. 24X 

Fiche 50-387.82/13/23.0301060377 
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a30l06O2&& Fsruidrdi LER B2-0&5/03L-0 

K£I&en.H M P«nnivlv»nia Powtr U Light Co 92/12/28 HAYNES. R C 
R«glon I. Offie* of Sirtctor Ip i 6&79 iS7 24X 
Flcho $0-387. 82/1 S/2 S. 8301060266 


— 8301060269 LER 62-06S/03L-0 on 921128. plant voltage trantiant occurred . 
ratultlng in lout of various places of plant equipment 
Caused tg flash-over of ausiliari; boilers due to high 
conductivity uater Isolation tranforners installed 

EISENHUTH.F T Pennsylvania Power t< Light Co B2/iS/88 Region 
1. Office of Director ip 16679 158 24X Flche 30-387.82/12/28. 

8301060266 


—8301170275 LER 82-062/017-0 on 821222. dunn g loss of offsite pouer 
stsrtup test, standby gas treatment sys did not operate as 
designed when felse high radiation signal recaived from 
discharge monitor Caused by monitor failing high 

MITCHELL. D 0 Pennsylvania Power ti Light Co 83/01/05 Region 

li Office of Director 2pp 16810 074 24X Flehe SO-397. 

83/01/05,8301170272 


8301170282 Forwards LER a2-069/03L-0 

KEISERiH U Pennsylvania Power & Light Co 83/01/06 HAV/fEOiR C 
Rtgion 1. Office of Director Ip 16810 047 24X 

Flehe: 50-307, 03/01/06, 8301170202 


S3010603S6 Forwards LER a2-064/03L-0 

KEISER.H H Pennsyi vania Power t Light Co 82/12/28 HAYNES, R C 
Region I, Office of Director Ip 16678 227 24X 

Flehe 50-387.82/12/28.8301060356 


—8301060364 LES B2-064/03L-0 on 821127, e I power increased above 30Xi 
rod block monitor did not activate Caused by circuitry error 
in design package to modify average power range monitor gain 
adjustment Mod <PMR 82-790) implemented to correct logic 
EISENHUTH, F T Pennsylvania Power 1. Light Co 82/12/28 Region 
I. Office of Director ip 16678 228 84X Flehe 50-387.82/12/28, 

8301060356 


8301110370 Forwards LER S2-063/03L-0 

KEISER.H M Pennsylvania Pouer b Light Co 82/12/28 HAYNES, fi C 
Region 1. Office of Director Ip 16747 183 24X 

Fiehe 50-387,82/12/28.8301110370 


630III0331 LER 62— 063/03L-0 on 821127. seven instrument valves 
determined to have been left closed which isolated 
instruments Cause not stated Valves not numbered or 
clearly assigned at operations or HC responelbliity 
MITCHELL. D 0 Pennsylvania Power it Light Co 82/12/23 Region 
1. Office of Director Ip 16747 184 a4X Flehe 50-387.88/12/28. 
8301 1 10370 


—8301170290 LER 62-069/03L-0 on 821207. during startup t e s ting. IIPC I lys 
declared operable prior to closing out open equipment 
release form Caused by work program design weakness. Present 
wort practice modified 

MITCHELL. D 0 Pennsylvania Pouer & Light Co 03/01/06 Rtglen 

I. Office of Director 2pp 16810 040 a4X Flehe 50-307. 

83/01/06. 0301170202 


8301170313 Forwards LER 82-072/03L-0 

KEISER.H W Pennsylvania Pouer 8< Light Co 03/01/07 HAVNES.R C 
Raglon 1. Office of Director Ip 16812 359 24X 

Flehe 50-387.83/01/07,0301170313 


•830U70323 LER S2-072/03U-0 on 821210, while performing survel J lance, 
one control rod would not indicate at one poeitlon Possibly 
caused by intermittent fault on circuit beard Printed 
circuit board reinstalled 

MITCHELL, D 0 Pennsylvania Pouer & Light Co 83/01/07 Regien 
1, Office of Director Ip 1*812 360 24X Flehe 50-387, 83/01/07, 

8301170313 


B301170332 Forwards LER 82-070/03L-0 

KEISER.H W Pennsylvania Power & Light Co 83/01/07 HAYNEB. R C 
Region 1, Office of Director Ip. 16913 268 a4X 
Flehe 50-397,03/01/07,8301170332 


8301110243 Forwards LER 92-O60/O3L-O 

KEISER.H H Pennsylvania Power h Light Co 82/12/30 HAYNES, fi C 
Region I. Office of Director ip 16746 2 40 24X 

Flehe 50-387.92/12/30.6301110243 


“8301110251 LER 82-06B/03L-0 on 821201, d iscovertd that Tech Spec 
Surveillance Raqulriment 4 7 6 3 2 a (carbon dloiida storage 
tank levtl) not included in any surveillance procedure 
Caueed by human error Procedure revised to include cheeks 
KUCZYNSKIiL A Pennsylvania Power L Light Co. 82/12/30 Reg lot 
’f » 6746 241 24X Fiehe 50-387,82/12/30, 

63911 10S43 


— — 03OH7O337 LER 82-070/03L-0 on 821208, while reviewing past conplllif 
surveillances for determining component operability. 

Operational Condition 2 entered prior to required 

surveillances Caused by lack of trigger mechanism 

MITCHELL. 0 0 Pennsylvania Pouer 8< Light Co 83/01/07 Ra|lon 

1, Office of Director Ip 16813 038 24X Fiehe 50-387.03/01/07. 


8301170396 Forwards LER 02-071/03L-0 

KEIBER.H W Pennsylvania Power It Light Co 83/01/07 IIAYNEQ.fi C 
Region 1. Office of Director ip 16813 163 24X 

Fiehe 50-387,83/01/07,0301170396 


0301110272 LER 92-067/01P-0 on 021224, chemistry sampling not performed 
during 9 h period In which offgas hydrogen analyzer 
Inoperable Temporary procedure change initiated requlrlno 
written log for chemistry sampling 


KEl&Eft.H H Pennsylvania Power t. Light Co 82/12/30 
Region 1. Office of Director Ip 16747 190 84 X 

Flehe 50-387.82/12/30.8301110272 


HAYNES, R C 


—0301170403 LER e2-071/03L-0 on 821207, channel functional test for 
turbine stop valve not performed prior to exceeding 30X 
rated thermal power Survelliance in draft copy of procedure 
Open items tracking sys will be initiated 

® Pennsylvania Power t< Light Co 83/01/07 Region 
8301170396°^°*’'*'*'”' ‘6B13’ 164 24X Flehe 50-387.83/01/07, 


110335 Forwirds LER B2-066/03L-0 
IBER.H W Pennsylvania Power i Light Co B2/12/30 
gion li Office of Director Ip 16747 069 24X 

Che 50-387,02/12/30.8301110335 


HAYNES, R C 


on 021201, rod blact monitor channel 8 
bypasstd due to improper indication of reactor power t, 
raiJura to set up to new power limit Caused by 5-voIt dc 

kScSvnski^^V'*!''*^"? Pow^T stiff l« reset 

1 P<i“*>' «< Light Co 82/12/30 Region 

8ao?^^ol55 '■* ■' '* ‘6747 070 24X Flcha 50-387, 82/12/30? 


301170265 Forwards LER 82-061/017-0 

Hagian 1, Office of Director Ip 16010 115 24X 

Flehe 50-307,83/01/05,9301170265 


HAYNES.R C 


^°liform?ng^lo!rof‘i?fIl2 J*'’'*"" ‘^-rtup t. sting, while 

pcrrorming i«is of offiite pouer tftf tntf fgtntu ove 

? *■ ? Loo, B failure c!!S“e; by ?oJI* 

mTCH£LL''D*o* ‘•"“P 0 «eos#d by contact adjustment 

V* 'X.f . ' ^ ® Pennsylvania Power t: Light Co 83/01 /OB Panin.. 


1170272 Forwards LER 82-062/01 T-0 

Lifhl Co 03/01/05 

".i' of Director ip I60io 07 a 24 x 

Iche 50-387, 83/01/05, 83011 70272 


HAYNES.R C. 


8301170478 Forwards LER S2-067/01T-0 

KEISER.H H Pennsylvania Power & Light Co 03/01/07 
Region 1. Office of Olrsctor. tp 16815 147 24X 

Fiehf 50-307. 03/01/07, 8301170478 


HAYNES.R C 


02-067/OlT-O on 821224, grab samples not taken every 4 h 
while main condtnser offgas hydrogen monitor Inoperable 
Caused by lack of communication between operations ti 
reporting procedure changed 

, ? Pennsylvania Power t, Light Co 03/01/07 Reglbn 

330107 telcon re failure to coeply 
u/aetion statement requiring grab samples of offgas sys 

?! tin ! hgifrogen monitor inoperable 

KFffiPB "•b****'*’'? turnover In Chemistry Dept 

R.ilon' ? 83/01/10 HAVNBB.R.C 

Region I, Office of Director Ip t6048'329 24X 

Flehe 50-387,83/01/10,8301190354 * 


8301260317 Forwards LER 82-073/03L-0 

83/01/12 

Region 1, Office of Director Ip 16908 319. 24X 

Fich#' 50-307, 03/01/12,8301260317 


HAYNEB, R C 


"”®^chlt?in2 control structure 

? nonfunctional, caused by continuous 
^*** ^’'^'‘ng on sample tine drying out drip 
MITCHELL^B »*nsor to sample line initiated 

1 .* Qffih Power i< Light Co 83/01/12 Region 

If Offtc# Of Plroctor &PPs 1^906 320 sav f^irtta 

83/01/12,8301260317 ,dax Flehe 50-307. 
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0301260309 Forward! LER 02-07 5/03L-0 

Kei&EA.H U Ptnnsylvania Pouior b Light Co 83/'01/14 ItAVNES. R C 
flog I on ir af«ic* of Director ip 16908 328 24X 

F 1 e h t SO -337. 83/01/14. 830 1360309 


' — 6301360313 LER 82-073/03L-0 on 821215. d isse I generator C tripped during 
letting CdUied bg looie jacket water cooler high temp 
twitch Temp eleoient recallbr 

KUCZVHBKI.L A Pennsglvanla Power «• Light Co 83/01/14 Region 
I, Office of Director Ip I690Q 329 S4X Fiche 30-38/. 03/01/14. 
8301260309. 


8301360370 Poruard* LER 82-077/03L-0 

H€18EA. H U penntglvenla Power & Light Co 83/01/14 HAVNES. R C 
Region 1. Office of Director tp 16911 222 24X 

F 1 c Ke 50-387 . 03/01/14. 8301 260378 


— 8301260379 LER 82-077/03L-0 on 821217, one HPCI steam lino tentor 
letpoint found out of ollouable value range Caused bg 
instrument drift Revised setpoints for Instrument determined 
6 surveillance procedure changed 

HlTCHELLi D 0 Pennsglvanla Power b Light Co 83/01/14 Region 
1. Office of Director Ip 16911 223 24X Fiche 90-387.83/01/14, 

8301260370 


er301260395 Forwards LER 82-076/03L-0 

KEIBER. R U Pennsglvanla Power b Light Co 83/01/14 HAYNES. 8 C 
Region 1. Office of Director Ip 16910 187 24X 

Fiche. SO-387. 03/01/14. Q301260379 


— 8301260397 LER B2-076/03L-0 on 921217, pec Ir eolation pump 8 tripped 
during etartup test Caused bg technician placing Instrument 
leads on wrong terminals while attempting to obtain test 
data Procedure to obtain test data revised 

KUeZYNSKI.L A Pennsglvanla Power b Light Co 83/01/14 Region 
1. Office of Director Ip 16910 188 24X Fiche 90-387,83/01/14, 

8301260399 


B30I260412 Forwards LER 02-O74/O3L-O 

KEtSER.H M Pennsglvanla Power b Light Co 83/01/14 HAVNE9, R C. 
Region 1. Office of Director tp 16910 089 24X 

Fiche 50-307.83/01/14,0301260412 


— B301260419 LER B2-074/03L-0 on 821216. during startup testing program, 
standby llguid control tank found out of spec Sodium 
panteborate added to bring concentration within specs 
Procedures will be modified to keep tank at higher level 
NirCHELL. 0. 0 Pennsglvanla Power b Light Co 83/01/14 Region 
1. Office of Director ip 16910 090 24X Fiche 90-387.83/01/14. 

8301260412 


V Operator Eiamlnatlens 


8212220443 Oeneric Ltr 82-30 to all power reactor 1 Icensees. app 1 icants 
for OL. NSS -b reactor vendors b AEs ra meeting to dlicust 
recent developments for licensing exams Advises that meeting 
will be held on Q30211 re operator licensing Sve list end 
EISEK'HUT. □, 0 Division of Licensing 62/12/22 Consolideted 
Edison Co. of New York. Inc 12pp 16681 072 24X 

Flche-SO-OOO, 02/12/22. 8212220443 


8301120078 Oeneric Ltr 83-01 to power reactor licensees b applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
891231 for listed categories 8vc list encl, 

EI8ENHUTaD. S Division of Licensing 83/01/11 Consolidated 
Edison Co. of New York. Inc llpp 16893 243 24X 

Fiche: 90-000, 03/01/11.8301120078 


X Onsite Btorege of Low Level Haste 


6301140944 flequeets eddl Info re 820923 revlied license application 
fer contlngencg storage of low level radwai te Ltr formal lies 
questions b request for addl info posed in 021220 telcon 
A0O5E.L C. Advanced Fuel b Spent Fuel Licensing Branch 83/01/06 
CURTIS. N.M. Pennsglvanla Power b Light Co 3pp 16817.192. 24X 
Fiche: 50-387, 83/01 /06. 830 1140544 


DOCKET 50-388 SUSaOEHANNA STEAM ELECTRIC BTATION, UNIT 2 


A App 1 Icatlon/constructlon stage documents b correspondence 


6301200125 Notification of cancellation of 830119 meeting w/uti 1 in 
Bethesda.MD to discuss drgwell cooling. 

PEACH, R.L, Licensing Branch 2. 82/12/27. 8CHWENCER, A Lieonalng 

Branch 2. Opp 16882 189 24X Fiche 90-387,82/12/27,8301200129 


8212060396 Oeneric Ltr 82-30 to all 1 Icensess. appl icants for OL b 
holders of CPs re filings concerning 10CFR50 production b 
utilisation facilities Current listing of branch assignments 
for nuclear reactor projects b sve list end 

EiSENHUT. DO Division of Licensing 62/12/20 Consolidated 
Edison Co of New York. Inc llpp 16666 001 24X 

Fiche 90-000.82/12/28.8212060396 


8301180378 Forwards enlarged photographs showing two different site 
views to complete Nomination of Historic Places forms 
submitted on 621109 

CURTIS. N H Pennsylvania Power b Light Co 83/01/11 SCHUENCER.A 
Licensing Branch 2 27pp 16923 268 24X Fiche 90-387,93/01/11, 

8301 180378 


8301170500 Submits tentative schedule for NRC-NDE van insp at facilitg 
on 830718-29. 

MARTIN. T T Division of Engineering b Technical Programs 83/01/13 
KENYON. 0 D Pennsylvania Power b Light Co 2pp 16819 077 34X 

Fiche 90-300, 83/01/13, 830 1170500 


E NRC Safety Evaluation Report (SER). suppls b correspondence 


8212060462 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF 
SUSQUEHANNA STEAM ELECTRIC STATION. UN1T8 1 b 2 Docket Nos 
50-307 And 90-386 tPennsy Ivania Power And Light Company, 
Allegheny Electric Cooperative, Inc 1 

■» Division of Licensing NUREO-0776 S04 82/10/31 39pp 

16343 311 24X Fiche 90-387,02/10/31,8212060462 


F Securltg. medical, emergency b fire protection plans 


0212060349 Oeneric Ltr 82—33 to all licensees of operating reactors, 
applicants far OL & holders of CPs re SuppI 1 to NUREO-0737, 
“Requirements for Emergency Response Capability “ 

NUREO-0737, SuppI 1 b sve list encl 

EISENHUT. DO Division of Licensing 82/12/17 Consolidated 
Edison Co of New York. Inc 77pp 16681 208 24X 

Fiche 90-000. 82/12/17.8212060349 


0212220449 Oeneric Ltr 02-39 to a 1 1 reactor 1 icenseos, CP holders b 
applicants for CPs re problems w/submlttals of I0CFR73 21 
safeguards Info for licensing review Procedures re 
transmittal of Info outlined Sve list end 

EISENHUr.D S Division of Licensing 02/12/22 Consolidated 
Edison Co of New York. Inc 13pp 16690 021 24X 

Fiche 50-000.62/12/22.821222044 5 


8301050128 Releases public version of temporary change notice to 
emergency plan implementing procedure 

FELTON. J H Division of Rules and Records 82/12/28 Document 
Management Branch ip 16600 213 24X Fiche 90-387,82/12/20, 

8301050123 


— 8301050139 Forwards public version of Temporary Change Notice 62-2376 
to Emergency Plan Implementing Procedure EP-IP-001. 

“Emergencq Classification " Receipt form encl 

HHARTON. J T Pennsglvanla Power b Light Co B2/I2/I3 

DENTON. H R. Office of Nuclear Reactor Regulation. Director 2pp 

1*680:216 24X Plche 50-397.82/12/80,0301050128 


— 8301050146 Public version of Temporary Change Notice 82-2376 to 
Emergency Plan Implementing Procedure EP-lP-OOl. 

"Emergency Classlf ica tl on “ 

s Pennsylvania Power b Light Co 82/12/09 Ip 16680 218 a4X 
Fiche 90-387,82/12/28.8301050128 


8301040149 Forwards Rev 3 to fire protection review rapt 

CURTISiN U Pennsylvania Power b Light Co 82/12/30 8CHHENCER,A 
Licensing Branch 2 Bpp 16633 147 24X Fiche 90-387,82/18/30, 

8301040149 


— 8301040192 Rev 2 to fire protection review rapt 

e Pennsylvania Power b Light Co 02/11/30 976pp 16633' 196 

24X Fiche, 50-387,82/12/30,6301040149 


6301260046 Informs that Safeguards Info Program will bo expanded to 
allow ftorag* of safeguards info in securltg storage 
containers, par 10CFR73 21(d>, in new util annex b at 
facility Review b comments requested bg 630124 

CURTIS, N U Pennsylvania Power b Light Co 83/01/11 Office of 
Nuclear Reactor Regulation, Director 4pp 16912 318 24X 

Fiche 90-397,83/01/11,8301260046 


9301190041 Ralaaset public version of revised Emergency Plan 
Implementing Procedures 

FELTON, U M. Division of Rules and Records 83/01/13. Document 
Management Branch tp 16849 288 24X Fiche 50-387,83/01/13, 

8301190041 
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— 8301170044 Foruiards public version Rev 1 to Energertci) Plan 
Imp lenen ting Procedure EP-IP-012. ”Onalte Eoergencv 
Honitoring" & fiew 1 to EP-lP-013i "Offsite Emergency 
Monitoring Teams " Receipt form enc I 

* Pennsylvania Power i< Light Co 83/01/06 DENTQNp H H NBC - No 
Detailed Affiliation Olven Ip 16348 209 24X 

Fit be 50-387.83/01/13.8301190041 


— 3301190047 Public version of Rev 1 to Emergency Plan Implementing 
Procedure EP-IP-012. "Onsite Emergency Monitoring" tt Rev 1 
to EP-lP-013, "Offsite Emergency Monitoring Teams " Bev 7 
to table of contents end 

* Pennsylvania Power 6 Light Co 83/01/06 39pp 16640 290 
24X Fiche 50-387.83/01/13,8301190041 


8301270153 Comments on physical security plan re security officer & 
detectors in response to MRC 621209 Itr Enci Info will be 
included In Change H to plan sibich ul ) J be submitted In Feb 
1983 

CURTIS. N U Pennsylvania Power t Light Co 83/01/24 SCHUEMCED.A 
Licensing Branch 2 app 16934 290 24K Ficbe 50-397,83/01/24. 

8301270158 


0 Adjudicatory correspondence 


9301100109 Advises that time for Commission to review ALAD-702 expired 
CoRinissfon declined review Decision became final agency 
action oh 630103 

CHILK.6 J Office of the Secretary of the Conunisston 03/01/87 
Office of the Executive Legal Director ip 16704 075 24X 

Fiche 50-367.63/01/07,8301100109 


83012SOS96 Forwards proposed amend on unidentified leakage, as reRuested 
in ALA0-7O2 Svc list and 

SILBERO.J E Shaw. Pittman, Potts & Trowbridge SILDERO.U E 
Pennsylvania Power 6 Light Co SILOEBO.vl E Allegheny Electric 
Cooperative. Inc 83/01/21 nOQRE. T S , DUCK. J H , EtLPERIN.S F 
Atooklc Safety and Licensing Appeal Panel Ip 16897 053 24X 

Fiche 30-387. 83/01/21. B3012&0276 


P Operating license stage documents U correspondence 


8301 1 10479 Forward s dynamic qualification summary package t. "GE Final 
Test Bept, ” HEDC-22I77 OE rept withheld fref lOCFBZ 790) 

CURTIS.BU Pennsylvania Power t> Light Co 82/12/28 BCHMENC.EB.A 
Licensing Branch 2 Ip 16743 030 24X Fiche 50-387.82/12/28. 

8301110479 


—8301110463 "Dynamic Qua 1 if lea 1 1 on for M3IV " 

* General Electric Co 82/12/21 S3pp 16743 039 24X 

Fiche 50-387,82/12/28.0301110479 


0 Inspection reports, IE Bulletins S< correspondence 


6301100050 Responds to- FQIA request for 12 categories nf documents re 
facilities Ropts re MABCff code may be purchased from MTI5 
Forwards documents listed In App A Search for Items 3, 6,7, 9, 

11 6 12 identified In request continuing 

FELTON, JM Division of Buies and Records 82/12/07 HIATT, S L 

Ohio Citizens for Responsible Energy Spp 167S4 003 24X 

Fiche 30-000.62/12/07,8301(00050 


— 8301100107 Advises that IE Oulletin 70-03. "Potential Explosive Oas 
Hiiture Accumulations Associated M/SUR Offgas Sys 
Operationsi " has been sent to listed OL holders for action ti 
to lilted CP holders for Info Sample Itrs end 
GRIER. n K Region 1, Pb 1 laidelphla. affice of the Director 
70/02/10 Division of Reactor Operations Inspections 6pp 
16734 161 24X Fiche 50-000.02/12/07.0301100030 


— 0301100261 Forwards IE Dulletln 78-03. "Potential Explosive Gas Mixture 
Accumulations Associated U/BUR Offgas Sys Operations " 

Ho written response required U/o enc 1 

OillEB.B H Region 1. Philadelphia, Office of the Director 
78/02/10 CURTISiH U Pennsylvania Power & Light Co. Ip 
16754 205 g4X Fiche 30-000.02/12/07.8301100050 


3208190269 IE Info Notice 82-51, "Over e xposur es In PWR Cavities " Bve 
list end 

OEVOUNOi R C Director's Office, Office of Inspection and 
Enforcement 82/12/21 Cons *l Ida ted Edison Co of New Vork, Inc 
lllpp I66S9 239. 24X Flcha 30-000.82/12/21.8203190269 


8212060351 IE Info Nntlce 82-32, "Equip mant Environ Oualificatlon 
Testing Experience - Updating of Test Summaries Previously 
Pobllihed in fE Jnfo Notice 81-29 " Svc list and 
JORDAN, E L Olvlsien of Engineering l< Quality Assurance (Pre 
8301031 82/12/31. Consolidated Edison Co, of New Vork, Inc 

115pp. 16661 060 24X Fiche 50-000.82/12/21,8213060351 


8212060350 IE Info Notice 82-63, “Main Transformer Failures at North 
Anna Nuclear Power Station " Svc list end 

JORDAN.E L Division of Engineering «i Quality Assurance (Pre 
030103) 82/12/22 Consolidated Edison Co of Mew York, Inc 

114pp 16758 017 24X Fiche 50-000.82/12/22.8212060350 


0208190275 IE Info Notice 82-54, "Uestinghouse NDFD Relay Failures Ir 
Reactor Protection Sys " Svc list enc 1 

JORDAN, E U Division of Engineering & Quality Assurance fPre 
830103) 82/12/27 Consolidated Edison Co of Mew York, Inc 

llOpp 16962 139 24X Fiche 50-000.82/12/27.0208190275 


8208190273 IE Info Notice 82-55, "Seismic Qualification of Uest Ingfouis 
AR Relay M/Latch Attachments Used in Uestinghouse Solid 
State Protection Sys " Svc list end 

JORDAN.E L Division of Engineering 6 Quality Assurance (Pro 
830103) 82/13/28 Consolidated Edison Co of New York. Inc 

109pp 16668 014 24X Fiche 50-000,02/12/28,8208190273 


6212060354 IE Info Notice 82-56, "Robertshou Thermostatic Flow Cmtrsl 
Valves " Svc list end 

JORDAN.E L Division of Engineering L Duality Assurance IPre 
8301031 82/12/30 Consolidated Edison Co of New York, Inc 

lllpp 16750 137 24X Fiche 50-000.82/12/30,8212060354 


0301110390 Responds to IE Bulletin 82-04. "Deficiencies in Primary 
Containment Electrical Penetration Assemblies " Ounker-Ramo 
electrical penetrations have not beon used b are not planned 
for use in safety-related sys 

CURflS. N H Pennsylvania Power «< Light Co 83/01/03 HAVNES.RC 
Region 1, Office of Director 2pp 16743 267 24X 

riche 50-387, 03/01/03. 0301110390 


0301190317 Forwards IE Insp Rept 50-388/82-13 on 821115-19 No 
nonconp 1 lance noted 

MARTIN, T T Division of Engineering & Technical Programs 03/01/05 
CURTIS.N U Pennsylvania Power 6 Light Co 2pp 16046 X64 241 

Fiche 50-360,83/01/05.0301190317 


— 0301190321 IE Insp Rept 30-388/82-13 on 821115-19 No noncompl ianCt 
noted Major areas inspected installation of saf ety-re lated 
cables, cable trays/condul ts 6 electrical equipment 
FINKEL, A , PLISCO.L , DETTENHAU6EN, L Region 1, Office of 
Director 83/01/04 7pp 16046 166 24X Fichs 50-383,83/01/05, 

6301190317 


0301120004 Notification of 830125-27 meetings u/utll at facility 
training ctr to discuss Inservice Insp of pumps & valves 
PERCH, R Licensing Branch 2 03/01/07 8CHWENCEB. A Llcenslnj 

Branch 2 3pp 16796 031 24X Fiche 50-387,83/01/07,6301120061 


8301250415 Ack receipt of 821223 Itr informing NRC of steps tat on to 
correct violations noted in IE Insp Repts 50-387/82-32 fc 
50-338/02-05 

BTARDSTECKI.R Division of Project & Resident Programs. 83/01/16 
KENYON, D D Pennsylvania Power & Light Co tp 16906 045 24t 

Fiche 50-387,83/01/18,8301250415 


— 8301250421 Responds to NRC 821123 Itr re violations noted In IE Insp 
Repts 50-387/02-32 «i 50-388/82-05 Corrective actions formal 
monthly review of storage conditions by Bechtel 6 training 
class for Bechtel OC personnel initiated 
KENYON, 0 D Pennsylvania Power ii Light Co 82/12/23 
8TAR08TECKI , fl Division of Project L Resident Programs 6pp 
16906 046 24X Fiche 50-387,83/01/18,8301250415 


V Operator Examinations 


8212220443 Generic Ltr 82-30 to all power reactor llcensoes. app Hcanli 
for OL, N8S tt reactor vendors & AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 030211 re operator licensing Svc list end 
EI8ENHUT,D 0 Division of Licensing 82/12/22 Consol Ida ted 
Edison Co of Neu York. Inc 12pp 16681 072 34X 

Fiche 50-000, 02/ 1 2/22. 82 1 22204 4 3 


8301120078 Generic Ltr 83-01 to power reactor licensees (i applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
851231 for listed categories Svc list end 

EIBENKUT, D G Division of Licensing 83/01/11 Consolidated 
Edison Co of New York, Inc lipp 16893 243 24X 

Fiche 50-000, 83/01/11,8301120078, 


X Onsite Storage of Lou Level tlaste 


0301140544 Reqoosts addl Info re 080923 revised license application 
foe contingency storage of law level raduaste Ltr formal l*es 
questions tt request for addl info posed In 021220 telcon 
ROUSE, L C Advanced Fuel «< Spent Fuel Licensing Branch 03/01/06 

CURTISrN M Pennsylvania Power *< Light Co 3pp 168(7 192 24X 

Flcha 50-387.83/01/06,8301140544 
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SOCKET 50-389 0T LUCIE PLANT, UNIT 2 


A Appi IcaLion/coHitruction ftagc documcntt U corre«pond*nce 


Notification of 830111 mooting ui/util in OotbosdaiMD to 
diocutp Oaslgn Vorlf icatlon Program l« roiults of comploted 
program 

NERSES. V. Liconiing Branch 3 83/01/03 KNIOHTQN, 0 W Llcenaing 

firanch 3 3p p 16781, 354 24X Flclio 50-309,83/01/03,8301120833 


8301140011 Foruardi "Enginoering Oooign Verification Program " 
UHHIO.R E Florida Power tc Light Co B3/01/10 EISENHUT, D Q 
Division of Licensing Ip 16800 OOl 24K Fiche 50-309,03/01/10, 
830114001 1 


— B301140013 "Engineering Design Verification Program " 

» Florida Pouer 1, Light Co 83/01/10 1269pp 16800 002 24X 

Flcho 50-389,83/01/10.8301140011 


8301200328 Forwards modified responses to Items A 1 3, A 3 1,A 4 10, 
Ase, A 59b A 6 11 of App C.Suppl 1 to NURE0~0B43 re 
control roon design. per B21227 tolcon Updated Section 3 I of 
“Near-Term OL Summary Human Engineering Rep t " also end 
UHNIO.n E Florida Power b Light Co 03/01/14 EI8ENKUT, D 0. 
Division of Licensing 14pp 16865 172 24X Flche 50-389,83/01/14. 

B30lSXt03Se 


8301210007 Informs that core load date scheduled for 030323 
UHRlO.fi E Florida Power b Light Co 83/01/14 EISENHUT, 0 0 
Division of Licensing Ip 16875-016 24X Fiehe 30-309,03/01/14. 

6301210007 


6301210315 Notification of 830110-0411 msetings w/utll b Ebasco In 
Githesda.ND to discuss open items in safety review 
NERSES, V Licensing Branch 3 03/01/14 KNIOHTON.O U Licensing 

Branch O 3pp 16083 331 24X Fiche 50-389,83/01/14,0301210315 


£ NRC Safety Evaluation Report 18ER), suppls b correspondence 


B3011J0569 Forwards C-E proprietary ropt, “Engineering Evaluation b 
Functional Tasting for C-E Pats Components b 
Instrumentati on, “ supporting on-line instrumentation in 
past-accident sampling syt Rcpt withheld <ref 10CFR2. 790) 

UHRIO, R e Florida Power b Light Co B2/12/29. EISENHUT, D 0 
Division of Licensing 9pp 16743 004 24X Fiche 30-389,82/12/29, 

8301 II 0369. 


F Sscurlty, medical, emergency b fire protection plans 


8301250364 Act receipt of FEMA BSllDl 1 tr re position on FL 
Radiological Emergancy Plan which idantifias deficiency 
involving public Info b aduc Deficiency mutt be corrected so 
protective mtaauras can be taken 

O'REILLY. J. P. Region 2, Office of Director 92/11/26 UHRIO. R. E 
Florida Power & Light Co 2pp. 16900 111 24X 

Fiche 50-335,82/11/26,8301250364 


B301040330 Act receipt of B21108 Itr re emergency exercise scheduled 
for Jais 1963 Scenario will ha reviewed whan racatvad 
SIOHHi U P Division of Emergency Praparednast b Operational Support 
82/12/10. UHRIO,R E Florida Power b Light Co Ip 16642.072 
24X FI Che: SO- 335, 02/12/10, 0301040330 


8212060349 Oanerlc Ltr 82-33 to all llcantaaa of operating reactors, 
applicants for OL b holders of CPs re Suppl I to NUREO-0737, 
'Requirements for Emergency Response Capability " 

NUHE0-O737, Supp 1 1 b sve list tncl 

EI&EHHUT, D 0. Division of Licensing. 82/12/17. Consolidated 
Edison Co. of New York, Inc 77pp. 16681 208. 24X 

Fiche: SO-OOO, 02/12/17,0212060349 


6301030243 Submits info dascribing const of emergancy operations 
facility. scheduled to ho fully operational by 831001 N/two 
everslie drawings. Aperture cards are available in PDR 
UHRIO. R.E. Florida Power b Light Co 82/12/21. EISENHUT. D 0 
Dlvlsian of Llctntlng. Ip 16615' 178 24X Fiche 50-335,02/12/21, 

8301030243 


8301070039 Summary of 021214 maating w/util in Bethasda,MD ra 
installation of firs protection hardware b implsmentatlon 
schedule. 

NERSES. V. Licensing Branch 3 82/12/21 Licensing Branch 3, 

3pp. 16740' 355 24X Fiche 50-389, 82/12/21 , 8301070029. 


SDO 1280168 Forwards IE Insp Rapts 50-335/02-40 b 50-389 /B2-62 on 
021122-24 No noncomp 1 ianc • noted 

DANCE. H 0. Dlvlsian of Project b Rasldant Programs. 82/12/21, 
UKRIG, n.E Florida Power b Light Co 2pp 16896' 149 24X 

Flcht: 50-335. 02/12/21, 8301250168 


-8301250175 IE Insp ftepts 50-335/82-40 b 50-389/02-62 on 021122-24 No 
noncompliance noted Major arees Inspected emergency 
preparedness preopera 1 1 onal insp 

Huffman, 0 N , JENKINB. O R Division of Emergancy Preparedness b 
Operational Support 82/12/14 7pp 16096 151 24X 

Fiche 50-335,02/12/21.8301250168 


0212220445 Oentric Ltr 02-37 to all reactor licensees, CP holders b 
applicants for CPs re problems u/submittals of 10CFR73 81 
safeguards info for licensing review Procedures re 
transmittal of info outlined Sve list enc 1 

EISENHUT. DO Division of Licensing 02/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021 24X 

Fiche 50-000,82/12/22.8212220445 


8301040694 Forwards IE Safeguards tnsp Rept 50-3B9/B2-76 on 621213-17 
No none oapl tone f noted 

DANCE. H C Division of Project b Resident Programs 62/12/30 

UHRIO. R e Florida Power b Light Co 2pp 16649 258 24X 

Fiche 50-389.82/12/30.9301040694 


-0301040706 IE Safeguards Insp Rept 50-309/82-76 on 021213-17 No 
noncompl iancB noted Major artas inspected security plan b 
Implamenting procedures. slti or ientat ion. records b repts, 
testing b alarm stations Details withheld <raf 10CFR73 21) 
MDORE.D E , KALL.B L , MCGUIRE, D R Division of Emergency 
Preparedness b Operational Support 02/12/30 Ip 16649 260 
24X Fiche 50-389,82/12/30,6301040694 


8301120077 Notification of 830111 meeting w/utll in BethesdaiMD to 
discuss fire protection b actions to be completed before 
issuance of 1 icanse 

NERSES. V Licensing Branch 3 83/01/03 KNIOHTON.O U Licensing 

Branch 3 3pp 16789 360 24X Fiche 50-309.83/01/03.0301120077 


P Operating license stage documents b correspondence 


B2120603&6 Generic Ltr 82-30 to all licensees. applicants for OL b 
holders of CPs re filings concerning 10CFR50 production b 
utilliatlon facilities Current lleting of branch assignments 
for nuclear reactor projects b sve list end 

EISENHUT. D O Division of Licensing 82/12/28 Consolidated 
Edison Co of New York, Inc llpp 16S6S 001 24X 

Fiche 50-000,82/12/20.8212060356 


Q Inspection reports, I£ Bulletins b correspondence 


8301250333 Submits supplenvental response to Example A of violation 
noted in IE Insp Rept SD-389/8S- 19, "Inadequate In-Place 
Storage of Electrical Penetrations " Corrective action 
permanent covers provided for each penetration 
UHRIO,S E Florida Power b Light Co 02/09/03 O'REILLY. J P 
Region 2. Office of Director ip 16897 2 58 24X 

Fiche 50-369.82/09/03.8301250333 


8301040464 Forwards IE Insp Rapt 50-389/02-61 on 021115-18 No 
noncompllanca noted 

DANCE. M C. Division of Project b Resident Programs 82/11/30 
UHRIO.R E Florida Power b Light Co 2pp 16643 174. 24X 

Fiche 50-389,82/11/30.8301040464 


— B3DI040475 IE Insp Rept 50-369/82-61 on 821115-10 No none omp 1 ianc e 
noted Major ereas inspected plant emergency. operating, 
adfflinlstrat ivn b maint procedures b plant tour 
TAYLOR, P A , THOMAS, M , UAPE, F Division of Engineering b 
Technical Programs 82/11/29 4pp 16643 176 24X 

Fiche 50-309,82/11/30.8301040464 


8301040371 Forwards IE Insp Rapt 50-399/82-67 on 021121-24 No 

noncompllanca noted 

DANCE, H C Division of Project b Resident Programs 82/12/07 
UHRIO, R E Florida Power b Light Co 2pp 16639 342 24X 

Fiche 50-389, 82 / 1 2/07, 830 1 04037 1 . 


— 8301040374 IE Insp Rept 50-389/82-67 on 821121-24 No noncompl lance 
noted Major areas inspected praoperationa 1 test program 
Inpl amantat ion 

LANDIS, K D , JENISDM.K. M , JULIAN. C Division of Project b 
Resident Programs 02/12/06 2pp 16639.344 24X 

Fiche 50-309,82/12/07.8301040371 


8301040342 IE Insp Rept 50-309/82-70 on 821129-1203 No noncompliance 
noted Major areas Inspactad process b effluent radiation 
monitors, valve actuating radiation monl tors , spent resin 
transfer 1 int s, gaseous radwasta sys b new full recelgt 
NRAY.J R Region 2, Office of Director BARR, K P Division of 
Project b Resident Programs 82/12/10 7pp, 16642 075 24X 

Fiche 50-309,82/12/10.0201040338 
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93D104033B Forwards IE Insp t 50-389/62-70 on a2ll29-l?03 No 
noncomp 1 lanco noted 

DANCEi H C Division at Project; h Resident Programs 62/12/10 
UHRtOiR £ Florida Pouer tLlghtCo 2pp 166*12 073 24J( 

FichB 30-399.92/12/10.33010*10338 


6301040727 Forwards IE Insp Repta 30-333/B2-39 Si 50''389/S2-39 on 
B211I6-1'9 No noncompl ianoo noted 

DAMCEi H C Division of Projett tt Resident Pro'jpams 62/12/10 
OHflfO.R E Florida Pooler S< Light Co 2pp 16650 129 24X 

Flche 50-335.82/12/10.0301040727 


—8301040736 IE Insp Repti 50-335/82-39 «< S0-3B9/B2-S9 on 021116-19 No 
noncoaip 1 1 an c e noted Major areas inspected radiological 
environ monitoring Including mgt < o n tro 1 s . s ta tus revieu of 
monitoring programs S* evaluation of oionltoring repts 
CUNNINOHAH. A L . HONTGOMERV. D H Division of Emergency 
Preparedness S< Operational Support S2/12/09 6pp 16650 131 
24< Flche 50-333. 82/12/10. 030 104072 7 


B2O01 90269 IE Info Notice B2-SI. "□vere sposures in PWR Cavities Bve 
list enc 1 

DEV6UN0.B C Director's Qfnie. Office of Inspection and 

Enforcement H2/I2/21 Consolidated Edison Co of New Vork. Inc 

lllpp 16699 239 24X Flche 50-000.82/12/21.8200190269 


0212060351 IE Info Notice 82-52. "Equipment Environ Qualification 
Testing Eiperlenco - Updating of Test Buftirnarlei Prevlouslg 
Published in IE Info Notice 61-29 « Bve list end 
JORDAN. E L Division of Englnesring 6 Oual Itg Assurance IPre 
630103) 83/12/21 Consolidated Edison Co of Neu York. Inc 

IlSpP 16691 OBB 24X Flche 50-000.02/12/ 21.8212060351 


0301250168 forwards IE Insp Repts 50-335/B2-40 tt 50-309/82-62 on 
621122-24 No noncompliance noted 

DANCE. H C Division of Project t Besidont Programe 82/12/21 
UHRIO. R E Florida Power 6 Light Co 2pp 16896 149 24X 

Flche 50-335.02/12/21.8301230168 


—8301250175 IE Insp Repts 50-335/02-40 U 50-389/82-62 on 821122-24. No 
none omp 1 lance noted Major areas Inspected emergency 
preparedness preoperational insp 

HUFFMAN. 0 N., JENKINS.O R Division of Emergency Preparedness & 
Operational Support 02/12/14 7pp 16896 151 84X 

Flche 50-335.82/12/21.8301250160 


0301250669 Forwards IE Insp Rept SO-3B9/02-53 on 821130-1203 No 
noncocipliance noted 

DANCE.H C Division of Project li Resident Programs 82/12/21 
UHRIO. R E Florida Power It Light Co 2pp 16098 076 24X 

Flche 50-389. 82/12/21. 8301250660 


— 8301230674 IE Insp Rept 50-309/02-53 an 821130-1203 No noncompliance 
noted Major areas inspected instrumentation components b 
sys. review of quality records tt procedures, fol lowup Items tt 
instrumentation cables 6 terminations 

HUNT.H D . MEfIR I HEATHER, N , CDNLOM. T E Division of Engineering & 
Technical Programs 82/12/13 4pp 16898 070 24X 

Flche 50-389.82/12/21.8301250660 


J12060350 IE Info Notice 02-53, "Main Transformer Failures at North 
Anna Nuclear Power Station *' Svt list enc I 

JORDAN, E L Division of Engineering t Oual itg Assurance fPra 
830103) 82/12/22 Consolidated Edison Co of New Vork, Inc. 

114pp 16750 017 24X Flche 50-000.82/12/22.8212060350 


1300190275 IE Info Notice 02-54, ''Hes t i nghous e NDFO Relay Failures In 
Reactor Protection Sys " Sve list end 

JaRDAN. E L Division of Engineering 6 Quality Assurance (Pre 
830103 ) 82/12/27 Consolidated Edison Co of New York. Inc 

lIOpp 16968 139. B4X Flche 50-000,82/12/27.8208190275. 


0309190273 IE Info Notice 02-55. ''Seismic Qua I if icat Ion of Nest Inghouse 
AR Relay M/Latch Attachments Used in Hestinghouse Bolid 
State Protection Syi " Sve list end 

JOROAN.E L Division of Engineering 6 Quality Assurance (Pre 
030103) 82/12/28 Consolidated Edison Co af Neu York. Inc 

107PP 16869 014 24X Flche 50-000.82/12/28.8208190273, 


B3O13SO309 Forwards IE Insp Rept 50-389/82-69 on 821206-10. No 
noncomp 1 lance noted 

DANCE.H C Division of Project 4i Resident Programs 82/12/29. 

UHRIO.R E Florida Power b Light Co 2pp. 16903,251 24X 

Flche 50-389, 02/12/20, 8301250389 


—8301850394 IE Imp Rept 50-309/82-69 on 821206-10 Ho noncomp I lance 
noted Major areas Inspected procedure review (Intagratid 
test of ESF & loss of offsite power ). preop era tional teit 
results evaluation b plant tour, 

TAYLOR, P A . JAPE. F Division of Engineering 6 Technical Programs 
02/12/22 4pp 16903 253 24X Flche 50-389,82/18/28,8301250389 


8301250545 Act receipt of 821108 & 1213 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-309/83-43 

DANCE.H C Division of Project b Resident Programs 82/12/29 

UHRIO, B E Florida Power b Light Co ip 16905 064 84X 

Flche 50-389,82/12/29,0301230545 


— 0301250550 Submits addl response to NRC 020929 1 tr re vinlatlont notid 
tn IE Imp Rept 50-389/02-43 Corrective actions cited in 
821108 final response Site Quality Instruction (01) 10 13 
requires installation Insp for A0ME Class 1.2 b 3 tanks 
UHRIO. R E Florida Power b Light Co 02/12/13 O'REII-LY. JP 
Region 2. Office of Director ip 16905 065 24X 

Flche 50-309,02/12/29,0301250543 


— 0301250536 Responds to NRC B209E9 Itr re violations noted In IE lisp 
Rept S0-3B9/82-43 Corrective actions MIC 1627m issued to 
document b correct problems encountered w/anchorlng 
component cooling water surge tank 

UHRIO, R E Florida Power b Light Co 02/11/08 O'REILLY, J P 
Region 2. Office of Director 6pp 16905 066 24X 

Flche 30-309.82/12/29,0301230545 


— 0301250561 Forwards IE Insp Rept 50-309/82-43 on 020907-10 b noilie 
of violation 

LEHI8.fi C Division of Project b Resident Programs 02/09/29 
UHRIO. R E Florida Power b Light Co 2pp 16905 072 24X 

Flche 50-309. 82/12/29. 8301250545 


— 0301250564 Notice of violation from Insp on 020907-10 

* Region 2, Office of Director 02/09/29 2pp 16905 074 24X 

Flche 50-309.02/12/29,8301250545 


— 0301250572 IE Insp Rept 50-309/82-43 on 020907-10 Noncomptlance notil 
failure to follow procedures for insp b turnover of 
component cooling water surge tank b notification change 
rept & inadequate measures to control welding 
CRGHLEY. 0 R , SLAKE. J J Division of Engineering & Technical 

Programs 82/09/22 9pp 16905 076 24X Fiche 50-389,02/12/29, 
0301250545 


8212060354 IE Info Notice 82-56. "Robertihaw Thermostatic Flow Control 
Valves " Sve list end 

JORDAN. E L Division of Engineering b Quality Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co of New York. Inc 

lllpp 16758 137 24X Flche 50-000.82/12/30.8212060354 


8301040694 Forwards IE Safeguards Insp Rept 50-389/82-76 on 821213-17 
No noncompliance noted 

DANCE.H 0 Division of Project b Resident Programs 62/12/30 

UHfi)0. R E Florida Power b Light Co 2pp 16649 258 24X 

Fiche 50-389,02/12/30.0301040694 


— 8301040706 IE Safeguards Insp Rept 50-309/82-76 on 021213-17. No 
noncomp I ianca noted Major areas inspec ted . security plan b 
implementing procedures, site or lentat Ion, records b repts. 
testing b alarm stations Details withheld (ref 1(]CFR73 2t ) 
MDDRE. D E . I4ALL.B L , MCGUIRE, D R Division of Emargency 
Preparedness b Operational Support 82/12/30 Ip 16649 260 
24X Flche 50-309,82/12/30.8301040694 


8301250396 Forwards IE Insp Rept 50-389/82-66 on 821206-09 No 
noncompliance noted 

DANCE.H C Division of Project b Resident Programs 83/01/03 

UHRIO. R E Florida Power b Light Co 2pp 16903 243 24X 

Flche 50-389,83/01/03,0301230396 


— 8301250390 IE Insp Rept 50-389/82-66 on 021206-09 No noncompliance 
noted Major areas inspected RCPD p iplng, safety-related 
piping b licensee action on previously Identified insp 
items 

YORK, J M , OLAKE.J U Division of Engineering b Teehnleel 
Programs 82/12/30 4pp 16903 245 24X Flche' 50''3B9, 03/01/03, 

0301290396 


6301250436 Forwards IE Insp Rept 50-399/02-72 on 021213-15 No 
noncompliance noted 

DANCE.H, C. Division of Project b Resident Programs. 83/01/04 
UHRIO.R E Florida Power b Light Co 8pp 16099 192. 24X 

Fiche 50-309.03/01/04,8301250436 


— 8301250441 IE Insp Rept 50-309/82-72 on 021213-15. No noncompliance 
noted. Major areas Inspected QC for radiochemical 
measurements b liquid b airborne effluent sampling 
procedures 

EVAN3,C D. , MGNTODMEBY, D M Division Of Engineering b Tsehnical 
Programs 82/12/30 4pp 16899 194 84X Fiche 50-389.83/01/04. 

8301250436 
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6301210013 Conintti ta perform Inservice insp of lou pressure turbine 
-discs Insp ulll be integral part of Inserviee Insp Program & 
Includes ultrasonic test exam of base t< ksyuiag areas of 
turbine UP discs & tiT & VT exams of accessible disc areas 
OHRIO.fl. E Florida Power & Light Co &3/0lfl4 EISENHUT. D 0 
Division of Llcansing Ip 16B79 007 34X Flche 50-389,83/01/14, 

B301210013 


S. Rfportabla occurrances, LERs & related correspondence 


B3OIOAO207 Interim deficiency rep t re insulation of Conax support ring 
tongua connectors Initlelly reported on 821110 Evaluation 
could not be completed by 8S1228 Completion of testing ti 
evaluation anticipated by 830128 

UHRIO.R E Florida Power s, Light Co 82/12/28 O'FIEILLY, J P 
Raglan 2. Office of Director Ip 16679 087 24X 

Flche SO'339, 82/12/20, 8301060287 


MOl'070141 Interim deficiency rept re Insp of 240 small boro piping 
bands Initially reported on 821013 Pipe bend Insp 
inconplate Final rept will be submitted by 830128 
tlMRIO. R. e Florida Power & Light Co 82/12/28 O'REILLY, J.P 
Raglan 2, Offlca of Director Ip 16687 038 24X 

Flche: 30-389, 02/12/20, 830107014 I 


B301200309' Final Deficiency Rept 82-023 re failure of tilcro Buitch PTK 
selector switches Initially reported on 021110 Defective 
switches replaced w/spare Class IE switches having same 
development as originals Shim collars installed 
UHRIO.R E Florida Power !< Light Co 03/01/10. O'REILLY, 0 P 
Region S, Office of Director 4pp 16864 128 84X 

Flche 30-309.83/01/10,8301200309 


0301200330 Interim deficiency rept re charging pump 2C not starting an 
prtsiurlcer lou level signal when pump in automatic mode 
Initially reported on 821208 Control wiring diagram revised 
to correct 129-voIt dc connection to Isolation device 
VKRIO.R e Florida Power i. Light Co 83/01/10 O'REILLY, J P 
Region 2, Office of Director 2pp 16869 259 24X 

Flche 90-309, 03/01/10,8301200390 


S301200361 Final deficiency rapt re incorrect switch development 
Initially reported on 821208 Listed control switchei 
replaced w/approprlate new set of switches having correct 
switch contact devetapmenti 

UIIRIO, R E Florida Power 8< Light Co 83/01/10 O'REILLY, J P. 
Region 2, Office of Director Spp 16863 002 24X 

Flche 30-389,83/01/10,8301200361 


030-1180376 Interim Deficiency Rept B2-002 re fan bait problem* during 
Initial startup of diesel generator Initially reportad on 
820210 Final rept will be submitted by 830208 Instead of 
830120, per 821124 Ur 

UHRtO,R E Florida Power h Light Co. 83/01/11. D'RElLLYiJ. P 
Raglcn 2. Office of Director Ip 16024 199 24X 

Flche- 50-389, 83/01/11, 8301180396 


83OI26033B Interim Deficiency Rept 82-014 re failure of reactor 
shutdown cooling bypass valves to respond to command 
signals. In i tlal ly reportad on 820630 Review continuing Final 
rapt aspocted by 830215 

UHRIO.R E Florida Power & Light Co 83/01/17 O'REILLY, J.P 
Raglon 2, Office of Director Ip 16706 291 24X 

Flcha- 30-389, 03/01/17, 8301260338 


V Operator Examinations 


02IS22O443 Oanartc Ltr 82-38 to all power reactor llcanseas, app 1 i cants 
for QL,N58 It reactor vendors h AEs re meablng to discuss 
racent davelopmentt for llcansing sxami Advises that meatlnp 
will ba held on 630211 re operator 1 1 cent Ing. 8vc list end 
EIBENKUTiD. 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 12pp 16681.072 24X 

Flcha 50-000,82/12/22,8212220443 


S3O1250122 Responds to B21Jig request for exemption from NRC 
administered rsqual if Icat ton sxami for 1982 Request 
unnacasfary since NRC unablt to administer exams as 
scheduled. 

UILGON, S A Division of Engineering t. Technical Programs 83/01/06. 

HETHY.C.M Florida Power b Light Co ip 16896:127 24X 

Flcha 50-339,83/01/06,8301290122. 


G30112007S Oenirlc Ltr 83-01 to power reactor licenses* I, applicants 
dor OL ra operator licensing exam site vlsi t. Requests 
schedul* re exam request* expected for submittal prior to 
B5I23I for listed categories, Sve list end. 

EI8ENHUT,D O Division of Licensing 83/01/11 Consolidated 
Edison Co of Niw York, Inc llpp, 16893 , 243, 24X 

Flcha- 90-000, 83/01/11,0301120078 


DOCKET 50-390 WATTS BAR NUCLEAR PLANT, UNIT I 


A App 1 ication/constructi on stage documents k correspondence 


8301040616 Forwards BALP rapti for Jul 1980 - June 1981 Util conduct 
of nuclear activities shows proper concern for nuclear 
safety (< Is acceptable Areas of poor performance cited 
□ 'REILLY, JP Region 2, Office of Director 02/11/24 PARRI8.H0 
Tennessee Valley Authority 3p p 16667302 24X 

Flche 50-000,82/11/24,8301040616 


— 8301040690 Forwards 5ALP rept of util activities for Jul 1960 - Juna 
1981 Rept based on results of NRC SALP Board 811020 meeting 
LEWI8, R C Division of Project & Resident Programs 82/08/20 
PARRIS, H 0 Tennessee Valley Authority 3pp 16667 309 24X 

Flche 50-000,82/11/24,8301040616 


—8301040794 SALP Repts 50-299/02-13,50-260/82-13,50-296/82-13,50-327/02- 
10,50-328/82-18, 50-390/82-26, 90-391/02-23,90-438/02-25, 

50-439/82-25, 50-518/82-10, 50-519/82-09, 50-920/82-10,50-521/ 
82-07,50-553/82-02,50-594/82-02,50-566/82-03 k 50-567/82-03 
LEWIS, R C Division of Project & Reildent Programs 62/06/20 
83pp 16667 307 24 X Ft Che 50-000,82/11/24,8301040616 


8212060356 Generic Ltr 82-30 to ell 1 icenttis, applicants for OL ti 
holders of CPs re filings concerning lOCFRSO production I, 
utilisation facilities Current listing of trench assignments 
for nudoar reactor projects t, sve list end 

E18ENHUT. DO Division of Licensing 82/12/28. Consolidated 
Edison Co of Mew York, Inc llpp 16868 001 24X 

Flche 50-000,82/12/20,8212060356 


8301040200 Discusses delay In providing process control program for 
solidification of raduaite Contract bidders granted 
extension for submittal of proposals re solidification sves. 
Program will be provided by 630218 

KILLS, L K Tennessee Val Icy Authority 02/12/29. ADEN&AH.E 
Llcintlng Branch 4 Ip. 1663B 198 24X Flche 50-390,02/12/29, 

8301040200 


8301040326 Notifies that BaUafonto 6 Uatti Bar FBARs amended on 821217 
ti 030104, respectively, app lying OA Topical Rapt TVA-TR75-1A 
to design t, const phase activities 

KILLS, LK Tannsssaa Val ley Authority 82/12/30 HAA8S.UP 
Quality Aituranca Branch Ip 16639 330 24X Ficha 50-000, 

82/12/30,8301040326 


8301070311 Informs of partial refund of fas re 790427 application 
for extension af CPi Chang* accepted a* suppl to 790427 
application for which fee paid 

HILLER, M 0 License Fee Kanagement Branch 82/12/30 PARRIS, H G. 
Tinnoeio# Valley Authority Ip 16707 248 24X 

Flche 50-390, 82/12/30, 8301070511. 


8301100031 EVALUATION OF THE BUCKLING STRESS CRITERIA FOR STEEL 
CONTAINMENT OP THE UATT8 BAR NUCLEAR REACTOR. Docket Noi. 

90-390 And 50-391 

SEIEDE, p , UEtNGARTEN, V. , KASRI,6 International Structural 
Englnaarsi Inc. FIN B-69al NUR£0/CR-24a9 82/12/31 D1 vision 

of Engineering. 2i7pp Aval lab 1 e at NRC *7 50 16719 001 24X 

Flcha 50-390,82/12/31,8301100031. 


S301190009 Notification of 830126 meeting w/utll* t, Neitlnghoute in 
Bethatda,MD to dlfcusi Meetinghouse appeal of position re 
reactor trip breaker tasting on Meitinghouia plants. 

KENYON, T J Licensing Branch 4 83/01/13 ADEN8AM,e. 0 Licensing 

Branch 4 3pp, 16047:344. 24 X Flche. 50-390,83/01/13,8301190009. 


8301190083 Summary ot S20712-14 meetings w/util at site ra instaUation 
It arrangement of alactricat equipment ti cables I, to discuss 
matters conctrulng elsctrlc powtr sys 

KENYON, T J Llcsnslng Branch 4 83/01/13 Licensing Branch 4 

Bpp 16B4a’063 24X Flchs 50-390.83/01/13,8301190083 


6301200119 Notification of 830121 meeting w/utlli in Bethesda.HO for 
presentation by Design Review Panel of program to review 
Model D2/03 steam generator mod 

HOPKINS, J B Llcansing Branch 4 83/01/14 ADENSAM.E 0 Llcansing 

Branch 4 5pp. 16882 132 24X Ficha 50-000,83/01/14,8301200119. 


8301210040 Forwards response to NRC informal quastions ra FSAR Table 
3.2-2 Table will be revised in Amend 48 to FSAR 
MILLS, L M Tenneesae VaJ lay Authority 83/01/17. ADEN8AM,E. 
Operating Rtactors Branch 4 3pp. 16B77-030. 24X 

Flche’ 50-390, 83/01/17, 8301210040. 


8301250299 Forward* addl Info ra sail amplification studies, in response 
to 821214 tsleon w/NRC concerning 820922-23 audit of plant 
geotechnical design features 

MILLS, L.M Tannassa* Valley Authority 83/01/21 ADENSAM, E. 
Licanslng Branch 4 3pp 16B96 300. 24X Ficha; 50-390,83/01/21, 

0301290299 
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DOCKETED ITEMS 


63018^0545 Motif uation of 830803-10 ni«tlngi u/util In Swettwa tcri TN 
to updat* Nile projtctsd fufl load data 

KENYONi T J Licensing Branch 4 83/01/24 A OEMS AH i E 0 Li Canting 

Branch 4 5pp 14919 355 24X Ficha 50-390,83/01/34,8301840545 


E NRC Safety Evaluation Report <SER), luppls k corratpondence 


K Utility Final Safety Analytic fioport (FSAR) ti atnandt 


8301100042 Forwards Amend 47 to FSAR 

KAHHER.D 8 Tennattee Valley Authority 83/01/04 ADENSAH. E 
Lieantlng Branch 4 Ip 16496 001 24X Flche 30-390,03/01/04, 

8301100062 


8301310129 Forwards conmants on SER, NUREO-Oa47, Including ratpontts to 
NRC raquaiti for c larlf leation 

KAHHER, 0 S Ttnnaisat Valley Authority 83/01/25 AOENSAH, E 
Lieantlng Branch 4 lOpp 16965 039 24X Ficha 50-390,03/01/25, 

8301310129 


—0301100063 Amend 47 to FSAR 

a Tennattta Valley Authority 83/01/04 S43pp 16696 002 24it 
Ficha 50-390,63/01/04,0301100062 


0 Inipaction raportt, IE Bulletins t, correspondence 


F Security, medical, emergency t, fire protection plans 


8212060349 Saner U Ltr 62-33 to all licensets of operating reactors, 
applicants for OL t, holders of CPs ra Suppl 1 to NUREO-0737, 

°Raitu iremants for Emergency Response Capability " 

NUREO-0737, Suppl 1 i< SVC list end 

EtSENHVT.O 0 Division of Licensing 83/12/17 Consolidated 
Edison Co of Ntw Vorh, Inc 77pp 166SI 208 24X 

Flche 50-000,82/12/17,8212060349 


8212220445 Oaneric Ltr 82-39 to all reactor lictntaef,CP holders ti 
applicants for CPs re problems w/subnittals of 10CFR73 21 
safeguards info for licensing review Procedures rt 
transmittal of info outlinad Sve list end 

EISENKUT.D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021. 24X 

Flche 50-000,82/12/22,8212220445 


8301040622 Ack receipt of B21203 ltr informing NRC of steps taken to 
correct violations noted in IE Imp Repts 50-390/62-29 ti 
50-391/02-26 

VERRELLIi D H Division of Project t. Resident Programs 83/12/23 
PARR1S<H 0 Tennessee Valley Authority 2pp 16643 319 24X 

Flche 50-390.82/12/23,8301040622 


— 8301040636 Responds to NRC 620827 ltr re violations noted in IE Insp 
Repts 50-390/82-29 (, 50-391/02-26 Corrective actions 
appllcablt portions of fire protection exterior piping sys 
will be hydrostatically tested 

HILLS, L K Tennessee Valley Authority 82/12/03 O'REILLY, J P 
Region 2, Office of Director 9pp 16643 321 24X 

Flche 50-390,82/12/23.8301040622 


6301040731 Act receipt of 821216 ltr Informing NRC of steps taken to 
correct devil tlons noted In 16 Insp Repts 50-390/82-20 k 
50-391/82-20 

VERRELLI, 0 H Division of Project k Resident Programs 83/12/23. 
PAHRtS.H 0 Tennessee Valley Authority Ip 16645 109 24X 

Fithe 50-390,82/12/23,8301040731 


■B301040755 Forwards response to NRC 821104 ltr re deviations noted In 
IE Insp Repts 50-390/02-20 1. 50-391/02-20 Corrective 
actions all fire dampori will be remap to ensure proper 
daoipari installed in accordance w/drawing requirements 
HILLS, L H Tennessee Valley Authority 82/12/16 O'RETLLY, J P 
Region 2, Office of Director 4pp 16645 110 24X 

Ficha 50-390, 82/12/23. 8301040731 


-0301040801 IE Jnsp Repts 60-390/02-20 I, 50-391/82-20 on 821019-22 
Noneompliancf noted Inadequate fire dampers provided for 
ducts penetreting fir# barriers for cable spreading room t> 
Inidaquate design k const for installation of dampers 
HILLER, H H , CDNLON, T E Division of Enginesring It Technical 
830*040731 30-390,02/12/23, 


8301040616 Forwards SALP repts for Jul 1980 - June 1981 Util conducl 
of nuclear activities shows proper concern for nuclear 
safety 6 is acceptable Areas of poor perPornance cited 
O'REILLY, JP Region 2, Office of Director 02/11/84 PARRI81W8 
Tennessee Valley Authority 3pp. 16667 302 S4X 
Flche 50-000,82/11/24.8301040616 


— 8301040690 Forwards SALP rapt of util activities for Jul 19Q0 - June 
1981 Rapt based on results of NRC SALP Heard 011020 maating. 

LEWIS, R C Division of Project It Resident Programs. 02/08/20 
PARRIS, K 0 Ttnntsses Valley Authority 3pp 16667 305 24X 

Flche 50-000,82/11/24,8301040616 


— 8301040794 SALP Repts 50-259/02-13,50-260/08-13,50-896/82-13. 30-327/1 
IS, 50-320/02-18, 50-390/82-26, 50-391 /02-23. 50-430/82-25, 
50-439/82-25, 50-510/02-10, 50-519/02-09. 50-820/02-10.50-521/ 
82-07,80-553/02-02,50-554/88-08,50-366/02-03 t< 50-567/02-03, 

LEWIS, R C, Division of Project I, Resident Programs 02/00/20 
aSpp 16667 307 24X Flche 50-000,02/11/24,8301040616 


8301040280 Forwards IE Insp Repts 50-390/82-39 8, 50-391/82-36 on 
621081-1121 No noncomp 1 lance noted 

VERRELLI, D M Division of Project l< Resident Programs 82/12/09 
PARRlStH 0 Tennessee Valley Authority 2pp 16639:001 24X 

Flche 30-390,02/12/09,0301040280 


—0301040293 IE Insp Repts 30-390/02-39 It 50-391/02-36 on 821021-1121 Ka 
noncompl ience nottd Major areas inspected licensee action on 
previous enforcement matters, Independent insp I, 
investigation of concerns re HVAC ductwork 
HEATHERLY, T L , QUICK, 0 R. Division of Project I, Resident 
Programs 02/12/09 9pp 16639 003 24X Flche 50-390,02/12/09, 

0301040200. 


8301040538 Ack receipt of 021118 ltr informing NRC of ibapt taken to 
correct violations noted In IE Insp Repts 30-390/00-26 & 
50-391/00-20 

LEWIS, fi C Division of Project I, Resident Programs 08/12/14 
PARRIS, H 0 Tennessee Valley Authority Ip, 16645 318 24X 

Flche- 30-390, 82/12/14, 8301040558, 


-0301040564 Rfsponde to NRC 800930 ltr re violations noted In IF Insp 
Repts 50-390/80-26 It 50-391/00-20 Corrective actions- util 
requesting Westinghoute to clarify upper head Injection 
preoperatlenal testing scope 

MILLS, L M Tennessee Valley Authority 82/H/lB 0 'REILLY. J.P 

Region 2, Office of Director Ip 16645.319 24X 

Flche- 50-390, 82/12/14. 8301040553 


8208190269 IE Info Notice S8-S1, "Overe xpoiur es in PWR Cavities " 3ve 
list end 

DEYOUNO.R C Dlrsetor's Office, Office of Inepeetion and 

Enforcement 82/12/21, Consolidated Edison Co of New York. Int 

lllpp. 16689,239. 24X Flche- 50-000, 82/12/21, 8208190269. 


}301040600 Forwards reipenit to NRC informal requsst for addl Info 
App R review it instrumentation available in auxiliary 
control room Adding T cold or T average instrumentation in 
control room docs not add safety benefits 
HILLS, L H Tennessee Valley Authority 82/12/28 ADENSAM.E 

aSo600 * 82/12/20, 


8212060351 IE Info Notice 02-52, "Equipment Environ Quel 1 ficati on 
T#ftlnfl £iptrl»nct - UpdJtinf of T€»fc Prtvlouttu 

Publiihed In IE Info Notice 81-29 " Sve list end. 

JORDAN, E L. Dlvltion of Engineering I, Quality Assurance (Pr* 
030103) 82/12/21. Consolidated Edison Co. of New York, Inc, 

llSpp 16631:080 24X Ficha- 50-000, 02/12/21, 8212060351 


potential depressuriiatlon pathwaye, 
p#r xi£Q7Qy coftnltAint ri lOCFRrApp R r » 

B Tennessee Valley Authority 83/01/11 ADENSAM.E 

8301140053 ^ 50-390.83/01/11, 


8212060350 IE Into Notice 82-53, "Main Transformer Failures at North 
Anna Nuclear Powtr Station." Gve list and 

Engineering S< Quality Assurance <Pri 
83Q103> 62/1S/8S Consolidated Edison Co, of Ntu York# Inc 

IMpp 16798* 017s 24X Ficho. 50-000» 82/12/28# 0212060390 


1301210250 Forwards corrected info re 
830111 

MILLS, L M Ttnnsiiee Valley Author! 
Licensing Branch 4 Spp. 16874 075 
9301210250 


lOCFRSO.App R submittal dtd 

ty 83/01/17 ADEN8AM. E. 

24X Flche. 50-390, 83/01/17, 




rorworos IE Insp Rspts 90-390/82-3S 
821115-19 No noncomp 1 ianee noted. 

•’‘'-'“‘O'’ of Project k Resident Programs 02/12/22 
PARRIS, H.O Tennessee Valley Authority 2pp. 16697-320 24X 

Flche: 50-390, 02/12/22,8301250320. 
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— 0301250329 IE In»p Rapt* 50-390/02-30 8< 50-391/02-35 on 021115-19 No 
rone fiinpliance noted Major areas Inspected sits (t corporate 
design actl vltlasi QA insp ot mechanical supports/restraints 
ic piping> electricaii instrumentation (< as-built drawings 
HRIOHriR H I DEBHAOEi A 0 , MCFARLAND> C R Division O'f Englnserlng 
ic Technical Programs 02/12/21 17pp 16097 322 24X 

Flche 50-390,02/12/22.0301250320 


0301040163 Acl receipt of 021200 Itr informing MRC of steps taken to 
correct violations noted in 1£ Insp Repts 50—390/02—33 it 
30-391/02-30 

VERRELLIi D M Division of Project it Resident Programs 02/12/23 
PARRIS, H 0 Tennessee Valley Authority Ip 16633 101 24X 

Ftehe 50-390,02/12/23,0301040163 


— B30t040172 Responds to NRC 020923 Itr re violations noted in IE Insp 
Repts 50-390/82-33 & 50-391/02-30 Corrective actions 
support 62- 1CVC-R2 reuorked, r einsp tc ted U redocumented All 
bolts inspected to QC Procedure QCP-1 42-2 

KAKHERi 0 S Tennessee Valley Authority 02/12/OB O'REILLV, J P 
Region 2, Office of Director 3pp 16633 102 24X 

Fiche 50-390,82/12/23,0301040163 


S3O1O40'623 Aek receipt of 021203 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/02-29 6 
S0-39t/e2'26 

VERRELLIi D M Division of Project fc Resident Programs 02/12/23 
PARRIS, H 0 Tennessee Valley Authority 2pp 16643 319 24X 

P 1 C h e SO-390, 02/12/23. 030 1 040622 


— 8301040636 Responds to NRC 020027 Itr re violations noted In IE Insp 
Repts 50-390/02-29 b 50-391 /B2-26 Corrective actions, 
applicable portions of fire protection exterior piping sys 
will be hydrostatically tested 

MILLSiL M Tennessee Valley Authority 02/12/03 O'REILLV, J P 
Region 8, Office of Director 9pp 16643 321 24X 

Flche 50-390,02/12/23,0301040622 


6301040731 Ack receipt of 621216 Itr informing NRC of stops taken to 
correct deviations noted in IE Insp Repts 50-390/02-20 & 
50-391/02-20 

VERRELLI, D M Division of Project b Resident Programs 02/12/23 
PAHRlSiH 0. Tennessee Valley Authority Ip 16645 109 24X 

Ficfie 50-390.82/12/23,0301040731 


'B30E040759 Forvards response to NRC 821104 Itr re deviations noted In 
le Insp Repts 50-390/62-20 ti 50-391/82-20 Corrective 
actions all fire dampers uilll be reinsp to ensure proper 
dampars installed in accordance u/draulng requirements 
MILLBiL M Tennessee Valley Authority 88/12/16 O'REILLV, J P 
Riglon 2, Office of Director 4pp 16645 110 24X 

Flcfie 50-390,02/12/23,0301040731 


— 8301040770 Forwards IE Insp Repts 50-390/82-80 b 50-391/02-20 on 
B2]OI9-22 b notice of deviation 

VERRELLI, D M Division of Project b Resident Programs. 62/11/04 
PARRI6,H 0 Tennessee Valley Authority Spp 16645 114 24X 

Flche 50-390,02/12/23,0301040731 


—8301040703 Notice of deviation from insp on 021019-22 

e Division of Project b Resident Programs 82/11/04 2pp 
16645 116 24X Flche 50-390,02/12/83,6301040731 


— 0301040001 IE Insp Repts 30-390/62-80 b 50-391/82-80 on 021019-28 
Msneomp 1 1 ance noted inadequate fire dampers provided for 
ducts penetrating fire barriers for cable spreading room b 
Inadequate design b const far installation of dampers 
KILLER, W H , CONLON.T E Division of Engineering b Technical 
Programs 02/11/03 Spp 16645 1 10 24X Flche 50-390,08/12/83, 

8301040731 


0208190275 IE Info Notice 02-54, "Mbs t Inghous e NDFD Relay Failures in 
Reactor Protection 8ys “ 0vc list enc 1 

UCRDAKiC L Division of Engineering b Quality Assurance (Pra 
030103) 82/18/27 Consolidated Edison Co of New York, Inc 

ICOpp 16968 139 24X Fiche 50-000,02/12/27,8208190275 


02OBI9O273 IE Info Notice 88-55, ''Seismic Qua 1 1 f ieation of Nastinghouse 
AR Relay N/Latch Attachments Used in Mistinghouse Solid 
State Protection 9ys " Sve list end 

JOHDAIliEL Division of Bnginoerlng b Quality Assuranc# (Pre 
830103 ) 02/18/28 Consolidated Edison Co of New York, Inc. 

109fp 16068 014 24X Fiche 50-000, 02/12/20, 8200190273 


3212460354 IE Info Notice 82-56, "Robertshaw Thermostatic Flow Control 
Valves " 8vc list end 

,JORDAN,E L Division of Engineering b Quality Assurance <Pre 
B30103) 02/12/30 Consolidated Edison Co of New York, Inc 

llEpp. 16758 137 24X Fiche 50-000,68/12/30,0212060354 


0301250643 Ack receipt of 621203 b 22 Itrs informing NRC of steps taken 
to correct violations noted In IE Insp Repts 50-390/02-09 b 
50-391/02-07 

VERRELLI, D H Division of Project b Resident Programs 03/01/05 
PARRIS, H 0 Tennessee Valley Authority ip 16904 109 24X 

Fiche 50-390, 03/01/05.830 1250643 


—8301250650 Forwards suppl to 820B02 response to NRC 020520 Itr re 
vtO’lations noted in IE Insp Repts 50-390/82-09 b 
50-391/02-07 Corrective actions documentation review of 
transfers to be completed by 030101 

MILLS, L (i Tannessoe Valley Authority 82/12/87 0'RE1LLV,JP 
Region 2. Office of Director 3pp 16904 ilO 24X 
Flche 50-390,63/01/05,0301250643 


—0301250650 Forwards addl info to 820002 response to NRC B20S28 Itr re 
violations noted in IE Insp Repts 30-390/02-09 b 
50-391/02-07 Corrective actions field inspi will be 
discontinued but 100/ review of documentation continues 
MILLS, L M Tennessee Valley Authority 02/12/03 O'REILLV, JP 
Region 2, Office of Director 2pp 16904 113 24X 

Fiche 50-390,63/01/05,0301250643 


8 Reportable occurrences, LERs b related correspondence 


0301030086 Final Deficiency Repts UBRO-SO-390/B8-4O b MORD-SO-39t/03-37 
re incorrect values In I4e stinghouse program UKI8ATAN 
Initially reported on 820419 New version of UK18ATAN code 
generated on Mainframe A Also reportable per Part 81 
MILLS. L M Tennessee Val ley Authority 02/12/82 O'REILLV, JP. 
Region 2, Office of Director 3pp 16615 120 24X 

Flche SO-390, 82/18/22,0301030026 


0301030020 Final Deficiency Repts WBRD- 30-390/02-75 b H0RO-5O-391/e2-7l 
re post-accident readings from containment sump level 
branamltters Initially reported on 020708 Capillaries to be 
Pilled w/sillcone oil by 830701 Alto reportable per Part 81 
MILLS, L M Tennessee Valley Authority 62/18/22 O'REILLY, J P 
Region 2, Office of Director 8pp 16615 172 24X 

Fiche- 50-390. 08/12/22, 8301030020 


030103003? Final Deficiency Repts WBRD- 50-390/02-1 4 b WBRD-60-391/88-14 
re failure to implement 0-32, Revision 6 for concrete 
anchors Initially reported on 811219 WON-QCP-l 14 re bolt 
anchor insp b tes ting, revl ted 

MILLS.L M Tennessee Valley Authority 62/12/82 O'REILLV. J P 
Region 2, Office of Director 3pp 1661S 132 24X 

Flche 50-390 , 02/18/82,0301030032 


0301030034 Final deficiency rept re lack of qualif ieation for embedment 
platee Initially reported on 011215 Design changes for mod 
of supports completed Vendor drawings to construct farces 
will not be issued prior to receipt of vendor analysis 
MILLS, L M Tennessee Valley Authority 68/18/82 O'REILLV, J P 
Region 2, Office of Director 8pp 16615 170 24X 

Flcho 50-390,82/12/28,0301030034 


0301030039 Final Deficiency Repts WCRD-50-390/02-04 b HDRD-50-391/a2-B0 
re tack of qualification for embedmen t plates initially 
reported on 011215 0upport mod design changes completed Mod 
completed for Unit 1 Unit 2 mods to be completed by 041030 
MILLS, L M Tennessee Valley Authority 02/12/22 O'REILLY, J F 
Region S, Office of Director 2pp 16614 271 24X 

Flche 50-390,82/12/82,0301030039 


6301030D44 Final deficiency rept re post-accident readings from 
containment eunip level transmitter Initially reported on 
020706 Westinghouse util change transmitter callbr span b 
fill fluid In capillaries Also reported per Part 81 
MILLS, L M Tennessee Valley Authority, 82/13/28 O'REILLV, J P 
Region 8, Office of Director 3pp 16614 315 S4X 
Flche. 50-390, 02/18/22. 0301030044 


0301030187 Final deficiency rept re failure to Implement 0-32 Rev 6, 
•'Bolt Anchors Set in Hardened Concrete " Initially reported 
on 011229 Training in revised procedures incorporating Rev 6 
completed 020125 No addl Imp required 

MILLS, L M Tennessee Valley Authority 08/12/88 O'REILLY, J.P 
Region 2, Office of Director Spp 16610 068 S4X 
Flche 50-390,02/12/83,8301030107 


0301030040 Third interim deficiency rept re frequency criteria for 
piping supports Initially reported on 630713 Investigation 
continuing to determine appropriate actions to prevent 
recurrence Next rept expected by 030388 

MILLS, L M Tennessee Valley Authority 62/18/23 O'REILLYi J. P 
Region 8, Office of Director ip 16614 806. 24X 

Flche 50-390,82/18/23,8301030040 
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e3'010301&6 Second Interim deficioncy r*|»t re shleldeiT pouer cetle tend 
red lu( belov itlln const »pec> fnitielly reported on B207S9 
Cable eeisplet to be supplied for evaluation testing Neit 
rept eipected by B3072S 

HtLLS.L H Tennessee Valley Autbortty BS/12/S3. □-'REIi-CY. J P 
Acyion 2. Office of Director 2pp tf>bl7 071 24X 

riche »0-390. 02/12/23.8301030166 


B301060S39 Supplemental final deficiency rept re auiiliary power sy& 
Initially reported 800925 Corrective actions Incomplcta ae 
of 621231 One design guide to be issued by 630131 ti 
engineering procedure to be issued by 630331. 

MlU-SiL H Tennessee Valley Authority. 62/12/29 a'REILt.V. J P 
Region 2i Office of Otrec tor Ip 16679 122 24X 

riche 90-390. 62/ 1 2/2 9. 630 1 06026 3 


83010603SS Interim deficiency rapt re inconsistent establishment of 
Insp prpyram Initially raported an 610324. Listed corrective 
actions davelopad to resolve inconsistencies u/Ofc of 
Englnstrlng Design 6 Const procedure Nest rept by B30425 
HILLa.L H Tennessee Valley Authority 62/12/29 O'REILLV.O P 
Region 2. Office of Director 4pp 16676 237 24X 

riche SO-000. 62/12/29. 8301060385 


0301260347 Eupp lemental final deficiency rept re defective 6 9 tV OE 
circuit breaker Initially reported on 811218 Completion date 
for Installation of repaired breaker esbeniftd to 830228. due 
to OE installation delay 

MILLS, L M. Tennessa* Valley Authority B2/1S/30 O'REILLY, J. P, 
Region S. Office of Director Ip 16908 263 24X 

riche 50-390,82/12/30.8301260347 


SSOI070351 Revistd third Interlei rept re frequency criteria for piping 
supports Initially reported on 020713 Ravlece of discrepancy 
revaaled that design crltaria Is correct Nest rept espected 
by 830328 

MILLS.L.M Tennei see Valley Authority 63/01/03 O'REILLY. JP 
Region 2. Office of Director. 2pp 1666 5 070 24X 

riche. 50-390. 83/01/03, 6301070351 


B301170I39 First Interin Deficiency Rept re support for reactor bldg 
annulus floor drain sump. Initially rtported on 321207 
Engineiring Change Notice 3234 urittan to provide supports 
to correct deficiency Next rept to be submitted on 830513 
MILLS. L K Tennessee Valley Authority 83/01/06 O'REILLY, P 
Region 2, Office of Director 2pp 16S12 070 24X 

riche 50-390,83/01/06,8301170139 


8301170189 Pinal Deficiency Repts 50-390/61-27 ti 50-391/01-26 re 
insufficient documentation far protective devices Initially 
reported on B10313 Protective devices to be re-evaluated b 
draulngs t« be revised 

HILLS.LM Tennessee Valley Authority 83/01/06 O'REtLLY, J.P 
Region 2. Office of Director 3pp 16810 200, 24X 

Fiehe 60-390, 63/01/06.3301170189. 


6301170335 Second Interim deficiency rept re piping eye analysis 
tracking Initially reported on 620902. investigation 
continuing Nest rept will ba submitted by 630624. 

HILLS, LK Tennessee Valley Autherlty 83/01/07. 0 'REILLY. J P 

Reglen 2, Office of Director tp. 16S13 255 24X 

riche 50-390,83/01/07.6301170335 


6301170395 Final deficiency rept re incomplete documentation of HVAC 
sys requirements during purchase of safety-related grilles, 
ragisterri terminals 6 balancing dampers Initially reported 
on 880427 Components evaluated b selsmlcally qualified 
MILLS. L M Tennassat Vat lay Authority 63/01/07 O'REILLY. O. p 
Region 2, Office of Director 3pp 16813. 163. 24X 

riche: 50-390, 83/01/07. 0301 1 70395. 


8301 170475 Fourth Interle* deficiency rept re diesel generator starting 
air check valves Initially reported on 610820. Affected 
velvet replaced Next rapt expected by S30413 Also reported 
per Part 21. 

HILLS. L H. Tennstsaa Valley Authority 83/01/07. O'REILLV, JP 
Region 2. Office of Director. Ip 16613 081 247 

Fiehe - 50-390, 83/01/07. 6301 170475. 


83O117O20O Third Interim Deficiency Rept re lack of evidence thet 
aucillary feedueter pump components meet ASHE Clast 111. 

TVA Class C cade riqulrements Initially raperterf on 820320. 
Drawings ravisad to show TVA safety class. Next rept 330701 
HILLS. L M Tennsstee Valley Authority 33/01/11. O'REILLY. J P. 
Region 3. Office of Director Ip 16610 046 24X 

rtehe: 50-390, 83/01/11, 8301170280 


6301170513 Second interim deficiency rept re document control eye at 
Wyle Labs Initially reported on 820730 Addl training 
provided to employae maintaining document control! Next 
rept expected by 830324 

KILLS, L.M Ttnnaxsee Valley Authority. 83/01/11 O'REILLY. J P 
Region 2, Office of Director 9pp 16819 031. 24X 

Fieht 90-390,83/01/11.8301170913 


8301200231 Final Deficiency Rept re incorrectly mounted motor 
flousuitches Initially reported on 621008 Design drawings 
ravisad 

KILLS, L H Tannaisae Valley Authority 83/01/13 O'REILLY.Jf 
Region 2, Office of Director 2pp 16865 071 24X 

riche 90-390, 83/01/13, 8301 20023 1 


B301200247 Eighth Intarim Rept rt deficiency In safety infection ifi 
Train D flow Initially reported on 800501 Settings of RHR 
flow control valves 1-FCV-74-1A 6 1-FCV-74-SB modified Next 
rept due by 630630 

MILLS, L M Tennessee Valley Authority 03/01/13 O'REILLY.Jf 
Region 2, Office of Director Ip 16B65 077 24X 

F 1 c ha 50-390, 63/0 1 / 1 3. 630 1 20024 7 


B301200294 Final deficiency rept re safety injection cys pipe iii|i|srti 
ualded to liner plates Initially reported on 621006 
Deficient supports will be replaced ii,/nculy designed 
supports by B30330 ft 0931 for Units 1 b 2, r e spec t i vely 
MILLS, L M Tennessee Valley Authority 83/01/13, O'REILLY.Jf 
Region 2, Office of Director Spp 16665 142 24X 

Fieht 50-390, 83/0 1/13.8301 200294 


8301200295 Pinal deficiency rapt re reactor coolant pump motor oil 
coaler piping spec discrepancies Initially reported on 
820604 Util revising flew diagrams i, UQ-DC-40-36 to reflect 
that oil coolers vendor-supplied ft maintained under ASME 
MILLS.L H Tennesicc Valley Authority 83/01/13 O'REILLY.Jf 
Region 2, Office of Director 2pp 16865. 145 24X 

Ficha 50-390,83/01/13.8301200295 


8301200325 Tenth Interim deficiency rept re steam generator water Itvrl 
ref column error Initially reported on 790706 Final rapt 
will be submitted upon completion of steam generator level 
ref legs infulation Next rept expected by 830630 
MILLS.L H Tenneetet Valley Authority 83/01/13 O'REILLY. JP 
Region 2, Office of Director ip 16865 171 24X 

riche 50-390,83/01/13.8301200325 


6301210065 Third Interim deficiency rept re fire protectlan sys 
support detell discrepancies Initially reported on 820302 
Support detail drawings u/discrepancles being reviewed ft 
revised. Next rept will be provided by 830425 

MILLS.L H. Tennessee Valley Authority 83/01/13 O'REILLY. JP 
Region 2. Office of Director 2pp 16872 004 24X 

riche 50-390.83/01/13, 630121006S 


6301860883 Second interim deficiency rept re use of fillet welds tn 
piping lugs Initially reported on 820920 Overall review 
continuing Next rept expected by 630316 

HILLS, L M. Tennessee Valley Authority 83/01/19 O'REILLY.Jf 
Region 2, Office of Director 2pp 1690? 304 24X 

Flche 50-000, 03/01/19.8301260283 


6301860327 Third interim deficiency rept re potentially daflelenl velva 
yoke holddown nut Initially reported on 820601 Resulte of 
operability assurance teets transmitted to Ucstlnghouse for 
review w/valve eupp tiers Next rept expected by 830630 
MILLS, L M Tennessee Valley Authority 83/01/19 O'REILLY, Jf 
Region 2, Office of Director. 2pp 16909 310 24X 

F i c h e 50-390, 83/0 i / 1 9. 830 1 26032 7. 


V Operator Examinations 


B212220443 Ocneric Ltr 82-38 to all pouer reactor lletnseee.appl U*sti 
for OL.NSS & reactor vendors it AEs rt meeting to diicuis 
recent developments for licensing exams Advises that meeting 
ulll be held on 630211 re operator licensing Sve list end 
EtSENHUr, 0 0. Division of Licensing S2/18/22. Consolidated 
Edleon Co of New York, Inc iSpp 16681 072 24X 

Flche 50-000, S2/12/22. 8212220443 


8301180076 Oaneric Ltr 83-Ot to power reactor licensees L applicenti 
for OL re operator licensing exam site vlil t. Requaets 
schedule re exam requests expected for submittal prior to 
6SIS31 for listed categories 6vc list end 

EI8£NMUT,0.0 Division of Licensing. 83/01/11 Consolidated 
Edleon Co of New York. Inc llpp 16693.243 S4X 
Flche ■ 50-000, 83/01/11,8301120078 


DOCKET 90-391 NATTS BAR NUCLEAR PLANT. UNIT 2 


A Appl ication/eonstruetlon stage documents & correspondence 


8301040616 Forwards SALP repts for Jul 1980 - June 1981. Util eondutl 
of nuclear activities shows proper concern far nuclear 
safety ft It acceptable. Areas of poor performance cited 
O'REILLY. J.P. Region 2, Office of Director 82/11/24 PAftftlS.RS 
Tennessee Valley Authority 3pp 16667 302 24X 

Flche 90-000.82/11/24.8301040616 
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-'-'83010'40/>?0 Foruiard* SALP re|it of util activities for Jul 1980 - June 
1931 Rept taseii on results of NPC 8AUP Board B1 1020 meeting 
LEWtSiR C Division of Project t< Resident Programs 82/00/20 
PARRIBiH 0 Tennessee Jalleg Authority 3pp iitbb7 30S 24X 

Fichl 90-000.82/11/24.8301040616 


“B30I040794 8A1.P Repts 90-259/02-13.30-260/82-13.30-296/88-13.90-327/02- 
la. 30-328/82-18, 90-390/82-26, 30-391/82-23 . 80-438/02-23, 

50-439/82-2 9, 30-910/82-10, 30-519/82-09, 50-520/02-10, 50-321/ 
82-07,50-833/02-02,90-954/02-08,50-366/02-03 «< 30-967/82-03 
4.EVII8,R C Division of Project t. Resident Programs 82/08/20 
Sapp 16667 307 24X Flche 90-000.02/11/24,8301040616 


e21SK)60356 Oencrle Ltr 62-30 to all 1 ic ensees , app 1 Uants for OL S< 
holders of CPs re filings concerning tOCFR90 production I, 
utllitatlon facilities Current listing of branch assignments 
for nuclear reactor projects (i svc list enc 1 

EISeiiKlfr.aO Division of Licensing 02/12/28 Consolidated 
Edison Co of Neui Yorii Inc llpp 16860 001 24X 

Flcha. 30-000, 82/12/28,6212060396 


8301040200 Discusses delay in providing process control program for 
s ol I d { f Ication of raduasta Contract blddars granted 
aetenslcn for submittel of proposals re solidification svcs 
Pragran will be provided by 030210 

H(LU8iL M Tennessee Valley Authority 82/12/2? ADEN6AH, E 
Licensing Branch 4 Ip 16638 198 24X Flche 90-390,82/12/29, 

8301040200 


830(040326 Notifies that Dsllefonte & Natts Bar FSARs amended on 821217 
& B3Ot'04, respectively, app lying QA Topical Rept TVA-TR78-tA 
to design 6 const phase activities 

HILLS. L H Tennessee Valley Authority 82/12/30 HAA88. M. P 
Ovality Assurance Branch Ip 16639 330 24X Fiche 30-000. 

82/12/30. 8301040326 


600I070SI1 Informe of partial refund of fee re 790427 application 
fer estenelon of CPs Change accepted as tuppi to 790487 
application for uhleh fee paid 

HILLER. U 0 License Fee Kenagement Branch 82/12/30 PARRIS, K.O 
Tennessee Valley Authority Ip 16707 246 24X 

Fiche 30-390, 82/18/30, 030107091 1 . 


8301100031 eVALUATIOM OF THE OUCKLINO STRESS CRITERIA FOR 9TEEU 
CONTAIHMENT OF THE MATTS BAR NVCLEAR REACTOR Docket Nos 
SO-390 And 90-391 

seieoe, P . WEINOARTEN, V , MASRI.S international Structural 
Engineers, Inc FIN B-69B1. NUREO/CR-2489 82/12/31 Division 

of Engineering 217pp Available at NRG S7 SO 16719 001 SAX 

Flche: 90-390, 62/12/31,8301100031 


3001190009 Notification of 030126 meeting u/utlls b Meetinghouse In 
Bethee da, HD to discuss Meetinghouse appeal of position re 
reactor trip breaker betting on Meitinghouee plants 
KCNYON.TJ. Licensing Branch 4 63/01/13 ADENSAH.EO Licensing 

Branch 4 3p p 16847 344 24X Fiche 90-390,83/01/13,8301190009 


8301190093 Summary of 820712-14 meetings u/utll at site re installation 
k arrangement of electrical equipment b cables b to discuss 
aatters concerning electric pouer syt 

KENYON, r J Licensing Branch 4 83/01/13 Licensing Branch 4 

Bpfi. 1684a'063. 24X Flche'SO-390,a3/01/13, 8301190083 


0301200119 Notification of 830121 meeting u/utils in Oethesda.HD for 
presaatatlen by Deelgn Review Panel of program to review 
Model 02/E)3 steam generator mod 

HOPKlNS.J.fi Licensing Branch 4 83/01/14 ADEN8AM, E 0 Licensing 

Branch 4 9pp 16082 132 24X Fiche 90-000,83/01/14.8301200119. 


9301210040 Forwards response to NRC Informal gusstions re FBAR Table 
3 2-2 Table will be revised in Amend 40 to F0AR 
HILLa,LM Tinnetsse Valley Authority 03/01/17 ADENBAM. E 
Operating Reactors Branch 4 3pp, 16077,030 24X 

Fiche: 50-390. 83/01/17, 8301210040 


0301230299 Forwards addl info re soil amplification studies, in response 
to 821214 tel con w/NRC concerning 820922-23 audit of plant 
geotechnical design fsatures, 

HILLS, L.M. Tennessee Valley Authority 83/01/21. ADENaAM,E 
Licensing Branch 4. 3pp 16896 300. 24X Fiche 90-390,83/01/21, 

B 30 1250299 


0301260545 Notlficstion of 830208-10 meetings u/uttl In Sweetwe ter, TN 
to opdete KRC projected fuel loed date, 

KENVQN.TJ. Licensing Branch 4 03/01/24 ADENSAH,EO Licensing 

Branch 4. 9pp. 16919 395 24X Flche 50-390,63/01/24,8301260945 


E NRC Safsty Evaluation Report (0ER), (uppls b correspondence 


8301310129 Forwards comments on 6ER, NVRE0-0a47i Including responses to 
NRC requests for clarification 

HAMMER, D 8 Tennessee Va 1 1 ey Author i ty 83/01/25 ADEN6AM, E 
Licensing Branch 4 lOpp 16963 039 24X Flche 90-390,03/01/25. 

8301310129 


F Security, medical, snergency b fire protection plans 


8212060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for OL t, holders of CPs re Suppl 1 to NUREO-0737. 
"Requirements for Emergency Response Capability “ 

NUREO-0737, Suppl 1 & svc list end 

EISEHHUT. D 0 Division of Licensing 02/12/17 Consolidated 
Edlso^n Co of Now York. Inc 77pp 166B1 200 24X 

Flche 90-000. 02/12/17.8212060349 


8212220443 Oenerle Ltr 02-39 to all reactor licensees, CP holders b 
applicants for CPs re problems w/submittals of 10CFR73 21 
safeguards info for licensing revleu Procedures re 
transmittal of info outlined Svc list end 

EISENHUT, DO Division of Lictnsing 82/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021 24X 

Fiche 30-000,82/12/22,8212220445 


8301040622 Ac k receipt of 821203 ltr informing NRC of stept taken to 
correct violations noted in IE tnsp Repts 30-390/62-29 b 
SO-39 1/82-26 

VERRELLItD H Division of Project b Resident Programs 62/12/23 
PARRIS, H 0 Tennessee Valley Authority 2pp 16643 319 24X 

Flche 30-390.82/12/23.0301040622 


—8301040636 Responds to NRC 820027 ltr ri violations noted in IE Insp 
Ripfcs 50-390/82-29 b 50-391/02-26 Corrective actions 
applicable portions of fire protection eiterlor piping sys 
will be hyd rostet leal ly tested 

MILLS, L M Tenneteee Valley Authority 02/12/03 O'REILLY, J P 
Region 2. Office of Director 9pp 16643 321 24X 

Flche 50-390.82/12/23,8301040622 


8301040731 Ack receipt of 821216 Hr informing NRC of steps taken to 
correct deviations noted In IB Insp Repts 90-390/82-20 b 
50-391/82-20 

VERRELLl.D H Division of Project b Resident Programs 02/12/23 
PARRIS, H 0 Tennessoi Valley Authority Ip 16649 109 24X 

Fiche, 90-390, 02/12/23,8301040731 


— 8301040755 Forwards response to NRC 821104 Hr re deviations notsd in 
IE Insp Repts 30-390/82-20 b 50-391/02-20 Corrective 
actions all fire dampers will bs reinsp to ensure proper 
dampers installed in accordance u/draulng requirements 
MILLSiL M Tennessee Valley Authority 02/12/16 O'REILLY, J P 
Region 2, Office of Director 4pp 16649 110 24X 

Flche. 50-39 0. 82/12/23, 8301040731 


— 8301040001 IE Inep Repts 50-390/02-20 b 50-391/02-20 on 021019-22 
Noncompliance noted Inadequate fire dampers providsd for 
ducts penstratlng fire barriers for cable spreading room b 
Inadequate design b const for installation of dampers 
MILLER, N H Division of Engineering b Technical Programs 
02/11/03 app 1664S 118 24 X Flche 90-390.02/12/23,8301040731 


0301040600 Forwards response to NRC informal request for addl info rs 
App R revisu b Instrumantatlon available in auxiliary 
control room Adding T cold or T average Instrumentation In 
auxiliary control roomdoee not add safety benefits 
MILLSiLM Tenntssee Valley Authority 82/12/20 ADENSAH, E 
Licensing Branch 4 2pp 16646 082 24X Fiche 90-000,82/12/20. 

0301040600 


8301140093 Forwards addl info on potential deprossuri latlon pathways, 
pep 020709 commitment re lOCrfi.App R 

HILLS, L H Tanntsies Valley Authority 03/01/11 ADENSAM.E 
Llcinslng Branch 4 9pp 1 6809’ 179 24X Flche 90-390,83/01/11, 

8301140053 


8301210290 Forwards corrected Info re 10CFRSO,App R submittal dtd 
830111. 

HILLS, L H Tennessee Valley Authority 83/01/17 ADENSAM.E 
Llctnelng Branch 4 5pp. 16074 075 24X Fiche. 50-390,83/01/17, 

8301210250 


K. Utility Final Safety Analysle Report (FSAR) b amends 


8301100062 Forwards Amend 47 to FBAR 

HAMMER, D 8 Tennsesee Valley Authority 83/01/04 ADENSAM, E 
Licensing Branch 4 Ip 16696 001 24X Flche 50-390.83/01/04, 

0301100062 
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—8301100063 AmtiKf 47 to FSAR 

■ Ttnntii*t Villtg Authority 83/01/04 543pp 16696 003 24X 

Ficht 90-390,83/01/04,8301100062 


Q ln«ptctlon roperti, IE Bullttlni 6 corrfsp ondtnco 


8301040616 Foruardt SALP rapt* for Jul 1980 - Juna 1981 Util conduct 
of nucltar actlvltl** ihou* proper concern for nuclear 
««f*ty It i* accaptable Areas of poor performance cited 
O'REILLY, J P Region 2, Office of Director 82/11/24 PARRIS, H 6 
Tonnesste Valley Authority 3pp 16667 302 24X 

Flcht 90-000,82/11/24,8301040616 


—8301040690 Foruardi SALP rept of util actlvitie* for Jul 1980 - June 
1981 Rept taiid on result* of NRC SALP Board 811020 mcatingj 
LEWIS, R C Division of Project 6 Resident Programs 82/0B/20 

PARRIS, H 0 Tennessee Valiay Authority 3pp 16667 305 24X 

Fiche 90-000,82/11/24,8301040616 


—8301040794 SALP Rept* 50-259/82-13,50-260/82-13, 50-296/82-13, 50-327/02- 
18,50-320/82-18, 50-390/82-26, 50-391/82-23, 50-438/82-25, 

90-439/82-29, 50-518/82-10, 50-519/82-09. 50-520/82-10, 50-521/ 
82-07.50-953/82-02,50-554/82-02,50-966/82-03 i> 50-567/82-03 
LEWIS, R C Division of Project ti Resident Programs 82/08/20. 
e3pp 16667 307 24X Fiche 50-000.82/11/24,8301040616 


0301040280 Foruard* IE Insp Rept* 50-390/82-39 tc 50-391/82-36 on 
821021-1121 Ho noneompllanct noted 

VERRELLI, 0. K Division of Project t, Resident Programs 82/12/09 
PARRIS, H 0 Tennessee Valley Authority 2pp 16639 001 24X 

Ftehe 50-390,82/12/09,8301040280 


“8301040293 IE tnsp fiepts 50-390/82-39 «< 50-391/82-36 on 821021-1 121, No 
nsneomplianct noted Major areas Inspected licensee action on 
prtvlous anforcamant matters, independent insp & 

Investigation of concern* re HVAC ductwork 

WEATHERLV.T L , OUICK, D fi Division of Project It Resident 

Program* 82/12/09 9pp 16639 0D3 24X Flcha 90-390, 82/12/09, 

B30I040280 


93010405SB Ack receipt of 821118 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-390/80-26 It 
50-391/80-20 

LEHIS.R C Division of Project It Resident Programs 82/12/14 
PARRIS.H 0 Tennessee Valley Authority Ip 16645 318 24X 

Fiche 50-390182/12/14,8301040598 


—8301040564 Responds to NRC 800930 Itr re violations notid in IE Insp 
Rapt* 50-390/80-26 4 50-391/80-20 Corrective actions util 
raquasting Wcstlngheuse to clarify uppar head injection 
preeparational testing scope. 

MILLS, L H Tennessee Valley Authority 02/11/18 O'REILLV, J P 
Region 2. Office of Director Ip 16645 319 24X 

Fiche 50-390,82/12/14,8301040558 


8301040163 Ack receipt of 821208 Itr informing NRC of steps t*k in to 
correct violations noted in IE Insp Fiepts 50—390/92—33 i 
50-391/82-30 

VERRELLI, D M Division of Project I, Resident Program* 02/12/23 
PARRIS.H 0 Tennessee Valley Authority ip 16633 101 24* 

Fiche 50-390,82/12/23,8301040163 


— 0301040172 Respond* to NRC 020923 Itr re violations noted Iti IE fnsi 
Repts 50-390/02-33 4 50-391/82-30 Corrective actions 
support 62-1CVC-R2 rauiorVad, re inspected li redocumented All 
holt* Inspected to QC Procedure QCP-1 42-2 

KAMHER.D 8 Tennessee Valley Authority 82/12/08 O'REILLY.JP 
Region 2, Office of Director 3pp 16633 102 24X 

Fiche 50-390,02/12/23,8301040163 


8301040622 Ack receipt of 821203 Itr informing NRC of steps taken to 
correct violation* noted in IE Insp Rept* 50-390/82-89 & 
50-391/82-26 

VERRELLI, D H Division of Project 4 Resident Programs 02/12/23 
PARRIS, H 0 Tenneesoe Valley Authority 2pp, 16643 319 24X 

Fiche 50-390,82/12/23,8301040622 


— 8301040636 Respond* to NRC 620B27 Itr re violation* noted In IE Insj, 
fiepts 50-390/02-29 4 50-391/02-26 Corrective actions 
applicable portions of fire protection eiterior piping syt 
will be hydro! tatlcal ly tested 

KILLS, L H Tennessee Valley Authority B2/12/03 O'REILLV, JP 
Region 2, Office of Director 9pp 16643 321. 24X 

Fiche 90-390,82/12/23,8301040622 


B30i040731 Ack receipt of 821216 Itr informing NRC of steps tstsn (o 
correct devlatione noted in IE Insp Repts 50-390/82-20 4 
50-391/82-20 

VERRELLI, D M Division of Project 4 Resident Programs 82/12/23 
PARRIS, H 0 Tennessae Valiay Authority Ip 16645 109 24X 

Fiche 50-390.82/12/23,0301040731 


— 8301040755 Forwards response to NRC 821104 Itr re deviations noted in 
IE Insp Repts 90-390/82-20 4 50-391/82-20 Corrective 
actions all fire dampers will be relnsp to ensure proper 
dampen installed in accordance ui/drawlng requlrementa 
MILLS, L M Tennessee Valley Authority 82/12/16 a'REILLVtJfF 
Region 2, Office of Director 4pp 16649 110 84X 

Fiche 50-390,02/12/23,8301040731 


— 8301040770 Foruard* IE Insp Repts 90-390/82-20 4 30-391/82-20 on 
821019-22 4 notice of deviation 

VERRELLI, D.M Division of Project 4 Resident Programs 82/11/04 
PARRIS, H 0 Tennessee Valley Authority. 2pp 16649.114 at* 
Fiche 50-390,82/12/23,8301040731 


—0301040763 Notice of deviation from insp on 021019-22 

* Division of Project 4 Resident Program* 82/11/04 2pp 
16645 116 24X Fiche 90-390,82/12/23,0301040731 


"Overejpoiurei in PHR Cavities “ Sv 


8208190269 IE Info Notice 82-91, 
list end 

DEYOONO, R C Director's Office, Office of Inspection and 

Enforcement 62/12/21 Consolidated Edison Co of New York, In 

itlpp 16609 239 24X Fiche 50-000,82/12/21,0200190269 


a21206MSl IE Info Notice 82-52, “Equipment Environ Dual if icati on 
Tasting Eiperltnca - Updating of Test Summaries Previously 
Published In lE Info Notice 81-29 “ Svc list end 

Engineering & Quality Assurance (Pre 
8^103) 82/12/21 Consolidated Edison Co of New York, Inc 

llSpp 16681 088 24X Fiche 50-000,82/12/21,0212060351 


-8301040801 IE Insp Repts 50-390/82-20 4 90-391/82-20 on 021019-22 
Noneompl ianee noted inadequate fire damper* provided foe- 
duct* penetrating fire barriers for cable spreading room 4 
inadequate design 4 const for Installation of dampers. 

MILLER, H H , CONLON, T E Division of Engineering 4 Technical 
Program* 82/11/03 Bpp 16645 110 24X Fiche 50-390,82/12/23, 

8301040731. 


8208190275 IE Info Notice 02-54, "Westlnghouse NDFD Relay ralkur-ee In 
Reactor Protection 8ys *' Svc list one I 

Engineering 4 Quality Assurance CPre 
830i03) 02/12/27 Consolidated Edison Co. of New York, Inc 

llOpp 16962 139 24X Fiche. SO-OOOi 82/12/27. 820BI90275 


Transformer Failures at North 
Anna Nuclear Power Station “ Svc list end 

“J! Engineering 4 Quality Assurance (Pre 
830103) ®2/l2/a2 Consolidated Edison Co af Ntbt Vortf Inc 

Il4(»p 16798 017 S4X Fiche SO-OOOr 02/12/25,8212060350 

50-390/82-38 4 50-391/82-39 on 

821115-19 No nonconp liancs noted 

PARRISH S ” T *• Program* 82/12/22 

rAHRlB.M 0 Tenneiste Valley Authority 2pp. 16697 320 24X 

Ffehe 50-390, 82/12/22,8301250320 320 2AX 

5O'39O''02-3a 4 50-391/82-35 on 021115-19 No 
noncoapH.nc, noted Major areas inspected .it. 4 co?^r.ie 

4 olDinrdl J V' sopporti/r.straint* 

MIGHT b‘S «■ **-'»' ilt dreuings. 

^lOHT.R H . DEBBAOE.A 0 . MCFARLAND, C R, Division of Enoineerino 
Prograa*. 82/12/21 17pp 16097 322 24X " " 

Flchl. 50-390, 82/12/22, 8301250320 


Notice 82-55, "Belsmic Quo 1 if icat 1 on of Weitinghpuft 
AR Relay U/Latch Attachments Used in Westlnghouse Bolld 
State Protection Sys " Svc Hit end 

*■ Division of Engineering 4 Quality Assurance (Pre 
830103) 02/12/20. Coneolldated Edieon Co. of New Vorkj Itie 

109pp 16060*014. 24X Fiche 90-000102/12/20.0200190273, 

8212060354 IE Info Notice 62-56, "Robertihau Thermoetatlc Flow Cenirol 
Valves " 6ve list end 

®*Yl#ion of Engineering 4 Quality Assurance iPr-e 
030103) 82/12/30 Consolidated Edison Co of New York, Inc. 

IHpp 16758 137 24X Fiche 50-000.82/12/30,8212060354, 

03OI2SO643 Ack receipt of 821203 4 22 1 trs Informing NRC of ikept taken 
iM IE Insp Rept* 50-390/82-09 4 

&0— 3t1 /82*'07 

oao2?o'‘u 2 . Division of Project 4 Resident Programs. BQ/Ol/flS 

PMR18, H 0 Tennessee Velloy Authority. Ip 16904' 109 24X 

Fiche 50-390,83/01/05,8301250643 
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250i>50 Forwards suppl to S20802 responso to NRC 620528 Itr ro 
olotlons notod in IE In»p Repts 50-390/02-09 t< 

1-391/82-07 Corrective actions documentation ravletu of 
ansfers to be completed bg 630101 

LtSiL M Tennessee Valleg Author itg 82/12/27 O'REILLY, J P 
•glon 2r Office of Director 3pp 16904 110 24X 

Che 90-390.63/01/05,6301250643 


290693 Forwards addl Info to 620B02 response to NRC 820528 Itr re 
olatlens noted in IE Insp Repts 50-390/82-09 & 
t-391/62-07 Corrective actions field insps uitl be 
sconttnued but lOOX revieu of documentation continues 
LLS.L M Tennessee Valleg Authorltg 82/12/03 O'REILLY. J P 
• Sion 2> Office of Director 2pp 16904 113 24X 

Che 50-390,83/01/05,8301250643 


■ ortabla occurrences, LERs i, related correspondence 


10026 Final Oeflciencg Repts waRD-50-390/82-40 t< WORD-50-391/B2-37 
ncorract values In Uestlnghouse program UKISATAN 
tally reported on 820419 New version of UHI8ATAN code 
•rated on Kelnframe A, Also reportable per Part 21 
8,LM Tennessee Yal leg Authorltg 82/12/22 O'REILLY, JP 
on 2, Office of Director 3pp 16615 120 24X 

te 90-390,02/12/22,6301030026 


10028 Flnel Deficieneg Repts WBRD-50-390/B2-79 t, WBRD-90-391/82-71 

>ost-acc id ent readings from containment sump level 

isnlttars tnitiallg reported on 820700 Capillaries to be 

,ed w/illicone oil bg 830701 Also reportable per Part 21 

.S,LK Tennessee Valleg Authorltg 82/12/22 0 'REILLY, J, P. 

ion 2, Office of Director 2pp 16619 172 24X 

le. 90-390. 02/12/22, 8301030026 


30032 Final Oeflciencg Repts MQRD-SO-390/82-14 t< UBRD-50-391/B2-14 
■^allura to implement 0-32, Revl s ion 6 for concrete 
■ore Inltlallg reported on BI1219 WBN-QCP-1 14 re bolt 
lor insp ti testing, revleed 

.B,L,M, Tennessee Valleg Authorltg 82/12/22 O'REILLY, JP 
Ion S, Office of Director Spp 16619 132 24X 

se 50-390,02/12/22,8301030032 


30034 Final deflclencg rept re lack of qualification for embedment 
bet Inltlallg reported on 011219 Design changes for mod 
cupportf completed Vendor draulngi to construct forces 
I nob be Issued prior to receipt of vendor analgeis 
.8,L H Tannsssee Valleg Authorltg 82/12/22. O'REILLY, JP 
ion 8c Office of Director 2pp 16615. 170 24X 

50-390,82/12/22,8301030034 


30039 Final Daficlencg Repts WBRD-90-390/82-a4 »< WDRD-SO-391/a2-0O 

lack of qualification for embedment plat es. Inl tlal Ig 

artad on 811219 Support mod design changes completed Hod 

pleted for Vnlt 1 Unit 2 mods to be completed bg 841030 

-S.L.M Tennessee Valleg Authorltg 02/12/22 O'REILLY, JP 

fan 2c Office of Director. 2pp 16614.271 24X 

he- 50-390, 82/12/22, 8301030039 


30044 Final daficlencg rept re pos t-acc 1 dent readings from 
talnmenb eump level transmitter Inltlallg reported on 
708 Mesbinghouse will change transmitter callbr span (, 

1 fluid In capillaries Also reported per Part 21 
LBcL.H. Tannesiee Valleg Authorltg 62/12/22 O'REILLY, J.P 
fon 2c Office of Director 2pp 16614.315. 24X 

he" SO- 390c 62/12/22, 8301030044 


30187 Final daficlencg rept re failure to Implement 0-32 Rev 6, 
It Anchor! 9et in Hardened Concrete " Inltlallg reported 
811229 Training in revised procedures incorporating Rev 6 
platad 020125 No addl insp required, 

Le,L.n Tennessee Valleg Authorltg 82/12/22 O'REILLY, JP 
Ion 2, Office of Director 3pp 16618 062 24X 

h« 50-390. 82/12/22, 8301030187 


30040 Third Interim deflclencg rept re frequaneg criteria for 
Ing supports Inltlallg reported on 820713 Investigation 
tlnulng to determine appropriate actions to prevent 
vrrence Nait rapt expected bg 830328 

LBcL.H. Tennessee Valleg Authorltg 82/12/23 O'REILLY, J. P, 
fon 2, Office of Director Ip 16614 286. 24X 

he.S0-390c 82/12/23, 8301030040 


30166 Second interim deficieneg rapt re shielded power cable bend 
lus belou min const specs. Inl tial Ig raported on 820729. 
le samples to be supplied for evaluation testing Next 
t axpected bg 830725 

LBcL M Tennessee Valley Authorltg, 82/12/23 O'REILLY, J P. 

Jon 2i Office of Director. 2pp 16617 071, 24X 

ho: 50-390. 82/12/23, 8301030166 


B3010602S3 Supplemental final deficiency rept re auxiliarg power sgs 
Inltlallg reported 800925 Corrective actions incomplete es 
of 821231 One design guide to be Issued bg 630131 (, 
engineering procedure to be issued bg 830331 

HILLS, L H Tennessee Valleg Authorltg 02/12/29 O'REILLY, J P 
Region 2, Office of Director Ip 16679 122 24X 

Flehe 50-390,82/12/29,8301060283 


8301060385 Interim deficieneg rept re inconsistent establishment of 
insp program Iniblaltg reported on 810324 Listed corrective 
actions developed to resolve Inconsistencies w/Ofc of 
Engineering Design & Const procedure Next rept bg S30429 
HILLS. L H Tennessee Valleg Authorltg 82/12/29 O'REILLY, JP 
Region 2. Office of Director 4pp 16676 237 24X 

Flehe 50-000,82/12/29,8301060385 


8301070351 Revised third Interim rept re frequeneg criteria for piping 
supports Inltlallg reported on 620713 Review of discrepaneg 
revealed that design criteria Is correct Next rept expected 
bg 830328 

HILLS, L M. Tennessee Valleg Authorltg 83/01/03 O'REILLY. JP 
Region 2, Office of Director 2pp I66SS 070 24X 

Flehe 50-390, 83/01/03, 8301070351 


0301170139 First Interim Deficieneg Rept re support for reactor bldg 
annulus floor drain sump Inltlallg reported on 021207 
Engineering Change Notice 3234 written to provide supports 
to correct deflclencg Next rept to be submitted on 830513 
HILLS, L H Tennessee Valleg Authorltg 83/01/06 a'RElLLY. JP 
Region 2, Office of Director 2pp 16812 070 24X 

Flehe 50-390,83/01/06,0301170139 


8301170189 Final Daficlencg Repts 50-390/01-27 t, 50-391/81-26 re 
insufficient documentation for protective devices Initially 
reported on 810313 Protective devices to be re-evaluated t, 
drawings to be revised 

HILLS, L H Tennessee Valleg Authorltg 83/01/06 O'REILLY, J P 
Region 2i Office of Director 3pp 16810 200 24X 

Flehe 50-390,83/01/06,0301170109 


8301170335 Second Interim deficieneg rept re piping sgs analgsls 
tracking Inltlallg reported on 920902 Investigation 
continuing Next rept wilt be submitted bg 630624 
HILL6, L H Tennessee Valleg Authorltg 83/01/07 O'REILLY, J P 
Region 2, Office of Director ip 16813 235 24X 

Flehe 50-390,83/01/07,8301170335 


8301170395 Final deflclencg rept re incomplete documentation of IIVAC 
sgs requirements during purchase of safety-related grillea, 
rag If ters, termlna Is U balancing dampers Initially reported 
on 620427 Components evaluated tt selsmleallg qualified 
HILLS, L.H Tennessee Valleg Authority 83/01/07 O'REILLY, J P 
Region 2, Office of Director Spp 16013 165 84X 

Flehe 50-390.83/01/07,8301170395 


8301170280 Third Interim Deficiency Rept re lack of evidence that 
auxiliary feedwater pump components meet A8HE Class HI, 

TVA Class C code requirements Initially reported on 020320 
Drawings revised to show TVA safety class, Next rept 630701 
HILLS, L H Tennessee Valley Authorltg 83/01/11 O'REILLY, J P 
Region 2, Office of Director (p 16910 046 24X 

Flehe 50-390,83/01/11,0301170280 


8301170513 Second interim deficiency rept re document control sgs at 
Ugla Labs Inltlallg reported an 020730 Addl training 
provided to employee maintaining document controls Next 
rept expected by 830324 

MILLS, L H. Tennessee Valley Authority 83/01/11 O'REILLY, JP 
Region 2, Office of Director 2pp 16815 031 24X 

Flehe 50-390.83/01/11,8301170513 


0301200231 Final Deficiency Rept re incorrectly mounted motor 
f lowsultches. Initially reported an 821008 Design drawings 

H ILLS, L H Tennessee Veliey Authorltg 83/01/13 O'REILLY, J P 
Region 2, Office of Director 2pp 16065 071. 24X 

Flehe 50-390,83/01/13,8301200231. 


8301200247 Eighth Interim Rept re deficieneg In safety Injection sgs 
Train B flow Initially reported on 800501, Settings of RMR 
flow control valves l-FCV-74-16 4, 1-FCV-74-2S modified Next 
rept due by 830630, 

HILLS.L.H. Tennessee Valleg Authorltg 83/01/13 O'REILLY, JP 
Region 2, Office of Director Ip 16863,077 24X 

Flehe- 50-390, 83/01/13,8301200247 


8301200294 Final deflclencg rept re safety Injection sgs pipe supports 
welded to liner plates Initially reported on B21006 
Deficient supports will be replaced w/newly designed 
supports by 830330 L 0931 for Units 1 t< 2, r espeetlvelg 
MILLS, L H Tennassee Valley Authorltg 03/01/13 O'REILLY, JP 
Region 2, Office of Director 3pp 16B65 142 24X 

Flehe- 50-390, 03/01/13, 0301200294 



296 


DOCKETED ITEMS 


03O12OO39S Pinal dtflclancv rapt ra raactor coolant pump «iator oil 
coalar piping iptc diaerapancita Initially raportad on 
B2O&04. Util ravislng flaw dlagrama 1< HB-DC-40-36 to raf lact 
that oil cool art vandar~aupplla<l fi malntalno'd under A5K£ 
MlLLStL.H Tanna •« a a Ual lav Authority 03/01/13. Q'REILLY^ J P 

Ration 3. Office of Oiracfror. 2pp. 168.63 143 24X 

Flcha 30-390103/01/13,6301200293 


B3D120032S Tenth intarln deficiency rapt re ataam generator water level 
ref column error. Initially reported on 79070A.Flnal rapt 
will be aubmlttid upon eonplatlon of eteam generator level 
ref legs Intu lotion. Mext rapt eipaeted by B3063O 
mLl.8rL.H Tennaataa Valley Authority 03/01/13 O'REtLLV.UP 
Region 2, Office of Otrector Ip 16B6S 171 24X 

F 1 c he 30-390. 03/01 / 13, 830 1 20032 3 


0301310068 Third interim deficiency rapt re fire protection ays 
support detail dlscrepanclet Initially reported on 020302 
Support detail drawings w/dlierepancl ee being reviewed t, 
revised Nert rapt will be provided by 03O42S 

HILLS. L M Tenneeeee Val ley Authority 03/01/13 O'REILLY, J P 
Region 2, Office of Director. 2pp. 16072 004. 24X 

F 1 e h e 30-390, B3/0t / 13 . 830 121006 5 


0301260283 Second IntorlA deficiency rept re use of fillet welds on 
piping lugi Initially reported on 620920 Ovorol I review 
continuing Next rept erpected by 030316, 

HILLS, L M Tenneesee Valley Authority 03/01/19 O'REILLY, J P. 
Region 2, Office of Director 2pp 16909.304. 24X 

FI Che* S0-000> 63/01/19/0301260203. 


0301260327 Third interim deficiency rapt ra potentially deficient valve 
yoke holddown nut Initially reportad on 020601 Results of 
oporablllty atturance tests transmlttad to tfestinghouse for 
rovtew w/valvo luppliors Noit ropt espectod by 830630. 

HILLS, L.H Tonnes set Veil ty Authority. 03/01/19 0 'REILLY, J. P. 

Region 2. Office of Director 2pp 16909:310. 24X 

F 1 c h e 30-390, 63/01/19. 830 1 860327. 


V Oporater Eliminations 


8212220443 Oantrlc Ltr 82-30 to all powor roactor licensaes, app llcants 
for OL, N8S 6 raactor vendors 6 AEs ro ineatlng to discuss 
roeont develepnents for licensing eiaras Advises that meeting 
will be held on 830211 re operator licensing 6vc list and. 

EISENHUr, DO. Division of Licensing 82/12/22 Consolidated 
Edison Co, of New Vark, Inc I2pp 1660l'O72 24X 

Fiche 30-000,02/12/22,0212220443 


6301120070 Oentrlc Ltr 83-01 to power reactor lieansaes 8, applicants 
for OL ra operator licensing eiam site visit. Requests 
schedule re eiam reg,uests eipected for submittal prior to 
031231 for listed catsgor las. Sve list end, 

EISENKur, 0. 0 Division of Licensing. 03/01/11 Consoltdatad 
Edison Co of Rsw York. Inc 11pp. 16893 243. 24X 

Fiche: 30-000, 03/01/11,8301120078 


DOCKET 30-394 CALIFORMIA ETATB POLYTECH COLLEOE RES. REACTOR 
0. Inipectlon reports, IE Bullttins 6 corraspondenee 


S301140409 Forwards IE Insp Rept 30-394/02-01 on 021217. No 
nonconp 1 lanes notad. 

BOQK'H E. Division of Radiological Safety 1, Safeguards Program 
02/12/89. ADAH30R, R. U Cailfoenla Polytechnic State Unlv ip. 
16008. 103 24X Fiche. 30-394,82/12/29, 8301140409. 


—6301140416 IE Insp Rapt 30-394/02-01 on 821217 Ko noncompliance 
noted Hayor areas Inspaeied, 1 Icansae plans to Implement 
dlsnentllng order A fami 1 lari latlon w/faellity. 

OARClAiE. H , RCNSLANSKIi F. A Division of Radiological Safaty A 
Safaguards Program 02/12/20. 2pp. 16008. 104. 24X 

PI c h a ‘ 30-39 4, 82/ 1 2/29, 030 1140409. 


W Dacommlss Ion Ing Staga Documents A Correspendanet 


8301140409 Forwards IE Inap Rept 30-394/02-01 on 021217 No 
noncompliance noted 

B00K,H B. Dlvlalon of Radiological Safety A Safeguards Program, 
02/18/29. AOAHaoN, R M. California Polytoehnlc Stata Unlv. Ip. 
16000 ' 103. 84X Pic ha 50-394,82/12/29,8301140409. 


-8301140416 IE Insp Rept 30-394/82-01 on 821817 No noncompliance 
neted.Hajof areas inspectsd: 1 lesnsea plans to Implomant 
dismantling order A faml liar 1 latlon w/faelllty. 

9ARCtA,E, N. , RCNSLAUSKI, F. A Division of Radiological Safety A 
Bafegwarde Program. 82 / 12 / 28 , spp 16808:104 24 X 

Flehs: 30-394, 62/12/29, 8301140409. 


DOCKET SO-395 VI ROIL C 8UMHER NUCLEAR STATION, UNIT 1 


E NRC Safety Evaluation Report (6ER), supple A corr tspondonre 


8212270211 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF VlRan. 
C SUMMER NUCLEAR STATION. UNIT 1 DOCKET No 50-393 1 South 

Carolina Electric And Oas Company! 

* Office of Nuclear Reactor Regulation, Director. NUREO-0717 009 
82/11/30 S2pp Available at NRC «3 SO 16531 130 24X 

Fiche 50-393,82/11/30,8212270211 


F Security, medical, emergency A firs protection plans 


8301040796 Ack receipt of 621110 ltr informing h«C of steps tsken ts 
correct violations noted in IE Insp Rept 30-393/02-50 
DANCE, H C Division of Project A Resident Programs. 82/12/03 
DIXON, 0 U South Carolina Electric A Oas Co Ip 16647 336 2«l 

Fiche 30-395.02/12/03,8301040796 


—8301040804 Responds to NRC B21121 ltr re violatlont noted in IE Imp 
Rept 50-395 /82-SO Corrective actions designated fire areas 
A fire rated asttmbllef visually Inspected, valve lockad In 
open position A untreated, combusttb le wood no longer used. 

DIXON, 0 N. South Carolina Electric A Oas Co 82/11/16. 

O'REILLY, V P Region 2, Office of Director 7pp. 16647 3 37 2iJ 
FI c h 1 50-39 3, 82/ 1 2/03, 030 1040 796 


—0301040808 Forwards IE Insp Rspt 30-395/82-80 on 020921-24 A notice 
of violation 

LEWIS, R C Division of Projoct A Resident Programs 82/10/21 
DIXON, 0 U South Carolina Electric A Oas Ce 2pp 16640 002 
a4X Fiche 80-393,82/12/03,8301040796 


—6301040806 Notice of violation from insp on 020921-24. 

* Division of Project A Resident Programs. 82/10/21 Spp 
16640 004 a4X Fiche 50-398.02/12/03.8301040796 


—0301040807 IE Insp Rept 50-393/82-30 on 620921-24 Noneemp lianci 
noted failure to meat fire protection reyulrsmaivts re 
control of combuitihic wood, locking fire protection water 
control valves A inadeguata amount of fire hosa 
NILLER.U H , CONLON.T £ Division of Engineering A Technical 
Programi. 82/10/15. 9pp 16648 006 24X Fiche 30-395, 02/1 2/fi3> 

8301040796 


0212060349 Ocncric Ltr 82-33 to all licensees of operating raaclon, 
applicants for OL A holders of CPs re Suppl 1 to NUREO-OTS?, 
''Reg.ulraments for Emergancy Raaponsa Capability " 

NUR£0-0737> Suppl 1 A sve list and 

EiecNHUT.DO Division of Licensing 82/12/17. Consolidated 
Edison Co of New York, Inc 77pp. 16681 208 24X 

Flcha 50-000,02/12/17,8212060349 


8212220448 Osnarlc Ltr 02-39 to all raactor lieensaas.CP holders A 
applicants for CPs ra preblami w/submlttats of 10CFR73 21 
safaguardi Info for licensing ravlaw Procedures re 
transmittal of info outlined Sve list end 

EtSENHUT, 0. 0. Division of Licensing 82/12/22 Consolidated 
Edison Ce of New York, Inc 13pp. 16690 021. 24X 

Flcha' 3O-00O, 02/12/22.8212220445 


0. Adjudicatory correspondenca 


8301140291 Decision ALAB-710 affirming ASLD 620720 Partial Initial 
Daelslen, L0P-82-SS A A8LB 820804 Supplemental Partial 
initial Dae 1 a ion, LBP-62-S7 Sue iponta ravleu disclosed no 
error affecting validity of raiult Concurring opinion oficl 
BHOEKAKER.C J Atomic Safety and Licensing Appeal Panel 83/01/13 
9pp 16806 241 24X Fiche' 30-395, 83/01/13, 830] 140291 


P, Operating license stage documents A eorreipondenes 


0301060216 Ad visas that ASLB.aSLAB or Commission has btan notified »f 
Board Notification 82-122 rt USDS positien on Charlostofi 
Earthquake. Subftance of board notification ehould bo 
addrostad in GER or suppl amenta 1 SER 

NOVAK, T.H Assistant Director for Licensing. 82/12/22 Aislstinl 
Director for Licensing. 2pp. 16602 157. 24X Fiche: 50-000, e8/12/27> 

8301060216 


8212060336 Oanerlc Ltr 82-30 to all licensees, applicants for OL A 
holdars of CPs ra filings concerning 10CFR80 production A 
utilization facilities. Current listing of branch assignments 
for nucloar reactor projects A sve list end 

EISENHUT, D. 0. Division of Licensing 82/12/26 Consolidated 
Edison Co of New York, Inc llgg 16860.001 24X 

Fiche. SO-000, 82/12/28, 6212060336 
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’Q30f0403SO Aplilicafcion to ametid Liconse NPF— 1 2i mod if g inp contain/nont 
Isolation valvo tabla to allou entrg into higher mode 
u/aetion itabement re 921223 off-line valve trip due to 
poraonnal error 

OrXOMiO U South Carolina Electric & Oas Co 92/12/29 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 3pp 16641 372 
24X Ftcha 50-398.92/12/26.8301040320 


— B301040322 Propo«ed Tech Specs modifging containment isolation valve 
taMe allouing entrg into higher mode under action 
• tateflient 

e South Carolina Electric U Oas Co 82/12/29 2pp 1664! 27S 
24X FIcha 50-399.92/12/29.9301040320 


B3010S0417 Confirms 621228 telephone au thorl i a t ion for Tech Spec change 
to Llcansa NPF-12. al louing plant startup u/containment 
isolation valves 9398A-SS & 939613-SS inoperable License 
anentfi tva luatlon & FR notice ulll be sent uhen completed 
NOVAK. T ri Assistant Director for Licensing 92/12/29 DIXON. 0 N 
South Carolina Electric t. Oas Co llpp 16669 345 24X 

Ftcha; SO-399. 92/12/29,830109041 7 


8301040373 Forwards chect in pagment of fee for 621227 application to 
chango Tech Spec Table 3 6-1 

DIXON. 0 N. South Carolina Electric & Oas Co 82/12/30 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 16640 169 
a4X Flche 50-399.92/12/30,9301040373 


B30I040681 Advisee that test rept re Verltrak RC6 wide-range pressure 
kransmltter reviewed & accepted bg util.per util 820723 h 
0929 Itrs 

OIXON.O U South Carolina Electric & Oat Co 92/12/30 OENTQN.H R 
Office of Nuclear Reactor Regulation. Director Ip 16649 239 
24X Flche. S0-39S. 82/12/30, 8301040601 


9301240040 Forwards addl fees for S2100G application to amsnd License 
NPF-12 Three Class III & one Class II license amend fees 
applicable 

OIXON.O H South Carolina Electric & Oas Co 03/01/19 DENTON.H R 
Office of Nuclear Reactor Regulation, Director 3pp 16B90 231 
24X Piche 50- 395.83/01/19,930 1 24 0040 


0301310263 Application to emend Licence NPF'I2. changing Tech Specs 
3/4 3-19,3/4 3-21 (c 3/4 3-22 to correct action statement 
numbers in action columns of Table 3 3-3 re inoperable 
channels 

OIXON.O N South Carolina Electric k Oas Co 93/01/20 DENTON.H R 
Office of Nuclear Reactor Regulation. Director 2pp 17061 079 
24X Flche 50-395.93/01/20,9301310263 


—9301310264 Proposed changes to Tech Specs 3/4 3-19.3/4 3-21 k 3/4 3-22. 
correcting action statement numbers in action columns of 
Table 3 3-3 re inoperable channels 

• South Caroline Electric k Oas Co 93/01/20 3pp 17061 077 
24X Flche 50-395,93/01/20,8301310263 


0 Inspection reports. IE Bulletins fc correspondence 


9301040790 Forwards IE Insp Rept SO-39S/92-96 on 921117-20 No 
noncomp I lance noted 

DANCE. H C Division of Project 8. Resident Programs 92/11/30 
DIXQN.O N South Carolina Electric k Oas Co 2pp 16649 019 24X 

Flche 50-399, 82/11/30,8301040790. 


—8301040000 IE Insp Rept 90-395/82-56 on 921117-20 No noneompl iance 
noted Major areas inspectsd review of completed lero-pouer 
tests ti witnessing power operations tests 

BURNETT. P T , JAPE. F Division of Project k Resident Programs 
82/11/29 5pp 16640 020 24X Fiche 50-395,92/11/30.8301040790 


B30104D7I8 Delitieetes final resolution of actions taken to satisfg BhN 
reoammendabions of Independent design verification of 
turbine driven portion of emergencg feedwater sgs S&N b util 
concur that piping seismic design meets design criteria 
OIXON.O U South Carolina Electric b Oas Co 82/12/30 DENTON.H R 
Office of Nuclsar Reactor Regulation. Director 3pp 16643 131 
S4X Flche. 50-399.82/12/30.9301040718 


B3D1130026 Responds to Oenerlc Ltr 82-32 rs Science Appl 1 cations. Inc 
draft final rept. "Value Impact Analgsls of Recommendations 
Tf Steam Oenerator Tube Degradations b Rupture Events " 

Analgsls raas onab 1 s) however. cost estimates rough 

DIXDN.O. W, South Carolina Electric b Oat Co B3/01/07 DENTON.H R 
Office of Nuclear Reactor Regulation. Director 8pp 16791‘196 
24X Flc he' 50-399, S3/01/07, 9301130026 


S301I901S4 Forwards Amend 8 to License NPF-12. safetg evaluation b 
netlce of issuance b avatlabllltg Amend authorlies operation 
through 830701 w/cortaln containment Isolation valves 
iaoperable. 

ADCNSAH, E O Licensing Branch 4 83/01/12 DIXON. OH South 

Carolina Electric b Oas Co Spp 16848 290 24X 

Fiche. 30-395, 03/01/12, 0301190124 


— 9301190128 Amend 8 to License NPF-12. author liing. through 030701. 
optrablan w/certain containment isolation valves inoperable 
Amend Iteued on expedited basis to change power modes 
ADEH0AH. E 0 Licensing Branch 4 02/12/20 9pp 16948 252. 24X 

Flche* 50-399. 03/01/12. 8301190124. 


— 8301190130 Bafetg evaluetlon supporting Amend 9 to Llcente NPF-12 

* Office of Nuclear Reactor Regulation. Director 83/01/12 3pp 
16848 257. 24X Fiche 90-399.83/01/12,8301190124 


— 8301190136 Notice of issuance b availabllitg of Amend 9 to License 
NPF-12. 

NERNAN. R. W Heenilng Branch 4 83/01/10. 2pp 16849,260 24X 

f lehei 50-395, 03/01/12, 8301190124 


9301040796 Act receipt of 821118 ltr informing NRC of steps token bo 
correct violations noted in IE Insp Rept 90-395/92-50 
DANCE. H C Division of Project b Resident Programs 82/12/03 
DIXON, 0 N South Carolina Else trie k Gas Co Ip 16647 356 24X 

Flche 90-395,02/12/03,0301040796 


—0301040804 Responds to NRC 821121 ltr re violations noted In IE insp 
Rept 50-395/82-90 Corrective actions designated fire areas 
b fire rated assemblies visuallg inspected. valve locked in 
open position b untreated. c ombustlb le wood no longer used 
OIXON.O M South Carolina Electric b Oas Co 82/11/10 
O'REILLY. J P Region 2, Office of Director 7pp 16647 357 84X 

Fiche 90-395.02/12/03,0301040796 


— 0301040805 Forwards IE Insp Rept 90-395/02-50 on 820921-24 b notice 
of violation 

LEWI0. R C Division of Project b Resident Programs 02/10/21 
OIXON.O H South Carolina Electric b Oas Co 2pp 16648 002 
24X Flche 50-399,02/12/03,8301040796 


— 0301040006 Notice of violation from Insp on 820921-24 

* Division of Project b Resident Programs 02/10/21 2pp 
16640 004 24X Flche* 50-399. 82/12/03,8301040796 


— 9301040007 IE Insp Rept 50-399/02-90 on 020921-24 Noneompliatiee 
noted failure to meet fire protection regoirements re 
control of combustible wood, locking fire protection water 
control valves k Inadeiiuate amount of fire hose 
MILLER, W H , CDNLON. T E Division of Engineering k Technical 
Programs 02/lO/i9 9pp 16648 006 24X Fiche 90-399.02/12/03, 

8301040796 


B301040499 Ack receipt of 821201 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 5O-399/02-52 
LEWIS. R C Division of Project b Resident Programs 92/12/13 
DIXON. 0 M South Carolina Electric b Oas Co ip 16646 392 24X 

Fiche' 90-399, 02/12/13. 0301040499 


— 8301190139 Informe that Issuance of Amend 8 to License NPF-12 re 
operation through 030701 w/certain iiolation valves 
Inoperable has no known public correspondence or 
Irrevarelble Impact 

KOPAINS. J. Licensing Branch 4 03/01/03 NOVAK, T M Assistant 

Director for Licensing 2pp 16049.262 24X 

Flche: 50-395, 83/01/12, 8301 190124 


— 0301040507 Responds to NRC 821109 ltr re violations noted in IE Insp 
Rfpt 90-399/82-92 Corrective actions operations personnel 
instructed to maintain average temp b pressuriier level 
constant during performance of Teit BTP-114 002 
OIXON.O H South Carolina Electric b Oas Co 02/12/01 
O'REILLY, J P Region 2. Office of Director 2pp. 16646.393 24X 

Fiche 50-399,92/12/13,8301040499 


8301180517 Reguasts remittance fee to complete pagment for 821000 
Tech Spec change request 

BieoS.R.M License Fee Management Branch 03/01/13 DIXON, 0 W, 
South Carolina Electric b Oas Co Ip 16037 131, 24X 

Flc he- 50-395. 83/01/13, B301IB0917 


—0301040911 Forwards IE Insp Rept 50-399/02-52 on 021019-25 b notice 
of violation _ 

LEWIS, R C Division of Project b Resident Programs 92/11/05 
DIXON, D H. South Carolina Electric b Oas Co. 2pp 16646.399 
24X Flche* 50-399, 02/12/13,8301040499 


5301200119 Notification of 830121 meeting w/utlls in Bethesda.MD for 
presentation bg Design Review Panel of program to review 
Model D2/03 steam generator nod 

HOPKINS. J. B. Licensing Branch 4. 83/01/14, A DENS AM, E 0 Licensing 

Branch 4 . Spp 16982.132. 24X Fiche 90-000,83/01/14,0301200119. 


—6301040518 Notice of violation from insp on 021019-29 

e Division of Project b Reeldsnt Programs 02/11/09 tp 
16646 397 24X Flche 50-395.02/12/13,0301040499 
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— G30104052i IC In*p 50-395/62-52 on 621019-25 KoncompliAnei not«if 

Proc*4ura 6TP 114 002 not a4*quatf to tvaluatt RC3 ItaJcig* 
tinea procadura did not account -for Invantorg ctiangaa ai 
raiult of changa In avaraga coolant tajnp 

BIWNETTjP T ( JAP£iF DIvitlon of Englnaarlng & Tachnlcal 
Prograoit 82/11/03 16646 3S6 24X Flcha 90-3?5< 82/12/ 13i 

8301040499 


6806190269 IE Info Nailct 82-51t “Ovar a xpot ur at In PUR Cavltlai " 8vc 
lltt and 

DEVOUNOtR C Diractor'f Officai Off! ca of Intpactlon and 

Enforcamant 82/12/21 Caniolldatad E-dlton Co of Nau Yorki Inc 

lllpp 1668923? 24X Ficha 50-000, 62/12/21.8206190269 


8212060351 IE Info Notica 62— 92i "Equlpnant Envirdti Qualification 
Tatting Eiparlanca - Updating of Tatt Eununarlai Fravlo-utlg 
Publlthad In IE Info Notiea 81-29 " 8vc liit and 
JORDAN, E L DIvitlon of Englnaarlng It Qua lltg Atturanca (Pra 
8301031 82/12/21 Coniolldatad Edison Co of Naui York, Inc 

llSpp 16681 0B3 241 Fiche 50-000, 62/12/21,8812060351. 


6212060350 IE Info Notica 82-53, “Main Traniformar Fallurai at North 
Anna Nuclaar Pouar Etation " Sve lltt and 

JORDAN, E L DIvitlon of Englnaarlng & Quality Atturanca (Pra 
8301031 82/12/22 Consol ida tad Edison Co of Nau York, Inc. 

114pp 16796 017 241 Ficha' 50-000, 62/12/22, 8212060390 


8206190275 IE Info Notica 62-54, “IVatt ingSout a N8FD Ralag Fallurat in 
Raactor Protaction 6ys ''' Sve lltt and 

JORDAN, E L Divlilan of Enginaarlng fc Qualitu Atturanca <Pra 
830103) 82/12/27 Contolidattd Ediion Co of Nau York, Inc 

110pp. 16962 139. 24X Ficha 50-000, 68/12/27, 6206190275. 


6206190273 IE Info Notica 62-55, “Saitmlc Qua 1 1 Pica 1 1 on of Nattlnphouta 
AR Ralay W/l-a tch Attachmanti ITtad in Hat tlnghouta Solid 
Btata Protaction 6gi ** 8vc lltt ancl 

JORDAN, E. L, Division of Engintaring & Quality Atturanca (Pra 
830103) 82/12/26 Contol idatad Editon Co of Nau York, Inc. 

107pp 16866.014 24X FI ell a 90-000, 82/12/26,6208190273 


6301250513 Foruardt IE Imp Rapt 50-395/62-60 on 621207-10 No 
noncomp 1 ianca notad 

DANCE, H C Rtglon 2, Off lea of Dirac tor 62/13/26 DIXON, 0 N 
South Carolina Electric «< Oat Co 2pp. 16699’ 190. 24X 

flc)ia 50-395. 02/12/26,8301250513 


— 8301250516 IE Intp Rapt 50-395/82-60 on 821207~IO.No none dmp 1 lanca 
notad. Hajar araai intpactad: r adlati on protection during 
pouar aicantlon 

PEERY.W.H, r BARRiK P Division of Projtct ti Raildant Programs 
82/12/22 3pp 16699.152 24X FI cite- 30-395, 02/12/26, 8301290913, 


6212060394 IE Info Notice 62-96, "Jtobertihau Tharnostat 1 c Flow Control 
Uilvat " Sve Hit and 

JORDAN, E t. Division of Enginaaring 1, Quality Atturanca (Prt 
830103) 82/12/30 CnntoUdatad Edlion Co of Nau York, Inc 

lllpp 1679SM37 24X Ficht. 30-000.62/12/30,6212060354, 


6301250667 Foruardt IE Imp Rapt 50-395/62-58 an 681206-10 No 
nonconptianca noted 

DANCE, H C. Divifton of Project & Ratidant Programs 62/12/30 
DIXON, 0 N. South Carolina Electric It Oat Co 2pp. 16696.062 S4X 
Flcha 90-395,62/12/30,8301250 6 67 


—8301250671 IE Intp Rapt 50-395/62-58 on 821206-10. No noncomp 1 lanca 
notad Major treat Iniptctad ’ wltnatt tng pouer operatlana 
tests, ravitu of test results 6 doteout of autttanding 
Item 

BURNETT.f T , JAPE, F Division of Englnaarlng Ic Tachnlcal 
Program! 82/12/29 4pp 16898 084. 24X Flchf 50-395, 62/12/30, 

6301250667 


B301290425 Ack racaipt of 821223 1 tr Informing NflC of stapi takan to 
correct violations h deviations noted In IE Intp Rapt 
50-395/82-54 

DANCE, H C Division of Project 6 Raildant Programs, 63/01/07, 
DIXON, 0 M South Carolina Electric It Sat Co Ip, 16900 093, 24X 

Flcha 50-395,83/01/07,830129042 5 


■6301290432 Responds to NRC 821123 Itr re violations t, deviations notad 
in IE Insp Rapt 50-395/62-54. Corrae tlva a ctions' dot ing 
spring rachargad, contro 1 twitch rawovad from stop position 
1. alactrica] lultchgaar alignments revised 
DIX0N,0 M, South Carolina Electric U Oas Co. 82/12/23. 

O'REILtYiJ P. Region 2, OPftce of Director 6pp. 16900,094 24X 

Flehe- 50-395, 83/01/07, 8301290429 


•8301250437 Forwards IE Insp ftapt 50-395/82- 54 on 021001-31 I, not leas 
of violation It deviation. 

DANCE, H.C Division of Project 1, Rasldant Programs 82/11/23 
DIXON, O M Soot)» Carolina Electric t, Oat Co 2pp, 16900’ lOO, 

24X Flcha 50-395,83/01/07,8301850423. 


—8301250439 Notica of violation From insp on 821001-31 

* DIvitlon of Projtct ti Rsiidant Programs 82/11/23 Ip 
16900 102 24X Ficha 50-395.03/01/07,8301250429 


— 8301290442 Notica of deviation from imp on 081001-31, 

a Division of Project It Resident Programs 68/11/23 Ip 
16900 103 24X Ficha 50-399,03/01/07,0301250425 


—6301250444 IE Insp Rapt 50-395/62-54 on 621001-31 Noncomp I ianca natu 
Inadaquata survalilanct procedures It failurai In reactor 

vtttal hiad vtnt syi valves 

SKDLD3, J L. , BROUNLEE, U L Division of Project & Resident 

Programs 82/11/19 7pp 16900 104 24X Flcha 50-399,83/01/07, 

8301250425 


R Periodic oparating riportt It related corra tpondenc a 


0301270160 Forward* Monthly Operating Rapt for Nov 1982 

DIXON, 0 N South Carolina Electric I, Oat Co 62/12/08 DENTON.H R 
Office of Ratourct Hanagamant, Director Ip 16935 036 24X 

Ficha, 90-396, 82/12/08,8301270160 


—8301270164 Monthly Operating Rapt for Nov 1902 

TAYLOR, O J South Carolina Electric I, Oat Co 62/12/06 9pp 
1693S 039 24X Flcha 50-395,62/12/00,8301270160 


6301130032 Forwards monthly operating rapt for Doc 1962 
DIXON, O N South Carolina Electric ti Oat Co 63/01/10 Office «f 
Ratourct Management, Director Ip 16791,156 24X 

Flcha. 50-395, 83/01/10, 6301130032 


— 8301130035 Monthly oparating rapt for Dec 1902 

TAYLOR, O J, South Carolina Electric It Oat Co 83/0 1 /OS. 4pp 
16791 157 24X Flcha 50-395,83/01/10,6301130032 


6 Riportabls occurrancas, LERs ti related corritpondenca 


6212220401 Forward! LER 62-04e/03L-D Detailed event analysis and. 
DIXON, 0,U South Carolina Electric i< Oat Co 62/12/17 
O'REILLY, JP Region 2, Office of Director 2pp 16504 262 24X 

Ficha 50-395,62/12/17,6212220401. 


— 8212220407 LER 82-048/03L-0 on 621 117, condaniata polisher hackuiih 
water ralaasad to site settling ponds u/o sampling Caused 
by Inadequate proeadurtt for raltate proc at s. Stat i on order 
gsnaratad to addrsii group Interface prior to relaata. 

FIELD8,H C South Carolina Electric t< Oat Co 82/12/17 Rtgl«n 
2, Office of Dtractor. Ip, 16504:264 24X Ficha 50-375, 82/ C2/{7, 

8218220401 


8301040252 Forwards corrected LER 82-D90/03L-0 Detail sd event analysis 
inc 1 

DIXON.O N South Carolina Electric h Oat Co 62/12/23. 

O^REILLYiJ P Region 2, Office of Director 3pp 16639 064 24X 

Ficht 50-395.82/12/23,8301040252 


—8301040290 Corraettd LER S2-030/03L-0 on 821207, fir t watcli patrol nal 
exteutad for lona FF in Intarmadlatt bldg front 1,600 to 
2,000 h, Caused by shift firauatch leader departing site 
larly w/o notifying operations shift supervisor 

FIELDS, H C South Carolina Elactrlc I, Oas Go. 82/12/21 Ri$iiitt 

2, Office of Director Ip 16639 087 24X Flcha. 50-395, 62/12/23. 

6301040252, 


8301060293 Forwards LER 82-051/03L-0 Detailed event analysis ancl 
DtXONiO U South Carolina Elactrlc ti Oas Co. 62/12/30 
0 'REILLY, J.P Region 2, Office of Director 2pp 16676 296 241 

Flchc. 50-395, 82/12/30, 8301060293 


— 6301060299 LER B2-0S1/03L-0 on 821202, Syi Test Procadura 14S. 002 
unsatisfactorily parformad on waste evaporator Caused by 
thermal cut out twitch being disconnectad front evaporator 
dlftlllata pump junction box. Switch raplacad, 

FIELDS, H.C, South Carolina Elactrlc t’Oas Co. 82/12/30 Region 
2, Office of Director Ip 16678 296 24X Flcha* 50-395, 82/12/30, 

8301060293 


S301060360 Forurardi ravlsad LER B2-016/03L-1 Datallsd avant ana ly tit 
end 

DIXON, O.H Bouth Carolina Electric It Cat Co 82/12/30, 

O'REILLY, J.P Region 2, Office of Director 2pp 16676’ 224 24X 

Flcha 50-395,82/12/30,8301060360 


— 6301060374 Reviled LER e2-016/03L-l on 821202, main eontrol board 
Indicator for reactor bldg pratiura (PI-930) Palled low 
Ceuta still under Invtt tlgation Survtillanca Tatt Procedure 
303.001 parfermad satisfactorily Channel returned to tve. 
MCKINNEY, C. J, South Carolina Electric I, Oat Co 82/12/30 
Region 8> Office of Director. Ip. 16676.226 24X 

Ficha, 50-395, 82/12/30, 8301060360 
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6301110209 Forudrdt LER Q2~05S/03L.~0 Detailed event analysis encl 
DIXONpO II South Carolina Electric tc Oas Co 83/01/03 
a'REILLYi-J P Reeion 2> Office of Director 2pp l<E>7d6 2SB 24X 
FIth* 80-395, 83/01/03,0301110209 


— 8301110234 LER e2-OS2/03L-0 on 021204, during Mode l,main stoam line A 
radiation monitor RK-019A gave spurious alarms Caused by 
Instrument drift Monitor calibr tt returned to svc 
MCKINNEY. C J. South Carolina Electric «, Gas Co 03/01/03 
Region 2, Office of Director Ip 16746 290 24X 

Fiche 80-393.83/01/03,8301110209 


830I17009S FO’riuards UER S2-033/03L-0 Detailed event analysis end 
01X0,60 N South Carolina Electric i< Gas Co 03/01/05 
a'flEIL(.V.J P Region 2, Office of Director 2pp 16012 093 24X 

Fiche 50-395, 83/01/05,8301170095 


— 8301170104 UER 82-053/03L-0 on 021206, dur ing Mode 1, spurious high t< low 
meter Indications observed on main control board indicator 
FC-494 for steam generator C flow Caused by failure of 
circuit board FY-494 Board replaced 

MCKINNEY, C J South Carolina Electric S< Gas Co 03/01/05 
Region 2. Office of Director ip 16812 09S 24X 

fiehi 50-395,03/01/05,0301170095 


830I1704B2 Forwards LER 82-054/03L.-0 Detailed event analysis end 
DIXONfO H Sooth Carolina Electric & Gas Co 03/01/06 
a'REILLVW P Region 2, Office of Director 2pp 16014 360 24X 

Flch*-S0-39S, 03/01/06, 8301170402 


—8301170490 LER B2-054/03L-0 on 021203, loose part detection sys failed 
daily channel check Caused by microprocessor failure 
Mleroproc as sor replaced 

MCKINNEY, C J South Carolina Electric bi Gas Co 03/01/06 
Rogien 2. Office of Director Ip 16814 362 24X 

Flche 50-395,03/01/06,0301170482 


8301170402 Forwards LER 82-056/03L-D Detailed event analysis end 
CIXONrO U South Carolina Electric 6 Gas Co 03/01/07 
□ ‘REILLY.d P Region 2, Office of Director 2pp 16010 014 24X 

Fiche 50-395.03/01/07,0301170402 


— 03OII7O4O4 LER a2-056/03L-0 on 021209, surve i 1 lance test procedure, 
"NIB Power Range Heat Balance, *' not performed in specified 
Intervals Caused by personnel oversight Administrative 
procedures for control of surveillances revised 
MCKINNEY, C J South Carolina Electric S, Gas Co 03/01/07 
Region 2, Office of Director Ip 16010 016 24X 

Flche 50-395,03/01/07,0301170402 


0301170530 Forwards LER 82-OSS/03L-0 Detailed event analysis end 
DIXOI60 N South Carolina Electric «< Gas Co 03/01/07 
D'REILUY, JP Region 2, Office of Director 3pp 16013.043 24X 

Flehe 50-395, 03/01/07,0301170530 


— B30H70535 LER B2-055/03L-0 on 821208, while in Mode I, reactor operators 
noticed frequent auto makeup to RC8 Caused by leaking seal 
Injection filter drain valve XVT-8306B Second Isolation 
valve in series installed in drain line 

FIELDS, H C Sooth Carolina Electric «. Gas Co 83/01/07 Region 
2. Office of Director Ip 1601S 046 24X Fiche 50-393,83/01/07, 

8301 170830, 


B3O1S1OOO0 Forwards LER Q2-057/03L-0 Detailed event analysis end 
OIXQIliO U South Carolina Electric t. Gas Co 83/01/11 
O'REILLY. J P Region 2, Office of Director 2pp 16075 013. 24X 

Flche- S0-39S. 83/01/11, 0301210000 


B3012!0009 LER 82-0S7/O3L-O on 021213, turb ine bldg sump normal 
discharge to site settling ponds temporarily bypassed via 
auxiliary pump t, fire hose Caused by sump pumps becoming 
clogged u/debrls from const repair work being done 

FIELDS, K C South Carolina Electric t, Gas Co 03/01/11 Region 

2. Office of Director Ip 16075 OIS 24X Fi che' 50-393, 03/01/i 1, 
8301210000. 


8301200322 Forwards LER 02-O58/O3L-O Detailed event analysis end 
DIXONiO N South Carolina Electric (, Gas Co 03/01/13 
O'REILLY, J P Region 2, Office of Director Spp 16065 186 24X 

Ficfie:S0-39Sr 83/01/13, 0301200322 


"6301200329 LER 82-058/03L-0 on 021214, urgent failure alarm due to loss 
of power occurred during restoration of rod control sys upon 
Completion of power operational testing Caused by oxidation 
between fuse t, fuse block mating surfaces 

MCKINNEY, C J South Carolina Electric t< Gas Co 03/01/13 
Region 2, Office of Director Ip 16065 109 24X 

Fiche 50-395,03/01/13,8301200322 


8301210010 Forwards revised LER B3-016/03L-2 Detailed event analysis 
one 1 

DIXONiO 14 South Carolina Electric & Gas Co 03/01/13 
O'REILLY, J P Region 2, Office of Director Spp 16977 212 a4X 
Fiche 60-395, 83/01/13,0301210010 


— 0301210014 Revised LER 82-016/03L-2 on 821216, main control board 
indicator PI-951 for reactor bldg pressure failed lou Caused 
by failure of loop power supply circuit board when exposed 
to ambient cend itions Circuit board replaced 
MCKINNEY, C J South Carolina Electric & Gas Co 03/01/13 
Region 2, Office of Director Ip 16877 215 24X 

Fiche 50-395, 83/01/13, 0301210010 


0301210043 Forwards LER G2-059/03L-0 Detailed event analijsis end 
DIXON. 0 (4 South Carolina Electric & Gas Co 83/01/13 
O'REILLY, J P Region 2, Office of Director 3p p 16074 339 24X 

riche 50-395,03/01/13,0301210043 


— 03O12iOOS3 LER e2-OS9/03L-0 on 02 121 S. w/p 1 a nt in Mode 1, several fire 
doers not verified closed Caused by doors not being included 
in auxiliarij operator logs rev t< therefore not checked Log 
being revised to ensure that doors checked 

FIELDS, H C South Carolina Electric it Gas Co 83/01/13 Region 
2, Office of Director Ip 16074 342 24X Fiche 50-395,03/01/13, 

8301210043 


0301200217 Forwards LER 02-O6O/O3L-O Detailed event analysis encl 
DIXON.O N South Carolina Electric it Gas Co 03/01/14 
O'REILLY, J P Region 2. Office of Director 2pp 16965 126 24X 

Fiche 50-395, 03/01/14,0301200217 


— 0301200240 LER 82-060/03L-0 on 031215, Surve 1 1 lance Requirement 4 3 3 6 
discovered unperformed tn Modes 1, 2 4, 3 Caused by personnel 
error Procedure revised 

MCKINNEY.C J South Carolina Electric t< Gas Co 03/01/14 
Region 2, Office of Director ip I606S 120 24X 

Fiche 50-395,03/01/14.8301200217 


8301260447 Forwards LER 82-061/03L-0 Detailed event analysis end 
DIXON.O 14 South Carolina Electric S, Gas Co 03/01/17 
O'REILLY, JP Region 2, Office of Director 2pp 16911 331 24X 

Fiche 50-395,03/01/17.8301260447 


— 8301260454 LER 02-O61/O3L-O on 821218. d icsc 1 generator D iXEOOOlD) 
failed monthly operability test by tripping on low lube oil 
pressure Cause unknown Diesel generator B sati sfactori Ig 
restarted within 30 rntnutet 

FtELDS.H C South Carolina Electric «, Gas Co 03/01/17 Region 
2, Office of Director ip I69U 333 24X Fiche 50-393,03/01/17, 

8301260447 


V Operator Examinations 


0212220443 Generic Ltr 02-30 to all power reactor 1 icensees, app 1 icants 
for OL, N5S it reactor vendors & AEs re meeting to dticuss 
recent -developments for licensing exams Advises that meeting 
will be held on 030211 re operator licensing Svc list end 
EISENHGT.D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc t8pp 16601 072 24X 

Fiche 50-000 , 02/12/22,82 1 2220443 


0301120078 Generic Ltr 03-Ot to power reactor licensees ti applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
051231 for listed categories Svc list end 

EISENHUT, D 0 Division of Licensing 83/01/11 Consolidated 

Edison Co of New York, Inc lipp 16893 243 24X 

riche 50-000,03/01/11,8301120076 


DOCKET 50-396 UNIV OF VIRGINIA CAVALIER REACTOR 


0 Inspection reports, IE Bulletins L correspondence 


0301250160 Ack receipt of 821221 ltr informing NRC of steps taken to 
correct violations noted in IE insp Repts 50-062/02-01 L 
50-396/02-01 

VERRELLl.D K Division of Project l< Resident Programs 02/12/26 
BRENIZER.V 8 Virginia, Univ of Ip 16096 193 24X 

Fiche 50-062, 02/12/20,8301250160 


--8301250166 Responds to NRC 021206 ltr re violations noted in IE Insp 
Repts 50-062/82-01 «, 50-396/02-01, Correct ive actions frisker 
placed outside controlled area for personnel exiting it 
Chapter lO of std operating procedures revised 
BRENIZER, J9 Virginia, Univ of. 02/12/21 VERRELLl.D M 
Region 2, Office of Director 2pp 16096 194 24X 

Fiche 50-062,02/12/2010301250160 
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— a30lZ50172 Forwards IE Insp Rep t» 50-062/B2-01 «< 50-396/02-01 on 
021115-17 tc notice of violation 

VFRRELLIi D M Division of Project & Besident Proorams 02/15/06 
BHENIZEB.J S Virginia, Univ of 5pp 16&96 1<?6 24X 

Flche 50-065.02/15/30,0301250160 


—0301250104 IE Insp Repts 50-062/02-01 6 50-3‘?6/a2-0l on 621115-17 
Noncomp 1 lane e noted failure to perform dallij sulpe surveys 
in controlled areas t failure to maintain up-to-date roview 
tog on Individuals in req,ual 1 f icat 1 on program 

HARDIM.A K , HEHL. C M , DEMIS. P R Division of Project 6 Resident 
Programs 03/15/03 5pp 16096 500 24X Fiche 50-062.05/15/50. 

3301250160 


R Periodic operating reports U related correspondence 


0301560095 "Annual Rapt of Operations. 1902 " 

FARRAR. P Virginia. Univ of 83/01/05 Division of Licensing 

12pp 16912 297 S4X Fi c he 50-065. 83/01 / 05. 0301260095 


DOCKET SO-397 WPPSS NUCLEAR PHaJECT. UNIT 2 


A App 1 icat ion/cons true tion stage documents fc correspondence 


0215060356 Generic Ltr 02-30 to a 1 1 lie ensees . app 1 1 cants for OL tc 
holders of CPs re filings concerning 10CFR50 production tc 
utiHiation facilities Current listing of branch assignments 
for nuclear reactor projects U sve list enc 1 

EtSENHUT/D O Division Of Licensing 82/12/28, Consolidated 
Edison Co of New Vork, Inc Ilpp 16668 001 24X 

Fiche 50-000.82/12/28.0212060356 


0301050312 Faruards rev te FSAfl Sections 7 7 tr B 3 1 4freflectlnfl 
update to supply sys electrical separation task force 
activities Rev 1 to electrical separation practices 
document also end 

BOUCMEy. G D Mashing ton Puttie Pouer Supply System 02/12/58 

aCKMEtICER. A Licensing Branch 2 20p p 16663*314 84X 

Fleh* 50-397. 02/12/28.0301050312 


8301050492 Responds to 821022 & 1124 submittals re design verification 
program NRC supports actions being taken 6 would be 
agreeable to meeting to discuss resumes 6 technical 
qualifications of addl members of review group 
DENTON.KR Office of Nuclear Reactor Regulatlpn. Director 
85/12/20 FEROUSDNi R L Mashing ton Public Fouipr Supply Systani 
lOpp 16668 102 24X Fiche 50-397, 82/ 1 2/28. 8301050492 


— 8301050490 Forwards rspts . inc 1 uding addt 1 nfo. supporting design 
verification program. In response to request made at 821110 
meeting 

FERGUSON. R L Hashing ton Public Pouer Supply System 82/11/24 
DIRCKS.M J Office of the Executive Director for □perations 
S9pp 16668 111 24X Fiche 50-397.65/12/20,0301050492 


-3301050300 'Evaluation of WPPB3 WNP-S Plant Verification Program " 
LANEY.R V . RODDIS. L H . SHEETS. H E Technical Audit Associates. 
Inc 82/0S/2B, 49pp 16668 170 24X Fichg 50-397.82/12/28, 

83010S0492 


1301130190 Forwards request for addl Info to coeiplete review of 
standby ivc uetar multiplexer sys Response requested by 
830211 Notification within 7 days of receipt of ltr 
requested if schedule cannot be met 

BCHHENCER.A Licensing Dranch 2 83/01/10 FEfiOtlSOM, R, L 

Uishtngton Public Power Supply System 2pp 16809 135. 24X 

Fiche- 50-397. 03/01/10. 9301130190 


B301310I14 Faruards resumes Ic independence review ftleiin response to 
NRC request for Infd on qualifications of engineers assigned 
to design verification, reviews Enel demonstrates util 
compliance u/revlewer Inifep endence criteria 

BOUCHEY.G D Mashing ton Public Power Supply System 83/01/13 
BCKMENCERi A Licensing Branch 5 75pp 16965 007 24X 

Fiche SO-397, 93/01/13, 0301310114 


301250664 Forwards updated const status rspt as of 021231 
BOUCHEYi G D Uishlngton Public Power Supply System 83/01/19 
HARTFIELD. H A. Management Information Branch. 5pp 16904,124, 24X 

Fiche 50-397,03/01/19.0301250664 


93012S0385 Forwards "Rept of Audit of Plant Verification Program," 
third audit, 

BaUCHEy,GD Mashlngton Pu6 1 i c Power Supply Bystem 83/01/20. 
BCHMEilCERiA Licensing Branch 2 Ip. 16902 142 24X 

Fiche, 50-397, 83/01/20,8301250325. 


E NRC Sefety Evaluation Report (SERI, supple h correspondence 


8301070518 Forwards NURE0-0B92, 8opp I 2 to BER W/o end 

8CHMENCER,A Licensing Branch 2 02/12/21 FERGUSON, R L 

Mashington Public Power Supply System 2pp 16707 249 24X 

Fiche 50-397.02/12/21,8301070519 


0301040752 Forwards FSAR page change showing intention to revise 
Table 1 7-1, "Elec tr leal, Jnstrumentat ion (< Control Drawings 
at 8yi Turnover " Page will be Included in Amend 28 Sc will 
close out BER Confirmatory Issue 17 

BOUCHEY, 0 D Mashington Public Power Supply System 02/12/8? 
SCHUENCER,A Licensing Dranch 2 2p p 16647 231 24X 

Fiche 50-397,02/12/29,8301040752 


0301110163 Forwards final results of assessment for NRC review t 
closure of NUREO-0092, 8ER Confirmatory Issue 7 re component 
supports Sufficient design margin exists, 

BOUCHEY, 0 D Mashington Public Power Supply System 02/12/30 
SCHHENCER,A Licensing Branch 2 12pp 16743 278 24X 

Fiche 50-397.02/12/30,8301110163 


0301100010 SAFETY EVALUATION REPORT RELATED TO THE OPERATION OF UPfK 
NUCLEAR PROJECT NO 2 Docket No 50-397 (Washington Public 
Power Supply System) 

* Office of Nuclear Reactor Regulation, Director NUREG-0B93 B03 
02/12/31 31 pp Available at NRC «4 90 16714 327 24X 

Fiche 50-397,02/12/31,8301100010 


F Security, medical, emergency tn fire protection plans 


0212060349 Oenerie Ltr 02-33 to all licensees of operating reactors, 
applicants for OL & holders of CPs re Suppl 1 to NUREO-0737, 
"Requirements for Emergency Response Capability " 

NUREG-0737, Suppl I U sve list end 

E18ENHUT, D G Division of Licensing 02/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 208 24X 

Fiche 50-000,82/12/17,8212060349 


0212220443 Generic Ltr 82-39 to all reactor llcenseee.CP holders t, 
applicants for CPs re problems w/ submittals of 10CFR73 21 
safeguards Info for licensing review Procedures re 
transmittal of Info outlined 8vc list end 

EtEENHUr.O 0 Division of Licensing 02/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690' 021 24X 

Fiche 50-000, 02/12/22,0212220445 


8301040762 Forwards addl Info re potential effect of severe 
ffletiorolog lea 1 events on diesel generator Intakes & 
exhausts, Diesel generator design insures that at low load or 
no load opera tion, adequate air is delivered to engine 
BOUCHEY, 0 D Mashington Public Power Supply System 82/12/20 
BCHWENCER.A Licensing Branch 2 3pp 16645 152 Z4X 
Flehe 50-397,83/12/28,0301040769 


0301230583 Advises that NRC 021214 statement re need for full-scale 
exercise prior to Issuance of OL contrary to I0CFR50 47td> 

No NRC/FEMA review required prior to Issuance of OL 

authoritlng fuel loading 4/or low power operations 

BOUCHEY, G D Mashington Public Powor Supply System 83/01/17. 

ENGELKEN.R H Ragion 5, Office of Dlractor. 2pp 16905: 136 241 

Fiche: 50-397, 03/01/17.8301250503 


8301200066 Advises that Dec 1902 rev to Emergency Plan not prepared 
since no input received from Yakxma Indian Nation Plan will 
be revised In Apr 1983 for other reasons If received In 
time, Nation input will be considered 

BOUCKEV, 0, D Washington Public Powar Bupply Bystem 83/01/31 
BCHHENCER.A Licensing Branch 2 Ip 16959 174 24X 

Fiche: 50-397, 83/01/21, 0301280066 


0 Adjudicatory correspondence 


B3010S0022 Notice of appearance in proceeding Certificate of Sve eo<l 
CHAN. E r Hearing Branch 2 83/01/04 2pp 16664 019 24X 

Fiche: 50-397, 03/01/04, 8301050022. 


8301070202 Notice of appearance In proceeding . Certificate of 8vr end 
VOOLER/B. H. Hearing Branch 2 03/01/05. 2pp. 16685:26 7 24X 

Flehe, 50-397, 03/01/05,8301070282, 


8301140106 Suppl to request fop hearing ti petition for leave to 
intervene, 1 ie ting content ions, Certl fi cate of Sve encl 
ROBOLIE, E Coalition for Safe Power 83/01/10 Atomic Safety a 
Licensing Board Panel 7pp 16006.091 24X Fiche 50-397,03/01/10 

0301140106 


— 8301250327 "Rept of Audit of Plant Verification Program " 

LANEY.R V . RODDIS, L.H , EHEETa.il E. Technical Audit Aesoclatae, 
Inc. 63/01/10. 48pp 16902 143 24X FI che 50-397, 83/01/20, 

B30iRS032S. 
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831>l'3d0273 Response in opposition to Coalition for Safe Pouer B202S3 
r«q.u«ft for hearing on amend to CPPR-93 Petitioner failed to 
astafallih interest in proceeding or hou Interest uill be 
affected by proceeding Certificate of Svc end 

REVMOLDSiN S Washington Public Power Supply System REVN0LD6< N 8 
Oebevotee & Liberman 83/01/24 Atomic Safety and Licensing Board 
Panel 37pp 16897 006 24X Plcho S0-397< 83/Ot/S4i 0301290S73 


6301260005 Response opposing Coalition for Safe Power S30110 suppl to 
petition to i ntervone> de 1 Ineatl ng two contentions No 
ad» 4 ,V 4 te basis shown for contentions Certificate of Svc 
ene I 

PATCWi W 0 a CHANaE I Hearing Branch 2 83/01/24 Atomic Safety 

and Licensing Board Panel 13pp 16913 103 24X 

Flche 50-397.83/01/24,8301260008 


e30t260'320 Forwards corrected Certificate of Svc to NRC 830124 response 
to Coalition for Safe Power suppl to request for hearing 
Caption did not reflect svc on Unit 1 svc list 

CHAM, E 1 Hearing Branch 2 83/01/23 OROSSHAN.H . HARBOUR, J . 

eniSHT, 0 0 Atomic Safety and Licensing Board Panel 2pp 
16908314 24X Fiehe 50-397,03/01/29,0301260320 


H Utility Final Safety Analysis Report <F9AR> t< amends 


saoitsoos? Forwards FSAR Amend 27 transmittal Itr t, Certificate of 
Bvc on Chairman of Benton County Board of Comml sslonsrs 6 
Chairman of Energy Facility Bite Evaluation Council 
B0(JCHEV,0. B Washington Public Power Supply System 03/01/07 
BCHMENCERiA Licensing Branch 2 3pp 1603S 299 24X 

Flche 90-397.03/01/07,030110003 7 


0301200233 Forwards Amend 27 to FSAR 

30UCHEY, 0 0 Washington Public Power Supply System 03/01/07 
9CHWENCER. A Licensing Branch 2 Ip 16939 001 24X 

Fiehe 50-397, 83/01/07,8301280233 


— S30I2B0237 Amend 27 to FSAR 

e Ueshingbon Public Power Supply System 62/11/30 999pp, 

14993 004 24X Fiehe 30-397,83/01/07,0301280233 


P Operating license stage documents & correspondence 


6301190224 EUCKLtNO OF STEEL CONTAINMENT SHELLS Task lb Buckling Of 
Washington Public Power Supply Systems Plant No 2 
CoTitainmenb Vessel 

KELLER, E , BU8HNELL, 0 Lockheed Palo Alto Research Laboratory FIN 
B-696e NUREO/CR-2036 VOl P2 02/12/31 Division of Engineering 
72pp. Available at NRC *6 00 16060 324 24X 

Flche SO-397, 02/12/31, 8301 190224 


0 Inspection reports, IE Bulletins 1 correspondence 


0301030085 Forwards IE Insp Rapt 50-397/02-20 on 021101-05 ti 15-10 No 
ncncomp 1 ianee noted 

STERNBERO, D M Division of Resident, Reactor Project t Engineering 
PTosrams 02/12/15 MATLOCK, R 0 Washington Public Power Supply 
System 4pp. 16619.084 24X Fiehe 90-397,82/12/15,0301030009 


-8301030089 IE Insp Rept 50-397/82-28 on 021101-09 «< 19-10 No 
noncompliance noted Major areas inspected previously 
Idsntlftad enforcement items U 10CFR50 99(i> repts 
ELIN, J 0 , WAONER.W U , DODDS, R T Division of Resident, Reactor 
Project ti Engineering Programs, 82/12/15 Spp 16619.000 24X 

Fichr 50-397,62/12/19,0301030089 


0301140182 Informs that no other utils have disclosed any weld 
enhancements All but one weld resolved per IE Bulletin 
B2-01<Rev 1 Remaining weld to be re-radiographed by Bechtel 
at site 

JOROAH, A L Johnson Controls, Inc S2/12/20 COLLINS, J T Region 
4. Office of Director Ip. 16006 229 24X Flche 90-397,82/12/20, 

8301140182 


0208190269 IE Info Notice 82-51, "Overe xposur es In PWR Cavities." Svc 
I ist anc 1 

OEYOUNO.R C. Otreetor's Office, Office of Inspection and 
Enforcement. 82/12/21 Consolidated Edison Co of New York, Inc. 
Ulpp I66B9 239 24X Flche 50-000,82/12/21,8208190269 


8212060391 IE Info Notice 82-52, "Equipment Environ Qual if ieatl on 
Testing Eiperlence - Updating of Test Summeriss Prsviously 
Published In IE Info Notice 81-29 " Svc list end 
VCflOAiN, E L. Divitlon of Engineering & Quality Assurance (Prs 
8381031 82/12/21 Consolidated Edison Co of New York, Inc. 

ItSpp I66B1 OSS 24X Flchs- 90-000, 82/12/21, 8212060391 


8301040329 Forwards final rept on onsite review of radiographs, per 
IE Bulletin 82-OliRev 1, "Alterations of Radiographs of 
Welds in Piping Subassemblies " All corrective action 
completed 

MATLOCK, R 0 Washington Public Power Supply Byatem 82/12/21 
ENOELKEN.R H Region S, Office of Director 4pp 16642 061 24X 

Flche 80-397. B2/12/2I, 8301040329 


8212060390 IE Info Notice 82-53, “Main Transformer Failures at North 
Anna Nuclear Power Station " Svc list end 

JORDAN, E L Division of Engineering t. Quality Assuranco <Pre 
630103) 82/12/22 Consolidated Edison Co of New York, Inc 

114pp 16798 017 24X Fiehe 90-000,82/12/22,8212060350 


6206190275 IE Info Notice 82-54, "Wet t inghouse NSFO Relay Failures in 
Reactor Protection Sys " Svc list enc 1 

JORDAN, E L Division of Engineering t. Quality Assurance <Pre 
B30103) 62/12/27 Consolidated Edison Co of New York, Inc 

llOpp 16962 139 24X Fiehe 50-000,82/12/27.6206190279 


8206190273 IE Info Notice 62-55, "Seismic Qua 1 1 f lest ion of Westinghouse 
AR Relay W/Lateh Attachments Used in Westinghouse Solid 
State Protection Sys " Svc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance (Pre 
630103) 82/12/28 Consolidated Edison Co of New York, Inc 

109pp 16666 014 24X Fiehe 50-000,82/12/28,6206190273 


8212060394 IE Info Notice 82-56, "Robertihaw Thermostatic Flow Control 
Valves " Bve list end 

JORDAN, E L Division of Engineering t Quality Assurance <Pre 
830103) 82/12/30 Consolidated Edison Co of New York, Inc 

lllpp 1675B 137 24X Flche 50-000,82/12/30,6212060354 


0301310161 Forwards IE Insp Rept 90-397/82-30 on 821220-23 No 
non comp I lance noted 

BOOK.H E Division of Radiological Safety t, Safeguards Program, 

03/01/11 MATLOCK, R 0 Washington Public Power Supply System 2pp 

16963 274 24X Ficha 50-397,83/01/11.8301310161 


— B301310166 IE Insp Rept 50-397/82-30 on 021220-23 No noncomp 1 lance 
noted Major areas inspected- Preoperat tons 1 Environ 
Monitoring Program 

SHERMAN, C. I , YUHA8, 0 P , WENSLAWSKI, F A Division of Radiological 
Safety 6 Safeguards Program 83/01/11 Spp 16963 276 24X 

Fichs 50-397,83/01/11,8301310161 


P3018S0203 Responds to IE Bulletin 62-04. "Def lei oncies in Primary 
Containment Electrical Penetration Assemblies " All subj 
assembllss furnished by Westinghouse, not Bunker-Ramo 
ROOT.R W Washington Public Power Supply System 63/01/17 

ENOELKEN.R H Region S, Office of Director 2pp 16096 259 24X 

Fiehe 90-397,83/01/17.0301250203 


0301250386 Forwards IE Mgt Meeting Rept 90-397/03-02 on 630114 

aTERNDERO, D M Division of Resident, Reactor Project 6 Engineering 
Programs. 63/01/20 MATLOCK, R 0 Washington Public Power Supply 
System 2pp 16906 010 24X Flche. 50-397. B3/01/20, 6301250366 


— 8301250388 IE Mgt Meeting Rept 50-397/03-02 on 830114 Major areas 
discussed status of const 1, licensee program to resolve 
outstanding const dsflcieneies 

ELIN, J 0 < TOTH, A D « FEIL, R A Division of Resident, Reactor 
Project li Engineering Programs 83/01/18 Spp 16906 012 84X 

Flehs 50-397,83/01/20,0301250306 


8. Rtportable occurrences, LERs t, related correspondence 


0301040331 Final Deficiency Repts 210 L SIS re deficient emergency 
diesel generators DO-l U 2 airstart circuits b M8I9 leak 
control sys , respect I vely Initially reported 620330 b 1111 
Silver plated contacts to be replaced in airstart circuits. 

MATLOCK, R 0, Washington Public Power Supply System 82/12/17. 
ENOELKEN, R H Region S, Office of Director 3pp 16642 106. 24X 

Fichs. 50-397, 82/12/17,8301040331 


8301140314 Interim deficiency rept re IE Circular 61-05, "Sway Strut/ 
Snubber End Bushings " Initially reported on 021202 No 
buehlng disengagement should occur Strut rswerit will be 
completed prior to sys turnover Nest rept expected 630320 
MATLOCK, R 0 Waihlngton Public Power Supply Byitem 82/12/30 
ENOELKEN.R. H Region 5, Office of Director 4pp 16807 153. 24X 

Flche- 90-397. 02/12/30, 8301140314, 


T Hearing tranierlpte on non-antltrust matters 


8301280153 Transcript of ACRB Skagit/Hsnford Nuclear Project 830124 
meeting in Richland, MA Pp 1-187 Supporting documentation 
enc 1. 

» ACR8 - Advisory Conmittss on Rsactor Bafsguards 63/01/24 
267pp. 16958 196 24X Fiehe- 50-000, 83/01/24, 8301280153 
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V Opirjtor Ei4QinitiQns 


8212220443 CiPirie Ltr 83-3B to <11 power reactor I i cent »es. app licants 
Por OU.NSS li roaetor vanOort li AEs re meatinj to tflseust 
recent 4ev*lopnnnti Por licensing esan* Advises that meeting 
will »■ held on 830211 re operator llcenung Svc list end 
ElS€HMor.DS Division oP Licensing 82/12/22 Consolidated 
Edison Co op New Vort. Inc 12pp 16601 072 24X 

Flch# 90-000,82/12/22.8212220443 


B3O112007B Oeneric Ltr 83-01 to power reactor licensees t< applicants 
Por OL re operator licensing eiam site visit Requests 
schtdule re tiao requests eipeeted for submittal prior to 
891231 Per listed categories Svc list end 

EISQfrflJT.DO Division of Licensing 83/01/11 Consolidated 

Edison Co oP New York. Inc UPP 16893 243 24X 

Flch* 90-000.83/01/11.8301120078 


F Security, medical, emergency %t fire protection plans 


0212060349 Oeneric Ltr 02-33 to all licensees of operating r«ac (ors. 
applicants for OL ti holders of CPa re Soppl 1 to NUREO-0737. 
'’Requirements for Emergency Basponso Capability " 

NUREO-0737. Suppl i 6 svc list end 

E18ENHUT.D0 Division of Licensing 82/12/17 Consolidatsd 
Edison Co of New York. Inc 77pp I668I 200 24X 

FIche 80-000,02/12/17,0312060349 


8212220445 Oeneric Ltr 02-39 to all reactor llcensees.CP holders t 
applicants for CPa re problems u/submittals of 10CFR73 31 
safeguards info for licansing review Procedures re 
transmittal of info outlined Svc list end 

EISENriUT, D 0 Division of Licensing 02/12/22 Consolidated 
Edison Co of New York. Inc 13pp 16690 021 24X 

Fiche 90-000,02/12/22.8312220449 


DOCKET S0-400 SHEARDN HARRIS NUCLEAR POWER PLANT, UNIT 1 


0 Adjudicatory corrsspondence 


A Applicatien/censtruction stage ddcirnents (, correspondence 


6301040078 Requests info re feedwater (Line A) inside containment Por 
BKNL ti WRC to perform Independent confirmatory piping 
analysis Heating planned to psrPorn design documentation 
audit w/conPirmatory piping analysis 

KNIOHTON.eu Licensing Branch 3 82/12/10 UTLEY. E E Carolina 

Power 1. Light Co 3pp 16655 320 24X Fiche 90-400,82/12/10, 

8301040078 


8301070017 Eitindi invitation to participate in 830126 meeting u/NRC {< 
Westlnghous* on reactor trip breaker testing 

KNIOHTON.O H Licensing Branch 3 62/12/20 UTLEY, E E Carolina 

Power t< Light Co 2pp 16695 393 24X Fiche 50-400,82/12/20, 

8301070017 


8301070356 Forwards request for addl info re 821210 "Confirmatory 
Piping Analysis 4, Design Dacumentaticn Review for Shearon 
Harris by NRC Hechanical Engineering Branch " Requests 
meeting en 830201 at Etasco to discuss listed issues 
KNIOHTON. 0 W Licensing Branch 3 82/12/22 UTLEY, E E Carolina 

Power (i Light Co 17pp 16690 103 24X Fiche 50-400,02/12/22, 

83010703S6 


8212060396 Oeneric Ltr 82-30 to a ) 1 1 ic ensee i> appl ieants for DL It 
holders of CPi re filings concerning lOCFRSO production 6 
'f^llltation Pecilities Current listing of branch assignments 
for nuclear reactor projects t< svc list end 

EISCNHUT, 0 0 Division of Licensing. 82/12/23 Consolidated 
Edison Co of New York, Inc llpp 16B68 001 24X 

FIclie 90-000,02/12/23,8212060396 


&301I20072 Notification of 830201-03 meetings u/uti 1, Ebasco, 
ifasllnghouse t< BNNL in New York, NY to discuss issues raised 
by Hechanical Engineering Branch during review of F8AR 6 to 
discuss eenflrmetory piping analysis 

KADAMflI.N P Licensing Branch 3 83/01/04. KNIOHTON, 0 M 

^ 16789 357 24X Fiche 50-400, 03/01 /04, 


13012^16 Notification of 830116-18 meetings w/utll in New Hill.NC to 
S*2*"*. i completion schedules Agenda end 

KAPAMfll.MP Licensing Branch 3 B3/01/1B KNIOHTON, 0 U 


Licensing Branch 3 
8301280016 


Spp 16962 355 24X Fiche 50-400, 03/Ot /IB, 


B3O1240101 Advises that Unit 2 fuel load now scheduled for June 1989, 

Rnuests rev of NRC 

Onlw 6 Unit 2 " -nllestonei to both 

Caroline Power 6 Light Co 83/01/19 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Id 16890 239 a 

Fiche 50-400. 83/01/19.8301240101 Ip. 16890 239 2 


0 


MRC Orafk/Final Environmental Statements, 


suppls & correspondence 


«h.dul.d for publication on 030221 

'^ddant DdidorJo?*?::)*: b3/oi/i2 knioht.. 

MULLER. O R ^ Aiilstant <Pre 0302011 

SSiTBOl) HOUSTON, R u ^"'' Environmental Technology (Pre 

6893 n? «X FlcJl R"«'‘-tlon pfd.ctic 

10070 til BOX Fjth, 5<^<00<83/01/12,a3012l0303 


8301070321 Response opposing applicant Q21217 motion for codificatlcn 
of admitted contentions Ref to 8ER in Contention 9 should 
stand Removal of effect of steam generator problems on 
capacity factors from Contention E-IS inappropriate 
EDDLEHANi H Eddleman, M 63/01/03 Atomic Safety and Licensing 
Beard Panel 2pp 16636 172 24X Fiche 50-400,83/01/03,330107032) 


630107020? Response to applicant 021217 motion for codification of 
admitted contentions Hording fairly represents contentions 
as admitted in ASLO 020922 memorandum w/listed eceeptioni 
Certificate of Svc end 

BARTH, C A Hearing Branch 1 03/01/06 Atomic Safety and 

Licensing Board Panel Spp 1660S 211 24X Fiche 50-400.03/01/06, 

0301070289 


8301120243 Response to Human Factors Design Evaluation Rapt for 
control room Contentions which may bo formulated based on 
specific info summarlted in rept should not be subj to 
late filing rules 

WILSON, R. Wilson, R 83/01/06 tp 16774 148 24X 

Fiche 50-400,83/01/06,8301120243 


9301130068 Motion that stds for late-filed contentions not apply to 
contentions to be filed based on util DCRDR *i NURES-OTS?. 

Rev 1 Document unavailable to intorvenors prior to deadline 

for contention submission Certificate of Svc end 

EDDLEMAN, W Eddleman, W 83/Ol/OS Atomic Safety and Licensing 

Board Panel 9pp. 16793 080 24X Fi che, 50-400, 03/01 /OB. 0301 130068 


0301170226 Contentions from Amend 5 to Environ Rept Certiflcaia of 
Svc end 

LQTCHIN, P Affiliation Unknown. 93/01/10 Atomic Safety and 
Licensing Board Panel Spp 16010 262 24X Fiche. 50-400, 03/01/10. 

0301170226 


8301130066 Memorandum L order ruling on intervenor objee t lone, appl liant 
objections 6 requests for clarification l« NRC requests for 
clarification of A8LB Sept 1982 prehearing conference order 
Telcon scheduled for 830121 

BRIOHT, 0 0 , CARPENTER, J H , KELLEV, J L Atomic Safety and l.lcintlmi 
Board Panel, 83/01/11 20pp 16790 202 24X Fiche 50-400. 

83/01/11,8301 130066 


ojuiiHuiYo rorwardi 830110 ltr transmitting 


discussions w/intarvenor» re scheduling of discovery on 
environ contentions. In preparation for 0301 21 telcon 
Certificate of Svc and 

BAXTER,! A Shaw, Pittman, Potts L Trowbridge BAXTER.T A 

^ 83/01/M. KELLEV, J L , BRIOHT.O D 

Atomic Safety and Licansing Board Panel 7pp 
16831,237 24X Fiche, 60-400, 03/01/ 14, 8301 180190 


0301190150 Motion for clarification of A8LB 030111 memorandum b crllT. 
“^fthsr first or second prehearing eonferenee 
per 10CFR2 752 intended 

EDDLEMAN, W Eddleman, M 83/01/15 Atomic Safety and Licentins 
Board Panel ip 16047 022 24X Fi che. 50-400, 83/01/1 5. 0301 190190 


8301190215 Initial Interrogatories (< request for production of 
documsnts re admitted Contention IS. Cer tlf 1 cate of Svc end 
Related |Corra spondence, 

EDDLEMAN, W Eddleman, W 83/01/15 Carolina Power & Llflht Ce 
lOpp. 16846 266 24X Fiche 50-400,83/01/15.8301190215 

sranting applicant B21217 motion for 
codification of contentions in order to establish precise 
wording of contentions admitted per Sept prehearing 
to »!»*•<( eondltioni ® 

u Safety and Licensing Board Panal 83/01/17 

C^folin* Powtr If Light Co ^pp 1^^346 2B6 24X 

Flchi. 50-400,83/01/17.8301190201 
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^01389353 Di«»aniin«t9i contentions admitteij bg ASLB Confirmation 
of astignnant* It Identification of secondarg respontlb 1 1 (tg 
requested. Contentions end 

NOVAKi T M Assistant Director for Licensinfl 83/01/19 KRAMER. J J 
Division of Human Factors Safetg CUNNINSHAM. R E Division of Fuel 
Cycle (< Materiel Safety KNIOHT. J P Assistant Director for Comp & 
Structures Engineering (Pre 830201) 3pp 16962 255 24X 

FIche 50-400.83/01/19.8301280353 


301250645 Feruards codification of admitted contentions in proceeding, 
consisting of App A to applicant 821217 motion for 
codification of admitted contentions as modified bg A5LB 
830117 Memorandum ti Order Certificate of Sve end 
O'NEILLiJ H Shaw. Pittman. Potts ii Trou.br idge O'NEILL. J H 
Carolina Poutr k Light Co 83/01/21 KELLEV. J L , BRIGHT. 0 0 . 
CARPENTER.J H Atonic Safetg end Licensing Board Panel 4pp 
U904 068 24X FIche 80-400.83/01/21.8301250645 


-83012S0649 Codification of admitted contentions 

e Carolina Power & Light Co * Shew. Pittman. Potts & 
Trowbridge 83/01/21 Atomic Safetg and Licensing Board Panel 
36pp. 16904.072 24XPlehe 50-400. 83/01 /21i 8301250645 


-S30I2S0683 Response to Hi lion 830106 response to Human Factors Design 
Evaluation Rept for Unit 1 control room Hilson fails to 
justify inabllltg to reformulate contention based on rept 
Contention IVIB) should be dismissed 

O'NEILL. J H Carolina Power 6 Light Co 0 'NEILL. J H Shau. 
Pittman. Potts & Trowbridge 83/01/21 Spp. 16904 098 24X 

FIche. 80-400. 93/01/21. 8301250648 


-8301280657 Responds to P Latch in 830110 contentions on Amend 8 of 
Environ Rept, No basis provided to support allsgations that 
tatrgency planning actions required outside 10-mlle EPZ 
O'NEILL, J H Carolina Power t< Light Co 0 'NEILL. J H Shaw. 
Pittman. Potts 6 Trowbridge 83/01/21 Atomic Safetg end 
Licensing Board Pansl 6pp, 16904 1 03 24X Flcht 50-400. 

83/01/21, 8301250645 


001270337 Memorandum memor iali i i ng 830121 conference call re 
scheduling L agenda matters for prehearing conference 
KELLEViJ L Atomic Safetg and Licensing Board Panel 83/01/25 
61pp 16932 051 24X FIche 50-400.83/01/25,8301270337 


I301S8D284 Response opposing M Eddleman motion re Detailed Control Room 
Disign Review Info 6 proposed new contentions Contentions 
prsaeturs as util has until 830415 to provide schedule for 
NUREO-0737, Suppl 1 compliance N/Certl f Icate of Sve 
O'NEILL. H Carolina Power k Light Co O'NEILL. J H Bhaw, 

Pltlnan. Potts Trowbridge 83/01/25 Atomic 8afetg and 
Licensing Board Panel 13pp 16954 298 24X FIche 50-400.83/01/25, 

630128028 4 


I Inspsction reports. IE Bulletins L correspondence 


001040775 Forwards IE Insp Repts 50-400/82-36 k 80-401/82-36 on 
831108-20. No noncemp 1 lance noted 

VERNELLt.D H Division of Project k Resident Programs 82/12/01 
UILEV.E E Carolina Power k Light Co. 2pp 16648 074 24X 

FIche: 80-400. 82/12/01. 8301040778 


'8301040788 IE Insp Repts 80-400/82-36 k 50-401/82-36 on B21 108-20 No 
noncompliance noted Major areas inspected ' wslding. storage, 
concrete & util activities 

HAXNELL. 0 F. . BURGER. C N Division of Project k Resident Programs 
82/12/01 6pp 16648 076 24X Fiche 80-400,82/12/01.8301040775 


I301C40231 Forwards IE Insp Repts 50-400/82-33 b 30-401/82-35 on 
821116-19 No noncompliance noted 

VERRELLI.O H Division of Project k Resident Programs 82/12/08 
UTLEY. E E Carolina Power b Light Co 2pp. 16639 167. 24X 

Fiche; 50-400, 82/12/08. 8301040251. 


■8001040262 IE Insp Repts 50-400/82-35 b 50-401/82-38 on 821116-19 No 
noncompl lance noted, Major areas Inspected structural 
ccncrete work activities b quality records b previously 
identified Item 

LEKAKAN.J. J , CONLON. T E Division of Engineering b Technical 
Progrems 82/12/07 Spp 16639-169 24X Fiche 80-400. B2/12/08, 

8301040251. 


1301040400 Aek receipt of 821103 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 80-400/02-32 
VEflRELLI. 0, M. Division of Project b Resident Programs 82/12/14 
UTLEY. E E Carolina Power b Light Co Ip 16641-090. 24X 

Fi Che • 50-400, 82/1 2/ 1 4. 830 1 04040 0 


—830(040414 Responds to NRC 821004 Itr re violations noted >n IE Insp 
Rept 50-400/82-32 Corrective actions design organltatlon 
will address b resolve differences between as-built 
conditions b mounting details specified 

PARSONS, R M Carolina Power b Light Co 82/11/03 O'REILLV.JP 
Region 2. Office of Director 3pp 1664 1 091 24X 

Fiche 50-400.82/12/14.8301040400 


—8301040430 Forwards IE loop Repts 50-400/82-32 b 50-401/82-32 on 
820914-17 k notice of violation 

VEflRELLI, D M Division of Project k Resident Programs 82/10/04 
JONES. J A Carolina Power b Light Co 2pp 16641 094 24X 

Fiche 50-400,02/12/14,8301040400 


— 0301040439 Notice of violation from insp an 820914-17 

» Division of Project k Resident Programs 02/10/04 Ip 
16641 096 24X Fiche 80-400.82/12/14,8301040400 


— 0301040457 IE Insp Repts 50-400/02-32 k 80-401/02-32 on 820914-17 
Nancompliance noted failure to verify that process control 
cabinets seismlcallij qualified as install ed 

HARRIS. J R I CDNLONi T E Division of Engineering b Technical 

Programs 82/09/30 Spp 16641 097 24X Fiche 50-400,82/12/14. 

8301040400 


BS0B190269 IE Info Notice 82-51, "Overe sposor es in PWR Cavities “ Gve 
list end 

DEYDUNO, R C Director's Office. Office of Inspection end 

Enforcement 82/12/21 Consolidated Edison Co of New York. Inc 

llipp 16689 239 24X Fiche 50-000,82/12/21,8208190269 


8212060351 IE Info Notice 82-52. "Equipment Environ Qualification 
Testing Eiperlenee - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " 8vc Hat end 
JORDAN. E L Division of Engineering & Quality Assurance (Pre 
830103) 02/12/21 Consolidated Edison Co of New York. Inc 

llSpp 16681 088 24X Fiche 50-000,82/12/21.8212060351 


8212060350 IE Info Notice 82-53, "Main Transformer Failures at North 
Anna Nuclear Power Station *' Sve list end 

JORDAN. E L Division of Engineering & Quality Assurance (Pre 
830103) 82/12/22 Consolidated Edison Co of New York. Inc 

114pp 1675B 017 24X Fiche 80-000,82/12/22,8212060350 


8208190275 IE Info Notice 82-54. "Nesti nghouse NBFD Relay Failures in 
Reactor Protection Sys '* Sve list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
830103) 82/12/27 Consol i da ted Edison Co of New York. Inc 

HOpp 16962 139 24X Fi the 50-000. 82/12/27, 0208190275 


8308190273 IE Info Notice 82-55. "Seismic Qualification of Uestinghouse 
AR Relay U/La tch Attachments Used in Uestinghouse Solid 
State Protection Sys '' Sve list end 

JORDAN. E L Division of Engineering b Quality Assurance (Pre 
830103). 82/12/28 Consolidated Edison Co of New York. Inc 

109pp 16868 014 24X Fiche 50-000,82/12/28.8208190273 


0301250232 Ack receipt of 821217 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/82-24 b 
50-401/82-24. 

LEWIS, R C Division of Project b Resident Programs 82/12/29 

UTLEY. E E Carolina Power bLlghtCo Ip 16897 0B4 84X 

Fiche 50-400,82/12/29.8301230232 


— 8301250240 Responds to NRC 820804 Itr re violations noted in IE Insp 
Repts 50-40 0/82-24 b 30-401/82-24 Corrective actions field 
welds on Class IE electrical cable tray supports reworked to 
meet drawing requirements 

PARSONS, R M Carolina Power b Light Co 82/12/17 O'REILLY, J P 
Region 2. Office of Director 3pp. 16897 083 24X 

Fiche 50-400,02/12/29.9301250232 


0212060354 IE Info Notice 82-56, "Robertshaw Thermostatic Flow Control 
Valves " 8vc list sncl 

JORDAN, £ L Division of Engineering b Quality Assurance (Pre 
830103). 82/12/30. Consolidated Edison Co of New York. Inc 

llipp 16759 137. 24X Fiche 50-000. 92/12/30,8212060354 


B301I70120 Responds to IE Bulletin 02-04 re Bunker-Ramo electrical 
penetretion assemblies Subj assemblies net used at facility 
EURYiL W Carolina Power b Light Co 83/01/11 DEYOUNO.ll.C 
Director's Office. Office of Inspection and Enforcement Ip 
16810,360 24X Fiche. 50-400,83/01/1 1.8301170120 


R, Periodic opereting reports b related correspondence 


8301250390 Forwards "Shaaron Harris Nuclear Power Plant Nanradlological 
Environ Monitoring Program. 1982. " per request 

ZmNERMAN.e R. Carolina Power b Light Co 03/01/19, EI6ENHUT. D. 0, 
Division of Licensing Ip 16906 014 84X Fiche, 50-400.83/01/19. 
83012SQ390 
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— 8301250391 "Sh«aron Hams Nuclear Pouer Plant Monrad lological Environ 
Honltorlng Projranj 19B2 " 

BALLi L 4. I UA-ROt D J ■ KOQ'ARTHi U T Carolina Power it Light Co 
B3/02/1I lipp I&906 015 SAX FI cha 90“400i 83/01 /1 9. S30 1250390 


8 Reportable occurrences! LERs L related! correepondenc e 


8301170405 Intorjai deflciencg rep t re defective welds on 480-volt 
switchgear nfg bg Brown-Boverl Initial Ig reported on 821414 
Evaluation of tranefortner section ong olng. Nest rapt will be 
submitted by 830304 

PARSONISiR H Carolina Power ti Light Co 03/01/07 O'ReiLLV.J P 
Region Si Office of Director Ip 18813' 160. 24X 

Flche 90-400.83/01/07.9301170405 


6301200269 Final Deficiancg Kept re welding deficiencies in chilled 
water pump bad plates supplied bg Oould Pump. Jnc Inltiallg 
reported on 821207 Deficiencies not reportable per 
10CFR90 S5(«> or Part 21 

CHIANOl.N J Carolina Power 6 Light Co 03/01/07 O'REIUY.J P 
Region 2. Office of Director Ip 16865,006 24X 

Fithe 90-400. 83/01/07,9301200269 


6301200304 Interim deficiencg rept for Item I lO re potential defect in 
piston skirt castings on emerjencg diesel engine generators 
etfg bg Transaoier lea Delaval Initially reported on 821216 
Final rept expected Dec 1983 Also reported under Part 21 
PARBONS.R.W Carolina Power 6 Light Co 83/01/14 O'HEIULY.J P 
Region 2. Office of Director 4pp 16865: 160. 24X 

Flche. 90-440. 03/01/14. 8301200304 


V. Operator Exanina ttons 


8212220443 Oenerlc t-tr 82-38 to all power reactor 1 1 censees. app 1 icants 
for OL. NSS 6 reactor vendors 1. AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 630211 re operator licensing Sve list end 
EISENKar, D. 4 Division of Licensing 02/12/22 Consolidated 

Edison Co of New Yort. Inc. 12pp 16681*072 a4X 
Flche 90-000,82/12/22.0212220443 


8301120078 Generic Ltr 83-01 to power reactor licensees & applicants 
tor OL rt operator licensing exam site visit Requests 
schedule re exan requests expected for submittal prior to 
B91231 for listed categories Sve list encl 

EISENHUT.D O Division of Licensing 83/01/11. Consolidated 
Edison Co. of New York. Inc llpp. 16993*243 24X 

Flche 90-004,83/01/11.8301120079. 


DOCKET 50-401 SHEARON HARRIS fMCLEAR POHEA PLANT, UNIT 2 


A. Appl 1 catlon/constructl on stage documents correspondence 


3301040078 Requests info re feedwater (Line Al Inside containment for 
BHNL t( NRC to perform independent confirmatorg piping 
anaigsis Meeting planned to perform ifesign documentation 
audit w/conf 1 rmator g piping analysis 

KNIGHTON, 0 U Licensing Branch 3 82/12/10. UTLEY, E E Carolina 

Power It Light Co 3pp 16695 320 24X Flche 30-400.82/12/10, 

9301040078 


B301070017 Extends invitation to participate In 930126 meeting w/NRC I, 
Nestlnghouse on reactor trip breaker testing. 

KNIGHTON, 0 U Licensing Branch 3 82/12/20. UTLEY, E E. Carolina 

Power 4, Light Co 2pp 16699 393 24X Flche 90-400,82/12/20, 

0301070017 


B301070336 Forwards request for addl Info re 821210 "Conf Irmatorg 
Piping Analysis It Design Documentation Review for Bhearon 
Harris bg NRC Mechanical Engineering Branch " Requests 
meeting on 830201 at Ebasco to discuss listed Issues 
KNIGHTON. 0 M Licensing Branch 3 82/12/22 UTLEY, E E Carolina 

Power fc Light Co I7pp 16690 103 24X Flche 30-400,82/12/22, 

8301070396 


9312060356 Generic Ltr 92-30 to ell 1 ic ensees , app 1 icants for OL It 
holders of CPs re filings concerning 10CFR50 production ti 
utlliietlon facllttles Current listing of branch assignments 
for nuclear reactor projects It sve list encl 

EtSEiMUTiO 0. Division of Licensing. 82/12/28 Consolldeted 
Edison Co of New York, Inc llpp 16968 001. 24X 

Flche* 90-000, 82/12/28, 9212060396. 


8301120072 Notification of 630201-03 meetings w/utl 1. Ebasco, 
Uestlnghousc ti BNWL In New York, NY to discuss Issues raised 
by fftchanical Englnaaring Branch during ravleu of FSAR I, to 
discuss confirmatory piping analysts. 

RADA«8I,M. P Licensing Branch 3. 83/01/04 KNIGHTON, 0 W. 

Licensing Branch 3. Spp 16789.397 24X Flche. 90-400,83/01/04. 

8301120072 


8301280016 Notification of 930116-19 meetings u/util sn New Htll.NC t« 
discuss status of const 6 completion schedules Agenda end 
KADAHBI.NP Licensing Branch 3 83/01/18 KNIGHTON. 0 N 

Licensing Drench 3 Spp 16962 355 24X Fiche 50-400.83/01/18, 

8301290016 


8301240101 Advises that Unit 2 fuel load now scheduled for June 198:9, 
u/conmerciel operation in March 1990 Requests rev of NRC 
621228 ltr to show applicability of milestones to both 
Unit 1 lx Unit 2 

MCDUFFIE. H A Carolina Power b Light Co 83/01/19 DENTON. H R 

Office of Nuclear Reactor Regulation, Director ip 16890 239 24] 

Flche 90-400.83/01/19.8301240101 


D NRC Draft/Flnal Environmental Statements, suppls I, correspondenct 


8301210303 Advises that DE8 scheduled for publication on 830221 
Requests every effort be made to meet licensing schedule for 
input bg 830114 

NOVAK, r M Assistant Director for Licensing 83/01/12 HNIGHT.J p 
Assistant Director for Comp {< Structures Engineering (Pre B30201) 
MULLER, D R Assistant Director for Environmental Technology (Prt 
630201) HOUSTON, R W Assistant Director for Radiation Protsrllen 
Ip 16893 111 24X Flche 50-400,83/01/12.0301210303 


F Security, medical, emorg ency t, fire protection plans 


8212060349 Generic Ltr 82-33 to all licensees of operating reactort, 
applicants for OL It holders of CPs re SuppI 1 to NUREO-0737, 
"Requirements for Emergency Response Capability ” 

NURE0~0737>Suppl 1 b eve list encl 

eiSENHUT, D 0 Division of Licensing 89/12/17 Consolldatsd 
Edison Co of New York, Inc 77pp 16681 208 24X 

Flche 50-000,82/12/17,8212060349 


821222044S Generic Ltr 82-39 to all reactor licensees, CP holder* k 
applicants for CPs re problems w/submlttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined 8vc list end 

EISENHUT. 0 O Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York, Inc 13pp 16690 021 24X 

Flche 50 -000. 82/ 1 2/22, 8212220449 


0 Adjudicatory correspondence 


8301070321 Response opposing applicant 821217 motion for codification 
of admitted contentions Ref to SER in Contention 9 should 
stand Removal of effect of steam generator problem* on 
capacity factors from Contention E-15 inappropriate 
EDDLEHAN.U Eddlaman, (d 83/01/03 Atomic Safety and Licensing 
Board Panel 2pp 16686 172 24X Flche 50-400.93/01/03,6301070321 


0301070289 Response to applicant 821217 motion for codif Icatlen e( 
admitted contentions Hording fairly represents contentions 
as admitted in A8LB 820922 memorandum ui/tlsted exceptions 
Certificate of Sve end 

BARTH, C A Hearing Branch 1 83/01/06 Atomic Safety and 

Licensing Board Panel Spp 16689 211 24X Flche 30-400,63/01/06. 

8301070289 


8301120243 Response to Human Factors Design Evaluation Rept for 
control room Cofitentions which may be formulated based on 
tpcclfic info summariied in rept should not be subj to 
late filing rules 

UILBON.R. Uilton, R 83/01/06 Ip 16774 148 24X 

Flche* 50-400. 03/01/06, 8301 120243 


8301130068 Motion that stds for late-filed contentions not apply 
contentions to be filed based on util DCROR b NURE0-0737> 

Rev 1 Document unavailable to intsrvenors prior to deadline 

for contention euhmlsslon Certificate of 8vc end 

EDDLEHAN, U Eddleman, W 83/01/09 Atomic Safety and Llcipsloi 

Board Panel 9pp. 16793 080 24X Flche 50-400,93/01/08,8301130049 


8301170226 Contentions from Amend 9 to Environ Rapt Certificate ef 
9vc enc 1 

LOTCHIN, P Affiliation Unknown 83/01/10 Atomic Safety and 
Licensing Board Panel 2pp 16810 262 24X Flche 90-400.03/01/10, 

8301 170226. 


6301130066 Memorandum b order ruling on Intervenor objec tlons, applicant 
objections & requests for clarification b NRC requests for 
clarification of A8LB Sept 1982 prehearing conference order 
Tetcon scheduled for 830121 

BRIGHT, 0 0 , CARPENTER, J H , KELLEY. J L. Atomic Safety and L Iteming 
Board Panel 83/01 /U 20pp 16790 202 24X Flche 50-400, 

83/01/11, 8301130066 
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6301160190 Faruards B30110 Itr transmitting summary of 630106 
d Is cuts 1 Otis u/interveners re scheduling of discovery on 
environ contentionsi In preparation for 630121 telcon 
Certificate of Svc end 

BAXTEAj r A 6hau> Pittman. Potts << Troubridge BAXTER. T A 
Carolina Power U Light Co 83/01/14 KELLEY, J L , DfilOHT. 6 O , 
CARPENTER. J H Atomic Safety and Licensing Hoard Panel 7pp 
1*631 237 24X Fiehe 50-400,63/01/14.6301160190 


9301190150 Hotlon for clarification of ABLE 630111 memorandom ti order, 
to explain whether first or second prehearing conference 
per 10CFR3 752 intended 

EDOLEHANi W Eddleman. M 83/01/13 Atomic Safety and Licensing 
Board Panel Ip 16847 022 24X Fiche 50-400,63/01/15,6301190150 


B30]1902i3 Initial interrogatories ti request for production of 
decvncnts re admitted Contention 13 Certificate of Svc end 
Related tsrre spondence 

EDPLEHANI. U Eddleman, W 63/01/13 Carolina Power * Light Co 
l«pp 16646 266 24X Fiche 50-400,83/01/15,6301190213 


9301190201 Memorandum 6 order granting applicant 621217 motion for 
cedifleatlon of contentions In order to establish precise 
wordling of contentions admitted per Sept prehearing 
tonferenCB order, subj to listed conditions 

KELLEY, J L Atomic Safety and Licensing Board Panel 63/01/17 
Carolina Power li Light Co 6pp 16646 S86 24X 

Fiche 50-400, 83/01/17, 8301190201 


B3013S03S3 Disseminates contentions admitted by A6LB Confirmation 
of assignments l< identification of secondary responsibility 
rsquested. Contentions end 

KQVAK.TH Assistant Director for Licensing 83/01/19 KRAMER, J J 
Division of Human Factors Safety CUNNINOHAM, R E Division of Fuel 
Cycle ti Material Safety KNIOHT, J P Assistant Director for Comp b 
Structures Engineering (Pre 6302011 3pp 16962 255 24X 

Fteh#' 50-400, 63/01/19, 6301280353 


9301350645 Forwards codification of admitted contentions in proceeding, 
consisting of App A to applicant 621217 motion for 
codification of admitted contentions as modified by ASLQ 
830117 Memorandum (< Order Certificate of Svc end 
O'NEILL, J.H Shaw, Pittman, Potts b Trowbridge O'NEILLiJ H 
Carolina Power t< Light Co 63/01/21 KELLEY, J L . BRIGHT, 0 Q , 
CARPENTER, J H Atomic Safety and Licensing Board Panel 4pp 
16904:068 24X Fiche 50-400,63/01/21,8301250645 


"8301250649 Codification of admitted contentions 

• Carolina Fewer U Light Co « Shaw, Pittman, Potts & 
Troubrldgs 63/01/21 Atomic Safety and Licensing Board Panel 
26pp. 16904 072 24X Fiche 50-400,83/01/21,8301250645 


— 8301250652 Response to Hilson 830106 response to Human Factors Design 
Evaluation Rept for Unit I control room Wilson falls to 
justify inability to reformulate contention based on rept 
Contention IV(B) should be dismissed 

O'NEILL, U.H Carolina Power b Light Co O'NEILL. J H Shaw, 
Pittman, Potts b Trowbridge 83/01/21 5pp 16904 098 24X 

Fiehe 50-400.63/01/21.6301250645 


-9301250657 Rssponds to P Lotchin 630110 contentions on Amend 5 of 
Environ Rept No basis provided to support allegations that 
emergency planning actions required outside 10-mlle EPZ 
□ 'NEILL. JH Carolina Power b Light Co O'NEILL. J H Shaw, 
Pittman. Potts b Trowbridge 63/01/21 Atomic Safety and 
Licensing Board Panel 6pp 16904 103 24X Fiche 50-400, 

83/01/21,6301250645 


8301370337 Memorandum memorializing 630121 conference call re 
scheduling b agenda matters for prehearing conference 
KELLEYaii L. Atomic Safety and Licensing Board Panel. 93/01/25 
64pp. 16932' 051 24X Fiche 50-400, 63/01 /25, 6301270337. 


6301360364 Response opposing W Eddleman motion re Detailed Control Room 
Design Review info b proposed new contentions Contentions 
premature as utti has until 830415 to provide schedule for 
HUHEO-0737, 8upp 1 1 comp 1 lance W/Certi f Icate of Svc 
□ 'NEILL, J H. Carolina Power b Light Co O'NEILL, J H Shaw, 

Pittman, Potts b Trowbridge 63/01/25 Atomic Safety and 
Licensing Board Panel ispp 16954' 296 24X Fiche 50-400,83/01/25, 

6301260264. 


0 Inspection reports, IE Bulletins b correspondence 


6301040775 Forwards IE Insp Ropts 50-400/62-36 b 50-401/02-36 on 
6211OB-20 No noncompl iane e noted 

VE8RELLI, D. M Division of Project b Resident Programs 82/12/01. 
UTLEY, E E Carolina Power b Light Co 2pp. 16646' 074. 24X 

Fiehe- 50-400, 62/12/01, 8301040775 


'6301040788 IE Insp Repts 50-400/62-36 b S0-401/B2-36 on 821108-20 No 
noncomp 1 Ian ce noted Major areas inspected weld ing, storage, 
concrete b util activities 

MAXWELL, 0 F , OUfiOER. C U Division of Project b Resident Programs 
82/12/01 6pp 16640 076 24X Fiehe 80-400,82/12/01,6301040775 


6301040251 Forwards IE Insp Repts 50-400/82-35 b 50-401/02-35 on 
821116-19 No noncompliance noted 

VERRELLI.D M Division of Project b Resident Programs 02/12/OB 
UTLEY.E E Carolina Power b Light Co. 2pp 16639 167 24X 

Fiche 50-400 . 62/12/08.6301040251 


—6301040262 IE Insp Repts 50-400/82-35 b 50-401/82-38 on 821116-19. No 
noncompliance noted Major areas inspected structural 
concrete work activities b quality records b previously 
iitentlfisd item 

LENAHAN, J -J , CONLON, T E Division of Engineering b Technical 
Programs 82/12/07 Spp 16639 169 24X Fiehe 50-400, 02/12/08, 

6301040251 


9301040400 Aek receipt of 621103 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-400/82-32 
VERRELLI.D M Division of Project b Resident Programs 82/12/14 
UTLEY, E E Caroline Power b Light Co }p 16641 090 34X 

Fiche 50-400,82/12/14,8301040400 


—0301040430 Forwards IE Ihsp Repts SO-400/82-32 b 50-401/82-32 on 
820914-17 b notice of violation 

VERRELLI.D M Division of Project b Resident Programs 82/10/04 
JONES, U A Carolina Power b Light Co 2pp 16641*094 24X 

Fiche 50-400,62/12/14,0301040400 


—6301040457 IE Insp Repts 50-400/82-32 b 80-401/82-32 on 820914-17. 
Noneomp 1 lance noted failure to verify that process control 
cabinets seisnlcalty qualified as ins ta lied 

HARRIS, J R , CONLON, T E Division of Engineering b Technical 
Programs 02/09/30 Spp 16641 097 24X Fiehe 50-400,82/12/14. 

8301040400 


6206190269 IE Info Notice 62-51, "Overe iposures In PWR Cavities ■' Svc 
list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York, Inc, 

lllpp 16699 23? 24X Fiche 50-000, 82/12/21.8208190269 


8212060351 IE Info Notice 62-52. “Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 61-29 " Bvc list end 
JORDAN. E L Division of Engineering b Quality Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co of New York. Inc 

llSpp 16681 OBB 24X Fiche 50-000,82/12/21,8212060351 


6212060350 IE Info Notice 82-53, "Main Transformer Failures at North 
Anna Nuclear Power Station “ Svc list end 

JORDAN. E L Division of Engineering b Quality Assurance <Pre 
830103) 82/12/22 Consolidated Edison Co of New York. Inc 

114pp 167SB 017 24X FUha 50-000,82/12/22,8212060350 


8208190275 IE Info Notice 62-54. “Westi nghous e NBFO Relay Failures in 
Reactor Protection 6ye “ Svc list enc 1 

JORDAN, E L Division of Engineering b Quality Assurance <Pra 
630103) 82/12/27 Consolidated Edison Co of New York, Inc 

itOpp 16962 139 24X Fiche 50-000.62/12/27,0206190275 


6208190273 IE Info Notice 82-55, ''Seismic Qualification of Westinghouse 
AR Relay M/Latch Attachments Used in Westinghouse Bolld 
State Protection 8ya ’’ Svc list end 

JORDAN. E U Division of Engineering b Quality Assurance (Pre 
830103) 62/12/28 Consolidated Edison Co of New York, Inc 

109pp. 16668 014 24X Fiche: 50-000, 02/12/28, 8208190273 


8301250232 Aeit receipt of 621217 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/82-24 b 
50-401/82-24. 

LEWIBp R C. Division of Project b Resident Programs 02/12/29. 
UTLEY.E E Carolina Power b Light Co Ip 16697 064 24X 

Fiche. 50-400, 82/12/29, 8301230232 


—8301250240 Responds to NRC 620604 Itr re violations noted in t£ Insp 
Repts 50-400/62-24 b 50-401/82-24 Corrective a« tioni' field 
welds on Class IE electrical cable tray supports reworked to 
meet drawing requirements 

PARSONS, R M Carolina Power b Light Co, 82/12/17. O'REILLY. -J. P 
Region 2. Office of Director 3pp. 16897.085 24X 

Fiehe 50-400,62/12/29,8301250232 


8212060354 IE Info Notice 82-56, “Robertshaw Thermostatic Flew Control 
Valves “ 6vc list end 

JORDAN, E L. Division of Engineering b Quality Assurance (Pre 
630103) 62/(2/30 Consolidated Edison Co. of New York, Inc 

Itlpp 16758.137 24X Fiche 50-000,82/12/30,8212060354. 
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a301{70120 f7ea[)«tvtfs to IE Bulletin B2-04 re. Bunli er-Rano electrical 
l> •(letra 1 1 on aiicmblies Subj asiembliea not ueed at Facility 
et/fiV. 1. « Carolina Rowar b Light Co B3/'0J/U DEYOUNO.R C 
Director'* OFflcei Office of inspection ani Enforcement ip 
14810 360 3AX FIche 90-4D0i S3 ^01 / 1 1 1 B30J 1 70i 20 


B Periodic operating report* t related correspondence 


63012S0390 porutard* "Shcaron Harris Nuclear Fouar Plant Nonradl olog leal 
Environ Monitoring Prograitii 19B2 j '* per request 

ZIMKEHMAN/S R. Carolina Power tc Ught Co. SS/Ol/l? EISENHOT, D G 
Division of Licensing Ip 16906 014 SAX FI che. 50'400> 93/01 /19i 
03O12SO39O 


— 0301250391 “Shearon Harris Muclear Poiuer Plant Nonrad lologlca 1 Environ 
Monitoring Prograisj 19S2 " 

BALL. L U> HARD<B J / HOGARTH. N T Carolina Power fc Light Co 
82/02/11 16pp 16906.019 24X F 1 che; 50-400. 83/01 /19. 8301290390 


S Reportable occurrencesi LERt h relatad correspondence 


8301170405 Interim deficiency rept re defective uield* on 4B0-VPlt 
switchgear nfg by Brown-Boverl Initially reported on 821014 
Evaluation of trantformer section ongoing Neit rept will be 
submitted by 830304 

PARBONB, R H. Carolina Power t Light Co. 83/01/07 □ 'REILLY. J. P, 

Region 2. Office of Director Ip. 16013 160 24X 

Fi Che* 30-400, 83/01/07. 8301170405 


8301200S69 Final Deficiency Rept re welding deficiencies In chilled 
water pump bed plates supplied by Oould Pump, Inc Initially 
reported on B2J207 Dt f Id end ci not reportable per 
I0CFR5O 55f»» or Part 21. 

CHIANOl.H J Cerolina Power t Light Co 83/01/07 O'HEILLV. J P 
Region 2. Office of Director Ip 16865:006. 24X 

Fiche 50-400, 93/01/07. 9301800269 


8301200304 Interim deficiency rept for Item 110 re potential detect in 
piston skirt castings on emergency diesel engine generators 
mfg by Traniamerica De i aval. Ini t lal ly reported on B31216 
Final rept expected Dec 1983 Also reported under Part 21 
PARBONS. ft.M Carolina Power 6 Light Co 03/01/14 D 'REILLY. J P 
Region 2. Office of Director 4pp 16869. 160 24X 

Fiche 50-400,83/01/14,8301200304. 


V Operator Eiamtnations 


8212220443 Oeneric Ltr 83-38 to all power reactor 1 Icenseee, app licants 
for QL> MBS & reactor vendors i AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 030211 re operator 1 1 cans 1 ng. Sve list end 
EISENHOr, 0 0 Division of Licensing. 82/12/22 Consolidated 
Edison Co of New York, Inc t2pp. 166S1 072 24X 

Fiche: 50-000. 82/12/22, 8212220443 


8301120078 Oeneric Ltr 83-01 to power reactor licensees tt applicants 
for OL re operator licensing exam, site visit Requests 
schedule re ixan requtsti expected for submittal prior to 
891231 for listed' categoriei Sve list end 

EISENHUr.D 0 Division of Licensing. 83/01/11. Consolidated 
Edison Co of New York. Inc llpp 16893 243 24X 

Fiche 90-000.83/01/11,8301120079 


CRET 50-407 UNlV, OF UTAH REBEARCH REACTOR 


Operating license stage documents Ir correspondence 


9301180509 Adviies that License R-126 icheduled to expire on 030423 
In order to renew 1 Icanse, updated or revtaed FSAR. f inane lal 
qualification to continue opera tl on. Tech 9p ecs, Emergency 
Plan & Physical Sacurlty Plan must be submitted 

THOMAS. C 0 Standardisation & Special projects Branch 93/01/11, 
JACOBS.H Utah, Univ of 3pp 16837 181 24X 

Ficha. 50-407. 93/01/1 1, 8301 180509 


DOCKET 50-409 LA CROSSE BOILING WATER REACTOR 
F Security, medacal, emergeTicy 1. fire protection plans 


9301040529 Forwards IE inip Rept 90-409/82-18 on 020901-1031 Z‘ notice 
of violation 

0PE6SARD.R L Division of Projsct 1: Resident Programs. 82/12/02 
LINDER, F N Dairy I and Power Cooperative. 2pp, 16646 289, 24X 

Fiche 30-409. 82/12/02.8301040525, 


—8301040540 IE Insp Rept 50-409/82-18 on 820901-1031 Noncomp 1 lance 
noted improper use of explosive detector it improper 
implementation of t8-month surveillance test specified in 
Tech Spec 

BRANCH, M W . WALKER, R D Division Of Project 6 Resident Progriai 
92/11/24 lOpp 16646 292 24X Fiche 50-409.82/18/02,8301040515 


B301070I3? Forwards security force training (i quali f icat i on plan 
Plan withheld 

LINDER, F Dairyland Power Cooperative 02/12/14 CRUTCHFIELD. D 
Operating Reactors Branch 5 3pp 16687 039 24X 

Fiche 50-409,92/12/14,8301070139 


0812060349 Generic Ltr 92-33 to all licensees of operating reaetorx. 
applicants for OL 6 holders of CPs re Suppl 1 to NUBEQ-0737. 
“Requirements for Emergency Response Capability “ 

NUfiE<J-0737, Suppl 1 «< sve list end 

EISEHHUT.D e Division of Licensing 92/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 209 24X 

Fiche- 50-000, 82/12/17, 0212060349 


8212220445 Generic Ltr 82-39 to all reactor liccnseesrCP holders t, 
applicant* for CP* re problems w/iubml ttal » of 10CFR73 21 
safeguard* info for licensing review Procedures re 
transmittal of info outlined Svt list end 

EISENHUT, 0 0 Division of Licensing 92/12/22 Consolidated 
Edison Co of Ntw York, Inc 13pp 16690 021 24X 

Fiche SO-000, 82/12/22, 8212220445 


8301070454 Requests fee remittance for util 800606 application 
resulting in Amend 31 to License DPfi-43 re physical security 
p Ian 

DIGGS, R M License Fee Management Branch 83/01/04, LINDER, F 
Dairyland Power Cooperative Ip 16705.329 24X 

Fiche 30-409,83/01/04,83010704 3 4 


0301130027 Forwards revs to Physical Security Plan Revs withheld 
<ref 10CFR2 7901 

LINDER, F Dairyland Power Cooperative. 83/01/05 CRUTCHFIELD. D 
Operating Reactors Branch 5 2pp 16793 236 24X 

Fiche 30-409,93/01/03,8301130027 


0301110443 Confirms 921209 telcon re rev of smirgency plan ti 
Implsmsntlng procedures Both Houston County sheriff ofc ft 
State of tiN will be notified All info should be transmitted 
to public over Emergency Broadcasting 9ys 

HIND, J. A Division of Emirgincy Preparedness 6 Optratlonal Support 
03/01/06 LINDER, F H Dairyland Power Cooperative Ip 16745 274 
24X Fiche 50-409,83/01/06,8301110443 


— 9301110446 Requests rev to emergency plan requiring that State of KN 1 
Houston County be notified of any accidents Clarification 
of contsnt of instruction messagts mentioned in NUREO-0654 
rsquasted Rev 1 to emergency plan end 

PARSHiK A Minnesota. State of. 82/11/09 AXELSON. W 01 vision 
at Emergency Preparednees 6 Operational Support 4pp. 16745 275 
24X Fiche 50-409,03/01/06,8301110443 


8301IB01Q8 Forwards fee for Class II lOCFRSO 90 revitu ra changes 
to Conttngincy U Guard Training St Oual 1 flea tlons Plans 
LINDER, F Dairyland Power Cooperative, 83/01/10 CRUTCHFIELD. D 
Operating Raaetpre Branch 5 Ip, 16832 246, 24X 

Fiche 50-409,83/01/10,8301180108 


0301280136 Ack receipt of 021230 ltr requesting exemption fron annual 
requirement for emergency preparedness exer c i se. Reque* t 
forwarded to NRR 

HIND, J. A Oiviiion of Emergency Preparedness Si Operational Support 
83/01/21 LINDER, F H Dairyland Power Cooperative Ip 16 960.190 

24X Fiche 50-409,93/01/21,8301290136 


— 9301280144 Requests clearance to perform third annual joint egency 
emergency exercise in Mar or Apr 1984 

TAYLOR, J.N Dairyland Power Cooperative 82/12/30. HIND, a A 
Division of Emergency Preparedness St Operational Support. app. 
16960 199- 24X Fiche 50-409,03/01/21.8301200136 


8301280258 Ack receipt of 830107 Ir informing NRC of stepx taken to 
correct violations noted in IE Safeguards Insp Rept 
50-409/82-16, 

SRENIAWSKliD J, Region 3, Office of Director 83/01/24 

LINDER, F. W Dairyland Power Cpoperatlve if 16961 192, a4X 

Fiche 30-409,83/01/24,8301280298 


— 8301280260 Responds to NRC 821320 ltr re violations noted in IE 
Safeguards Insp Rept 50-409/82-16. Correct ive actions 
withheld (ref iOCFfi73 211. 

LINDER, F. Dairyland Power Cooperative 83/01/07. MILLER, J.R 
Region 3, Office of Director Ip 16961.193. 24X 

Fiche 50-409,83/01/24,8301280258 
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BG-OISSOOSA Raspands to S31SOB Itr foruiarding L Ooodnian BSllli 1 tr 
opposing proposed palicy for NRC to adoilnister annual 
raiquali f Icatl on etams to licensed operators 

DinCKSaM J Office of the Executive Director for Operations 
03/01/17 PRQXMIRE-W Senate 3pp 16914 274 24X 

Fiche 30-409103/01/17.8301250086 


--6301S30029 Foruarda L Ooodman 821111 Itr opposing NRC proposed policy 
to adnjniiter annual written h operating exams to licensed 
operators at facility 

PROXfllRE. W Senate 82/12/08 Office of Congressional Affairs 
3pp 16714 278 24x Fiche 50-409,83/01/17,8301250026 


J Insurance b indemnity information 


8301180357 Forwards Endorsements 48 b 49 to NELIA Policy NF-217 
DEVIKEtH F Dalryland Power Cooperative 83/01/10 DINITZ, I 
Antitrust b Economic analysis Branch (Utility Finance) 3pp 
16823 313 24X Fiche 50-409, 83/01 /iO, 8301 180357 


P Operating license stage documents U correspondence 


8301040803 Responds to guestions re SEP Topic III-4 0, "Turbino 
Klsslles " Neither LACBUR turbine nor Genoa Unit 3 
turbine incorporates shrunk-on discs 

LIKDER.F. Dairyland Power Cooperative 82/12/27 CRUTCHFIELD,!) 
Operating Reactore Branch 5 Ip 16648 023 24X 

Fiche 50-409,82/18/27,8301040803 


32IS060356 Generic Ltr 83-30 to all licensees, applicants for OU b 
holders of CPs re filings concerning 10CFR50 production b 
utilliaklon fecllities Current listing of branch assignments 
for nuclear reactor projects b sve list enc 1 

EISENHUT, 0 0 Di vl s ion □ f LI c e ns ing 82/12/28 Consolidated 
Edison Co. of New Vork, Inc Upp I6B6B 001 24X 

Fiche 50-000,82/12/28,8212060356 


8301110382 Informs that THI Item II K 3 45, 
Than Automatic Depressur i la tlon Sys,'’ not 
LACSKR 

CRUTCHFIELD, D Operating Reactors Branch 
Dairyland Power Cooperative 2pp 16747 
Fiche 50-409,83/01/06,8301110382 


''Depressurl ration H/Other 
app 1 icable to 

5 83/01/06 LINDER, F 

172 34X 


8301110634 Requests fee for 821029 app 1 icat ion, document ing G20S19 
verbal reques t, uih ich resulted in Amend 29 to License DPR-4S 
MILLER, U 0 License Fee Management Branch 83/01/06 LINDER.F 
Dairyland Power Cooperative Ip 16765 200 24X 

Fiche SO-409, 83/01/06, 8301110634 


8301110134 Oensrlc Ltr 83-02 to a 1 1 BUR licensees re NURE0-O737 
Tech Specs Requests response re deviations from end 
guidance b model Tech Specs within 90 days of receipt of 
1 tr 8vc list enc 1 

EISEKHUT, D 0 Division of Licensing 83/01/10 Commonwealth 
Edison Co t3pp 16860-158 24X Fiche 30-000,83/01/10.8301110134 


8301200299 Provides addl info re SEP Topic IX-3. “Ventilation Sys " 
Single active ventilation equipment failure will not 
preclude ventilation of diesel room since emergency diesel 
generator 10 room consists of separate control circuits 
LINDER, F Da iry land Power Cooperative 83/01/13 CRUTCHFIELD. D 
Operating Reactore Branch 5 3pp 16B6S 130 34X 

Fiche 50-409,83/01/12,8301200299 


6301260020 Responds to safety evaluation of environ qualification of 
safety-related electrscal equi pment Justification for 
continued operation reaffirmed 

LINDER, F Da iry land Power Cooperative 03/01/14 CRUTCHFIELD. □ 
Operating Reactors Branch 5 2pp 16913 237 24X 

Fiche- 30-409, 93/01/14, 8301260020 


B301240058 Discusses review of SER on SEP Topic 111-4 A, "Tornado 
Misfiles " Containment dome adequate to resist penetration 
by Spectrum It tornado missiles 

LINDER, F Dairy land Power Cooperative 83/01/17 CRUTCHFIELD, D 
Operating Reactors Branch 5 2pp 16890 019 S4X 
Fiche 30-409,83/01/17.8301240058 


8301050236 Forwards SALP Rept 50-409/82-13 for Jul 1981 - Juno 1982 
Timeliness for responding to NRC concerns b Issues warrants 
attention 

KEPPLER.J. 0 Region 3, Office of Director 83/01/03 LINDER, F N 
Dalryland Power Cooperative 2pp 16663 334 24X 

Fiche' 50-409, 03/01/03, 0301050256 


— 8301050261 BALP Rept 50-409/82-13 for Jul 1981 - June 1982 

< Region 3, Office of Director 83/01/03 26pp 16663 336 24X 

Fiche 50-409,83/01/03,8301050256 


8301060152 Feruards revised SER on SEP Topics IIl-l, "Classification of 
Structures, Sy s b Components" b VIl-S, "Bys Required for Safe 
Shutdown " Present design acceptable alternative until Reg 
Guide 1 97, Rev 3 backfit decision made Topic complete 
CflUTCHFlELD, D Operating Reactors Branch 5 B3/01/04 LINDER, F 

Dalryland Power Cooperative 5pp 16670 324 24X 

Fiche 50-409,83/01/04,0301060152 


8301070270 Summary of 821216 meeting w/utils In Dethesda, MD re seltmli; 
evaluations of SEP Topic 111-6, "Seismic Design 
Considerations ” BERs identified areas w/lnsuf f ic lent info 
for conclusion on seismic capabilities, 

DUDLEV, R, I EMCH, R Operating Reactors Branch 5 03/01/04 

□ peratltig Reactors Branch 5 6pp 16685.147 24X 

Fiche 50-000,83/01/04,8301070270 


8381070454 Requests fee remittance for util 800606 application 
reeuJtlhg in Amend 31 to License DPR-43 re physical security 
plan 

D1008. R. K License Fee Management Drench 83/01/04 LINDER, F, 
Dalryland Power Cooperative Ip 16705 329 24X 

Fiche. 50-409, 03/01/04,8301070454 


8301130084 Forwards revised SER re SEP Topic VI-7 A 3. "ECCS Actuation 
8yc " Testing now required by plant operating procedures 
should be placed In Tech Specs. 

CRUTCHFIELD, D. Operating Reactors Branch 5 83/01/03 LINDER, F, 

Dairyland Pouar Cooperative 2pp 16796 019 24X 

Flche:S0-409, 83/01/05,8301130004 


— B301130085 BER re SEP Topic VI-7 A 3, "ECCS Actuation Sys " Facility 
conforms to eurrtnt licensing criteria except for Tech 
Specs 

• Operating Reactors Branch 5 83/01/05. 2pp. 16796 021 24X 

Fiche 30-409,83/01/03,8301130084 


8301260130 Forwards Class III amend fee for Amend 31 to License DPR-45, 
per 830104 request 

LINDER. F Dalryland Power Caaperative 83/01/17 DIOOS.R M 
License Fee Management Branch 2pp 16912 343 24X 

Fiche 30-409,83/01/17,8301260130 


93012S0023 Requests remittance of Class II fee for review of 820609 
Tech Spec change request re containment ventilation 
isolation valve leakage tests 

MILLER, U 0 License Fee Management Branch 83/01/18 LINDER,F 
Dalryland Power Cooperative Ip 16914 280 24X 

Fiche 30-409, B3/01/iB.8a0125002S 


8301260337 Forwards comments on NRC draft evaluation of SEP Topic 
III-7 B, "Design Codes, Design Criteria b Load Comb Inat i ons" 
b Technical Evaluation Rept TER-C3257-32S, 1 n response to 
NRC S21209 Ur 

LINDER, F Dairyland Power Cooperative 83/01/80 CRUTCHFIELD, D 
Operating Reactors Branch 3 20pp. 16908 292 24X 

Fiche 80-409,83/01/20,8301260337 


0 Inspection reports, IE Bulletins b correspondence 


8301040525 Forwards IE Insp Rept 50-409/82-18 on 020901-1031 b notice 
of violation 

SPESSARD, R L Division of Project b Resident Programs 82/12/02 
LINDER, F,M Dalryland Power Cooperative 2pp 16646 289 24X 

Fiche 30-409,02/12/02,0301040523 


— 8301040534 Notice of violation from insp on 020901-1031 

SPESSARD, R L Dlvielon of Project b Resident Programs 82/12/02 
ip 16646 291 24X Fiche. 50-409, 82/12/02, 83010401525 


—8301040540 IE Insp Rept 50-409/82-18 on 020901-1031 NoncampHance 
noted Improper use of explosive detector b improper 
implementation of IS-month surveillance test specified In 
Tech Spec. 

BRANCH, M M , WALKER. R. D Division of Project b Resident Programs 
82/11/24 lOpp 16646,292 24X Fiche 50-409,82/12/02.8301040525 


8301100050 Responds to FOIA request for 12 categories of documents re 
facilities Repts re MARCH code may be purchased from NTIS 
Forwards documents listed in App A Search for Items 3. 6, 7.9, 

11 b IS identified in request continuing 

FELTON, J H Division of Rules and Records 82/12/07. HIATT, 9 L 
Ohio Citizens for Responsible Energy Spp 16754.003 24X 

Fiche 50-000,82/12/07.8301100050 
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— 0301100064 Advl*«» that at t»on on if Bulletin 70-03. "Potential 
£( 9 lo*lva Oat Kliturt Ac eumul at lone At«ociat»<f W/BU0 Offgat 
Syt Operati one. " cojipie tail. Inclod 1 ng rtvisut of llcaniee 
rttponct* & offgae tys fioirniarlas of offgas sgs end 
JOPDANi E L Ofllca of Insptctlon -Si Enf or c tne nti Office of the 
Dlrtctor 70711/2? ORTMES. D K Aeslitant Director for Engineers 
b Projects (Prt 7?0625l 37pp 16754 240 24 X 

Ftefte 90-000, 32/ 12/07. B3011000SO. 


— 6301100119 Reipands to IE Qullctin 70-03. "Potential Eiploslve Oae 
Ktiture Accumulations Associated U/BIfR Offgas 5yt 
Oparatlans ’’ Operating Manual iVol S.Section ? revised to 
assure proper oparetion ulthln sys declgit parameters 
HAD0ETT>,/P. Dairyland Pouer Cooperative 70/03/2? KEPPLER.OO 
Region 3, Chicago, Office of the Director Spp 16794 309 24X 

f Iche. 90-000. 82/12/07, 0301 100090 


— 0301100212 Advises that end IE Bulletin 70-03. "Potential Eipldslve 
Oat Misturt Accumulations Aiiociated U/SUR Offgas Syi 
Operations," hat been sent to listeil licensee far action/ 
info 

PAPPAS. K Region 3, Chicago, Office of the Director 70/02/10 
Division of Reactor Construction Inspection 3ff 16754 107 24y 

Fi Che- 90-000. 02/12/07. 0301100050 


— B3D1I00251 Foruardi IE Bulletin 70-03. "Potential Eiploeive Oas Kiiturs 
Accumulations Associated U/BUR Offgas Syt Operations " 

Action rsq,ulred M/o end 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 78/02/10 
MADOETT.J P Dairyland Power Cooperative. Ip. 16754 203 24X 

Fichi SO-DOO, 02/1 2/07 ,0301100050. 


0208190269 IE Info Notice 02-51, "Overtspasur as in PUR Cavities " Sve 
1 1st end. 

OEVOUNO, R C. Director's Office, Office of Inspection and 
Enforctnent 62/12/21 Consolidated Edison Co of Neu Vorh, Inc 

lllpp 1668? 239. 24Sf Flche 90-000,02/12/21.0200190269 


0212060391 IE Info Notice 02-52. "Equipment Environ Qualification 
Testing Esperience - Updating of Test Summaries Previously 
Putlishtd In IE Info Notice Bl-2? " Sve list end 
JORDAN. E I. Division of Engineering b Quality Assurance IPre 
030103) 02/12/21 Consolidated Edison Co. of Neu yori, Inc 

115pp. 16601 08S 24X Flche 50-000,02/12/21,0212060331 


8212060350 IE Info Notice 82-53. "Main Transformer Failures at North 
Anna Nuclear Pouar Station " Sve list end. 

JOROAN.E L Division of Engineering b Quality Assurance (Prt 
030103} 82/12/22 Consolidated Edison Co of Neu yort> Inc 

114pp 16790:017 24X Fiche; 90-000. 82/12/22, 0212060350 


6301070315 Forwards IE Hgt Meeting Rapt 50-409/02-1? on 02110? No 
noncompl lance noted 

KEPPLER.J. 0 Region 3, Office of Director. 82/12/22 LINDER. F U. 
Dairyland Power Cooperative 2pp 16666 180 24X 

Fiche 90-40?, 02/12/22, B3D1D70315 


— 83DI07032D IE Mg t Meeting Rept 50-40?/e2-l? on 82110? No none amp 1 lance 
noted Major areas discussed licensee reguletory improvement 
program. 

BRANCH. M N , 8PE8SAR0, R.L Division of Project b Resident 

Programs. 92/12/20 7pp. 16606 182 24y Fiche 50-409,02/12/22, 

0301070315 


0301110211 Forsierds regulatory Improvenient program designed to meet 
acknowleged areas of nsedsd Inprovenent in operettoni b 
regulatory p t rformence. Re view b conaienti requested 
TAVLDR.J Dairyland Power Cooperative 02/12/26 KEPPLER.J 0. 
Region 3. Office of Director, 13p|i. 16746 17S 34X 

Flche. 50-409. 82/12/26. 830111021 1 


0208190275 IE Info Notice 82-94, "Nest 1 nghaus a NBFD Relay Failures in 
Reactor Protection 0ys " Sve list end 

JOROAN.E L, Division of Engineering b Quality Assurance (Pre 
830103). 02/12/27. Consolidated Edison Co of New York, Inc 

liOpp. 16962 139 24X Flche 50-000,02/12/27,8208190279 


0208190273 IE Info Notice 62-55, "Seismic Qua 1 If lea t Ion of Uestlnghouse 
AR Relay N/La tch Attachmants Uiad in Ifeitlnghouse Solid 
State Protection Syi. " Sve list encl 

JOROAN.E L Division of Engineering b Quality Assurance (Pro 
630103) 02/18/20 Consolidated Edison Co. of New York, Inc. 

109pp. 16866.014, 24X Fiche 50-000,82/12/28,8208190273 


8212060354 IC Info Notice 82-56, "Robertshau Thermos tetic Flow Control 
Valves " 6vc list end 

JORDAN, E.L Division of Engineering b Quality Assurance fPre 
830103). 82/12/30 Consolidated Edison Co of Neu York, Inc 

Itlpp. 16758:137 24X Flche 50-000,82/12/30,8212060334 


0301050256 Forwards 9ALP Rept 50-409/82-13 for Jul 1981 - June 1983 
Timeliness for responding to NRC concerns b issues warrants 
attention 

KEPPLER.J 0 Region 3, Office of Director 03/01/03 LINDER.F y 
Dairyland Power Cooperative 2pp 16663 334 24X 

Flche 50-409,03/01/03,0301050256 


—8301050261 SALP Rept 50-409/02-13 for Jul 1901 - June 1902 

* Region 3, Office of Director 83/01/03 a6pp. 16663 336 III 
Flche 50-409,63/01/03,0301050236 


9301160121 Ack receipt of 621230 Itr re mods to whole body counting 
equipment 

OREGER.L R Region 3. Office of Director 83/01/11 S WAFER. P M 
Dairyland Power Cooperative Ip. 16032 090 24X 

Flche 50-409,83/01/11,8301100121 


—8301180130 Advises that anatomical UDC phantom u/remaveabl« orgsni 
w/vlalt containing std sources will not arrive until Jan 
1963 NSC detector lys will be improved in near future 
Routine 6-month whole body count will he In Jan 1963 
SAFER, P N Dairyland Power Cooperative 62/12/30 OREQER.R L 
Region 3, Office of Director 3pp 16632 099 24X 

Flche 90-409,63/01/11,8301180121 


6301260335 Forwards Regulatory Improvement Program which reflects 
accomplishments since 621026, Items deferred or extended 
due to Incompleteness b Inclusion of new items 

TAYLOR, J Dairyland Power Cooperative 63/01/20. KEPPLER.J 0 
Region 3, Office of Director Ip 16961 162 24X 

Flche 50-409,83/01/20,8301200335 


— 83012B0342 Regulatory Improvement Program 

« Dairyland Power Cooperative 63/01/20 12pp 16961 163 24] 

Fiche 50-409,03/01/20,0301200339 


8301260250 Ack receipt of B30107 Ir informing NRC of steps taken t» 
correct violetlons noted In IE Safeguards Insp Rept 
50-409/92-16 

SRENIANSKI.O J Region 3, Office of Director 63/01/24 
LINDER, F N Dairyland Power Cooperative Ip 16961 192 24X 

Flche 50-409,83/01/24,8301200258 


—8301260260 Responds to NRC 821220 Itr re violatlans noted in IE 
Safeguards Insp Rapt 50-409/82-16 Corrective actions 
withheld (ref 10CFR73 21) 

LINDER. F Dairyland Power Cooperative 03/01/07 HILLER, J R 
Region 3, Office of Director ip 16961 193 24X 

Flche 50-409,03/01/24,0301200250 


n Periodic operating reports b related correspondence 


0301270160 Forwards Monthly Operating Kept for Nov 1982, 

LINDER, F. Dairyland Power Cooperative 62/12/03 Division of 
Data Automation b Hanagimant Information Ip 16934 332 24X 

Flche 90-409,62/12/03,0301270100 


—6301270192 Monthly Operating Rept for Nov 1982 

QADON, Q R Dairyland Power Cooperative 82/12/03 7pp 
16934,333 24X Flche 50-409,82/12/03,6301270180 


S Reportable occurrences, LERs b related correspondence 


8301100050 Responds to FOIA request for 12 categories of documents n 
facilities Ripts re MARCH code may be purchased from NTIS 
Forwards documents listed In App A Bearch for Items 3, 6. 7. 9. 

11 b 12 identified in request continuing 

FELTON, JM Division of Rules and Records, 62/12/07 HIATT. 8 L 
Ohio Cltliens for Responsible Energy Spp, 16754:003 24X 

Flche 90-000,62/12/07,8301100050. 


— 9301100075 Forwards "Review of Eiploslons In BUR Qffgai Sys" b 
HR Denton 730629 memo re dose consequences from eipleaion* 
Listed areas should be examined by Directorate of Licensing 
to determine if addl requirements should be imposed on BHRs 
ORlERiB.H Atonic Energy Commlselonr Directorate of Ragulatory 
Operations. 74/04/02 OIAH0U880, A, Atonic Energy Conniislen - 
Deputy Director for Reactor Projects 2pp 16794 008 24X 

Flche 50-000,82/12/07,8301100090 


— 9301100090 "Review of Explosions In BUR Offgas 9ye *' 

MCDERMOTT, R J Atonic Energy Commission, Olrectorate of Regulets'l 
Opiratloni 74/04/02. 40pp 16734. 010 24X 

Fichf 30-000, 02/12/07, B30U00050. 


0301110229 Forwards updatad LER 08-Oa5/OiX-l. Detailed evint anelysli 
submitted. 

LINDER, F Dairyland Power Cooperative. 83/12/16 KEFPLEHrJ 0 
Regions. Office of Director Spp 16746-237. 24X 

Flche, 90-409, 82/12/16.8301110225 
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'Q301110S33 Updated UEn QS-OOS/O lX-1 on B204 13i di i crapancy dlicovarid In 
•alsmic b Strait analgait of HPCS piping Minor dit erepanc ie a 
dtseovarod in analgiia of main steam b feedwater lines 
-Causes under investigation 

■OOODMANiL.8 Dairgland Power Cooperative B2/I2/li Region 3< 

Office of Director ip I674d> 239 24X Flehe SO'409. 82/1 2/16, 

8301110225 


8301140007 Forwards LER 82-019/031.-0 Detailed event analysis submitted 
LINDER, F Dairgland Power Cooperative 02/12/29 KEPPLER, J 0 
Region 3, Office of Director 2pp 16006 018 24X 

FUhe 90-409. 82/12/29, B301140007 


— B30II40010 LER a2-019/03L-0 on 820927, during power escalation following 
refueling outage, water level safetg channel 3 determined 
ncnconserva tive w/respect to possible low water level 
.condition Caused bg transmitter drift Channel adjusted 
COODMAN. L 8 Dairgland Power Cooperative 02/12/2? Region 3, 
Office of Director ip 16806 020 24X Flehe 90-409.02/12/29, 

0301140007 


8301340133 Special Rept 82-02 re results of sampling b analgsie actions 
together u/addl operational Info for four separate 
occasions when reactor thermal power changed bg more than 
I9X of rated thermal power per Tech Spec 4 2 2 22 
LrNI>£R’,F Dairgland Power Cooperative 03/01/11 KEPPLER, J 0 
Region 3i Office of Director llpp 16890 170 84X 

Flehe, 90-409, 03/01/11, 0301240139 


V Operator Eiamlnatlons 


3212220443 Oanirlc Ltr 82-38 to all power reactor 1 Ic enseas, app 1 leant s 
for DL, NBS Ir reactor vendors b AEs re meeting to discuss 
recint developments for licensing eiams Advises that meeting 
will be held on 630211 re operator licensing 8vc list end 
EEEellHUT, D. 0 Division of Licensing 62/12/22 Consolidated 
Edison Co. of New York, Inc 18pp 1668 1 072, 24X 

Flehe 90-000,82/12/22,8212220443 


8301120078 Generic Ltr 83-01 to power reactor licensees b applicants 
for OL re operator licensing exam site vl s 1 t, Requests 
schedule re eiam reRuesti expected for submittal prior to 
891231 for listed categories Bve list end 

ElBEWiOTiD 0. Division of Licensing 83/01/11 Consolidated 
Edlion Co. of New York, Inc llpp 16893 243 24X 

Flehe. 90-000, 83/0 1 / 1 1 , 030 11 20078 


DaCHEF 90-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


A Appllcatlon/constructlon stage documents b correspondence 


8212060396 Generic Ltr 82-30 to all 1 1 censees , appl icants for OL b 
holders of CPs re filings concerning 10CFR90 production b 
irtllliatlon fad 1 1 1 1 es. Current listing of branch assignments 
for nuclear reactor projects b sve list encl 

EISENHUTj D 0 Division of Licensing 82/12/28. Consolidated 
Editon Co. of New York, Inc llpp 16868*001 24X 

Flehe. SO-000, 82/12/28, 8212060396 


0301040132 Forwards schedule of upcoming environ b/or seismic 
qualification testing, in response to NRC BOlOOl ltr Response 
conetltutea final notification of upcoming environ testing 
MANNOrSf. Niagara Mohawk Power Corp 82/12/29. ElSENHUTrD.O 
Olvlelon of Licensing 2pp 16632 342, 24X Flehe* 30-410, 82/12/29, 

8301040132. 


8301100462 Approves use of A8ME Code Case N-293 under four lieted 
conditions. Use of code cate restricted to diesel generator 
exhaust lines Justification for safe operation required 
Design repts must be made available. 

eCHWENCER.A Ulcenelng Branch 2 83/01/06. RHODE, 0 K Niagara 

Mohawk Power Corp 3pp. 16719*393 24X Flehe, 50-410, 83/01/06. 

8301100462. 


F Sscuritg, medical, emergeneg b fire protection plant 


0212060349 Denerie Ltr 02-33 to all Itcenseai of operating reactors, 
applicants for QL b holders of CPs re Suppl 1 to NURE9-0737, 
"Aequlrtmenti for Emergeneg Response Capabilitg " 

MURE0-O737> Suppl 1 b sve list and. 

ElSENNUr.O 0 Division of Licensing 82/12/17 Consolidated 
Editon Co of New York, Ine 77pp 16681i2O0 24X 

Flehe. 90-000, 02/12/17, 8212060349 


8212220449 Oeneric Ltr 82-39 to ell reactor licensees, CP holders b 
apptlcints for CPs re problems w/submlttals of 10CFR73, 21 
safiguards info for licensing review Procedures re 
teansmlttal of info outlined Bve list end 

EISENHUT, D. 0 Division of Licensing 02/12/22. Consolidated 
Edison Co. of Niw York, Inc. t3pp. 16690 021 24X 

Fiche 90-000,02/12/22,8212220449 


Q Inspection reports, IE Bulletins b correspondence 


8301100050 Responds to FOIA request for 12 categories of documents re 
facilities Repts re MARCH code mag he purchased from NTIS 
Forwards documents listed in App A Search for items 3, 6, 7, 9, 

It b 12 identified in request continuing 

FELTON, J M Division of Rules and Records 82/12/07 HIATT, 8 L 
Ohio Citiiens for Responsible Energy 9pp 16794 003 24X 

Flehe 90-000,02/12/07,8301100050 


—8301100187 Advises that IE Bulletin 70-03. “Potential Explosive Oas 
Mixture Accumulations Associated U/OUR Offgas Bgs 
Operations," has been sent to listed CX. holders for action b 
to listed CP holders for info Sample Itrs end 
DRIER, D K Region 1. Philadelphia, Office of the Director 
78/02/10 Division of Reec tor Operations inspections 6pp 
16794 101 24X Fiche 90-000.02/12/07,6301100050 


"8301100282 Forwards IE Bulletin 70-03, “Potential Explosive Oas Mixture 
Aceumuleti oni Associated N/DNR Offgas Sgs Oparatlons, " 

No written response required H/o encl 

ORIERrB H Region I, Philadelphia, Office of the Director 
78/02/10 RHODE, 0 K Niagara Mohawk Power Carp Ip 16799 041 
24X Fiche 90-000,82/12/07,0301100090 


8208190269 IE Info Notice 02-51, ‘'Overei posur es in PHR Cavities '' Bve 
list end, 

DEYQUNO, R C Director''s Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York, Inc 

lllpp 16689 239 24X Fiche* 90-000. 82/12/21, 8208190269 


8212060391 IE Info Notice 82-92, "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " 8vc list end 
JORDAN, E L Division of Engineering b Qualitg Assurance <Pre 
830103) 82/12/21 Consolidated Edison Co of New York, Inc 

119pp 16681 008 24X Fiche 90-000.82/12/21,8212060391 


8212060350 IE Info Notice 82-93, "Main Transformer Failures at North 
Anna Nuclear Power Station " Sve list end 

JORDAN, E L Division of Engineering b Quelitg Assurance (Pre 
830103) 02/12/22. Consolidated Editon Co. of New York, Inc 

U4pp 16798 017 24X Fiche 50-000. 82/12/22,8212060390 


8301040117 Responds to IE Bulletin 82-01, Rev I>8uppl 1, "Alteration of 
Radiographs of Uetds in Piping Subassemblies " Review of 
ITT Orlnntll radiographs onsite as of 821124 showed 42 welds 
had bsen enhanced 

HANOANiC V Nlegara Mohawk Power Corp 82/12/23 8TAR0STECKI, R 
Division of Project b Resident Progrems 2pp 16632*309 84X 

Fiche 90-410,02/12/23.8301040117 


0208190279 !E Info Notice 82-94, "Uastinghouse NBFD Relag Fellurts in 
Reactor Protection Sgs. " Sve list end 

JORDAN, E L Division of Engineering b Qualitg Assurance (Pre 
830103) 62/12/27 Consolidated Edison Co of New York, Inc. 

110pp. 16962 139 24X Fiche 50-000.82/12/27.0208190279 


8208190273 IE Info Notice 62-59, "Seismic Que 1 if Icatlon of Uastlnghouse 
AR Rtlag M/Latch Attachments Used In Nestlnghouse Solid 
State Protection Sgs " 8vc list encl. 

JORDAN, E L Division of Engineering b Ouelltg Assurancs (Pre 
630103) 82/12/28 Consolidated Edison Co of New York, Ine 

10?pp 16868 014 24X FUhe 90-000.02/12/26,8208190273 


621S060394 IE Info Notice 62-96, "Robertshew Thermostatic Flow Control 
Yalvei “ 8vc list end 

JORDAN, E.L Division of Engineering b Quelitg Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co of Ntu York. Inc. 

lllpp. 16798 137 34X Fiche. 90-000, 62/12/30. 8212060354 


8301260396 Forwards IE Insp Rept 90-410/82-19 on 821213-17 No 
noncomp 1 line e noted 

MARTIN. T.T Division of Engineering b Technical Progrems 03/01/10 
RHODE, 0 K Niagara Mohawk Power Corp 2pp. 16900,260 24X 

Fiche: 90-410, 83/01/10, 0301260396 


—8901260399 IE tnsp Rapt 90-410/02-19 on 821213-17 No noncompl lance 
noted Major areas inspicted, h 1 gh densltg matl placement Into 
bloshleld welt b observation of concrete aetlvltiee for fuel 
pool girder b interior walls. 

VARELA, A A , DURR, J, P Region 1, Office of Director 03/01/06 
9pp. 16903 262. 24X FUhe 90-410,83/01/10,8301260396 


8301260478 Forwards IE Insp Rept 90-410/82-14 on 021115-1222 b notice 
of violation 

STAR8STECKI, R, Division of Project b Resident Programs. 83/Oi/lO. 
RHODE, D.K. Niagara Mohawk Powar Corp. 2pp 16911*169. 24X 

Fleho. 90-410, 83/01/10, 8301260478 
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— 830126D4B2 of violation from insp on 821l!S-t332 

■t Diviiian o# Project fc Resident Programs flS/Ol/lO 2pp 
IJ^^if If>7 24X FlcA* 50-410, 63/01/10. S30 1 2£047a 


— 8301S&049D IE Insp Rept 50-410/62-14 on 821113-1222 None oitipi 1 anc e 
note<r fallvre to Install conerste anchors per instructions, 
failure to execute insp program & failure to follou 
procedures re ucldlng matl documentation 

SCHULZ, R D , KISTER.H & Division of Project & Resident Programs 
83/01/07 t4pp. 18911 189 24X Flchc 50-41 0,83/01/ 10, 830 1280478 


8301200332 Act receipt of 821230 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept S0-410/B2-12 
SFAROSTECKIfR Division of Project «i Resident Programs 83/01/14 
RHODE, O.K Niagara Hohauk Pooler Corp ip 18885.195 24X 

Flche 50-410.83/01/14.8301200332 


— 8301200338 Respo-nds to NRC 62112? Itr re violations noted in IE Insp 
Rept 50-410/82-12. Corrective actions field planner Sa-400 
canceled 8 general engineering procedure modified to add 
specified Qa cateporg designation to cftccklist 

MAMN0.8 F Niagara Mohawk Power Corp B2/I2/30 STAROSTECKI, R 
Division of Project & Resident Programs 3pp 18885 198 S4X 
Flche. 50-410, 83/01/14.8301 200332 


S30I210044 Ack receipt of 821013.1102 «< 1229 Itrs informing NRC of 
steps taken to correct violations noted in IE Insp Rept 
50-410/92-10 

STAROSTECKI, R Division of Project «< Resident Programs 63/01/14 
RHODE. O K Niagara Hohauk Power Corp Ip 18877 033. 24X 

Flche. 50-410, 83/01/14,8301210044. 


— 8301210049 Advises that response to MRC 820913 Itr re violatiens noted 
in IE Insp Rept 30-410/82-10 will be submitted bg 821101 
NANOAN.C V. Niagara Mobauk Power Corp. 82/10/13 STAROSTECKI, R 
Division of Project & Resident Programs, Ip. t8B77 034 24X 

Fiche 50-410.83/01/14,6301210044 


— 8301210052 Responds to NRC 820913 Itr re violations noted in IE Insp 
Rept S0-410/62-I0 Corrective actions addl Instructions 
provided to SlAI field OC V sits engineering group to clarifg 
reitulreinrnts re fillet welds 

HANOAN.C V Niagara Mohawk Power Corp 82/11/02 erAROSTECKt. R 
Division of Project & Resident Programs 8pp. 16B77 033, 24K 

Ficbc 50-410.83/01/14,8301210044 


— 8301210077 Submits supplemental response re violations noted in IE Insp 
Rept 50-410/82-10 concerning anchor bolt Insp Anchors 
Installed prior to 820913 to be torque tested 

KANOAN. C.V Niagara Kahauk Power Cprp 82/12/29 STAROSTECKi. R 
Division of Project & Resident Programs 2pp 18877.041. 24X 

Flche 50-410,63/01/14.8301210044 


8301310178 Forward* IE Insp Rept 50-410/82-18 on 821214-18 No 
noncomp 11 anc e noted. 

MARTIN, r T Division of Engineering &. Technical Programs. B3/01/1S 
RHODEtO K . SEIBERT, C R. Niagara Mohawk Power Corp. 2pp. 

18983 230 24X Flche 30-410, 83/01/16. 8301310178. 


— 8301310176 IE Insp Rept 50-410/82 on 621214-18 Na noncompl ience noted 
Major areas inspected electrical sgs installed fa in storage, 
fys fa procedures, including implementation of QA plant 
FINKELtA E. , ANDERSON. C Division of Engineering fa Technical 
Programs. 83/01/06 5pp. 16983 232 24X Flche SO-410. 83/01 /IB, 

6301310178 


6301280388 Ack receipt of 821130 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 50-410/82-11 
STAROSTECKI, R Division of Project fa Resident Programs 83/01/50 
RHODE, 9. K Niagara Mohawk Power Corp Ip 18911:237 24X 

Flche 50-4 1 0. 83/01 /20, 830 i 26038 B 


— 8301280371 Responds to NRC 8210IB Itr re violations noted In IE Intp 
Rept 30-410/82-1 {.Corrective actions Itr dtd 620901 sent to 
ITT Orlnneli engineering personnel defining 1 Inch erection 
tolerances & training sessions conducted 

MAh'NO.S F Niagara Mohawk Power Corp 82/11/30 STAROBTECKI, R. 
Division of Project fa Resident Programs 7pp 16911 238 24X 

FI c h a ■ 50- 4 1 0, 63/0 1 /20, 830 1580388 


S. Raportable occuTrenca*. LERs fa related cor raspondenca 


8301110245 Interim deflclencg rept re environ fa/op seismic 
gual 1 f ication documentation of certain control poom 
equipment. Ini tlallg reported on 821015 Extension for 
fubmlttel of final rapt until 630331 verbally approved 
MANNOtS f Niagara Mohawk Powop CoTp. B2/12/2? STAROSTECKI. R 
Division of Project fa Resident Programe ip 16748; 250, 34X 

Flche: 50-410, 62/12/29, 6301 110245 


6301110210 Final deficiency rept re incorrect wipe setting of ronUtti 
on OE HFA relaye Initially reported on 820810 Relag will be 
adjusted per OE Sve Info Ltr 44>Suppl 4 Deficiency reported 
under Part 21 by OE 

MANNO.B F Niagara Mohawk Power Corp 82/12/30 STAROBTECKI, ft 
Dlviiion of Project fa Resident Programs 6pp 18746 186 24X 

Fiche 50-410,82/12/30,8301110210 


V Operator Examinations 


0212220443 Oeneric Ltr 82-38 to all power reactor licensees, appllcenti 
for 0L.N68 fa reactor vendors fa AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 830211 re operator licensing 8vc list encJ 
EISEMHUT, D 0 Division Of Llcensiny 82/12/22 Consol Ida ted 
Edison Co of New Vork. Inc 12pp 18881 072 24X 

F 1 c h e ' 50-000. 82 / 1 2/22. 82 1 22204 4 3 


8301120078 Generic Ltr 83-01 to power reactor licensees fa applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
QSt23l for listed categories Sve list end 

EI8ENHUT.D 0 Division of Licensing 83/01/11 Consolldatsd 
Edison Co of New Vork. Inc llpp 18893 243 24X 

Flche: 50-000, 03/01/11,8301120078 


DOCKET 50-412 BEAVER VALLEY POWER STATION, UNIT 2 


A Application/construction stage documents fa correspondence 


8212080358 Generic Ltr 82-30 to all 1 ic ensees, appl lean ts for OL fa 
holders of CPs re filings concerning I0CFR50 production fa 
utlliiatlon facilities Current listing of branch assignments 
for nuclear reactor projects fa sve list end 

EISENHUT.D 0 Division of Licensing 82/12/28 Consolidated 
Edison Co of New York, Inc lipp 16888 001. 24X 

Flche 50-000,02/18/28,8212060356 


8301140231 Informs that FSAR will be submitted for review Chapter 16 
will conelst of Tech Specs & be amend to FSAR Upon submittal 
of Chapter 18, Tech Specs will comply w/requ trements of 
lOCFHSO 54(a), per Generic Ltr 82-17 

WOOLEVER. e J Ouquesne Light Co 83/Oi/lO EISENHUT, D 0 Divisien 
of Licensing Ip )8e06 359 S4X Flche 50-412,83/01/10.8301140231 


6301210297 Requests reviewer be assigned to facility OL acceptance 
revlaw prior to 830228 when comments re FSAR will be 
returned 

LAZ0,L Licensing Branch 3 83/01/10 SRINIVASAN.M , PARR, 0 D , 

ROSA. F NRC - No Detailed Affiliation Given 2pp 18893 109 241 

Fiche 50-412,83/01/10.8301210297 


8301160178 Responds to NRC 621230 ltr re guidelines for preparing fa 
Implementing In-plant drill programs. Util cannot effectively 
participate in pilot tost program, due to present workload of 
training staff comments will be provided on guidelines 
CAREY, JJ Ouquesne Light Co 83/01/13 EISENHUT. D 0 Division el 
Licensing Ip 18831 281 24X Flche 50-334.83/01/13.8301180170 


0301240205 Advises that findings fa conclusion* of OL acceptance revisu 
cannot be made until all necessary documents received NRC 
still aweltlng receipt of Environ Rept - OL stage fa FSAR 
NOVAK, T H Asslstent Director for Licensing. 83/01/14 
WOOLEVER, EJ Ouquesne Light Co 2pp 18893 327 24X 

Flche; 50-412, 83/01/14,8301240205 


6301280025 Notification of 830126-28 meetings w/utll fa SfaN In 
Shlpplngport, PA to discuss status of const completion 
tchedul c. Agenda end 

LAZO.L. Licensing Branch 3 63/01/20 KNIGHTON, 0 W Llcansing 

Branch 0 6pp 16971 -290 24X Ficha 50-4 12, 83/01/20. 6301280025 


8301310111 Notifies that info provided in Oanerlc Ltr 82-16 ulll be 
used In development of Tech Specs Tech Specs will he 
presented during OL review 

WOOLEVER, E J Ouquesne Light Co. B3/0t/21, EISENHUT, D G Division 
of Licanelng, Ip, 18988 015 24X Flche 50-412, 83/01/21, 8301310111 


C Utilltv Environmental Report (ER), amends fa correipoixtonca 


B301270224 Forwards acceptance review copy of Environ Rept for 
Beaver Valley Power Station Unit 1 

WOOLEVER/E J Duquasne Light Co 03/01/28 DENTON, H R. Office of 
Nuclear Reactor Regulation, Director 4pp. 24X 
F i c h e . 50-4 1 2, 83/0 1 /28. 630 1 27022 4 


—8301270240 Acceptance review copy of Environ Rept - OL stage for 
Beaver Volley Power Station, Unit 2. 

• Duquasne Light Co. 83/01/26 SSOpp 24X Flche: 50-412, 
83/01/ 28, 830 1 270224 
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F Sccurl tVi medtcali *nier<}ency & flpc protection plant 


Q2’1S20£0349 Oanaric Ltr 83-33 to ail llcanieei of opiratlng raactorii 
applicanti for OL i< holders of CP» re Suppl 1 to NURE8-0737, 
"Requiramentf for Emergency Reeponie Capability " 

HlJfl€0-0737i Buppl 1 b »vc li»t end 

EIGENHUr>D 0 Division of Licenilng 82/12/17 Consolidated 
Edison Co of Neu Yorici Inc 77pp 1668 1 208 24)( 

FICfie 90-000, 02/ 12/1 7r 8212060349 


8218S20449 Generic Ltr 82-3? to all reactor licensees, CP holders li 
applicants for CPs re problems u/eubmlttals of 10CPR73 21 
safeguarifi info for licensing revleu Procedures re 
transmittal of info outlined 8vc list end 

EIGENKIFT, 0 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu Yorti Inc 13pp 16690 021 24X 

Fichc 90-000,82/12/22.8212220449 


K tltllitv Final Safety Analysis Report (F8AR ) t, amends 


G30I270224 Foruards acceptance revleu copies of F8AR & Environ Rept 
< filed In PDR Category C> for Deavar Valley Pouer Station, 
ifnit 2 

KOOLEVERiE J Duoueina Light Co 83/01/26 DENTON, H R Office of 
Nuclear Reactor Regulation, Director 4pp 24X 
Flcha 30-412,83/01/26,8301270224 


— 8301270233 Acceptance revleiii copy of FSAR for Beaver Valley Pouer 
Btatlon, Unit 2 

a Duquatna Light Co 83/01/26 ll,130pp 24X 
Flcha 90-412, 03/01/26, 8301270224. 


B301270245 Acceptance rtvieu copy of Chapter 1 to Beaver Valley Unit 
2 F3AR> "Introduction It General Deecription of Plant " 

■ Duquaane Light Co 83/01/26 SOOpp 24X Flcha 90-412,83/01/26, 
8301270249 


B30127024? Acceptance reviau copy of Chapter 2 to Beaver Valley Unit 2 
F3AR< "Site Characteristics " 

a Duquasne Light Co 83/01/26 400pp 24X Ficha 50-412,83/01/26, 

B30127024? 


B301270299 Acceptance revleui copy of App 2 3A to Beaver Valley Unit 2 
F8AR, "Salt t Mater Drift " 

« Duquasne Light Co 83/01/26 tSpp 24X Fiche 90-412,83/01/26, 
8301270299. 


0301270261 Acceptance revleu copy of App 2 3B to Beaver Valley Unit 2 
FSAR< "Visible Plume Model " 

a ouquBina Light Co 83/01/26 7pp 24X Fiche 90-412,83/01/26, 
6301270261 


6301270266 Acceptance revleu copy of App 2 3G to Beaver Valley Unit 2 
FSAR« "Joint Frequency Distribution at 33-ft Level {Jan 
1976 - Doc 1980). " 

a Duquesno Light Co. 83/01/26 200pp 24X Fiche. 50-4 12, 83/01/26, 

B3DI270266 


6301270279 Acceptance reviau copy of App 2, 3D to Beaver Valley Unit 2 
FBARj "Joint Distribution at SOO-ft Level (Jen 1976 - 
Dec I9B0>. " 

< Ouqvaen* Light Co 83/01/26 300pp 24X Fiche- 90-412, 83/01/26, 

0301270279, 


63D13702B4 Acceptance reviau copy of App 2 4A to Beaver Valley Unit S 
FBAR, ''Analysis of Flood Heights, OH River at Shipp ingport, 

PA Hyd'rologlc Engineering Investigation " 

* Duquesne Light Co e Army, Dept of. Corps of Engineers. 
70/01/31. 390pp 24X FI ehe- 90-412, 83/01/26, 8301270284 


8301270291 Acceptance revieu copy of App 2 9A to Beaver Valleg Unit 2 
FGARi "OH River Elevatione li Pleiometer Data. " 

« Duquaine Light Co. 83/01/26 200pp. 24X Fiche 50-412,83/01/26, 

8301270291 


8301270299 Accaptence revieu copy of App 2 SB to Beaver Valley Unit 2 
F8AR< "Boring Loge " 

» Duquaina Light Co. 83/01/26 400pp 24X Fiche. SO-412, 83/01/26, 

8301270299. 


8301270301 Acceptance revieu copy of App 2 SC to Beaver Valley Unit 2 
FSARi "Relative Density Plots for Verification Borings, Terra 
Proba Denstf Ication, Main Intake Structure." 

a Duquasna Light Co 83/01/26. 200pp 24X Fiche; 50-412, 83/01/26, 

8301370301. 


B301270306 Acceptance revieu copy of App 2 SO to Beaver Vallay Unit 2 
FBARi "Lab Test Data; In Situ Soils," 

a Duqutane Light Co. 83/01/26 290pp, 24X Fiche. BO-412, 83/01/26. 

8301370306. 


8301270310 Acceptance review copy of Chapter 3 to Beaver Valley Unit 
2 FSAR, “Design of Str uc tures, C omponents, Equ 1 pment t, Gys " 
e Duqutene Light Co 83/01/36 340pp 84X Fiche 50-412,83/01/26, 

8301270310 


8301270316 Acceptance revieu copy of App 3A to Beaver Valley Unit 2 
FBAR. "Computer Program for Dynamic 1, Static Analysis of 
Seismic Analysis of Seismic Category I Structures, Equipment 
t< Components " 

« Duqueena Light Co 83/01/26 200pp 24X Fiche 50-412,83/01/26, 

8301270316 


8301270322 Acceptance review copy of App 3B to Beaver Valley Unit 2 
FSAR, "Study of Probability of Aircraft Collision U/Beavcr 
Valley Pouer station - Unit 2 " 

* Ouquesne Light Co 83/01/26 SOpp 24X Fiche 50-412,83/01/26, 
8301270322 


6301270325 Acceptance revleu copy of Chapter 4 to Beaver Valley Unit 
2 FSAR, "Reactor " 

* Duqoesne Light Co 83/01/26 200pp 24X Fiche 50-412.03/01/26, 

8301270329 


8301270330 Acceptance revieu copy of Chapter 5 to Beaver Valley Unit 
3 F6AR, "RC8 t, Connected Sys “ 

a Duquesna Light Co 03/01/26 200pp 84X Fiche 90-412,83/01/26, 

B30127033D 


8301270339 Acceptance revieu copy of App 9A to Beaver Valley Unit 2 
FSAR, "Cold Shutdown Capability " 

* Duqucine Light Co 83/01/26. 12pp 24X Flcha 50-412,83/01/26, 
03O127O33S 


8301270341 Acceptance revieu copy of Chapter 6 to Beaver Valley Unit 
2 FSAR, "E6F " 

a Duquesne Light Co 03/01/26 4S0pp 24X Fiche 50-412.83/01/26, 
8301270341 


8301270345 Acceptance review copy of Chapter 7 to Beaver Vallay Unit 
2 FSAR, "Instrumentation 6 Controls " 

* Duquesne Light Co 83/01/26 liBOOpp 24X Fiche 90-412, 
83/01/26, 8301270345 


83D1270350 Acceptance review copy of Chapter 8 to Beaver Valley Unit 
2 FBAR, "electrical Power " 

* Duquesna Light Co. 83/01/26 200pp 24X Ficht 50-412,83/01/26, 

8301270350 


8301270353 Accsptance riview copy of Chaptsr 9 to Beavsr Valley Unit 
2 FSAR, "Ausiilary Sys " 

a Duqussne Light Co 83/01/26 700pp 24X Fichs 50-412,83/01/26, 

0301270353 


8301270355 Accsptance review copy of Chapter 10 to Beaver Valley Unit 
2 FSAR, "Steam h Power Conversion Sys " 

a Duqussne Light Co 83/01/26 22Spp 24X Ficht; 90-412, 83/01/26, 
0301270399 


830127035? Acceptancs revlsu copy of App lOA to Bsavtr Valley Unit 2 
FSAR, "Austllary Feedwater 8y s, Simpl 1 f ied Reliability 
Analysis " 

« Duquesne Light Co 83/01/26 iOOpp 24X Fiche- 50-412, 83/01/26, 
0301270399 


8301270362 Acceptance review copy of Chapter 11 to Beavsr Valley Unit 
S F6AR, "Raduasta Kgt " 

a Duquesne Light Co. 83/01/26. 129pp 24X Fiche- 50-412, 83/01/26, 

8301270362 


8301270367 Acceptance revieu copy of App liA to Beaver Valley Unit 2 
FSAR, "Summary of Annual Radiation Doses " 

a Duqussnt Light Co B3/01/26 2Spp 24X Fiche 50-412,83/01/26, 
6301270367 


8301270372 Acceptance revieu copy of Chapter 12 to Beaver Valley Unit 
S FSAR, "Radiation Protection " 

a Duquesne Light Co. 83/01/26 17Spp 24X Fiche 50-412,83/01/26, 
8301270372 


8301270375 Acceptance revleu copy of Chapter 13 to Beaver Valley Unit 
2 FSAR, "Conduct of Operations " 

« Duquesne Light Co 83/01/26 100pp. 24X Fiche- 90-412, 83/01/26, 

6301270379. 


8301270379 Accaptanca revleu copy of Chapter 14 to Beaver Valley Unit 
2 F8AR, "Initial Test Program " 

a Duquesne Light Co 83/01/26 lOOpp S4X Fiche 50-412,83/01/26, 
6301270379. 
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630127039$ Act^ptanct rtvjpw cop^ of Chaptpr IS to Soever VaJlpy Unit 
3 FBAJt, "Accidtnt ‘ 

* PuiiKKicip Ujaht Co 03/0l/Sb -lOOpp 24X Fich» 50-412.03/01/36, 
9301370385 


0301370308 Ace»pt«ni:* cpvitu topy of App ISA to B*ovir Valley Unit 3 
fSARj "Do»a tilth orfolojy “ 

• Duquiina Lijht Co 03/01/36 9pp 24X Flehl 50-412,03/01/36, 
6301270380 


B Reportable occurrantea, UER* t, relatacj eorreiporiilance 


0301140042 Interim Signlfieont DoPiclenty Kept Qa-D3 rn daPactlve 
ttssrmottatlc control valves on smsrgoncy di eael gonoratnr 
siti. Ini till 1 y reported on 620017 Nut suage lotlred ll» 
pDiltlon on overrun assembly Next ropt expected by 630830 
HOOLEVER, E J Duqueene Light Co 02/12/20 HAYNESx H Region 
Office of Director 4pp 16006 012 a4X Flche 50-412, 03/12/20 
0301140042 


BOOiaTOO?! Acceptance revitu copy of Cftaptir 16 to Beaver Valley Unit 
2 FgAR, "Tech Specs “ 

e Duqueini Light Co 83/01/26 6pp 24X Flche 50-412,83/01/36; 
83012703?] 


03O127O3?'> Acceptance raviea copy of Chapter 17 to Beaver Valley Unit 
2 rSAR. ”QA “ 

* Ooquesne Light Co S3/01/26 3lpp 24X Fiehe 80-413,83/01/36, 
030137039? 


V Operator Examinations 


0313330443 Oenerlc Ltr 02-38 to all power reactor 1 Ic Diiiees, app 1 i< 
for OLiNSa A reactor vendors *< AEs ro meeting to dlacuss 
recent developments for licensing exams Advises that meeting 
will be held on 630311 re operator li cansing 6vc list enc I 
EISENliUTiOfi Division of Licensing 83/12/22 Consolidated 

Edison Co of New York, Inc 13pp 16601 Q72 24X 

Eiche 50-000, 02/12/22, 0312220443 


Q Inspection reports, IE Bulletins 1, correspondence 


8206190269 I£ Info Notice Q2-51, "Ovtreiposures in PWR Cavities " Sve 
list end 

DEVDWNO, R C Diractor's Office, Office of Inspection and 

EnfoTceBent 82/12/21 Consolidated Edison Co of New York. Inc 

HIpp 1668? 23? 24X Flche 50-000,82/12/31,0300190369 


8212060391 IE Info Notice 83-53, "Equipment Environ Qualification 
Testing Experience - Optfeting of Test Summaries Previously 
Published in IE Info Notice 01-29 ” 5vc list end 
JORDAN. E L Division of Engineering I, Quality Assurance {Pre 
030103 ) 02/12/21 Consolidated Edison Co of New York, inc 

115pp. 16661 060 24X Flche 50-000,62/12/31.0312060351 


021SO6O3SO IE Info Notice 62-53, “Main Transforeier Failures at North 
Anna Nuclear Power Station * Sve list end 

*■ Division of Engineering & Quality Assurance {Pre 
830103) 63/13/22 Consolidated Edison Co of New York. Jnc 

114pp 16758 017 24X Ftche 90-000,83/12/33.6212060350 


0301120070 Oeneric Ltr 03-01 to power reactor llcensaes & pppVlcan 
for OL re oparator licansing exam site visit fieqoesfcs 
schadula re exam requests expected for submittal prior to 
051231 for listed categories Bve list end 

EISENHUTiD 0 Division of Licensing 03/01/11 Consolidated 

Edison Co of Nsu York, Inc 1 Ipp 16893 243 S44 

Flche, 50-000, 03/01/11,0301120070 
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A Application/construction stage documents ti correepondenc* 


B301040313 Forwards NRC 021019 ltr transmitting BALF Rapts 
50-269/82-34, 50-270/03-17 , 80-307/02-34, 50-3 6 9/82 -30, 
50-370/62-24,90-413/03-23 (< 50-414/02-21 «< utU 031116 Ur 
commenting on SALP rspts 

O'REILLY, JP ftaglon 3, Office of Director 03/12/09 ruCKCR.Ii 
Duke Power Co Opp 16642 001 24X Flche, 50-000, 02/12/09. 

03O1O4O3J3 


8200190275 IE Info Notice 62-54, “Neitinghouse WBFD Relay Failures 
Reactor Protection Bye " Sve list end 

JWOAN, E. L Division of Engineering & Quality Assurance iPre 
0^103) 82/12/37 Consolidated Edison Co of New York, Inc 

llOpp 16962 139 24X Flche 50-000,82/13/27.6308190275 


—8301040323 Forwards 8ALP Repts 50-269/02-34,80-270/02-17,50-207/8 
50-369/82-30,30-370/82-24,50-413/02-23 & 50-414/02-21 
LEHIff, B, C Division of Project & Resident Programs G2/I0/I9 
TUCKER, H 8 Duke Power Co 2pp 16642 004 24X 

Fichi 50-000,82/12/09,0301040313 


62081^73 IE Info Notice 82-55, “Seismic Que 1 iflcatlon of Hestinghous, 
AR RtUtf W/L*tch Attiichmftnts U»vd in j Bcliit 

Btmi* Proi*c^ioh Sgi ^ Sve litt end 

Engineering 6 Quality Assurance iPre 
830103) 82/12/28 Consolidated Edison Co of New York/ Inn 

109pp 16668 014 3411 Fichs 50-000, 82/12/28,8208190273 

Svc'Hjt””^il* Th.rmoit.tic Flow Control 

Division of Engineering I< Quality Assurance (Pre 
030103 ) 62/12/30 Consolidated Edison Co of New You, Ine 

11 ipp 16750 137 24X Fiehe 50-000.02/13/30.8212060354 


B3010'60339 Ack receipt of 821202 ltr informing NRC of step, taken to 
correct violation, noted in IE Imp Rept 50-412/02-13 ^ 

Profr.., 03/01/03 

WO^EVEH.E J Duqueine Light Co Ip 16678 231 24X 

Flche 50-412,83/01/03,830106033? 


—0301040333 SALP Repts 50-269/82-34, 50-270/82-17, SO-a07/0a'34, 
30-369/02-30,80-370/82-24,50-413/02-23 t, 50-414/02-21. 

» Region 2, Office of Director 02/10/19 S3pp 16642 006 
Fiehe' 50-000, 82/i2/09, 0001040313 


-0301040351 Comments on SALP Repts 30-269/02-341 50-270/02-17. 
50-207/02-34, 80-369/82-3'0, 50-370/82-24, 50-413/82-23 * 
50-414/82-21 

TUCKER, H B, Duke Power Co 02/11/16 0 'REILLV. J P. Reg (on 0, 

Office df Director, 2pp. 16642'059 24X FI cho; 90-000, 03/ I2/0< 

8301040313 


vnneric L-sr wri-jg to all ..,,r .* v , ru, 

holders of cPi re filings concerning lOCFfiSO production «, 
utiUxetion facilities Current listing of branch mseignmanta 
for nuclear reactor projects 6 sve list sne 1 

EISENHUr.D 0 Division of Licensing 02/12/20 Cuneatldatcd 
Edison Co, of New York, Inc 11pp. 16068' 001, a4X 

Fiehe 50-000, 82/12/20, 02iaO6O3S6. 


—8301060348 Reeponds to NRC 821029 ltr re Violation, noted in I£ ir 
Corrective actions storage spec {2BUB-98i 1 

M^EVeffiC J. Duqueine Light Co 82/13/02 STARDSTEPkI. n 
Division Of Project 4 Resident Programe 4,p 16678 sw " oav 

Fiehe 50-413,83/01/03.8301060339 16678 852 84X 


•« BSHOa-iaiO l n.tlc, 

Fiehe. 50-412, 83/01/03,8301170446 5 223 24X 


0301070360 Forwards request for addl info re initruman t» t ion it tontr 
tys Requests info by S30ti7 

ADENBAM.E 0. Licensing Branch 4 02/12/30 TUCKER, H fl, Du** Pp 

Co. Spp 16690' 090 24X Flche 50-413,08/12/30,0301070360 


1 7 ^ “ Taviseti response# to open lt*«i of 

Uchnteal review branches Reiponsee to be included In 
F0AR, Rev 7. 

TUCKER. HB Duke Power Co 63/01/06, DENTON, H R Office af 
a Director AOENBAH, E 0 Licensing Era 

4, 75pp, 16703 123, 24X Flch* 50-4 13, B3/01/06, 0301 1'OOiaD. 


-0301170455 Notice of violation from imp on 02110' 
fTOf't* h Feeident Program ^ sL 
1 68151225 24X Fiths' 50-412, BSfOl/OO.aaou^Qqq^ 


Ip 


0301130140 Forwards rsqueit for add! electrical info needed to coapl 
incuSJi I f'view Info needed by 630120 . 

Co B3/Ol/Ob TUCKER, H 8. Duke JPoi 

CO. 3pp 16799i395. 24X Flch e. 50-413, 83/01/06, 0301 130140. 


-0301170466 IE Imp Ript 50-412/82-14 en 821 102-1810 Nafic«»»H » 
noted' improper NDE requirement, for electrical JenUmuS”*"** 

UALTONi 0. , TRIPP, L Dlvlilon of Project 4 Ra<<rf«ni- or. 

sa„a,ao. a„ =*« 


^^touohnoi.^;onJ*^^?i*?^“ pressure boundary fracture 

*’**P'”'*» to NRC 021006 requast, M/slx 

TUCKM H S'*"*''!;* '=*'''<• «'’• Available in PDR 

Nuclmr R. .“wkePowsrCo 83/01/07 DENTON, HR Office af 
4 Iisaf ®*r»'tor, ADEN BAM, E. 0. Ltceneinp Brer 

4 I15pp, 16773 056, 24X Flche 50-413,83/01/07,6301120271 
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€301132038 Notifiss that 831130 response to Question 100 4 re 
evaluation of compliance u/regulatorg re<iu 1 rement s of 
]0CFfi20<'50 ti 100 contained typographical errors Corrected 
evaluation end 

TUCKER, M B Duke Power Co 03/01/10 DENTON. H R Office of 
Muclaer Reactor Regulation. Director ADEN BAM. E Licensing Branch 
4 33pp il>79l 196 24X Fiche 50-413,83/01/10.0301130038 


B301I4045S Foruards request for addl info re design documentation for 
Clast S b 3 piping per util response to 0310 120 Info 
requesteiS by 830131 

ADENaAMiE 0 Licensing Branch 4 03/01/10 TUCKER, H D Duke Power 

Co 3pp 16B1B 016 S4X Fiche 50-413,83/01/10.8301140452 


8301130004 Forwards responses or revised responses to open items of 
listed technical review branches Responses will be included 
in F8AR fiev 7 

TUCKER. H B Duke Power Co 83/01/11 DENTON. K R Office of 
Nuclear Reactor Regulation, Director ADENSAM. E Licensing Branch 
4 S5pp 16793 Oai 24X Fiche 50-413,83/01/11,8301130004 


3301170017 Forwards request for addl info re geosciences b geotechnical 
areas of licensing review Response by 030126 requested 
ADENSAM.E 0 Licensing Branch 4 83/01/12 TUCKER, H D Duke Power 

Co 3pp. 16019 151 24X Fiche 50-413,03/01/12,8301170017 


8301100047 Forwards proprietary b nonpropriotary "Reactor Cavity 
Asyonetrlc Loads, “ per S21B15 request for info re F8AR 
Bectlon 6 2 on reactor cavity analysis Proprietary rept 
withheld (ref 10CFR2 7901 

TVCHER, H 8 Duke Power Co 83/01/13 DENTON. H R Office of 

Nuclear Reactor Regulation. Director ADENSAM, E 0 Licensing Branch 

4 Ip 16031 179 24X Fiche 50-413,03/01/13,0301180047 


— B3D11800&1 Forwards proprietary b nonpropr 1 etary "Reactor Cavity 
Atymnetrlc Loads" St requests withholding of proprietary 
version <ref lOCFRa 790) 

UeiBEMANfl, R A Mes t Inghouse Elec tr Ic Corp 83/01/07 DENTON, H R 
Office of Nuclear Reactor Regulation. Director ADEN8AM, E 0 
Ulcenting Branch 4 IBpp 16031 181 24X Fiche 50-413,83/01/13, 

8301130047 


S301190D7I Forwards responses or revised responses to open itains from 
Oaotciences, Hydrologic b Oeotechnical Eng In Bering, Aus 1 1 lary 
ByttPower 8ys. Reactor 8ys b Core Performance Branches 
Rasponses will be included In FBAR. Rev 7 

TUCKER. H D Duke Power Co 83/01/14 DENTON, H R Office of 
Nuclear Reactor Regulation, Director ADENSAIi. E 0 Licensing Branch 
4 36pp. 16035 259 24X Fiche 50-4 13, 83/01 /14, 0301 100071 


8301180243 Responds to NRC 821230 Itr requesting response to 
Instrumentation b Control 8ys Branch concerns 

TUCKER. K D Duke Power Co 83/01/14 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAM, E 0. Licensing Branch 

4 6pp 16823 258 24X Fiche 50-413,83/01/14,8301180243 


8301200112 Forwards response to Instrumentation b Control 8ys Branch 
questions 6 discussion on design of auxiliary shutdown 
comp la t 

TUCKER. H B Duke Power Co 83/01/18 DENTON, H R Office of 
Nuclear Reactor Regulation, Director AOENBAM, E 0 Licensing Branch 
4. 8pp. 16865 045 24X Fiche 50-413, 83/01/18, 8301200 1 12 


B30t200’127 Buppls 821101 revised response to NRC Structural Engineering 
Branch Action Item 10 Info provides justification 
demonstrating negligible amplification assumed In vertical 
seismic analysis 

TUCKER. H B Duke Power Co 83/01 /IS DENTON, H R Office of 
Nuclear Reactor Regulation, Director llpp 16865 056 84X 

Fiche’ SO-413, 03/01/18,8301200127 


B301210206 Forwards responses or revised responses to open items for 
Catawba F8AR Rasponses will be included In Rov 7. 

TUCKER. H B Duke Power Co 83/01/17 DENTON, H R Office of 
Nuclear Raactor Regulation, Director 42pp 16672. IIS 24X 
Fiche 50-413,83/01/19.8301210206 


3301250243 Forwards application for withholding b proprietary 
supplemental response to NRC Question 492 2 on Improved 
Thermal Design Procedures Response withheld (ref 
10CFR2 790 > 

TUCKER. H B Duke Power Co 83/01/19 DENTON. H R Office of 
Nuclear Reactor Regulation, Director ADEN 8 AH, E 0 Licensing Branch 

4 2pp. 16895 191 24X Fiche 50-413,03/01/19,8301250243 


'8301250250 Application for withholding proprietary supplamental 
response to NRC Question 492 2 on improved Thermal Design 
Procedures Affidavit end Response withheld (ref 
lOCFRS 770). 

U1E6EHANN, R A Nest Inghouse Electric Corp 83/01/18. DENTON, H R 
Office of Nuclear Reactor Regulation, Diractor. ADENSAH.E 0 
Licensing Branch 4 app 16893 193 24X Fiche 50-413,83/01/19. 

8301250243 


S3012604(}8 Forwards "Catawba Nuclear Station Jet Impingement Study on 
3-lnch Resistance Temp Detector b 10-Inth Accumulator 
Discharge Lints " Info demonstrates adequacy of util jet 
impingement criteria 

TUCKER, H B Duke Power Co 83/01/23 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAH.E O Licensing Branch 

4 3pp 16710 074 24X Fiche 50-413,83/01/25.8301260400 


— 8301260418 "Catawba Nuclear Station Jet Impingement Study on 3-Inch 
Resistance Temp Detector b 10-Inch Accumulator Discharge 
Lines " 

* Duke Power Co 83/01/19 lOpp 16910 077 24X 

Fiche 50-413,83/01/25.8301260408 


D NRC Draft/Final Environmental Statements, suppls b correspondence 


0301180087 Foruiards FES b FR notice of issuance b availability W/o FES 
NOVAK, T H Assistant OirectoT for Licensing 03/Ol/iO TUCKER, H B 
Duke Power Co tp 16837 053 24X Fiche 50-413,83/01/10. 

8301180087. 


—8301180080 Notice of Issuance b availability df FES 

ADENSAH.E O Licensing Branch 4 83/01/10 2pp 16037 056 24X 

Ficht 50-413,83/01/10,8301180007 


— 8301160092 Forwards FEE w/dtscussion of problems b objections raised by 
f ederali s ta te b local agencies or o ffic ia Is. private 
organizations & individuals Notice of availability sent to 
□fc of Fft for filing b publication. H/o end 
ADENSAH.E Q Licensing Branch 4 83/01/10 UlLSON, K 

Environmental Pro tec tion Agency Ip 16837, 058 24 X 

Fiche 50-413,83/01/10,0301180087 


— 8301180094 Forwards FES ui/dlicu a ilon of problems b objectives raised by 
f edera 1, sta te b local agencies or of f Ida Is, private 
OTganiiations b individuals U/o anc 1 
ADENSAH.E 0 Licensing Branch 4 83/01/10 ORANT, R 

Commerce, Dept, of 3pp 16837 05? 24X Fiche 50-413, 83/01/10, 

0301100087. 


— 8301180096 Forwards FR notice of issuance b availability of FES re 
plant operation Action taken to provide info an environ 
statements. U/o end 

ADENSAH.E 0 Licensing Branch 4 83/01/10 Dutiel b Kass 

3pp. 16037 062 24X Fiche 50-413,83/01/10,0301180087 


8301260343 Act receipt of FES for facilities Review indicetes 
appropriate responses to archeological heritage of area 
6TEPKENB0N.R L South CaroUna. Unlv of 83/01/18 NOVAK, T H 

Assistant Director for Operating Reactors Ip 16908 287 S4X 

Fiche: 50-413, 83/01/18, 8301260343 


8301260071 Verifies filing of EtS. NUREO-0921 Publication of notice of 
availability In FR scheduled for 830121 
MILSQN, K L. Environmental Protection Agency 83/01/21 
JABBOURiK N Division of Licensing. Ip 16712 322 24X 

Fiche 50-413,83/01/21,0301260071 


8301190461 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
CATANDA NUCLEAR STATION, UNITS 1 AND 2 Docket Nos 50-413 And 
414 (Duke Power Company) 

e Office of Nuclear Reactor Regulation. Director NUREO-0921 
83/01/31 2egpp 16851 001 24X Fiche 50-413,83/01/31,8301190461 


E NRC Safety Evaluation Report (SER), suppls b correspondence 


B30111Q025 Requests responses to end Instrumentation b Control Sys 
Branch licensing rsvlsw concerns b poeltions by 830121 
Responses will be incorporated Into 8ER 

NQVAK,TH Assistant Director for Licensing 83/01/0? TUCKER, H B 
Duke Power Co, 7pp 16779.163 a4X Fiche 50-413,83/01/07, 
8301110025 


B301170079 Informs that applicant will make necessary mods to site 
drainage plan to assure that local PtIP water level does not 
exceed elevation 594 feet max sillliuater level, in response 
to Section 2.4 3 2 of NRC draft 8ER 

TUCKER, H B. Duke Power Co 83/01/13 DENTON. H B Office of 
Nuclear Reactor Regulation, Director ADENSAH.E 0 Llesnalng Branch 
4, 2pp 16812,202 24X Fic he- 50-413, 83/0 1/ 13, 8301 170079. 


8301190043 Requests rsview b comment of final 8ER to be Issued on 
030206. Cherigst must be submitted by 830119 

ADENSAH.E 0 Licensing Branch 4 83/01/14 NOVAK, T , HIBAOLIA.F , 

HOUSTON, M. NRC - No Detailed Affiliation Given 3pp. 16848 -SOS 
24X Fiche; 50-413,83/01/14,8301190043 
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830t2A0339 Foruards rdspantt ta Open Itsm SO from Atiiiliaru Sijp Bradch 
BS04S7 draft SER 

riPCHCR.H B. Out* Pou«r Co 63/01/S5 DFNTON'. H R Office of 
ffucloar Reactor RegiilatCon^ Director AOENSAMi E 0 LKenslrtg Branch 
4 3pp 1A90S 880 SAX Flche 50-4 1 3, 83/01/23, B30t2i0339 


F Sacurltg, medical, emergencg & fire protection plane 


08laosO349 Oenerlc Ltr 82-33 to all licentsee of operating raactori, 
appllcanti fop OL tc holders of CPe re SuppJ 1 to NtlRE0-0737> 
“Regulremcnts for Emergency Reeponee Capability " 

IMtlRE0-0737,Suppl 1 U «vc list and 

ElSENHOTiD 0. Divifion of Licensing 82/12/17 Consolidated 
Edison Co. of Heiji Vort, Inc 77pp 1/>681 200 24X 

Flcha 50-000,82/18/17,821206034? 


8301140287 Response to Palmetto Alliance 1< Carolina Environ Study tio.i 
021S2O objection to ASL8 031201 order ti motion for 
r«c onsideratl on, or alternatively, for certification Opposai 
motion Certificate of 6vc encl 

CARR, A V Oute Pouier Co 83/01/18 Atomic Safety and Licinilr] 
Board Panel 34pp 16807 031 24X Flche SO-413. 83/01/12. 

8301140287. 


8301170230 Response to Palmetto Alliance L Carolina Environ Study Siui 
821220 objections to ASLB 621301 order 1, motion for 
raconslderatl on, or at ternativet y, for certification Objects 
to motion Certificate of Bvc end 

CARft,A ? Bute Power Co 83/01/12 Atomic Safety and Llcenilii 
Board Panel 34pp 16813 206 24X Flche 50-413,83/01/12, 

0301170320 


0212320445 Oenerlc Ltr 82-3? to all reactor licensees, CP holders 1. 
applicant* for CPs re problems u/svbmittais of 10CFR73 21 
safeguard* info for licensing revieid Procedures re 
transmittal of Info outlined Svc ll«t end 

EISEMKUT. PO Division of Licensing 82/12/22 Consolidated 
Edison Co of New Vork, Inc 13pp. 166?D 021 24X 

PlcJia 50-000,83/12/22,8212220445 


0 Adjudicatory correspondence 


8212150001 Response opposing NRC 821132 motion for sanctians stated In 
previous filings Certificate at Svc end 

0’UILD,R Palmetto Alliance 0UIL0,fi Oulld. R 02/12/07 
Atomic Safety and Licensing Board Panel 2pp 16423 267 24X 

Flche- S0-4I3, 92/12/07.8212150001 


8301040041 Staff raguirentnts memo re 821222 a ff irmation/discus * 1 on 8, 
vote on SECV~82~473 ti 8ECy-62-4S7 Order granting in part t 
denying in part l/CS motion to reschedule meeting 1, order 
accepting partial reviser of ALAB-6a7 approvtd 

CKILK,S. J Office of the Secretary of the Commission 82/12/23 
BICKMIT.L Office of the Oeneral Counsel. 2pp. 16655 387 24X 

Flche 50-000,82/12/23,8301040041. 


8301040394 Risponie to 830420 first set of Interrogatories t, requests 
to produce It 820927 third set of interrogatories t, requests 
to produce Related correspondence. 

CARR, A V Duke Power Co 82/12/31 Palmetto Alliance 78pp 
16639 243 24X Fiche 50-413,82/12/31,8301040394 


B3ai04'043S Notion for protective order from further response to 
Palmetto Alliance 820420 first set of interrogetort *t I, 
requests to produce ft Alliance 820927 third sat of 
interrogatories 4c requests to produca 

CARR, A V Duke Power Co 83/12/31. Atomic Safety and Licensing 
Board Panel 4pp. 16647-073 a4X Flche: 50-413, 82/12/31,8301040438 


830-1100092 Proposals for expediting 4< scheduling pretrial pracedures 
Proposed prehearing scbcduit for Palmetto Alliance admitted 
safety, environ, emergency planning 1, SER contentions 
discussed M/Certi fleet* of Svc 

JOHNSON, OE Hearing Branch 4 83/01/07 9pp. 16703.017 24X 

Flche. 50-413. 83/01/07, 8301100093 


8301120317 llenoranduffl ft order dtnying Palmstto Alliance oral motion to 
postpone formal discover-y on admitted contentions until 
Commission decides issues arising from ALAB-6B7 Commission 
review will have little impact 

KELLEV, J L Atomic Safety and Licensing Board Panel 83/01/07 
Palmetto Alliance. 5pp. 16776 107 24X Fiche 50-413.83/01/07, 

8301130217 


8301120249 Submittal re schedule i. discovery per ASLB 821222 
Memorandum it order Proposed scheduls end. Applicant views 
on discovery rules delineated Certificate of 6vc end 
HCOARRV, JH Duke Power Co HC0ARRY,J.f1 Dehevolse t< Liberman 
83/01/07. i6pp 16773 283 24X Fiche 50-413,83/01/07,8301120349 


8301180277 Order confirming 830111 telcon granting Palmetto All lane* 
extension of time until 830138 to file responies Listed 
deadlines also extended 

KELLEV, J L Atomic Safety and Licensing Board Panel B3/Ot/l4 
Palmetto Alliance 2pp 16626 029 24X Flche 50-413.83/01/14, 

8301 180277 


8301180193 Response In opposition to Palmetto Alliance 
Environ Study Oroup 821220 motion for referral or 
certification of ALAB-6S7 timeliness std Certificate 
encl. 

JOHNSON, 0 E Hearing Branch 4 83/01/17. Atomic 

Cleansing Board Panel 12pp 16831 212 34X Flche 

8301180193 


t< Carotin 

of Svc 

Safety and 
50-413, 63/01/17, 


8301190262 Sup; 1 to 821019 discovery rtsponte, consisting of coopliti 
Branch Technical Position Only odd pages sent w/initlal 
response 

JOHNSON, 0 E Hearing Branch 4 83/01/18 RILEV, JL Caroline 

Environmental Study Oroup 17pp 16846.078 24X 

Fiche. 50-413, 83/01/18,8301190262 


8301260014 Brief on application of Section 2 714 tlmellncei factori It 
late contentions based on new Info In previously 
Institutional ly unavailable licensing documents Certificate 
of Svc end 

JOHNSON, 6 E Htarlng Branch 4 83/01/24 Comoilstianirs 26fp 

16913 193 24X Flche 50-413,83/01/24.8301260014 


8301260452 Response to questions In Commission 821223 order- l-att-fiUi' 
contention premised on institutional document not previously 
available which does not meet three-part test per 
10CFR2 714(a) <1) requirements U/Certi f Icata of Bvc 
HCOARRV.J M poke Power Co HCOARRV.JM Debevolse t, Llherasn 
03/01/24 Commissioners 31pp. 16910 218 24X 

FJeha: 50-413, 83/01/24,8301260452 


8301280314 Statement of position on Issues accepted fo-r revltw Both 
Commission quaytlons In 821223 order should be affirmatively 
ansuared Certificate of Svc end 

OUILDrR Palmetto Alliance OUILD.R Oulld, R 83/01/24 4pf 
16954:235, 24X Fiche 50-413.83/01/24,8301280314 


8301260290 Forwards FES, NUREO-092 i U/a end 

JOHNSON, 0 E Hearing Branch 4 83/01/23 KELLEV, J.L.. FOaTERiR F . 

CALLIKAN, D Atomic Safety and Licensing Board Panel. Ip 
16912 267 24X Flche 50-413.83/01/25,8301260290 


H Antitrust correspondence 


8301200069 Forwards, for review i, comment.OL Antitrust Review Finding ol 
No Significant Change N/o end 

VOOLER.B H Hearing Branch 2 83/01/27 CUTLER, M 

Justice, Dept of ip 16959 160 24X Flche 50-413.83/01/27, 

0301280069 


0 Inspection reports, IE Bulletin* 6 correspondence 


6301110512 Advises that NRC tales no position on Pelmetto Alliance 
rssponsss to applicant IntsTrogatorle* on Contention 6 
Importance of Alliance responses to interrogatories on 
Contention 7 dlscussod In NRC 821216 pleading 

JOHNSON,® E Hearing Branch 4 83/01/10 KELLEV.JL. , FOSTER, R.F, 

CALLIHAMi D Atomic Sofety and Licensing Board Panel la. 

16746:033 84X FI Che. 50-413.03/01/10, 8301 1 10S12 


8301140258 Interrogatories t, requests to product r* Palmetto Alliance 
Contentions 8 h 27. Certificate of Svc end 

OlflLOfR Palmetto Alliance. OUILO, R. Ouild, R 83/01 /iO 
Office of the Executive Legal Director. 9pp. 16809 086 24X 

Flche. SO -4 13,83/01/10, 030 1 1 4025 8 


8901040524 Forwards IE Insp Repts 50-413/02-30 ti 50-414/82-28 on 
620911-1125 No noncomp Hence noted 

DANCErH C Division of Project <c Reeldent Programs. 82/12/06 
TUCKER, H B. Duke Power Co 2pp 16646*283 24X 

Flche* 50-413, 82/12/06, 8301040524. 


-8301040531 IE Insp Rspt* 50-413/82-30 6 50-414/82-28 on 020911-113! 
No noncomp 1 lance noted Major eroes Inspce tad* nonconforming 
Items, INPO findings, NRC ft licensee Identified items 1, 
followup of IE bulletins 

VANDOORN.P K , BRVANT, J C Division of Project St Resident 

Programs 82/12/03. 4pp 16646*285 24X Flche: 50-413, 82/13/04, 

8301040524 . 
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31S 


630(040972 Fopmards IE Insp Repts 50-413/02-29 it 50-414/02-27 nn 
B21I16-I9 N9 noncompl lane B noted 

OANCEpH C Division of Project t. Resident Programs 82/12/07 
TUCKER* H D Duke Pouer Co 2p p 16645 320 24X 

Flcha SO-41 3, 82/1 2/07> 0301040572 


0301250005 Act receipt of IE Insp Repts 
propr le tar V Info 

TUCKER. H D Duke Power Co 03/01/05 
Office of Director Ip 16895 299 
8301250005 


50-413/02-30 tc 50-414/02-28 No 

O'REILLY. U P Region 2. 

24X Flche 50-413.03/01/05. 


—8301040582 !E Insp Repts 50-413/82-29 & 50-414/82-27 on 821116-19 
Mo noncomp 1 iance noted Major areas inspected safetg-r elated 
pipe support & restraint sgs & const progress 

LtU. N C I Di-AKE. J J Division of Engineering 1. Technical Programs 
82/12/02 7pp 16645 382 24 X Flche 30-413,82/12/07.8301040572 


0301250345 Ac k receipt of 
No proprletarg Info 
TUCKER, H D Doke Power 
Office of Director Ip 
0301250345 


IE Insp Repts 50-413/02-29 It 50-414/02-27 

Co 03/01/05 Q'REILLY.J P Region 2. 
16897 205 24X Flche 50-413.83/01/05, 


0301040313 Forwards NRC 021019 Itr transmitting SALP Repts 
50-269/82-34. 90-270/02-17, 50-287/82-34. 50-369/02-30. 
50-370/82-24,30-413/82-23 «< 50-414/02-21 tc util 021116 Itr 
[oiTrrcnt Ing on SALP repts 

O'REICLY, UP Region 2, Office of Director 82/12/09 TUCKER, H D 
Duke Power Co 3pp 16642 001 a4X Fiche 50-000,82/12/09. 
8301040313 


— 0301040323 Forwards SALP Repts 50-269/82-34,50-270/02-17.50-207/82-34, 
5D-369/B2-30, SO-370/02-24, 50-413/82-23 t< 50-414/82-21 
LEMIS, R C Division of Project t. Resident Programs 02/10/19 
TUCKER. H D Duke Powor Co 2pp 16642 004 24X 

Fiche SO-ODO, 82/12/09, 8301040313 


8301040333 BALP Repts 50-269/02-34,50-270/82-17,50-287/82-34, 
50-369/82-30,50-370/82-24,50-413/82-23 tc 50-414/82-21 
• Region 2, Office of Director 02/10/19 53pp 16642' 006 24X 

Flche 50-000,82/12/09,8301040313 


R Periodic operating reports (. related correspondence 


8301070336 Provides siith quarterly update of projected const 
completion date Unit approi 917. complete as of 821121 Puel 
load scheduled for Oct 1984 

TUCKER, H B Duke Poiuer Co 82/12/30 DENTON, H fi Office of 
Nuclear Reactor Regulation, Director ADENSAM.E 0 Licensing Branth 
4 2pp 16605 040 24X Flche 50-413,82/12/30,0301070336 


8 Reportable occurrences. LERs 6 related correspondence 


6301070223 Interim Significant Deficiency Rept SD 413-414/02-15 re 
defective 10-inch fitting installed in safety Injection sys 
Initially reported on 620820 Problem Isolated event Custom 
Alloy replaced fitting 

TUCKER, H 0 Duke Power Co 02/12/30 O'REILLY, U P Region 2, 
Office of Director 3pp 16695 008 24X Fiche 50-413.02/12/30, 

0301070223 


— B3010403S4 Comments on BALP Repts 50-269/02-34,50-270/02-17, 
90-287/82-34, 50-369/02-30, 50-370/02-24, 50-413/82-23 U 
SO-4M/02-21 

TUCKER. M B Duke Power Co 82/11/16 O'REILLY, J P Region 2, 
Offlcs .of Director 2pp 16642 059 24X Flche 50-000,02/12/09, 

0301 0403 13 


0301040669 Ack receipt of 
No proprietary info 
TUCKER. H B Duke Power 
■Office of Director Ip 
BaOi040669 


IE Insp Ropts 50-413/02-28 l< 50-414/02-26 

Co 02/12/14 D'REILLY.JP Region 2, 
16643 055 24X Flche 50-413,02/12/14, 


8301040653 Ack receipt of 
proprietary Info 
TLfCKEB.H 0 Duke Power 
Office of Director Ip 
B301040693 


IE Insp Repts 90-413/02-27 & 50-414/82-85 No 

Co 82/12/17 El'fiEILLV, J P Region 2, 
16643 079 24X Flche 90-413,02/12/17, 


B20B190269 IE Info Notice 88-51, "Overeiposures in PUR Cavities " 9vc 
] le t anc 1 

DEYOUMOi R C Director's Office, Office -of Inspection and 

Enforcement. 82/12/21 Consolidated Edison Co of New York, Inc, 
lllpp 166B9 239 24X Flche 50-000,02/12/21,0200190269 


8301070324 Supplemental deficiency rept re malfunctioning starting air 
valves It housing assemblies mfg by Transamerica Oelaval.In'C 
Initially reported on 620620 Util will Install 128 
capscrews by 040201 Assembly procedures modified 
TUCKER, H n Duke Power Co 02/12/30 O'REILLY, U P Region 2. 
Office of Director 3pp 16609 042 24X Fiche 50-413.02/12/30. 

0301070324 


0301200301 Supplemental Significant Deficiency Rept 8D 413-414/82-10 
Teledyne-McKay requested code interpretation from aSKE re 
reading of SFA 5 20 Util will remove Teledyne-HcKay from 
approved vendor list 

TUCKER, H D Duke Power Co 03/01/10 Q'REILUY.U P Region 2. 
Office of Director 2pp 16865 197 24X Fiche 50-413,03/01/10, 

0301200301 


6301240148 Notifies that NRC contact w/Lamco Industri es, Inc has 
established no remaining nuclear fabrication activities at 
El Cajon, CA facility Vendor has not renewed ASNE Certificate 
of Authorization Item closed 

POTAPOV8, U Division of Vendor (t Technical Programs 83/01/13 
LENI8, R C Division of Project ii Resident Programs. ip 16891 347 
24X Flche 50-413,63/01/13,8301240148 


0212060351 IE Info Notice 82-52, "Equipment Environ Qualification 
Tasting Esperience - Updating of Test Suminaries Previously 
Published in IE Info Notice 01-29 " Bve list end 
JORDAN, E L Division of Engineering 6 Duality Assurance (Pre 
e30(03> 82/12/21 Consolidated Edison Co of New York, Inc 

ilSpp 16601 088 24X Fiche 90-000,02/12/21,0212060351. 


8301260369 Significant Deficiency Rept SD 413-414/62-26 re Transamerica 
DeLaval diesel engines w/possltle residual stresses in 
piston skirts Initially reported on 021220 NOE, repair 6 
replacement of piston skirts to be completed by 830601 
TUCKER, H D Duke Power Co 03/01/17 O'REILLY, J P Region 2, 
Office of Director 3pp 16900 254 24X Fiche 90-413,03/01/17, 

8301260369 


0212060390 IE Info Notice 82-53, "Main Transformer Failures at North 
Anna Nuclear Power Station " Sve list end 

JORDAN, E L Division of Engineering & Quality Assurance <Pre 
G301O3) 82/18/22 Consolidated Edison Co of New York, Inc 

114pp. 16790.017 24X Fiche’ 50-000, 02/12/22, 6212060390 


B20ei90275 IE Info Notice 02-94, "Mestlnghouse NOFD Relay Failures in 
Reactor Protection Sys " Sve list enc 1 

JORDAN, E L Division of Engineering & Quality Assurance (Pre 
830103) 82/12/27 Consolidated Edison Co of New York, Inc. 

(10pp. 16962:139 24X Flche 50-000, 82/12/27, S20B190275 


8203190273 IE Info Notice 02-55, "Seismic Qualification of Meetinghouse 
AR Relay N/Latch Attachments Used in Mestinghouis Solid 
State Protection 0ys " Sve list end 

JORDAN, E L Division of Engineering 6 Quality Assurance (Pre 
030103) 62/12/20. Consolidated Edison Co, of New York. Inc 

lOVpp. 16960' 014 24X Flche. 50-000, 02/12/20, 0200190273 


8212060394 IE Info Notice B2~96, "Robertshaw Thermostatic Flow Control 
Valves." Sve list end 

JORDAN, E L Division of Engineering it Quality Assurance (Pre 
830103) 82/12/30 Consolidated Edison Ce of New York, Inc 

lllpp. 16750 137 24X Flche 50-000,82/12/30,8212060394 


T Hearing transcripts on non-ant 1 true t matters 


5301240053 Transcript of 630120 third prehearing conference in 
Charlotte, NC Pp 656-036 

a Atomic Safety and Licensing Board Panel 03/01/20 102pp. 

16669. 190 24X Fiche' 90-413,63/01/20. 0301240053 


V Operator Eiaminatlani 


0212220443 Generic Ltr 02-38 to all power reactor 1 Icenseet, app llcants 
for DL, NSB & reactor vendors t, AEs re meeting to discuss 
recent developments for licensing exams Advises that masting 
wilt be held on 830211 rt operator licensing Sve Hit enc 1 
EISENHUT.D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc. I2pp 16681 072 24X 

Flche 90-000,02/12/22.0212220443 


8301120070 Generic Ltr 83-01 to power reactor licensees b applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
891231 for listed categories Sve list end 

EI6ENHUT, 0 G Division of Llcsnslng 83/01/11 Consolidated 
Edison Co of New York, Inc tlpp 16093 243 24X 

Flche 90-000,83/01/11,6301120078 
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A A(ip 1 icatl on/canitruc t i on st«g« docunentt l( corrfspondcno 


6301040313 FoT^rArcis NRC 621019^ Itr troniinlttl ng 8ALP Ropti 
SO-269/02-34< OO-aTO-'Ba- 1 7. 90-207/82-34. 50-369/83-30. 

50-370/82-24. 50-413/82-23 U 50-414/82-21 «< util 021116 1 tr 
cpnviantlng on SALP roptt 

O'BEILLV. J P. Rogian 2. Offlco fit Director 02/12/07 TUCKER, H 8, 

Dirka Pouer Co 3pp 16642 001 24X Fiche- 90-000, 82/12/09. 

B30I04D313 


—8301040323 Forward* SAUP 8«pt« 50-269/82-34. 90-270/82-17, 50-387/02-34, 
50-369/02-30,90-370/02-24,90-413/82-23 & 90-414/82-21 
LEUIBaR C Dlvlilon of Project & Kceldcnt Pragreir*. 82/10/19 
TUCKER, H B Duke Power Co. 2pp 16642.004 24X 

FI civ* ‘ 90-000. 82/12/09, 8301040313 


—8301040333 3ALP flept* 50-269/82-34,90-270/82-17,50-287/82-34, 
90-369/62-30, 90-370/82-24,50-413/02-23 t< 50-414/82-21, 

• Region 2, Office of Director 82/10/19 53pp 1664S.006 24X 

Flch* 50-000,02/12/09,8301040313 


—0301040351 Comments on 8ALP Reptp 50-269/02-34,50-270/02-17, 
50-207/02-34. 50-369/02-30,90-370/82-24. 90-413/82-23 I, 

90—4 14/ 82—2 1 

TUCKER. M.B, Duke Power Co 82/11/16 8 'RE f LL V. J P Region 2. 

Office of Director 2pp 16642-099 24X Flche* 90-000. 82/12/09, 

8301040313 


8212060356 Generic Ltr 32-30 to a 1 1 licensees, appl l-centa far OL t, 
koldart of CPs rt filings concerning lOCFRSO production h 
utlllietlon facllltlce Current lleblng of branch esslgnmsnts 
for nuclear reactor projects & sve list enc 1 

EISENHUTrO.O Division of Licensing 0B/12/26 Consolidated 
Edison Co of New Vark, Tnc llpp 16068-001 24X 

Fiche, 90-000. 02 / 12/28, 8212060356 


B301070360' Forwards request for eddl info re Ini trunentatlon t< control 
sys Requests info by 830117 

AOEN0AM.E Q Licensing Branch 4 82/12/30 TUCKER.N B Duke Powsr 

Co. 5pp 16690098 24X Flcbe 90-413.02/12/30.8301070360 


8301100132 Forwards responses 6 revised responses to open Items of 
technical review branches. Retponscs ta be Included In 
FBAR.Hev 7 

TUCKER, H B. Duke Power C«. 83/01/06 DENTON, H R Office of 

Nuclear Reactor Regulation, Director ADENSAN, E. 0 Licensing Brencli 

4 79pp 16703-123 24X Flch e: 90-413. 83/01 /OA, 0301 100132. 


6301130140 Forwards request for add! electrical Info needed to coAplite 
licensing review Info needed by 830120. 

A0EN8AH. E O Licensing Bronch 4 83/01/06 TUCKER. N B. Duke Power 

Co 3pp 16799 395 24X Flche 50-413,83/01/06,0301130140 


8301120271 Forwards Jnfo re contelnmont pressure boundary fracture 
toughness (0&C-51>,ln rosponte to NRC B2I006 request W/sle 
overslic drawings. Aperture cards are avallakls in PDR. 

TUCKER, H B Duke Power Co. 03/01/07. DENTON, H R OffUooP 
Nuclear Reactor Regulation, Director ADENSAH.E.O Licensing Branch 
4 llSpp, 16773 056. 24X Fleh# 50-413, 63/01/07, 0301120271, 


8391130038 Notifies that 831130 response to Ouostion 100 4 re 
cvsluatlon of compliance w/regulatory requirements of 
10CFR20t50 6 100 containsf typographical trrori Corrected 
evaluation on cl 

TUCKER, H 8 Duko Power Co 03/01/10 DENTON. H H Office of 
Nuclear Reactor Regulation, Director. ADEN BAM, E Licensing Branch 
4, 33pp. 16791-196. 24X Flche 50-413.63/01/10,8301130038 


301140492 Forwards request for addi Info r* design documentati on for 
Clan 2 6 3 piping par otil Tesponse to 0210 120. Info 
raquoited by 830121. 

AOENSAM, E.0 Llcsnsing Branch 4. 83/01/10. TUCKER, H 8 Duka Fowir 

Co 3pp 16818:016 24X FJcht; 50-413.83/01/10, 6301140492 


>1130004 Forwards response* or revised rasponses to open Itans of 
listed technical ravlew branches Rasponsei will be included 
in F8AR Rav 7 

TUCKER. H B. Dirks Power Co. 83/Ot/lJ DENTON, K R. Office of 
Nuclear Reactor Regulation. Director. AOENSAM, E. Licensing Brancli 
4. 39pp. 16793 021 , 24X Fichs: 90-413. 03/01/11 , 8301 130004 


301170017 Forwards request for addl Info ra gsosciencs* 4i gaotachnical 
areas of licensing review Response by 830126 requested 
ADENSAM, E 0 Licensing Branch 4 83/01/13. TUCKER, H fl Duka Ppwsr 

Co. 3pp. t6819-151 24X Fiche- 30-413. 83/01/12, 8391170017 


6301180047 Forward* proprietary & nunpropnetary "Reactor Cavity 
Asyimretric Loads," per 021215 request for info re F8AR 
Section 6 2 On reactor cavity analysis. Proprietory rept 
withhold (ref tOCFR2 790) 

TUCKER, H B Duka Power Co 03/01/13 DEM TON, H R Office of 

Nuclsar Reactor Regulation, Director AOENSAM, E 0 Licensing Brinck 
4 Ip 16031 179 24X Flche 90-413,03/01/13,8301180047 


— 8301100051 Forwards proprietary 1, nonpt-opr i etary "Reactor Cavity 
Asymmetric Loads" it requests withholding of proprietary 
version tref 10CFR2 790) 

HEI0EKANN.R A Uestlnghouse Electric Corp 83/01/07. DENTGR.N.R 
Office of Nuclear Reactor Regulation, Director ADENSAM, E 0 
Licensing Branch 4 IBpp 16031 181 24X Fiche 90-413.03/01/13, 

0301 160047 


8301160071 Forwards responses or revised responses to opsrv itans fro* 
Oeosclence*. Hydrolog ic & Oeotechnlcal Eng Ineerlng , Autc i 1 lary 
SyStPouer Sys.Reactor Sys it Coro Performance Branches 
Responses will he Included In FSAR.Riv 7 

TUCKER.HD Duke Power Co 83/01/14 DENTON. H R. Office of 
Nuclear Reactor Regulation, Director ADENSAM.E & Licensing Brenik 
4 36pp 16035-299 24X Flch e 90-4 13, 83/01/14, 8301180071, 


8301180243 Respond* to NRC 021230 ltr requesting response to 
Instrumentation 6 Control Sys Branch concerns 
TUCKER, H B Duke Powsr Co 63/01/14 DENTON.H R. Office of 
Nucleer Reactor Regulation, Director ADENSAM.E 0 Licensing Brisik 
4. 6pp 16023.298 a4X Flche 90-413,03/01/14.0301180243 


8301200112 Forward! response to Instrumentation 6 Control By* Branck 
questions 6 discussion on design of auiiliary shutdown 
complti 

TUCKER.H B Ouks Power Co 03/01/10 DENTON.H R. Office of 
Nucleer Reactor Regulation, Director ADENSAM, E 0 Licensing Brenck 
4 8pp 16069:049 24X Flche 90-413, 83/01/16, 63012001 12 


8301200127 Supple 821101 revised response to NRC Structural Englneerlni 
Branch Action Item 10 info provldo* justl f 1 cation 
demonstrating negligible amplification assumed in vertical 
sslsfflic analysis 

TUCKER.H B. Duke Power Co 83/01/16 DENTON.H R Office of 
Nuclsar Rsactor Regulation, Director lipp 16869 096 247 

Flche. 90-413. 83/01/10. 0301200127 


6301210206 Forwards responses or revised responses to open Items for 
Catawba FBAR Responses will be Included in Rev 7 
TUCKER.H B. Duke Power Co 63/01/19 DENTON.H R Office of 
Nuclear Reactor Regulation, Director 42pp 16672:115 24X 

Fiche 90-413,83/01/19,8301210206 


8301290243 Forwards application for withholding I, proprietary 
supplemental reeponsc to NRC Gucstlon 492 2 on improved 
Thermal Design Procedures Response withheld (ref 
10CFR2 790) 

TUCKER.H. fl Duke Power Co 03/01/19 DENTON.H H Office of 
Nucleer Reactor Regulation, Director ADENSAM.E. 0 Licensing Brasck 
4 2pp. 16099 191. 24X Fiche 90-413,03/01/17,0301290243 


— B3012902SO Application for withholding proprietary supplemental 
reeponse to NRC Question 492 2 on Improved Thermal Design 
Proesdurs* Affidavit sncl Response withheld (ref 
10CFR2. 790). 

H1E8EMANN, R A Nestlnghguse Electric Corp 63/01/16 DENTDR.H 8 
Office of Nuclear Reactor Regulation, Director. ADEN8AM.E.0 
Licensing Branch 4 Bpp 16899 193 24X Flche 90-413.63/01/19. 

8301290243 


8301260408 Forwards "Catawba Nuclear Station Jet Impingement Study on 
3-Inch Resistance Temp Detector it lO-lnch Accumulator 
Discharge Linos " Info demonstrates adequacy oP util jet 
impingement crliarla 

TUCKER.H B Duke Power Co 63/01/29 DENTON.H R. Office of 
Nuclear Reactor Regulation. Director ADENSAM.E 0 Licanslng Brant* 
4 3pp 16910 074 24X Flche 50-413,03/01/29,0301260408 


— 8301260410 "Catawba Nuclear Station Jet Impingement Study on S-Inrk 
Rciittanca Tamp Oetactor f< 10-Inch Accumulator Discharge 
Lines " 

* Duk* Powsr Co 83/01/19 lOpp 16910.077. 24X 

Fichs: 90-413, 03/01/29, 8301260408 


0 NRC Draft/Final Environmental Statements, supple l< corrospondente 


B3011600B7 Forwards FES 1, FR notice of issuance h availability tf/o FES 
NOVAKrT.M Assistant Director for Licensing 03/01/10 TlfCKER.H-B 
Duk* Power Co Ip, 16037 095 24X Fiche • 50-413, 83/01/10, 

0301160087 


— B30U8008B Notice of issuance & availability of FEB 

ADENSAM.E 0 Licensing Branch 4. 03/01/10 2pp. 16837' 056 2« 

Flche, 90-413,03/01/10, 0301180087 
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"8301100092 Forwards FES ui/dltcu«sion of problams it objections ralstd by 
ffdsrali st« ts 4i local asenclas or offlcia 1 b> private 
or 3«nl lations & individuals Notice of availability sent to 
ore of Ffi dor filing fc publication W/o enel 
APeK^ANrE 0 Licensing Branch 4 83/01/10 UtL80N. K 

Environmental Protection Agency Ip 16837 098 24X 

Flehf 90-413,83/01/10,8301180087 


— B301 180094 Forwards FES u/discussion of problems & objectives raised by 
f adirali sta te ti local agencies or off icla Is, private 
organl lations !> individuals U/o end 

ADENSAKiE 0 Licensing Branch 4 83/01/10 GRANT, R 

Coirmerce.Dept of 3pp 16837 OS? 24X Fiche 50-413.83/01/10, 
8301100087. 


— B301 1S0096 Forwards FR notice of issuance b aval lab 1 1 i ty of FES re 
plant operation Action taken to provide info on environ 
statements U/o encl 

ADENBAH.E O Licensing Branch 4 83/01/10 Qutiel & Kass 

3pp 1 683 7 062 24X Fiche 50-413, 83/01/ 10, 93O1I0OOB7 


830I260'343 Ack receipt of FES for facilities Review indicates 
appropriate responses to archeological heritage of area 
STEFftENSON. R L South Carolina, Unlv of 83/01/18 NOVAK, T H 

Assistant Oirsetor for Operating Reactors Ip 16908 SB7 S4X 

Fiche. SO-413, 83/01/18, 8301260343 


8301260071 Verifies filing of EIS, NUREO-0931 Publication of notice of 
aval lability in FR scheduled for 030121 
MtUSON.K L Envlronraental Protection Agency B3/Ot/21 
JABBQURrK N Division of Licensing Ip 16912 332 S4X 
Fiche. 50-413. 83/01/21,8301260071 


8301190461 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
CATAWBA NVCLEAR STATION, UNITS 1 AND 2 Docket Nos SO-413 And 
414. IDuke Power Coispany) 

* Office of Nuclear Reactor Regulation, Director NUREO-0921 
B3/01/31. 20app 16B51 001 24X Fi che 50-413, 03/01/3 1, 8301190461 


E HRC Safety Evaluation Report (SER), supple (< correspondence 


630111002S Re<iuests responses to encl Instrumentation 1. Control Sys 
Branch licensing review concerns It positions by 030131 
Reeponsei till I be incorporated into SER 

NOVAK, T. K Assistant Director for Licensing 83/01/07 TUCKER, H D 
Culca Power Co 7pp 16779 163 34X Fiche 80-413,83/01/07, 

8301 110029 


830)170079 Informs that applicant will make necessary mods to site 
drainage plan to assure that local PMP water level docs not 
exc««d elevation 994 feet mas Stillwater level, in response 
to Section 2 4 3 3 of NRC draft SER 

TiICKER.H B Duke Power Co 83/01/13 DENTON, H R Office of 
Nuclear Reactor Regulation, Director AOENSAMtE 0 Licensing Branch 
4. 3pp 16812 202. 24X Fiche 90-413.83/01/13,8301170079 


0301190043 Re(tuests review t< comment of final SER to be Issued on 
630306 Changes must be submitted by 830119 

ADEN3AH.E 0 Licensing Branch 4 83/01/14 NOVAK, T , HIRAOLIA, F . 

HOUSTON, W NRC - No Detailed Affiliation Oiven 3pp 16848 289 
34X Fiche. 50-413, 83/01/14, 8301190043 


S30IS60339 Forwards response to Open Item SO from Auxiliary Sys Branch 
820427 draft SER 

TUCKER. H B Duke Power Co 03/01/29. DENTON, H R Office of 
Nuclear Reactor Regulation, Director A0EN8AM,E. 0. Licensing Branch 
4 3pp. 16908>2e8 24X Fiche 90-413.83/01/39,8301260339 


F Security, medical, emergency t. fire protection plans 


8212060349 Oensrlc Ltr 82-33 to all licensees of operating reactors, 
applicants for DL 6 holders of CPs re Suppl t to NURE0-0737i 
'Reyvlrements for Emergency Response Capability “ 

Hl«CO-0737.8uppl I ?, SVC list encl 

ElBENHUTrO 0. Division of Licensing 62/12/17 Consolidated 
Edison Co. of New York, Inc 77pp 16681 SOS. 34X 
Fiche 30-000,82/13/17,8213060349 


S213230448 Oenerlc Ltr 63-39 to all reactor licenseas, CP holders l< 
applicants for CPs re problems u/submlttals of 10CFR73. 31 
tafaguards info for licensing review. Procedures re 
transmittal of info outlined Sve list encl 

CISENHUT.D. 0. Divtiion of Licensing. 82/13/32 Consolidated 
Edison Co. of New York, Inc 13pp 16690 021 34X 

Fiche’ 90-000, 83/12/22, 8312330449 


O Adjudicatory correspundsnee 


B212150001 Response opposing NRC S21122 motion For sanctions stated In 
previous filings Certificate of Sve encl 

GUILD, R Palmetto A1 liance GUILD, R Ouild, R 83/13/07 
Atomic Safety and Licensing Board Panel 2pp 16423 367 24X 

Fiche 90-413,82/12/07,8312130001 


8301040041 Staff requirements memo re BS1223 affirmation/discussion 6 
vote on 8ECY-G2-473 «< SECV-8a-457 Order granting in part t< 
denying in part UC8 motion to reschedule meeting (< order 
accepting partial review of ALAB-637 approved 

CHlLKiS J Office of the Secretary of the Commltsion S2/12/23 
DICKMtT,L Office of the General Counsel 3pp 16699 287 24X 
Fiche 50-000.82/12/23.8301040041 


8301040394 Response to B2O420 first set of interrogatories It requests 
to produce fc 820927 third set of interrogatories 6 requests 
to produce Related correspondence 

CARR, A V Duke Power Co 82/12/31 Palmetto Alliance 7epp 

16639 343 24X Fiche 50-413,82/13/31.0301040394 


8301040438 Motion for protective order from further response to 
Palmetto Alliance 830430 first set of interrogatories t. 
requests to produce tc Alliance 830927 third set of 
Interrogatories fa requests to produce 

CARR, A V Duke Power Co 82/13/31 Atomic Safety and Licensing 

Board Panel. 4pp 16647 073 S4X Fiche 90-413,82/12/31,6301040438 


8301100092 Proposals far expediting fa scheduling pretrial procedures 
Proposed prehearing schedule for Palmetto Alliance admitted 
safety, environ, emergency planning fa SER contontione 
discuseed U/Certif icate of 8vc 

VOHNSON.OE Hearing Branch 4 83/01/07 9pp 16703 017 24X 

Fiche- 90-413. 83/01/07, 0301100093 


B301120217 Memorandum fa order denying Palmetto Alliance oral motion to 
postpone formal discovery on admitted contentions until 
Commission d-ecidei issues arising #roi» ALAD-687 Commission 
review will have little impact 

KELLEY, J L Atomic Safety and Licensing Board Panel 83/01/07 
Palmetto Alliance Spp 16776 107 24X Fiche 90-413.03/01/07, 

8301130217 


8301 120249 Submittal re schedule fa discovery per ABLE 021222 
memorandum fa order Proposed schedule encl Applicant views 
on discovery rules delineated Certificate of Syc encl 
HCOARRY, J H Duke Power Co HCOARRY.J H Oebevoise fa Liberman 
83/01/07 16pp 16773 203 24X Fi c he- 90-413, 83/01/07, 6301 120249 


8301110513 Advleaa that NRC tafcee no position on Palmetto Alllence 
raepontes to applicant interrogatories on Contention 6. 

Importance of Alliance responses to Interrogatories on 
Contention 7 dieeussed In NRC 621316 pleading 

JOHNSON, 0 e Hearing Branch 4 03/01/10 KELLEY, J L , FOSTER, R F , 

CALLIHANfO Atonic Safety and Licensing Board Panel ip 
16746.033 24X Fiche 90-413,63/01/10.8301110912 


B30114029B Intarrogatoriee fa requests to produce re Palmetto Alliance 
Contentions 8 fa 37 Certificate of Sve end 
OUILD.R Palmetto Alliance. GUILD, R Guild, R 83/01/10 

Office of the Executive Legal Director 9pp 16809 066 24X 

Fiche: 90-413. 83/01/10. S30H40298 


83011403B7 Response to Palmetto Alliance fa Carolina Environ Study Group 
821320 objection to A8LB 821201 order fa motion for 
reconsideration, or alternative 1 y. for certification Opposes 
motion. Certificate of Bve encl 

CARR.A V Duke Power Co 83/01/12 Atomic Safety and Licensing 
Board Panel a4pp 16807 031 34X Fiche 90-413.83/01/13, 

S3011402S7 


8301170220 Response to Palmetto Alliance fa Carolina Environ Study Oroup 
BS1220 objections to ASLD 621201 order & motion for 
reconstdaratlon. or « Iternativel y , for cortlf Ication Objects 
to motion Certiflcata of Sve encl 

CARR, A V Duke Power Co B3/01/13 Atomic Safety and Licensing 
Board Panel. 34pp 16813 306 34X Fiche' 90-413, 83/01/13, 

S30 1170220 


S3011S0377 Order confirming B301I1 talcon granting Palmetto Alliance 
extension of time until 630128 to file responses Listed 
deadlines also extended. 

KELLEY, J L Atomic Safety and Licensing Board Panel. B3/01/14 
Palmetto Alliance, 3pp 16826,039 S4X Fiche 50-413,63/01/14, 
8301180277 
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Q301180I73 Dcspooif >n opposition to P»linetto Aliiancp 
Environ Study Croup 521330 motion for referral or 
csrti f I cat I on of ALAB-tB7 timeliness std Certificate 
ent 1 

JDHNSOfI' 0 E Hearing Branch 4 SG/Ol/t? Atomic 
Licensing Board Panel 13pp 16Q3I 312 24V Eiche 

5301180193 


it Carolina 

of Bve 

Safetg and 
50-413. 83701/17, 


“-B30 1040351 Comments on SALP Rep ts 50-367/32-34. 50 -370/ B2-l7> 
SO-207/83-34. 50-369/83-30. 50-370/02-24. 50-413/82-33 6 
50-414/03-31 

TUCKER. H D Dule Power Co 82/11/16 O 'REILl-V. J P. Reafta 2. 
Office of Director Spp 16643 099 24X Ftche 90-000.83/12/04 

8301040313 


0301190362 Supp I to 331019' discovery response, c uns is t Ing of complete 
Branch Technical Pasitl'On Only odd pages sent u/initlal 
r frspens e 

JDHM50N, O E Hearing Branch 4 03/01/19 0ILEV.J L Carolina 

Environmental Study Group 17pp 16846 070 24X 

Ffche 50-413.83/01/18,0301190363 


8301260014 Brief on application of Section 2 714 timeliness factors to 
late contentions based on neu info in previously 
institutionally unovailable licensing documents Certificate 
of Sve end 

JOHNSOM.O E Hearing Branch 4 03/0-1/34 Coeimissianers 26pp 

16913 193 24V Flchc 30-413.83/01/34.83013 60014 


8301360453 Response to iiuestions in Commiesion 831223 order Late-filed 
contention premised on Institutional document not previously 
available which does not meet three-part test per 
10CFR2 714<a)tl) requirements If/Certl f 1 cate of Svt 
rtCOARRY’.J M DuJte Power Cd HCOARHY.JM Debevoisc ■!< Liberman 
03/01/34 Commissioners 3lpp 16910 318 34X 

riche SO-413. 83/01/24. 8301360493 


8301280314 Statement Of position on issues accepted for review Bath 
Commission questions In 831233 order should be affirmatively 
answered Certificate of Sve enc I 

GUILD.R Palmetto Alliance GUILD.!? Guild. R 83/01/34 4pp 
169S4 359 24X Ficbe 50-413.83/01/24.8301380314 


0301360390 Forwards FES. NUflE0-O93 1 Wo end 

JOHNSON, 0 £ Hearing Branch 4 83/01/39 KELLEY, J L , FOSTER, R F , 

CALLlHANiD Atomic Safety and Licensing Board Panol Ip 
169J3 367 24X Fiche 90-413.83/01/35,8301360290 


0 Inspection reports, IE Bulletins U correspondence 


8301040669 Act receipt of IE Insp Repts 50-413/82-28 8< 90-414/02-24 
No proprietary Info 

TUCKER. H B Ouie Power Co 82/12/14 O'REILLV.JP Region 2. 
Office of Director Ip 16643 093 24X Fiche 90-413,83/13/14, 
8301040669 


8301040653 Ack receipt of IE Insp Repts 50-413/83-27 b 90'4t4/e2-2i 
proprietary info 

TUCKER, H B Duke Power Co BS/12/17 O'REILLY, J P Region 3, 
Office of Director Ip 16643 075 S4X Fiche SO-4 13. 02/12/17. 
030.1040653 


0208190369 IE Info Notice 8S-S1, "Overeiposures in PMR Cavities ’ S. 
list end 

DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 03/13/21 Consolidated Edison Co of New Yorl, Ii 

Kipp 16609 239 34X Fiche 50-000, 02/12/31,9208190269 


8212060351 IE Info Notice 83-52, "Equlpmont Environ Oua 1 1 f Ication 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-39 " 8vc list end 
JOROANi E L Division Of Engineering li Oual ity Assurance <Pre 
330103) 83/12/31 Consolidated Edison Co of New Vorl. Inc 

11 Spp 16601 088 34X Fiche 50-000,02/12/31,8212060351 


8213060350 IE Info Notice 83-93, "Main Tranef-ormer Failures at Moilk 
Anna Nuclear Power Station " Sve list end 

jaRDAN,E L Division Of Engineering & Quality Assurarica CPr* 
830103) 82/13/32 Consolidated Edison Co of Neu Yort. lot 

1I4PP 1679B 017 34X Fiche 50-000,83/13/33,8212060390 


8208190275 IE Info Notice 83-54, "Westinghousa NBFD Relay Failures in 
Reactor Protection Sys " Sve list end 

JORDAN, E L Division of Engineering t< Quality Assurance (Pre 
830103) 82/13/37 Consolidated Edison Co of New Vart. Inc 

llOpp 16963 139 34X Fiche 90-000,83/12/37,8300190275 


0301040524 Forwards IE Insp Repts 50-413/82-30 U 50-414/63-38 on 
820911-1135 No nonconpl tance noted 

DANCE. K C Division of Project & Resident Programs 63/13/06 
TUCKER. N 3 Duke Power Co 3pp 16646 203 34X 

Ficho 50-413.83/13/06, 8301040934 


—8301040531 IE tosp Repts 50-413/83-30 & 50-414/92-28 on 620911-1139 
No none onpl iance noted Itajor areas inspected nonconforeii ng 
items. INFO findings, NRC t, licensee identified ttens L 
followup of JE bulletins 

VANOOORN.P K , BRYANT, J C Bivlslon of Project S, Resident 

Programs. 82/13/03 4pp 16646 389 2 4X FI the- 50-413. 83/ 13/06, 

8301040524 


8308190373 IE Info Notice 82-55, ‘'Seismic Qualification of Uestingbame 
AR Relay U/Latch Attachments Used In Usstlnghouse Solid 
State Protection Sys " Sve list end 

JORDAN, E L Division of Engineering & Oual ity Assurance IPre 
830103) 83/13/28. Consolidated Edison Co of Neu Yort. Inc 

109pp 16B68 014 24X Fiche 50-000.82/12/38,8200190273 


0212060354 IE Info Notice 82-56, "Robertshaui Thermostatic Flow Conlrsl 
Valves " 8vc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance fPre 
B30103) 83/12/30 Consolidated Edison Co of Neu York, Inc 

lllpp 16798 137 24X Fiche 50-000,02/12/30,0212060354 


0301040573 Forwards IE Insp Repts 50-413/82-39 k S0-4I4/B3-37 on 
021116-19 No noncofflpllance noted 

OANCEiH C Division of Projact & Resident Programs 02/13/07 
TUCKER, H B Duke Power Co 3pp 16649 320 34X 

Fiche 90-413.03/12/07,8301040573 


8301290005 Ack receipt of 
proprietary Info 
TUCKER.H B Duke Fewer 
Office of Director Ip 
6301290005 


IE Insp Repts 50-413/02-30 b SO-4 14/82-28 Ho 

Co 83/01/05 O'REILLY. J P Region 3. 
16899 299 34X Fiche 50-413.03/01/05, 


—8301040582 IE Insp Repts 50-413/82-39 & 90-414/03-27 on 031116-19 
No nonconpl lance noted Major areas inspecteil safcty-relatod 
pipe support h restraint sgs & const progress 

LIU, N -C ■ DLAKE, J J Division of Engineering (■ Technical Programs. 
82/13/03 7pp 16649 332 24X Fiche 50-413,82/12/07,0301040973 


0301230349 Ack receipt of 
No proprietary info 
TUCKER.H 0 Duke Power 
Office of Director Ip 
8301250349 


IE Insp Repts 50-413/82-29 k 50-4H/B3-37 

Co 83/01/05 O'REILLY, J.P Rogion 3. 
16897 289 24X Fiche 50-413,93/01/03. 


8301040313 Forwards NRC 831019 Itr transmitting SALP Repts 
90-269/83-34, 90-270/82-17,50-387/82-34. 90-369/82-30. 
50-370/82-24.50-413/82-33 8, 50-414/82-21 & utU 831116 Itr 
comnentlng on SALP repts 

O'REILUYfJ P Region 2, Office of Director 82/12/09 TUCKER.H B 
Duke Power Co Sap 16643.001 24X Fiche 50-000,82/12/091 

8301040313 


—0301040333 Forwards SALP Reptt 50-269/82-34,50-270/83-17,50-287/83-34, 
50-369/82-30,90-370/83-24.50-413/82-23 * 30-414/83-21 
LEUIS.R C Division of Project k Resident Programs 63/10/19 
TUCKER, M B Ouk« Power Co 2pp 16642 004. 24X 

Fiche 50-000,03/13/09.8301040313 


— 8301040333 BALP Repts 50-369/83-34.50-370/83-17,50-287/02-34, 
90-359/03-30,50-370/33-24,50-413/83-33 & S0-4I4/S3-21 
• Region 2. Office ef Director 82/10/19 53pp 16643 006 24V 

Fiche 50-000, B2/12/Q?,8301 0403 i 3 


8 Repartable occurrences, LERs b related correspondence 


8301060350 Bignlflcant Deficiency Rept SD 414/82-35 re lack Of 
penetration on roots of Class C welds Addl concerns 
uncovered during investigation Full evaluation to be 
provided by 830131 

TUCKER.H Q. Duke Power Co 03/13/32 O'REILLY, J P Regton 2. 
Office of Director Ip 16678 270 24X Fiche. 90-414, 82/12/32. 

8301060390 


8301070223 Interim Significant Deficiency Rept BD 413-414/82-19 re 
defective 10-inch fitting installed in safety injection sys 
Initially reported on 830020 Problem isolated event CueCan 
Alloy replaced fitting 

TUCKER.H S Duke Power Co 82/12/30 O'REILLY, J P Region «• 
Office of Director Spp 16695,009, 24X Fiche 50-413.82/12/30. 

8301070233 
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8301070324 Supp iemental deftciencv rept re flia 1 f unc tioning starting air 
valvst tc housing atsambliss mfg bg Trantamer ica Dslaval> Inc 
tnftiallg rsportcd on B20628 Util mill Install 120 
capscrsus bg B40201 Assamblg procadurss modified 
TUCKER^H S Duhs Poiosr Co 82/12/30 O'REILLYr J P Region 2> 

Off ica of Oir actor 3pp ld>6e9 042 24X PiehO 90-413.82/12/30. 

B30 1070324 


6301200301 Supplamental Significant Daflclencg Rapt SO 413-414/02-16 
Tcltdgna-McKag requastad coda intcrpr station front ASME re 
reading of 5FA 9 20 Util ulll reniova Taladgna-McKag front 
approved vendor list 

TUCKER. H B Dute Power Co 83/01/10 O'REILLY. J P Region 8. 
Office of Director 2pp 14.01.9 197 24X Ficbe 90-413.03/01/10. 

8301240301 


8301240148 Notifies that NRC contact w/Lamco Industries. Inc has 
established no remaining nuclear fabrication activities at 
Ei Cajon. CA facllltg Vendor has not rcnsusd A6i1E Certificate 
of Author i lat ion Item closed 

POTAPOVS. U Division of Vendor 1< Technical Programs S3/01/13 
LElflS.R C Division of Project & Resident Programs Ip 16091 347 
24X FI Che 90-413.83/01/13,8301240148 


6301260365 Significant Daflclencg Rapt SO 413-414/82-26 re Transanttrice 
DaLaval diesel engines w/posslble residual stresses In 
piston skirts Initiallg rsported on 621220 NOE. repair 6 
replacement of piston skirts to be completed bg 830601 
TUCKER, H D Duke Pouer Co 03/01/17 O'REILLY. J P Region 2, 
Office of Director 3pp 16908- 294 24X FI che- 90-4 13. 83/01 /17, 

8301260369 


T Hearing transcripts on non-antitrust matters 


B301240093 Trenscript of 030120 third prehearing conference in 
Charlotte.NC Pp 696-836 

e Atomic Safetg and Licensing Board Panel 83/01/20 ISRpp 
1688? 190 84X Fiche 90-413.03/01/20,0301240033. 


V Operator Eiaminations 


6212220443 Oeneric Ltr 82-38 to all power reactor 1 icensees. app 1 Icants 
for OL. N80 6 reactor vendors 6 AEs re meeting to dlscuis 
recent developments for licensing scams Advises that meeting 
uill be held on 830211 re operator licensing Sve list end 
EISENHUT. DO Division of Licensing 82/12/22 Consolidated 
Edison Co of New York. Inc 12pp 16681 072 84X 

Fiche 90-400,02/12/22.0218220443 


3301120076 Oeneric Ltr 83-01 to power reactor licensees 6 applicants 
for OL re operator licensing esam site visit Requests 
schedule re team requests ecpectsd for submittal prior to 
891231 for listed categories 8vc list end 

EISENHUT, D 0 Division of Licensing 83/01/11 Consolidated 
Edison Co of New York. Inc llpp 16893 243 24X 

Fiche SO'OOO, 03/01/11.8301120078 
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A Appileat lon/censtruction stage documents fc correspondence 


0301040109 Forwards summarg of 821202 meeting In Region 2 ofe re 
sceurltg violation 6 dlscustlon of schedules tor resolving 
outstanding Items required for full power license 
LEWIS. R C Division of Project 6 Resident Programs 02/12/09 
STANPLEY.ML Miss Isiipp 1 Power 6 Li ght Co 4pp 16632'ai2 24X 

FIChe-aO-416. 0S/i2/O9> 030 1040109. 


8301130039 Forwards summary of Environ Protection Program ra station 
const for Nag - Oct 1982. per Eshiblt 2-A ref in Buhsactlon 
3. E I of CPPR-lia 6 CPPR-1I9. 

DALE.L F. Hltslssippi Power 6 Light Co 83/01/07 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 4pp 16791 • 192 
24X Fiche 50-416,83/01/07,8301130039 


E NRC Safetg Evaluation Report <SER>. suppls 6 correspondence 


8301170597 Requests addl info re deep draft pumps trandlng analysis. 
Humphrey containment concerns fc soil structure Interaction 
for 6ER: suppl Info should be provided on schedule not 
impacting Ilceneing process 

aCHWENCER.A Licensing Branch 2. 83/01/12 MCOAUOHY, J P 

Hlssltilppi Power 6 Light Co 3pp 16S1B 116 84X 

Fiche 90-416,03/01/12.8301170997 


F Security, medical, amergeneg 6 fire prote-ctlon plans 


8301250639 Forwards IE Entergency Preparedness Appraisal 
Rept 30-416/BS-97 on 620602-06 Noncoimp 1 ianc e noted 
O'ReiLLY, JP Region 2, Office of Director. 82/09/20 

STAKPLCY.nl Mississippi Power b Light Co 2pp 16903 193 24X 

Fiche 90-416. 02/09/20,8301250639 


— 03O12SO647 IE Emergency Preparedness Appraisal Rept 50-416/82-97 on 
B20S02-06 None omp 1 lance noted appraisal deficiencies 
Identified in post-accident, coolant 6 containment air 
sampling 6 analgsis & high range monitoring 
CLINE. W E Division of Emtrgencg Preparedness 6 Operational 
aupport 02/09/16 36pp 16903 199 24 X Fiche 50-416,08/09/20, 

8301290639 


830104010? Forwards summarg of 821202 meeting in Region 2 ofe re 
security violation 6 discussion of schedules for resolving 
outstanding items required for full power license 
LEUIS. R C Division of Projact tt Resident Programs 82/12/09 
STAMPLEY.NL Mississippi Power Sc Light Co. 4pp 16632 312 a4X 
Fiche 30-416,82/12/09.8301040109 


8212060349 Oeneric Ltr 82-33 to all licensees of operating reactors, 
applicants for OL 1. haldtrs of CPs re Suppl 1 to NUREO-0737. 
"Requirements for Emergency Response Capability " 

NUREO-0737, Suppl 1 b sve list end 

EISENHUT, D 0 Division Of Licensing 82/12/17 Consolidated 
Edison Co of New York. Inc, 77pp 16681-200 24X 

Fiche SO-000. 82/12/17. 6212060349 


8212220445 Generic Ltr 82-39 to all reactor licensees. CP holders b 
applicants for CPs re probleme w/submlttals of 10CFR73 21 
safaguards Info for licensing review Prueodores re 
transmittal of info outlined 8vc list end 

EISENHUT. D O Division of Licensing 82/12/22 Consolidatnd 
Edison Ca of New York. Inc l3pp 16690 021. 24X 

Fiche 90-000, 82/ 1 2/22 , 82 1 2220 44 3 


0301070233 R6Ps on 821229, uni denttf led caller telephoned threat re 
bomb in bathroom of administration bldg No bomt. found Call 
considered hoax 

MCOAUOHV.UP Mississippi Power b Light Co 82/12/31 

C 'REILLY. U P Region 2. Office of Director 2pp 1668S Oil 24X 

Fiche 50-416. 02/12/31.8301070233 


8301250519 Ack receipt of 930106 ltr informing NRC of steps taken to 
correct viola bions noted in IE Safeguards Insp Rept 
90-416/82-74 

LEWtB.R C Division of Project & Resident Programs 83/01/19 
BTAKPLEV.nl Nlfsissippi Power b Light Co Ip 16906 103. 24X 

Fiche 90-416,83/01/19.0301250515 


—8301250919 Responds to NRC 621207 ltr re violations noted in IE 
Safeguards Insp Rept 50-416/02-74 Corrective actions 
wi thhcld 

MCOAUOHY. U P Mississippi Power b Light Co 83/01/06 

O'REILLY, d P Region 2, Office of Director Ip 16906 106, 24X 

Fiche 90-416.83/01/19,8301250515 


—8301250523 Forwards IE Safeguards Insp Rept 50-416/02-74 on 821108-10 6 
notice of Violation Notice of violation withheld 
O'REILLY, d p Region 2. Office of Director 02/12/07 

8TAHPLEY.N L Mississippi Power b Light Co 2pp 16906 107 24X 

Fiche 50-416,83/01/19,0301230513 


—8301250531 IE Safeguards Insp Rept 50-416/82-74 on 821103-10 
Noncomp lianci noted failure to provide access control to 
vital area b to follow procedures for testing vital area 
alarms. Dete lie withheld 

HCOAUOHVid. P , MCOUIRE.D R Division of Engineering b Technical 
Programs. 82/12/06 Ip 16906 109 24X Fiche 90-416,83/01/19. 

8301250513. 


0, Adjudicatory correspondence 


8301260346 Advises that time for Commission, to review ALA0~704 expired. 
Comtnlstlon declined review Decision bacama final agency 
action on 630117 

CHILK.8 d Office of the Bscretary of the Commission 03/01/29 
Mississippi Power b Light Co Ip 16908 272 24X 

Fiche 50-416.83/01/29.8301260348 


d. Insurance b indemnity Information 


8301140002 Forwards Endorstments 20-23 to NELIA Policy NF-257 b 
Endorssments 1-7 to MAELU Policy MF-106 

DALE.L F Mississippi Power b Light Co 83/01/07 KERR.O U. 
Offlct of State Programs. Director. 27pp 16806.021 24X 

Fiche. 50-416, 83/01/07. 0301 140002 
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830127031& Forwards Fndors a merits 24 t, B to NELIA Policy NF-257 fc MAELU 
Policy MF-IOA. roipet tive 1 V 

DALE, L F Mississippi Power i Light Co B3/01/17 KERR, 0. M 
Office of State Prograais, Director 4pp 1&932 023 24X 

Flche 30-416.03701/17,0301270310 


P Operating license stags documents k correspondence 


8212060336 Oeneric Ltr 82-30 to a 1 > 1 i c aniees, app 1 lean t s far DL b 
hoHeri of CPs re filings concerning 10CFR50 production It 
wtllitetlon facilities Current listing of branch assignments 
for nuclear reactor projects U sve list enc 1 

EIBEWKUT.D O' Division of Licensing SS/12/ZS Consolidated 
Edison Co of Mew Yort, Inc lipp I6B&8 001 24X 

PIcht 30-000.82/12/23,8212060336 


8301110313 Discussas status of containment concerns Final rept from 
Containment Issues Review Panel will be submitted by Mar 
1983 Responses to consultants delayed due to reallocation of 
technical resources 

OALE.L F Mississippi Power k Light Co 82/12/31 DEMTON, M R 
Office of Nuclear Reactor Regulation, Director 3pp 1674S 359 
24X Fiche 30-416.82/12/31,8301110513 


8301110134 Osnerlc Ltr 83-03 to all BMR llcensaas re MUREO-0737 
Tech Specs Reguests response re deviations from encl 
guidance ti model Tech Specs within 70 days of receipt of 
ltr 8vc list end, 

EISEHHUTi D 0 Division of Licensing 83/01/10 CommonuBa 1 th 
Edison Co 13pp, 16868 156 24X Fi cbe. 50-000, 83/01 /lO, 8301 11 0134 


8301140463 Advises that info re sleeving mod, radi ol ogical assessoient & 
training, regues tad on 630104 per util 821222 application ta 
amend Licaitsc NPF-I3r has not been received 
SCHMEMCER.A Licensing Branch 2 83/01/11 MCOAUOHY, J, P 

Mississippi Power ti Light Co 2pp 1680? 332 24X 

Flehf 30-416, 83/01/1 1, 8301 140463 


8301130146 Noti lies that change committed to in Attachment 3 of 
AECM-82/22? ltr unnecessary due to completed rsvleuj of IE 
Circular 81-14, «MSIV Failures to Cles*-' & IE Notice 81-38, 
"Potantialiy Significant Equipment Failures. '' 

DALE.L F Mississippi Power t. Light Co 63/01/12 DEMTaM.H R. 
Office of Nuclear Reactor Regulation. Director, Epp 16795 308 
24X Plehe 50-416.83/01/12,8301130146 


8301180531 Forwards request for add! info re methodology for soil 
structuTs Interaction NRC does not agree u/applled 
methodology Requests dynamic analysis be performed. Response 
should be subnlttad by 830331. 

SCHHENCER.A Llcansing Branch 2 83/01/12 rtCOAUCHY, J P 

Mississippi Power & Light Co 3pp. 16837,208 24X 

Flcbe-SO-416i 83/01/12, 8301 180S31 


8301200079 Forwards addl infO' re protective sleeves for LPRHs par 
NRC 830I1I ltr k 830104 teUon 

DALE.L F Mississippi Power t Light Co 03/01/18 DENTON, H. fi 
Office of Nuclear Reactor Regulation. Director. app 16969 027. 
24X Flche 3a'-4i6, 83/01/18,8301200079. 


0 Inspection reports, IE Bulletins t. correspondence 


8301250639 Forwards IE Emergency Praparadness Appraisal 
Rapt 50-416/90-57 on e2D902'O6 None amp] ianc a noted, 

O'REILLY, U P, Region 2, Off lea of Director. 82/09/20 
STAMPLEY.N L. Mississippi Power & Light Co 2pp. 16903 193 24X 

Flcha. 90-416. 82/09/20, 0301290635. 


— 8301250647 IE Energsney Praparsdness Appraisal Rapt 90-416/02-57 on 
020802-06 Noncomp 1 lance noted appraisal daflclanclts 
identified in pos t-acc 1 dent, coolant & contalnmant air 
sampling k analysis b high range monitoring. 

CLINE. U E Division of Emergency Praparsdness & Optratlonal 
Support 02/09/16 36pp 16903 1 99 2 4X Pi che; 30-416, 82/09/20, 

8301290639 


8301040397 Forwards IE Insp Rtpt SD-416/82-70 on 82 i 1 02-04 No 
noncamplianca noted 

VEBRELLI. D M Division of Projtct b Resldant Programs. 82/11/23 

8TAKPLEV. N L Mississippi Power k Light Co. 2pp 16640 213, 24X 

Fiche 90-416,83/11/23.8301040397 


— 8301040409 IE Insp Rapt 90-416/82-70 on 821 102-04. Mo noncompliance 
natsd Major arsas Inspsc tad' fol louup on IE Bulletin 80-11, 

•'Masonry Mali Design." 

LENA MAN. J. O' > COKLON. T E Division of Engineering b Technical 
Programs. 02/11/16 9pp 16640:210. 24X Flche 90-416,82/11/23, 

8301040397. 


8301040420 Forwards IE Insp Rept 50-416/82-79 on 021100-09 No 
noncomp liancs noted 

YERRELLItOM Division of Project b Resident Progremi. 82/11/23 

STAMPLEY.N L Mississippi Power k Light Co 2pp 16641 07$ 2ix 

Flche 90-416,82/11/23,8301040420 


— 8301040432 IE Insp Rept 50-416/82-75 on 021 108-09 No nonccmpl ianir 
noted Major areas Inspected solid, liquid b gaseous radwasta 
preoperatlonal tests, solid radwaste processing sys, radiation 
protection program b LERs 

COLLINS, T R , BARR, K P Division of Engineering b Technical 
Programs 82/11/23 6pp, 16641 077 24X Fiche 50-416.82/11/^3, 

8301040420 


8301040723 Forwards IE Insp Rept 50-416/82-72 on 821100-10 He 
noncomp 1 ianca noted 

YERRELLI.D M Division of Project b Resident Programs 62/X C/23 

STAMPLEY.N L Mississippi Power b Light Co 2pp 16649 308 241 

Flche 50-416,82/11/23,8301040723 


—8301040732 IE Insp Rept 50-416/82-72 on 821108-10 No noncoinpUanli 
noted Major areas inspected review of power ascension test 
procedures b low power test results 

BURNETTiP T. , JAPE, F Division of Project b Resident Prograas, 
82/11/19 4pp 16649 310. S4X Fiche 50-416, 02/11/23. 8301040723 


6301040177 Ack receipt of 821124 ltr informing hfRC of steps taken ta 
correct violation! noted in IE Insp Rept 50-416/82-66 
VERRELLI.D M Division of Project b Resident Programs. 82/12/03 
BTAHPLEY, N L Mississippi Power b Light Co tp 16631-011 24K 

Fiche- 50-416, 82/12/03, 8301040177 


— B301C40186 Responds to NRC 821027 ltr re violations noted In IE lni| 
Rept 90-416/82-66 Corrective actions: all radiographs removed 
from plant staff vault b transferred to Bechtsl & 

Administrative Procedure Oi-S-09-1 re storage revised 
MCOAUOHY, d P Mississippi Power b Light Co 02/11/24 

O'REILLY, J P Region 2, Office of Director 2pp 16631 012 2M 

Fiche- 50-416, 82/12/03, 8301040177 


— 8301040192 Forwards IE Insp Rept SO-4 16/82-66 on S210O4-0a b notice 
of violation, 

VERRELLI.D M Division of Project b Resident Programs 03/]O'/27 

STAMPLEY.N L Mississippi Power b Light Co 2pp 16631.014 34K 

Fiche. 50-416, 82/12/03, 8301040177 


— 8301040194 Notice of violation from Insp on 821004-08. 

s Division of Project b Resident Programs 02/10/27 Ip 
I463I 016 24X Fiche 50-416,82/12/03,8301040177 


— 8301040198 IE Insp Rept 50-416/82-66 on 821004-08 Noncomp I lance notiJ 
packets of radiographs stored loosely on file cabinet 
JACKSON, L H , BELISLE, 0 A , UPRIGHT, C M Division of Eng ineering fc 
Tachnical Programs 82/10/25 lOpp 16631 017 24X 

Fiche 90-416,82/12/03,8301040177 


8301040722 Ack receipt of 821129 ltr Informing NRC of steps teten to 
correct violations noted in IE Insp Rapt 50-416/02-69 
VERRELLI.D M Division of Project b Resident Programs, 82/12/16 

STAMPLEY.N L Mississippi Power b Light Co. ip 16649:083 S4X 

Flche: 50-416, 82/12/16, 8301040722 


— 8301040733 Responds to NRC 821029 ltr re violations noted In IE Intp" 
Rept 50-416/82-68, Corrective actions, scram determined 
reportable per 10CFR50. 72 b 821104 memo Issued listing sys 
considered ESF for reporting purposes 
MCOAUCHY. J, P, Mississippi Power b Light Co 02/11/29 

O'REILLY, J p, Region 2, Office of Director. 3pp 16645. 004 JW 
Fiche 50-416,82/12/16,8301040722 


—8301040740 Forwards IE Insp Rept 50-416/82-68 on 820920-10 b notice Pf 
violation 

VERRELLI.D M Division of Project b Resident Programs 82/10/39 

STAMPLEY.N L. Mississippi Power b Light Co 2pp 16645 087 241 
Flche 50-416,82/12/16,8301040722 


— 8301040749 No t ice of violation from insp on 820920-1010 

# Region 2, Office of Director, 82/10/29 Ip. 16645 089 24X 

Fiche: 50-416, 82/12/16, 830104P722 


—8301040758 IE Intp Rept 50-416/02-68 on 020920-1010 Noncompliance 
noted failure to make prompt repti re ESF sys challenge b 
manual scram 

HAONER.A 0 , SCOTT. D E. . CANTRELL. F 8 Division of Projact b 
Resldsnt Programs, 82/10/28, 2pp 16645 090, 24X 

Flcha - 50-41 6, 82/12/ 16, 8301040722. 


8208190269 IE Info Notics 82-51, "Overe ipotures in PNR Cavitias " Syt 
list end 

DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 82/12/21, Consolidated Edison Co of New York. Inc 

lltpp 16689-239. 24X Fiche 90-000,82/12/21,8208190269 
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d2IS0^039i tE Info Notlea BS-S2< '’Equipment Environ Qualification 
Tittins Etperionce - Updating of Teet Summarle* Previoualij 
Putliehed In IE Info Notice 81-89 ” Svc Hat end 
OOfiD'ANt E L Dlvlaion of Engineering & Quality Assurance CPre 
Q30103) 88/13/21 Cons ol 1 dated Edison Co of Neu Vnrkf Inc 

llSpp 166B1 0B3 24X Flche 30-000,02/12/21,8218060391 


eai8060350 IE Info Notice 82-93, "Main Transformer Failures at North 
Anna Nuclear Power Station " Svc list end 

UOROANi E L Division of Engineering & Quality Assurance (Pro 
□301031 82/18/82 Consolidated Edison Co of Neu York, Inc 

ll4pp 167S8 017 24X Fiche 30-000,82/12/22,8212060350 


— 8301250319 Responds to NRC 621207 1 tr ro violations noted in IE 
Safeguards Inap Rapt S0-416/e2“74 Corrective actions 
uithhel d 

HCOAUOHY, J P Mississippi Power t. Light Co Q3/01/06 

O'REILUY. J P Region 3, Office of Director Ip 16906 106 24X 

Flche 90-41 6, 83/01/19, 8301250515 


—8301250523 Forwards IE Safeguards Insp ftept 50-416/02-74 on 821106-10 & 
notice of violation Notice of violation withheld 
O'REILLY.J P Region 2, Office of Director 82/12/07 

BTAMPLEY, N L Mississippi Power 1, Light Co 2pp 16906 107 24X 

Flche 50-416,83/01/19,8301250515 


8208190275 IE Info Notice 62-54, "Uesti nghous e N5FD Relay Failures in 
Reactor Protection Sys " Svc list enc 1 

OORDAN,E L Division of Engineering t. Quality Assurance (Pro 
G3D103) 62/12/27 Consolidated Edison Co of New York, Inc 

llOpp 16962 139 24X Flche 50-000,62/12/27,8208190275 


8208190373 IE Info Notice 82-55, "Seismic Qualification of Mes t Inghouec 
AR Relay N/Latch Attachments Used in Uestinghouse Solid 
State Proiactlon Sys " Svc list end 

JORDAN, E L Division of Engineering & Quality Assurance <Pr» 

9301031 82/12/28 Consolidated Edison Co of New York, Inc 

lOVpp 16868 014 24X Fiehe 50-000,82/12/28.6208190273 


8213060394 IE Info Notice 82-56, "Rohertshaui Thermostatic Flow Control 
Valves ” Svc list end 

JORIXANi E L Division of Engineering S< Quality Assurance <Pre 
B30103K 82/12/30 Consolidated Edison Co of New York, Inc 

lllpp 16758 137 24X Fiche. 50-000, 02/12/30,8212060354 


—8301250531 IE Safeguards Insp Rept 50-416/62-74 on 821108-10 
Noncompliance noted failure to provide access control to 
vital area k to follow procedures for testing vital area 
a larms Details withheld 

MCQAU8HY, J P . MCOUIRE. D R Division of Engineering & Technical 
Programs. 82/12/06 Ip 16906 109 24 X Flche 50-416,83/01/19. 

8301250515 


R Periodic operating reports ti related correspondence 


6301170151 Forwards Monthly Operating Rept for Dec 1962 

MCOAUOHY, J P Mississippi Power k Light Co 83/01/13 0EY0UNe,R C 
Oirector''s Office, Office of Inspection and Enforcement Ip 
16812.039 24X Flche 50-416,83/01/13,8301170191 


— 6301170155 Monthly Operating Rept for Dec 1982 

RICHARDSON, J. 0 Mississippi Power & Light Co 83/01/14 6pp. 
16012 040 84X Flche 50-416,63/01/13,8301170191 


6301250660 Forwards IE Insp Repts 50-416/82-77 k 50-417/62-15 on 
821(30-1203 No neneompi lance noted 

VERRELLt.O M Division of Project & Resident Programs 63/01/03 
S TAMP LEY. N 1. Mississippi Power (< Light Co 2pp 16904 117 24X 

Flche 50-416.83/01/03,8301250660 


>0301290663 IE Insp Repts 90-416/02-77 k 90-417/82-15 on 821130-1203 No 
noncompllance noted Major areas Inspected independent insp, 
reble i termination instrumentation quality records, 1 icense e 
Identified Items k IE Bulletin 80-16 

OIBBONS, T D , CONLON, T E Division of Engineering & Technical 
Programs 82/12/29 9pp 16904 1 19 24X Flche 50-416, 63 /01/03, 

8301250660 


B30I350616 Act receipt of 821222 itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-416/02-71 
VERRELLIiD M Division of Project 6 Resident Programs 63/01/04, 

9TAMPLEY.nl Mississippi Power & Light Co ip 16904 312 24X 

Flche 90-416.83/01/04,8301250616 


—8301290626 Responds to NRC 821123 Itr re violations noted In IE Insp 
Rept 50-4(6/02-71 Corrective actions Engdahl Scrlber Preload 
gauge included In program for controlled use !< pump suction 
temp surveillance reviewed 

KCOAUOKY, J. P Mississippi Power k Light Co 82/12/22 

O'REILLY, J P Region 2, Office Of Director. 2pp. 16904:313, 24X 

Flche 50-416,83/01/04,6301250616 


—8301250632 Forwards IE Insp Rept 90-416/82-71 on 621026-29 & notice 
of violation 

VERRELLI,D M Division of Project k Resident Programs. 62/11/23 

8TAMPLEY, N L Mississippi Power k Light Co 2pp 16904:315. 24X 

Flche. 90-416, 83/01/04, 8301250616. 


S Rep or table occurrences, LERi ki related cor r e spend enc e 


0301040079 Forwards LER e2-147/99X-0 

MCOAUOHY.J P Mississippi Power k Light Co S2/12/S8 

O'REILLY. UP Region 2, Office of Director ip 16637 148 24X 

Flche 90-416,82/12/28.8301040079 


—6301040064 LER a2-i47/99X-0 on 621124, fire doors 00408 tt OC706 to 
motor-gdnerator sat Rooms A & B blocked open due to rising 
temps Caused by Inoperability of plant chilled water sys 
Doors restored to operability on 021209. 

OYRD.R Mississippi Power 6 Light Co 82/12/28 Region 2, 
Office of Director Ip 16637 149 24X Flche 50-416,82/12/26. 

8301040079 


0301040119 Forwards LER a2-149/0aL-0 

NCOAUQHViJ P Mississippi Power £> Light Co. 82/12/28 

O'REILLY, J P. Region 2, Office of Director Ip 16632 307 24X 

Fiehe 50-416,82/12/28,8301040119 


—8301040124 LER B8-149/03L-0 on 821129,06 audit revealed that beginning 
on B20923, d ur Ing periods when plant in hot shutdown, 
containment to auiiliary bldg differential pressure verified 
■very 24 h instead of every 12 h Caused by personnel error 
R0HRER,I1 V. Mississippi Power 6 Light Co 82/12/28 Rtglon 2, 
Office of Director Ip. 16632 306 24X Flche 90-416,62/12/28, 

8301040119. 


0301040102 Forwards LER 82-190/99X-0 

MCOAUOHY.J P. Mississippi Power k Light Co 02/12/28. 

O'REILLY, J P Region 2, Office of Director ip 16631 001 24X 

Fiehe' 50-416, 62/12/26, 8301040182 


— 8301290637 Notice of violation from insp on 821026-29. 

■ Division of Projact k Resident Programs 82/11/23 2pp 
16904 317 24X Flche 90-416,83/01/04,8301290616. 


— 8301250640 IE insp Rept 90-416/82-71 on 821026-29 Noncompllance 
noted: failure to maintain written procedures re activities 
of related equipment recommended in Reg Quids 1 33. 

PAULK. 0 L « CANTRELL, F 6 Division of Project & Resident Programs 
83/11/23. 4pp. 16904 319. 24X Fiehe 90-416, 03/01/04, 8301250616 


930 1250076 Confirms DM VerrelH 1< JP McOaoghy 830106 arrangements for 
Enforcement Cqnference in Atlanta, OA on 830117 to discuss 
violations re failure to follow procedures 
O'REILLY, J P. Region 2, Office of Director 63/01/07 

BTAMPLEY, N L. Mississippi Power k Light Co. 2pp 16695-263 24X 

Flche. 50-416, 83/01/07,0301250076 


B3DI250S19 Ack receipt of 830106 Itr Informing NRC of stepe taken to 
correct violations noted in IE Safeguards Insp Rept 
60-416/82-74 

LEkll6,R G Division of Project t. Resident Programs 63/01/19 
BTAMPLEY, N L Mississippi Power li Light Co Ip 16906 105 24X 

Plche: 90-416, 83/01/19, 0301250515, 


—8301040188 LER a2-I50/99X-0 on 821122, five fire rated floor 
penatrabions in. auslllary bldg opened bo route cable Caused 
by need be complote heat tracing portion of dryusll 
monitoring sys Fire watch established 

BYRD.R Mississippi Power t< Light Co 62/12/23 Region 2, 
Office of Director Ip 16631 002. 24X Flche 50-416,82/12/28, 

8301040162 


8301060243 Forwards LER 02-140/O3L-O 

MCOAUOHY, J P Mississippi Power It Light Co 82/12/30 

O'RCILLY, JP Region 2, Office of Director Ip 16679-161 24X 

Flche 50-416,82/12/30,8301060343. 


— 8301060246 LER a2-14a/03L-0; on 821130, fire doors DC406 «« OC409 blocked 
open to atlau access for hoses used In sealing penetrations 
CC203D tt CE 1540. Caused by planned malnt Hourly fire watch 
estab 1 Ishedr penetrations sealed It fire doors closed 
RQHRER, M.V Mississippi Power L Light Co. 82/12/30 Region 2. 
Office of Director Ip 16679 162 24X Flchl 50-416.62/12/30, 

6301060243. 


8301060299 Forwards LER B2-151/03L-0 

MCOAUOHY.J P Misslselppi Power b Light Co 82/12/30 

O'REILLV.J P Region 2, Office of Director Ip 16678.273 24X 

Fiehe; 50-416, 62/12/30,8301060295 
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— 830106030? UER a2-lSl/03L-0 on 821201 . smo k« deteetori In HPCS 
g^nsrdtor room it control bldg alarmed i yoold net retet 
Caused bg yeldina fumes in control bldg Alarm deactivated 
until uelding complete 

ROHSeft. n V Mississippi Power tt Light Co 02/12/30 Region S. 
Office of Director Ip. 166?S 274 24X Fiehe 50-416. S2/I2/30» 

B3010602'75 


8301060362 Forwards LER 92-152/03L-0 

^tCOAUaHy•^/ P Mississippi PoucT 6 Light Co 02/12/30 

O'ReiLLV.O P Region 2. Office of Director Ip 16670 222 24X 

Flch* SO-416. 02/12/30, 8301060362 


830110030S Forwards LER S2-1S9/03L-0 

liCOAIdOHy, J P Mississippi Power t. Light Co 03/01/05 

0'RE!LLy<J P Region 2, Office of Director ip 16702 010 ?« 

Fiche 50-416,03/01/05,3301100302 


—0301100303 LER 02-1S9/O3L-O on 921206, QA audit revealed that »n SJiCiS. 
while in Mode 3 (hot shutdown), no shutdown cooling mode 
loops were in operation Cause not stated Shutdown cooling 
loop put into operation 

BVRDr R Mississippi Power t. Light Co B3/01/OS Region 2, 
Office of Director Ip 16702 011 24X Fiche 90-416,03/01/05, 

8301100302 


— 8301060370 LER B2-152/03L-0 on 821 130j redui red diesel fuel oil 
insolubles test not p er formed, Test overlooked 6 required 
equipment not on hand Caused bg personnel error Mecessary 
equipment ordered It received & test completed on B20909 
SVRDi R Mississippi Power U Light Co 82/12/30 Region 2, 
Office of Director ip 16678 223 24X Fiche 50-416,02/12/30, 

0301060362 


8301070187 Forwards LER e8-!56/03L-0 

HCOAUQHy, J P Mississippi Power & Light Co 02/12/31 

O'REILLV', JP Region 2, Office of Dlreeior tp 16695 013. 24X 

Fiche 50-416.82/12/31,9301070187 


0301170090 Forwards LER 02-16O/O3L-O 

MCOAUOHV, J P Mississippi Power it Light Co. 83/01/07 

O'REILLy, J P Region 2, Office of Director Ip 16010 354 24( 

Fiche 50-416,03/01/07,9301170090 


—0301170111 LER 02-16O/O3L-O on 021200, smoke detectors N603A 6 B in 
Hone 2-18 covered to prevent actuation while welding in 
progress Caused by planned meint activity Fire watch 
establ i shed, Detec tors returned to svc 

BYRD.R Mississippi Power «« Light Co 83/01/07 Region 2. 
Office of Director tp 16010 355 24X Fiche 50-416.03/01/07. 

0301170090 


—8301070199 LER 82-156/03L-0 on 921204, while performing surveillance 
test.Div It diesel failed to start. Caused by overload trip 
on dc fuel ail pump Overload reset 

ROHRER. M V Mississippi Power 4, Light Co 02/12/31 Region 2. 
Office of Director 2pp 16689.014 24 !C Fiche 50-416,82/12/31. 

0301070107 


3301070231 Forwards LER S2-154/03L-0 

HCOAl/OHV. 0 P Kiseissippi Power (< Light Co 02/12/31 

O'fiElLLV.J P Region 2. Office of Director ip 16606 225 24X 

Fiche 30-416.02/12/31.0301070231 


8301170160 Forwards LER 02-168/O3L-O 

MCOAUOWy, J P Mississippi Power 6 Light Co 03/01/07 

O'REILLY, J P Region 2, Office of Director Ip 16010 14? 21X 

Fiche 50-416,93/01/07,0301170160 


—0301170166 LER 82-162/03L-0 on 021209, supervision sys of four fire 
rated doors alarmed when doors found closed Caused by 
spurious actuation $< personnsi working in area Sy» 
reactivated 

BVRO, R Mississippi Power tc Light Co 83/01/07 Region 2. 
Office of Director 2pp 16810 150 24X Fiche 50-416,03/ 01/07. 

8301170160 


—8301070245 LER B2-154/03L-0 on 821204. shutdown Cooling loop A of RHH 
secured for standby svc water loop A hydrostatic test Caused 
by used to perform hydrostatic test Reactor water cleanup 
used as alternate DMR method 

RONRER. M V Misfissippt Power it Light Co 02/12/31 Region 2. 
Office of Director Ip 16606.226 24X Fiche 50-416,02/12/31, 

0301070231 


8301070233 RSPs on 821 229. unldent 1 fled caller telephoned threat re 
bomb in bathroom of administration bldg No bomb found Call 
consldertif hoai 

MCOAUOHV../ P Mississippi Power & Light Co 02/12/31 

a'RElLLV, J P Region 2, Office pf Director 2pp 16605 011 24X 

Fiche 50-416.82/12/31,0301070233 


9301170105 Forwards LER 02-I66/99X-O 

MCOAUSHV, J P Hlsiisilppl Power 6 Light Ca 83/01/07 

O'REILLY, JP Region 2, Office of Director Ip 16910 107 2IX 

Fiche 50-416,03/01/07,0301170185 


--8301170191 LER 82-166/99X-0 on 021202, firs barriers broken in coirtrfl 
bldg computer room, control room & upper cable spreading 
room in order to routs cables Caused by p lanned maint 
activity Fire watch established 

BYRD, R Misfisslppi Power fc Light Co 03/01/07 Region 2. 
Office of Director Ip 16810 188 24X Fiche 50-416.03/01/07, 

8301170105 


0301100145 Forwards LER B2-157/03L-0 

MCOAUSHV, 0 P Mississippi Power t. Light Co 03/01/05 

O'REILLY. U P Region 2. Office of Director ip 16702.160 24X 

Fiche 50-416. 83/01/05, 8301 100145. 


8301170418 Forwards LER 02-163/O3L-O 

HCOAUSHY.J P Mississippi Power t, Light Co 83/01/07 

a'RElLLV, J P Region 2, Office of Director Ip 16310 029 24X 

Fiche 50-416,83/01/07.8301170418 


“0301100148 LER 02-157/O3L-O on 021206. smoke detectors In. control room 
zone 1-16 alarmed 6 wauld not reset Caused by welding 
aetivities Mo smoko found Detector cleaned. 

0VRD, R Mississippi Power tr Light Co 83/01/05 Region 2. 
Office of Director Ip 16702 161 24X Fiche: 50-416, 83/0 1/05, 

8301100145 


—0301170422 LER B2-t63/03L~0 on 82121 1 , during routine power supply 
twitching operatl on, both shutdown cooling loops isolated 
Caused by momentary loss of power to RPS Shutdown cooling 
reetorsd 

FREEMAN, M 0 Mississippi Power L Light Co 03/01/07 Rtgier 2. 
Office of Director Ip 16810 026 24X Fiche 50-416,83/01/07. 

8301170418 


8301100193 Forwards LER 0a-IS8/9?L-O 

MCOAUOHV.jp Mississippi Power & Li gh t Co 83/01/05 

0 'REILLY, U, P Regions, Office of Director ip 16702 217 24X 

Fiche. 50-416. 83/01/05, 8301100193 


—0301 100199 LER 02-tS9/99L-O on 821130, safety-related fire barrier 
removed during malnt work on control room floor Caused by 
need to remedy wiring prob lem. Flrewateh established 
FREEMAN, M S Mississippi Power & Light Co 03/01/05 Region 2, 
Office of Director Ip 16702,210 24X Fiche 50-416,03/01/05, 

8301100193 


8301100224 Forwards LER ea-lS5/03L-0 

MCOAyOHY. J. P Mississippi Power t. Light Co 03/01/05. 

O'REILLY, J P Region 2, Office of Director Ip 16702 061. 24X 

Fiche 50-416,83/01/05,8301100224 


--0301100230 LER 92— 1S5/03L-0 on 821206. temporary vent eihaust sye for 
suppression pool ersa found operating 6 discharging into 
air while continuous air monitor not operating Caused by 
personnel error. Personn* I rel nstrue ted. 

ROHRER, M V Mississippi Power t. Light Co 83/01/05. Region 2. 
Office of Director 2pp 16702' 062 24X Fiche 50-416.03/01/05, 

8301100224 


8301170426 Forwards LER 82-071/99X-1 

MCOAUOHV. J.P Mississippi Power 6 Light Co. 03/01/10 

O'REILLY.U P Region 2, Office of Director ip 16813 120 24X 

Fiche. 50-416. 03/01/10, 0301170426. 


—0301170431 LER 92-071/99X-1 on 020903, smoke detectors in firo jones 
2-4,1-18 & 1-23 elarmed w/no fire or fumes present Cause not 
stated. Detectors cleaned ti returned to svC Zones 1-lB It 1-23 
alarmed again on 020929 Fire watch established, 

FLOYD, J M Mississippi Power 6 Light Co 83/01/10 fi#gidn2. 
Office of Director Ip 16813 129 24X Fiche 50-416.83/01/10. 

8301170426 


0301170234 Forwards LER 82- 1 70/03 L-0, 

MCOAUOHY, J.P Mississippi Power & Light Co 03/01/11 

O'REILLY, UP Region 2, Office of Director Ip 16010 lIB 24* 

Fiche. 50-416. 83/01/11. 8301170234 


— 8301170240 LER 02~17O/O3L-O, on 821213. smoke detectors in tone covetlrl 
eutlliary bldg hallway on H9-ft elevation found covered 
In order to prevent possible damage from welding in area 
Melding eomplsted (t detectors returned to svc 

FREEHAN.H 8 Mississippi Power b Light Co 83/01/11 Region 2, 
Office of Director ip 16310 119 24X Fiche 50-416,03/01/11, 

8301170234 
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93011702*8 Forwards LER 82-165/03L-0 

HCSAUCHV. J P Mississippi Pouer & Light Co 83/01/11 

O'HEILLYiJP Region 2. Office of Director Ip 16810 110 24X 

Fitlie 50'4t6. S3/01/1 1. 8301 170268 


— 8301170274 LER 82-165/03L-O on 821213, Div« 1 8c 1 1 diesels declared 
Inoperable due to discovery of unqualified cable in diesel 
generator control circuitry Caused by vendor notification 
that cables failed IEEE flame test Controls deemed adequate 
If ACKER I K Mississippi Pouier 8i Light Co 63/01/11 Region 2, 

Office of Director 2pp 16010 111 24 X Fiche 50~4 16, 83/01/ 1 1. 

0301170269 


9301170473 Foruiards LER 8a-164/03L“0 

KCOADOHY/J P Mississippi Pouier 8< Light Co 83/01 /It 

a‘l!EILLr,J P Region 2, Office of Director Ip 16Q1S 006 24X 

Fithe 90-416. B3/01/i 1, 0301170473 


— B301 170479 LER B2-164/03L-0 on 921212 t, 13, two fire doors in aujillary 
tldg blocked open for planned maint activities 8c to support 
plant testing Testing c ompl eted, hoses removed tc doors 
c lossd 

FREEMAM.M 8 Mississippi Power b Light Co 93/01/11 Region 3, 

Office of Director Ip 16815 007 24X Fiche 50-416,83/01/11, 

8301170473 


9301200223 Forwards LER Ba-171/03L-0 

fICOAUOHY, J P Mississippi Power b Light Co. 83/01/13 

O'flEILLy, JP Region 2, Office of Director Ip 16865 139 24X 

Fiche 50-416,83/01/13,8301200223 


— 8301200226 LER 02-171/O3L-O on 021217, smoke detector N6040 in Zone 2-19 
covered to prevent actuation during (naint welding 
activities Hourly fire watch established 

ALDERT.J H Mississippi Power 8c Light Co 03/Oi/13 Region 2. 
Office of Director tp 16965 130 24X Fiche 50-416,03/08/13. 

8301200223 


8301200230 Forwards LER 08-173/O3L-O 

HCOAUQHV.jp Mississippi Power 8. Light Co 83/01/13 

O'REILLV.O P Region 2, Office of Director Ip 16965 131 24X 

Fiche 90-416,63/01/13.0301200239 


— 8301200245 LER 02-173/O3L-O on 82121SjQA audit revealed violations nf 
Tech Spec requiring temps of certain areas to be monitored 
every 12 h Caused by personnel unf ami liar 1 ty w/procedure 
Actions taken subsequent to events correct 

DVRDcR lUssisslppi Power tc Light Co 03/01/13 Region 2. 
Office of Director Ip 16865 132 24X Fiche 50-416,03/01/13, 

8301200238 


8301200259 Forwards LER 82-167/03L-0 

HCOAUOHV. J P Mississippi Power b Light Co 03/01/13 

O'REILLY. J P Region 2, Office of Director Ip 16865 090. 24X 

Fiche 50-416,03/01/13,0301200255 


— 8301200264 LER 82-167/03L-0 on 821216, fire rated door 1A204 blocked 
open for passage of hose used in local leak rate test Caused 
by planned testing activity Fire watch established Hose 
removed on 621217 

BVRD.R Mississippi Power 8< Light Co 03/01/13 Region 2, 
Office of Director Ip 16865 091 24X Fiche 50-416,03/01/13, 

8301200255 


8301200267 Forwards LER B2-169/03L-0 

HCOAUOHY, J P Mississippi Power l< Light Co 83/01/13 

O'REILLY, JP Region 2, Office of Director Ip 16065 092 24X 

Fiche- 90-416. 83/01/13, 0301200267 


— 8301200275 LER 02-16B/O3L-O on 821217. fire rated door In upper cable 
room of control bldg blocked open to allow passage of hose 
used for penetration sealing Caused by planned maint 
activity Fire watch established 

BYRD.R Mississippi Power l< Light Co 83/01/13 Raglan 2, 
Office of Director Ip 16865,093 24X Fiche' 50-416, 03/0 1/13, 

0301200267 


B30I200272 Forwards LER 08-16i/O3L-O 

MCOAUOHVcJ P, Mississippi Power 8. Light Co 83/01/13 

O'REILLY, J P Region 2, Office of Director Ip 16065 094 24X 

Fiche- 50-416, 83/01/13, 0301200272 


— 0301200277 LER 82-161/03L-0 on 821216, doors to reactor protection sys 
• qulpnent rooms blocked open to cool rooms Caused by lack of 
cooling In rooms dus to chiliad water 8. plant svc water sys 
being down Hater sys returned to svc 

fnEEMAN,M B Mississippi Power 8c Light Co 83/01/13 Region 2, 
Office of Director. ip 16865 095 24X Fiche 50-416,83/0 1/13, 

8301200272 


0301210001 Forwards LER a2-!69/99X“0 

MCOAUSHYi J P Mississippi Power 8. Light Co 03/01/13 

O'REILLY, J P Region 2. Office of Director Ip 16075 029 a4X 

Fiche 50-416, 83/01/13,8301210001 


— 8301210002 LER 62-169/99X-0 on 821209, fire rated door 0C901 blocked 
open to allow access of personnel Caused by broken door 
handle Door repaired by 021228 

PYRDi R Mississippi Power & Light Co 03/01/13 Region 2, 
Office of Director Ip 16B75 030 34X Fiche 50-416.03/01/13. 

0301210001 


9301210003 Forwards LER B2-172/97X-0 

MCOAUOHY, J P Mississippi Power & Light Co 83/01/13 

O'REILLYiJ P Region 2, Office of Director Ip 16B79 027 a4K 

Fiche 50-416,83/01/13,0301210003 


— 8301210004 LER 8a-l72/99X-0 on 02 12 10. p ene tra tl on AE154C In auilliary 
bldg opened to pull cables through Limiting conditions for 
operation initiated 8. hourly fire watch established 
Resealing of penetration assembly i ti progress 

FREEMAN, M S Mississippi Power 8t Light Co 83/01/13 Region 2, 
Office of Director Ip 16975 02B 24X Fiche 90-416,83/01/13. 

8301210003 


6301260301 Final Deficiency Rept PnD-82/37 re failure of qualified 
cables to pass IEEE flams test Initially reported on 821214 
Design Change DCP-B2/3196 initiated Also reported per Part 
21 

MCOAUOHY, J.P Mississippi Power 8. Light Co 83/01/13 

O'REILLY, J P Region 2, Office of Director Spp 16910 209 24X 

Fiche 50-416.83/01/13,9301260381 


8301200235 Forwards LER B2-136/99L-0 

MCOAUOHY, J P Missiasippi Power 8c Light Co 83/01/14 

O'REILLY, J P Region 2, Office of Director Ip t6B65 082 24X 

Fiche 50-416,03/01/14,0301200235 


“0301200257 LER 92-136/99L-0 on B2121S,QA audit revealed that on B20927, 
temp In Div 1 switchgear room siceeded Tech Specs Caused by 
personnel performing Inadequate review of daily logs 
Personnel Instructed to review logs for Tech Spec violation 
ALBERT, J M Mississippi Power 8. Light Co 83/01/14 Region 2, 
Office of Director 2pp 16065 003 24X Fiche 50-416,03/01/14, 

0301200235 


8301260477 Forwards LER e2-175/99X-0 

MCOAUOHY, J P Mississippi Power 8c Light Co 83/01/10 

O'REILLY, JP Region 2, Office Of Director Ip 16911 157 24X 

Fiche 50-416,03/01/10,6301260477 


--03O126O400 LER B2-175/99X-0 on 92 12 1 3, sever a I fire barriers in control 
room panel tH13P87l opened Caused by need to accommodate 
design change Barriers to be restored upon design change 
completlan Next rept by B30314 

FREEMAN, M 8 Mississippi Power 8c Light Co 83/01/18 Region 2, 
Office of Director Ip 16911 158 24X Fiche 90-416,03/01/10. 

0301260477 


8301290070 Discusses fan bearing failure In standby svc water cooling 
tawer supplied by Ceramic Cooling Tower Co Possible cause 
for bearing failure could have been improper handling during 
const/installation or use of unacceptable lubricant 
P0TAPQVS, LI Division of Vendor dc Technical Programs 83/01/19 
LEHI8, R C Division of Project 8c Resident Programs Ip 16095 306 
24X Fiche 50-416.83/01/19,0301280070 


8301260295 Forwards updated LER e2-153/99X-l 

MCOAUOHY, J P Mississippi Power 8. Light Co 83/01/20 

D'REILLYcJ P Region 2, Office of Director Ip 16912 269 24X 

Fiche 90-416, 83/01/20,0301260295, 


—0301260299 Updated LER B2-153/99X-1 on 021207, channel A wind direction 
sensor at elevation 162 ft found giving suspect indication 
Cause not stated Bensor rep laced, test ed 8. confirmed 
functioning 

BYRD, R Mississippi Power ic Light Co 83/01/20 Region S. 

Office of Director Ip 16712 270 24X Fiche 50-416,83/01/20, 

S30126029S 


0301260428 Forwards updated LER B2-079/97X-1 

MCGAUOHY, J P Mississippi Power ti Light Co 83/01/20 

O'REILLY, J P Region 2. Office of Director Ip I69II 111 24X 

Fiche: 90-416, 03/01/20, 0301260420 


--B3O1260434 Updated LER e2-07S/99X-l on 0209 15, during preparation for 
non-nuclear heatup, steam tunnel fire door 1A230 was open w/o 
established fire watch Caused by maint work in steam tunnel 
Fire watch maintained on door until work completed 
BYRD, R Mississippi Power 8. Light Co. 83/01/20 Region 2. 
Office of Director Ip 16911 Ua 24X Fiche, 50-416, 83/01/20, 
8301260428 
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B3tHZ60«»27 Forward* LER 62-1 7-4/03L-0 

KCOAUOHy. J P Mlfliii^ppl Pouar (e Light Co 83/01/20 

O'REILLr, JP. Rag ion 2. Office of Director Ip 16911 J09 24X 

Flch* 80-4t&. 83/01/20,6301260429 


— S30I260486 LER aZ-174/03L-0 on 821227, d iei >1 gtneretor 12 & Oiv 2 ECCB 
declared Inoperable due to dleael generator faflcire to itart 
alarm, Caoted bg failed circuit card New card Installed In 
Ideal annunciator panel ti Palled card repaired 

freeman, ft S. MIsiltsIppi Power & Light Co 83/01/20 Region 2, 

Office of Director Ip 16911 110 24X Fiche 90-416,83/01/20, 

6301260429 


8301260325 Forwerdi L6R 83-001 /OlT-0 

HCOAUOUy, J P. Miisisslppi Power (.Light Co 63/01/21 

fl'SEILLy, J P Region 2, Office of Director Ip 16909 312 24X 

Flche .30-416. 83/01/21.8301260329 


— 830136D33S LER 83-001/01 T-0 on 830107. p trsonnt 1 noticed that tuio wall 
penetration* prcvlouslg opened Caused by pereonnel error 
Fire watch eitablishad Personnel relnstructed Final rept 
will ba subinlttad by 830328 

ByRD.R Hiif^ssippl Pouar 1. Light Co 83/01/21 Region 2, 
Office of Director 2pp 16909 313 a4X Fiche 50-416,03/01/21, 
8301260329 


6301260382 Forward* LER 82-1 76/99 X-0 

MCOAOOHV. J. P . Klssisflppl Power t. Light Co 83/01/21 

O-'REILLV. J, F Region 2, Office of Director Ip 16911.220 24X 

Flehe 90-416,83/01/21.8301260382 


— 6301260383 LER 82-176/99X-0 on 821215 & 17, fire barriers AE-290 >c 
lH<3-4738 opened to route cables used for nods to trenslent 
test sys.lforlt currently in progress to restal barrier* 

SVRO.R Miiiieslppi Power It Light Co 83/01/21 Region 2, 
Office of Director Ip 16911.221 24X Ft che* 50-416, 83/0 1/21, 

8301260382 


8301260443 Forward* LEA 83-003/017-0. 

HCOAUOHy.O P Hissleslppl Power & Light Co 83/01/21 

O'REILLY. J.P Region 2, Office of Director Ip 16910,210 S4X 

Ffche 90-416, 83/01/21. 8301260443, 


--8301260491 LER B3-003/01T-0 on 630108, 1 1ml t 1 ng condition for operation 
entered due to intermediate range monitor functional test 
not being performed within required time period Caused by 
personnel error Personnel made aware of error 
BVRO, R Mississippi Power U Light Co 83/01/21 Region 8, 

Office of Director 2pp. 16910 211 24X Flch s’ 50-416, 83/01/21, 

8301260443. 


V Operator Eaaminat 1 on* 


8212820443 Otnerlc Ltr 82—36 to all power reactor I leans ees, app 1 leant i 
for OL. NBB 6 reactor vendors t, AEs re meeting to discuss 
recent devi 1 opma nts for licensing eiamt Advisei that meeting 
will be halif on 630211 re operator iiconting Bve list end 
EIBENHUr.D.O Division of Licensing 82/12/22 Consolidated 
Edison Co. of New York, Inc 12pp 16681 072 24X 

Flch 1 : 90-000, 62/12/82,8212220443 


8301180078 Oensrlc Ltr 83-01 to powtr rsactor llcenieas 4. applicants 
for OL re optrator ticenilng nan slta visit Requsits 
schedule re team requests expected for submittal prior to 
691831 for listed categoriee. sve list end 

EISENHUT.D.O Division of Licensing, 83/01/11 Consolidated 
Edison Co of Naw Yorl. Inc Upp, 16893 243 24X 

Flehe: 90-000, 63/01/11. 8301 120078 


DOCKer 50-417 OHAffD OULF NOCLEAR 8TATX0N, UNIT 2 
A Applicetlon/conttrvctlon stage documenta 1. corrtspondence 


8212060396 Oeneric Ltr 82-30 to all 1 Icenseai , appl 1 cants for OL 1, 
holders of CPs re filings concerning lOCFRSO production t, 
utllliatlon faci 1 1 tlas. Current listing of branch assignments 
for nuclear reactor projects (« sve list tncl 

EtSENHUT. D. 0 Division of Licensing 82/12/28 Consolidated 
Edison Co of New York, Inc. Upp. 16868:001 24X 

Flehe; SD-000, 62/12/28.8212060396 


8301110913 Dlscuites stetus of containment concerns Final rept from 
Contalnnsnt tssusi Review Penel will be submittad by Mar 
1983 Responsa • to consultants delayed due to reallocation of 
technical resourcei. 

DALE.L F. Mississippi Power it Light Co, 82/12/31 DENTON, H R 
Office of Nuclear Reactor Regulation. Director 3pp 16749 359 
84X Flehe’ 50-4 J6, 82/12/31,8301 110913. 


0301130039 Forwards summary of Environ Protection Progren re ttatlen 
const for May - Oct 1982, per Exhibit 2-A ref In Subsection 
3 E 1 of CPPfi-U8 t, CPPR-U9 

OALErL F Hltilssippi Power & Light Co 83/01/07 OENrON.Nfl 
Office of Nuclear Reactor Regulation, Director 4pp 16791,142 
24X Flehe’ 90-416,83/01/07, 8301130039 


8301130146 Notifies that change committed to in Attachment 5 of 
AECK-02/229 ltr unnecessary due to completed review of IE 
Circular 81-14, "MBIV Failures to Close'’ & IE Natlca 81-38, 
"Potentially Significant Equipment Failures “ 

DALE,L F flliilisippl Power & Light Co 83/01/12 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16799 300 
24X Flehe 90-416,83/01/12,8301130146 


8301200079 Forwards add I info re protective sleeves fpr LPRMs psr 
NRC 030111 ltr «( 830104 telcon 

DALE, L F Mississippi Power «< Light Co 03/01/18 DENTON,Hf 
Office of Nuclear Rsactor Regulation, Director 6pp 16865 027 
24X Flehe 50-416,03/01/18,0301200079 


E, NRC Safety Evaluation Report (SERI, suppls (, eorreipondenes 


S301170957 Requests addl info re deep draft pumps trending anslyd*. 
Humphrey containment concerns S. soil structure Intcractton 
for SER suppl Info should be provided on schedule not 
impacting licensing process 

8CHWENCER,A Licensing Branch 2 03/01/12 MCOAUOHY.J P 

Mississippi Power S, Light Co. 3pp 16018 116 24X 

Flehe 90-416,03/01/12,0301170557 


F Security, medical, emergency t. fire protection flans 


0212060349 Oentric Ltr 82-33 to all licensees of operating reactor*, 
applicant* for OL U holders of CPs re Suppl I to Nl/nEO-0737, 
"Requirement* for Emergency Response Capability ’’ 

NUREO-0737, Suppl 1 (t sve list enel 

E15ENHUT, D 0 Division of Licensing 02/12/17 Consolidated 
Edison Co of Naw Yorli, Inc 77pp 16601.200 24X 

Flehe' 50-000, 02/12/17, 0212060349 


0212220445 Oenerlc Ltr 82-39 to all reactor licensees. CP holder* 1 
applicants for CP* ra problem* w/submlttals of 10CFR73 21 
safeguards Info for licensing review Procedure* re 
trenimittal of info outlined Sve Hit end 

eiSENHOTiD 0 Dlvl*lon of Licensing 82/12/22 Consol Ida tsd 

Edison Co of New Yorli, Inc 13pp 16690 021 24X 

F i e h t 50-000, 82/1 2/22, 82 1 222044 5 


0301070233 ASPS’ on 821229, unidentified caller telephoned threat re 
bomb in bathroom of admlnl itrat Ion bldg No bomb found Call 
considered hoax 

MCOAUOHY.J P. Mlsslseippl Power 6 Light Co 02/12/31 

O'REILLY, JP Region 2, Office of Director 2pp. 16685:011 211 

Flehe, 50-416, 02/12/31,8301070233 


0 Adjudicatory correspondence 


8301260348 Advises that time for Commission to review ALAB-704 eijlri 
Commission dtcllned review Decision became final agancy 
action on 830117 

CHILK, 8, J Office of the Secretary of the Commission 03/01/25 
Mlsilsilppi Power t. Light Co Ip 16900 2 72 24X 

Flch* 50-416,83/01/25.8301260340 


J Insurenci It Indemnity informetion 


B3D1140002 Forwards Endorsements 20-23 bo NELIA Policy NF-S57 (, 
EndDrisment* 1-7 to MAELU Policy MF-106, 

DALEiL F Hlsflislppi Power «i Light Co. 03/01/07 KERR.O U 
Office of Stete Programs, Director. 27pp. 16006 021 24X 

Ft Che 90-416. 83/01/07, 0301140002. 


8301270318 Forwerdi Endorsements 24 4. 0 to NELIA Policy NF-257 L 
Policy MF-106, respectively 

DALE.L F Mitslstlppi Power t< Light Co. 03/01/17 KERR.O M 
Office of 0tete Programs, Director. 4pp 16932 028. 24X 

FlCht 90-416, 83/01/17, 0301270318. 


(t Inspection reports, IE Butlitins C, correspondence 


0208190269 IE Info Notice 82-51, "Qverexpoeur ee in PWH Cavities ’ Svi 
list encl 

DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement. 82/12/21 Coneotldated Edison Co of Mew York, let 

Itlpp. 16689 239 24X Flehe 50-000, 02/12/2{. 0208190269 
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8713060351 IE Info Notice 87-S3> "Equipment Environ Quel i f i e«t i on 
T««tin$ Experience - Updating of Test Bummariei Previously 
Pubiislied in IE Info Notice Bl-29 " 8ve list end 
JOROANiE L Division of Engineering & Quality Assurance (Pre 
830103). aS/IS/Sl Consolidated Edison Co of Neu Yorki Inc 
llSpp 166B1 OBB 34i( Piche 50-000, 02/12/71,0212060351 


B21S060350 IE Info Notice 02-53, "Main Transformer Failures at North 
Anna Nuclear Pouer Station " Svc list end 

JORDANi E L Division of Engineering 6 Quality Assurance <Pre 
830103) 82/12/22 Consolidated Edison Co of Neu York, Inc 

tt4pp 16750 017 24X Flche SO-000, 02/12/22,0212060350 


0208(90275 IE Info Notice 82-54, "Nestl nghous e NDFD Relay Failures in 
Reactor Protection Sys " Svc list enel 

tJQRDAN.E L Division of Engineering & Quality Assurance <Pre 
630103) 02/13/27 Consolidated Edison Co of Neut York, Inc 

llOpp 16962 139 24X Fiche 50-000,82/13/27,0208190275 


8206190273 IE Info Notice 02-55, "Beistnic Qualification of Nes t ingliousc 
AR Relay W/Ua tch Attachments Used in Nestinghouse Solid 
State Protection Sys " Svc list end 

JORDAN, E L Division of Engineering ti Quality Assurance (Pre 
630103) 63/13/20 Consolidated Edison Co of Neu York, Inc 

109pp 16660 014 24X Fiche 50-000,02/12/26,0206190273 


0212060394 IE Info Notice 82-56, “Robertshaw Thermostatic Flow Control 
Valves “ Svc list end 

JORDAN, C L Division of Engineering (, Quality Assurance (Pre 
830103) 62/12/30 Consolidated Edison Co of New York, Inc 

Ilipp. 16750 137 24X Fiche 50-000,02/12/30,0212060354 


6301250660 Forwards IE Insp Repts 50-416/02-77 & 50-417/92-15 on 
831130-1303 No noncomp 1 lance noted 

VERRELLf, 0 f( Division of Project U Resident Programs 63/01/03 

STAKPLEY, N L Hlsslsslppl Pouer t< Light Co 2pp 16904 117 34X 

Fiche. 50-416, 03/01/03, 0301350660 


— E3012S0663 IE Insp Repts 50 •416/02-77 U 50-417/82-15 on 021130-1203 No 
noncompllance noted Major areas inspected independent insp, 
cable U termination instrumentation quality records, 1 Icinsea 
identified items t< IE Bulletin 00-16 

GIBBONS, T D • CQNLON, T E Division of Engineering t< Technical 
Programs. 03/12/29 Spp 16904 1 19 24X Fiche 50-416,03/01/03, 

830 I 250660 


B Reportable occurrtncos, LERs it related correspondence 


B301070233 RBPs on 831SS9, unt dent if led caller telephoned tlireat re 
bomb in bathroom of admlnistrat ion bldg No bomb found Call 
considered hoax 

KCOAUOHV, J P Nlselsslppl Power ti Light Co 63/12/31 

O'REILLY, J.P Region 2, Office of Director. 2pp 166BS Oil 24X 

Fiche 50-416.02/12/31,8301070233 


8301260391 Final Deficiency Rept PRD-63/37 re felluri of qualified 
cables bo pass IEEE flame test Initially reported on 821214 
Design Change DCP-e2/3196 initiated Also reported per Part 
21 

NCOAUGHYrJ P Hlssieflppl Power (< Light Co 03/01/13 

O'REILLY, J P Region 2, Office of Director Spp 16910 205 34X 

Fiche 90-416,03/01/13,0301260301 


8301350070 Dlscusios fan bearing failure in standby svc watar cooling 
tower supplied by Ceramic Cooling Tower Co Possible causa 
dor bearing failure could have been Improper handling during 
const/lnstatlation or use of unacceptable lubricant 
POTAPOVS. 0 Divlilon of Vendor << Technical Programi 03/01/19 
LEWtBiR C Division of Projset 8< Reeldent Programs ip 16095.306 
24X Fiche 50-416,03/01/19,0301250070 


V Operator Examinations 


6212220443 Generic Ltr 62-30 to all power reactor liesnsiea, app 1 icants 
for OL, NSS k reactor vendors 1, AEs re meeting to dlecuee 
recent developments for licensing ixamt. Adv itei that niaetlng 
will be held on 630211 re operator licensing. 8vc list and. 
EIBENHUT.D. 0 Division of Licensing 03/13/22 Coneolidated 
Edison Co of Neu York, Inc 12pp 16681:072 24X 

FUKe 90-000,62/12/22,0212220443 


3301120070 Generic Ltr 03-01 to power reactor llcaneeit tc applicants 
for OL re operator licensing exam fits visit Requests 
fchcdule re exam riqueite expected for submittal prior to 
891231 for listed eatsgorlea. Svc list end 

EISEN'HUT.O 0 Division of Licensing 83/01/11 Consolidated 
Edison Co, of Now York, Inc iipp 16693 : 243 24X 

Fiche 50-000,03/01/11,0301120076 
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A Appl icat ion/construc 1 1 on stage documents ti correspondenci 


8211290147 Forwards 928 oversiie PtlDs, olec tr leal, Instrumantati on fc 
control drawings, per Reg Guide 1 70, Revision 3 Aperture 
cards are available in POR 

COUNSlLiU 0 , CAONETTA, J P Northeast Nuclear Energy Co (subs of 
Northeast Utl lities) C0UN9tL, M O Northeest Utilities 83/11/09 
DENTON, H R Office of Nuclear Reactor Regulation, Director, 3pp 
16316 104 S4X Fiche 50-423, 82/1 1/09, 831 1290147 


0312060356 Oeneric Ltr 62-30 bo a 1 1 1 1 c oniect ■ app 1 icante for OL b 
holders of CPs re filings concerning lOCFRSO production ii 
utilliatlon facilities Current listing of branch asslgnmints 
for nuclear reactor projects & svc list end. 

EtSENHUT, D O Division of Licensing 03/12/26 Censolideted 
Edison Co of New York, Inc llpp 16B68 001 24X 

Fiche 50-000,83/12/20,8213060356 


0301310239 Commentf on draft, "Ouldclinas for Preparing It Implementing 
In-Plant Drill Programs for Nuclear Powsr Piantt Actual 
plant equipment ehouid not be used in conducting training 
drills 

C0UN3IL, N 0 Northeast Utilities 03/01/07. OIRCKG.U J Office of 
the Executive Director for Operations ip. 16674 085, 24X 

Fiche 50-000.63/01/07,0301210339 


F Security, medical, emergency ti fire protection plant 


0312060349 Oeneric Ltr 92-33 to all licensees of operating reietort, 
applicants for OL 6 holders of CPi re Buppl 1 to NURE0-0737> 
"Rcqulremants for Emergency Reipente Capability '' 

NUREO-0737, Suppl 1 & eve Het and 

EI6ENKUT, DO Division of Licensing 62/12/17 Coneolidated 
Edlion Co of New York, Inc 77pp 16661,208 84X 

Fiche 50-000,03/12/17,8312060349 


6312220445 Oeneric Ltr 82-39 to a 1 1 reactor lleanseet.CP holderi 1, 
applicants for CPs re problems w/iubmittele of tOCFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined, 6ve liet end 

EISENHUT, D 0 Oivieion of Licenting 02/12/22 Censolidatid 
Edison Co of New York, Inc 13pp 16690 021 84X 

Fiche 50-000,02/12/22,6312220445 


Q Inspection reports, IE Bulletins t< correspondence 


8208190269 IE Info Notice B2-51> "Overe xposur et in PI4R Cavitiee “ 8vt 
liet end 

DEYOUNO,R C Director's Office, Office of tnepectlon and 

Enforcement 02/12/21 Consolidatad EdleenCo of New York, IhC 

lltpp 16609 239 24X Fiche 50-000,02/12/21,0200190269 


B2120603S1 IE Info Notice 82-52, "Equipment Environ Qualification 
Taetlng Experitnea - Updating of Test Summaries Prevlouely 
Publtehed In IE Info Notice 81-29." 8vc list end 
JORDAN, E L Division of Engineering & Quality Aeturanci (Pra 
B30103) 62/12/21 Consolidated Edison Co of New York, Inc 

il9pp 16661 000 24X Fiche 50-000,62/18/21.0212060351 


8312060330 IE Info Notice 03-53, "Main Transformer Fallurss at North 
Anna Nuclear Power 6tation " Svc liet and 

JORDAN, E L Division of Engineering 1 , Quality Assurance (Pre 
630103) 62/13/32 Coneolidated Edison Co of Neu York, Inc 

114pp t67SB-017 24X Fiche 50-000,82/12/22,0212060390. 


0308190275 IE Info Notice 02-54, "Uestlnghous e NBFD Relay Fallurse in 
Reactor Protection Bye " 8ve list anc 1 

JORDAN, E L. Divleion of Engineering 4, Quality Aieurance (Pre 
830103). 63/18/27 Coneolidated Edison Co. of Neu York, Inc 

1 10pp. 16962. 139 24X Fiche- 50-000, 62/12/27, 0200190375. 


0306190373 IE Info Notlca 03-99, "Beisfflic Qualification of Wiftinghouie 
AR Relay (4/Latch Attachments Usad In fJeitinghouse Bolld 
Btata Protactlon Sys " Svc list end 

JORDAN, E L Divleion of Engineering t< Quality Asiurance (Pre 
830103) 63/12/80 ConioUdated Edison Co. of Neu York, Inc, 

109pp (6860:014, 24X Fiche- 50-000, 82/12/26,6200190373. 


0212060394 IE Info Notice 03-96, "Robertehau Thermostatic Flow Control 
Valvas. " Svc list end 

JORDAN, E L. Divlilon of Enginaerlng t< Quality Aseurance (Pre 
830103) 62/12/30 Coneolidated Edison Co. of New York, Inc. 

lllpp 16790 137 24X Fiche 90-000,02/12/30,0212060394 


0301260304 Forwardt IE Insp Rept 80-423/62-14 on 821025-1209 1, notice 
of violation 

STAROSTECKI, R Division of Project b Risldont Programs 03/01/10, 
COUNSIL, 14. 0 Northeast Nuclear Energy Co (tubs, of Northeasb 
Utilities} 2pp. 16910.191. 24X Fiche 50-423, 03/01/10,8301360304. 
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— 8301S'603B7 notice of vl of at ion from ine-p on 821029~1S03 

* Dlvtiiori of Project l< Resident Projrams B3/'01/1'0' (p 
lA'JlO 193 24X Fiche 50-423,83/01/10.0301360364 


—9301260389 IE Insp Rapt S0-423/SS-14 on 82102S-120S Noncompl 1 ance 
noted failure to follow const procedure ra4(ulremante when 
Ufins black on yfllotu prints 

HATTIA.tiC. ■ SRiaOS.L £ . ELSASSER, T Olviilon of Project & 
Resident Program* 63/01 /<J4 11pp. 16910 194 24X 

FIcA* 30-423. 83/01/10. B30 1260384 


8301200337 Act receipt of 921001 Itr informing NRC of step* taken to 
correct violations noted in IE Insp Rept SO-423/S2-09 
martin, r T Division of Engineering & Technical Programs 83/01/14 
COUNSIL.U 0 Northeast Nuclear Energy Co isubs of Northeast 
Utilities) Ip 16565:201 24X Fie he 50-423. 83/01/14. 8301200337 


—8301200340 Responds to NRC 820901 Itr re violations noted in IE Insp 
Rept 90-423/82-09 Corrective acti ons' None Onf ormance & 

Otsposition Rept 1310 i ssuad to accept as is position of 
uatarstop in keyuiy 

CWNSIL.M 0.1 SieHOPrR M Northeast Nuclear Energy Co tsuba of 
Nortiieaet Utilities) COUNSIL. U 6 Northeast Utilities 
82/10/01 NARTlNi T T, Dlwislan of Project 6 Resident Programs 
2pp 1 6669 . 202 24X F i c h e. 9 0-423 ,83/01/14. 630 1 200337. 


8 Reportable occurrences. LERs 6 related correspondence 


BSOllOOSSI Interim Deficiency Rept 50-30 re cracks in side rail of some 
cable tray offset reducers tfue to lack of seam ueids in 
const Initially reported on 821122 TJ Cope Co contacted' to 
provide rocommendations for corrective actions 
COUNSrU. U 9 . CAONETTA.U P Northeast Utilities S2/12/30 
HAVNE8, R C Region 1> Office of Director 2pp 16702 058 24X 

Fiche. 90-423. 82/12/30.8301100221 


G30I2S0092 Interioi Deficiency Rept re pipe strap design specified for 
Installetion si/o g,uaJ i f ication Initially raported on 821122 
Evaluation to determine pipe straps for which design loads 
exeead allowable limits continuing 

COUNSIL. N 0 I CAONErTA. J P Northeast Nuclear Energy Co <subs of 
Mortheest Uti litlesk COUNSIL. N. O Northeast Utilities 63/01/11 
HAYNES. R C Region 1. Office of Director 2pp 16899 272 24X 

Piche 90-423.33/01/11.6301290032 


V Operator Eianlnatlons 


8212220443 Oenerlc Ltf 82-38 to all pouar reactor 1 Ic snsoei. app 1 icants 
for OUjNSS b reactor vendors ft AEs re meeting to discuss 
recent developments for licensing exams. Advises that meeting 
ulll be held on 930211 re operator I iceniing. Sve list anc 1 
EtSSNHUT.DO Division of Licensing 82/12/22 Consolidated 
Edison Co of New York. Inc 12pp. 16681 072 24X 

Fit ho 90-000. 02/12/22. 8212220443 


S301 120078 Oenerlc Ltr 93-01 to power reactor licensees t. applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam rayuests expected for submittal prior to 
691231 for listed categories Sve list end 

ElEENHUr. D 0 Division of Licensing 83/01/11 Consolidated 
Edison Co of New York. Inc llpp 16693 243 24X 

Flehe 50-000,03/01/11,0301120078. 
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A Applleatlon/construction stags documents & correspondence 


8212060356 Oenerlc Ltr 62-30 to all 1 icansees. appl Icants for OL ti 
holders of CPs re filings concerning 10CFR30 production b 
utilliatlon f acli 1 tlos. Current listing of branch assignments 
for nuclear reactor projects b tve list end 

ElBENHUr.OO Division of Licensing 82/12/28 Consolidated 
Edison Co of Now York. Inc ItpP- 16668 001. 24X 

Ftcho: 90-000. 82/12/28. 92 1 2060356 


8301120499 Foruords summary of 621029 moating w/Bouthern Co Eves. Inc in 
Bethssde. MD re applicant findings concerning NilJett Fault 
8tudy. 

KILLER. iK A Licensing Branch 4 83/01/07. Licensing Branch 4. 

3pp. 16798 338 24X Flehe 80-424,83/01/07.8301120493 


—9212290292 Summary of 621029 meeting «f/8outhern Power Co. Bech tel. Ueston 
Ocophy steel Co b Unlv of 9A in Sethosda.MO re anomaly near 
Fix 13 in Ktllett Fault Study 

ISRAHIN.AK Oeosciencas Branch 82/12/19 HILLER.M NRC - No 
Detailed Affiliation 01 van 2pp 16/96.340 24X 

Fiehe 90-424.83/01/07,9301120493 


8301210171 Advises that util 621112 response to Oenerlc Ltr Bl -01 
aeceptab la, sa tisf ae tor i ly committing to Reg Quldes 1 93 b 
I 146 

A0EN8AM.E 0 Licensing Branch 4 83/01/14 SUTTON. 0 Clorgil 

Power Co 2pp 16893 062 24X Flehe 90-424.83/01/14.3301210171 


B301260S37 Lists controls documented b applied to field change noti.,. 
<FCN> syi Analysis should be made, as part of corrective 
action, for ell rejected field change natices FCN sys 
acceptable 

NOVAK. T M Assistant Director for Licensing 03/01/24 DUITDN.D 
Oaorgie Power Co 4pp 16922 244 24X Flehe 50-424,33/01/24, 

8301260937 


8301260939 Summary of 830104 meeting w/Southern Co Sves. Inc in 
Bethesda.MO re subniosion of F8AR & Environ Rept 
MILLER. i1 A Licensing Branch 4 03/01/24 Licensing Broneh 4 

6pp 16922 238 24X Fiche 50-424,83/01/24,8301260539 


03O1S6O59S Disagrees w/util statement that new position of Otneral 
Manager.OA b Radiological Health b Saf e ty, e leva tes 0A 
organiiation to higher level New position adds level between 
OA b util President 

NOVAK. T M Assistant Director for Licensing 03/01/24 DurTIiN.9 
Georgia Power Co 2pp 16919 350 24X fiche 90-000.83/01/21. 

8301260395 


F Security, medical, emergency b fire protection plans 


8212060349 Generic Ltr 82-33 to all licensees of operating reactsTi. 
applicant* ror OL b holders of CPs re Suppl 1 to NUREG-0737> 
'‘Riyulrements for Emergency Response Capability " 

NUREG-0737. Suppi I b sVe list end 

EISENHUr, 0 0 Division of Licensing 02/12/17 Conso II deled 
Edison Co of New York. Inc 77pp 16681 SOB 24X 
Fiche 50-000, 62/12/17. 821 2060349 


BS12220445 Oenerlc Ltr 02-39 to all reactor licensees, CP holders b 
applicants for CPs re problems w/submittals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined 8vc list end 

EI8ENHUT. 0 0 Division of Licensing 82/12/22 Consolldatid 
Edison Co of New York. Inc 13pp 16690 021 24X 

Fiche 90-000, 02/ 1 2/22. 02 1 222044 9 


0 Inspection reports. IE Bulletins b correspondence 


B30107046S Interim deficiency rept re Uestinsheuse 4-lneh gate vilve 
closure problem Initially reported on 010319 Valves will be 
modified Info applicable to IE Bulletin Sl-02 Also 
reportable per Part 21 

DUTTON, D Georgia Power Co DUTTON. 0 Southern Co Service*. In. 
81/07/02 O'REILLY. J P Region 2, Office of Director 6pp 
16705 340 24X Flcho 80-424,81/07/02.8301070463 


8301040202 Forward* IE Insp Repts 80-424/ 62-27 b 90-429/82-27 «n 
821011-1113 No noncompliance noted 

DANCE. H C Division of Project b Resident Programs 62/12/07 

KELLY. R J Georgia Powar Co 2pp. 16638 191 24X 

Flehe 80-424, 02/12/07, B301 040208 


—8301040205 IE Insp Repts 50-424/88-27 b 50-425/82-27 on 82 101 I'll I 
No noncompl lance noted Major areas inspected primary 
containment structures, control panels, pipe welding, steaa 
generator mods b matt storage b pipe laydown areas 
8ANDERS.U F , BROWNLEE, V L Division of Project b Resident 
Programs 88/12/06 4pp 16638 193 24X Fiche- 50-424. 92/17/0: 

8301040202 


8206190269 IE Info Notice 82-81, "Overe xposur es in PUR Cavities ' Sv 
list enci 

DEYoUNO. R C Director's Office. Office of Inspection and 
Enforcement 82/12/21 Consol idated Edison Co of New Verl. Im 
111pp. 16689.239 24X Fiche 80-000,82/12/21,0208190269 


&2120603SI IE Info Notice 82-52, "Eguipment Environ OuaUflcatlon 
Tasting Experience - Updetlng of Test Summaries Previously 
Published in IE Info Notice 81-29 " Sve lift end 
JORDAN. £ L Division of Engineering b Quality Assurance <Pr* 
030103) 92/ 12/21 Consolidated Edison Co of New York. I«c 

llSpp. 16681 088 24X Fiche. 50-000, 82/12/21, 8212060351 


8301250239 Ferwerds IE Insp Repts S0-424/B2-28 b 30-425/ B3-SQ «« 
821130-1203 No none amp 1 lance noted 

DANCE. H C Division of Project b Resident Programs. 03/12/2! 

KELLY, R J Georgia Power Co 2pp 16097 078 24X 

Fiche 50-424.82/12/21.8301250239 
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— ea012S024e JE imp Repts 50-424/G2-28 U 50-425/02-28 on 021130-1203 No 
noncofflpliance noted Major areas inspected licensee action on 
pravious enPorce/nent ac t ionsi s true tural concrete & 
etructural backfill 

HAflfllS.J R I CONLON) T E Division of EngineeririB ti Technical 
PTegrams 02/12/15 4pp 1&B97 000 24X Flche 50-424< 82/12/21, 

0301250239 


— 0212290292 Summary of 32102? meeting u/Southern 
Oeophgtlcal Co ti Unlv of 04 in DethesdaiKO re 
Pit 13 in Miltett Fault Study 
IBRAHIM, A K Oeosclencet Branch 02/12/15 
Detailed Arfiiiation Oiven 2p p 16790 340 
Fiche 50-424.83/01/07.8301120453 


Power Co, BeehtaliUeston 
anomaly near 

MILLER, M NR C - No 

24X 


e2l2060'3SO IE Info Notice 82-53, “Main Transformer Failures at North 
Anna Nuclear Pettier Station “ Sve list end 

(JORDAN. E L Division of Engineering t< Quality Assurance (Pra 
0301031 82/12/22 Consolidated Edison Co of New York. Inc 

114pp I67SB 017 24X Flche 50-000,02/12/22.6212060350 


0200190275 IE Info Notico 82-54, "ties t inghous e NDFD Relay Failures in 
Reactor Protection Sys " Sve list enc 1 

JORDAN. E L Division of Engineering t. Quality Assurance (Pre 
0301031 02/12/27 Consolidated Edison Co of New York. Inc 

lIOpp 16962 139 24X Fiche 50-000.82/12/27,8208190275 


8301210171 Advises that util 821112 response to Oenenc Ltr 81-01 
accep tab 1 a. sa t isfac t orl 1 y committing to Reg Ouides 1 59 t. 

1 146 

ADENSAH, E 0 Licensing Branch 4 83/01/14 DUTTON, D Ooorgia 

Power Co 2pp 16893 062 24X Fiche 50-424,03/01/(4,8301210171 


0301260537 Lists controls documented & applied to field change notice 
<FCN) sys Analysis should be made.as part of corrective 
action, Tor all rejected field change notices FCN sys 
accep tab 1 e 

MQUAK, T M Assistant Director for Licensing 83/01/24 DUTTON, 0 
Osorgia Power Co 4pp 16922 24 4 24X Flche 50-424,83/01/24, 

B301260S37 


8200190273 IE Info Notice 02-55, “Seismic Qualification of UestinghousB 
Afi Relay N/Labch Attachments Used in Mestlnghouse Solid 
Stat» Protection Sys " Sve list enc I 

JORDAN, E L Division of Engineering S, Quality Assurance (Pra 
@30103> 02/12/20 Consolidated Edison Co of New York, Inc 

S09pp 16868 014 24X Fiche 50-000,02/12/28,8208190273 


SS]20603S4 18 Info Notice 02-56, “Robertshaw Thtrmoe tat i e Flow Control 
Valve* “ 8vc list end 

JORDAN, E L Division of Engineering t. Quality Assurance <Pre 
8301031 82/12/30 Consolidated Edison Co of New York, Inc. 

lllpp 16758 137 24X Fiche 90-000,82/12/30,8212060354 


0301260539 Summary Of 830104 meeting w/Southern Co Svet, Inc In 
Uethesda, MD re submission of F0AR ti Environ Rept 
MILLER, K A Licensing Branch 4 83/01/24 Licensing Branch 4 

6pp 16922 238 24X Flche 50-424,83/01/24.0301260539 


6301260555 Disagrees ur/util statement that new position of Senerat 
Manager, QA 1, Radiological Health tc Sa fety, e levates QA 
organliatlon to higher level New position adds level between 
OA 1, util President 

NOVAK, T M Assistant Director for Licensing 03/01/24 DUTTON, 0 
Georgia Power Co 2pp I69I9 350 24X Fiche 50-000,83/01/24, 

8301260559 


S Reportable occurrences, LERs U related correspondence 


030107-0010 Discusses potential deficiency re Nestlnghouse 3-inch gate 
valvee Full stroke not accomplished during preoperatlenal 
tisti-ng Engineering evaluations underway Interim rept will 
be submitted by 010303 

DUTTON, D Oeorgle Power Co DUTTON, D Southern Co Services, Inc 
00/12/12 O'REILLY, J P Region 2, Atlanta, Office of the Director 
2pp 1669S 356 24X Flche 50-424,00/12/12,8301070010 


F Becuritg, medical, emergency t, fire protection plans 


8212060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for OL ti holders of CPs re Suppl 1 to NUREQ-0737, 
“Renulrements for Emergency Response Capability " 

NUREO-0737, Supp 1 1 U sve list end 

EISENHUTiDO Division of Licensing 82/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16601 208 24X 

Fiche 50-000.82/12/17.8212060349 


8301070465 Interim deficiency rept re Uastinghouse 4-ioch gate valve 
closure problem Initially reported on 810319 Valves will be 
nodlfted Info applicable to IE Oullotln 81-02 Also 
reportable per Part 21 

DUTTON, D Georgia Power Co DUTTON, D Southern Co Serviect, Inc 
B1/O7/02 O'REILLY, J P Region 2, Office of Director 6pp 
16709 340 24X Flche 50-424,81/07/02.8301070465 


8212220445 Generic Ltr 82-39 to all reactor licensees, CP holders t, 
applicants for CPs re problems w/submittals of 10CFR73 21 
safeguards Info for licensing review Procedures re 
transmittal of info outlined 8vc list end 

EISENHUTiDO Division of Licensing 02/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021 24X 

Flche 50-000,82/12/22,8212220445 


V Operator Eiaminatlons 


8212220443 Generic Ltr 82-38 to all power reactor 1 Icensees, app llcants 
for OL, N8S U reactor vendors & AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
wilt be held on 030211 re operator licensing Sve list end 
ElSENKUTtO 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 12pp 16681 072 24X 

FUhe 50-000,02/12/23,8212220443 


830-1120070 Oenerlc Ltr 83-01 to power reactor licensees fc applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
851231 for llstsd categories Sve list end 

EtSENMUT. D 0 Division of Licensing. 83/01/11 Consolidated 
Edison Co of New York, Inc llpp 16893-243 24X 

Flchs 50-000,03/01/11,8301120078 


DDCKET 50-425 ALVIN M, VOOTLE NUCLEAR PLANT, UNIT 2 


A Application/construction stage documents & corn spendenct 


9212060356 Oeneric Ltr 82-30 to all 1 ic ensees , app 1 Icants for OL (i 
h-aldtrs of CPs re filings concerning 10CFR90 production t> 
-utilisation facilities Current lieting of branch assignments 
far nuclear reactor projects t, sve list encl 

EieENHUTiD G Division of Licensing 02/12/20 Consolidated 
Edison Co of New York, Inc. llpp 16860 001. 24X 

Flcha: 30-000, 82/12/20, 0212060356 


0 Inspection reports, IE Bulletins L correspondence 


0301070465 Interim deficiency rept re Westlnghouse 4-lnch gate valve 
closure problem Initially reported o-n 010319 Valves will be 
modified Info applicable to IE Bulletin 81-02 Also 
reportable per Part 21 

DUTTON, D Georgia Power Co 01/07/0-2 O'REILLY, J P Region 2, 
Offlc# of Director 6pp 16705 340 24X Flche 50-424,81/07/02. 

8301070465 


8301040202 Forwards IE Insp Repts 50-424/02-27 h 50-425/02-27 on 
821011-1115 No noncompliance noted 

DANCE, H C Division of Projoct fc Resident Programs 02/12/07 
KELLY, R J Georgia Power Co. 2pp 16630.191 24X 

Fieha. 50-424, 82/12/07.8301040202 


—8301040205 IE Insp Repts 80-424/02-27 t, 50-425/02-27 on 821011-1115 
No noneompl lance noted Major areas inspected primary 
containment t true turea, contro 1 pane Is, pi pe weld Ing, steam 
generator mods (, matl storage $< pipe laydown areas 
SANDERS. H.F , BROUNLEE, V L Division of Project t. Resident 
Programs 82/12/06 4pp 16635 193 24X Fiche 50-424,02/12/07. 

0301040202 


0208190269 IE Info Notice 82-51, “Over e xposur es In PWR Cavities." Bve 
list end 

OE YOUNG, R C Dlree tor's Office, Office of Inspection and 

Enforcomont 82/12/21 Consolidated Edison Co of Nsu York, Inc 

lllpp I66B9'239. 24X Fiche 50-000. 83/12/21, 0200190269 


9301120453 Forwards summary of 821029 meeting w/8outhtrn Co Bves.Inc In 
Bithesda.MD re applicant findings concerning Hillett Fault 
Study 

MILLERrM A Licensing Branch 4 83/01/07 Licensing Branch 4. 

3pp I679B 338 24X Flche 50-424,83/01/07,0301120453 


8212060381 IE Info Notice 08-82, "Equipment Environ Qualification 
Tasting Experience - Updating of Test Summaries Prevloosly 
Pubtished In IE Info Notics 01-29." 8vc list end 
JORDAN, E L Division of Engineering & Quality Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co of New York, Inc 

1 iSpp 16681.080 24X Flche 30-000, 82/12/21,0212060351. 
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3301250239 FgrUdrds IE Insp Repts 50-434/02-28 & 50-425/62-20 on 
031130-1203 No notKomplidnco noted 

DANCEi H C Division of Project tt Resident proprams 63/12/21 

KCLLV<R J Ceorgla pouer Co 2pp. 16897 078 24X 

Ficfie 50-424,02/12/31,631)125023 9 


—8301250246 IE Insp Repts 50-424/82-20 S< 50-425/82-28 on 821130-1203 No 
noncoEup 1 1 ence noted Major areas inspected licensee action on 
previous enforcement ac 1 1 ons< s true t oral concrete & 
structural bacicflll 

KARRISiJ fi < CtlNLON, T E Division of Engl near tnp tt Technical 
Programs 62/12/15 4pp 16097 060 24 X Fiche 50-424.82/12/21, 

830125023? 


0212060350 IE Into Notice 82-53, ‘'Main Transformer Failures at North 
Anna Nuclear Poioer Station *' Sve list end. 

JORDAN, E L Division of Engineering & Qualltg Assurance CPre 
830103) 82/12/22 Consolidated Edison Co of Neu yort, Inc 

114pp 16750017 24X Fiche 50-000,82/12/22,8212060330 


0206190375 IE Info Notice 82-54, ‘’Woi t Inghouse NBFD Relag Failures in 
Reactor Protection Sys Sve list end 

JORDAN, E L Division of Engineering & Quality Assurance (Pre 
830103) 82/12/27 Consolidated Edison Co of Heu york, Inc 

llOpp 16962 139 24X Fiche, 50-000, B2/J2/27> 8208190275 


8208190273 IE Info Notice 82-55, "Seismic Qua li f leatlon of Westinghouse 
AR Relay N/Latch Attachments Used in Mastln ghouse Solid 
State Protection Sys “ Sve list end 

JORDAN, E L Division of Engineering tr Quality Assurance (Pre 
030103) 52/12/28 Consolidated Edison Co. of Mew York, Inc 

109pp 16860 014 24X Fiche 50-000.82/12/28,0208190273 


G2I80603B4 IE Info Notice 82-56, "Rotertshaw Thermostatic Flow Control 
Valves," Sve list end 

JORDAN, E L Division of Engineering i Quality Assurance fPr* 

830103) 62/1S/30 Consol i dated Edison Co. of New Yorti Inc 

lllpp 16759 137 24X Fiche 50-000,92/18/30,8212060354 


S Reportable occurrences. LERt ti related correspondence 


83D1070010 Discusses potential deficiency r» tleetinghouse 3 -lncIi gate 
valves Full stroke not accomplished during preoperatl onel 
testing Engineering evaluations underway Interim rept laiit 
he submitted by 810303 

DVfTDN, D Oeorgla Power Ca DUTTON. D Southern Co Services. Inc, 
80/12/12 O'REILLY. J P Region 2 , Atlanta, Office of the Director 
2pp 16695 356 24X Fiche 50-424, 00 /t 2/12 , 0301070010 


6301050213 Board Not if seat i on 82-111 forwards NURE0/CR-23e5, “CM 
Calculations of Hydrogen Detonations in Zion & Seyuayah 
Nuclear Plants " Addl structural analyses should be 
performed M/o end 

NDVAKr T M Assistant Director for Licensing 82/12/29 Atoslc 
Safety and Licensing Appeal Panel 4pp 16669 288 84X 

Fiche 50-437,62/12/29,6301050213 


0301190372 BUCKLINO DF STEEL CONTAINMENT SHELLS Task lA Dynamic 
Response And Buckling Of Offshore Power Systems Floating 
Nuclear Plant Containment Vessel 

NELLER, E , 0V3HNELL, D Lockheed Palo Alto Research Laboratory FIN 
B-6568 NUREO/CR-2836 VOl PI 62/12/31 Division of EnglnseMsg 
26Ipp Available at NEC 48 00 16850 166 24X 

Fiche 50-437,62/12/31,8301190372 


6301340199 Responds to 821212 1 tr forwarding previous corrcipondsnce 
opposing OPS floating nuclear power plants Testimony on 
safety concerns addressed in encl ASLD 820630 Initial 
Decision If/o ends 

DENTON, H fi Office of Nuclear Reactor Regulation. Director 
83/01/17 EFFENDEROER.E Affiliation Unknown Spp I6g93 335 
24X Fiche 50-437,83/01/17.0301240199 


— B30IS40207 Requests response to previous correspondence opposing DPS 
floating nuclear power p lents . heretofore unacknowledged by 
NRG Juno 1976 testimony on SER end 

EFFENBEROER.E Affiliation Unknown 82/12/12 PALLADINO.N 
Cominiisioners llpp 16893-339 24X Fiche 50-437,83/01/17. 
8301240199 


— 9301240213 Requests public statement responding to 760615 testUong 
before NRC re safety concerns associated u/OPS floating 
nuclear power plants 

EFFENDEROER, E Affiliation Unknown 82/12/29. HENOBIEiJN 
Co(rmiiSioner 8 Ip 16893 350 24X Fiche 50-437,83/01/17, 

8301240199 


— 03OI24O2J6 Lists reasons for opposing issuance of rafg license to OPS 
for floating nuclear power plants 

EFFENDEROEB , E Affiliation Unknown 82/08/14 HENORIE,^ M 
Commissioners 2pp 16893 3 51 24X Fiche 50-437. 83/0 1/17. 
8301240199 


—8301240219 Requests response to 820814 Itr. mistaken ly directed to 
former Chairman JK Hendrie 

6FFENBER0ER. E Affiliation Unknown 62/12/01 PALLADINO. N 
Commissioners Ip 16893 353 24 X Fiche 50-437.83/01/17. 

8301240199 


0301070465 interim deficiency rept re Mestinghouse 4~inch gate valve 
closure problem Initially reported on 810319 Valves will be 
modified Info applicable to IE Bulletin 81-02 Alin 
raporbable per Part 21 

DUTTON.D Oeorgla Power Co DUTTON, 0, Southern Co Services, Inc 
®l/O7/02 O'REILLY, J P, Region 2. Office of Director 6pp 
16705 340 24X Fiche. 50-424. 81 /07/02, 8301070465 


V Operator Esaminations 


0212220443 Oeneric Ltr 82-38 to a 1 1 power reactor 1 Icensees, app 1 leant s 
for OL.NSa tt reactor vendors s, AEs re meeting to discusi 
recent developments for licensing eiams Advises that meeting 
win be held on 630211 ra operator licensing Sve list end 
ElSENHUr. D 0 Division of Ulcenilng, 82 / 12 / 22 . Consolidatetf 
Edison Co of New York. Inc l2pp 16681- 072 24X 

Fiche 50-000, 82/ 1 2/22, 82 1 2220443 


0301120076 Oeneric Ltr 83-01 to power reactor lleenseas 1 . applicants 
for OL re operator licensing exam site visit Requests 
schedule re exa/t requests expected for submittal prior to 
SSI231 for lifted eetagor tei. 6 vc list end 

EISENHUT. D. 0 Division of Licensing 83/01/11 Consolidated 

Edison Co of Nsw York. Inc llpp. 16893,243 24X 

FIcha 30-000. 83/01/11,8301120078 


— B3£>£240224 Ac k receipt of 821201 ltr requesting response to 820814 ltr 
No record of 820814 ltr found Commission Order CLI-82-37 
end M/o encl 

&TUCKY/S H Docketing A Services Branch 62/12/06 
EFFENBEBOER.E Affiliation Unknown Ip 16093 334 24X 

Fiche 50-437,03/01/17,8301240199 


F Security, medical, emergency t, fire protection plans 


8218060349 Oeneric Ltr 88-33 to all licensees of operating reactors, 
applicants for OL tt holders of CPs re Suppl 1 to NUREQ~0737. 
"Requirements for Emergency Response Capability “ 

NUREO-0737, Sup p 1 1 & sve list encl 

ElSENfiUT.O 0 Division of Licensing 82/13/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 808, 24X 

Fiche 50-000,82/12/17.8212060349 


0212220443 Generic Ltr 02-39 to all reactor I icensees, CP holders I. 
applicants for CPs re problems w/submittals of iOCFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined 8 vc list encl 

EI&EMHUT,D0 Division of Licensing 82/13/22 Consolidated 
Edison Co of Niw York, Inc 13pp 16690 021 24X 

Fiche, 50-000, 82/12/22,8212220445 


□aCKET BTN-50-437 FLOATING NUCLEAR PLANT 

A Application/constructiofi stage documents & correspondence 


0212060356 Gene r Ik Ltr B2-30 ta all 1 icensaes. appl i cants for DL I 
holders of CPt re filings concerning lOCFRSO production g, 
utiliiation facttitlas. Current lilting of branch assignments 
for nuclear reattor projects (. *vc list encl 

ElSEMHUT.D O Division of Licensing 82/12/28 Consolidabi 
Edison Co of New York. Inc. llpp 16868:001 24X 

Fiche 30-000,83/12/20,8212060356 


Q Inspection reports, IE Bulletins L correspondence 


B2D8190269 IE Info Notice 82-51, "Overei posur es In PWR Cavities " Sve 
list encl 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 82/12/21, Consolidated Edison Co of New York, Ire 

IIlpp 16689 239 24X Fiche 50-000,82/12/21,8208190269. 


8212060351 je Info Notice 82-62, "Equipment Environ dual if icati on 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " Sve list encl 
JORDAN, E L Division of Engineering it Quality Assurance (Pre 
830103) 82/12/81. Consolidated Edison Co of Mew York. Inc 

llSpp 16681 088 24X Fiche 50-000, 82/12/21, 8212060331 
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831SO&03SO IE Info Notico SS-KIi "Main TronsfOTinor Failursi at NoTth 
Anna Nuclear Pouar Station ” Sve 11 *t end 

JORDAN. E L Division of Engineering t< Duality As-surance (Pro 
8301031 83/12/35 Consolidated Edison Co of Neu Yorlii Inc 

ItAgik 16738 017 34X Flche 30-000.82/12/22.8312060390 


S20S170275 IE Info Notice 92-54. "Uestl nghoui e NDFD Aelay Failures in 
Rsaetor Protection Sys " Sve list end 

JORDAN. E L Division of Engineering & Duality Assurance (Pre 
830103) B2/12/27 Consolidated Edison Co of Neu York. Inc 

llOgp 16'962 139 24X Fic he 50-000. 82/12/27. 82081 90275 


8200190273 |E Info Notice 82-55. "Seismic Dua 1 1 f ica 1 1 on of Nest inghouse 
Afi Relay U/4.atchi Attachments Used in Hestinghouse Solid 
State Protection 8gs " Bve list end 

JORDAM.E L Division of Engineering & Duality Assurance (Pre 
830103) 82/12/28 Consolidated Edison Co of Neu York. Inc 

I09pp 16068 014 24X Fiche 50-000.82/12/28.8209190273 


8212060394 IE Info Notice 82-56. "Robortshate Thermostatic Flow Control 
Valves " Sve list end 

JORDAN.E L Division of Engineering & Quality Assurance (Pre 
830103 ) 82/12/30 Consolidated Edison Co of Neu York. Inc 

lllpp 16758 137. 24X Flche 50-000. 82/12/30,8212060354 


V Operator Eraminations 


8212220443 Oensric Ltr 82-38 to all power reactor 1 Icensees, app 1 1 cants 
for OL. NB3 S. reactor vendors 6 AEs re meeting to discuss 
recent developments for licensing eiams Advises that meeting 
will ba held on 030211 re operator licensing Sve list sncl 
EISENHOT. 0 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York. Inc 12pp 16681 072 24X 

riche 50-000.62/12/22.8212220443 


8301 120078 Oenerlc l-tr 83-01 to power reactor licensees & applicants 
for OL re operator licensing e>am site visit Requests 
schedule re eiam requests eipectsd for submittal prior to 
9S1231 for lilted categories 8vc list end 

EISENHUTiO 0 Division of Licensing 83/01/11 Consolidated 

Edison Co of Neu York. Inc llpp 16B93 243 24X 

Flche 50-000,83/01/11,8301120078 


DOCKET 50-430 BELLE FONTE NUCLEAR PLANT. UNIT 1 


A Appltcatton/constructlon stage documents U correspondence 


8301040616 Forwards BALP repts for Jul 1980 - June 1981 Uttl conduct 
of nuclear activities shows proper concern fo-r nuclear 
safety (< is acceptable Areas of poor performance cited. 

O'HEILLY.dP Region 2, Office of Director 82/11/24. PARRia.H 0 
Tennessee Valley Authority 3pp 16667 302 24X 

Flche 50-000.82/11/24,8301040616 


— B3OI040690 Forwards SALP rept of util activities for Jul 1980 - Juno 
1981 Rept based on results of NRC SALP Board 811020 meeting. 

LENIS. R C Divieion of Project t. Resident Programs. 82/08/20. 
PARRISiH 0 Tennessee Valley Authority. 3pp 16667 305. 24X 
Flche 50-000.82/11/24.8301040616 


— B301040794 SALP ftopts 50-259/82-13, 50-260/82-13, 50-296/02-13, 50-327/B2- 
10. 50-328/82-18, 50-390/82-26, 50-391 /e2-23, 30-438/82-23. 

50-439/82-25. 50-518/82-10. 50-919/02-09. 50-520/02-10, 50-521/ 
82-07,50-553/82-02,50-554/02-02.50-566/82-03 & 50-567/B2-03 
LENIS. R C Division of Project l< Resident Programs 82/08/20. 

83pp 16667 307. 24X Flche 90-000,82/11/84.8301040616 


8301060310 Forwards 23 averslie drawings showing Instrument li sampling 
tines FBAR Question 400 SB will he revised to ref drawings 
In upcoming Amend 24.Apcrture cards are available in PDR. 
iMILLa. L H. Tennessee Valley Authority 02/12/23 ADENSAtf. E 
Licensing Branch 4 Ip. I6677-802 24X Fiche- 90-438. 82/12/23, 

8301060310 


8212060356 Oenerlc Ltr 82-30 to all licensees, applicants for OL L 
holders of CPs re filings concerning lOCFRSO production (< 
utllltation facilities Current listing of branch assignments 
for nuclear reactor projects b syc list end 

eiSENHUT. D Q Division of Lietnslng 82/12/28. Consolidated 
Edison Co. of Ktw York, Inc tipp 16B6B 001. 24X 

Flche 50-000,82/12/28,8212060356. 


0301040326 Notifies that Bellafontt S< Uatts Bar FSARs amended on 8212(7 
& 830104. respectively, applying QA Topical Rept TVA-TR73-IA 
to design 6 const phase activities 

HILLSiL. K Tennessee Valley Authority 82/12/30 HAAS8, N P 
Quilttv Assurance Branch Ip 16639.330. S4X Fiche 30-000. 

B 2/ 12 / 3D. 630 1 0 40326 


0301250615 Summarlies 821229 meeting u/util in Region 2 ofe re actions 
taken to resolve safety-related component overpr essur i i at ion 
p robl en> 

LENIS. R C Division of Project b Rosident Programs B3/0i/ll 
PARRIS. H 0 Tennessee Valley Authority 4pp 16904 333 24X 

Fiche 30-438.03/01/11.8301230613 


8301160043 Informs that scheduled fuel load date for Unit 1 remains 
May 1985. per NRC 010803 request for quarterly updates of 
projected const date until Issuance of SER 

MiLLS. L K Tennessee Valley Authority 83/01/12 EtSENHUT. D 0 
Division of Licensing Ip 16835 298 34X Fiche 50-430,03/01/12. 

8301100043 


0301880074 Forwards detailed supplementary info consisting of 5 TVA 
drawings showing prassurlier heat power supplies FSAR 
Question 430 75 will bo revised to ref drawings in Amend 24 
M/6 ovcrsiie drawings Aperture cards are available In PDR 
MILLS. L H Tennessee Val I ey Authority 83/01/19 ADENSAM. E 
Licensing Branch 4 Ip 16959 109 24X Fiche 30-430,83/01/19. 

9301280074 


F Security, msdlcal. emergency t. fire protection plans 


8212060349 Oenerlc Ltr 82-33 to all licensees of operating reactors, 
applicants for OL & holders of CPs re 3uppl I to NUREO-0737. 
"Requirements for Emergency Response Capability ” 

NUREO-0737, Suppl I 6 sve list end 

ElBENKUT. DO Division of Licensing 82/12/17 Consolidated 

Edison Co of New York. Inc 77pp 16681 200 24X 

Fiche 50-000,82/12/17,6212060349 


B21222044S Generic Ltr 82-39 to all reactor licensees.CP holders ti 
applicants for CPs re problems w/subtnl tta 1 s of 10CFR73 21 
safeguards Info for licensing rovlsw Procedures re 
transmittal of Info outlined Sve list enc 1 

EISENKUT, 0 O Division of Licensing 82/12/22 Consolidated 
Edison Co of New York. Inc I3pp 16690 021 24X 

F 1 c h a 50-000, 82/12/ 22.821 2220449 


K Utility Final Safety Analysis Report IFSARl Si amends 


0212270255 Forwards Amend 23 to FSAR 

HILL8.L H Tennsssae Valley Authority 82/12/17 DEHTON.H R 
Office of Nuclear Reactor Regulation. Director 2pp 16531 001 
24X Flche 50-438.02/12/17.8212270235 


— 8212270258 Amend 23 to FSAR U/175 overall e drawings Aperture cards are 
available in PDR 

a Tennessee Valley Authority 82/11/03 604pp 16531 003. 84X 

Flche 50-430,82/13/17,0212270255 


0 Inspection, reports. IE Bulletins 6 correspnndence 


B30104D217 Forwards IE Investigation Rept 50-438/82-08 on 820316—10 
Noncomp 1 lance noted Notice of violation transmitted w/NRC 
820422 ltr 

O'REILLY.J P Region 2, Office of Director 83/06/03 PARRIS.H 6 
Tennessee Valley Authority 2pp 16638215 24X 

Fiche 50-438. 02/06/03. 0301040217 


—0301040219 IE Investigation Rept 50-438/02-00 on 830316-18 
Noncomp 1 lance noted welder reheated welds to correct pipe 
mlaallgnmant fc denied actions 

VORSE. J Y , ALDERSON.C E Region S. Office of Dirsetor 02/05/21 
4pp 16638 317 24X Flche 50-438.02/06/03,8301040317 


Q301040S79 Forwards IE Tnsp Repts 50-438/02-31 It 50-439/02-31 on 
021102-05 No noncompliance noted 

VERRELLIiO.H Division of Project h Resident Programs 02/11/33 
PARRIS.H 0 Tennessee Valley Authority 8pp 16646 076 24X 

Fiche. 50-438. 82/11/22,6301040975. 


— 'B301040S8S IE Insp Repts 50-438/82-31 b 50-439/82-31 on 821102-05 No 
noncompllanca noted Major areas Inspected ' 1 icensee action 
on previous enforcement matter s. unr esolved items t. inspector 
followup Items 

HUNT.M D , CONLON.T E Division of Engineering b Technical 
Programs 82/11/22. 4pp 16645.078 24X Flche 50-438,02/11/22, 

8301040575 


6301040616 Forwards BALP rapts for Jul 1980 - Juno 1981 Util conduct 
of nuclear activities shows proper concern for nuclear 
safety & Is acceptable Areas of poor performance cited 
Q'REILLY, J P. Region 2, Office of Director 03/11/24 PARRIS, M.G 
Tennessee Valley Authority. 3pg 16667-302 24 X 

Flche 90-000,82/11/24,8301040616 
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— 0301040690 Forwards SAUF reft o# iftil aetivitlas #or Ji/I 1930 - Juno 
1901 Rapt basfid on results of NAC OALP Soard SI 1020 masting 
LEUIS.R C Olvttion of Project 6 Resident ProsTams BS/'OS/SO 
PARRIS. HQ Tannasfee Jallev Avthorittf 3pp 16667 305 a4X 
rich* SO'OOOi 82/11/24.8301040616 


—8301040794 SALP fiepts 80-259/62-13. 50-260/82-13. 30-296/38-13, 90-337/82- 
10, 90-330/02-10. 50-390/82-26. SO-391 /B2-23. 30-436/02-25, 

90-439/82-89, 50-518/02-10. SO-51 9/02-09. 5O-S2O/02-1O, 50-521/ 

32-07. S0-5S3/82-O2. 90-994/82-02, S0-566/B2-03 St 50-367/02-03 
LEWIS. A C Division of Project & Resident Programs 02/08/20 
93pp 16667 307 24X Ficbe 50-000,82/11/24,0301040616 


8203190273 IE Info Notice 02-99, "Seismic Oua 1 if < cat ion of Wtsltnihc., 
AR Relay U/Uatch Attachmants Usad in Uastlnghoiisc Solid ' ' 

State Protection Sys " Svc list and, 

JORDAN. E L Division of Enytnaering ti Quality Assurance (Prt 
6301031 82/12/28 Consolidated Edison Co of New Yorlc. Inc 

109pp 1606S 014 24X Fiehe 50-000. 82/12/28. 0209190273 


8212060394 IE Info Notice 82-S6. "Robartshau Thermostatic Flou Centre]^ 
Valves " Sve list end 

JORDAN. £ L Division of Engineering 6 Quality Assurance IPre 
830103) 82/12/30 Consolidated Edison Co of Mam York. lot 

lllpp 16798 137 24X Flcha 50-000, 82/12/30. 8312060354 


B30I040695 Ack receipt of 821119 Itr informing NRC of staps taken to 
correct violations no tad in IE I nap Repts 90-438/02-23 6 
50-439/82-23 

LBWia.R C Dlvitlon of Project b Resident Programs 02/12/03 
PARRISiHO Tannaftae Valley Authority Ip 16649-261 24X 

Fiche 50-433.82/12/03.3301040695 


— B301040712 Responds to NRC 621021 Itr re violations noted in IE Insp 
Hapts 50-438/82-23 b 50-439/02-23 Corrective actions 
evaluation performed to datermine possible alternate 
folutlon to nonconformance by modifying dear latch 
MILLS, LM Tannesae* Valley Authority 82/11/19 O'REILLV.J P 
Region 2, Office of Director Spp 16649.262. 24X 

Fiche 90-430,02/12/03.8301040695 


—0301040721 Forma rds IE Insp Repts 90-438/82-28 b 50-439/02-20 on 
02OSO1-O9I3 b notice of violation 

LEWIS. A C Division of Project b Resident Programs 82/10/21 
PARRI6 .no Tennessee Valley Authority 2pp 16649267 24X 

Ficbe- 50-430, 02/12/03. 8301040695 


—8301040729 Notice of violation from Insp on 020801-0913 

* Division of Project b Resident Programs 82/10/21 2pp 
16649.269 24X Fiche ■ 50-430, 82/12/03. 8301040699 


8301110498 Forwards Technical Instruction BLTI-PBI-1 . Rev 0. "Prisirvij, 
Insp Program. Be 1 lefonta Nuclear Plant. Unit 1 " 

HAMMER, D S Tennessee Valley Authority 63/01/04 ADEN5AH. E 
Licensing Branch 4 Ip 16746 033 24X Fiche SO- 438. 03/01/04. 

8301110498 


—8301110904 Technical Instruction 9LTI-PS1-1 . Rev 0. "Preservice Insj 
Program. Qfl lefonte Nuclear Ptant.Unlt 1 " 

e Tennessee VAlteg Authority 02/10/04 130pp 16746 036 2it 

Fiche 50-438,83/01/04,8301110498 


8301290207 Act receipt of 821109 Itr Informing NRC aP cteps takin U 
correct violations noted in IE Insp Repti 50-430/32-24 b 
50-439/02-24 

VERRELLl.O M Olvislon of Project b Resident Programs 63/01/04 
PARRIS. H fi Tennessee Vellcy Authority Ip 16397 OSB 24X 
Fiche 50-438.03/01/04.8301250207 


— 8301250215 Responds te NRC 820910 Itr re violations noted In IE tnip 
Repts 90-438/82-24 b 50-439/82-24 Disputes allegation of 
violations re temp ratings of valves 

MILLS, L M Tennessee Valley Authority 82/11/09 0 'REILLY. JP 

Region 2. Office of Director Spp 16897 089 24X 

Fiche 90-438, 03/01/04,830 1250207 


"8301040748 IE Insp Repts 50 - 4 38/82-28 b 50-439/02-29 on 820801-0913 
None ompl ian ce noted during uik of 820830, seven temples 
Identified where tubing sections used for makeup of 
campresilen fittings improperly prepared 

WILCOX. J D I QUICK. D R Oivision of Project b Resident Programs 
62/10/21 lOpp 16649 271 24X Fiche 90-430, 82/12/03. B30104069S 


8301040634 Act receipt of supplementary 821130 Itr Informing HfiC of 
steps taken to correct violations noted in IE Insp Repts 
50-43S/82-23 b 90-439/82-23 

LEWtS.R C. Oivision of Project b Resident Program* 82/12/14 
PARRIS. H 9 Tinnasssc Vail ay Authority ip 16646 276 24X 
Fiche 50-438,82/12/14.3301040634 


—0301040642 Responds to NRC 020026 Itr re violations noted In IE Insp 
Repts 50-438/82-23 b 50-439/82-23 Corrective actions will 
not be completed' prior to B2I210 due to addl info nocessary 
for rev to nonconformance repts 

MILLS. L H Tennessee Valley Authority 82/11/30 O'REILLY. J P 
Region 2. Office of Director ip 16646-277 24X 

Fiche 50-430,02/12/14,8301040634 


8308190269 IE Info Notice 02-51, "Over exposures in PWR Cavities " Svc 
list sncl 

DEVOUNQ.R C Dirictor's Office. Office of Inspection and 
Enforcement 82/12/21 Cone oil da ted Edison Co of New York. Inc 
lllpp 16689 239 24X Fi cha: SO-OOO. 82/12/31. 820S190269. 


9212060351 IE Info Notice 02-52. "Equipment Environ Oual 1 f icatl on 
Testing EiperJence - Updating of Test Summaries Previously 
Published In IE Info Notice 81-29 “ Svc list end 
JORDAN, E L Dlvistan of Engineering b Quality Assurance <Pre 

0301031, B2/I2/21 Conselidated Edison Co of New York. Inc 

llSpp 16601.080 24X Fiche 90-000.82/12/21,8212060351 


B2I20603S0 IE Info Notice 02-53. "Main Transformer Failures at North 
Anne Nuclear Power Station " Sve Hit onel 

JORDAN. E L Division of Eng in earing 6 Quality Assurance iPre 
; 030103 ) 82/12/22 Cansolidatod Edison Ce. of New York. Inc 

114pp 16758 017 24X FI e)ie: SO-000. 02/J 2/22, B2I2O603S0 


--B30 1250223 Forwards IE Insp Repts SO- 438/02 -24 *t 50-439/02-24 on 
S2070I-31 b notice of violation 

VERRELLl.D H Division of Project b Resident Programs 82/09/10 
PARRIS, H 0 Tennessee Valley Authority 2pp 16097 092 24* 

Fiche 90-430,03/01/04,0301250207 


—8301250227 Notice of violation from insp on 820701-31. 

* Division of Project it Resident Programa 02/O9/JO Ip 
16897 094 24 X Flcha 50-430,83/01/04,8301250207 


—8301250235 IE Insp Repts 50-430/82-24 b 50-439/82-24 on 820701-31 
Noncomp 1 iance noted incorrect temp rating of valves 
WILCOX. J D , QUICK. D R Division of Project b Resident Progriei 
82/09/09 9pp 16997 093 24X Fiche 50 - 438 . 93/01/04. 8301250207 


8301230418 Ack receipt of 821228 Itr informing NRC of steps teken te 
correct violations notod in IE Insp Repts 50-438/92-30 b 
90-439/02-30. 

VERRELLl.D H Oivision of Project b Resident Programs 03/01/17 
PARRIB.H 9 Tennossaa Valley Authority Ip 16899 092 24X 

Fiehe 50-430.03/01/17,8301250410 


~a3012S0423 Responds to NRC 821129 Itr re violations noted in IE Imp 
Repts 50-430/02-30 b 50-439/02-30 Corrective actions 
installation conflicts betuaen amhedmantc b robars will be 
reported to const engineer for modi w/design erganlsatiO'n 
MILLS, L M Tonneess* Valley Authority 82/12/28 0'REILLV,JP 
Region 2. Office of Director 3pp 16899 053 24X 

F 1 c h i 50-430, 03/0 1 / 1 7. 830 1 2504 1 0 


—8301290427 Forwards IE Insp Repts 50-438/02-30 b 80-439/92-30 oh 
021100-10 b notice of violation 

VERRELLl.D. M. Division of Project b Resident Programs 82/1 1/S9 
PARRIS, H 0 Tennessee Valley Authority 2pp 16999 056 24* 

Fiche 50-438, 83/01/17, 0301250418 


— 8301250431 Notice of violation from insp on 921109-10 

e Oivision pf Project b Resident Programs. 02/11/29. Ip. 
16899 OSe 24X Fiche. 50-430, 83/01/17, 0301250419 


8200190275 IE Info Notice 02-54. "Westi nghaus e NBFO Relay Failures in 
I ,'jR factor Protection Sys " Bve list end 

;i''',,/OftOAN, E L Division of Engineering b Quality Assurance (Pre 

I 1630103) 92/12/27. Consolidated Edison Co of New York. Inc 

l aiOpp 16962-139 a4X Fiehe 50-000, 02/12/27. 8200190275 

^^01040335 Confirms 821229 mgt meeting at Region 2 ofc to discuss 
.'.I^asyltt of actions taten to resolve sa f ety— r e lated component 
L'ltVerppessur 1 rati on problem per 921223 telcon Proposed 
r 'Meeting agenda end 

I'A^NEILLY.J P Reylon 2. office of Director 02/12/27 PARRIS, NO 
^'iTjknnescee Val ley Authority Spp 16640 199 24X 

LRlyh*. 50-430, 02/12/27, 8301040355 


—9301250491 IE Insp Repts 50-438/92-30 b 50-439/02-30 on 821108-10 
Noncompl lance noted failure to promptly determine b document 
action taken to prevent recurrence of significant deficiency 
reported by CDR 439/81-23, 430/82- 16~Par eg rap h 3 
HARfllS.JR, , CONLON, T E Division of Engineering b Technical 
Programs 82/11/22 4pp, 16099 059 24X Fiehe 50-430.63/01/17. 

8301250410 
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S Rtportabte o ccurrsncasi LERs & related cor reapendence 


@30103014^ Eour th interim deflciencij rept re aeiemic analysis of 
auxiliary control bldg Initially reported on 8S022& Revised 
selsnic analysis rept completed Elevation of tuio ualls 
Initiated Next rept ulll be submitted by S30617 

N1LL8.U N Tanneesea Valley Authority 82/12/22 □'REILLV', J P 
flagien 3. Office of Director 2pp 16616 170 24X 

Fieha 50-4qBr B2/12/32, 0301030146 


S30I0405I3 First interim rept re rau cooling mater chiller unit Plow 
csntrol valve deficiencies Initially reported on 9211S6 Util 
contacting valve vendor to determine cause Also reportable 
per Part 21 

NILLS.L M Tennessee Valley Authority 82/12/27 □'REIULY, J P 
Region 3, Office of Director 2pp 16646 303 24X 

Fiehe 30-438.82/12/27,8301040513 


830104066S First Interim deficiency rept re disruption & collapse of 
sodium hydroxide storage tank Initially reported on QS1124 
Investigation of events complete b rept in levleui 6 approval 
cycle Naxt rapt to be submitted by 030620 

HILLS, L H Tennessee Valley Authority 82/12/27 Q'REILLY, J P 
Region 2, Office of Director Spp 16643 073 24X 

Ft Che 50-438,82/12/27,8301040668 


8301060271 First Interim deficiency rept re overpressurl ted sys 
during flushing Initially reported on 821130 Oraulnge of 
pipes U valval being revleued b evaluated Next rept expected 
by 830627 

NILL8>U H Tennessee Valley Authority 82/12/20 O'REILLY, J P 
Region 2, Office of Director 2pp 16677 205 24X 

Fiche 30-438. 82/12/20, 8301060271 


B30106033S Interim deficiency rept re inconsistent establishment of 
insp program Initially reported on 810324 Listed corrective 
actions developed to resolve inconsistencies vi/Qfc of 
Engineering Design ti Const procedure Next rept by 830425 
HlLLa.L « Tennessee Valley Authority 82/12/29 O'REILLY, 0 P 
Region 2. Office of Director 4pp 16676 237 24X 

FieJie 30-000,02/12/29,8301060305 


0301070255 First interim deficiency rept re insufficient length of 
starting air valve assembly capscreus Initially reported on 
931801 Traniamerica Oelaval.inc changed designed length of 
capscram Next rept by 830415 Also reportable per Part 21. 
JfliLLS.L.N Tennessee Valley Authority 82/12/30 O'REILLY, JP 
Region 2# Office of Director 2pp 16685 204 24X 

Fiche 30-000,82/12/30,0301070255 


8301100208 First interim deficiency rept re cable bend radius for 
dtsicl generator control cabinets Initially reported on 
021206 List of cable manufacturers t< contract numbers being 
prepared Next rept expected by 830720 

H1LL8,L.N Tennessee Valley Authority 03/01/03 O'REILLY, J P 
Region 2, Office of Director 2pp 16702 168 24X 

Fiche 50-433,03/01/03,8301100208 


8301(00266 Fourth Interim deficiency rept re defects in reactor 
protection sys (t E8F actuation sye modules supplied by 
Hailey Neter Co Initially reported on 820414 QSiN suggestions 
revleued Next rept due by 030601 Also reported per Part 21 
HILLSiL M Tennessee Valley Authority 03/01/03. O'REILLY, J P 
Raglan 2, Office of Director 2pp 16697 185 24X 

Fiche 50-430,83/01/03,8301100268 


0301170169 Eighth Interim Deficiency Rept re inadequacy of original 
criteria for use of carbon steel piping in rau uater sys 
Initially reportad on 001230 Criteria in Design Guide 
00-113 S. 1 changed. Next rept by 831028 

nlLLS.L H Tennessee Valley Authority 83/01/08 O'REILLY, J.P 
Raglan 2, office of Director 2pp 16810 156 24X 

F 1 e he. 50-438, 03/01 /05, 8301 1 701 69 


0301170066 Blxth interim deficiency rept re Chattanooga Dolt St Scrau 
stainless steel nuts ti bolts failing to meat A8TM specs 
Initially reported on 810924, Evaluati on continuing Next rept 
espccted by 030426, Also reportable under Part 21 
HILLe, L M Tennessee Valley Authority 83/01/07 O'REILLY, J.P 
Region 2, Office of Director 2pp 16813’ 241 24X 

Fiche 50-430,03/01/07,0301170066 


0381170306 Third interim deficiency rept re incorrect installation 
of pressure relief & safety valves Initially reported on 
820305. Decision made to exhaust 6-lnch relief valves 
to containment atmosphere tt add tuo 3-inch valves. 

HILLS>L M. Tennesite Valley Authority 03/01/07 O'REILLY, J.P 
Region 2. Office of Director 2pp 16010 027 24X 

Fiche; 50-430, 83/01/07, 8301170306 


0301170437 First interim deficiency rept re failure of Ingersoll Rand 
air compressor motor Initially reported on 021209 Stator 
of Motor IR J-EHOT-0O2— 0 mill bo returned to vendor for 
repair Next rept expected by 330601 

MILLa.L M Tennessee Valley Authority 03/01/07 O'REILLY, J P 
Region 2, Office of Director 2pp 16813 124 24X 

Fiche 50-438,83/01/07,0301170437 


8301170250 Second Interim Deficiency Rept re undersiied fillot welds 
made before mid-1960 Initially reported on 820722 All 
welding QC inspectors certified & fillet ueld gauges 
provided for craftsmen fc inspectors Next rept by 030503 
MILLSiL M Tennessee Valley Authority 83/01/10 O'REILLY, J P 
Region 2, Office of Director 2pp 16010 144 24X 

Fiche 50-430,03/01/10,8301170250 


8301170329 Sixth Interim Deficiency Rept le bolted bonnet gate valve 
studs torqued to values less than required by applicable 
vendor drawing initially reported on 811222 No notification 
received from Dorg-Marner Also reportable per Part 21 
M1LL5,L H Tennessee Valley Authority 93/01/10 O'REILLY, J P 
Region 2, Office of Director 2pp 16013 263 24X 

Fiche 50-438,83/01/10.8301170329 


6301170441 Third interim deficiency rept re OA teat d ocumentat t on on 
radiation monitoring equipment Initially reported on Q20B24 
Util initiated review of documentation packages for monitors 
to assure that test results property recorded 

MILLS, L M Tennessee Valley Authority 83/01/10 0 'REILLY, J P 

Region 2, Office of Director 2pp 16010 029 24X 

Fiche 50-430, e3/Ol/lO.B30U7O441 


8301170496 First interim deficiency ropt re unqualified ueldlng on 
cable tray supports Initially reported on 821213 Corrective 
action under Investigation Next rept expected by 830419 
MILL8,L M Tennessee Valley Authority 83/01/10 D'AEILLY, JP. 
Region 2, Office of Director 2pp 16B14 346 24X 

Fiche 50-430.83/01/10,8301170406 


8301200328 Eecond IntBrlrt Deficiency Rept re unconservative analysis 
of embedded piping w/crushablo insulation Initially reported 
on 820629 Final ERCW analysis on Problem N4-QKE-P performed 
Piping rerouting not required One support added 

MILLS, L M Tennessee Valley Authority 83/01/13 O'REILLY, J P 
Region 2, Office of Director 2pp 16865 069 24X 

Fiche 50-438,83/01/13,9301200228 


0301200254 Fifth Interim Deficiency Rept re failure of Viking flow 
control valves in fire protection sys Initially reported on 
811124 Oraulng revs incomplete Next rept due by 83060? 

Also reportable per Pari 21 

MILLS, L N Tennessee Valley Authority B3/01/14 O'REILLY, J P 
Region 2> Office of Director 2pp 16865 080 24X 

Fiche 50-430,83/01/14,8301200254 


8301200357 Second revised final deficiency rept re deficient pipe 
supports Initially reported on 810406 Util canducting 
evaluation of 497 drawings by 830630 to determine whether 
supports are seismlcally acceptable 

HILLS, L H Tennessee Valley Authority 83/01/14 O'REILLY, J P 
Region 2, Office of Director 4pp 16363 018 24X 

Fiche 50-438,83/01/14.8301200357 


0301210029 Informs of preliminary safety concern re possible adverse 
effects of crass flow on control rad assemblies for 
feellities Concern nob substantial safety fiaiard Design 
change will be implemented Not reportable per Part 21 
TAYLOR, J H Babcock ti Nllcoi Co 83/01/14 DEYOUNG. R C 
Director's Office, Office of Inspection and Enforcement 7pp 
16075 017 24X Fiche 50-000,83/01/14,8301210029 


0301210059 Fifth interim deficiency rept re generic implitationa of 
failure to implement design criteria in design drawings 
Initially reported on 810401. Review of functional control 
logic diagrams not completed Next rept by 030719, 

MILLS, L.M Tennessee Valley Authority 03/01/14 O'REILLY, JP 
Region 2, Office of Director Ip 16879-052 24X 

Fiche 50-438,83/01/14,8301210059 


0301260209 First interim deficiency rept re unauthorized use of QC 
stamp on elec tr leal conduit sup ports Initially reported on 
821216 Identl f ication on items obliterated & items scrapped 
Next rept expected by 830516 

MILLS, L H Tennessee Valley Authority B3/01/17 O'REILLY, JP 
Region 2, Office of Director 2pp 16908 337 24X 

Fleh e. 60-438, 83/01/1 7. 8301260289 


6301260391 Revised final deficiency rept re uncoordinated design change 
incorporating addition of hydrogen vent penetration 
Initially reportad on 811020 Mg t directive Issued to 
Initiate training In procedures 

MILLS, L M Tennessee Valley Authority 83/01/17 O'REILLY, JP 
Region 2, Office af Director 2pp. 16911 216 24X 

Fiche 50-430,83/01/17,8301260391 
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830-1360435 Thirtf intfrioi -d ffi’ic 1 «ncg rvpt r« undrrvo 1 tagc protection 
during accident Initlallg reported on 820737. Design criteria 
revised for standby ae aitiiliery pouer tys. Neit rept uill be 
submitted by 83091-9 

MILLS. L II Tennessee Valley Authority 83/01/17 O'REILLY, J P 
Region 2. Office of Director 2pp 16911 089 34X 

Flche 30-438,83/01/17,8301360435 


8301360459 First interim deficiency rep t re uncontrolled parts for 
battery chargers from Pouer Conversion Produetta Inc 
Initially reported on B21S17 Dratjilng error suspected Hest 
rept expected by 830423 Alto reportable per Part 31 
HILLS, L M Tennessee Val ley Authority 03/01/17 Q'BEILLY, JP 
Region 3, Office of Director Ip 16911 314 34X 

Fiche 50-438,83/01/17.8301360459. 


83-01360393 First interin deficiency rept rt deficient handling of 
design change repts Initially reported on. 831221 Engineering 
procedure ul 1 1 be revised to clarify respone i bi il ti es Neit 
rept ei pec tad on 830706 

H!LL9.L H Tinnessee Valley Authority 83/01/18 O'REILLY, J P 
Region 3, Office of Director. 3pp 16911 314 84X 

Flche 50-438.83/01/18,8301360393 


8301360283 Second interim deficiency rept r« use of fillet uelds on 
piping lugs Initially reportad on 820920 Overall reviau 
continuing Next rept ccpacted by 830316 

KILLS, L rt Tennessee Val ley Authority 83/01/19 O'REILLY, d P. 
Rogion 2, Office of Director 2pp 16909 304, 34X 

Flche 90-000,83/01/19,8301360283 


V Operator Eiamlnatlons 


6213SS0443 Oensric Ltr 62-30 to all pouer reactor licensees. app llcanti 
for OL.iNSS & reactor vendors U AEs re meeting to discuss 
recent developments for licensing etams Advises that meeting 
uill be held on 830211 re operator 1 leans ing. Sve list end 
EISENHUT.DO Oivlston of Licensing 82/12/32 Consolidated 
Edison Co of Neu York. Inc ISpp 16661 073. 24X 

Ficha 50-000.82/12/22.8212220443 


8301120078 Otneric Ltr 63-01 to pouer reactor licensees Si applicants 
for OL re operator licensing eiam site visit Reguests 
Bcheifule re exam requests eipscted for submittal prior to 
BSI331 for listed categories Bve list end. 

eiSENHUr, D 9 Division of Licensing. 83/01/11, Consolidated 
Edison Co of New York, tnc llpp 16093.243 24X 

Flche 50-000. 83/81/11, 0301120078 


DOCKET SO-439 BELLEFOMTE NUCLEAR PLANT, UNIT 3 


A Appllcation/construct ion stage documents & correspondence 


8301040616 Foruards 8ALP repts for Jul 1960 - June 1981 Util conduct 
of nuclear activities shows proper concern for nuclear 
safety & Is acceptable Areas of poor performance cited 
D'REILLV.U P Region 3, Office of Director 83/11/34. PAfiRIS.N 0 
Tennessee Valley Authority 3pp 16667' 383, 24X 

Flche 50-000, 83/11/34, 6301040616 


— B301040690 Forwards BALP rept of util activities for Jul 1980 - June 
1981. Rept based on resulit of NRC 8ALF Board 811020 maetlng. 

LEUfS, R.C. Division of Project L Resident Programs, 82/08/30 
PARRIS, HO Tannesste Valley Authority 3pp 16667 305. 34X 

Fichf. 90-000. 82/11/84, 8301040616. 


— 8301040794 SALP Rapts 90-259/82-13,50-260/83-13,50-896/82-13. 90-337/83- 
18, 90-328/82-16, 50-390/B2-26, 90-391 /B3~23, 50-438/82-39, 

90-439/82-29, 90-518/62-10, 50-519/82-09, 50-320/82-10, 90-921/ 
02-07,50-393/02-03,90-954/82-03,90-966/02-03 ti 90-367/82-03 
LENISjR C Division «f Project & Resident Programs 82/08/20 
eapp. 16667.307. 24X Flche' 90-000, 63/11/34,6301040616 


8301069310 Forwards 23 evsrsite drawings showing Instrument fc sampling 
lines FfiAR Dusstlon 480 30 will be revised to ref drawings 
in upcoming Amend SA.Aperture cards are available in PDR. 

MILLS, L H Tennessee Velley Authority 62/13/83 ADENSAM, E. 
Licensing Branch 4 Ip 16677:202 24X Flche. 50-433,88/13/83. 

6301060310 


8212060356 Ocneric Ltr 62-30 to all 1 1 censees, applicants for DL (■ 
holdari of CPs re filings concerning 10CFR90 production ti 
utllliation f acill ties. Current listing op branch aesignmanti 
for nuclear reactor projects fc sve list end. 

EISENHUr, D. S. Division ef Licensing 68/18/28. Consolidated 
Edison Co. of New York, Inc. llpp, 16B68 001. S4X 
Flchs: 90-000, 62/18/88, 88 13060396. 


8301040326 Notifies that Bettefonte & Matts Bar FBARs amendtd an 
b 830104, resp ective ly> app lying QA Topical Rept TVA-TR75-1A 
to design It const phase activities 

HILLS, L K Tennessee Valley Authority 82/12/30 HAASE, U P 
Ouallty Assurance Branch Ip 16639 330 24X Fiche SO-OOO, 

08/13/30, 6301 040326 


6301250615 Summariies 621329 meeting u/utll in Region 3 ofc re Ktlcsi 
taken to resolve safety-related component o verpressur 1 latlon, 
problem 

LEUIS, R C Division of Project b Resident Progrant 83/01/11 
PARRIS, H 0 Tennessee Valley Authority 4pp 16904 333 24X 

Flche 50-438,83/01/11,6301250615 


8301180043 Informs that scheduled fuel load date for Unit 1 rcaalr.i 
Hay 1985, per NRC 810603 request for quarterly updates of 
projected const date until Issuance of 6ER 

HILLS, L M Tennessee Valley Authority 83/01/12 EI&ENXUT.oe 

Division of Licensing Ip 16835 296 24X Ficho 30-436,03/01/1?, 

8301160043 


83012B0074 Forwards detailed supp lementary info consisting sf 5 TVA 
drawings showing pressuriier heat power supplies FSAR 
Question 430 75 will be revised to ref drawings in Amend 24 
H/6 oversiie drawings Aperture cards are available in PDR 
HILLS, L M Tennessee Valley Authority 83/01/19 ADENBAH.E 
Licensing Branch 4 Ip 16959 i09 24X Fiche 50-430,83/01/19. 

8301260074 


F Security, medical, emergency b fire protection plant 


8212060349 Generic Ltr 82-33 to ell licensees uf operating reactsii. 
applicants for OL b holders of CPs re Suppl 1 to NUREO-0737, 
"Requirements for Emergency Response Capability " 

NURE0''0737, Supp I I b sve list encl 

EISENHUr.D 0 Division of Licensing 82/12/17 Consolidated 
Edison Co of Neu York, tnc 77pp 16681 209 24X 

Flche 90-000.82/12/17,8212060349 


8212220445 Oeneric Ltr 83-39 to all reactor licensees, CP holderi b 
applicants for CPs re problems w/subml ttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of Info outlined 8vc list encl 

EIBENHUr.O 0 Division of Licensing 82/12/22. Consolidated 
Edison Co of New York, Inc 13pp 16690 021 S4X 
Flche 50-000,02/12/22,8212320445 


K Utility Final Safety Analysis Report (FSAR) b amends 


6212270255 Forwards Amend 23 to F8AR 

KILLS. L H Tennessee Valley Authority 62/12/17. DENTON, H R 
Office of Nuclear Reactor Regulation, Director 2pp 16531 001 
24X Fiche 50-438,82/12/17,8313270255 


—8212270258 Amend 23 to FSAR W/173 oversiie drawings Aperture cards ire 
available in PDR 

s Tennessee Valley Authority 82/11/09 604pp 16931 003 24X 

Fiche 50-438,82/13/17.8213270255 


0 Inspection reports, IE Bulletins b correspondence 


8301040575 Forwards IE Imp Repts 50-436/82-31 b 50-439/02-31 on 
821102-05 No noneompllancs noted 

VERRELLI.D M Division of Project b Resident Programs. 62/11/32 
PARRIS, H 0 Tennesseo Valley Authority 2pp 16646 076 24X 

Fiche 50-436,82/11/32,8301040975 


—8301040585 IE Imp Repts 90-438/82-31 «c 60-439/82-31 on 821102-05 Re 
noncompliance noted, Hajor areas inspected llcensea action 
on previous enforcement matters, unresolved items b Inspector 
followup ItOfflS 

HUNT, H D , CONLON, T E Division of Engineering b Technical 
Programs 82/11/22 4pp 16645 078 24X Ficho 50-438.02/11/22. 

8301040575 


8301040616 Forwards BALP repts for Jul 1960 - June 1961 Util conduct 
of nuclear activities shows proper concern for nucloar 
safety b is acceptable Areas of poor performance cited 
0 'REILLY. J P Region 2, Office of Director B2/1I/24 PARR 1 8, W « 

Tennesseo Val log Authority. 3pp 16667 302 S4X 
Flche 50-000,82/11/34,6301040616 


—8301040690 Forwards SALP rept of util activities for Jul 1980 - Ju«d 
1981 Rept bated on results of NRC SALP Board 811020 meeting 
LEWIS, R.C Division of Project b Resident Programs. 02/08/20' 
PARRIS, H 0 Tennessee Valley Authority 3pp, 16667' 305 24X 

Flche 90-000,82/11/24,8301040616 
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--e30I0407‘?4 SALP fiopts 50-259/82-13. 30-2(i0/S2-13, 50-29i/ea-13i SO-387/02- 
IQi 50-323/62-101 50-390/82-2i. 50-391/02-23. 50-438/02-28. 

80-439/82-28. 50-518/02-10. 50-519/82-09. 50-520/82-10. 50-521/ 

82-07. 50-553/82-02. 50-554/82-02, 50-566/82-03 & 50-567/82-03 
(.EWISiP C Divt«lan Projact t< Ratldant Program* 82/08/20 
a3pp 16667 307 24X Piche 50-000.82/11/24,8301040616 


0301040695 Ack racalpt of 821119 Itr Informing NRC of tt»p* taken to 
cot'/act violation* noted in IE In*p Pept* 50-430/62-28 8. 
50-439/82-28 

LEHXS.P C Division of Projest 8i Resident Program* 82/12/03 
PARRIS. H 0 Tennessee Valleg Authority tp 16649 261 24X 

F leho- 50-430. 02/12/03, 8301040695 


— 8301040712 Responds to NRC 821021 Itr re violation* noted in IE Insp 
Repti 50-430/82-20 it 50-439/02-28 Corrective actions 
•valuation performed to determine passible alternate 
•olution to nonconformance by modifying door latch 
MII-LB.I. M Tennessee Valley Authority 82/11/19 O'REILLV.J P 
Region 2. Office of Director Spp 16649 262 24X 

Flche 50-430,82/12/03.8301040695 


— 8I30I04072I Forwards IE Insp Rep ts 50-430/02-20 (. 50-439/82-20 on 
020001-0913 it notice of violation 

LCWISiR C Division of Project 1< Resident Programs 82/10/21 
FARRI6.H 0 Tennessee Valley Authority 2pp 16649 267 24X 

Flche 50-438.82/12/03,0301040695 


— B301040729 Notice of violation from insp on 820801-0913 

• Division of Project (. Resident Programs 62/10/21, 2pp 
16649 269. 24X Fiche 50-430.82/12/03,8301040695 


— 8301040748 IE Insp Rapts 50-438/82-20 & 50-439/02-20 on 020001-0913 
Noncompllance noted during wk of 020830. seven samples 
identified where tubing sections used for makeup of 
cenprtsslon fittings improperly prepared, 

RILCaXi J 0 , QLfICK. D R Division of Project ft Resident Programs 
82/10/21 lOpp 16649 271 24X Ficho 50-430.82/12/03.8301040695 


8301040634 Ack receipt of supplementary 821130 Itr informing NRC of 
■taps taken to correct violations noted In IE Insp Repts 
50-438/92-23 (i 50-439/82-23 

LEUIS.R C. Division of Project 8i Resident Programs 82/12/14 
FARRIS. H 0 Tennessee Valley Authority Ip 16646 276 24X 

Fiche 30-430.02/12/14,8301040634 


— 8301040642 Responds to NRC 820826 Itr re violations noted In IE Insp 
Repts 50-430/82-23 It 50-439/02-23 Corrective actions will 
not be completed prior to 821210 due to addl info necessary 
for rev to nonconformance repts 

N Tennessee Valley Authority 82/11/30 O'REILLV.J P 
Region 2. Office of Director tp 16646 277 24X 

Ftche 50-430.82/12/14,8301040634 


B208190269 IE Info Notice 82-51. “Overe sposur es In PNR Cavities “ Bvc 
list end. 

DEVOUNO, R C Director's Office. Office of Inspection and 

Enforcement 82/12/21, Consolidated Edison Co of Mew York. Ine. 

lllpp 1668? 239 24X Fiche 50-000,82/12/21,8208190269. 


8212060351 IE Info Notice 82-52. "Equipment Environ Qualification 
Testing EipBrience - Updating of Test aummaries Previously 
Published in IE Info Notice Di-29 " 8ve list end, 
jmDANiE L Division of Engineering 1< Quality Assurance fPre 
B30103) 02/12/21 Consolidated Edison Co of New York. Inc 

I {Spp 16681 080 24X Fiche 50-000,82/12/21.8212060351 


8212060350 IE Info Notice 82-53. "Naln Transformer Failures at North 
Anna Nudtar Power Station " Bvc list end 

JORDAN. E L Olvlslon of Engineering & Quality Aesuranee (Pre 
0301031. 82/12/22 Consolidated Edison Co of New York. Inc, 

tl4pp 16750 017 24X Fiche, 50-000. 02/12/22. 8212060350 


8208190275 IE Info Notice 02-54, ''Nestinghouse NBFD Relay Failures in 
Reactor Protection Sys " 8vc list encl 

JO0DAN>E L Division of Engineering b Quality Assurance tPre 
030103) 82/12/27 Consolidated Edison Co, of New York. tnc. 

llOpp 16962 139. 24X Fiche; 50-000, 82/12/27. 0200190275, 


B30104035S Confirms 021229 mgt meeting at Region 2 ofc to discuss 
results of actions taken to resolve safety-related component 
overprsssuriiation problem per 821823 tetcon. Proposed 
aiaetlng agenda end 

O'REILLV.J P Region 8, Office of Director 02/18/87 PARRIS.H.O, 
Tennessee Valley Authority 3pp 16640.198 24X 

Flche:S0-43a, 82/12/87. 8301040358 


B208190273 IE Info Notice 82-55. "Seismic Qualification of Meetinghouse 
AR Relay U/Latch Attachments Used In Meetinghouse Solid 
State Protection Sys, " 8vc list end 

JDRDANfE L. Division of Engineering b Quality Assurance {Pre 
830103 ) 88/12/28 Consolidated Edison Co of New York, Inc 

iO?pp. I6060-O14 84X Fiche. 50-000, 82/12/88, 8200190273 


8212060354 IE Info Notice 03-56, "Rober tshau Thermostatic Flow Control 
Valves " Svc list and 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
030103) 02/12/30 Consolidated Edison Co of New York. Inc 

illpp 16758 137 84X Fiche 50-000.82/12/30.8218060354 


8301850807 Ack receipt of 021109 Itr informing NRC of steps taken to 
correc t violations noted in IE Insp Rapts 50-430/02-24 b 
50-439/88-84 

VERRELLt.D H Division of Project b Resident Programs 03/01/04 
PARRI8.H 0 Tennessee Valley Authority Ip 16897 038 24X 

Fiche 30-438. 03/01/04) 8301250207 


—6301250215 Responds to NRC 820910 Itr re violations noted in IE Insp 
Repts 50-430/02-24 b 50-439/82-24 Disputes allegation of 
violations re tamp ratings of valves 

MILLS, L t1 Tennessee Valley Authority 83/11/09 O'REILLV.J P. 
Region 2. Office of Director. 3pp 16897 009 24X 

Fiche 50-433,03/01/04,0301250207 


— 8301230223 Fnruards IE Insp Repts 50-438/82-24 b 50-439/32-24 an 
820701-31 b notice of violation 

VERRELLI.D M Division of Project b Resident Programs 02/09/10 
PARRIS. H 0 Tennessee Valley Authority 2pp 16897 093 24X 

Fiche 50-433,83/01/04,0301250807 


—0301250827 Notice of violation from insp on 020701-31. 

• Division of Project b Reeldent Programs 82/09/10 Ip 
16B97 094 24X Fiche 50-430. 83/01/04.8301250207 


-0301250235 IE Imp Repts SO-43B/02-84 fc 50-439/02-24 on 020701-31 
Noncomp 1 Ian ce noted incorrect temp rating of valves 
MILCOX. J D , QUICK. D R Division of Project b Resident Programs. 
02/09/09 9pp 16B97 095 a4X Fiche 50-430, 03/01/04. 0301850207 


0301850410 Ack receipt of 621880 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-430/82-30 b 
50-439/08-30 

VERRELLI.D M Division of Project fa Resident Programs 83/01/17 
PARRIS, H. G Tennessee Valley Authority ip 16099 053 24X 

Fiche 50-438,83/01/17,8301250410 


— 0301250423 Responds to NRC 821 129 Itr rs violations noted in IE Insp 
Repts 50-430/08-30 b 50-439/98-30 Corrective actions' 
installation conflicts between embedments b rebars will be 
reported to conet engineer for mods w/design organiiation 
H1LL8, L H Tennessee Valley Authority 82/18/20 O'REILLV.J P 
Region 2. Office of Director Spp 16699 033 24X 

Fiche- 50-43 0, 83/01/17. B30IS5041B 


— B301250427 Forwards IE Insp Repts 50-430/82-30 b 50-439/02-30 on 
82110B-t0 b notice of violation 

VERRELLI.D H Division of Project b Resident Programs 02/11/89 
PARRIS, H 0 Tennessee Valley Authority 2pp 16899,056 24X 

Fiche S0-430.B3/OI/17, 9301850418 


— B301250431 Notice of violation from insp on 821108-10 

* Division of Project b Resident Programs 82/11/29 ip 
I6B99 OSB 24X Flchs 50-439,03/01/17.8301250418 


— 8301250491 IE Insp Repts 50-438/08-30 b 30-439/02-30 on 021100-10 
Noncomp lienee noted, fal lure to promptly determina b document 
action taken to prevent recurrence of significant deficiency 
reported by CDR 439/81-23. 438/B8-16-Parag raph 3 
HARRIS, J.R. , CONLOM. T E Division of Engineering b Technical 
Programs 92/11/82 4pp 16099 059 84X Fiche 50-430.03/01/17, 

9301850410 


0 Rapertabla occurrences. LERs b related correspondence 


8301030146 Fourth interim deficiency rept ro seismic analysis of 
ausltiary control bldg Initially reported on 620226 Revised 
saitmlc analysis rept eomplated Elevation of two walls 
initiated Next rapt will be lubmittad by 630617 
MILLS.L.M Tennassae Valley Authority 08/12/22 O'BEILLY, J P 
Region 2, Office of Director. Spp 16616 170. 24X 

Fiche- 50-439, 62/18/28.8301030146 


8301060305 Interim deficiency rapt re Inconsistent establlshnant of 
insp program Initially reported on 010324 Listed corrective 
actions developed to resolve inconsistencies w/Ofe of 
Englnearlng Oaslgn b Const procedure Next rapt by 030485 
MtLLB.L M Tennassae Valley Authority. 82/12/29 O'REILLV.J P 
Region 2. Office of Director 4pp 16676 237. 24X 

Fiche: 50-000. 82/12/89.0301060365. 
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0301070235 First interln de^iciencij rept r« insufficient le^gt^ of 
starting air valve assembly capscreus Inltiallg reported on 
B21S01 Transanerlca Oelavaliinc changed deiignid length of 
cepicreoi Neit rept 6y 030413 Also reportable per Part SI 
MILLS. (. H Tennessee Smalley Authority 8S/IS/39 a'REILUV. JP 
Raglon 3> Office of Director Spp 166SS 804 S4X 
Flcha 30-000.02/12/30.0301070235 


830II002&9 Fourth Interim deficiency rept re defects In reactor 
protection sys 6 FSF actuation sys modules supplied by 
Bailey Meter Co Initially reported on 020414 SbM suggestions 
rtvlaued Neit rept due by SIW&OI Also reported per Part 21 
MILLS.L M Tennessee Valley Authority B3/01/03 O'REILLY.JP 
Region 2. Office of Director 2pfl JA497. IBS 24X 
Fiche S0-43S. 03/01/03, 0301100268 


8301170169 Eighth Interim Deficiency Rapt re inadequacy of original 
criteria far use of carbon steel piping in rasi uatar sys 
Initially reported on 801230 Criteria in Design Guide 
00-M3 3 1 changed Meet rept by S3102S 

MJLL8. U W Tennessee Valley Authority 03/01/03 O'REILLV, J P 
Region 2. Office of Director 2pp. 16810 136 24X 

Fiche 30-430.83/01/05.8301170169 


0301170066 Slith intorin deficiency rept re Chattanooga Bolt & Screu 
stelnlese steal nuts k bolts falling to meet ASTM epees 
Initially reported on 010924 Evaluation continuing Next rept 
aipected by 030426 Also reportable under Fart 21 
MILLS.L M Tennessee Valley Authority 83/01/07 O'REILLY. J.P 
Region 2. Office of Director 2pp 16813: 241 24X 

Flehe 50-438. 83/01 /07. 8301 170066 


8301170306 Third inttrim dePielency rept re incorrect installation 
of pressure relief k safety valves Initially reported on 
820305 Decision made to exhaust 6-ineh relief valves 
to containment atmosphere & add tuo S-inch valves 
HIlLB.L M Tennessee Valley Authority. 03/01/07. O'SEILLY. J P 
Region S. Office of Direc tier 2pp. 16810 027 24X 

Flehe 80-438. 03/01/07. 8301 170306 


0301170250 Second Interim Deficiency Rept re undersiied fillet uelds 
made before mld~f960 Initially reported on 620722 All 
ualding OC inspectors certified k fillet weld gauges 
provided for craftsmen 6 Inspec tors. Next rept by 830503 
MILLS.L H Tennessee Valley Authority 83/01/10 O'REILLY. J. P. 
Region 2. Office of Dirac tgr 2pp 16810 144. 24X 

Fiche 30-403.83/01/10.0301170230 


830117032? Sixth Interim Deficiency Rept re bolted bonnet gate valve 
studs torqued to values lass than required by applicable 
vendor dranPing Initially reported on 811222 No notification 
received from Qorg-lfarner Also reportable per Part 21. 

MILLS.L M Tennessee Val ley Authority 03/01/10 Q'REILLY. J. P 
Region 2. Office of Director. 2pp 16813*263 24X 

Flehe* 80-438. 83/01/10. 8301 170329 


B3O1170441 Third interim deficiency rept re OA teet documentation on 
radiation monitoring equipment Initially reported on B203S4. 

Vtil Initiated review of documentation packages for monitors 
to assure that test results properly recorded. 

MILLS, U.H Tennessee Valley Authority 03/01/10 O'REILLY.JP 
Region 2. Office of Director 2pp 16810 029 SAX 
Fiche S0-43S. 83/01/10, 0301170441 


8301170406 First interim deficiency rept re unqualified welding on 
cable tray supports Initially reported on 021213 Corrective 
action under Investigation Next rept expected by 830419 
MILLS.L H Tennessee Valley Authority 83/01/10 O'REILLY. J P 
Region 2. Office of Director 8pp 16814 346 24X 

Flehe. 80-436. 03/01/ 10. 8301170486. 


83D1SOO220 Second interim Deficiency Rept ra unconservative analysis 
of embedded piping w/crushable insulation. Initially reported 
on 820629 Final ERCM analysis on Problem N4-0KE-P performed. 

Piping rerouting not required. One support added 

MILLS.L. H Tennessee Valley Authority 03/01/13. O'REILLY. J,P 

Region 2. Office of Director 2pp. 1686S 069 24X 

Flc he.* 30-438, 63/01/13. 8301200229. 


B301200254 Fifth Interim Deficiency Rept re failure of Viking flow 
control valves In fire protection sys initially reported on 
011124 Drawing revs Iticempletc Next rept due by 03O6D7, 

Also reportable per Part 21 

MILLS.L H. Tenntisee Valley Authority 83/01/14, O'REILLY. J P. 
Region 2. Office of Director 2pp 16063:080. 24X 

Fiche 50-430,83/01/14,0301200294 


8301200357 Second revised final deficiency rept re deficient pip* 
supports Initially reported on 010406 Util conducting 
•valuation of 437 drawings by 030630 to determine whether 
supports are selsmleally acceptable 

KILLSiL M Tinneesec Valley Authority. 03/01/14. 0 'REILLY, J P 

Region 2. Office sf Director 4pp. 16863 010. 84X 

Fiche 50-430,83/01/14,830 1 20033 7 


830121002? Informs of preliminary safety concern re possible advtrSk 
effects of cross flow on control rod assemblies for 
facilities Concern not substantial safety haxard. Dos I gn 
change will be Implamanied Not reportable per Part 21 
TAYLOR, J H Babcock t Wilcox CO 83/01/14 DEYOUNQ.R C 
Director's Office. Office of Inspection and Enforcement 7pp 
16075 017 24X Fiche 50-000,63/01/14,8301210029 


8301210059 Fifth Interim deficiency rept re generic implications «f 
failure to Implement design criteria in design drawings 
Initially reported on S1040I Review of functional control 
logic diagrams not completed Next rept by 830719 
KILLS, L H Tennessee Valley Authority 63/01/14 O'REILLY, UP 
Region 2, Office of Director Ip 16879 052 24X 

Fiche 50-430,83/01/14,6301210059 


0301260289 First interim deficiency rept re unauthoriied us# of OC 
stamp on electrical conduit supports Initially reported on 
021216 Identification on items obliterated k Items scrapped 
Next rept expected by 030516 

MILLS.L M Tennessee Valley Authority 03/01/17 O'REILLY.JP 
Region 2. Office of Director 2pp 16908 337 24X 

Flehe 50-430,03/01/17,0301260209 


S301260391 Revised final deficiency rept re uncoordinated design chlrii 
incorporating addition of hydrogen vent penetration '*• 

Initially reported on 811028 Mgt directive Issued to 
initiate training In procedures 

MILLS.L M Tennessee Valley Authority 83/01/17. D'RErLLV.JP 
Region 2. Office of Director 2pp 16911 216 24X 

Flehe 50-430,83/01/17,8301260391 


0301260435 Third interim deficiency rept re undervoltage protictlon 
during accident Initially reported on 820727 Design criteria 
revised for standby ac auxiliary power sys Next rept will be 
submitted by 830919 

MILLS.L M Tennessee Valley Authority 83/01/17 O'REILLY.JP 
Region 2. Office of Director 2pp 16911 089 24X 

Flehe- 50-430, 83/01/17, 8301260435 


8301260393 First Interim deficiency rept re deficient handling of 
design change repts Initially reported on 621221 Engineering 
procedure will be revised to clarify responsibilities Next 
rept expected on 830706 

MILLS.L M Tennessee Valley Authority 03/01/10 O'REILLY.JP 
Region 2, Office of Director 2pp 16911 214 24X 

Fiche 50-430,83/01/18,8301260393 


8301260283 Second Interim deficiency rept re use of fillet weld* on 
piping luge Initially reported on 020920 Overall review 
continuing Next rept expected by 830316 

MILLS.L M Tennessee Valley Authority 03/01/19 D'REILLV, JP 
Region 2, Office of Director 2pp 16909 304 24X 

Fiche 50-000, 83/01/19, S3012602S3 


V. Operator Examinations 


8212220443 Oenaric Ltr 82-30 to all power reactor I icentces. app If canis 
for OL.NSS k reactor vendors k AEe re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 830211 re operator licensing Sve list enc 1 
EISENHJT.D. 0 Division of Llcenelng 82/12/22, ConsDlldsted 
Edison Co of New York, Inc 12pp 16681-072 24X 

Fiche 50-000,82/12/22,8212220443 


8301120070 Generic Ltr 03-01 to power reactor licensee! 6 appHcante 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
8SJ231 for listed categories Sve list end 

EtBENHVT, 0 0 Division of Licensing 83/01/11 Consolidated 
Edison Co of New York, Inc 1 Ipp 16893 243. S4X 
Flehe 50-000, 03/01/11, 0301120070 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT 1 


A. Appllcation/eonetruction stage documents t, correspondence 


6301100046 FOIA request for 12 categories of documents re facilities 
Requeits 7S'X of fees for search k production of all Items 
ba waived except for Item 3 

HIATT, 0 L Ohio Citizens for Responsible Energy 82/11/04 
FELTONrJ M Division of Rules and Records 2pp 16734:001, 24X 

Fiche 50-440,02/11/04,0301100046 


8301100050 Responds to FOIA request for 12 categories of documents rl 
fac 1 1 1 1 If f . Rep ts re MARCH code may be purchased from NTIS 
Forwards documents listed In App A Starch for ttams 3 , 6 , 7.9, 

11 (( 12 identlfiad in request continuing 

FELTON, J M Division of Rules and Records 02/12/07. HIATTiS U 
Ohio Citlxeni for Responsible Energy Spp 16754-003 SAX 
Fiche 80-000.02/12/07,0301100050 
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0:301030037 re»u6ffli ttal a# const change* in form of CP change 

w/appropriat* fee* Change* requested Include reduction in 
frequeneg of take Erie water sampling program* fc elimination 
of benthic U macrolnvertebrate program* 

VQUrlOBLCODi B J Licensing Branch t B2/ 12/23 EDEUKANi H A 
Cleveland Electric Illuminating Co 2pp 16630 346 S4X 
Flehe 50-440. 82/12/23.0301030037 


0301040011 Forward* draft STS for BWR/6 plants for use in preparing 
Tech Specs W/o and 

VOUNOStODD, a J Licensing Branch I B2/12/27 EDELMAN. M A 
Cleveland Electric Illuminating Co 2pp 16633 229 24X 

Flehe 50-440. 02/12/27. S30104001 1 


S2120&0356 Generic Ltr 62-30 to a 1 1 1 ic ensees . app 1 1 cants for Ot h 
holders of CP* r« filings concerning lOCPRSO production h 
Jtlliiation Facilities Current listing of branch assignments 
for nuclear reactor projects I. svc list ene 1 

EISEN'HUT. 0 0 Division of Licensing 62/12/28 Consolidated 
Edison Co of New Vork. Inc tlpp 16868 001 24X 

Flehe 30-000.82/12/28.8212060336 


0301040167 Forwards responses to questions posed in A Schuiencer 820226 
ltr re seismic l< dynamic qualification of mechanical & 
electrical equipment Responses will be included in ne>t 
amend to F8AR 

PAVTDSDN. D R Cleveland Electric Illuminating Co 82/12/29 
VOUHOGLOOOiB J Licensing Branch 1 t?pp 16633 103 24X 

Flehe: 80-440f 82/12/29, 0301040167 


0301040337 Responds to 821214 ltr requesting addl Info on safety relief 
valve (BRVI piping l< quencher device Questions re potential 
thermal gradient streeses in 6RV discharge pipe support in 
suppression pool do not affect util 8Rk/ no-test proposal 
DAVIDSON, DR Cleveland Electric Illuminating Co 82/12/29 
VOUNOBLOOD.Q J Llconsing Branch 1 ip 16640’ 176 24X 

Fiche 30-440, 82/12/29,8301040337 


S301190004 Forwards order extending const completion date from 821231 
tc 6S1130 (, 840630 to 911130 for Units 1 Si 2, respect Ive 1 y t, 
eafety evaluation in response to B20721 request 
EISENKUr.D 0 Division of Licensing. 82/12/2? EDELHAN, M R 
Cleveland Electric Illuminating Co 3pp 16847 333 24X 

Flehe- 30-440. 82/12/29,8301190004 


— 63'0)i900aS Order extending const completion date* from 821231 to 831130 
4, from 840630 to 911130 for Units 1 t< 2. r aspect Ively 
EISENHUT, D 0 Division of Licensing 82/12/29 2pp. 16847.336 
24X Flehe: 30-440,82/12/29,8301190004 


— 8301190006 Safety evaluation supporting extension of latest const 
ccmpletlon dates 

YOUNOBLOOO, B J Licensing Branch 1 02/12/27 4pp 16847 338 

84K Flehe 80-440,82/12/29,8301190004 


8301190010 Notification of 830203 meeting u/utll in Bethe«da>HD to 
discuss seismlc/dynamlc, environ equipment qualification data 
raquirementi preparatory to NRC site audit S, confirm data 
transmittal ti audit schedules 

STEFANO. J J Licensing Branch 1 83/01/06. VQUNOBLOOO, a J 

Cleansing Branch 1 Spp 16847 341 24X Flehe 30-440, 03/01 /06, 

S3D1190010 


0301200036 Urges that drafts of staff response* to B21S23 memorandum 
$1 order be made available for consultation w/project 
manager U util atty by 830121 

VOUNOELQaD,D J Licensing Branch 1 03/01/12 6PE18, T P 

Aeslstint Director for Reactor Safety HOUSTON, U R Assistant 
Director for Radiation Pretoctlon. KNIOHT, J.P, Assistant Director 
for Comp Structures Engineering <Pre 830201) 2pp 16882 281 
S4X Flehe 30-440,83/01/12.8301200036 


0301280003 Forwards addl evidtnei that facility f luid/struc turo 
interaction effects on toad definition will be similar 
to Kuosheng effects Enel analysis confirms that in-plant 
safety relief valve testing net required 

£DELmN,H R Cleveland Electric Illuminating Co. 83/01/14. 
VOUNOBLOOD, 6 J Operating Reacters Branch 1 23pp 16896,063 24X 

Flehe 30-440, 83/01/14,8301230003. 


03O12SOS9S Respond* to 820012 ltr rs qualification of safety-re latsd 
equipment for hydrodynamic load* End draft F6AR change 
pages will bs incorporated In future FBAR amend 
EDELHAN.HR Cleveland Electric Illuminating Co 83/01/14 
VOUNOBLOOD, B J Licensing Branch t 4pp 16903 297 24X 

Flch# 30-440,03/01/14,8301230383 


6301270210 Forward* Rev 2 to "Control of Heavy Load* Study " 
EOELHAtl, M R Cleveland Electric Illuminating Co. 83/01/14 
YOUNSBLOOD, B. J Licensing Branch 1 Ip 16930 001. 24X 

Flehe 30-440.83/01/14,8301270210 


— 8301270238 Rev 2 to "Control of Heavy Loads Study " 

« Oi Ibert/Commonwea 1 th Cos 2329 R02 83/01/07 113pp 

16930 002 24X Flehe 50-440.83/01/14,8301270210 


8301230194 Responds to NRC 821130 request for addl info rs site audit 
for seismic 6 dynamic qualification rovisw Detailed Info re 
ongoing seismic 6 dynamic qualification testing programs 
already provided to Region 4 

EDELHAN, M R Cleveland Electric Illuminating Co 83/01/17 
VOUNOBLOao. B 0 Licensing Branch 1 3pp 16896 273 24Y 

Flehe 30-440,83/01/17,8301250194 


8301260346 Grants 800707 requests for relief from requirement* for 
environ monitoring of Lake Erie Water Quality f< Benthic 
Macroinverteb rate* Program. Raptor Program & Crane Fly 
Orchard Progr am 

VQUNOBLOOD.B J Licensing Branch 1 83/01/17 EDELHAN. M R 

Cleveland Electric Illuminating Co 4pp 16951 310 34X 

Flehe 50-440,03/01/17,8301260346 


D NRC Draft/Final Environmental Statements, supplt L correspondence 


0301030292 Ack receipt of 821214 ltr clarifying concern re potential 
impact of propane leakage from Lake Underground Storage 
Wells Into Horton Salt Mine expressed In NUREO-OB84< FES 
Ltr currently under review 

STEFANO. J. J Licensing Branch 1 83/12/20 BINDER. R H 

Affiliation Unknown Ip 16633 161 24X Fiche 50-440.02/12/20. 

8301030292 


E NRC Safety Evaluation Report (8ER). suppls it correspondence 


8301040121 Forwards design criteria b. sample calculation* to 
demonstrate ad'equacy of standpipe site, in response to NRC 
821126 ltr re SER Confirmatory Issue 36 on documentation or 
test of 3-h fire-resistant gypsum board walls 
DAVIDSON, D R Cleveland Electric Illuinlnating Co 82/12/29 
YOUNOOLOaD. D J Licensing Branch 1 13pp 16632 294 24X 

Flehe 50-440,82/12/29,8301040121 


8301190096 Requests add! Info re SER Confirmatory Issue 14. 
"□verheatlng of Oadollnla Fuel Pellets " 

YOUNOBLOOD.B J Licensing Branch 1 63/01/03 EDELHAN, M R 

Cleveland Electric Illuminating Co 2pp 16B48 010 24X 

Fiche’ 80-440. 83/01/03, 8301190098 


8301190018 Submits corrections of request for addl info re SER 
Confirmatory Issue 14 in 630103 ltr Only App D to OESTR-LOCA 
rept approved 

YQUNOBLOOD. 0 J Licensing Branch 1 63/01/07 EDELHAN, H R 

Cleveland Electric III urn ina ting Co 2pp 16847 063 24 X 

Flch* 30-440,83/01/07,0301190018 


8301200009 Forwards Buppl 2 to SER. NUREO 0687 W/e end 

YOUNOBLOOD.B J Licensing Branch I 83/01/12 DAVIDSON, DR 
Cleveland Electric Illuminating Co 3pp £6682 340 24X 

Fiche’ 30-440, 63/01/12, 0301200009 


6301230101 Forwards response to SER License Condition 4 re Inadequate 
core cooling Instrumentation requirements t, THI Action Plan 
Item II. F 2 

EDELHAN, N R Cleve land Electrl c Illuminating Co 63/01/14 
YOUNOBLOOD.B J Licensing Branch £ 3pp 16993 239 24X 

Fiche 50-440.83/01/14,0301250101 


0301260342 Forward* SER Soppl 2 <NURE0-0Ba7) W/o end 

YOUNOBLOOD.B J Licensing Branch 1 83/01/19. DAVIDSON, D R 

Cleveland Electric Illuminating Co 3pp 16951:322 24X 

Flehe’ 50-440, 03/01/19, 8301260342 


8301260052 Advises of currently targeted hearing date of 830323 t> of 
schedule for evaluation input* for next 8ER luppl Summary of 
contention issues tt unresolved &ER Issues end 
YOUNOBLOOD.B J Licensing Branch 1 03/01/20 DOSNAK, R J 

Hechanleat Engineering Branch. acHAUER.F. P Structural Engineering 
Branch LIAW.B D Material* Engineering Branch 9pp 16953 034, 
24X Flehe, 50-440,83/01/20,6301260032 


F Sieurlby. medical, emergency t< fire protection plan* 


8212060349 Generic Ltr 82-33 to ell licensees of optrating reactors, 
applicant* for OL b holders of CPs re Suppl 1 to NURE0-0737< 
"Requirement* for Emergency Response Capability '* 

NUREO-0737, Soppl 1 «< svc list end 

EISENHUT. 0.0 Division of Licensing 82/12/17 Consolidated 
Edison Co of New York. Inc 77pp 16681 208 24X 

Fiche 30-000,62/12/17.8212060349 
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0212220445 Oenerlc Ltr B2-39 to a 1 1 Toactor llcanseas.CP bolifars & 
applu<nt» fOT CP» re- problenn u/aubral t tali of IOCFn73 21 
lafagi^oTdi Info for llconsitij) revlou Procedural re 
trantirl ttal of Info outlined Bvc liit ene 1 

EISEIlHOT. 0 0 Dlviilon of Liconsing 62/IS/32 Coniolldated 
Ediion Co of HeLj Yarlc> Inc 13pp t£A90 021 24)( 

Flclie 50-000, B2/'12/22,B212Z20443 


S301040121 Foruards design criteria & sample calculations to 
deoionitrate adeituaeg of standpipe ilie. In response to NRC 
B211Z6 Itr re GER Canf irma torg Issue 36 on documentation or 
test of 3-t fire-resistant g\jptum boord ualls 
DAVIDBONrO R Cleveland Electric Illuminating Co 82/12/29 
VQUMODL.DDO, B J Licensing Branch 1 13pp IA&3S 294 24X 

Fichc 30-440, e2/’lS/a9, 9301040121 


0301120193 Fariuards preliminary revieui of boot let , brochur e & articles 
developed to date re draft public info sections of 
tnirpency Plans. Add! info must be developed b evaluated 
before Info pactaye can be accepted as adequate 
KftIHH,R Id Federal Emergency Management Agency 03/01/04, 

PAOAJdOtF 0 Oiviston of Emergency Preparedness (Pre 030103) Ip 
1677A 101 24X Fiche 50-440, 03/01/04,, B301 1 20193 


— B301120197 Requests revieu comments on end public info sections of 
Emergency Plans submitted by licensees Comments needed fay 
820A15 

PAOANO, F. O. Division, of Emergency Preparedness (Pra 830103 1 
B2/04/12 ADLER, V Federal Emergency Management Agency 3pp 
lA77b 1B2 24X Fiche 50-440, B3/0t/04>, 0301 120193 


8301170445 Forwards description of TUD ne tiaor t , Inc 1 udlng exchange route 
u/nap, table listing TLD stations tc collection data sheet 
PAPERIELLOtC J Division of Emergency Preparedness b Operational 
eupport 83/01/11 HILMOUTHrB Ohio, State of 9pa IhBl 5 214 
B4X Fiche 30-440,03/01/11,0301170445 


0, Adjudicatory correspondence 


B3D134Dt41 Requests to make limited appearance statement at DL 
hearings 

BROTZMAll, M A, Affiliation (in known 82/02/15 Atomic Safety and 
Licensing Board Panel Ip 16091 057 24X Fiche S0-'440> 02/02/15, 

0301240141 


0301120236 Requests to make limited appearance statement at OL 
hearing 

000UIN,N A Affiliation Unlnoun 92/12/03 Docketing Si Services 
Branch tp 16773 354 24X Fiche 90-440,02/12/03,0301120236 


B301040920 Request* to make limited appearance statement at OL 
hearings 

KLINE.C Affiliation. Unknoun 82/12/27 NRC - No Detailed 
Affiliation, Oivan Ip 16645 312 24X Fiche SO-440, 82/12/27, 
S3O1O4OS20 


B301120322 Requests to make limited appearance statement at DL 
hearings 

8A89> 8 E Affiliation Unknown 82/12/27 Atomic Safety and 
Licensing Board Panel Ip 16774 266 24X Fiche 50-440,62/12/27, 

8301120322 


8301140320 Requests to make limited appearance statement at hearings 
BA8B, B Affiliation Unknown 82/12/27 Atomic Safatu and 
Licensing Board Panel tp, 16807 137 24 X Fiche 90-440,82/12/27, 

8301140320 


8301030129 Forwards supp Ismen tal responses to applicant second sat of 
Interrogatorl es, providing addl particularization requested 
ra Issue 9 on polymar degradation Related correipendence 
HIATT.SL Ohio Citizens for Responsible Energy 82/12/20 
BLOCK, R B , Kline, 3 R , SHON, F j. Atomic Safety and Licensing Board 
Panil. Ip 16614 212 B4X FI ehe’ 50-440, 02/12/28, 8301030129 


■8301030133 Supplemental response to second set of i ntorrogafcor 1 es t< 
requist for production of documents Certificate »f Svc end. 
Related correspond'ence 

HIATT, 8 L Ohio Citizens for Responsible Energy, 82/12/28. 
Cleveland Electric Illuminating Co 7pp 16614 813 B4X 
Fiche 50-440,82/12/28,8301030129 


8301040317 Requests to make llmltsd appearance statement at DL 
hearings, 

BOWSER, E, Affiliation Unknown 82/12/28 NRC - No Detailed 
Affiliation Oiven Ip 16647:063 24X FI cha, 50-440, 82/12/28, 

6301040917 


8301040421 Motion for order staging proceeding until SitkhCirtuil 
Court of Appeals rules on pending petition for review Proof 
of Svc end 

WILT, D D Sunflower Alliance WILT, D 0 Hilt, D D Q2/I2/S9 
Atomic Safety and Licensing Board Panel Ip 16641 034 3-41 

Fiche 50-440,82/12/29,8301040421 


— 0301040429 Brief supporting motion for stay NRC cannot tvadi Ii* 
through use of statemont of policy re psychological stress 
Statement is clear 6 ezpllcit abdication of NRC 
responsibility to American people 

WILT, D 0 Sunflower Alliance WILT, D O Wilt, D D 63ti7i29 
Atomic Safety and Licensing Board Panel 20pp 16641 035. 24 ) 
Fiche 30-440,02/12/29,8301040421 


6301030181 Memorandum ti order granting NRC motion for sumeery 
disposition of Issues 4 re performance of full-scale 
30-degree sector steam test, 11 re local employment ti 12 ri 
conildoratlon of economic effects In EIS 

BLOCH. P B , KLINE, J R > BRIGHT, 0 0 Atomic Safety and LiesnUnj 
Board Panel 82/12/30 Office of the Ezecutive Legal Olrlctir 
6pp 16617 268 24X Fiche 30-440,82/12/30,8301030181 


8301040446 Motion to compel Sunflower Alliance answers to 
Interrogatories 4<al U (b> of util B20930 third set 
Applicants twice sought responses w/o success Certlflrati ef 
Svc end Related correspondence 

SlLBEROiU E Cleveland Electric Illuminating Co SILOEROpJ E 
Shaw, Pittman, Potts b Trowbridge 62/12/30 Atomic Bafelf i«r 

Licensing Board Panel Spp 16647 172 24X Fiche 30-440, 63^l!/j0 

8301040446 


8301070302 Supplemental anstuer* to third set of intarrogatorltl b 
raquast for production of documents Certificate of Bvc and 
Ralated correspondence 

MILTiD D. sunflower Alliance WILT, 0 D Wilt, OD G3fOI/03 

Cleveland Electric Illuminating Co 4pp 16685 332 2tl 

Fiche 30-440,03/01/03,8301070302 


8301050115 Memorandum ti order denying Sunflower Alliance 021224 sst, 
for stay of proceedings pending Sixth Circuit Court of 
Appsels litigation of Sunflower petition re psychological 
strast contention Irreparable injury not shown 
BLOCH, P 8 Atomic Bafoty and Licensing Board Panel 83/01/91 
SunflouiBr Alliance Ip 16664 033 24X Fiche 50-440,83/01/94. 

8301050115 


8301070301 Advise* that applicant cannot state whethor stratin silt 
to rely on strengt)) of containment as line of defense 
against hydrogen explosion, in response to A8LB 621323 
memorandum 6 order Svc list enc 1 

SILBEROi J E Shaw, Pittman, Potts tt Trowbridge 81LBER0, J C 
Cleveland Electric Illuminating Co B3/01/04 BLOCK, P B . 
KLINE, J R , BRIGHT, 0 0 Atomic Safety and Licensing Board Pierl. 
Spp 16685 336 24X Fiche 50-440,83/01/04,830107030). 


B301060171 Advisee that NRC will file responses to OH Citlieni ftf 
Responsible Energy Interrogatories & ASLB questions by 
S303O4, 

CUTCHIK, JH Hearing Branch 4 03/01/05 BLOCH. P B , DRICHLS ( 

KL1NE>\/, R Atomic Safety and Licensing Board Panel Ip 11459 1 
24X Fiche 50-440,83/01/09.0301060171 


8301070297 Advises that NRC will not file formal answer to apflllS'l 
821230 .motion to compel Sunflower Alliance to answer 
certain of applicant third set of discovery requests, unless 
ASLB requests such answer Dispute does not involve NRC 
CUTCHIN, 3 H Hearing Branch 4 83/01/06 BLOCH, P 6 . 0RUdI,^< 

KLINE, J R Atomic Safety and Licensing Board Penal Ip 111% I 
24X Fiche’ 50-440, 83/01/06, 8301070297 


8301100104 Motion for reconsideration of ASLB 821223 niemoran4t,f b* 
granting NRC 821029 motion for summary disposition of Istuf 
3 NRC motion should be granted In entirety Certificate of 
Svc enc 1 , 

8ILBER0. J E Cleveland Electric Illuminating Co 8RB£R0.d t 
ShaiUr Pittman. Pott* ti Trowbridge. 83/01/06 Atomic Safitf •" 
Licensing Board Panel 16pp 16703 235 24X Fiche 50-440.93/91 

8301100104. 


8301120250 Requests to make limited appearance statement at 0L tier 
8A89.J Affiliation Unknown 83/01/06 Atomic Safety mf 
Licensing Board Panel Ip 16773.362 24X FIch e. 50- 440, 63/91/9 

8301 120250 


6301180292 Requests to make limited appearance statement at OL 
hearing. 

TIDMAN, R, £. Affi Hat ion Unknown. 83/01/06 NRC - Ha DztlHil 
Affiliation Given ip 16774 205 24X Fiche 50-440,83/01/98' 

6301 120292 
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J^30i20 R«qti«stt to noko limited appearance ttatement at JiBaringi 
^^$3,3 Affiliation Unknoian 83/01/06 Atomic Safety and 
^^r(»nting Board Panel Ip 16793 315 SAX Fiche SO-440. 03/01/06. 

^ r!|0H3(liS0 

y 

110059 Advliet that NRC will provide ansuere to OH Citiiens for 
^^epontfble Energy Interrogator lee 6-5. 6-13. 6-13. 6~S6 It 

elnce fIRC mag rely upon containment strength as defense 
" a'^ainst hydrogen eiploslon 

^r.fCHtNrJ H Hearing Oranch 4 83/01/07 SLOCM. P 0 . QRIOHT.O O r 

^*^INE. J n Atomic Safety and Licensing Board Panel Ip 16743 330 
J*^4X Fiche 50-440.83/01/07.0301110059 

.120327 Ulthdrawal of 821330 motion to compel discovery from 
^/7,oflo«jer Alliance. Inc Response received Certificate of 
end 

'^|(.BFR0i3 F Cleveland Electric f lluminating Co SILQERO. J F 

Pittman. Potts b Trowbridge 83/01/07 Atomic Safety and 
licensing Board Panel 3pp 16776 139 24X Fiche 50-440.83/01/07, 

(^401120227 

1 120321 Kotion for clarification of ASLB B30I04 memorandum b order 
^d^.nylng Intervenar motion for stay of proceeding pending 
^ a^^dlclal review of Commission statement of policy re 
J ^y cholog leal stress issues Certificate of Sve end 
if. cATT.B L Ohio Cltliens for Responsible Energy. 83/01/07 
H.omic Safety and Licensing Board Panel 4pp 16774 267 24X 

Cicho 50-440.83/01/07.8301120321 

r 

.|130067 Requests to make limited appearance statement at OL 
^9" iparlngs 

^ 0 TTOH,-J P Affiliation Unknown 83/Ol/OB NRC - No Oetallad 
"^filiation Olven Ip 16793 209 24X FI che 50-440, BS/Ol/OB. 

^301130067 


0301260467 Brief opposing applicant motion for reconsideration Neius 
(latueen Feb 197B Stop Work Order b current QA problems 
established Burden of bldg plant that complies w/lOCFRSO 
does not shift to Sunflower Proof of Sve end 

UILT.O 0 Sunflower Alliance WILT. 0 D Uilt. 0 D 83/01/21 
Atomic Safety and Licensing Beard Panel 4pp 16911 326 24X 

Fiche 30-440.33/01/21.6301260467 


8301270365 Requests to moke limited appearance statement at OL 
hearings 

ROBrNSON.Q Affiliation Unknown 03/01/22 NRC -No Detailed 
Affiliation Olven Ip 1693 5 273 24X Fiche 50-440.83/01/22. 

8301270365 


B301270410 Requests to make limited appearance statement at OL 
hearings 

RUDD.C C Affiliation Unknown 83/01/22 Deckotlng 6 Bervlcos 
Branch Ip 16935 27B 24X Fiche 50-440, 83/01/22. 8301270410 


8301260392 Memorandum b Order denying OH Cltlzons for Responsible 
Energy 030107 nation for c lar 1 f 1 cation of ASLB 830104 
Menorendun b Order an psychological stress issue Issue not 
ripe for adjudication 

BLOCH. P 0 Atomic Safety and Licensing Board Panel 83/01/24 3pp 
16910 030 24X Fiche 50-440,83/01/24,0301260392 


0301270381 Answer opposing OH Citizens (or Responsible Energy B3Q107 
mO’tlon for clarification of A8LD B30104 Memorandum b Order 
Motion Is motion for reconsideration fa is untimely fa w/o 
merit Certificate of Sve end 

SILBERO, J E Cleveland Electric Illuminating Co SILDERO, 3 E 
Bbaw. Pittman. Potts b Trowbridge 83/01/24 Atomic Safety and 
Licensing Board Panel 8pp 16929 339 24X Flch e . 30-440. 83/01/24, 

8301270301 


_nll30074 Requests to make limited appearance statement at OL 
S^fcaorlngs 

Affiliation Unknown 63/01/08 Docketing b Services 
gi-anch Ip 16793.208 24X Fiche 50-440. 83/01/00. 8301 130074 


11 30063 Requests to make limited appearance statement at OL 
hearings 

q'flOKE.P Affiliation Unknown 83/01/09 MRC - No Detailed 
Affiliation Given Ip 16793 203 24X FI che, 30-440, 03/01/09. 
a301 130063 


8301260351 Advises that time for Commission to review ALAB-706 
expired Commission declined review Decision became final 
agency action on 830124 

CHILK.B J Office of the Secretary of the Commission 03/01/25 
Cleveland Electric Illuminating Co Ip 16910 029 24X 

Fiche 90-440.03/01/29.0301360351 


0301200246 Erratum to AGLB 821223 notice of ASLB reconstitution ASLB 
Number is 91-457-04 OL. not 83-430-01 CPA as shown 

COTTER. 0. P Atomic Safety and Licensing Board Panel 03/01/26 Ip 

16961 190 24X Fiche 30-440.83/01/26.8301280246 


eSOllSGGSO Motion for summary disposition of Issue 9 re exposure of 
polymert to radiation No genuine issue of matl fact exists 
S( NRC entitled to favorable decision Statement of matl facts 
vne 1 

CUTCHIN.J K Hearing Branch 4 03/01/14 Atomic Safety and 

Licensing Board Panel Bpp 16833 105 24X Fiche 30-440.83/01/14. 

3301100930 


— 0301160066 Affidavit of JE Kennedy supporting summary disposition of 
Issue 9 Surveillance b Malnt Program will detect age-related 
degradation of sefety-related equipment before problem 
arises. H/prof quellf icatlons b Certificate of Sve 
KENNEDY. J E Equipment Oual 1 f ication Branch 83/01/12 3Dpp 
16833 113 24X Fiche 30-440.83/01/14,8301180030 


B3012B0169 Forwards BER Suppl 2 (NUREO-0887) U/o end 

CUTCHIN. J K Hearing Oranch 4 83/01/27 BLOCH. P 6 , SRIOKT.O 0 . 

KLINE. vl R Atomic Safety and Licensing Board Panel ip 16962 063 
S4X Fiche 50-440.83/01/27,8301280169 


H. Oeneral correspondence 


8207180050 FOIA request for documents re labor unions since 1979 b 
documents re const defects. design errors or OA problems 
involving LK Comstock Co since 1970 

SAUICKtiSO. News-Herald Ullloughby. OH 02/08/18 FELTON. J 
Division of Rules and Records Ip 1683? 390. 34X 

Fiche: 80-440, 82/08/18, 8207180030 


^^^tl801B9 Requests to make limited appearance statement at OL 
h ear Ings 

<:alD£R.L r LAUTH.R , NIZNIK.E. Affiliation Unknown. 83/01/17 
Atonic Safety and Licensing Board Panel 3pp 16831' 244 24X 
^Iche 30-440,83/01/17.830118018? 


^1210133 Answer supporting applicant 830106 motion for 
*' scons Ideration of ASLB admission of four new QA Issues in 
Ruling on NRC 021029 notion for summary disposition of Issue 
^ Certificate qf 8vc end 

pl/TCKIN.J M. Hearing Branch 4. 03/01/19 Atomic Safety and 

^teeming Board Panel Bpp 16877 177. 24X Fiche 30-440.03/01/19. 

®aoi 210133. 


^1240114 Answer opposing OH Citizens for Responsible Energy 830107 
^btion for clarification of ASLB 830104 memorandum b order 
^bmniislon Statement of Policy prevents entertaining b 
Redding psychological stress issues U/Certif icate of Sve. 

^UTCHIN. J H Hearing Branch 4. 83/01/21. Atomic Safety and 

licensing Board Panel Spp 168?0 341 24X Fiche 30-440,03/01/21, 

^5(01240114 




1^(360329 Reply opposing applicant 830106 motion for reconsideration 
ASLB 821222 Memorandum b Order on summary disposition of 
.jssize 3 Decision consistent w/preylous declarations on scope 
rf Issue 3 Certificate of 8vc cncl Related correspondence 
^lATTiS L Ohio Citizens for Rssponstble Energy, 63/01/21 
atomic Safety and Licensing Board Panel. 89pp. 16909-212 24X 

t c h t 90-4 4 0, 03/0 1 /21 , 030 1 260329. 


Q Inspection reports. IE Bulletins fa correspondence 


BSOllOOOSO Responds to FOIA request for 12 categories of documents re 
facilities, ilepts re MARCH code may be purchased from NT 18 
Forwards documents listed In App A Starch for Items 3. 6.7. 9. 

11 fa 12 Identified In request continuing 

FELTON. J H Division of Rules and Records. 82/12/07 HIATT .8 L. 
Ohio Citizens far Responsible Energy 5pp 16754 003 24X 

Fiche: 80-00 D, 02/12/07. 83 Ot tOODSO 


— 8301100212 Advises that end IE Sullstln 73-03, "Potential Explosive 
Oas Hlxture Accumulations Associated U/EUR Offgas Sys 
Operations. ** has been sent to Iteted licensee for action/ 
info 

PAPPAS. H. Region 3. Chicago. Office of the Director 78/02/10. 
Division of Reactor Construction Inspection 3pp. 16794 187 24X 

Fiche go- 000 . 82/ 1 3/07, 8301100030. 


— 8301100237 Forwards IE Bulletin 78-03. "Potential Explosive Oas Hlxture 
Accumulations Astoclatad U/BUR Offgas Sys Operations." 

No written response required. U/o end 

KEPPLER.J 0 Region 3. Chicago, Office of the Director. 78/02/10 
DAVIOBOM. D R Cleveland Electric Illuminating Co ip. 

16734 198. 34X Fiche; 90-000. 93/12/07. 030 11 OOOSO 


8208190269 IE Info Notice 62-31. "Ovarexposures In PHR Cavities " Ovc 
list and 

DEVOUMo.R, C Director's Office. Office of Inspection and 

Enforcement. B2/12/21 Consolidated Edison Co. of Mtu Yorh. Inc 

lllpp 16669.239 24X Fi che: 90-000. 82/12/21 . BS08190269 


338 


docketed items 


8212060351 IE ln#o Hatic# 83-52. "equ)P»i»nt Envirpn OgaHHc»tiOTi 
Tafting Eipfrltncc - Updating of Teit Suawant* Ppevlouilg 
Publi»!>»d in IE In+p Motic* 81-29 " Sve li»t »nc:l 
JORDAN. E U Diviljon of EnglndPring l« Quality A«»uranct IPre 
B301031 62/12/21 Conaolidatid Ednon Cp of M»u Vorl. Inc 

lispp I66 i 8I OSB 241 Ficha 50-000. 82/12/21. B2120603SI 


8301170261 Interim Oeflclency Rept BDC 45<02) re relocation of joverrat 
lutrication oil coolar on dleael flenerafcor Eetension of 
corrective action ronooeted to prevent damage during repair 
of Oeflciencij RDC 52(82) re code pipe melding 
EDELMAMi M R Cleveland Electric Illuminating Co 03/01/06 

KCPPLER* J O Region 3r Office of Director Ip l&ulO OAv 


i?4* 


8212060350 IE Info Notice 82-53, "Main Transformer Fai lores at North 
Anna Nuclear Power Station " Sve list end 

JORDAN. E U Division Of Engineering 6 Quality Assurance (Pre 
830103) 82/12/22 Consolidated Edison Co of New York. Inc 

ll4pp 16758 017 24X Ficte 50-000,83/12/22.9312060350 


B2O81?0275 IE Info Notice 82-54. "Weitinghouie NDFD Relay Failures in 
Reactor Protection. Bye ” Sve list enc I 

JORDAN, E L- Division of Engineering t. Quality Assurance (Pre 
830103) 02/12/27 ConsoUdatod Edison Co of New York. Inc 

llOpp 16962 139 24X Fiehe 50-000.82/12/27,8208190275 


0203190273 IE Info Notice 82-55, “Seiimic Qualification of Heitlnghouse 
AR Relay U/Latch Attachment! Usid In Heitlnghouse Solid 
State Protection Bys “ Sve list end 

JOflOAN.E t Division of Engineering t Quality Assurance (Pre 
830103) 82/12/28 Consolidated Edison Co of New York, Inc 

109pp 16868 014 24X Fiche 50-000. 82/12/28. 0208190273 


8301040347 Forwards sample preliminary preservice insp documentation 
package for RkR. sys.Uoop C. (Isometric 3-16) . representing 
final documentation to meet ASME Section XI base line piping 
eiani U/o enc I 

OAVfPSON.D R Cleveland Electric Illuminating Co 82/12/29 
VDUNOBLOOO. B J Licensing Branch 1 Ip 16640 204 24X 

Flche 50-440.82/12/29,8301040347 


8212060354 IE Info Notice S2-56, •'Hobertshau Thermostatic Flow Control 
Valves “ Sve list onel 

JQROAN.E L OlvisiDn of Engineering 6 Quality Assurance (Pre 
830103) S2/12/30 Consolidated Edison Co of New York. Inc 

Itlpp 1675B 137 24X Flche 50-000, 82/12/30,8212060354 


6301210217 Final Deficiency Rept RDC 46(82) re dealgn of control 
drive hydraulic piping sys In stress analysis Initially 
reported on 020209 Caused by support design deficiency 
Insert U withdrawal piping «. support design ‘ ^ ^ , 

EDELMAN. M fi Cleveland Electric Illuminating Co 03/01/11 

KEPPLER.J 0 Region 3, Office of Director 3pp 16072 046 


re I 


34 X 


8301210184 Final deficiency rept re defective weld# In suppression »»i) 
dad flour plates Initially reported on 820324 All weld 
metal redepos 1 ted, tested to design royolrements U accepted 
All welds covered w/leakchase No further wort required 
EDELMAN, M R Cleveland Electric rHumlnatlng Cu 03/01/14 

KEPPLER.J 0 Region 3. Office of Director 2pp 16074.297 24* 

Flche 50-440, 03/01/14, 8301210184 


8301280222 Final Deficiency Rept RDC 17(80) re Cutler-Hammer motor 
control ctrs 8af ety-re latod starters w/unquaUfl*d wire 
returned to vendor for rework Units returned to site b 
installed All splice plate carriage bolts replaced 
EDELMAN, M R Cleveland Electric 1 1 luminatl n9 Co 83/01/10 

KEPPLER.J 0 Region 3, Office of Director 2pp 16934 394 24* 

Fiche 50-440, 83/01/18, 830 1 28022 2 


8301280178 Final deficiency rept re loose CR2940 tandem block swltih 
assemblies supplied by OE for os# in power ganaration 
control complex Initially reported on 810626. Loose acreut 
retlghtened to torque value of 8-9 Inch lb 

EDELMAN. M R Cleveland Electric Illuminating Co 03/01/21 

KEPPLER.J 0 Region 3, Office of Director 2pp 16962 lOS 

Flche 50-440.03/01/21.8301280178 


8301180039 Responds to FOIA request for all documents re labor unions 6 
strikes since 1979 6 documents re const defects, design 
errors or QA problems involving LK Comstock Co since 1960 
Forwards afp Doevoenta 1,2 It 4 Document IIf~4 In LPDR 
FELTON, UM Division of Rules and Records 83/01/12 SAUICKI.S 0 
Neiui-Htrald Willoughby, OH 3pp 16037 351 24X 

Flcbe 50-440,83/01/12.8301180035 


T Hearing transcripts on non-ant 1 trui t matters 


8301070087 Transcript of 830105 telcon re scheduling (nattars for DL 
proceeding In OethcsdaiKO Pp 779-B04 

• Atomic Safety and Licensing Board Panel 03/01/05 2?pp 
16687 269 24X Flche 50-440, 83/01 /05, 8901070007 


— 8301160056 Submits record of telcon notifying of union contract 
expiration Painters* concrete workers I iron workers on 
strike pending new contract 

e SRI International 62/05/03 Division of Project 6 Resident 
Programs Ip 16837 354 24X Flche 50-440,83/01/12,0301180055 


— 6301180059 Submits record of telcon re inadequate cable tray support 
sys Required 45-degree weld level not met when inspected by 
owners quality group 

• Cleveland Electric tlluoinatlng Co 82/04/30 Division of 
Project 6 Resld'ent Programs Ip 16837 355 24X 

Flche 50-440,03/01/12.8301180055 


—6301180062 Notifies of allegations received from news media Two areas 
of Reactor Bldg 2 biological shield have no concrete 6 steel 
cract covered up in Reactor Bldg 1 Held techniques also In 
question 

MARABITO.R J Office of Public Affairs 81/12/03 HARNICK, R 
Region 3, Chicago, Office of the Director (81/03/01) Ip 
16837 356 24* Flche 30-440,93/01/12,8301180055 


V Operator Examinations 


8212220443 Generic Ltr 82-38 to all power reactor ) ic ensaoe, «PP I l«*oli 
for OL.NSB & reactor vendor# t> AEi re meeting to dlscusi 
recent developments for licensing exams AdvisPe tf>at meeting 
will be held on 830211 re operator licensing 8vc list end 
EISENHUT.D 0 Division of Licensing 02/12/22 Consol Ide ted 

Edison Co of New York, Inc 18pp 16681 072 24X 

Ficlie 50-000,82/12/22,8212220443 


B3D1120D76 Oenerlc Ltr 83-01 to power reactor licensees l< appllcanli 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior tO' 

851231 for listed categories Sve list end 

EISENHUT.D 0 Division of Licensing 83/01/11 Consolidated 

Edison Co of New York, Inc llpp 16893 243 84X 

Flche 50-000,83/01/11,8301120078 


DOCKET 90-441 PERRY NUCLEAR POWER PLANT, UNIT 2 


8 Reportable occurrences, LERi l< related correspondence 


8301070306 Interim deficiency rept re potential failure of Class IE 
Circuits In Transanirlca OeLavalilnc standby diesel 
genarctor sys Initially reported on 821123 Initial review 
determined circuits acceptable Final rept expected 830330 
EDCLHAN.M R Cleveland Electric Illuminating Co 62/12/22 
KEPPLER.J Region 3, Office of Director Ip 16686 093 24* 

Flche so- 440, 82/ 1 2/22, 630 1 070306 


8301170227 Intcrlei deficiency rept requesting extension for completion 
of turbocharger lubricating oil sys due to defective code 
piping welds In itanifby diesel generators Extensions for 
lube oil tubing scliaduled for Jul b Sept 1983 
EDELMAN.M.R Cleveland Electric Illuminating Co 83/01/06 
KEPPLER.J 0 Region 3, Office of Director Ip 16810 264 24X 

Ftchl 50-440,83/01/06,6301170227 


A Application/construction stage documents ti carreipandanc e 


0301100046 FOIA request for 12 categories of documents ra facilities 
Requests 73% of fees for search b production of all items 
be waived except for Item 3 

HIATT, S L Ohio Citltans for Responsible Energy B2/I1/D4 
FELTON, J M Division of Rules and Records Spp 16794.001 24X 

Flche 30-440,82/11/04,8301100046 


0301100050 Responds to FOIA request for 12 categories of documents re 
fad 1 Itles. Repts rt MARCH code may ba purchased from fJTIS 
Forwards documents listed In App A Search for Itams 3, A, 7,9, 

II t( 12 Identified in request continuing 

FELTON, J H Division of Rules and Racords 82/12/07. HIATT. 3 L 
Ohio Cltlxans for Responslbla Energy 3pp 16794:003 S4X 
Flche 30-000. 82/ 1 2/07. 830 1 1 00 090. 


8301030037 Requests resubmittal of const changes In fnrni of CP chenge 
w/appropriate fees Changes requested Include radurilon in 
frequency of Lake Erie water tempIlTig programs t( el iimlnatlon 
of benthic ft macrolnvertcbrate pragramt 

VOlfNOBLOOD. B J Licensing Branch I. 82/12/23 CDELffAM. H R. 
Cleveland Electric Illuminating Co 2pp. 16630-346 24X 

Flche 50-440,92/12/23,8301030037 
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930)040011 Forudril* ill's ft 0T(1 fot IIMR/A planti for o»b in proparlno 
Ti(li Bptct tlfo ontl 

VOyNODLOOMl J Li c out 1 no Ihoiich 1 08/18/27 ( DLLHAN, M H 

C|.y*|and Cliclrlc 11 lumtiio I iDp Co Spp 166»!) S2V aoX 
Fled* SO-i^Oi 08/ 18/87.010104001 I 


ealJOdOaOl* 8»n*'’l' Itr na-JO to oll llc«n«oot. oppllcsiu* for OL t< 
(loldirl of CPi r« flllngt cuncorning lOcrnso prniluctlon l< 

faciUtlo* Corranl listing of brsnoh ssiigumonti 
far not ••■Of ptaclor projBcls (< »vc list anc I 

EISENWTiO 0 Divltlan of LI editing 02/18/80 Conto 1 1 da toil 

Edjton Co of Nau Viirk. Inc llpp Ifi06(l 001 a4X 
FicKt SO'OOO. 08/ 13/80. 021 806().i!)/> 


930)040167 Forward* ratpontat to auo*tlan« poaad in A Qcliuencar ( 1802 aft 
Itr rf ••linlc b dynamic itual i f Icallon of itiachanlcal (. 
fltctrlcal aqulpinant: Ratpon*** will ba intludad in nail 
aaifnil to F8AR 

DAVloaON. 8 It Clavaland (.lacliic llUimliialing Co 08/18/29 
YOUNCOL(]QI>i 0 <1 Licantlng Uranch 1 I9pp 16630 t09 84X 

Fleh* SO-AAO. 03/18/89.0301040167 


9301040337 Ratpond* lo 021214 lli roiiuatlliig addl info on «afoby rallnf 
valv* (BRV) piping 6 quonchar davica Oiiaallon* ra potanllAl 
tbirnal gradlanl tlraita* in OrV dltchnrga pips lupporl In 
•uFfraiiion pool <fo not affarl util ORV no-la«t propotal 
DAVIDSON. D R. Cltvolanil llactrlc 1 1 1 umlnal liig Co 02/13/89. 

YOWQSLOaO. 1) 2 Llianilng Uranch I Ip 16640 176 84X 

FICht 90 *440. 02/ 12/89. 030 104033 / 


9301190004 Foruard* ordar a (landing con* I complrlton data from 081231 
to 091130 t< 040630 la 911130 for OniU 1 6 8. ratpactlvalg 6 
tafilg tvaluatlon in r**pon»a la 1120721 rvauait 
eiSENMUTiDO OlvUion af l.lcanting 08/12/29 EnQHAN.H. R 
Cltviland Cl ac trie 1 1 luminal ing Co 3pp 16047 393 84X 

FICh« 90''440t 02/18/29. 0301190004 


■9301 190009 Drdar aitandlng cunat cnmplallon data* fram 021331 to 1191130 
I. from 840630 to 9111.30 for Unit* I 6 S. raapactlvaly 
EtSENIIUT.O 0 Olvltlon of llcaiitlng 08/12/89 2pp 1604/ 396 
84X Fieha 90-4 40. 02/12/89.0301190004 


-0301190006 Safaty •valuation aupporlirig ail an* ion of lata«t contl 
cpnflttlon data* 

YOUNOBi OOO. 0 J. Lic«n* ing Uranch 1 02/ 12/29 4pp 16047 .T’lCI 

24X Fiehd 90-440. 02/18/29.0:101190004 


D30I190Q10 Notification of 0 1020.1 moating u/ulll in Ualhavda.ND to 
dlicdti •tltmie/dynamle. anvlron aqulpmont qual if Icallon data 
riquirtffltnti praparatory to NRC tll» audit 6 confirm data 
Irininittal b audit •thadula* 

STEFARO.J J Lleantlng Uranch 1 (13/01/06 VllUNOnLOOl). Q. if 

Llcanitng Branch t 3pp. 1604/ 341. 24 X rich« 90^440.03/01/06. 

9301190010. 


8301800036 Urgat that draft* of *taff raapon*** in D21823 mamorandum 
I. ardor ba avada availabit for coiuultation w/projacl 
ainagir b util ally by U,10l8i. 

YOUNODCOOO.D J Llcintlng Uranch 1 03/01/12 UPLIO. T. P. 

Anlitant Dirac tor for Rftactor Oafaty. HOUSTON. U R A(«l*tant 
Oirtetor (or Radiation Protaellon KNICHT.J. P A*«l«tanl Dlroctor 
far Comp b Otructura* Tno invar ing <Pra 030801) 2pp I6CI02 801 
a4X Flcba 90-440. 03/01/12. O:K)iaO0O36 


9301890003 Forward* addi avidtnea that facility f luld/*tructura 
Intiractlon tfftcli on load daflnlllon will ba tlmllar 
I* Kvoihang afracta CncI anaiyili confirm* that In-plant 
••fit* r«liaf valva taatlng not required 

EOELNAN.ti R Clavaland (llactrlc Illuminating Co 03/01/14 
YOONODLOOD. 0 U Oparating Raactor* Uranch 1. aOpp 16096:003. 84X 

FIcha: 90-440. S3/01/14. 0301290003 


9301890909 Raapond* to 820018 Hr ra qual if Icalioil of «af aly-ralatad 
•tulfMant for hydrodynamic load* Cncl draft FOAR changa 
pagt* wiU ba Incorporatad in futura FOAR amand. 

EDEUmw R Clavaland Clvctrlc Illuminating Co 03/01/14 
YOUNOBUOOO. B. J, Llcanaing Oraiicli t 4pp 16909 897. 84X 

Fichi: 90-440. 03/01/14,030189090 9 


6301870310 Faruard* Rav 2 to "Control of Haavy Load* study " 
EDetMAM.H n. Cl tv* land eiactrlc Illuminating Co 03/01/14. 
YOUNOSLOOO, D. J, Ltevntlng Branch 1 ip 16930.001, 84X 

Flchl. 90-440. 83/01 /1 4.030 18702 10, 


■6301870838 Rtv 8 to "Control pf Haavy Load* Qtudy. " 

« Ollbart/Commonuaalth Co* 2389 R08 03/01/07 112pp 

16930.008 84X Ft eha. 90-440. 03/01 / 14. 0301270810 


0301390194 Ratpondt to NRC 821130 requoat for sddl info re vita audit 
for atitmlc b dynamic qualification ravtou Oetailod info re 
ongoing teismlc b dynamic quail fication tasting program* 
olraady providsd to Raglon 4 

COELNAN.N R Clavaland Electric Illuminating Co 03/01/17 
YOUNODLQOD. D J Llcon*lng Uranch 1 'ipp 16896 273 24X 

Ficho 90-440.03/01/17,0301250194 


0301860346 Oi an ti 000707 roquetl* for relief from rvquiramont* for 
environ monitoring of Lake Erie Uatei Ouallly b Benthic 
Hacroinvortabrata* Program. Raptor Program b Crana Fly 
Orchard Program 

VOUNOULOUD. 0 J Lie en* ing Branch 1 03/01/17. EDELHAN. K R 

Clavaland electric Illuminating Co 4pp 16991 310 84X 

richa 90-440.03/01/17.8301860346 


0 NRC Draft/Final Environmental Otaloment*. *uppls b correapondenca 


0301030298 Ack racolpt of 021814 Hr clarlfglng concorn r* potantlal 
Impact of propane leakage from Lake Underground Storage 
Hell* Into Horton Balt Mina oipra**ed in NURC0-00S4i FE8 
l.tr eurrantly under ravleu 

STEFANO. U J Licanilng Branch I 02/12/20 DIHOER.R H 
Affiliation Unknown Ip 16699 161 S4X Fiche 90-440.02/12/20, 
0301030298 


L NRC Qafaty Evaluation Report (SERI. «uppl* b corraepondanco 


0301040181 Forward* do«tgn criteria b lamplv calculation* to 
dtmonttrat* adequacy of *tandplpe *ita. in rcsponie to NRC 
021186 Itr ra 8ER Confirmatory I«*uo 36 on documentation or 
ta*t of 3-h f lro-r**l»lant gyptum hoard uialN 
DAVIDSON, D R Clavaland EHctrlc Illuminating Co 08/12/29 
YOUNOBLOOD. D J Llcanaing Branch 1 lOpp I663S 294 24X 

Fiche 90-440.08/12/29,0301040121 


0301190098 Raqueat* addl info re SER Confirmatory Itiua 14. 
"Ovarhaatlng of Oadollnla Fuel Pellet* " 

YOUNOBLOOD, 0 U Llcanaing Branch 1 03/01/09 EDELHAN, H R 

Clavaland Eiactrlc Illuminating Co 2pp 16Q4S 010 24X 

FIcha 90-440,03/01/09,0301190090 


0301190010 Submit* correction* of raquaat for addl Info re BER 
Conflrmatorg t**u* 14 In 330109 Hr Only App D to OEOTR-LDCA 
rapt approved 

YOUNOBLOOD. U U Llconalng Branch 1 03/01/07 FDELHAN. H R 

Clavaland Electric Illuminating Co 8pp 16047 069 24X 

FIcha 90-440,03/01/07,0301190010 


0301800009 Forward* Sup pi 2 to SER, NURCO 0007 U/o end 

YOUNODLOOO. D J Llcandng Branch 1 03/01/12 DAVIDSON. 0 B 

Clavaland Electric Illuminating Co 3pp 16602 :)40 24X 

FIcha 90-440.03/01/12.0301800009 


0301890101 Forward* ra*pon»e to SCR Llcanie Condition 4 ra Inadequate 
cora cooling Inttrumantatlon raqulramantt b THI Action Plan 
Item II P 2 

EOELHAN.KR Clavaland Electric Illuminating Co S3/01/14 
YOUNOBLOOD, n J Lican«lng Branch 1 9pp 16099 299 24X 

FIcha 90-440.03/01/14.8301390101 


0301860342 Forward* SER Sup pi 8 (NURE0-0a07) N/o and 

YOUNODLOOD. D, U Llcandng Branch 1 03/01/19 DAVIDQON.Dn. 

Cleveland Electric Illuminating Co. 3pp 16991 328 34X 

FIcha 90-440,03/01/19,0301860348 


0301860098 Advl *at of eurrantly targeted hearing data of 030923 b of 
•chadula for evaluation input* for nait SER auppl Summary of 
contention Ittut* b unraoolved OCR l««ua« and. 

YOUNOBLOOD, n. U Llcanaing Branch 1 03/01/20 BOSNAK. R U 

Hachanleal Enginaorlng Branch SCHAUER.F P Structural Cnglnoarlng 
Branch LIAW.B D Material* Engineering Branch. 9pp 16993 094 
34X FIcha 90-440,03/01/30,8301860092 


r Oacurlty, medical, amargancy b flra protection plan* 


0812060349 Oanarle Ltr 02-33 to all llcanaao* of operating raactor*. 
applicant* for OL b holder* of CP* ra Sup pi I to NUREO-0737, 
"Raqulramantt for Emargancy Ratponaa Capability " 

NURE0-0737,Buppl 1 b «vc lift and 

EISENHUT.D.O Dlvldon of Llcandng. 02/18/17 Conaolldated 
Edlton Co Of New York. Inc 77pp 16601.800 24X 

FIcha. 90-000, 82/12/17, S2 1806034 9 


0218220449 Oanarle Ltr 02-39 to all reactor llean*aa»iCP holder* b 
applicant* for CP* ra probltm* u/*ubmHtat* of 10CPR73 81 
aafaguard* Info for llcondng ravlau Procedural ra 
trantmlttal of Info outlined 8vc Hit and 

C18ENHUT, D 0 Olvlilon of Llcandng 02/12/22 ConaoHdatad 
Cdi*on Co of Nau York, Inc 13pp 16690.081 84X 

Flcba. 90-000, 08/18/83,8218280449 
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B30104012I Foru«rd> d»sijn crdtrria & ldni|ilt calctJldt:ioni to 
d»nisn«trat« adequacy of atandiiipa sliajln ratponaa to NRC 
621126 itr rt 8E(? Conf Iraiator y tiaut 36 on docwnantatlon or 
tait of 3~li f ira-raatatant gypiunt board ualli 
DA.VIDS0N> D R Clavaland Electric 1 1 lumlnatlnt Co. 02/12/S9 
VOlJNO0LOaD> B yt Llcanilng Branch 1 13pp 16632-294 24X 

FUha 90-440. 82/12/29, 830 1040 1 21 


8301 120193 Foruardi prallmlnary raviaiv of booklet, brochure I, artlclai 
devaloptd to data ra draft public info sectlona of 
Enerpency Plana AddI Info mutt be developed t, evaluated 
before info package can be accepted as adequate 
KRIMtf, R H Federal Emergency Hanagement Agency 83/01/06 
PAOANO'F 0 Divilion of Eatergancy Preparadnefa (Pre 830103) Ip 
16776 ISI 24X Flche 90-440, 63/01/06, 8301 1 20193 


— 9301120197 Raqueite ravlau; 1, comments an end public Info eectlons of 
Emergency Plant submitted by licensees Comments needed by 
820619 

PAOANO, F 0 Division of emergency Preparedness <Pre 8301031 
82/04/12 ADLER, V. Federal Emergency Management Agency 3pp 
16776 IS2 24X Flche 90-440,83/01/06,8301120193 


8301 170449 Forwards description of TLD netuork. Including exchange route 
v/map, table listing TLD stations 4, collection data sheet 
PAPERIELLOiC J Division of Emergency Preparedness t Operational 
Support 83/01/11 UILKQUTK. a Ohio. State of 9pp 16BIS214 
24K Flche 90-440.83/01/11,8301170449 


Q Adjudicatory corretp andcnce 


8301240141 Requests to make limited appearance itptenient at Ol. 
hearings 

BROTZHAN.V A Affiliation Unknoun 82/02/15. Atomic Safety and 
Licensing Board Panel Ip 16891 097 24X FI cha- 50-440, 82/03/15, 
8301240141 


8301120236 Requests to eiaks limited appearance statement at OL 
h taring 

OOOMtN,NA Affiliation Unknown. 82/12/03 Docketing tc Services 
Branch Ip 16773 354 24X Flche 90-440. 82/13/03, 8301 120236 


8301040928 flequasta to make limited appearanct statenant at OL 
bearings 

KLINE, C Affiliation Unktiohm S2/tS/27 NRC - No Detailed 
Affiliation Oiven Ip. 16645 312 24X Flche 50-440,82/13/27, 
8301040928 


8301 120322 Requests to maka limltad appearance statement at OU 
hearings 

SA8S,S E Affiliation Unknown. 82/12/27 Atoailc Safety and 
Licensing Board Panel Ip 16774 266 24X FI che- 50-440, 83/ 12/27, 

8301 120322 


8301140320 Requests to naka limltad appearance statenant at hearings. 
SASa.S Affiliation Unknown 62/12/27 Atonic Safety and 
Licensing Board Panel Ip 16607 157 24X Flche- 50-440, 82/12/27. 

8301140320. 


6301030129 Foruardi supplemental rasponset to applicant second set of 
interrogatori as, providing add] particularization raquestad 
ra Issue 9 on polymer degradation Related correspondence 
HIATT, 8. L, Ohio Citizens for Responsible Energy. 82/12/28 
DLQCH,R, B , KLINE, J R , SHON, F J. Atomic Safety and Llcanalng Board 
Panel. Ip 16614 212. 24X Flche 50-440,82/12/38,830103012? 


— 8301030133 Supplemental response to second set of 1 ntarrogatories tt 
request for production of doc uments. Certl f Icate of Sve end 
Related corraapondence. 

HIATT. 8 L Ohio Citizens for Responsible Entrgy. 82/12/28 
Cleveland Electric Illuminating Co 7pp 16614:213 24X 

Fichf 90-440.82/12/28,8301030129 


8301040917 ftaqualts to maka limited appearance stateaient at OL 
hearings. 

BOWBEfliE. Affiliation Unknown 82/12/28. NRC - No Detailed 
Affiliation Olvan Ip. 16647:063 24X Fi cha: 50-440. 82/12/38, 

8301040917 


8301040421 Motion for order staying proceeding until Sixth Circuit 
Court of Appeals rules on pending petition for review Proof 
of Sve and 

MluT.DO Bunf lower Alliance NILT, 0. D. Wilt, P D. 82/12/29 
Atonic Safety and Licensing Board Penal ip 16641 094, 24X 

Flche, 90-440, B2/ 12/29, 830 1 040 4 8 1 . 


— B30I040429 Brief supporting motion for stay NRC cannot evade leu 
through use of statement of policy re psychological stress 
Statement is clear ti explicit abdication of NRC 
rtiponsibll Ity to American people 

kllLT, D 0 Sunflower Alliance UILT, 0 0 Uilt, 0 0 02/13/29 

Atomic Safety and Licensing Board Panel 20pp 16641 095 34i: 

Flche 90-440,82/12/29,6301040421 


8301030181 Memorandum b order granting NRC motion for lunmary 
disposition of Isauca 4 re performance of full-scale 
30-dagrat sector steam test, 11 re local employmant l< 12 n 
consideration of economic effects In EI8 

BLOCH. P B . KLINE, J R . BRIOHT. 0 0 Atomic Safety and Ucsnslng 
Board Panel 82/12/30 Office of the Executive Legal Olnclor 
6pp 16617 268 24X Flche 90-440,82/12/30.8301030181 


8301040446 Motion to compel Sunflower Alliance ansuere to 
Interrogatori ee 4(a) b (b) of util 820930 third set 
Applicants twice sought responses u/o success Certificate of 
Sve end Related correspondence 

81LBER0, J E Cleveland Electric Illuminating Co SILDERO.d £ 

Bhau, Pittman. Potts b Trowbridge 83/12/30 Atomic Safety enl 
Licensing Boerd Panel Spp 16647 172 24X Flche 90-440,02/12/30. 

8301040446 


8301070302 Supplemental answers to third set of interrogatories 1. 
request for production of documents Certificate of 8vc end 
Related correspondence. 

UtLT. 0 D Sunflower Alliance UILT. D 0 Uilt, DO 83/01/03 

Clfvelend Electric Illuminating Co 4pp 16669 332 24X 

Flche 90-440,83/01/03.8301070302 


8301050115 Mamoranduffl b order denying Sunflower Alliance 821229 abllen 
for stay of proceedings pending Sixth Circuit Court of 
Appeals litigation of Sunflower petition re psychological 
stress contention, Irreparab le injury not shown 
BLOCH.P B Atomic Safety and Licensing Board Panel. 83/OI/Of 
Bunf lower Alliance Ip 16664 033. 24X Flche 90-440. 03/Ol/OL 

6301090119 


6301070301 Advises that applicant cannot state whether straligy will Is 
to rely on strength of containment as line of defense 
against hydrogen explosion, in response to ASLB 821223 
aiemorandum b order Sve list end 

SILBERO,U.E Shaw, Pittman. Potts b Trowbridge SILOERO.J E 
Cleveland Electric Illuminating Co 83/01/04 BLOCH.P. 0.. 

KLINE.J R . BRIOHT.O 0 Atomic Safety and Licensing Board Pinel 
2pp 16689 336, 24X Flche 50-440,83/01/04,8301070301 


8301060171 Advisee that NRC will file responses to OH Citlisns for 
Responsible Energy Interrogatories b ASLB questions by 
830204 

CUrCHIN.JK Hearlny Branch 4 83/01/05 BLOCH.P. B , CRtCHT.D 0 , 

KLINE, J R Atomic Safety and Licensing Board Panel ip. 16600 03? 
24X Flche 90-440,83/01/09,8301060171 


8301070297 Advises that NRC will not file formal answtr to appi leant 
081230 motion to compel Sunflower Alliance to answer 
certain of applicant third set of discovery requests, unleti 
ASLB requests such answar Dispute does not Involve NRC 
CUTCHIN.J.M Hoaring Branch 4 03/01/06 BLOCH.P B , BRIOHT.O 0 . 

KLINE, J R Atomic Safety and Llctnslng Board Panel. Ip 16686 024 
a4X Flche 00-440,03/01/06,8301070297 


B301t<X)104 Motion for reconsldaretion of ASLB 821222 memorandum b srder 
granting NRC 821029 motion for lummary disposition of Issue 
3.NRC motion should be granted In entirety Certificate of 
Bve and. 

aiLBERO.JE. Cleveland Electric Illuminating Co 8ILBER0,dC 
Shaw. Pittman, Potts b Trowbridge 03/01/06 Atoailc Safety eat 
Licenslna Board Panel. 16pp 16703-299 24X Flche. 90-440. 83/01/06. 

8301100104 


S30I1202SO Requait* to make limltad appearance statement at (X. heerizi) 
BASBiJ Affiliation Unknown 03/01/06. Atomic Bafaty *011 
Licensing Board Panel. Ip 16773 362. 24 X Flche- 50-440, 03/01/06. 

8301120250 


8301120292 Requasta to maka limited appaerance statement at OL 
haaring. 

TIOMAN, R. £. Affiliation Unknown. 83/01/06 NRC - No Pstailld 
Affiliation Oiven. Ip 16774’ 209. 24X Fi chf 50-440. 03/01/04, 

8301120292. 


8301130120 Requests to make limited appearance statement at htarlnll 
SABS, 8 Affiliation Unknown 83/01/06 Atomic Safety end 
Licensing Board panel Ip. 16795 315 24 X Flche. 90-440,03/01/06. 

0301130120 
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BOOiliDOS? Advitet that NRC ulll provide ansuert to DM Citiiant for 
Raiponalblr Energy Interrogatories di-*5> 6— 12< !>— 13j 6-2d> & 

&-30< since NRC may rely upon containment strength as defense 
against hydrogen explosion 

CUrCHINiJ M Hearing Branch 4 B3/01/07 BLOCH, P S , BRIGHT, 0 , 

KLINE, J R Atomic Safety and Licensing Board Panel Ip 16743 33B 
24X Fiche 30-440,63701/07,6301 11005'? 


8301120527 Hlthdraual of Q51230 motion to compel discovery from 
Sunflahier Alliance, Inc Response received Certificate of 
Svc end 

GILBERO, J E Cleveland Electric Illuminating Co SILDERO.J E 
9hau, Pittman, Potts & Troiubrldge 83/01/07 Atomic Safety and 
Licensing Board Panal 3pp 16776 139 24X Ficha 50-440,83/01/07, 

B30tlS0S27 


S30tiSO321 Motion for clarification of ASLB 830104 memorandum i, order 
denying Intervenor motion for stay of proceeding pending 
judicial review of Commission statement of policy re 
psychological stress issues Certificate of Svc encl 
HtATT>8 L Ohio Citizens for Responsible Energy 83/01/07 
Atomic Safety and Licensing Board Panel 4pp 16774 267 24X 

Fiche 50-440,63/01/07,8301120321 


B301130067 Requests to mate limited appearance statement at OL 
hear ing s 

COTTON, J P Affiliation Ontnown 83/01/08 NRC - No Detailed 
Affiliation Given Ip 16793 207 24X Fiche 50-440,83/01/08, 

8301130067 


8301130074 Requests to mate limited appearance statement at OL 
haarlngs 

CHAQJ^? Affiliation Unknown 83/01/08 Docketing t, Gcrvices 
Branch Ip 16793 208 24X Fiche 50-440, 03/01/00, 8301 130074 


8301130063 Requests to make limited appearance statement at OL 
htarlngs 

TROKE, P Affiliation Unknown 83/01/0? NRC - No Detailed 
Affiliation Given Ip 16793 203 24X Fi Che 50-440, 03/01/09. 
830(130063 


8301180050 Motion for summary disposition of Issue 9 re exposure of 
polymers to radiation No genuine issue of matl fact exists 
h NRC entitled to favorable decision Statement of matl facts 
enc I 

CUTCHIM.J M Hearing Branch 4 83/01/14 Atomic Safety and 

Licensing Board Panal Spp 16833 105 24X Fiche 50-440,83/01/14, 

esoiiaooso 


— 33Dli8D066 Affidavit of JE Kennedy supporting summary dlipositlon of 
Issue 9 Surveillance & Malnt Program will detect age-related 
degradation of safety-related equipment before problem 
arises M/prof quel 1 f icationi l< Certificate of Bve 
KENNEDY.O E Equipment Oual 1 f Uat Ion Branch 83/01/12 30pp 
16B33 113 24X Fiche 30-440,83/01/14,8301100050 


8301180189 Requests to make limited appearance statement at OL 
hearings 

CALDEfl.L , LAUTH, R . NIZNIK,E Affiliation Unknown 83/01/17. 
Atomic Safety and Licensing Board Panel Spp 16831 244 S4X 
Fiche: 50-440, B3/01/17, 8301100189 


B3012I0135 Answer supporting applicant 630106 motion for 
racons 1 darati on of A9LD admission of four new QA issues In 
ruling on NRC 821029 motion for summary disposition of Issue 
3 Certificate of 8vc encl 

CUTCIiIN,jri Hearing Branch 4 03/01/19, Atomic Safety and 

Licensing Board Panel Bpp 16877 177 24X Fiche 50-440,83/01/19, 

8301210135 


8301240114 Answer opposing OH Citizens for Responsible Energy 830107 
notion for clarification of A8L0 830104 memorandum h order 
Commlsilon Statement of Policy prevents entertaining t, 
deciding psychological stress 1 ssues , H/Ccr 1 1 f Icate of Svc, 

CUTCHIN.J M Hearing Branch 4 83/01/21 Atomic Safety and 

Licensing Board Panel Bpp 16890 341. 24X Ficha. 30-440, 83/01 /SI, 

8301240114 


8301260329 Reply opposing applicant 830106 motion for rac oniidarat ion 
of ABLB 821222 Memorandum L Order on summary disposition of 
Issue 3 Decision consistent y/prcvlous declarations on scope 
of Issue 3 Certificate of Svc end Related correspondence 
HIATT. 8 L. Ohio Citizens for Responsible Energy 83/01/21. 

Atomic Safety end Licensing Board Panal 69pp 16909,212 24X 

FItha 50-440.83/01/21,8301260329. 


8301260467 Brief opposing applicant motion for raconsldaratlon. Nexus 
between Feb 1978 Stop Work Order ti current OA problems 
established Burden of bldg plant that compiles u/lOCFRSO 
doss not shift to Sunflower Proof of Svc end 

UILTrO D Sunflower Alllence HILT. D D Hilt. 0. D. 83/01/21. 
Atomic Sefety and Licensing Board Panel 4pp. 16911:326, 24X 

Ficha- 50-440, 83/01/81, 0301260467 


Q30I27036S Requests to make limited appearance statement at OL 
h earing s 

ROBINSON. S Affiliation Unknown 83/01/22 NRC - No Detailed 
Affiliation Given Ip 16935 273 24X Fiche 50-440,03/01/28. 

0301270365 


8301270410 Requests to make limited appearance statement at QL 
hearings. 

RUDD, C C. Affiliation Unknown 03/01/22 Docketing U Services 
Branch Ip 16935 270 a4X Fiche 50-440,03/01/22.8301270410 


B301260392 Memorandum & Order denying Oil Citl tens for Reipenslble 
Energy 830107 motion for clarification of ASLB 830104 
riamoranduffl b Order on psychological stress Issue Issue not 
ripe for adjudication 

BLOCH, P B Atomic Safety and Licensing Board Panel 83/01/24 Spp 
16910 030 24 X Fiche 50-440.83/01/24,8301260392 


B3012703B1 Answer opposing OMCltiiens for fiesponsitle Energy 830107 
motion for c 1 arl f lea t ion of ASLB 030104 Hemorandum 4, Order 
Motion it motion for reconsideration (. la untimely 4. w/o 
merit Certificate of Svc encl 

BILBEROiJ E Cleveland Electric Illuminating Co SlLSEROiJ E 
Bhaw, Pittman, Potts h Troiubrltfoa 03/01/24 Atomic Safety and 
Licensing Board Panel Bpp 16929 355 24X Fiche 50-440,83/01/24, 

0301270301 


8301260351 Advises thet time far Commission to revieu ALAB-706 
expired. Comml salon declined review Decision became final 
agency action on 830124 

CHILK.S U Office of the Secretary of the Commission 03/01/25 
Cleveland Electric Illuminating Co Ip 16910 029 24 X 

Fiche 50-440,03/01/25,8301260351 


8301200246 Erratum to ASLB 821223 notice of ABLB reconstitution ASLB 
Number is 01-457-04 OL.not 83-480-01 CPA as shown 

COTTER. B P Atomic Safety and Licensing Board Panel 03/01/86 ip 

16961 190 24X Fiche 50-440, 83/01/26, 0301 200246 


830128016? Forwards GER Buppl 2 (NOREO-OGB7) U/o end 

CUTCHIM.J M Hearing Branch 4 83/01/27 BLOCH, P B , BRIGHT, 0 0 , 

KLINE, J R Atomic Safety and Licensing Board Panel Ip 16962 063 
24X Fiche 50-440.83/01/27,0301200169 


H Denara 1 correspondence 


0207180050 FOIA request for documents re labor unions sines 1779 8. 
documsnti re const defects. .TbsI gn errors or QA problems 
involving LK Comstock Co since 1970 

BAHICKI.S G Newi-Hsrald Willoughby, OH B2/08/18 FELTON. J 
Division of Rules and Records Ip 16837 350 24X 

Fiche 50-440,82/08/18,8207180050 


O Inspection repoTts, IE Bulletins t, correspondence 


9301 100090 Responds to FQIA request for 12 categories of documents re 
facllttlei Repts re MARCH code may be purchased from NTI8 
Forwards documents listed in App A. Saarch for Items 3, 6, 7, 9, 

11 ti 12 Identified In request continuing 

FELTOH, J M. Division of Rules and Records. 82/12/07 HIATT, SL 
Ohio Citizens for Responsible Energy Spp 16754.003 24X 

Fiche 50-000,02/12/07,8301100050 


— 8301100212 Advises that encl IE Bulletin 78-03. "Potential Ezplosive 
Gas Mixture Accumulations Associated H/6WR Offgas 3ys 
Operations." has been sent to listed licensee for action/ 

Info 

PAPPAG, H Region 3, Chicago, Office of the Director 78/02/10 
Division of Reactor Construction Inspection 3pp 16754,187. 84X 

Fiche 50-000,92/12/07.0301100050 


—8301100237 Forwards IE Bulletin 70-03, "Potential Explosive Oes Mlxtur 
Accumulations Associated W/BHR Offgas Sys Operations " 

No writtan rasponse raqulred H/o encl 

KEPPLER, J. 0 Region 3, Chicago, Office of the Director 78/02/10 
DAVIDSON, D.R Cleveland Electric Illuminating Co. tp, 

16754. 198 24X FI chi, 50-000, 82/12/07,0301100050 


8208190269 IE Info Notice 82-51, "Over exposures in PUR Cavities " flve 
list encl. 

DEYOUNG, R C Director's Office, Office of Inspection and 

Enforcemant. 82/12/21 Consolidated Edison Co of New York, Inc 
lltpp 1668? 239. 24X Fiche, 90-000. 02/12/21, 8208190269 


G2120603S1 IE Info NobUa 82-52, "Equipment Environ Qualification 
Testing Experience — Updeting of Test Summaries Previously 
Published in IE Info Notice 81-2? " Svc list encl 
JORDAN, E. L Division of Engineering 1 Quality Assurance IPre 
830103), 92/12/21 Consolidated Edison Co. of New York, Inc 

llSpp, 16691 088 24X Fiche- 50-000, 82/12/21,8212060351. 
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8212060350 IE Info Notice 02-53. '’Main Transformer Failures at North 
Anns Nuclear Power Station " Sv< list end 

^>ORDAN. E C Diviiion of Enqineering 6 Quality Assurance <Pre 
B30I03) 02/(2/22 Consolidated Edison Co of Neu Yorti Inc 

llApp 16758 017 24X Fiche 50-00(5.02/12/25.0212060350 


0208190275 IE Info Notice 92-54. "Mbs ti nghous e NBFD flelay Failures in 
Reactor Protection Sijs " Svc list etic 1 

JQRDAN.E L Olvlsion of Englneenn;) St Quality Ass-urance (Pro 
830103) 82/12/27 Consolidated Edison Co of Neu York. Inc 

llOpp J6962 137 24X Ficho 50-000.82/12/27.0208190275 


8208190273 IE Info Notice 82-S5> "Seismic Qua 1 1 f 1 cat i on of Meetinghouse 
An Relay (f/Latch Attachments Used In Wes t Inghcuse Solid 
State Protection Sys ” Svc list end 

J0R8AN.E L Division of Engineering it Quality Assurance (Pre 
830103) 82/12/28 Consolidated Edison Co of Neu York. Inc 

109PP 16868 014 24X Fiche 50-000.82/12/28.0208190273 


8301040347 Foruardl sample prekiminary preservice insg documentation 
package for RHP sijSiL.oop C. riaometric 3-16 ). represent Ing 
final documentation to meet ASME Section XI base line piping 
eiams M/o encl 

DAVIDSON. D R Cleveland Electric Illuminating Co 02/12/29 
YDUNOBLOOD. B J Ui censing Branch 1 Ip 16640 204 24 X 

Ficho 50-440. 82/12/29, 0301040347 


8212060354 IE Info Notice 82-56, "Robertshaw Thermostatic Floui Control 
Valves " Svc list end 

JORDAN. E L Division of Engineering & Quality Assurance (Pre 
830103) B2/1Z/30 Cons 0 1 1 dat B if Edison Co of New York. Inc 

lllpp 167SB 137 24X Fiche 50-000,82/12/30,8212060354 


0301100055 Responds to FDIA request for all documents re labor unions t« 
strikes since 1979 te documents re const def ec ts. des ign 
errors or OA problems involving LH Comstock Co since 19B0 
Forwards app Documents 1.2 St 4 Document I1I-4 In LPDR 
FELTON. J N Division of Rules and Records 63/01/12 BAWICKI. S G 
Neus-Herald Willoughby. OH 3pp 16837 351 24X 

Fiche 50-440,83/01/12.8301180055 


— 8301180056 Bubmits record of telcon notifying of union contract 
eipiration Pai nters. concrete workers & iron workers on 
strike pending new contract 

« SRI international B2/0S/03 Division of Project S< Resident 
Prograns Ip 16037 354 24X Flehe 50-440.03/01/12.8301180053 


— 8301180059 Submits record of telcon re inadequate cable tray support 
■ys Required 45-degTee weld level not met uhen inspected by 
owners quality group 

« Cleveland Electric Illuminating Co 02/04/30 Division df 
Project t< Resident Programs Ip 16837 355 24X 

Flehe 50-440,83/01/12.8301180055 


— 63011B0062 Notifies of allegations received from news media Tuo areas 
of Reactor Bldg 3 biological shield have no concrete h steel 
crack covered up In Reactor Bldg J Meld techniques also in 
question 

WARABITO, n J Office of Public Affairs Bl/12/03 HARNtCK.R 
Region 3. Chicago. Office of the Director (81/03/01) Ip. 

16037 356 24X Fiche 50-440.83/01/12.8301180055 


5 Reportable occurrences. LERs t, related correspondence 


8301070306 Interim deficiency rep t re potential failure of -Class IE 
circuits in Transamerica DeLaval.Inc standby diesel 
generator syi Initially reported on BSl 123 Initial review 
determined circuits acceptable Final rept expected 830330 
EDELtlAN.HR Cleveland Electric Illuminating Co 82/12/22 
KEPPLER, J Region 3. Office of Director Ip 16686 093. 24X 

Fiche 50-440,02/12/22.9301070306 


8301170227 Interim deflilsncy rept requesting extension for completion 
of turbocharger lubricating oil sys due to defective code 
piping welds in standby diesel generators Extensions for 
lube oil tubing scheduled for Jul t. Sept 1903 
EDELMAN, H R Cleveland Electric illuminating Co 93/01/06 
KEPPLER.d 0 Region 3. Office of Director Ip 16010 364 24X 

Fiche 50-440.83/01/06,0301170227 


030117026) Interim Deficiency Rept RDC 45(82) re relocation of governor 
lubrication oil cooler on diesel generator Extenalon of 
corrective actlan requested to prevent damage during repair 
of Deficiency RDC 52(82) re code pipe welding 
EDELMANi M R Cleveland Electric Uluislnatirag Co 63/01/06 
KEPPLERjJ 0 Region 3. Office of Director. Ip 16810 069 24X 

Fiche 50 -440. 83/01 /06, 830 1 1 7026 1 


8301210217 Final Deficiency Rept RDC 46(02) re design of control red 
drive hydraulic piping sys in stress analysis Initially 
reported on 820209 Caused by support design deficiency 
Insert & withdrawal piping It support design modified 
EOELNAN. K R Cleveland Electric Illuminating Co 03/01/11 

KEPPLEft. J 0 Region 3. Office of Director 3pp 16072 046 241 

Fiche 50-440,83/01/11.8301210217 


0301280522 Final Deficiency Rept RDC 17(00) re Cut lei — HaminpT ootoi 
control ctrs Saf ety~ra la ted starters u/unqua 1 if i ed wire 
returned to vendor for rework Units returned to site 6 
installed All splice plate carnage bolts replaced 
EOELHAN. H R Cleveland Electric Illuminating Co 83/01/18 

KEPPLEft.J 0 Region 3. Office of Director 2pp 16954 3S4 

Fiche 60-440,83/01/18.8301280222 


B3O120O17B Final deficiency rept re loose CR2940 tandem black switch 
assemblies supplied by GE for use in power generation 
control complex Initially reported on 010626 Loose screws 
retightened to torque value of 8-9 Inch lb 

EDELNANi H R Cleveland Electric Illuminating Co 83/01/21 

REPPLER.J 0 Region 3, Office of Director 2pp 16962 103 241 

Fiche 50-440,03/01/21,0301200170 


T Hearing transcripts on non-an t i trust matters 


0301070087 Transcript of 030105 telcon re scheduling matter* for OL 
proceeding in Detheada. MO Pp 779-004 

e Atomic Bafetg and Licensing Board Panel 83/01/05 29pp 
16607 265 24X Fiche 50-440,03/01/05,8301070087 


V Operator Examinations 


0212220443 Generic Ltr 02-38 to all power reactor 1 icensees. app 1 Icanti 
for OLi NSS h reactor vendors 6 AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 83D2II re operator licensing Bve list end 
EISENHUT, D 0 Division of Licensing 02/12/22 Comal Idaicd 

Edison Co of New York, Inc 12pp 16601 072 24X 

Fiche 50-000,02/12/22,8212220443 


0301120070 Generic Ltr 03-01 to power reactor licensees {< applicanti 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
851231 for listed categories Svc list end 

EISENHOT.DO Division of Licensing 83/01/11 ConsDlldated 

Edison Co of New York, Inc llpp 16893 243 24X 

Flehe 50-000,03/01/11,0301120079 


DOCKET 50-443 SEAOfiOOK NUCLEAR STATION- UNIT 1 


A Application/construction stage documents 6 correspondence 


0301030322 Summary of 821216-17 site meetings w/u 1 1 1. Uni ted Englnetri I 
Constructors, SAPL, Harman & Meiss, State of NH & Coastal 
Chamber of Commerce re projected fuel load date 
Viewgraphs encl 

klR£ELER,L L Licensing Branch 3 82/12/16 Licensing Branch 3 

47pp 16654 205 24X Flehe 50-443.02/12/16.8301030322 


8301050001 Forwards revised FSAR pages modifying compasitlan of 
operating shift crews Changes will be incorporated in future 
FSAR amend 

DEVINCENTIS, J Yankee Atomic Electric Co DEVIWCENTIB, J Public 
Berviee Co of New Hampshire 02/12/20 KNIOHTON, 0 W Licensing 
Branch 3 Spp 16664 040 24X Fiche 50-443,02/12/20,8301090001 


0212O6O3S6 Generic Ltr 82-30 to all 1 ic ensee* . appl 1 cants for DL l> 
holders of CPs re filings concerning 10CFR50 production l< 
utllliatlon facilities Current listing of branch a si ignment s 
for nuclear reactor projects it svc list encl 

EISENHUT, D 0 Division of Licensing 02/12/28 Consolldatid 
Edison Co of Neu York, Inc llpp 1 6660 001 24X 

Fiche, 50-000, 82/12/28, 0212060356 


0301030098 Forwards Hydrologic t. Geotechnical Engineering Branch, 
Request for Addl Info 240 42 re documentation of MHS cooling 
tower performance to assist in review of OL application 
Response requested by 830)10 

KNIOHTON, 0 W Licensing Branch 3 02/12/28 TALLMAN.WC PdblH: 

Service Co of New Hampshire 3pp 16614 259. 24X 

Fiche 50-443,82/12/20,8301030098 


8301050046 Requests author i lat ion to util lie Dayton Bar Grip 8ys 
Forwards "Rept on Mechanical Splicing it NDE of Reinforcing 
Oars Spliced by 8MA0E Method for NRC Approval," in support 
of request 

DEVINCENTIS, J Yankee Atomic Electric Co, DEVINCENTIS, J Publif 
Service Co o f New Hampsh ir e 02/12/20 KNIGHTON, 0 W LieenslfiJ 
Branch 3 2pp 16662 141 24X Fiche 50-443.02/12/28,8301050046 



DOCKETED ITEMS 


343 


>1050055 "R*pt on Mechanical Spile inj & NDE of SBinPoPCing Dors 
Spliced fcg 5MA0E Method for NRC Approval '' 

* United Engineer* k Constructor*, fnc (sub* of Ragtheon Co ) 
S2/ll/a0 20dpp 14662 143 24X Flche 50-443,82/12/38. 

S3ai090<>4& 


13094S Foruiard* discussion or specific areas of importance in an&I 
14 4 (17701 that should be addressed In response to 
5E0-0612, "Control of Haavt| Loads " Rev to 030724 
bfiittal reitueited ulthln 10 dags 

KSHTON-O H Licensing Branch 3 02/12/20 TALLMAN. H C Public 

pvlc* Co of New Hampshire 5pp 16797 35S 24)( 

Che 5D-443> 02/12/20, 8301 12094 5 


100D77 Informs that eiperience requirements of Independent Safetg 
pineering Oroup members revited Change ulll be 
corporated into FEAR in future amend A3LB svc list encl 
WIKCENTIB.J Yantee Atomic Electric Co DEVINCEMT1&, J Public 

pvice Co of Neu Hampshire 03/01/05 KNIGHTON. 0 W Licensing 
4 *nch 3 3pp 16702 360 24 X Flche 90-4 43,83/01/05,0301100077 


120165 Advise* that NLfREO-0612. "Control of Heavy Loads." will be 
vised bg 630301 to include addl Info requirement* 
ocuised in 031220 telcun. In response to NRC 821220 1 tr 
VINCENTIS.U Vantee Atomic Electric Co DEVINCENTIS, J Public 
rvlee Co of New Hampshire 03/01/06 KNIGHTON, G W Llcenainp 
anch 3 Ip 16776 176 24X Flche 50-443,03/01/06. 0301120 105 


S20106 Submit* responses to F0AR open Items in SRP 13 5 ro 
□cedures k tests, per 621014 memo Revs to be incorporated 
upcoming FBar amend 

VINCENTIB. U Yankee Atomic Electric Co DEUINCENTIS, J Public 
rvlee Co of Nsu Hampshire 03/01/07 KNIGHTON, 0 11 Licensing 
«nch 3 3pp 16776 170 24X Flche 50-4 43,03/01/07,0301120106 


130010 Forwards response to open items discussed u/Power Sg s Dranch 
021230 meeting No electrical intercnnnoc tlona between 
dundant dlvs identified 

VINCENTie.U Yankee Atomic Electric Co DEVINCENTIS, J Public 
rvlee Co of Neu Hampshire 03/01/07 KNIOHTiBN, 0 11 Ltcensing 
anch 3 17pp 16771 130 24X F iche SO-443, 03/01 /07, 8301 1 30010 


SS0310 Forwards responses to open items of 8RP discussed at 
10110-12 meetings 

NOATE, H E Public Service Co of Neu Hampshire 83/01/14 
IICHTON. 0 U Licensing Dranch 3 29pp 16B77 171 24X 

Ch* 30-443.83/01/14,0301250310 


250420 Forwards responses to listed open Items discussed at BSOlla 
eting Responses to be Incorporated in future amend to 
application 

VIHCENria, J Yankee Atomic Electric Co DEVINCENTIB. J Public 
■rvlee Co of New Hampshire 63/01/20 KNIGHTON, 0 N Licensing 
anch 3 86pp 16097 17B 34X Flche 50-443,63/01/20, 0301250420 


250229 Forwards revised P8AR Section 3 9(D) 2, in response bo open 
.en re steady state k operating transient vibration Revised 
iges will be included In OL ap p 1 icat ion, Amend 4B 
VINCENTIS.J Yankee Atomic Electric Co DEVINCENTIS. J Public 
iTvlcc Co of Neu Hampshire 03/01/21 KNIGHTON, 0 W Licensing 
•anch 3 4pp 16676 223 24X Flche 50-443,03/01/21,0301350227 


250346 Provides responses to open item SAP 12 3 2, 12 3 4 h i 2 5 1 , 
ir 030110-12 meeting u/Rad lolog lea 1 Assessment Branch Enel 
)tt-Accident Dose Engineering Manual developed In response 
i NtrREO-07a7, Item II 0 2, "Plant Shielding " H/o encl. 

IVINCENTIS, J Public Service Co of Neu HampsM re 83/01/21 

4(OHrON, 0 W Licensing Dranch 3 3pp 16677-206 24X 

Iche 90-443, 03/01/21.6301250346 


i3l0137 Informs that 620617 commitment not to trip listed Train D 
>ads upon dlssel engine start will be Incorporated into 
send 47 to OL application 

IVIMCENTIS.d Yankee At oiTilc Electric Co DEyiNCENTIS. J Public 
ervice Co of Neu Hampehire 83/01/24 KNIOHTDN.O W Llcensirifl 
'anch 3 2pp 16969 026, 24 X FI che 50-443, 03/01 /24, 0301310137 


1270412 Forwards responses to remalnihg open items in 
sstrumentatl on t. Control Branch revl eu Response s submitted 
s form of revs to prevlouilg submitted meeting nates 
EVlMCENTlS.vf Yankee Aiocnlc Electric Co DEVINCENTIS, J. Public 
erviCB Co of New Hampshire 83/01/25 HNIOHTON.O.U Licensing 
ranch 3 12tpp 16732 235 24X Flche 50-443,03/01/25,8301270412 


1270425 Responds to open item re Inadvertent boron dilution event 
7P requirements of Section IS 4 6 will be met through plant 
odsiTech Spec changes & addl transient analysis where 
aCBSsary 

EVINCENTIS, 0 Yankee Atomic Electric Co DEVINCENTIS, J Public 
arvlct Co. of New Hampshire 03/01/25 KNIOHTQN, O N Licensing 
ranch 3 2pp 16939 355 24X Flche; 90-443. 83/01 /2S, 0301270429 


B30131012S Forwards responsos to Power Sys Branch open Items 
identified at 030118 meeting Nontef et y-rela ted load* to 
safety-related batteries discussed 

OEVINCENTtS, J Yankea Atomic Electric Co DEV INCENTIS, J Public 
Service Co of Neu Hampshire 03/01/26 KNIGHTON, 0 W Licensing 
Branch 3 3pp 16765 084 24X Fiche 50-443.03/01/26.0301310125 


0301310133 Forward* response to Procedures & Test Review Dranch Request 
for Addl Info 640 8 re accident analysis assumptions Request 
ulll be Incorporated into F6AR in Amend 47 to QL 
application 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIB. J Public 
bervlce Co of Neu Hampshire 83/01/26 KNIGHTON, 0 W Licensing 
Branch 3 3pp 16765036 24X Fiche 30-443,83/01/26,0301310133 


D NRC Draft/Final Environmental Statemonts, suppls k correspondence 


8301050031 Advises that FES approved for publication EPA staff high 
stds 6 professionalism praised L assistance appreciated 
EISE(fHVT, D G Division of Licensing 02/12/16 SUTTON, L A 
Environmental Protection Agency 2pp 16601 015 24X 

Flche 90-443, 82/12/16,8301090031 


8301040090 Foruards FR notice of availability of FES Statement Includes 
discussion k disposition of problems S. objections raised by 
f edera 1 , state k local agencies L members of public N/o encl 
KNIGHTON, 0 N Licensing Branch 3 82/12/20 Outiel L Kass app 

16655 272 24X Flche 90-443,02/12/20,0301040050 


B301040056 Forwards FES including discussion 6 disposition of 
problems L objections raised by federal, state !■ local 
agencies or officials k members of public N/o encl 
KNIGHTON, 0 H Licensing Branch 3 02/12/20 14660,0 M 

Cormerc e, 6ep t of. National Oceanographic h Atmospheric 
Administration 5pp 16655277 24X Flche 50-443,62/12/20, 

03OIO4OOS6 


0301040131 Forwards FES U notice of availability uhlch has been 
forwarded to Ofe of FR for publication W/o encl 

KNIGHTON. G W Licensing Branch 3 02/12/20 TALLHAN, W C Public 

Service Co of New Hampshire 3pp 16666-311 24X 

Flche 50-443.02/12/20,8301040131 


03D1O5D176 Foruards FES & notice of issuance L availability FES 
includes discussion 6 disposition of problems raised by 
federal. state G local agencies U/o end 

KNIOHTDN.GH Licensing Branch 3 02/12/20 NILEON.K 

Environmental Protection Agency 2pp 16669 34S 24X 

Flche 50-443.92/12/20.0301050176 


0301100042 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION OF 
SEABRQDK STAT ION, UNITS 1 AND 2 Docket No* 90-443 And 
50-444 (Public Service Company of New Hampshire, et al k 
e Office of Nuclear Reactor Regulation, Director NUREO-0679 
82/12/31 524pp Available at NRC 413 00 167S0 001 24X 

Flche 50-443,88/(2/31,0301100042 


630I06G343 Advises of no comment* on FES For facilities Name should be 
removed from NRC list of addressees, due to Inability to 
provide formal technical review 

CANNY, J Transportation. Dept of 03/01/03 NOVAK, T M Assistant 
Director for Licensing Ip 16670 259 24X Flche 90-443,03/01/03, 

0301060343 


8301070107 Verifies official filing of EtS, received on 021221 Notice of 
availability scheduled far publication In 021230 FR Public 
review period scheduled to terminate on 030131 
WILSON. K L Environmental Protection Agency 03/01/03 
WHEELERiL L Office of Nuclear Reactor Regulation, Director Ip 
166B7 240 34X Flche 50-443,03/01/03,0301070107 


8301100009 Comments on FEB Supports Issuance of CL for startup L 
operation of facilities 

SOTTQNjL a Environmental Protection Agency 03/01/13 
WHEELERiL L Office of Nuclear Reactor Regulation. Director Ip 
16633- 150 24X Flche; 90-443, 03/01/13. 0301100007 


E NRC Safety Evaluation Report (3ER), suppls L correspondence 


8301070327 Notification of 021017-030131 meetings w/utll In OethesdajMD 
to discuss remaining requirements to be met prior tn 
publication of 6ER Date of meeting extended 
WHEELERiL L Licensing Branch 3 82/12/23 KERRIGAN, J D 

Licensing Branch 3 3pp 16675 357 24X Flche 50-443. B2/12/23, 

0301070327 
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93D1130157 Eoru^rdf far neeting w/dppl leant: b flRC technical 

r«vl*uir> to rosalve lubstantiat tiuoiitier of SEA open Items 
before scheduled 930310 puhlltabion 

NCVAKi T M Aislibant Director for Hceneing 83/01/07 ERNST, M L 
□ ivieion of Safety Technology HNIOHTrJP Assistant Director for 
Comp i Structure* Enjlneerlng (Pro 8302011 JOKNSTONi W V Aisistont 
Director for Hatls fc Oua 1 1 f Engineering {pro B30201) 3pp 
1&797 360 24X Flche 30-^143, 83 /01 /07i 830 1 1 301 37 


8301S40212 Request* full mg t support to resolve substantial number of 
open items prior to SER publication 

NOVAK, TM Assf*tant Director for Licensing B3/0I/12 

TALLHAH, H C Public Service Ce of New Hampshire 2pp 16893 325 

24X Flche 30-443183/01/18.6301340212 


8301350606 Forward* suppl to 621118 response to Open. Item BRP 6 2 1 re 
containment differential pressure resulting from inadvertent 
operation of containment spray 

DEVINCENriB, J Yankee Atomic Electric Co DEWINCENTIS, J Public 
Service Co of Neu Hampshire 83/01/21 KNIGHTON, 0 Pi Licensing 
Drench 3 3p p 16904 355 24X Flche 50-443.83/01/21,8301230606 


F Security, medical, emergency L fire protection plans 


8301100413 FOIA request for fourteen categories of documents re safety 
at facilities 

SHOTMELL, 3 A Massachusetts, Gominanueal th of, 82/11/03 
Division of Rules and Records 4pp 16755 OA? 24X 
Flche- 50-443, 88/11/03, 8301 100413 


B2I20604S7 AN INDEPENDENT ASSESSMENT OF EVALUATION TIME ESTIMATES FOR A 
PEAK POPULATION SCENARIO IN THE EHERGENCV PLANNING ZONE OF 
THE SEASROOK PONER 5 TAT I ON 

HOELLER.M.P , KCLEAN.M A , UR8ANIK. T Battelle Memorial Institute, 
Pacific Nurthuest Laboratorv EfN 0-2311 NURE 0/08-2903 62/11/30 

Division of Emergency Preparedness fPre 630I03I 67pp Available 
at NRC «S SO 16346 109 24X Flche 30-4 43,82/11/30,62120604 57 


8301100418 Respond s to FOIA request for fourteen categories of 
documents re safety at facilities Forwards documents listed 
in App A NUREO/Cft-2930 b NUREO/CB-2239 available in PDR 
FELTON, JM Division of Rules and Records 82/12/10 SHOTNELL.J A 
Massachusetts, Commonwealth of. 2pp 16735 053 24X 

Fiche 30-443,82/12/10,6301100418 


— 8204010035 “Demographic it Vehicular Demand Estimates for Evacuation 
Analysis of Seabroot Station " 

KALTMAN, H Siting Analysis Branch 82/02/28 200pp 16753 335 

84X Flche 50-443.82/12/10.6301100418 


— 0301100429 Discusses joint Seabrook/Nsw England Pouer Project ASLAO 
conclusion that plan for possible evacuation or protection 
of general public outside emergency planning lone In event 
of accidental release not needediper lOCFRlOO 

LIBARKINiM N ACRS - Advisory Committee on Reactor Safeguards 
77/06/27 MOELLER, D W. ACRS - Advisory Committee on Reactor 
Safeguard* 3pp 16756 196 S4X Fiche 50-443, 82/12/ ID, 
8301100419 


8812060349 Otnerlc Ltr 82-33 to all llcenaaet of operating reactors, 
applicants for OL b holders of CPs re Suppl 1 to NUREG-0737. 
"Requirements for Emergency Response Capability " 

NUREO-0737, Buppl 1 & sve list end 

EISENHUT.D 0 Division of Licensing 82/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 800 24X 

Flche 50-000.82/18/17,8212060349 


6212220445 Osneric Ltr 62-39 to all reactor licensees, CP holders b 
applicants for CPs ra problems w/submi t tals of 10CFR73 81 
safeguards Info for licensing review Procedures re 
transmittal of Info outlined Sve list end 

£16EhWr,0 0 Division of Licensing 82/12/28 Consolidated 
edlson Co of New York. Inc 13pp 16690 021 84X 

rich* 90-000,82/12/22,82122804 4 5 


8301100069 Notifies that emergency plan eierclie scheduled for wk of 
640516 

DEVINCENTIS, J Public Service Co of New Hampshire 83/01/04 
KNIOHTON.O H Licensing Branch 3 Ip 16703 016 24X 

Flche 90-443,83/01/04,8301100069 


8301210346 forwards responses to open Items In BRP Sections 2 3.3, 
NURE<S-0654 re miteorology, 6 8 4, ’’LOCA During Containment 
Purge." 6 3 9, "Small Break LOCA" b NOBeO-0737, Item 11 8 1, 
per 630110-12 meetings 

DEVINCENTIS, J Yankee Atomic Electric Co. DEVINCENTIS, J Public 
Service Co of Nsu Hampshire 63/01/16 KNIGHTON, 0 N Licensing 
Branch 3 lapp I6B74 043 24X Ftch e, 50-443. 83/01/18. 8301210246. 


6301310140 Forwards revised FSAR Page 13 5-31 providing maaris at 
retrieving hard copies of annunciator sys response 
procedures Rev will be included in future amenif to OU 
app 1 icat ion 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTlg. J Puhllt 
Service Co of New Hampshire 63/01/1? KNIGHTON, O U Licinslnl 
Branch 3 3pp 16965 020 24X Flche 50-443.63/01/19,9301310140 


8301250251 Responds to open items discussed ui/fire protectlo'n stai^ 
630111 b 19 meetings Response will be included in amend to 
OL application 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCENTIS. J fubl** 
Service Co o f New Hampsh ire 83/01/21 KNIONrON.GU Licensirg 
Branch 3 24pp 16897 130 24X Fiche 50-443.03/01/81,8301850251 


0 Adjudicatory correspondence 


8301160359 Request of Qrenttuood, NH to participate as Interested 
munldpelity per 10CFR2 7i5<cl Certificate of Sve end 
VAHEY.M J , STEVENB, D J , HITT. L A Brentwood. NH 82/12/14 
Atomic Safety and Licensing Board Panel 2pp 168SS 023 24X 

Flche 50-443.82/12/14,8301180359 


8301 1BD266 Request of Hampton.NH to participate as interested 
municipality per 10CFR2 715(cl Certificate of Sve end 
a Hampton.NH. 82/12/15 Atomic Safety and Licensing Board Panel 
2pp 16829 025 24X Fiche 50-443.82/12/15.8301180268 


030118027S Forwards Town of Hampton Falls request to participate ai 
interested municipality per lOCFRS 71S(c). Civil Defense 
Director b State Representative RC Povear should be placed 
on ivc list as Town representative 

BIGQB. H A Hampton Fails, h<H 82/12/20 HOYT. H F Atonic Safetg 

and Licensing Board Panel Ip 16825 027 24X 

Fiche 50-443,82/12/20,0301180275 


— 8301180281 Request of Town of Hampton Falls. NH to participate at 
Interested municipality Certificate of 5vc end 
BI008,H A , MARSTDN.W Hampton Falla, NH 82/12/23 Atoefc 
Safety and Licensing Board Panel 3pp 16825 02S 24X 

Flche 50-443.82/12/20.8301180275 


8301180362 Request of Rye.NH to participate as Interested aiunic Ipallt) 
per lOCFRS 719(c) Certificate of Sve end 

MCKEON.P J . VALLEY. L H , GRIMES, J H Affiliation Unknown 
02/12/27 Atomic Safety and Licensing Board Panel Spp 
16923 266 24X Fiche 50-443. 02/12/27. 8301 1 B0362 


B3OI10O264 Request of Kensington, NH to participate as interested 
municipality per iOCFR2 715(c) Certificate of Sve end 
GARRITIS.a , KALER.J 0 Affiliation Unknown 83/01/03 Atoalc 
Safety and Licensing Board Panel 2pp 16831 026 24X 

Flche 50-443,63/01/03,8301180264 


8301120S33 First answers to second set of interrogatories b request t 
production of documents b motion for protective order 
Certificate of Sve end 

VOHNSON.N P , DIONAN.T 0 , OAD, R K Public Service Co of New 
Hampshire 03/01/09 New Hampshirs, State of 49pp. 16773 305- 

a4X Fiche. 50-443, 03/01/05.8301120233 


8301100037 Confirm* telcon re Seacoast Anti-Pol luti on League failure 
respond to NRC 821110 interrogatories Motion to compel will 
not be pursued due to League position that Contentions HH-9, 

NH-10 b NH-I3 will bo litigated by State of NH 

LE6SY.R P Hearings Division 83/01/06 BACKUS. R A Seacoast 
Anti-Pol Juti on League BACKUS, fi A Backus. R A 2pp 16702 288. 
24X Flche 50-443.83/01/06.8301100037 


8301120229 Second set of interrogatories b request* for document* an 
Contentions 1 D. 1. I 0 4. I F, 1 l. I L b II B. Certificate of 
Sve end 

CURRAN, D , BISHOP. L New England Coalltloti on Nuclear Poliutlan 
CURRAN. D Harmon b Nalss 03/01/07 Public fiarvlc* Co of Nev 
Hampshire 9pp 16773 234. 24X Fiche 90-443, 03/01/07, G3D1 12D?«. 


8301120234 Objection to A8LS 821222 order denying State of NH 
request for extension of time for discovery Denial 
prejudicial b violative of due process b fair hearing 
right* Certificate of Sve encl Related correspondence, 

KINDER. E T , BISBEE.O D New Hampthlre, State of 83/01/07. 
Atomic Safety and Licensing Board Panel 6pp, 16773.299 24X 

Flche. 50-443, 83/01/07, 8301120234 


8301120236 Third set of interrogatories b requests for document* an 
Contantlons IA2>l,Bl.lG2bIC 

CURRAN, D , BISHOP. L. New England Coalition on Nuclear Pollution 
CURRAN, D Harmon b Mtis* 83/01/07 Public Servieo Co of Niw 
Hampthlre, 7pp, 16773 3 55 24X Flche. 50-443. 83/01/07, 8301 120238 
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0 


8301120253 Third set of interrogatories & request to produce documents 
Sve list end Related correspondence 

BACKUSi R A Seacoast Ant i~Pol 1 ution League DACKUSt R A Qackust 
R A R3/01/07 Office of the Eiecutive Legal Director 3pp 
16773 aaO 24X Plche 50-443,83/01/07,0301120253 


8301120312 Third set of interrogatories It request for production of 
documents Certificate of 8vc end Related correspondence 
KlhiDERiE r , DISOEEiO D Neu Hampshire, State of S3/0i/07 
Public Sorvlce Co of Neu Hampshire 9pp 16774 304 24X 

Ficho 50-443,03/01/07,8301120312 


8301120323 Third set of interrogatories S, request for production of 
documents Certificate of 6vc end Related correspondence 
KINDER, E T , OISOEE,G D Neu Hampshire, State of 63/01/07 
Office of the Executive Legal Director 6pp 16774 260 24X 

Flchc 50-443,83/01/07,8301120323 


8301120260 Second set of interrogatories t, requests for documents on 
Contentions I A 2, 1 B 1, I C, I D 2, I F, I 1 (c I H 

COR RAN, D • BISHOP, L Neu England Coalition on Nuclear Pollution 
CURRAN, 0 Harmon I, Weiss 83/01/12 Office of the Executive 
Uagal Director 7pp 16773 266 24X Flche 50-443,83/01/12, 

€301120260 


8301130029 Response to Toians of Hampton Falls, Rye << Kensington, NH 
€21220,27 tt 830103, respectively, petitions to participate as 
Interested municipalities No objection stated If all toun 
participation subj to same conditions W/Cer t 1 f Icate of Svc 
PATTERSON, HF Hearing Branch 3 B3/01/12 Atomic Safety and 

Licensing Board Panel Spp 16791 252 24X Flche 50-443,83/01/12, 

8301 130029 


B301180109 Advises of vote not to poll touns ulthln Emergency Planning 
2one to discover toun intended actions re emergency 
planning Coastal Chamber of Commerce renamed Hampton Qeach 
Area Chamber of Commerce 

FOLLINOWORTH, fl Hampton Qeach Area Chamber of Commerce, Hempton, NH 
83/01/12 HOVT, H , LUEBKEiE , HARBOUR, J Atomic Safety and 
Licensing Board Panel 2pp 16832 244 24X Flche 50-443,83/01/12, 

830(180109 


0301100120 Confirms 830112 tclcon re extension until 830121 to respond 
to applicant Interrogatories 

CURRAN, 0 Harmon it Weiss CURRAN, D Neu England Coalition on 
Nuclear Pollution 83/01/12 OAD, R K Ropes t< Gray OAD, R K 
Public Service Co of Notu Hampshire Ip 16632 100 24X 

Flche 30-443.83/01/12,8301160120 


8301160235 Hot ion to compel Coastal Chamber of Commerce (CCCNH) to 
answer 821206 Interregator i es CCCNH is uhol ly in default of 
obligations as admitted party to proceeding Certificate of 
Sve end Related correspondence 

DIONAN, T 0 , OAD, R K Public Service Co of Neu Hampshire 

DIGNAN, T 0 Ropes 6 Gray 83/01/14 Atomic Safety and Licensing 

Board Panel 4pp 16924 359 24X Fiehe 50-443,83/01/14,8301160235 


8301190152 Order granting Hampton Falls, Rye b Kensington, NH 621220, 
1227 U 830103, respective! y, peti tions to intervene as 
interested municipality per 10CPR2 7i3(cl Touns must 
indicate subj matter of interest 

HOVT, H F Atomic Safety and Uieenslng Board Panel 83/01/17 
Hampton Falls, NH RYE, N H , KENSINGTONiN H Af f 1 1 iatlon Un knoun 
lOpp 16847 027 24X Flche 50-443,83/01/17,8301190152 


8301190163 Memorandum & order memorial t i ing 621222 conference call 
Discovery extended until 930107 Answers due 630117 
Contentions re emergency plans due after drafts made 
available to FEMA t< uithin 30 days of receipt 

HOVT, H F Atomic Safety and Licensing Board Panel 83/01/17 4pp 
16B47 015 24X Flche 50-443,83/01/17,8301190163 


8301210231 Response to 821110 interrogatories (i requests for production 
of documents Certificate of Svc end Related correspondence 
BlSBEEtO D , TUPPERiE Neu Hampshire, State of FAN. S 5 Neu 
Hampshire, Unlv of, 83/01/17 Office of the Executive Legal 
Director 30pp 16872 074 24X Fiche 50-443. 83/01/17. 6301210231 


€301210256 Response to 621208 interrogatories & requests for production 
of documents Certificate of Svc end 

KINOERiE T , BISBEE, 0 D Neu Hampshire, State of FAH.S S New 
Hampshire, Unlv of. 83/01/17 Public Service Co of Mew 
Hampshire 46pp 16873 334 24X Flche 50-443,83/01/17,6301210256 


8301260302 Advises that Soc for Protection of Environ of Southsaslorn 
NH no longer involved in proceeding St svc upon firm should 
be stopped Svc list encl 

CH1E8A, R L Wadleigh, Starr, Peters, Dunn t< Kohls CHIESA.R L 
Society for the Protection of the Environment of Southeastern NH 
B3/01/18 HOVT, H F Atomic Safety and Licensing Board Panel 3pp 
16912 260 24X Flche 50-443,03/01/18.8301360302 


8301260308 Advises that US Tanzer ulll represent Town of Hampton in 
proceed ings 

RICHARDS, P.G Hamp ton, NH 83/01/19 HOVT.HF Atomic Safety and 
Licensing Board Panel tp 16912 266, 24X Fiche 50—443,83/01/19, 
8301260308 


B30UB0163 Confirms telcon agreement to extend deadline for Neu England 
Cealitiun on Nuclear Pollution answers to interrogatories 
until 830121 

euRRANfD Harmon & Weiss CURRAN, D Neu England Coalition on 
Nuclear Pollution 83/01/18 LESSY.R, P Hearing Branch 3. Ip 
16031 278 24X Fiche 50-443,83/01/12,0301160103 


€301170276 Order granting applicant 921216 motion for protective order 
from aniuerlng Neu England Coalition on Nuclear Pollution 
Interrogatories 5 b 6<a) Interrogatory S irrelevant I, both 
interrogatories seek legal opinions from applicant counsel 
HOVTiH F Atomic Safety and Licensing Board Panel €3/01/13 
Public Service Co of Neu Hampshire 2pp 16B10.07B 24X 

Flche 80-443,63/01/13,8301170278 


Q301 180229 Forwards applicant second answers to State of NH second set 
of interrogatories 6 request for production of documents 
Related correspondence 

GAD, R K Ropes l< Gray OAD, R K Public Service Co Of New 
Hampshire 03/01/13 Office of tho Secretary of the Commission 
Ip 16025 061. 24X Flche 50-443,03/01/13,8301160 229 


— 0301180230 Second answers to State of NH second set of Interrogatories 
& request for production of documents Certificate of Svc 
and 

DJGNANiT.O , GADjR.K Public Service Co. of Neu Hampshire 
DtONAN, T 0 Ropes t< Gray 03/01/12 Neu Hampshire, Stata of 
11pp. 16825-062 24X Fiche. 50-443, 83/01/13, B3OH0O229. 


0301180020 Advises that NRC takes no position on applicant 030105 
notion for protective order re State of NH Interrogatory 
10 15. Dispute is between applicant! It State of NH 
PATTERSON, W F Hearing Branch 3 03/01/14 HOYT.H , LUEBKE, E A , 

HARBOUR, J Atomic Safety and Licensing Board Panel Ip. 16633 143 
24K Flche 50-443,03/01/14,6301180020 


0301240127 Responses to interrogatories L request for production of 
documents Svc list encl Related correspondence 

BACKUS, R A Seacoast Anti-Pollution League BACKUStR A Backus, 
R A 03/01/21, Public Service Co of Neu Hampshire 13pp 
16090 216 24X Flche 50-443,83/01/21,8301240127 


B3012S0100 Response to second set of interrogatories fc request for 
production of deeuments. Cer tif 1 ea te of Svc encl 

LES0V,H P Hearings Division PERLISiRO . PATTERSON, H F Hearing 
Branch 3 03/01/21 New Hampshire, State of 12pp 16093 329 

24X Fiehe 50-443,83/01/21.8301250100 


B301250104 Response to third set of interrogatories it request for 
production of documents Certificate of Svc end 

LB88Y, R P Hearings Division PATTERSON, W F , PERLIS.R 0 Hearing 
Branch 3 B3/01/2I Seacoast An ti-Pol lu tlon League Itpp 

16895 24B 24X Flche 50-443,03/01/21.0301250104 


0301250110 Responses to second set of Interrogatories Certificate of 
Svc enc 1 

LE88V, R P Hearings Division PATTERSON, M F , PERLIS.R 0 Hearing 
Branch 3 63/01/21 Seacoast Anti-Pollution Leagut. 6pp 

16S96 005 24X Fiche 50-443,63/01/21,8301250110 


0301250116 Response to third set of interrogatories h requeit for 
production of documents Certificate of Svc end 

LESSV.R.P Hearings Division PERLI 8, R 0 , PATTERSON, M. F Hearing 
Branch 3 83/01/81. Neu Hampshire, State of. Spp, 16096-119 

24X Fiehe, 50-443, 03/01/21 , 0301250116 


0301250183 Response to second set of Interrogatoriee l< request for 
production of documents Cartifleete of Sve end 

LESSV.R.P. Hearings Division PATTERSON, W. F, . PERLIS.R G, Hearing 
Branch 3 83/01/21 Neu England Coalition on Nuelaap Pollutlnn 

21pp. 16896 12B 24X FI eh e, 50-443, 83/01/21, B301280I23 


0301180167 Motion to compel answers from Seacoast Anti-Pollution 
Laagua to applicant €21200 interrogator las League Is wholly 
In default of obligations as admitted party to proceeding 
Certificate of Svc end. Related correspondence 
DICNAW, T 0 , OAD, R K Public Service Co of New Hampshire, 

DIGNAN, T B Ropes l< Gray 03/01/14 Atomic Safety and Lieonsing 
Board Panel 4pp 16031 273 24X Fiche 50-443,03/01/14,8301100107 


0301250576 Response to 821208 Interrogatories t request for production 
of doeumsnts Certificate of Sve encl 

CURRAN, D, New England Coalition on Nuclear Pollution 83/01/21. 
Public Service Co of New Hampshire 26pp 16905-167, 24X 

Flche; 50-443, 03/01/21,8301250576 
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8301280339 Corr sets d response to 32)203 interrogator t & request for 
production of documents Certificate of Svc end 

CUR BAN* D Neu England Coalition on Nuclear Pollution 83/01/21 

Public Service Co of Neu Hampshire 2<!ipp I/>960 239 24X 

Flche 30-943.83/01/21.6301280339 


8301260296 Buppl to response to first set of Interrogatories & request 
for documents on Contentions 1 A 2. I V> II fi 1-5. II C. II D. 

It F, II 6.11 14 M L-II N Certificate of Svc end 

PATTERSON. W F Hearing Branch 3 03/01/23 New England Coalition 

on Nuclear Pollution 3pp 16909 301 24X Piche 30-443,03/01/25, 

8301260296 


6301260315 Forwards H Krug 4 R Ectenrode affidavits re NBC response to 
State of NH first set of interrogatories 

PERLISffi 0 Hearing Branch a 83/01/23 KINDEB, E T New 
Hampshire, State of 9pp 16906 322 24X Fiche 50-443.83/01/25, 

6301260315 


9301310220 Motion to compel State a f Nhl answers to applicant 021207 
Interrogatories Answers totally meanlTigless 4 are attempts 
to preserve freedom to litigate particular contentions w/o 
disclosing position futile Certificate of 8vc end 
OIONAN. T 0 , OAOi R K Public Service Co of New Hampshire 
DIONAN. T 0 Ropes & Orag 83/01/23 Atomic Safety and Licensing 
Board Panel I4pp 16969 34 8 24X Flche 30-443,03/01/23, 

6301310220 


8301310225 Motl on to compel Eeacoast An t i-Pol lu tl on League answers to 
applicant 821207 interrogatories Answers unresponsive 4 are 
attempt to evade ASLB orders re discovery time Certificate 
of Bvc end 

DIOHAN. T 0 , OAD. R K Public Service Co of Mew Hampshire 

DIONAN. T 0 Ropes & Gray 03/01/25 Atomic Safety and Licensing 

Board Panel Spp 16970 001 24X Fiche 50-443.03/01/25,6301310225 


6301270396 Order grantiny, in par t, app 1 1 cant 830105 motion for 
protective order from State of NH Interrogatory 15 Orants NH 
IS days to submit revised interrogatory re particular parts 
of or changes to control boards, controls 4 displays 
HOYT.H F Atomic Safety and Licensing Board Panel. 83/01/26 
Public Service Co of New Hampshire. 2pp 1693S 199 24X 

Flche 50-443,03/01/26,9301270398 


B20S190273 IE Info Notice 02-5S, “Seismic Gua 1 1 f lea 1 1 on of Mil t Ingfiois* 
AR Relay W/Latch Attachments Used In Westinghouse Solid 
Stete Protection Sys " Svc list end 

JORDAN.E L Division of Engineering 4 Owal Ity Assurance CPr* 

830103) 82/12/28 Consolidated Edison Co of Mew York. Tiic 

107PP 16868 014 24X Fiche 50-000. 02/12/ 20* 0208 1 90273 


8301040299 Forwards SALP rept for Aug 1981 through Jul 1902 Piping 
sys 4 supports in need of increased attention 

HAYNES, R C Region 1, Office of Director 02/12/20 TALt-MAH.M C 
Public Service Co of New Hampshire 3pp 16641 330 24X 

Flche 50-443,02/12/28,6301040299 


— 8301040301 SALP rept for Aug 1981 through Jul 1982 Piping sys I, 
supports in need of Increased attention 

« Region 1. Office of Director 82/09/13 25pp IAA41'33r 211 

Flche 50-443,02/12/28,8301040299 


— 8301040303 Notifies of 820929 meeting at tits to dlscua* DALI* repi 
Written comments requested within 20 dags after meeting 
STAROSTECKI , R Division Of Project 4 Resident Program D3/07/rj 
TALLMANiM C Public Service Co of New Hampshire- tp 
16641 359 24X Fiche 50-443,82/12/28,8301040299 


— 0301040303 Comments on SALP rept for Aug 1901 through Jul 1902 ?e 
piping sys 4 supports 4 project mg t eff ec tivenesi ■ a* 
discussed at 020929 SALP meeting 

JOHNSON, W P Public Service Co of New Hampshire Q2/10/29 
STAROSTECKI, R Division of Project 4 Resident Program* 3pp 
16641 360 24X Flche 50-443,82/12/28,8301040299 


B212060354 IE Info Notice 82-56. "Robertshaw Therm-ostat 1 e Flow Co-nliel 
Valves “ Svc list end 

JORDAN, E L Division of Engineering 4 Quality Assurance (Pre 
8301031 82/12/30 Consolidated Edison Co of New York* Inc 

lllpp 16750 137 a4X Flche 30-000, 02/12/30. 02 1 2060354 


B3OIO6O240 Ack receipt of 821202 Itr informing NRC of step* talen te 
correct violations noted In IE Insp Rept 30-443/82-12 
MARTIN, T T Division of Engineering 4 Technical Programe Q3/OI/OJ 
TALLMAN.W C Public Service Co of New Hampshire Ip IA679 3|S 
S4X Fiche 30-443,83/01/03,8301060240 


0 Advisory Committee on Reactor Safeguards reports 4 correspondence 


6301100410 Responds to fOIA request for fourteen categories of 
documents re safety at facilities Forwards documents listed 
in App A NUREO/CR-2930 4 NUBEO/ CR-2239 available In PDR 
FELTON, JM Division of Rules and Records 02/12/10 EHOTWELL, J A 
Massachusetts, Commonwealth of, Spp 16 755 0 53 24X 

Flche 50-443,02/12/10,0301100418 


— 0301060231 Responds to NRC 621103 Itr re violation* not ad in Jt- Insp 
Rept 50-443/32-12 Corrective actions P-H personnel devetOPtd 
priority list of Isometrics 4 stop work orders Issued to 
cease installation of piping 4 supports 

OEVINCENTIB, J Yankee Atomic Electric Co DEVIMCENTID* J I'ulln 
Service Co of Now Hampshire 82/12/02 MARTIN, T T Division af 
Engineering 4 Technical Programi 3pp 16679 216 24X 

Fiche 50-443,83/01/03,8301060248 


—8301100429 Discusses joint Seabreok/New England Power Project ASLAB 
conclusion that plan far possible evacuatlo-n or protection 
of general public outside emergency planning zone in event 
of Bccidintai release not needed, per lOCFRlOO 

LIDARKINiM N ACBS - Advisory Committee on Reactor Safeguards 
77/06/27 MOELLER, D U ACBS — Advisory Conmittae on Reactor 
Safeguards 3pp 16756 196 24X Flche 50-443,82/12/10, 

8301100418 


0 Inspection reports, IE Bulletins 4 correspondence 


6200190269 IE Info Notice 62-51, "Overeipoiure* in PUB Cavltle* '' Bvc 
list encl 

DEVOUNO.R C Director's Office. Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of Nsw York. Inc 

lllpp 166B9 239. 24X Flche: 30-000. 02/12/21, 02 OB 19 O 269 


6212060301 IE Info Notice 92-52, "Equipment Environ Qualification 
Testing Eiperlence - Updating of Tost Summaries Previously 
Published in IE Info Notice 01-29 •' Svc list encl 
JORDAN, E L Division of Engineering 4 Quality Assurance iPre 
8301031 62/12/21 Consolidated Edison Co of New York, Inc 

llSpp 16681 088 24X Flche 50-000,82/12/21,0212060331. 


8212060350 IE Info Notice 82-53, “Main Transformer Fai lures at North 
Anna Nuclear Power Station “ Svc list encl. 

JORDAN.E L Division of Engineering 4 Quality Assurance iPre 
8301031 02/12/22 Consolidated Edison Co of New York, Inc 

I14pp, 16759 017 24X Fiche, 50-000, 02/12/22, 8212060350 


0206190278 IE Info Notice 02-54, "Nestlnghouse NBFD Relay Failures i 
Reactor Protection Sys "Bvc list end 

JORDAN, EL Division of Engineering 4 Quality Assurance iPr# 
B30103 ) 82/12/27 Consolidated Edison Co of New York, Inc 

llOpp, 16962 139 24X Flche 30-000,92/12/27,0200190273 


B301060329 Ack receipt of 821122 Itr informing NRC of step* taler* lo 
correct violations noted in IE Insp Rept 50-443/02-06 
MARTIN, T T Division of Engineering 4 Technical Program* 9'J/Qt/O* 
TALLHAN, N C Public Service Co of New Hampshire Ip 166/0 k'At 
24X Fiche 50-443, B3/01 /04, 8301D60327 


— B30106033B Supplemental response to NRC 8S0624 Itr re violationi relei 
in IE Insp Rept 50-443/02-06 Corrective actions addi AIDE 
supervisory personnel hired 4 EKC Type M film will be 
utllited to improve radiographic quality 

DEVINCENTIS, J Yankee Atomic Electric Co DEVINCEMT IG, J Puklls 
Service Co of New Hamp shire 82/11/22 MARTIN, T. T flivtstonel 
Engineering 4 Technical Programs Spp 16670 263 a4X 
Fiche 50-443,83/01/04,0301060329 


630J 190323 Forwards IE Insp Rapts 50-443/82-14 4 50-444/02-13 on 
821102-05 No nonfomp llanca noted 

MARTIN, T T Division of Engineering 4 Technical Programs 03/01/CS 

TALLMAN, W C Public Service Co of New Hampshire Spp 16016 055 

24X Fiche 50-443,83/01/06,8301190323 


— 0301190328 IE inap Repts 50-443/82-14 4 30-444/02-12 on 021102-03 Kg 
fioncompl lance noted Major areas Inspected quality record* 4 
work observation of refueling water »torage tank 4 concralt 
activities for primary shield wall, 

VARELA, A A , DORR, J P Dlvlelon of Engineering 4 Technical 
Programs 02/12/04 6pp 16046 037 24X Flche 30-443, 63/Oi/0&. 

8301190323 


6301100493 Notification of 030223 significant licensee meeting i#/ulll 
In Beabrook.NH to discuss preop eratlona 1 testing 4 Insp 
programs 4 SALP followup of F9AR verification program 
CERNE, A Region 1, Office of Director 03/01/10 Region I, 

Office of Director Ip 16037' 092 24X Flche 50-443, 03/01/ 10, 

0301100493 
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030U 703A2 Ac k receipt of 920105 Itr infortring NRC of steps token to 
correct violations natad in IE Inap Repts 50-443/62-13 & 
SO-444/92-1 1 

STAROSTECKl 1 R Division of Project U Resident Programs 83/01/12 
TAULMAN'i W C Public Service Co of New Hampshire Ip 16813 09B 
24X Fiche 50-443/83/01/12,8301170362 


— 0301170369 Responds tq NRC 821206 Itr re violations noted in IE Insp 
Repts 30-443/02-13 St SO-444/02-11 Corrective actions 
Pul Iman-Ki a g ins revised expansion anchor process sheet S 
issued Field Instruction 177 

DEVINCENT IS, J Yankee Atomic Electric Co DEVINCENTIS, J Public 

Service Co of New Hampshire 83/01/05 STAROSTECK I, R Division 
of Project It Resident Programs 3p p 16813 099 24X 

FlChe 50-443,83/01/12,0301170362 


8301270483 Foruards IE Insp Repts 30-443/02-15 J- 50-444/02-13 on 
821103-1230 C< notice of violation 

srAROBTECK I , R Division of Project Si Resident Programs 83/01/12 
IALLHAM/W C Public Service Co of New Hampshire 2p p 16935 206 
24X Fiche 30-443,03/01/12,8301270483 


— 8301270406 Notice Of violation from insp on 021100-1220 

* Division of Project S< Resident Programs 03/01/12 ip 
16935 2B0 24X Fiche 50-443,83/01/12,8301270403 


—8301270488 IE Insp Repts 50-443/02-15 8, 50-444/82-13 on 821108-1220 
Noticomp 1 lance noted failure to control status of design 
changes to pipe support installation adeguatelg 

CERNE. A C . ORAHK.R A , OALLD, R ft Division of Project & Resident 
Programs 83/01/10 lOpp 16935 289 24X Fiche 50-443,83/01/12, 

0301270483. 


V Operator Examinations 


8212220443 Oeneric Ltr 82-30 to all power reactor 1 Icensees, ap p 1 leant a 
for DLrN&S Sc reactor vendors 6 AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 830211 rs operator licensing Sve list end 
EiSENHtJT.DO Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 12pp 16601 072 24X 

Fiche. 50-000, 02/12/22, 8212220443 


0301120078 Oeneric Ltr 03-01 to power reactor licensees ti applicants 
for OL re operator licensing exam site visit Reguests 
schedule re exam requests expected for submittal prior to 
031231 for listed categories 8vc list end 

EISENHOr.DO Division of Licensing 03/01/11 Consolidated 
Edison Co of New York, Inc 1 Ipp 16693 243 24X 

Fiche. 50-000, 03/01/11. 0301120078 


DOCKET 50-444 SEADROOK NUCLEAR BTATIDN, UNIT 2 


A Applic atlon/construc tlon stage documents 8, correspondence 


9301050001 Forwards revised FGAR pages modifging composition of 
operating shift crews Changes will be incorporated in future 
F0AR amend 

DEVINCENTI0, J Yankee Atomic Electric Co DEUINCENTI0, J Public 
eervdee Co of New Hampshire 02/12/20 KNIGHTON, 0 N Licensing 
Branch 3 Spp 16664 040 24 X Rich e’ 50-4 43, 02/12/20, 0301050001 


Q312060356 Oeneric Ltr 02-30 to all 1 1 c ensees, appl leant s for OL 8< 
holders of CPs re filings concerning IOCFR50 production b 
utlliiation facilities Current listing of branch assignments 
for nuclear reactor projects & sve list end 

EtBBNHUr, 0 O Division of Licensing 02/12/20 Consolidated 
Edison Co of New York, Inc llpp 16868’ 001 g4X 
Fiche 50-000,02/12/20.0212060356 


8301030090 Forwards Hydrologic It Geotechnical Engineering Branch 
nsquest for Addl Info 240 42 re documentation of UHS cooling 
tower performance to assist in review of OL application 
Response requested by 030110 

KNIGHTON. O N Licensing Branch 3 02/12/20 T ALL HAN, M C Public 

Service Co of New Hampshire 3pp, 16614 259 24X 

FIch* 50-443,02/12/28,0301030098 


8301050046 Requests author i lat ion to utillxo Dayton Oar Grip Sys 
Forwards "Rep t on Hachanlcal Bplicing b NDE of Reinforcing 
Bars Spliced by StlAOE Hsthod for NRC Approval," In support 
of request 

DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENTIB. J Public 
Service Co, of New Hampshire. 82/12/20 KNIGHTON, G U Licensing 
Branch 3 2pp 16662 141 24X Fiche 50-443,02/12/20,0301050046 


— 0301050052 "fiept on Mechanical Splicing b NDE of Reinforcing Bars 
Spliced by SWAGE Method for NRC Approval " 

* United Engineers b Constructors, Inc (subs of Raytheon Co ). 
82/11/30 204pp 16662 143 24X Fiche 50-443,02/12/20, 

8301050046 


8301120545 Forwards discussion of specific areas of importance tn ANSI 
N-J4 6 (1978) that should bo addressed In response to 
NUREO-0612, "Control of Heavy Loads " Rev to 820924 
submittal requested uithin 10 days 

KNIGHTON, G H Licensing Branch 3 02/12/20 TALLMAN, H C Public 

Service Co of New Hampshire Spp 16797 355 24X 

riche 50-443,82/12/28,8301120545 


6301100077 Informs that experience requirements of Independent Safety 
Engineering Group members revised Change will be 
incorporated into FSAR in future amend ASLD sve list end 
DEVINCENTIS. J Yankee Atomic Electric Co DEVINCENTIS. J Public 

Service Co of New Hampshire 03/01/05 KNIGHTON, G W Licensing 
Branch 3 3p p 16702 360 24X Fiche 50-443,03/01/05,8301100077 


B301I201B3 Advises that NUREQ-06t3. "Control of Heavy Loads." will be 
revised by 630501 to include addl info requirements 
discussed in 621220 telcon, in response to NRC 83122B ltr 
DEVINCENTIS. d Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 03/01/06 KNIGHTON, 0 W Licensing 
Branch 3 Ip 16776 196 24X Fiche 50-443,03/01/06.0301120185 


0301120106 Submits responses to FSAR open items in SRP 13 5 re 
procedures b tcsts.per 821014 memo Revs to be Incerporatcd 
in upcoming FSAR amend 

DEVINCENTI6-d Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Cu of New Hampshire 83/01/07 KNIGHTON, O W Licensing 
Branch 3 3pp 16776 170 24X Fiche 50-443.83/01/07.8301120106 


0301130010 Forwards respnnse to open items discussed w/Pouer Sys Qranch 
at B2I23Q meeting No electrical interconnections between 
redundant divs identified 

DEVINCENTIS, d VankoB Atomic Electric Co DEVINCENTIS, d Public 
Service Co of New Hampshire 63/01/07 KNIGHTON, 0 U Licensing 
Branch 3 17pp 16791 130 24X Fiche 50-443.03/01/07,8301130010 


0301250310 Forwards responses to open Items of SRP discussed at 
S30110-12 meetings 

HINGATE. H E Public Service Co of New Hampshire 83/01/14. 
KNIGHTON. G U Licensing Branch 3 2Spp 16897 191 24X 

Fiche 50-443,83/01/14.8301250310 


6301250420 Forwards response! to listed open items discussed at 830110 
meeting Responses to he incorporated In future amend to 
OL application 

DEVINCENTIS, d Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 03/01/20 KNIGHTON, G U Licensing 
Branch 3 26pp 16099 190 24X Fiche 50-443.83/01/20,0301250420 


6301250229 Forwards revised FSAR Section 3 9(D) 2, in response to open 
item re steady state b operating transient vibration Revioed 
pages will be included in OL appl Icat ion, Amend 48 

DEVINCENTIS, d Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 63/01/21 KNIGHTON, OH Licensing 
Drench 3 4pp 160 9 6 2 2 3 24X Fiche 50-4 4 3,83/01/21,03012 50229 


0301250346 Provides responses to open item SRP 12 3 2, 12 3 4 b 12 S 1. 
per 630110-12 meeting w/Radlol eg leal Assessment Branch Enel 
Post-Accident Dose Engineering Manual developed in response 
to NunEfl-0737, Item II D 2, "Plant Shielding " H/o end 
DEVINCENTIS, d Public 8arvicB Co of New Hampshire 83/01/21. 
KNIGHTON, 0 H Licensing Branch 3 3pp 16097 286 24X 

Fiche 50-443,83/01/21,0301250346 


0301310137 Inform! that 020617 commitmant not to trip listed Tram B 
loads upon dleisl engine start will be Incorporatod into 
Amend 49 to OL application 

DEVINCENTI3, d Yankee Atomic Electric Co DEVINCENTIB, J. Public 
Service Co of New Hampshire 03/01/24 KNIGHTON, OH Licensing 
Branch 3 2pp 16965:026 24X Fiche 50-443,03/01/24,6301310137 


830L270412 Forwards responias to remaining open items in 

Instrumentation b Control Draneh revlaw Responies submitted 
in form of rave to previously submitted meeting nates 
DEVINCENTIS, d Yankee Atomic Electric Co DEVINCENTIS. J Public 
Service Co of Naw Hampshire, 63/01/25 KNIGHTON, 0 U Licensing 
Branch 3 121 pp 16932’ 235 24X Fiche 50-443.83/01/25,8301270412 


0301270425 Responds to open item re inadvertent boron dilution event 
SRP requirements of Section 15 4 6 will be met through plant 
mods, Tech Spec changes b addl transient analysis where 
neceesary. 

DEVINCENTIS, d Yankee Atomic Electric Co DEVINCENTIS. J Public 
Service Co of New Hampshire 83/01/25 KNIGHTON. 0 W Licensing 
Branch 3 2pp 16935 335 a4X Fiche 50-443,03/01/25,6301270425 


0301310125 Forwards responses to Power Sys Branch open items 
Identified at 030116 meeting Nonsafety-related loads to 
safety-related batterlsi discussed 

DEVINCENTIS, d Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of New Hampshire 03/01/26 KNIOHTQNiG W Licensing 
Drench 3 3pp. I696S 004 24X Fiche 50-443,03/01/26,8301310125 
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SSOISIOISS Foruardi rasjions* to Procedvre* It T«it Revteu Branch Raque'St 
lor Addl tnfa 640 9 re accident analyde a« •unjitlon* Requett 
ultl be Incorporated Into fSAR In Agnend 49 to Oi. 
ayy Kcetion 

oeviNCENTISi^J. Yankee Atomic Electric Co DEVINCENTIS, J Public 
Service Co of Neu Hemp* hire 03/01/26 KMtCHTON> C W Llcentlng 
Branch 3 3pp 16969 936 E4X Flchc 90-4 43tS3/0l/S6, 3301310133 


D NR C Ora ft/P’1 na I Envlranmetital Etabementtt euppie 6 correepondence 


93010S0031 Advleef that FES approved for publication ERA ataff high 
(td« It prof 1 onal 1 am pralied tc afclctance appreciated 
E18ENHUr*D0 Otviiion of Uctneing 32/12/16 EUTTON. L A 
Environmental Protection Agency 2pp 16681 019 24X 

FIche 90-443.82/12/16,8301050031 


8301040090 Foruariic FR notice of aval lability of FEB Btatemrnt includes 
dleeuiiion & diipoiition of problems 6 objections raised by 
fedaral, state & local agencies 6 memliars of public N/o end 
HIJIOHTOM.OH Licensing Branch 3 32/12/20 Quttel 6 Kas s 3pp 

16659 292 24X Flehe 50-443,82/12/20,8301040050 


8301040096 Forward* FES including ditcutsion k dlspotition of 
problems 6 objections raised by federal, sta ta & local 
agtnciet or officials 6 msmbrrs of public H/o and 
KNtOHroN, OH Lictnslng Branch 3 92/12/20 UOOO, J. H 

CoiiHsercs, Dept of, National Oceanographic 6 Atmoipheric 
Administration 9pp 16659 297 24X FI ch a* 90-443, 82/13/20, 

8301040096 


8301040131 Foruiard* FES 6 notice of availability which has bean 
feraiarded to Ofc of FR for pub 1 Icatl on. H/o end 

KNIOHTON, OH Licensing Branch 3. 82/12/20 TALLNAN.H C Public 

Service Co of New Hampshire, 3pp. 16666,311. 24X 

Flehe 50-443,02/12/20.8301040131 


8301090196 Forwards FES 6 notice of issuance k availability FE8 
Includes discussion b disposition of problems rsiteil by 
fedsrel, state 6 local agencies. U/o snd 
KNiOHrON, OH Licensing Branch 3 82/12/20 HIUSON.K 

Environmental Protection Agency. 2pp 16669 342 24X 

Flehe SO-443, 02/12/20,8301050196 


0301100042 FINAL ENVIRONMENTAL STATEMENT RELATED TO THE OPERATION DF 
SEABROOK STATION, UNITS 1 AND 2 Doc let Nos 90-443 And 
90-444 (Public Service Compeny of New Hampshlrer et al > 
e Office of Nuclear Reactor Regulation, Director NUR£0-Oe99. 
62/12/31 524pp Available at NRC 413 00. 16750 001 24X 

Flchi SO-443, 82/12/31,8301100042 


S301060343 Advises of no comments on FEB for fad lit let Name should be 
removed from NRO lift of addressees, due to Inebllity to 
provide formal technical review 

CAmY/J Transportation, Dept of 03/01/03 NOVAK. T H Assistant 
Dirac tor for Licensing ip 16670:239 24X Fic ha. 90-443, 53/01/03, 

0301060343. 


8301070107 Verifias official filing of EIB.raceivad on 821221 Notice of 
availability scheduled for publication in 621230 FR, Public 
review period scheduled to tcrmlneto on 830131 
HlLSDNiK, L Envlronmentel Protection Agency. 83/01/03 
HHEELEA.L L Office of Nuclear Reactor Regulation, Director Ip 
16667 246 24X PlcJie 90-443,63/01/03,8301070107. 


B3O11BO00? Comments pn FSB Supports issuance of OL for startup 6 
operation of facllitlas. 

SUTTON, L A Environmental Protection Agency 83/01/13 
WHEELER, L.i. Office of Nuclear Reactor Regulation, Director. Ip 

16833 19B atX Flehe 90-443,83/01/13,0301180009. 


E NRC Sefety Evaluation Report <6ER>. supple k corraspondanca 


8301070327 Notification of 821019-B30S31 meatlngs u/utii in BetheBda,HD 
to discuss rcfflalninp requiraments to be net prior to 
publication of 8ER Date of meeting citendari. 

WHEELER, L L Licensing Branch 3 62/12/23 KERRTOAN,OD. 

Licensing Drench 3. 3pp 16699:359 24X FI eba. 50-443, 02/12/23, 

B301070327 


8301130197 Forwards agsnda for meatlng w/applicant 6 NSC tiehnleal 
ravlfwari to rssolve substantial number of 6EH open 1 tarns 
before tcheduled 030210 publication. 

NOVAK, TM Assistant Director for Li censing. 03/01/07. ERNST. H L 
Division of Safety Technology KNtOHT, J.P Assistant Director for 
Coisp fc Btrueburas Engineering iPro 8302011. JQHNaTON, U. V. Assistant 
Director for Metis 6 fluslif. Engineering (Pro 8302011. 3pp. 

16799.360 24X Fichaj 50-443, 83/01/07, 8301 1 301S7 


8301240212 Requests full mgt support to resolve substantial nusbsr af 
open items prior to SER publication 

NOVAK, r M Assistant Director for licensing 33/01/12 

TALLHAH, N C Public Service Co of New Hampshire 3pp 16693 329 

24X Flehe 30-443.03/01/12,0301240212 


8301230606 Forwards sup pi to 021112 response to Open Item SRP 6 2 I re 
containment differential pressure resulting from inadvertent 
operation of containment spray 

DEVtNCENTIB. J Yankee Atomic Electric Co DEVIMCENTIS. J Futile 
Service Co of New Hampshire 03/01/21 KNIOHTON, 0 U Licensing 
Branch 3 3pp 16904 399 24 X Flehe 30-443,83/01/21.8301230606 


F Security, medical, emergency 6 fire protection plans 


8301100413 FOIA request for fourteen categories of daeuments re safaty 
at facilities 

BHarUELL, 3 A Massachusetts, Conmonwealth of, 02/11/05 
Division of Rules and Records 4pp 16789 049 24X 

Flehe- SO-443, 82/11/03, 0301100413 


0212060457 AN INDEPENDENT ASSESSMENT QF EVALVATION TIME EBTIKATEB FOR A 
FEAR POPULATION SCENARIO IN THE EMEROENCV PLANNING ZONE OF 
THE SEABROOK POWER STATION 

MOELLER, M P , MCLEAN, M A . UROANIK, T Battel le Memorial Institute, 
Pacific Northwest Laboratory FIN 0-2311 NUREe/CR-S903 B2/I1/30 
Division of Emergency Preparedness (Pro S301D3) 87pp Available 
at NRC *5 50 16346 109 24X Flchc 50-443.03/11/30,0212060457 


0301100418 Respands to FOIA request for fourteen categories of 
documents re safety at facilities Forwards documents listed 
in App A NUflEG/CR-2930 6 NUREO/CR-2239 available In FOR 
FELTON, J H Division of Rules and Records 02/12/10 SHOTHa.L,^l A 
Hassechusett s. Commonwealth of, 2pp 16739 093 24X 

FI Che 30-443,02/12/10,6301100410 


—0204010039 "Demographic k Vehicular Demand Estimates for Evacuation 
Analysis of Seabrook Btation " 

KALTMAN, M Siting Analysis Branch 02/02/20 200pp 1 6793 339 

24X Flehe 30-443,82/12/10,8301100418 


— B301100429 01 scusses joint Seabroolt/Nou England Power Project ASLAB 
conclusion that plan for passible evacuation or protection 
of genaral public outside emergency planning tone in event 
of accidental release not needed, per lOCFRlOO 
LIBARKIN, M H ACRE - Advisory Committee on Roocter Sefeguerds 
77/06/27 MOELLER, D H. ACflS - Advisory Committee on Reactor 
Safeguards 3pp 16756 196 24X Flehe SO-443. 82/12/ 10. 

8301100410 


0212060349 Generic Ltr 02-33 to all Hconseco of oporating reactors, 
applicants for OU 6 holders of CPs re 8uppl 1 to NUfieo-0737, 
"Requirements for Emergency Response Capability “ 

N0RE0-0737.Suppl 1 6 sve list end 

EIBENHUT, D. G Division of Licensing 82/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16601 208 24X 

Flehe 50-000.82/12/17,0212060349 


8212220445 Generic Ltr 82-39 to all reactor licensees, CP holders 6 
applicenti for CPs re problems w/submlttals of 10CFR73 21 
sepsguardt info for licensing review Procedures re 
transmlbtal of info outlined 6vc list snci 

EISENHUT, D 0 OlvUlon of Licensing 82/12/22 Conaolldatod 
Edison Co. of New York, Inc 13pp 16690 021 24X 

F 1 c h a 50-000. 82/12/^2, 8212220445 


B3011000B9 Notifies that emergency plan exercise scheduled for wt of 
040916 

DEVINCENTIB, J Public Service Co of New Hampshire 83/01/04 
KNIGHTON,® W. Ulctniing Branch 3 Ip 16703 016 a4X 
Fi c a a 30-443, 83/0 1/04, 830 1 1 0000 9 


Q301210246 Forwards responses to open item* in SRP Sections 2 3 3, 
NUft£G-0654 re meteorology, 6. 2 4, "LQCA During Containment 
Purge," 6 3 9. "Small Break LOCA" 6 NUREG-0737, Item IT B 1, 
par 830110-12 meetings 

DEVINCBNT18. 0 Yankee Atomic Electric Co DEVINCENTIS, J. Public 
Service Co of New Hampshire, 83/01/10 KNIGHTON, 0 W Licensing 
Branchs I0pp. 16874 043 24X Flehe 50-443, 83/01/10, 8301210246 


8301310140 Forwards revised FSAR Page 13 3-31 providing means of 
retrieving hard copies of annunciator sys response 
procedures Rev will be included in future amend to OU 
application 

DEVINCENTIS. 0 Yankee Atomic Electric Co DEVINCENTIB, J Public 
Birvic* Co. of New Hampshire. 83/01/19 KNIGHTON, G U Licensing 
Branchs 3pp 16963-020 24X Fiche 50-443,03/01/19.8301310140 


DOCKETED ITEMS 
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1.230251 Re»fionii* to op?n item* dUeussed u/fir» protection »taff at 
& 19 (Heatings Responss tulll be included In amend to 

i^^VtKC£Nrt5> J Yankee Atomic Electric Co DEVINCENTtS. J Public 
r?^Tvlce Co o# Neu Hampehire 03/01/Sl KNIGHTON. 0 W Licensing 
^^anch 3 2dpp I6S97 13B 24X FIche 50-443,83/01/21,8301230231 


^djudicatorg correspondence 


112023B Third set of interrogatories t, re<(uests for documents on 
^^ntenttons IA2, IBl,IB2t<IC 

. D18H0P.L New England Coalition on Nuclear Pollution 
D Harmon S< Idelss 83/01/07 Public Service Co of New 
^^mpshlre 7pp 16773 355 24X Fiche 50-443,83/01/07,8301120238 

180359 Request of DrentwoodiNH to participate as interested 
'^(jnic i pal itg per 10CFR2 715(c) Certificate of Bve enc 1 
^^HEV. If J . STEVENS, B J . HITT, L A Brentwood, NH 82/12/14. 
^4ooic Safety and Licensing Board Panel 2pp 16823 023 24X 

^iche 50-443,82/12/14,0301100359 


^H20‘S-bB Request of HamptoniNH to participate as interested 
'*, 4 jnlc Ipality per lOCFRa 713<c) Certificate of Sve end 
^ Mamptori,MH 82/12/13 Atomic Safety and Licensing Board Panel 
^PP 16823 023 24X Fiche 50-443,82/12/15,8301180260 


9301120312 Third set of interrogatories 5 request for production of 
documents Car tlficate uf 8vc end Related correspondence 
KINDERiE T , DIBBEE.C D New Hampshire. State of 83/01/07 
Public Service Co of New Hampshiro 9pp 16774 304 24X 

Fiche 30-443,83/01/07.8301120312 


8301180323 Third set of interrogatories 6 request for production of 
documents Certificate of Bve end Related correspondence 
KINDER, E T , DI88EE. 0 D New Hampshire, State of^ 83/01/07 
Office of the Eiecutlve Legal Director 6p p 16V74 860 84X 

Fiche 50-443,63/01/07,8301120323 


8301180260 Second set of interrogatories l< requests for documento on 
ContentlonslA2iIDl,tCiID8ilF,lJ&IM 

CURRAN, D . DI8HPP,L New England Coalition on Nuclear Pollution 
CURRAN, D Harmon A Hoiss 83/01/12 Office of the Eiscutlve 
Legal Director 7pp 16773 266 24X Fiche 50-443,83/01/12, 

9301120260 


8301130029 Response to Towns of Hampton Falls, Rye t> Kens Ington, NH 
921820,27 t< 030103, reapectl ve(v< p Btli ions to participate as 
interested municipalities No objection stated If all town 
participation lubj to same conditions W/Cer tl f ice to of Sve 
PATTERBCN.HF Hearing Branch 3 03/01/12 Atonic Safety and 

Licenelrg Board Panel 3pp 16791 252 atX Fiche 30-443,83/01/13. 
830 1 1 30029 


,fli]B5275 Forwards Town of Hampton Falls request to participate as 
interested municipality par tOCFR2 71S(c> Civil Defense 
j;}iTector t. State Representative RC Pevear should be placed 
f/ti SVC list as Town representative 

plOC^.HA Hampton Falls. f»i 82/12/20 HOYT. H F Atomic Safety 

.nd Licensing Board Panel Ip 16825 027 24X 

^Iche 50-443.82/12/20,8301180275 


8301180109 Advisos of vote not to poll tours within Emergancy Planning 
Zone to discover town Intendod actions re emergency 
planning Coastal Chamber of Commerce renamed Hampton Beach 
Area Chamber of Conmerco 

HDLLINOWDRTH, D Hampton Beach Area Chamber of Commerce. Hampton. NH 
83/01/12 HOVT.H . LUEBKE.E . HARDaUR.-J Atomic Safety and 
Licensing Board Panel 2pp 16032 244 24X Fiche 50-443,03/01/12, 

8301 100109 


0301100281 Request of Town of Hampton Falls, NH to participate as 
Interested municipality Certificate of 8vc end 
BIOOS. H A , HARBTON, W Hampton Falls, NH 82/12/23 Atomic 
Safety end Licensing Board Panel 2pp 16025 028 24X 

Fiche 50-443,02/12/20,9301180275 


301180363 Request O’f Rye.NH to participate as interested municipality 
per I0CFR2 71S(c) Certificate of Sve end 

MCKEON.P J , VALLEY.L H . ORIMES, J H Affiliation UnKrown 
02/12/27 Atomic Safety and Licensing Board Panel 2pp. 

16823 266 24X Fiche 50-443,82/12/27,8301180362 


301180264 Request of Kens 1 ng ton, NH to participate as Interested 
aunidpallty per 10CFR2 715(d Certificate of Bve end 
CARRITIB, 8 r KALER, 0 □ Affiliation Unknown 83/01/03 Atomic 
Safety and Licensing Board Panel 2pp 16031.026 24X 

Fiche- 50-443. 83/01/03, 8301 100264 


301120235 First answers to socohd set of interrogatories S, request for 
production of documents 6 motion for protective order 
Certificate of Bve end 

>fOHNSON,M P . OlONAN, T 0 . OAD, R K Public Service Co of New 
Hampshire 83/01/05 New Hampshire, State of 49pp 16773 305. 
S4X Fiche 50-443.83/01/05,8301120235 


301100037 Confirms telcon re Seacoait Anti-Pollution League failure to 
respond to NRC 821110 intsrrogetories Notion to compel will 
riot be pursued duo to League position that Contentions NH-9, 
hlH-IO 6 NH-t3 will be litigated by State of NH 

LCeSY.R P Hearings Division 83/01/06 BACKUS, R,A Seacoest 
Anti-Pollution League BACKUS, R A Backus, R A 2pp 1670S 289 
a4X Fiche; 50-443, 83/01/06, 8301100037, 


^01120229 Second set of interrogatories (< requests for documents on 
Contentions I. D 1. I 0 4, I F, I 1. I L 6 II B Certificate of 
Sve enc I 

CURRAN. 0 t BISHOP, L. New England Coalition on Nuclear Pollution 
Curran, D Harmon 6 Ueiss 83/01/07 Public Service C» of New 

Hampshire 9pp 16773 234 24X Fiche 50-443. 83/01/07,0301120229 


'^01120234 abjection to ABLB 021222 order denying Btate of NH 
request for estenslon of time for discovery Denial 
brejoiflcial 6 violative of due process t, fair hearing 
rights Certificate of Sve end Related correspondence 
Kinder. E T . DISBEE, O D New Hampshire. State of 83/01/07. 
Atomic Safety and Licensing Board Panel 6pp 16773 299 24X 

Fiche 50-443.83/01/07,8301120234. 


^01120253 Third set of interrogatories 4, request to produce documents, 
3v( lift end Related correspondence. 

^ACKUSiR.A Seacoast Anti-Pollution League. BACKUS, R A Eectua, 

K A 83701/07 Office of the Executive Legal Director 3pp 
16773 280 24X Fiche 50-443,03/01/07.8301120253 


8301180120 Confirms 83011S telcon re oitentlon until 030121 to respond 
to applicant interrogatories 

CURRAN, D Harmon 4 Wells CURRAN, D New England Cualitlon on 
Nuclear Pollution 93/01/12 OAD, R K Ropes 4 Gray OAD. R K 
Public Service Co of New Hampshire Ip 16GT2 108 24X 

Fiche 50-443,03/01/12,8301180120 


8301180183 Confirm! telcon agreement to extend deadline for Neu England 
Cualitlon on Nuclear Pollution answers to interrogatories 
until 83D121 

CURRAN, D Harmon 4 Weiss CURRAhl, D New England Coalition on 
Nuclear Pollution 83/01/12 LE88Y> R P Hearing Drench 3 Ip 
16831 278 24X Fiche 59-443,83/91/12,0301180103 


8301170278 Order granting applicant 821 216 mo tion for protective order 
from answering Neu England Coalition on Nuclear Pollution 
Interrogatories 5 4 6<a) Interr o.gBt ory 5 Irrelevant 4 both 
Interrogatories seek legal opinions from applicant counsel 
HDVTi H F Atomic Safety and Licensing Board Panoi 03/01/13 
Public Service Co of New Hampjhire 2pp 16810 070 a4X 
Flthe 50-443,03/01/13,8301170278 


8301180229 Forwards applicant second amwere to Qtatg of NH leceriU set 
of interrogatories 4 request fur production of documents 
Related correspondence 

OADiR K Ropes 4 Gray OAD, R K Futile Service Co of Neu 
Hampshire 83/01/13 Office of the Secretary of the Cammlsaion 
ip. 16825 061 24X Fiche 50-443.83/01/13.8301100229 


— 8301180230 Second ansuare to State of NH second set of Interrogatariei 
4 request for production of documents Certificate of 6vc 
enc 1 , 

OIONANi T 0 J OAD, R K Public Service Co of Now Hempshlre 
OIONAN. T 0 Ropes 4 Oray 83/01/12 Niu llampihlroi Statu of 
llpp 16825062 24X Fiche 50-443,83/01/13,8301180229 


0301180020 Advises that NRC takas no position on applicant 1130105 
motion for protective order re State of NH I ntorrogatory 
10 15, Dispute is between applicants 4 State of NH 

PATTERSON, W F Hearing Branch 3 03/01/14 IICIYT.H , LUEBKF.r A . 

HARBOUR, \f Atomic Safety and Licensing Uoard I'anel tp I683T 143 
24X Fiche 50-443.83/91/14,8301180020 


8391180187 Motion to compel answari from Seacoast Ant I -Fo 1 1 utlon 
League to applicant 821208 interrugat ories League Is wholly 
In default of obligations as admitted party to proceeding 
Certificate of Sve end Related c orre spontlenco 
DIONANrT O , OAOi n K Public Bervice Co of New llaitip sli Ire 
DIOMAN.T 0 Ropes 4 Oray 83/01/14 Atomic Uafsty and i Icensing 
Dnard Panel 4pp 16D31 273 24X Fiche 50- 443. U t/Ot / 14. lIJO I HIOll); 


33O110O23S Motion to compel Coastal Chamber of rommerts (fCCNHl to 
answer 021200 Interrogatories CCCNH is wholly In d#faull of 
obligatiohs as admitted party to proceeding CsrliPIcate of 
8vc and Related correspondence 

DIONAMi T 0 , OAD, R K Public Service Cn of tieu Mampthire 

OIONANi T O Ropes 4 Gray 83/01/14 Atomic (lafety and I Icensing 

Doard Panel 4pp 16824 359 247 Fiche 5 0 44.1, (I )/(>| / j 4, II 11) 11 (lOJTA 
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S3011901S2 Ordtr granting Hampton Falli^Rye & KenE ingtoni NH B21220, 
1227 tt 830103>r««pfctivety. prtitiont to fnterven* AE 
Intiraited municipality par 10CFR2 715(c) T«una muit 
indlcati sobj mattar of intarest 

HOYTi M F Atomic Safetv and Llcanclng Board Panal 03/01/17 
Hampton Fallii HH RVE. N H • KENSINOTQN’> N H Affiliation Untnotiin 
lOpp I4B47 027 24X Flcha 50-443, 83/01 /t 7. aSOIl-fOlSZ 


13301190163 Hcnarandum (c order msmor ia 1 1 ring 821222 conference call 
Olicovery extended until 830107 Ansuers due 830117 
ContentlonE re emergency plane due after drafte made 
available to FEffA & ultMn 30 daye of receipt 

HOYT.H F Atomic Safety and Licensing Board Panel 83/01/17 4pp 
14847 015 24X Flche 90-443.83/01/17,8301190143 


8301210231 Response to 921110 Interrogatories & requests for production 
of documents Certificate of Svc end Related correspondence 
BiaSEE. 0 D . TUPPER.E Neia Hanipihire, State of FAN. 8 S New 

Hampshire, LTnlv of. 83/01/17. Office of the Eiecutive Legal 
Director 30pp 16872 074 24X Fi c he 50-443, 83/01/1 7. 03012 10231 


8301210256 Response to 831208 Interrogatories U requests for production 
of documents Certificate of Svc end 

KINOERiE. T , BISBEEiOD Neui Hampsh 1 re. State of FAN. S S Neu 
Hampshire, Un Iv of, 83/01/17 Public Service Co of Meiu 
Himpshlre 48pp 16873 334 24X Flche 50-443.83/01/17,8301210254 


B30i 360302 Advl ses that Soc for Protection of Environ of Southeastern 
NH no longer Involved in proceeding S< svc upois firm should 
be stopped Svc list end 

CHIEBA, R L Wadleigh, Starr, Peters, Dunn 6 Kohls CiflESA, R L 
Socletg for the Protection of the Environment of Southeastern NH 
83/01/18 HOYT.H F Atomic Safety and Licensing Board Panel 3pp 
14912 260 24X Flche 50-443,83/01/18,8301260302 


8301240308 Advises that JD Tamer will represent Toun of Hampton in 
proceedings 

RICHARDS, P 0 Hampton. NH 83/01/19 HOYT.H F Atomic Safety and 
Licensing Board Panel Ip 14912 246 24X FI chc- 50-443, 83/ 01/19. 

8301260308 


6301240127 Responses to interrogatories t< request for production of 
documents 8vc list end Related correspondence 

DACKUS.fl A Seacoast Anti-Pollution League DACKOS, R A Backus, 
R A 63/01/21 Public Service Co of New Hampshire 13pp 
14890 218 24X FI che: 50-443, 83/01/21 . 83012 40127 


8301240294 Supp 1 to response to first set of Interrogatories 6 rsqiifit 
for documents on Contentions 1 A 2, I V, tl B 1-5, II C. II D, 

II F. If 4,11 I «< II L-II N Certificate of Svc end 

PATTERSON, H F Hearing Branch 3 03/01/25 New England CoellUt- 

on Nuclear Pollution 3pp 16909 301 24X Flche 50-443,83/01/25. 

8301260296 


8301240315 Forwards H Krug St H Eckenrode affidavits re HRC rtspinse tj 
State of NH first set of interrogatories 

PERLIS, R C Hearing Branch 3 83/01/25 KINDER. E T New 

Hampshire, State of 4pp 14908 322 24X Fiche 50-443,63/01/251 

8301260315 


8301310220 Motion to compel State of NH answers to ap p 1 leant 82 1207 
interrogatories Aneuers totally meaningless I, ore attempts 
to preserve freedom to litigate particular contentions w/o 
disclosing position futile Certificate of Svc end 
OICNAN, r 0 . OAO.R K Public Service Co of New Hampshire 
DIONAN, T 0 Ropes 4 Gray 83/01/23 Atomic Safety and Licinilt| 
Board Panel J4pp 16949 348 24X Fiche 50-443.83/01/25, 

8301310220 


9301310225 Motion to compel Seacoast Anti-Pollution League answers to 
applicant 821207 Intarrogatorles Answers unresponsive b are 
attempt to evade ASLB orders re discovery time Certificate 
of Svc end 

DIONAN, T 0 , OAO.R K Public Service Co of New Hampshire 
DIONAN, T 0 Ropes 6 Oray 83/01/25 Atomic Safety and Llcintirg 
Board Panel 8pp 16970 001 24X Fiche 50-443, 83/01 /25. 630 13 1 022 5 


0301270398 Order granting, in part, app 1 1 cant 630105 motion for 
protective order from State of NH Interrogatory 15 Grants NH 
13 days to submit revised interrogatory re particular parts 
of or changes to control boards > contro 1 s I, displays 
HOYT.H F Atomic Safety and Licensing Board Panel 03/01/24 
Public Service Co of New Hampshire 2pp 1693S 199 24X 

Flche 50-443,83/01/26,8301270398 


0 Advisory Committee on Reactor Safeguards reports tc correspondence 


8301100410 Responds to FOIA request for fourteen categories of 
documents re safety at facilities Forwards documents listed 
in App A NI;RE0/CR-2930 ic NUREO/CR-2239 available in POR 
FELTON, JM Division of Rules and Records 82/12/10 SHOIMELL. J A 
Massachusetts, Commonwealth of, 2pp 16755 093 24X 

Fiche 90-443.02/12/10.0301100418 


8301290100 RespO’Hie to second set of interrogatories 8, request for 
production of documents. Certi flcate of 8vc end 

LEBBV.fi P Hearings Division PEBLIS.R 0 , PATTERSON. W F Hearing 
Branch 3 B3/01/2I New Hampshire, State of ISpp I4B95 329 

24X Fiche 50- 443, 83/01/21 > B3D1250IO0 


6301250104 Response to third set of interrogatories b request for 
production of documents Certificate of Svc end 

LEBSVrR P Hearings Division PATTERSON, W. F , PERLIS. R 0 Hearing 
Branch 3 63/01/21 Seacoast Ant i -Pol 1 ut 1 on League llpp 

16895 248 24X Flche 50-443.83/01/21,8301250104 


6301250tl(} Responses to second set of interrogatories Certificate of 
0VC end 

UESSV.R.P Hearings Division PATTERSGN.M F , PERLIS. R 0 Hearing 
Branch 3 63/01/2] Seacoast Anti -Pollution League 4pp 

16895 OOS 24X Flche 50-443,83/01/21,8301250110 


8301290114 Response to third set of Interrogatories h request for 
production of documents Certificate of Svc end. 

LE68Y1H P Hearings Division PERLIfi.RO. , PATTERSON. W- F Hearing 
Branch 3 83/01/21 Naw Hampshire, State of Spp 14096 119 

24X Flche. 90-443, 83/01/21, 8301 2501 16 


— 6301100429 Discusses joint Seabrook/Now England Power Project AELA3 
conclusion that plan for possible evacuation or protection 
of general public outside emergency planning lone in event 
of accidental release not needed, per lOCFRlOO 

LIBARKIN, M W ACRS - Advisory Committee on Reactor Safeguards 
77/06/27 MOELLER, D W ACRS - Advisory Committee on fleicior 
Safeguards Spp 16756 196 24X Fiche 90-443,82/12/10, 

8301100418 


Q Inspection reports, IE Bulletins L correspondence 


8208190269 IE Info Notice 82-51. "Overe kposur es in PHR Cavities * S.c 
list end 

DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York, [nc 

lllpp 144S9 239 24X Flche 90-000,82/12/21,8208190269 


8212040351 IE Info Notice 82-52, ''Equipment Environ OuallficatiPn 
Testing Eiperience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 ” Svc list end 
JORDANiE L Division of Engineering b Quality Assurance (Pre 
8301031 82/12/21 Consolidated Edison Co of New York. Inc 

ilSpp 14681 088 24X Fiche 50-000,89/12/21.8212060351 


9301250123 Respo-nse to second set of interrugatorlcs 6 request for 
production of d'oeunents Certificate of Svc end. 

LEBBY.R.P Hearings Division PATTERBOM, W F , PERH9. R 0 Hearing 
Branch 3 03/01/2J New England Coalition on Nuclear Pollution 

21pp 16896 128 24X Fi ch# 50-443. 03/01 /2I, 8301250123 


8212060350 IE Info Notice 82-53. "Ham Transformer Failures at North 
Anna Nuclear Power Station '* Svc list end 

JOROAN.E L Division of Engineering li Quality Assurance (Prr 
0301031 82/J2/22 Consolidated Edison Co of New York, Ire 

ll4pp 167S8 017. 24X Flche 90-000,82/12/22,8212060350 


8301290576 Response to 821208 interrogatories & request for production 
of documents Certificate af Svc encl, 

OURRAN, 0 New England Coalition on Nuclear Pollution 03/01/21 
Public Service Co of New Hampshire. 26pp 16905: 167 24X 

Flche - 80-443, 03/01/21 , 8301250576 


0208190275 IE Info Notice 82-54, “Hestlnghouse NBFD Relay Failures In. 
Reactor Protection Sys " Svc list encl 

JOROAN.E L Division Of Engineering fc Quality Assurance (Pre 
8301031 82/12/27 Consolidated Edison Co of New Yorli Irr 

ItOpp 16962 139. 24X Flche 50-000,82/12/27.0208190279 


8301SBD339 Corractad rospanse to 621200 interrogatories t< request for 
production of documents Certificate of Bve end. 

CURRANiD. New England Coalition on Nuclear Pollution 83/01/21 
Public Service Co of New Hampshire 26pp 16940 289 24X 

Fleha 50-443,03/01/21,0301200339 


8208190273 IE Info Notice 82-55, "Seismic Qua 1 1 f icatlon of Westlnghoii 
AR Relay U/Latch Attachments Used In Uestinghouse Solid 
State Protection Sys " Svc list end 

JOROAN.E L Division of Engineering It Quality Assurance (Pre 
030103) 82/12/28 Consolidated Edison Co of Hew York, loc 

109pp 16868 014 24X Fiche 50-000,82/12/28,0208190273 
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8301040299 Foruard* 8ALP rept for Auj 1901 through Jul 1902 Piping 
tuf & aupporti In nosd of ineroaiod attention 

HAVNES. R C Region ii Offise of Director 02/12/30 TALLMAN. W C 
Public Service Co of Neu Hampihlre 3pp 16641 330 a4X 
FUhe 80-443.82/12/26.0301040299 


— 8301040301 BALP rept for Aug 1981 through Jul 1902 Piping »g« & 
fupports in need of Increaeed attention 

• Acgion 1. Office of Director 02/09/13 SSpp 16641 333 24X 

Flche 50-443.82/12/28.0301040299 


— 0301040303 Notifies of 020929 meeting at site to discuss BALP rept 
Mrltten comments req.uested uithin 20 dags after meeting 
STAROBTECKI.R Division of Project & Resident Programs 02/09/23 
TALLMAN. W C Public Service Co of New Hampshire Ip 
16641 389 24X Flche 50-443.02/12/20.0301040299 


— 0301040308 Comments on 8ALP rept for Aug 1901 through Jul 19B2 re 
piping sgs b supports b project mgt eff sc t ivenes s. as 
diicuiied at 820929 8ALP meeting 

JOKMSON.W P Public Service Co of New Hampshire 02/10/29 
STAROBTECKl.R Division of Project b Resident Programs 3pp 
16641 360 24X Flche 50-443.02/12/20.8301040299 


0212060394 IE Info Notice 82-56. "Robertshau Thermostatic Flow Control 
Valves " Sve list end 

JORDAN. E L Division of Engineering b Qualltg Assurance (Pre 
B30I03) 82/12/30 Consolidated Edison Co of Neui Vork. Int 

lllpp 16780'I37 24X Flche 80-000.02/12/30.0212060354 


6301190323 Forwards IE Insp Repts 50-443/02-14 b 50-444/02-12 on 
021102-05 No noncomp 1 lance noted 

MARTIN. T T Division of Engineering b Technical Programs 03/01/06 

TALLHAN. H C Public Service Co of New Hampshire 2pp 16046 095 

24X Ficht 50-443.83/01/06,0301 190323 


—8301190320 IE Jnsp Repts 80-443/82-14 It S0-444/82-I2 on 821102-03 No 
noneompliance noted Major areas inspected <(ualibg records b 
usrk observation of refueling water storage tank b concrete 
activities for prlmarg shield wall 

VARELA. A A . DURR. J P Division of Enginooring b Technical 
Programs 82/12/04 6pp 16046 057 24X Flche 90-443.83/01/06, 

8301190323 


8301180493 Notification of 030223 significant licensee meeting u/utll 
In Beabrook.NH to discuss preep eratlonal testing b Insp 
programs b 0ALP followup of F8AR verification program 
CERNE, A Region 1. Office of Director 83/01/10 Region 1, 
Office of Director Ip 16837 092 24X Flche 50-443,03/01/10, 

0301100493 


B3D1170362 Aek receipt of 020105 Ur informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-443/82-13 b 
50-444/B2-11 

BTAROSTECm.R Division of Project b Resident Programs 83/01/12 
TALLMAN. N C Public Bsrvice Co of New Hampshire Ip 1681 3 098 
24X Flche 50-443.83/01/12.8301170362 


— 8301170369 Rtsponds to NRC 821206 Itr re violations noted in IE Insp 
Repts 50-443/02-13 b 50-444/02-11 Corrective actions 
Pullman-Hlggins rtvlssd expansion anchor process sheet b 
Issued Field Instruction 177 

OEVINCENTtS, J Vankoo Atomic Electric Co DEV INC ENT T 8, J Public 

Service Co of New Hampshire 83/01/08 STAROSTECKl. R Division 
of Project b Resident Programs 3pp 16813,099 24X 

Flche 50-443,83/01/12,8301170362 


0301270403 Forwards IE Insp Repts 30-443/82-18 b 80-444/82-13 on 
021100-1220 b notice of violation 

STAROSTECKl. R Division of Projoct b Residont Programs 83/01/12 
TALLMAN, H.C Public Sorvlce Co of New Hampshire, 2pp. 16939 286 
24K Fiche- 80-443, 83/01/12. 8301270483 


—0301270400 IE Insp Repts 50-443/02-15 b 50-444/82-13 on 821108-1220 
Noneompliance noted failure to control status of design 
changes to pips support Installation adeetuatolg 

CERNE, A C , ORAMH.R A . OALLO, R M Division of Project b Resident 
Programs 83/01/10 lOpp 16935 289 24X Flche- 80-443, 03/01 /12, 

8301270483 


V Operator Eiamlnations 


8312220443 Oonorlc Ltr 82-30 to all power reactor 1 Iconio ss. app 1 Icants 
for QL.NSS b reactor vendors b AEs re meeting to discues 
recont devolopmente for licensing exams Advises that meeting 
will be held on 030211 re operator licensing Sve list end. 

EISENHUTi 0 0. Division of Licensing 82/12/22 Consolidated 
Edison Co of New York. Inc 12pp 16681 072 24X 

Ficho: 80-000, 82/12/22,8212220443 


8301120070 Generic Ltr 03-01 to power reactor licensees b apptfeante 
for OL re operator licensing exam site visit Rctueets 
schedule r« exam req.uests expected for submittal prior to 
851231 for listed categories Sve list end. 

EISENHJT, 0 0 Division of Licensing 83/Dt/ll Coneolldated 
Edison Co of New York. Inc llpp 16893 243 24X 

Fiche 90-000.83/01/11.6301120078 


DOCKET 50-448 COMANCHE PEAK STEAM ELECTRIC 8TA .UNIT I 


A AppU cat ion/cone truct i on stage documents b correspondence 


8301120160 Forwards table describing Amend 37 to FBAR containing 
Environ Qualification Rept upda te. changes In startup 
orgenixatlon b editorial correction 

MARSHALL. J 8 Texas Utilities Services, Inc 82/12/17 

QURHELL. S Q Office of Nuclear Reactor Regulation. Director 2pp 

16776 191 24X Flche 50-445.02/12/17.8301120160 


8301030296 Responds to 820913 ltr re necessity of alarms b automatic 
operations for protection againet boron dilution b flux 
doubling alarm b automatic valve operations prior to fuel 
load Addl Info requested Position on boron dilution end. 
YOUNOBLOOD, 0 J Liceniing Branch 1 02/12/23 OARV, R J Teiae 

Utilities Oeneratlng Co &pp 166SS 185 24X Flche 50-449. 

82/12/23. 0301030296 


8212060396 Generic Ltr 82-30 to all 1 ic enseai . app 1 icants for OL b 
holders of CPs re filings concerning IOCFR50 production b 
utllliation facilities Current listing of branch assignments 
for nucleer reactor projects b sve list one 1 

EIBENHUT.DO Oivision of Lictnslng 82/12/20 Consolidated 
Edison Co of New York. Inc Itpp 16868 001 24X 

Fiche 90-000,02/12/26.8212060396 


8301190060 Dlseuites otatui of Imp 1 omen tatlen of NURE0-a612. "Control 
of Heavy Loads." per 601222 request Three existing monorail 
hoists replaced w/hoists that meet criteria of “Nuclear 
aafitg-Related Extra-Safety b Monitoring (X-SAM) Cranes.'*' 

SCHMIDT.H C Texas Utilities Oeneratlng Co 83/01/14 
YOUNOBLOOD. B J Licensing Branch 1 2pp 16047 000 24X 

Flche 90-448,83/01/14.0301190068 


830131013B Notifies that during environ qualification audit, res istance 
temp device found inadequate due to failure to perform aging 
on termination haad M McDrids 821004 tclcon u/vendor end 
SCHMIDT.H C Texas Utilities Bervieei. Inc 03/01/24 
YOUNODLODDiD J Licensing Branch 1, 3pp. 16965023 24X 

Fiche 50-445,63/01/24,8301310130 


E NRC Safety Evaluation Report <8ER). suppls b eorreipandance 


B301240110 Forwards Rev 0 to procedure, "Anticipated Transient W/o 
Trip." to facilitate review of Items 1 C 1 b 1 C 0 of SER 
CNUREO- 07971 

SCHMIDT.H C Texas Utilities Services. Inc 63/01/16 
YOUNOBLOOO.B J Licensing Branch 1 Ip 16090.335 24X 

Ficht 50-445,03/01/10.0301240110 


"03O124O'119 "Anticipated Transient H/o Trip. " Rev 0 

SADIL.R B . JOHESi R A Taxes Utilities Services, Inc 02/12/30 
Spp 16090 336 24X Flche: 50-448, 03/01/16,6301240110 


B3O1240l3t Forwards "Comanche Peak St earn El ec tr Ic Station Person-Motion 
Study of Post-Accident Sampling Activities to Demonstrate 
Compliance H/ODC-19 b NUReO-0737, Item 11 B 3," par SER Suppl 
2 <NURE0-0797J 

SCHMIDT, H.C Texas Utilities Servlceti Inc 83/01/18 
YOUNODLOaD. D J. Licensing Branch i Ip 16091:31? 24X 

Flche* 90-445. 63/01/18. 8301240131. 


—8301240140 "Comanche Peak Steam Electric Station Pereon-Motlon Study 
Post-Accident Sampling Activities to Demonstrate Compliance 
W/ODC-19 b HUREO-0737. Item 1 1 D. 3 " 

» Texas Utilities Services. Inc 02/12/31 25pp, 16091 320 

24X FtchS 50-449.83/01/18.6301240131 


F Security, medical, emergency b fire protection plana 


B212060349 Oinerlc Ltr 82-33 to all licensees of operating raectors. 
applicants for OL b holders of CPs re Suppl I to NUREO-0737. 
"Requirements for Emergeney Response Capability. " 

NUREO-0737, 8upp I 1 b sve list end 

EIBENHUT.DO Division of Licensing. 82/12/17. Consolidated 
Edison Co of New York, Inc 77pp 16601.208. 24X 

Flche 50-000,02/12/17.8212060349. 



352 


DOCKETED ITEMS 


821233044S 0>n»ric Ltr SS-3<? to all rtactor licenseaa>CP holdars l> 
applicant* CP> ra problems u/subm 1 1 to 1 s of 10CFR73 21 
saftS'uardt info for licensing rsvleu Proeedures re 
transmittal of Info outlined Svc list enc 1 

eiBENKUT.O 0 Olvlslon of Licensing. B2/12/22 Consolidated 
Edison Co of Neu Vorkt Inc }3pp I6&90 021 24X 

Flche SO-OOO. 02/1 a/’22. 9212220445 


8301310260 Order granting Citliens Assoc for Seond Energy motion for 
leave to file supplemental submission on issues presented bg 
NRC appeal from ASLD 020930 order Submission accompanglng 
motion filed 

SHOEMAKER) C J Atomic Safety and Licensing Appeal Panel 03/01/20 
Citiiens Association for Sound Energy ip 16072 169 24it 
Flche S0-44S. 03/01/20, 0301210260 


0301100265 Forward I Emargency Operating Procedures Oeneration Package, 
addressing NUREa-0B99i See t i on 7 0 & I terns 1 C 1 t, I C B of 
BEfi, NURBO-0797 

SCHHIDT.H C Teias Utilities Services, Inc 03/01/12 
VaUNOBLOODra J Licensing Branch 1 Ip 16031 030 24X 

Flche 90-445,03/01/12,030110026!) 


—0301180269 fitv 2 to ’’'Preparation of Emergency Response Ouidelines " 
JANEfR A Texas Utilities Services, Inc 02/12/20 44pp 
16031 031 24X Flche 50-445,03/01/12,0301100269 


0301310162 Describes design of reactor coolant pump oil collection sys 
to te Installed as part of firs protection commitment End 
Info supersedes 020706 transmittal Oeneral arrangement 
drawings end 

SCHMIDT, HC Texas Utilities Services, Inc 03/01/24 DENTON, H R 
Office of Nuclear Reactor Regulation, Director 7pp 16963 204 
24X Flche 50-449.03/01/24,0301310162 


0 Adjudicatory correspondence 


0301040476 Order schedull'ng 030119 oral argument on issues presented by 
NRC appeal from ASLB 620930 order, In BethesdaiMD NRC L 
Cltllens Assoc for Sound Energy each allo'tted 40 minutes for 
argument 

TC.MPK1N9, B A Atomic Safety and Licensing Appeal Panel 02/12/30 
3pp. 16647210 24X Flche 50-449,02/12/30.6301040470 


0301040635 Answer to Citiiens Assoc for Sound Energy 021214 motion to 
suppi exhihits Opposes admission of Exhibit 740 Other 
eiihibits marginally relevant but Assoc should be re^iuired to 
prove eihibits not repetitious Certificate of Svc end 
ROTHSCHILD, M U Hiaring Branch t 03/01/03 Atomic Safety and 
Licensing Board Panel Spp 16643 350 24X Flche' 50-449, 03/01/03, 

0301040635 


8301060157 Memorandum 6 order admitting Cltliens Assoc for Bound Energy 
Exhibit 730, 1 n response to Assoc 021214 motion for admission 
of exhibits Rulings on proposed Exhibits 739. 736,739 t, 740 
deferred until evidentiary hearing resumed 

MILLER, H £ Atomic Safety and Licensing Board Panel 03/01/04 
Cltliens Association for Sound Energy Bpp 16679 319. 24X 

Piche 50-449, 03/01/04, 0301060157 


0301120013 Advises that author will represent NRC at 630119 oral 
argument 

TURK, 8.6 Hearing Branch 1 83/01/11 TOMPKINS, B A Atomic Safety 

and Licensing Appeal Panel Ip 16701 310 S4X 
Flch*’ 50-445,63/01/11,0301120013 


6301100110 Advises that Public Utils Commission of TX approved 
reorganliatlon of TX Utils Co Bys Reorgan 1 1 ation should be 
completed by 040101 

REYNOLDS.N.S Debtvolse It Liberman REYNDLDS.M9 Texas Utilities 
Oensratlng Co. 03/01/12 MILLER, ME , CDLE.R , MCCOLLOH.K A 
Atomic Safety and Licensing Board Panel ip 16032 122 24X 

Flche 90-445,63/01/12,0301180110 


0301260003 Forwards listed Itrs t IE insp repts to suppL info provided 
In Board Notifications 82-116, “Welds in Main Control Panels 
at Comanche Peat’' & 02—90 {< 82-90A, "Welds in Main Control 
Panels " 

ROTHSCHILD, H U Hearing Branch 1 83/01/24 MILLER, M E . 

HCCOLLOMi K A , COLE, R Atomic Safety and Licensing Board Pane] 

19pp 16913 031 24X Flche 50-449,83/01/24.8301260003 


8301200294 Advises of changes/additions to R Combs affidavit* RelaUd 
correspendenc e 

ELLIS, J Cltlxens Association for Sound Enargy 03/01/24 
ROSENTHAL, A 8 , JOHNSON, H R , MOORE, T 8 Atomic Safety and Llcenilrs 
Appeal Panel Ip 16961 302 24X Flche 50-449, 03/0 1/24, 03012S{l2:g 


--0301200256 Foruerds original signed L Smith aff idavlt, attached te 
motion for protective order Related correspondence 
ELLIS, J Cltliens Association for Sound Energy 03/01/24 
Docketing U Services Branch Ip 16961 303 24X 

Flche 90-449.83/01/24,8301280254 


— 8301200299 Affidavit of L Smith re working conditions t« proieduret tl 
plant Requests protection for self b son-in-law 
SMITH, L Cltlxens Association for Sound Energy 83/01/23 Sjp 
16961 304 84X Flche 50-445,83/01/24.8301200294 


— 0301280262 Motion to confirm that R Combs, L Smith 6 FR Harre] I ere 
covered under law protecting whistleblowers Intarrog ation or 
discussion of individual concerns should be done through 
discovery Certificate of Svc end Related correspondence 
ELLIS, J Cltlxens Association for Sound Energy 03/01/24 
Atomic Safety and Licensing Board Panel 9pp 16961.309 S4J 
Flche 90-449, 03/01/24, 83012B0254 


8301280073 Brief in responee to ASLAB questions at 030119 oral 
argument If informants agree to be identified, NRC might 
disclose names Where testimony of informants unnaeeasary, 
identity should not be disclosed W/Certlf Icate of Svc 
TURK.S E Hearing Branch 1 83/01/26 lOpp 16959:130 24X 

Flche 90-449,03/01/26.8301200073 


830131DS1S Response to ASLAB questions directed to NRC at 030119 si tl 
argument Oovt may Introduce Into evidence informer evidence 
or call informer te teetlfy w/o disclosing identity 
Certificate of Svc end 

ELLIS, J Cltlxens Association for Sound Energy 83/01/26 9pf 
16969 340 24X Flche 50-449,83/01/26,0301310219 


8301310069 Requests end NRC Exhibits 10.11 b 12 be entered Into 
evidence Parties do net object Exhibits not admitted earlier 
due to failure to move adml ssion, not because other parties 
Ob jac ttd 

ROTHSCHILD, M U Hearing Branch 1 83/01/27 MILLER, M 0 , COLE.R . 

MCCOLLOH.K A Atonic Safety and Licensing Board Panel 26pp 
16969 313 24X Flche 50-445.63/01/27,8301310069 


Q Inspection reports, IE Bulletins b correspondence 


0301200076 Forwards Assoc for Women in Science vs Callfano b U8 vs 
Long, federal court caies not cited in NRC brief Counsel may 
rely on easel during oral argument 

nWK. 8 B Hearing Branch 1 03/01/17 ROSENTHAL, A S , MOORE, T S 

JOHNSON, H R Atomic Safety and Licensing Appeal Panel 16pp. 
16863 194 24X Flche- 90-443, 83/01/17, 830I20007B. 


8301240103 Motion for order compelling NRC b applicants to provide 
document*. Matters relavent to proceeding Certificate of 
Svc end 

ELLIS, J Citixane Aiiociation for Sound Energy 03/01/18 
Safety and Licensing Board Panel lOpp 16091 044. 24X 

Fiehi 90-449,83/01/10,0301240103 


Atomic 


0301030001 Forwards IE Insp Rapt 50-445/02-27 on 021101-30 No 
nonconp 1 lance noted. 

MADSEN, 0 L Division of Resident, Reactor Projact S< Enginetrln) 
Programs 82/12/13 OARY.R J Texas Utilities Oeneratlng Co 2ff 
16615 138 24X Flche 50-445,82/12/13,0301030001 


—0301030002 IE Insp Rept 50-445/02-27 on 821101-30 Ns noncampt laser 
noted. Major areas inspected, p reoperat lone 1 teet procedure 
review, plant tours, initial startup procedure review b plant 

status 

KELLEV, D L , WESTER HAN, T F. Division of Resident. Reactor Project 
b Engineering Programi 82/12/08 6pp 16619' 140 24X 

Flche 90-449,02/12/13,8301030001 


0301240116 Forwards J Doyle affidavit re blacklisting due to teitlfglr 
at htarings. ^ 

ELLISiJ Cltliens Association for Sound Energy 03/01/18 
ROSENTHAL, A S , JOHNSON, H. R , MOORE, T S Atomic Safety and Llctnslr 
Appeal Panel Ip 16090 330 24X Flche 50-449.83/01/10,0301240116 


0301030116 Forwards IE Insp Repts 90-445/02-1 1 b 90-446/62-10 frd* 
Apr-8ept 1982 b notice of violation, 

MADSEN, 0 L Division of Resident. Reactor Project S< Engineerini 
Programs 02/12/13 OARY, R, J, Texas Utilities Oeneratlng Co 2ft 
16614 220 24X Flche 90-449.02/12/13.0301030116. 


-0301240122 Affidavit of J Doyle Affiant blackllcted due to testimony 
heirings.NRC should teke Immediate b stringent neasurts to 
hV confidentiality & protection 
uhistleblouare 1* farce H/Certiflcate of Svc 
Citiiene Association for Sound Energy 83/01/17 4pp 
16890 331, S4X Fiche. 90-449, 83/01 /IB, 03012401 16, 


— 8301030120 Notice of violation from Insp from Apr-Sept 1902 

• Region 4, Office of Director 02/12/13 2pp 16614:222 241 

Flche 90-445.02/12/13.0301030116 
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—830(030124 IE Imp Repts 50-443/02-11 t< SO-446/02-lO from Apr-Sept 
1902 NcntompUanoe notod for Unit 1 failure to inspect 
Install^ation of seismic thlmi in polar crane brackets (< 
failure to properig train QC personnel 

TAyuORtR 0 1 HESTERMANt T F Division of Residenti Reactor Project 
b Engineering Programs 02/12/03 S3pp 16614 224 24X 

Pieha SO-443. 82/lS/13i 0301030 1 16 


8301030025 Forwards IE Insp Rept 50-445/82-23 on 021001-31 No 
noncompliance noted 

NADSENi 0 L Division of Residenti Reactor Project 6 Engineering 
Programs 02/12/14 OARViR J Texas Utilities Oenerating Co 2pp 
16615 111 24X Flche 50-445,82/12/14,8301030025 


— 0301030030 IE Insp Rept 50-445/02-23 on 021001-31 No noncompUance 
notaif Major araas inspected p reoperationa 1 test procedure 
review 6 performance, p lent tours, initial startup procedure 
review 4< plant status 

KELLEY, D L , HE8TERMAN, T F Division of fissldent. Reactor Project 
& Englnsering Programs 02/12/03 7pp 16615 113 24X 

Fieha 50-445,02/12/14,8301030025 


8200190269 IE Info Notice 82-51, "Overe «posur es in PWR Cavities " 8vc 

list end 

OEYOUNOiR C Director's Office, Office of Inspection and 

Enforcement 02/12/21 Consolidated Edison Co of New York, Inc 

llipp 166B9'239 24X Flche 50-000, 82/12/21 , 8200190269 


8S120&035I IE Info Notice 82-52, "Equipment Environ Qualification 
Testing Eiperlence - Updating of Test Summaries Previouslg 
Published in IE Info Notice 81-29 " 0vc list end 
JOHDAMfE L Division of Engineering & Oualltg Assurance (Pro 
8301031 02/12/21 Consolidated Edison Co of Neu York, Inc 

lISpp 16601 008 34X Flche 50-000,82/12/21,8212060351 


8301140385 Forwards IE Investigation Repts 50-445/02-29 I, 50-446/02-15 
en 320B04-Q917 No noncomp I lance noted 

HADSENfO L Division of Resident, Reactor Project i< Engineering 
Programs 02/12/81 OARV, R J Texas Utilities Oenerating Co 8pp 
16008 176 24X Flche 50-445,02/12/21,8301140385 


— 8301140393 IE Investigation Repts 50-445/82-29 t< 50-446/02-15 on 
820804-0917 No noncomp I lance noted Major areas inspected’ 
alleged electrical deficiencies in safetg-related & 
noneafstg wiring. Info deleted 

HERRpR K , FORTUNA, R A , FITZGERALD Region 4, Office of Director 
02/11/23 14pp 16808 170 24X Flche. 50-445, 82/12/21, 830 1 140305 


S2120603S0 IB Info Notice 02-53, "Mein Transformer Failures at North 
Anna Nuclear Power Station " Bve list end 

JORDANtE L Division of Bnginosring U Qualitg Assurance <Pre 
0301031 82/12/22. Consolidated Edison Co of New York, Inc 

il4pp 16750 017 24X Flche' 50-000, 02/12/82, 8212060350 


8S08190275 IB Info Notice 62-54, "Nestinghous o NBFO Rolag Failures in 
Reactor Protection Sgs " Sve list end 

JORDAN, E L. Division of Engineering t, Qualitg Assurance (Pre 
8301031. 82/12/27 Consolidated Edison Co of New York, Inc 

llOpp 16962 139. 24X Fiehe- 50-000, 82/12/27,8208190275 


B208190273 IE Info Notice 82-55, "Seismic Qualification of Nsstlnghouse 
AR Htlag M/Latch Attachments Used in Nestlnghouso Solid 
State Protection Bgs “ 8vc list end 

JOROANiE L Division of Engineering 6 Oualltg Assurance (Pre 
830103) 82/12/28 Consolidated Edison Co of New York, Inc 

l«9pp 16860' 014 24X Flche 50-000,82/12/28,8208190273 


B2I2060334 IE Info Notice 62-56, "Robertshau Thermostetlc Flow Control 
Valves " 8vc list end 

JORDAN, E L. Division of Engineering 6 Qualitg Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co. of Neu York, Inc 

ilipp 16758.137 24X Flche’ 50-000. 82/12/30, 8212060354. 


0301800041 Provides status of spscial insp teem rept on allegations re 
design (c const of pipe supports at faclllttss Addl Dlv of 
Engineering mgt assistance requested to assure that staff 
(onnl tments satlsfac tori Ig met 

NOVAK, T M Assistant Director for Licensing. 83/01/10 KNIOHT, JP, 
Assistant Director for Comp & Structures Engineering (Pre 830201) 
3pp 16002:870 24X Flche- 50-445, 03/01/10, 0301800041 


B301880166 Forwards IE Insp Rept 50-445/02-30 on 821213-16 6 notice 
of violation 

HADSENiO.U. Olvliion of Resident, Reactor Project 6 Eng ineer ing 
Prsgrans 83/01/12 GARY, R J Texes Utilltlss Generating Co 2pp. 
16962 066 24X Flche. 50-445, 83/01/12, 8301280166. 


— S3012G0170 Notice of violation from insp on 821213-16 

e Division of Rssident, Reactor Project 6 Engineering Programs 
0-3/01/12 Ip 16962.068 84X Flche- 50-445. 83/01/12, 8301280166. 


—0301200174 IE Insp Rept 50-445/02-30 on 881213-1(^ None ampl i ance noted 
review of calculation packages for pipe hangers & supports 
disclosed mathematical errors not identified during checking 
process 

BRICKLEV. R H , HALE, C J , UE8TER)fAN,T F Division of Vendor «< 
Technical Programe. 83/OI/iO 4pp 16962 069 24X 

Flche 50-445,83/01/12,0301280166 


0301260003 Forwards listed 1 trs h IE insp repts to swppl info provided 
in Board Notifications 02-116, "Helds in Main Control Panels 
at Comanche Peat" 6 82-90 b 62-90Ai "Helds in Main Control 
Panels " 

ROTHSCHILD. M U Hearing Branch 1 83/01/24 MILLER, M £ , 

MCCOLLOM, K A , COLE, R Atomic Safetg and Licensing Board Panel 
ISpp 16913 031 24X Flche 50-445,83/01/24,0301260003 


S Reportable occurrences, LERs t, related cor respondenc e 


8301040545 Final deficlencg rept re pipe whip restraint weld 
indications Initiallg reported on B2093Q Condition 
determined not reportable per 10CFR30 55(c) 

GARV.R J Texas Utilities Oenerating Co 82/12/27 MADSEN. 0 L 
Division of Resident, Reactor Project 4c Engineering Programs Ip 
16646-224 24X Fiche 50-445, 82/1 2/27. 83010 40545 


8301100073 Interim deficlencg rept re potential defect in piston skirt 
castings Initiallg reported on 021201 Completion of 
evaluation expected bg 840206 

OARY.n J Texas Ut 111 ties Generating Co 82/12/27. MAD8EN, 0 L 
Division of Resident, Reactor Project (t Engineering Programs Ip 
16697 187 24X Flche 50-445,92/13/27,8301100073 


8301210122 Interim deficlencg rept re Pacific Pump m'ulti-va-ne diffuser 
cracking Initiallg reported on 820414 Applicant awaiting 
He sting house rept Completion bg 030301 ant 1 clpa t ed 
OARYiR J Texas Utilities Oenerating Co 83/01/13 MADSEN. O.L 

Region 4, Office of Director ip 16879 063 34X 
Flche 50-445,83/01/13.6301210122 


T Hearing tr an scripts on non-ant I trust matte re 


8301210073 Transcript of 830119 oral argument hearing In Oethesds.MD 
Pp 1-66 

e Atomic 8afetg and Licensing Board Panel B3/01/I? 68pp 
16079 IS6 24X Flchs 50-445,83/01/19,8301210073 


8301270308 Forwards transcript of 830119 oral argument before ASLAB to 
be placed in LPDR M/o end 

ROTHSCHILD, M U Hearing Branch 1 83/0/25 MORRIS. P. Texas, 

Unlv of Ip 16933 125 24X Fiche 50-445.03/01/25,8301270300 


V Operator Examinations 


8212220443 Generic Ltr 62-38 to all power reactor 1 1 c entees, app 1 icints 
for OL, NS8 & reactor vendors 4< AEs re meeting to discuss 
recent developments for licensing exams Advises that mietlng 
wilt be held on 830211 re operator licensing Sve list end 
EIBENHUT.DO 01 vis 1 on of Lt c ens Ing 02/12/22 Consolidatsd 

Edison Co of Neu York, Inc 12pp 16691 072 24X 

Fiehe 50-000,82/12/22,8212220443 


8301120078 Generic Ltr 83-01 to power reactor Lleensaas tc applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requssts expected for submittal prior to 
651231 for 11 sted categories. Sve list enel 

EISENHUT.D 0 DivltiDn of Licensing 83/01/11 Consolidated 
Edison Co of Neu York, Inc llpp 16893 243 84X 

Flche- 50-000. 83/01/ 1 1, 0301120078 


DOCKET 30-446 COMANCHE PEAK STEAM ELECTRIC 8TA .UNIT 2 


A Appl 1 cetlon/constr uctlon stage documents 4. correspondenct 


6301120168 Forwards tablt describing Amend 37 to F8AR containing 
Environ Qua 11 f 1 cat i on Rept update, changes in startup 
organiiatlon 6. editorial correction 

MARSHALL, J.8 Texas Utilities Services, Inc 82/12/17. 

BURNELL, a B Office of Nuclear Reactor Regulation. Director Spp. 
16776 191 24X Fiche. S0-44Si62/12/17, 8301120160 


8301030296 Responds to 820913 ltr re nace* 
operations for protection against boron 
doubling Alarm tc automatic valve operat 
load. Addl info requested Position on bo 
YaUNOBLaOD, 8 J, Licensing Branch 1. 8 

Utilities Generating Co. 6pp. 16635.1^ 
02/12/23. 0301 030296. 
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3212060356 Ctruflc Llr 32-30 to all I Ic •!>•**» j appl leant! for OU fc 
holdtrt of CPt !•« fillnsi concarnlng 10CFH30 produttUn <c 
utilization facllltlea Current lilting of branch ai ligniminti 
for nueliar reactor projscti & »ve Hit *oc I 

EISENHUTi D 0 Qiviilon of Llcanilng 02/12/28 Coniolidatod 
Edlion Co of Hall) Vorh* Inc llpp 16063 OOl 24X 
F i c he 30-000< 02/1 2/23. 82 1 2060336. 


8301190060 Oilcuisti itatui of imp lamontati on of NURE0-0612> “Control 
of Hiavg Loads," per 801222 request Three aiistlng monDrill 
holitc replaced u/holeti that meat criteria of “Nuclear 
Safety-Belated Extra-Safety & Monitoring fX-SArt) Cranei " 
aCHMIDT.H C Texas Otllitie* Oenaratlng Co 83/01/14 
yailNOBLOOil, 6 J, Llcanilng Branch 1 2pp 16847.000 24’X 

Flche 50-449.03/01/14,8301190068 


8301310138 Notifies that during environ qualification audit, railitanca 
temp device found inadequate due to failure to perform aging 
on termination head M McBride 021004 teleon ui/vtndor end 
SCHMIDT, H C Teiai Utilltlal Services. Inc 83/01/24 
VOUNOBLOOD, B J Licensing Branch 1 3pp 16963 023 24X 

Flche 50-449,83/01/24,8301310138 


E NBC Sefety Evaluation Report ISER). suppli U corraif ondanea 


83012401 10 Forward s Rev 0 to procedure, "Anticipated Traniiant W/o 
Trip," to facilitate review of Items I C 1 t, l.C.S of SER 
(NOREO-0797) 

SCHMIDT, H C Texas t/tllltias Services, Inc 83/01/10 
VOUNOBLOOD, D J. Licensing Branch 1 Ip 16890 339 24X 

Flche 90-449,03/01/10.9301240110 


—8301240115 "Anticipated Transient W/O Trip. " Rev 0 

SADlL.R B . JONEB.fl A Tezas Utilities Services, Inc 82/12/30 
5pp 16690 336 24X Flche' 50-445. 83/01/10. 8301240110. 


8301240131 Forwards "Comanche Peal Steam Electric Btatlon Pcrton-Motlon 
0:tudv of Poet-Accident Sampling Actlvlttec to Oenonstrabc 
Compliance M/ODC-19 8. KOREO-0737, Item II 0 3." per SER Suppl 
2 (NUREO-07971 

SCHMIOT.H C Texas Iftilities Services. Inc 83/01/10 
VOUNOBLOOD. B U Licensing Branch 1 Ip. 16891 319 24X 

Flche 50-449.63/01/18.8301240131 


— 0301240140 "Comanche Peak Steam Electric Station Person-Motion Study of 
Post-Accident Sampling Activities to Demonstrate Compliance 
M/ODC-19 h NUREO-0737. I tern 11 8 3 " 

a Texas Utilities Servlcei. Inc 82/12/31 29pp 16891.320. 

24X Flche 90-445,83/01/18.6301240131 


F Security, medical, emeryency it fire protection plans 


8212060349 Oeneric Ltr 82-33 to all licensees of operating reactors, 
applicants for OL b holders of CPt re Suppl 1 to NUREO-O737i 
"Requirementi for Emergency Response Capahility “ 

NUREO-0737, Suppl 1 It eve list end 

EISENHUT.O 0 Division of Licensing 82/12/17 Consolidated 
Edison Co of Meu York. Inc 77pp 16681 208 24X 

Flche 50-000, 62/ 1 2/ 1 7. 82 1 2060349 


8212230445 Oeneric Ltr 82-39 to all reactor 1 Icentees. CP holders b 
applicants for CPi re problems (u/subnxttals of 10CFR73. 21 
safeguards info for licensing review. Proced ures re 
transmittal of info outltned.Svc list end 

EISEllHUT.B 0 Division of Licensing. 82/12/22 Consolidated 

Edison Co of New York. Inc 13pp 16690 021. 24K 

Flche 50-000, 02 / 1 2/22, 82 1 22204 4 5 


8301100265 Forwards Emergency Operating Procedures Oenerstion Package, 
addressing NUREO-OBYY. Section 7 0b I terns I . C 1 b I. C 8 of 
SER, NUREO-0797 

SCHMIDT, H C. Texas Utilities Gervlces, Inc 03/01/12. 

YOUNOBLODD. B U Licensing Branch I. Ip 16831.030 24X 

Flche 50-449,83/01/12.8301180265 


— 8301160269 Rev 2 to "Preparation of Emergency Response Ouidellnss “ 
jane. R A Texas Utilities Services. Inc 02/12/26 44pp. 

16831 031 24X Flche S0-44S. 83/01/ 12. 830 1 100265. 


8301310162 Describes design of reactor coolant pump oil collection sys 
to be Installed as part of fire protection commitment. Enel 
Info supersedes 820706 transmittal Oeneral arrangement 
drawings end 

SCHMIOT.H C Texas Utilities Services, Inc 83/01/24 DENTON. K R 
Office of Nuclear Reactor Regulation. Director. 7pp 16963*284. 

24X Flche 50-449,83/01/24.0301310162 


0 Adjudicatory correspondence 


830104047B Order scheduling 830119 oral argument on issues presented b| 
NRC appeal from A8LB 820930 order. in Dethosda.MD NHC fc 
Citliens Assoc for Sound Energy each allotted 40 mxxiutrs for 
argument 

TOMPKINS. B A Atomic Safety and Licensing Appeal Panel 02/12/30 
3pp 16647 218 24X Flche 50-449,82/12/30,0301040478 


8301040639 Answer to Citiiens Assoc for Sound Energy 821214 motion t» 
suppl exhibits Opposes admission of Exhibit 740 Other 
eihlbits marginally relevant but Assoc should be required to 
prove exhibits not repetitious Certificate of Bve end 
ROTHSCHILD, M U Hearing Branch 1 83/01/03 Atomic Safety and 

Licensing Board Panel 9pp 16643 390 24X Flche 30—445.83/01/03, 

8301040639 


8301060197 Memorandum b order admitting Citiiens Assoc for Sound Eotrii 
Eihlblt 738, in response to Assoc 821214 motion for admission 
of exhibits Rulings on proposed Exhibits 735,736,737 b 740 
deferred until evidentiary hearing resumed 

HILLER, M E Atomic Safety and Licensing Board Panel 83/01/04 
Citizens Association for Sound Energy 8pp 16679 319 24X 

Flche- 50-449, 03/01/04,0301060197 


8301120013 Advises that author will represent NRC at 830117 oral 
argument 

TURKiSE Hearing Branch 1 03/01/11 TOMPKINS. B A Atomic Safely 

and Licensing Appeal Panel Ip 16781 310 24X 

Flche:S0-449, 03/01/11,6301120013 


8301190116 Advises that Public Utils Commission of TX approved 
reorganliatlon of TX Utils Co Sys Rcorganl i atlon should be 
completed by 840101 

REYN0LD3.N 8 Debevolse b Liberman REYNOLDS. N S Texas Ulllltlti 

Oenerating Co 83/01/12 HILLER. M E • COLE. R , MCCOLLOM. K A 
Atomic Safety and Licensing Board Panel Ip 16832 122 24X 

Flche:90-449, 03/01/12, 8301180118 


3301200076 Forwards Assoc for Women In Science vs Callfano b OS vs 
Long, federal court cases not cited in NRC brief Counsel may 
rely on casts during oral argument 

TURK, 8 E Hearing Branch 1 83/01/17 ROBENTHAL, A S , HOORE.T 5 . 

JOHNSON.W. R Atomic Safety and Licensing Appeal Panel ]6pp 
16063 194 24X Flche 50-449,83/01/17,8301200078 


0301240103 Motion for order compelling NRC b applicants to provide 
documefits Hatters relevant to proceeding Certificate of 
8vc end 

ELLIS, vl Citiiens Association for Sound Energy 03/01/18 Atoeic 
Safety and Licensing Board Panel lOpp 16B9I 044 24X 

Flche 50-449,83/01/18,0301240103 

8301340116 Forwards J Doyle affidavit re blacklisting due to testifylrg 
at hearings 

ELLI8, J Citiiens Association for Sound Energy 83/01/18 
ROSENTHAL, A 6 , JOHNSON.W R , MOORE, T S. Atomic Safety and Llceftilnt 
Appeal Panel Ip 16890 330 24X Flche 50-449,83/01/18.8301240116 


— 8301240122 Affidavit of J Doyle Affiant blacklisted due to testlaoni si 
hearings NRC should take immediate b stringent measuras to 
halt insidious practice Current confidentiality b protection 
by KflC of whistleblowers is farce W/Cerfclflcate of Bve 
DOVLE.J Citizent Association for Sound Energy 83/01/17 4pf 
16870 331 24X Flche 50-449,83/01/18,8301240116 


6301210260 Order granting Citiiens Assoc for Sound Energy motion far 
leave to file supplemental submission on Issues presented by 
NRC appeal from ABLS 020730 order Submission accompanying 
motion filed 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel B3/Dt«0 

Citiiens Aisocletlon for Sound Energy Ip 16B72r 169 24X 

Flche 50-449,83/01/20.8301210260 


B301260003 Forwards listed Itrs b IE insp repts to suppl Info provtdel 
In Board Notl f Icatlons 02-116. "Welds In Main Control Panels 
at Comancha Peak" b 82-90 b 82-90A, "Welds in Main Control 

Panels " 

ROTHSCHILD, H. u Hearing Branch 1 03/01/24 MILLER, H E . 

MCCOLLOM.K A,, COLE.R Atomic Safety and Licensing Board Panel 
19pp. 16913' 031 24X Flche 90-449. 83/01/24,0301260003 


8301280254 Advises of changes/additions to R Combs affidavits Reletel 
correspondanca 

ELLIS. J. Citiiens Association for Sound Energy 63/01/24 
ROBENTHAL, A 8., JOHNSON.W R , MOORE. T. B. Atomic Safety and Llcenfinj 
Appeal Panel Ip 16761 302 24X Flche- 50-445, 03/01/24. 8301260254 


— S301280236 Forwards original signed L Smith af fldavl t, attached to 
motion for protective order Related correspondence 
ELLIS, d. Citiiens Association for Sound Energy 83/01/24 
Docketing b Services Branch Ip 16961 303 84X 

Flche 90-445,03/01/24,8301280294 



DOCKETED ITEMS 


35E> 


— 0301300299 Affidavit of L Smit^ ro working condition* t< proceduros et 
plant Hequost* protactlon for »olf & *an-ln-iatj) 

BMITHtL Cliiiont A*»oclatinn for Gpund Ensrgy e3/0l/’33 Spp 
169AI 304 B4X Tlcho 50-448.83/01/24,0301800334 


--G30l2003t2 Motion to confirm that R Combs, L Bml th 5, FR Harral 1 are 
coverall under laui protecting uh l«t 1 eblouier* Interrogation or 
dltcuttion of Individual concern* should bo done through 
dlscovory Certificate of 5vc end Rolotod correspondence 
ELLIS, J Cltlien* Association for Qouiid Energy 83/01/34 
Atomic Safety and Licensing Ooard Panel 9pp 16961 309 34X 

Flehe 30-449.03/01/34,8301880854 


8301200073 Orief in response to ABLAB questions at 030119 oral 
argument If InfO'rmants agree to be 1 d ent 1 f i od, NRC might 
disclose names Uhere testimony of Informants unnecessari;, 
identity should not bo disclosed H/Cei t If Ic a te of 0vc 
TtHtK.8 E Hearing Branch 1 03/01/26 tOpp 16999 190 84X 

FIche 90-449,03/01/36,0301280073 


8301310215 Response bo ABLAB questions directed to NRC at 030119 oral 
argument Oovt matt introduce into evidence informer evidence 
or call informer to testify u/d disclosing Identity 
Certificate of Sve end 

FLLI6.3 Cltltens Association for Bound Energy 03/01/26 9|ip 
16769340 24X FIche 50-449,03/01/26,0301310218 


0301310069 Requests end NRC Eihlblts 10,11 U 12 be entered into 
evidence Parties do not ob jec t, Cxh 1 b 1 Is not admitted earlier 
due to failure to move adml ss 1 on, not becauee other partloe 
objected 

RarnaCHILn. H U Hearing Branch 1 83/01/27 MILLER, M E , COUE.R , 

MCCOLLOM, K A Atomic Safety and Licensing Hoard Panel Z6pp 
16965 313 24X Fielie 00-449,83/01/27,0301310069 


Q Inspection reports, IE Bulletins U correspondence 


0301170220 Forwards IE Insp Rept 90-446/02-11 on OSltOl t, 03-09 & 
notice of violation 

HADBENi 0 L Division of Resident, Reactor Project 6 Engineering 
Programs OS/ll/84 OARV.R J Tecat Utilities Oeneratlng Co 2pp 
16010 267 24X riche 50-446,02/11/24,0301170228 


—0301170229 Notice of violation from Insp on 821101 U 03-09 

a Division of Retldent, Reactor Project 6 Engineering Programs 
G2/il/24 tp 16010 269 24X Flehe 90-446,88/11/24,0301170220 


Q3OII70233 IE Insp Rapt 90-446/02-11 on 821101 ti 03-09. Noncomp 1 lance 
noted failure to follou procedure re verification of 
dacumenbatlon requirements 1 matl not tested in accordance 
u/purchaec order 

OILBIERT. L D < MCBTERMAN, T F , HUNNICUTT, D M ill vl* ion of Resident, 
Reactor Project 6 Engineering Programs 82/11/19 3pp 16910.2/0 
24X riche* 90-446. 08/11/24, 8301170229 


9301030116 rorwards IE Insp Repts 00-448/08-11 h 50-446/02-10 from 
Apr-fispl 1902 6 notice of violation 

MADSEN, 0 L Division of Resident, Reactor Project 6 Engineering 
rrogrami 02/18/13 OARV.R J Texas Utilities Oentraiing Co 2pp 
I66I4 280 a4X riche 50-449,08/12/13,0301030116 


—0301030184 IE Imp Repts 50-449/B2-U U 50-446/02-10 from Apr-Oept 
1962 Noncomp 1 lance noted for Unit 1 failure to inspect 
Installation of seismic shlmi In polar crane brackets ti 
failure to properly train OC personnel 

TAYLOR. n 0 « WFQTERMAN, T F Division of Resident, Reactor Project 
t) Engineering Program* 82/12/03 23pp 16614,824, a4X 
FIche 90-445. 02/18/13, 83010301 16 


080DI90Z69 tC Info Notice 02-91. ''Dvereiiposure* in FNR Cavities " 0vc 
list end 

DEYDUNO.n.C Olrector'* Office, Office of IneptcHon and 

Enforcement. 02/13/21. Consolidated Edison Co of New Vorli, Inc 

Ilipp. 16609'a39 a4X Fiehe*8O~OOO.02/ia/SI, 8209190269, 


aZISOAOSgi le info Notice 02-SS, "Equipment Environ Qualification 
Testing Eiperlenee - Updating of Test Gummarie* Prevlouely 
Published In IE Info Notice 01-89 " Sve Hit end 
JOflDAH.E L. Olvlelon of Engineering h Quality Assurance (Pre 
t)301O3>. 92/18/81. Coneolldated Edison Co of Ntui York, Inc 

119pp 16601 009 84X Ficlit. 50-000, 92/18/81, 8212060391 


6301140399 Forwards IE Investigation Hopts 00-449/02-29 6 50-446/98-15 
on 620804-09 1 7 No noneomp 1 lance noted 

HADBEN, 0 L Division of Resident. Reactor Project t< Engineering 
Programs 68/18/21. OARV.R <J Texas Utilities Oeneratlng Co. 2pp. 
16809 176 24X Flehe 50-445.02/18/81.0301140389 


—0301140393 IE Invostigotlon Repts 50-445/03-29 & 90-446/82-19 on 
020504-0917 No none amp 1 1 one e noted Major areas inspected 
alleged electrical deficiencies In safety-related t. 
nonsaf ety wiring Info deleted 

HERRiR K . FDRTUNA, R A , FITZOERALD Region 4. Office of Director 
88/11/23 I4pp 16S0B 179 24X Fiche 90-449.98/12/21.6301140399 


0218060390 IE Info Notice 92-53, "Main Transformer Failures at North 
Anna Nuclear Power Station " 8vc list oncl 

JORDAN, E L Division of Engineering & Quality Assurance IPre 
630103) 92/18/32 Consolidated Edison Co of New York, Inc 

U4pp 16750 017 24X Flehe 90-000, 03/18/28,0212060330 


0300190375 IE Info Notice 08-54, "Ues ti nghous e NDFD Relay Failures in 
Reactor Protection 0ys " Sve list encl 

JORDAN, E L Division of Engineering & Quality Aisurance (Pre 
830103) 92/13/87 Consolidated Edison Co of New York, Inc 

llOpp 16962 139 24X Fiche 50-000,03/18/37,0800190275 


6200190873 ]E Info Notice 92-55, "Golsmic Qualification of Nest Ing house 
AR Relay U/Latch Attachments Used In Uestinghouse Bolid 
State Protection Sys " Sve list and 

JORDAN, E L Division of Engineering & Quality Assurance <Pra 
030103) 92/13/30 Consolidated Edison Co of New York, Inc 

109pp 16960 014 24X riche 50-000, 93/13/20, 9309190273 


0212060354 IE Info Notice 08-56, "Robartshaw Thermostatic Flau Control 
Ualves " Bve list encl 

JORDAN, E L Division of Engineering 6 Quality Assurance (Pre 
030103) 02/12/30 Consolidated Edison Co of New York. Inc 

Uipp 16750 137 84X Fiche 50-000,93/18/30,0812060354 


0301800041 Provides status of special insp team rept on allegations ro 
design (< const of pipe supports at facilities Adifl Dlv of 
Engineering mgt assistance requested to assure tliat staff 
comml tmsnts satis fa ctorlly met 

NOVAK, T M Assistant Director for Licensing 93/01/10 KNIOHT.JF 
Assistant Director for Comp & Structures Engineering (Pre 930801) 
3pp 16092870 84X Fiche 50-445, 63/Ot/lO. 9301200041 


6301100340 Ack receipt of 821221 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-446/98-11 
MADSEN, 0 L Division of Resident, Reactor Project 6 Engineering 
Program* 03/01/12 OARV.R J Texas Utilities Oenarating Co Ip 
16634 333 24X Fiche 50-446,93/01/12,0301100349 


— 0301100359 Responds to NRC 921134 I tr re violations noted In IE Insp 
Rept 50-446/83-11 Corrective action** matl certifications for 
liquid penetrant Siam matls ravl euio d , at t e rad e ert 1 Pleat lone 
replaced by original L matl type documentation received, 

OARY.R J Texas Utilities Oeneratlng Co 82/12/31 MADSEN. 0 L 
Division of Raslifenti Reactor Project & Engineering Programs 3pp 
16824 336 84X Fiche 90-446.83/01/13.8301180340 


0301360003 Forwards listed Itrs 1. IE insp repts to suppl info provided 
In Board Notl f tea 1 1 on* 88-116, "Helds In Main Control Panels 
at Comanche Peal" J, 02-90 *< 82-90Ai "Mold* In Main Control 
Panels " 

ROTHSCHILD, M U Hearing Branch 1 03/01/24 MILLER. H E Atomic 

Bafety and Licensing Board Panel I5pp. 16913*031 24X 

rich# 90-445,83/01/24,0301360003 


0 Reportable occurrences. LERs t< related correspondence 


0301060371 Interim deficiency rept re linear Indications in members of 
diesel genere tor auxiliary skid Initially rep orbed on 
020709. Evaluation continuing Completion anticipated by 
040113 

OARY.R J Texas Utilities Oeneratlng Co, 82/18/16 HADBEN. 0 L 
Division of Residinti Reactor Project & Engineering Progreme Ip 
16677.160 84X Flehe 50-446,82/18/16,0301060271. 


0301040345 Flnel deficiency rept re pipe uhlp restraint weld 
indications Initially reported on 880930 Condition 
determined not reportable per 1 OCFRSO B9( e> 

OARV.R J Texas Utilities Oeneratlng Co 92/13/87. MAD6EN, 0. L. 
Division of Resident, Reactor Project & Engineering Programs tp 
16646*224 84X Flehe 30-443,98/12/37,8301040549 


6301100070 Interim deficiency rept re potential defect in piston skirt 
cat t Ings, Ini t ia 1 1 y reported on 021801 Completion of 
evaluation sipec ted by 840206, 

OARV.R J Texas Utilities Oeneratlng Co 92/18/27. MADBEN. 0. L 
Division of Resident. Reactor Project (. Engineering Programs. ip 
16697*107. 24X Fiche* 30-449, 03/12/37, 0301 100073, 


0301310122 Interim, deficiency rept re Pacific Pump tnuHl-vatie dlffusor 
cracking. Ini t la 1 1 y reported on 0204 1 4, Appl 1 cant awaiting 
Uestinghouse rept Completion by 630301 anticipated 
OARY, R J Texas Utilities Oeneratlng Co 83/01/10 MADSEN. 0 L 

Region 4. Dffict of Director Ip 16079 063 34X 

Fiche: 50-443, 83/01/13, 8301210123 
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DOCKETED ITEMS 


T Hearing tranter Ip ti on non-antltruit mat tart 


83D1210D73 Tranter Ip t of 830119 aral argunant hearing In Dethcai)a>MD 
Pp 1-46 

a Atomic 8afctg and Ulconslng Board Panel B3/'0I/I9 68pp. 

16B79 136 24* Flche 30-449.83/01719,0301210073 


830127030B Forward t tranter tpt of 830119 oral arggnant before AELAB to 
ta placed In tPOA W/o and 

BOTKBCHILD.H U Hearing Branch 1 83/01/29 I108RI8,P Texat, 

Unlv of Ip 16933 129 24X Ffehc 50-44 9. 83701/23, 0301270300 


V Operator Examinatlont 


821 2220443 Oen eric Ltr 82-30 to all power reactor 1 1 censeesr app llcanti 
for OL, MSB & reactor vendort U AEi re meeting to dltcuta 
recent dtvelopmentt for llcenting examt Advliet that meeting 
will be held on 030211 re operator llcenting 8vc Met end. 

EISENHUT.D 0 Dlvltlon of Llcenting 02/12/22 Contolidated 

Editon Co of New Varl« Inc 12pp 16681 072 24X 

F 1 c h e 30-000. 82/ 1 2 /22. 82 1 2220 443 


8301I20D7B Cenerlc Ltr 83-01 to power reactor llcensaes & applicants 
for DL re operator llcenting exam site vl tl t. Reguet tt 
tcheduie re eiim reiiuatts expected for fubnittal prior to 
891231 for lifted catagoriee Sve Hit enct 

EI8£MHUr,0 0 Dlvltlon of Licensing 63701711 Consolidated 
Editon Co of New York, Inc 1 Ipp- 16693 243 24X 

Flche 50-000, 03/01/1 1,0301 120078 


DOCKET BTN-S(J-447 0E83AR-23B 


A App llcatlon/canitructlon stage docuiteiiti t< corretpondenc e 


6211240343 Forwardi final draft responses to Structural Engineering 
Branch 820825 regocst for addl info Responses reflect NRC70E 
821007-26 Info exchange meeting in Qcthesda Remaining 
retpontei will be submitted in Dec 19B2 

SHERWOOD, 0 0 Deneral Electric Co B2/1I/10 EI0ENHUT,O.O 
Afslitan’t Director for Llcenting 65tpp 16202 123 24X 

Flebe 50-447.82/11/10.8211240343 


6212130219 Forwards Amend lO to application for review of 0E8SAR 11 
Amend furnishes App 10. at teisment of Reg Sulde 1 97, Revision 
2 against OESBAR II dtslgn 

8HERWOOD,0 0 Oaneral Electric Co 62/11/23 EISENHUT, 0 0 
Division of Licensing Ip 16396.269. 24 X Fi che: 50-447, 82/ 1 1/23, 

6212130219 


— Q212I3022I Amend 10 to application for reviau of QES5AR II Amend 
furnlthet App 10. at lessment of Rag Oulde 1 97,Revitlon 
2 against OESSAR 11 dasign 

eHERWOOO,0 0. Oaneral Electric Co 82/11/23 92pp 16396:270. 
24X Flche 90-447, 02/11/23,8212130219 


63D1030128 Forwards final draft responses to Reactor Bgt Branch 
guastlons raised at Commission 821119 info rsaoeit 
Responses to Cort Performance Branch guastlons to ba 
provided 2 wit after second OE/NRC meeting 

BHERWOOD.OO. Oenaral Electric Co 62/12/27 EISENHUT, D 6 
Division of Licensing. 35pp. 16614-099, 24X Flche 50-447, 82/12/27, 

8301030128 


8301290989 Forwards draft retponsas to Instrumentation & Control Bgs 
Branch 821009 reguest for addl Info OESSAR amend scheduled 
for Feb 1983 to formal! te responses 

SHERWOOD, 0 0 . Oeneral Electric Co. 83/01/21. EISENHUT, 0 0 
Division of Licensing B7pp 16905 209 24X Flch e • 90-447. 63/01/21, 

0301250589 


0301270262 Forwards revised final draft reap unsat to Procedures L Test 
Review Branch. Structural Englnaerlng Branch , Rad latlon 
Assatsmant Branch li Power Sgs Branch 620625 ragucsts for 
addl Info re OEBSAR-I I, par util 621110 & 1217 submittals 
SHERMO0D,0. 0, Oeneral Electric Co 83/01/21 EISENHUT.D 0 
Division of Licensing 35Spp 16927 009 24X Flche 90-447, 

63/01/21,6301270262 


6301270360 Forwards rav te OEBSAR Chapter 19 re radiological dose 
calculations for inside containment LOCA Rev demonstrates 
capability of suppraistun pool to retain particulate fission 
products 

BHERHOOD.O 0 Oeneral Elactrlc Co 83/01/25. EISENHUT, 0 O 
Division of Licensing 26pp 16935 223 24X Flche* 50-447, 83/01/25, 

0301270360 


0 Utility preliminary Safety Analysis Report, amends 


03O11IO5SO Forwards proprietary Amend 12 to OESSAR ra failure modo I 
effects analysis Proprietary Amend 12 withheld (ref 
10CFR2 790) Affidavit end 

SHERHOOD, 0 0 Oenaral Electric Co 62/12/21 EISENHUT. D 0 
Division sf Licensing 6pp 16860 040 24X Flche 50-447.62/12721. 

8301110590 


E NRC Safety Evaluation Report (8ER), supple 6 correspondence 


8301030396 Confirms 830109 meeting In BethesdaiHD to discuss revltu 
status 8. BER schedule, as req.uasted in 821203 ttr 
DENTON, H R Office of Nuclear Reactor Regulation, Director 
62/12/23. SHERWOOD, 0 B (General Electric Ca 2pp 16694 153 2|i 

Flchd 90-447, 02/12/23, 6301030396 


— 8301030388 Requests 830109 meeting to discuss review status tc schtiul 
for SER L final design approval 

BHERHOOD.O 0 Oeneral Electric Co 82/12/03 DtRCKS, H J OffJci 
of the Executive Director for Operations DENTON, H R Office of 
Nuclear Reactor Regulation, Director 3pp 16694 195 24X 

Flche 90-447,82/12/23,8301030356 


K. Utility Final Safety Analysis Report <F8AR > ti amends 


8301110462 Forwards nonproprletary version of Amend 12 to 
OESSAR n 

SHERWOOD, 0 0 Oeneral Electric Co 82712/21 EISENHUT, 0 O 
Division of Licensing Ip 16741 001 24X Flche 50-447.02/12/21. 

0301110462 


— 6301 110471 Nonproprietary version of Amend 12 to OEBSAR II 

SHERWOOD. 0 0 Oeneral Electric Co 62/12/21 255pp 16 7 41 002 

24X Flche 50-447,82/12/21,8301110462 


DOCKET STN-50-454 BVRON STATION, UNIT 1 


A App 1 1 ca t ion/construc tlon stage documents L correspondence 


0212060356 Oenerlc Ltr 82-30 to ell licensees, applicants for OL h 
holders of CPs re filings concerning 10CFR90 production tr 
utlliietien feci 1 1 ties. Current listing of branch assignments 
fo-r nuclear reactor projects & sve list end 

EI8ENHUT.00 Division of Licensing 02/12/28 Consolidated 
Edison Co. of New York, Inc I Ipp 16668 001 24X 

Flche: 50-000. 82/12/28, 8212060356 


6301040005 Approves request to withhold missile study transmitted in 
880818.0902 4. 1189 Itrs as proprietary (ref lOCFRB 7901. 
YOUNOSLOOO.B J Licensing Branch 1 82/12/29 COLLIER.AR 

Hestlnghouse Electric Corp 3pp 16659 220 24X 

Flche* 90-000. 82/12/89. 8301040005 


6301170146 Informs that preliminary discussions baing held w/ 
prospactlvs greanhouse operators re locating facilities on 
site Patted plants l< cut flowsrs would be graidn 

TRAMH, TR Commonwealth Edison Co 83/01/10 DENTON, H R Office 
of Nuclear Reector Regulation, Director 8pp 16812 075 24X 

Flche* 90-454. 83/01/10,8301170148 


8301200022 Submits Mechanical Equipment Qual 1 f Icatlon Program for 
raview tt approval. 

TRAMH, TR Commonwealth Edison Co 83/01/14 DENTON, H R. Office 
of Nucltar Reactor Regulation, Director 2pp 16863*033 24X 

Flche; 90-000, 03/01/14,8301200022 


8301200205 Forwards addl info re analysis of min containment presiure 
Revised response to Ouestlon 022 24 & revs to FBAR Sections 
6.2,19.6 ti 19 B encl Rev necessary due to changes in 
Initiation times of RCFC L containment spray 

TRAMH, T.R Commonwealth Edison Co. 83/01/14 DENTON. M R Office 
of Nuclear Reactor Regulation, Director lOpp 16869*090 24X 

Flche* 90-000, 83/01/14,8301200289 


6301240099 Forwards proposed Tech Specs for Byron Station, Unit 1 Tech 
Specs will ulttnately apply to other stations Oeneral & 
specific justifications for proposed changes Included L 
Tech Specs comply W/NUREO-04S2, 0478 L 0861 requirsments 
TRAMH. T.R Commonwealth Edison Co. 03/01/20 DENTON. H R. afflce 
of Nuclear Reactor Regulation, Director 4pp. 16686.001 24X 

Flche. 90-000, 83/01/20, 8301240099 


— 8301240106 "For Comment" issue of proposed App A Tech Spec*. 

« Office of Nuclear Reactor Regulation, Director. 83/01/20 
4&8pp. 16886.009 24X Fichc 50-000,83/01/20,0301240099 


DOCKETED ITEMS 


3B7 


F S»curitgi medicali emergency & f>re preteetion plan* 


G'212060349 Generic Ltr 82-33 to all lieentee* of operating reac torsi 
•ppilcant* for OL (i holder* of CP* re 8uppl 1 to NUnE0-0737i 
''Requirements for Emergency Reeponte Capability " 

NUREa-0737> Supp 1 1 & *vc ll*t end 

EtSENHUTi 0 0 Division of Licensing 82/12/17 Consolidated 
Edlion Co of Neu Vorki Inc 77pp 16661 208 24X 

FI Che 50-000.82/12/17.8212060349 


8212220445 Generic Ltr 62-39 to all reactor licensees. CP holder* b 
applicants for CPs re problems u/*ubmlttals of 10CFR73 21 
safeguards info for licensing revieu Procedures re 
transmittal of info outlined Sve list end 

EISENHUTi 0 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu Vork. Inc 13pp 16690 021 24X 

Flche 50-000.62/12/22.621222044 3 


8301060212 Releases public version of draft nuclear emergency public 
info brochure b evacuetion time estimates 

PEi-TONi >/ H Division of Rules end Records 63/01/03 Document 
Kanagcment Branch Ip 16682 216 24X Flcha 50-454.63/01/03. 

6301060212 


— 930106021S Forwards public version of draft nuclear emergency public 
info brochure b evacuation time estimates within plume 
arposure pathway emergtncy planning lona 

TRAMH.r.R Commonwealth Edison Co B2/12/1S DENTON. H R Office 
of Nuclaar Reactor Regulation. Director tSpp 16682 217 24X 

Flche 90-454.83/01/03.8301060212 


—8301060220 Public version of evacuation time estimates within plume 
eeposure pathway emergency planning tone One overeiie map 
and Aperture card available In PDR 

e Commanueelth Edison Co 62/12/31 eopp. 16682 233, 24X 

Ftche 50-434.83/01/03.8301060212 


6301110400 Forwards addl fire protection program info requested in NRC 
621009 ltr. including responses to deviations from CHEB 9 5-1 
b revised responses to F8AR Ouestions OtO 57 b 010 56 
TAAHN.T R Commonwealth Edison Co 83/01/06 DENTON. H. R Office 
of Nuclear Reactor Regutetion. Director 16pp 16743 232 24X 

Fiche 50-000.83/01/06,6301110400 


6301140365 Notifies that continuing difficulties prevent “operational" 
designation of listed emergency response feellltles. per 
NU'ReO-0737. Item III A I 2, "Upgrade Emergency Support 
Facilities” b Generic Ltr 82-33 

BWARTZiED Commonwealth Edison Go 63/01/06 DENTON, H R Office 
of Nuclear Reactor Regulation. Director 2pp t6807'297 24X 

Flche 50-000.83/01/06,8301140369 


O Adjudicatory correspondence 


6301050103 Revised contentions OLs ehould be denied 

CHERRY. H M League of Women Voter* of Rock ford. IL CHERRY. H H 
Cherry. H H /Cherry. Flynn b Kenter 80/03/10 Commissioner* 
llapp. 16662 347. 24X Flche 50-454.60/03/10.6301050103 


8301040510 Requests to make limited appearance statement at OL 
hoarlmgs 

MCINTYRE. O.U. Affiliation Unknown 82/12/28 Docketing b 
Bervlces Branch Ip 16646 302 24X Fiche 50-454.82/12/28. 
6 3010409 10 


8301040523 Requests to mak* Hmltsd appearance etatement at OL 
bearings 

DUNCH.R Affiliation Unknown 82/12/28 Docketing b Services 
Branch Ip. 16647 016 24X Flche' 50-454. 82/12/28.8301040523 


8301070314 Requests ruling on util 620928 motion for clar if icatlon of 
portion* of A8L8 memorandum b order ruling on motions for 
summary disposition of contentions. Scope of Contention 9<a) 
must be delineated to address contention effectively 
KILLER. M t. Jfham. Lincoln b Beale MILLER. H.I. Commonwealth 
Edison Co 83/01/03 SMITH. I W. COLE.R.F. . CALLIHAN.AD. Atomic 
Safety and Licensing Board Panol. 2pp 16666 189. 24X 

Flche- 50-454. 83/01/03, 8301070314 


8301070354 Hemorandum b order requiring NRC responiet to listed 
Rockford League of Women Voter* 821022 interrogatories. 
Interrogatories relevant b matl b info not roasonably 
obtainable from other source* 

CALLIHAN. D, , COLE.R.F., SMITH, I W Atomic Safety and Licensing Board 
Fanal. 83/01/04. Office of the Etecutive Legal Director 2ipp. 
16635.072. 24X Flche 50-454.83/01/04.8301070354. 


8301120261 Application for subpoena duces tecum directing P Btomfay- 
atlti to appear on 830119 In Chicago. IL for deposition re 
design. const b future operation of plant Certificate of 
Sve anc I 

BlELAMBKt. A. P Commonwealth Edison Co BtELAWSKTiA P Isham. 
Lincoln b Beale 83/01/07 Atomic Safety and Licensing Board 
Panel 7pp 16773 273 24X Fiche 50-454.83/01/07.8301120261 


0301120328 Memorandum b order ruling on applicant 620928 motlan for 
clarification of AStO 630910 order denying applicant b NRC 
motions for summary disposition of Contentions 9(a) b 9<c} 

Motions granted for Contention 9(a) to eitent delineated 
SMITH. I W Atomic Safety and Licensing Board Panel B3/01/07 
Commonwealth Edison Co 3pp 16774 229 24X Fiche: 50-454.83/01/07. 

8301120328 


8301110507 Informs that NRC wilt not move for reconsideration or mod of 
ASLB 830104 mtmorandum b order re NRC responses to written 
Interrogatories Olsputei const of lOCFRZ 720 ( h) (2) < 1 1 ) . but 
responses will be provided to avoid delay 

OOLOBERO.a C Hearing Branch 4 83/01/10 SMITH, I U . COLE. R F . 

CALLIHANiA 0 Atomic Safety and Licensing Board Fans! fp 

16746.007 24X Flche' 50-454, 83/01/ 10. 8301 1 10507 


8301130064 Forward* 830107 application for subpoena since ABLB has not 
received application H/o enel 

GALLO. J Isham. Lincoln b Biale OALLOi J Commonwealth Edison Co 
83/01/10 SMITH. I W . COLE.R F . CALLIHAN. A D Atomic Safety and 
Licensing Board Panel Ip 16790 222 24X Flche 50-454,83/01/10, 

8301130064 


0301180124 Notice of appearance in proceeding Certificate of Bve end 
BECKER, B D Isham, Lincoln b Beale 83/01/14 3pp 16832-099 
84X Flche- 50-454, 83/01/14, 0301180124 


8301180272 Hemorandum b order scheduling evidentiary hearing for 630103 
in Rockford.IL ASLB eipectatlons re tas tlmony. eah 1 bits, 
crois-eiamine t i on p tans, c ontent ions b issues b proposed 
findings b conclusloni stated 

BMITH. t W Atomic Safety and Licensing Board Panel B3/01/14 Spp 
16831.125 24X FI cht: 50-454, 83/01 /I4, 8301 180272 


8301240105 Advises that fuel load date for Unit 1 remalni 830831 Util 
budget includes provisions for up to 4-month 
delay of fuel load date 

MILLER. M I Isham. Lincoln b Beale MILLER, H I Commonwealth 
Edison Co 63/01/18 SMITH, I W Atomic Safety and Licensing Board 

Panel. Ip 16891 362 24 X Fiche 50-454.83/01/18.8301240105 


8301260017 Response to Interrogatories 7( g). 1 0(a9. lOlc ) > 14Ce ) b 17 
Certificate of Sve end 

NEWBERRY, 8 F Reliability b Risk Assessment Branch. UDHL.M L 
Accident Evaluation Branch. C(9DELL, R Hydrologic b Oeotechnical 
Engineering Branch 83/01/24 League of Women Voter* of 
Rockford.IL 29pp 16913 210 24X Fiche 30-494.03/01/24. 

8301260017 


0301260344 Notice of 830301 commencement of hearing In Rockford. IL re 
OL application Parties are Rockford League of Woman Voters. 

Dekalb Area Alliance for Responsible Energy . Slnnlss 1 ppl 
Alliance for Environ. NRC b uttl 

SMITH. I W Atomic Safety and Licensing Board Panel 83/01/24 3pp 
16908 284 24X Flche 50-454.83/01/24.8301260344 


8301200005 Forward* NUflE9/Cn~3090i "Evaluation of Water Hammer 
Potential in Preheat Steam Oanerators." which has 
significant bearing on remaining issue in Contention 9(a) 

W/e end 

OOLD0ERO, a C Hearing Branch 4. 83/01/27 BMITH, I W . COLE.R.F.. 

CALLIHAN. A. D Atomic Safety and Licensing Board Panel, Ip. 

16999' 171. 24X Ft chi' 90-454. 83/01/27. 8301280005 


Q Inspection report*. IE Gulletlns b correspondence 


8301110610 Forward* IE Insp Rept* 50-454/82-20 b 50-455/82-17 on 
821116-19. No neneompllance noted. 

MILLER. J.R. Division of Engineering b Technical Program* 82/13/16. 

REED.R, Commonwealth Edison Co 2pp. 16749.025 84X 

Flche: 50-454, 82/12/16, 8301110610. 


— 8301110614 IE Insp Rept* 90-454/82-23 b 30-495/82-17 on 821 I 16-19 No 
noneompi lanee noted. Major area* Inspacted * preDperaticnal 
radiation protection program 

HUETER.L, J , OREOER, L R. Division of Engineering b Technical 
Programs. 82/12/16. Bpp 16749 027 24X Flche, 90-454. 82/12/16, 

8301110610. 


8208190269 IE Info Notice 82-51, "Overeaposures in PHR Cavities.'' Bve 
list and 

DEYOUNO.R C Director's Office, Office of Inspection end 

Enforcement 82/12/21. Consolidated Edison Co of New York. Inc 

Itlpp. 16689 239. 24X FI che ' 50-000, 62/12/21 . 8208190269. 
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DOCKETED ITEMS 


e2I80i0351 IE Info No fete • 82-52. "Enuipm^nt Environ flual l f itafet on 
Tttfeing Eiporionet -* Updating of Tost Sumoiaries Previously 
Publltlicd In IE Info Notice 81-29 " 8vc list end 
JORDAN. E L Division of Ensinoerina & Quality Assurance iPre 
eaoiDD) B2/12/21 Consolidated Edison Co of Neu Yorki Inc 
llSpp lAABt DSa 24X Ffcfee 30-000.82/12/21.8212060351 


0212O6O3SO IE Info Notice 88-53, "Ham Tpansf ormer Fai loros at Norfeb 
Anna Nuclear Pouer Station " Sve list end 

JORDAN. E L Division Of Engineering & Quality Assurance (Pro 
830103) es/ls/22 Cansolidafeed Edison Co of Neu York. Inc 
IHpp 16758 017 24X Flche 50-000.22/12/22.0212060350 


8208190275 IE Info Notice 82-54. “Uestinghouse NBFD Relay Failures m 
Reactor Protection Sys " 6 vc list end 

JDRDAN.E L Division of Engineering b Quality Assurance (Pre 
830103) 82/1S/27 Consolidated Edison Co of Neu York. Inc 

UOpp 16962 139 24X Ficbe. 50-000. 82/12/27. 820BI90275 


8209190373 IE Info Notice 82-55. "Setsnic Oua 1 if icafeion of Uestinghouae 
AR Relay M/Latefi Attachments Used In Uestingbouse Solid 
State Protection 8 ys. " Sve list end 

JORDAN. E L Division of Engineering Ic Quality Assurance IPre 
830103 ) 83/12/28 Consolidated Edison Co of Neu York. Inc 

109pp 16S68 014, 24 X Ficbe 50-000.82/12/20.8209190373 


B301040500 Foruiarde SAUP Repts 50-456/82-02 fe S0-4S7/82-02 for Jul 
1980 through Dec 1981 Mgt attention needed in nonconformance 
& OA areas 

KEPPLER.J 0 Regions. Office of Director 92/12/29 REED. C 
Cenmaflwealfeh Edison Co 3pp. 16646 306 24X Ficbe 50-000. 82/12/29. 

S301 040500 


—8301040516 Comments on SAUP repts for facilities Category 3 designation 
for Braiduood Functional Area 9 not justified 

REEO.C Commonuealth Edison Co 82/06/02 KEPPLER. J 0 Region 
3, Office of 01 rector 22pp 16646 307 24X 

FicJie 50-000.02/12/29.8301040500 


62120603S4 IE Info Notice 82-56. "Hobertshau Tberciostatic Flou Control 
Velves " 8 vc list end 

JOROANiEL Division of Engineering b Quality Assurance (Pre 
03O]O3> 62/12/30 Consolidated Edison Co of Nbu York. Inc 

Itlpp 16759 137 24X Flche 50-000. 02/12/30.8212060354 


8301180290 Porvardi IE Insp Repts 50-454/82-24 & 90-455/93-16 on 
621130-1203 6 notice of violation 

SPESSARD. R U Division of Project ft Resident Programs 83/01/03 
REED.C Comm onuea 1th Edison Co 2pp 16825 304 24X 

Flche 50-454. 83 / 01 / 03. 8301 180270 


—8301180396 Notice of violation from insp on 821130-1203 

6 PE 8 SARD 1 R. L Division of Project *< Resident Programs 83/01/03 
3pp 16825 306. 24X Flche 50-454.83/01/03.9301180290 


—0301180306 iE Insp Repts 50-454/82-24 «, 50-455/82-18 on 821130-1203 
Noncomp lienee noted Inadequate program to control temp b 
hunidltyi fa 1 lure to maintain cleanliness b ensure access 
In storage & control haiardous waste 

HINDS. J H . HAVES. D M Division of Project b Resident Programs 
93/01/03 6pp. 16 92 s 309 24X Fiche 50-454. 93/01/03. 0301 180270 


B30123Q311 Foruards IE Insp Repts 50-4S4/B2-18 b 50-455/82-13 on 
820430-1308 b notice of vlolatlsn 

NORELIUS.C E Division of Engineering b Technical Programs 
83/01/11 REEO.C Conmonhieettli Edison Co 2pp. 16897 220 24X 

Fiche 90 - 454 . 93/01/11.830125031 1. 


— 83012S031S No bice of violation from insp on 820420-1208 

NOREblUS. C E Division of Engineering b Technical Programs 
63/01/11 2pp 16997 222 84 X Ficbe 90-454,83/01/11,8301250311 


—8301850322 IE Insp Repts 50-454/02-19 b 50-455/82-13 on 620420-1208 
Nsneempllanct noted requirements not correctly translated 
Into specs, drewingi. procedures & instructions 
SUTPHIN.R N . HAHKINS.F C. Region 3. Office of Director 
81/01/06 7pp 16997)224 24X Flche 50-484,03/01/11,9301250311 


8301850380 Forwards IE Insp Repts 90-454/82-17 & 50-495/02-12 on 
820016-20.23-27 b 0917 b Jlofeice of violation 
NORELCUSiC.E Olvieion of Engineering b Technical Programs 
83/01/11 REEO.C. Commonuealth Edison Co 2pp 16905.130 24X 

Fiche 90-434, 03/01/11.9301890580 


— 9301260575 Notice of violation from insp on 620316-20.23-27 b 0917 
NORELIUa.C E Division of EnslKeerlng b Technical Programs 
83/01/11. Ip 16705 132 24X Flche 50-454.83/01/11,9301290560. 


—6301250602 IE Inap Repts 50-434/82-17 b 50-455/82-12 on 020816-20, 
23-27 b 0717 Noneomp 1 lance noted failure to identify b 
control nonconforming items re cable troy separation & 
electrical cable separation violations 

LOVE, R 6 , UILLIAKS, C C Region 3, Office of Director 83/0I/D3 
20pp 16705 133 24X Fiche 50-494.63/01/11.9301250580 


6301250296 Aek receipt of 821223 Itr informing NRC of steps taken Id 
correct violationa noted in IE Insp Repts 50-4S4/62-22 b 
50-455/82-22 

BPBSSARD, R L Division of Project b Resident Programs B3/0I/I9 
REED.C Commonwealth Edison Co ip 16397 127 24X 

Flche 50-454,83/01/19,8301250256 


—8301250263 Responds to NRC SSI 123 Itr re violations noted In It insp 
Repts 30-454/82-22 b 90-455/82-22 Correetivs actions Project 
Const Dept personnel ulll be retrained in startup manual 
procedures 

DEi-QEOROE.L 0 Commanuiealth Edison Co 02/12/23 KEPPLER.Jd 
Rtylon 3. Office of Director lOpp 16897 128 24X 

Fiche 50-454. 83/01/19. 0301290296 


S Reportable occurrences. LERs b related correspondence 


8301210219 Interim Deficiency Rept 82-09 re mechanical snubber bracket 
interferance Initially reported on 621203 Design drauings b 
vendor production info under review to identify suspect 
snubber assemblies Next rapt expected by 830215 

TBAHH. T R Cominontuea 1 th Edison Co 03/01/10 KEPPLER. J 0 Region 
3, Office of Director Spp 16872 280 24X Fiche 50-000.63/01/10. 

6301210218 


8301210210 Final Deficiency Rapt 82-08 re in«p records for structural 
steel baited connections Statistical sampling plan revealed 
only one of 125 reinspeeted connections did not meet Insp 
criteria Further sampling not required 

TRAHM. T R Commonwealth Edison Co 83/01/14 KEPPLER, J 0 Region 
3. Office of Director 3pp 16872 034 24X Fiche 50-494.03/01/14, 

6301210210 


8301260084 Final Deficiency Repts 92-10 b 11 re rigid strut pins 
mfg by Etcen Initially reported on 921223 Test results 
indicate no load capacity data values violated If such pins 
were used.design margins not exceeded 

BCHROEDER.C U Commonuealth Edison Co 93/01/2! KEPPLER.J 0 
Region 3. Office of Director 2pp 16960 202 24X 

Flche' 90-000, 83/01/21. 8301280064 


V Operator Exeminetions 


8212220443 Oeneric Ltr 92-30 to all power reactor 1 icens ees. app 1 Icsnts 
for OL. NS6 b reactor vendors b AEs re meeting to discuss 
recent developments for licensing eiams Advises that iseeting 
will be held on 830211 re operator licensing Sve list end. 
EISENKUT. D O Division of Licansing 62/12/22 Consolidated 
Edison Co of New York. Inc 12pp 16631 072 24X 

Ficht 50-000.82/12/22.8212220443 


9301120078 Oenerlc Ltr 83-01 to power reactor licensees b applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
851231 for listed categories 8vc list end 

EI8ENHUT. D 0 Division of Licensing 83/01/11 Consolidated 
Edison Co of New York. Inc llpp 16073 243 24X 

FI chs' 50-000, 03/01/11,8301120078 


DOCKET BTN-50-458 8VR0N STATION. UNIT 2 


A Appl ication/eonstruetion stage documents b correspondence 


8212060396 Oaneric Ltr 62-30 to all licensees, applicants for DL b 
holders of CPs re filings concerning lOCFRSO production b 
utllliatlon facilities Current listing of branch assignments 
far nuclear reactor projects b sve list end 

EISENHUT, D 0 Division of Licensing 82/12/29 Consolidated 
Edison Co of New York. Inc llpp 16860 OOl 24X 
Flche 90-000,82/12/28,8212060356 


830104000S Approves request to withhold missile study transmitted In 
820619,0702 b Ii2? Itrs as proprietary (ref 10CFR2 790) 

YdUNOBLOOD, B J Licensing Branch 1 82/12/29 COLLIER. A R 

Weftlnghousf Electric Corp 3pp 16655’ 220 24X 

Flche 50-000.62/12/29,0301040009 


0301170140 Informs that preliminary discussions being held w/ 
prospective greenhouse operators re locating facilities on 
site Potted plants b cut flowers would be grown 

TRAHM.T R Commonuealth Edison Co 03/01/10 DENTON. H. R Of#i« 
of Nuclear Reactor Regulation, Dlroefeor 2pp 16812 07S 24X 

Flche. 50-454, 83/01/10, 8301170146 
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OJOiaOOOSa bubmttt li*qhanlc«l Caulpmont. Qu« 1 1 f 1 c« t iiiii Program for 
rovitu b approval 

rRAIUli T n Conimunuaalth Ldlton Co DG/Ol/M OENTON> H R afflco 
of Nuclaar Roac tor R*gulalloii> DIrocior i^pp l/iQ63 033 S4X 

rich* 80-000. 113 / 01 /Id. 030 iaoooa<j 


0301300309 FcruariJa add I Info rs analu*{« of min contalnmant prraiurt 
Rfviiad roapoitf* In Ouuillon 033 3d & reva to rOAR 8ectlon« 
b 8> 19. 6 b 18 U and Rev ncceatarg due to cliangea In 
Initiation time* of RCI'C b capita I nmeii t ipray 

IRAMM.TR CommoriiueiiUh CdUoti Co 1)3/01/14 OCNTON. M R Office 
of Nuc I ear Reactor Regulation. Oli actor lOpp 160diD 0<?Q 2dX 
riche 80-000. 0.1/01 / Id. 030130020!) 


llSOiadOO?'? Toruai di propoeed Tech Opeci for llgrnn Btntion.Unlt 1 Tech 
<ipact mill lilllaiaieig apply to other tlatlone OeneraJ (. 
tpaciVlc juil 1 f lea I Inne foi propoeed change* Included (. 

Tech Opeei comply w/Nt)RrO-Od93i 0d7a b 0061 requirement* 

TRAHH. r fl Commonweal Ih CdUon Co (13/01/20 OCNTON. H R Office 
of Nuclear Reactor Regulalloni Director dpp 16Q06 001 a4X 
FI Che, 80-000. 0.1/01 /30. 11301340099 


F Security, medical, emergency b file protection plan* 


0313060349 Oeiierlc L tr 03-33 to all llceneeee of opereilng reactor*, 
applicant* fur (H b holder* of CPe re Suppl 1 to NUnr0-0737i 
"Requlr ament* for emergency Retporite Capability " 

HOREO-0737. liupp I 1 b «vc Hit *ncl 

CigENHt/T.OO tllvtilun Of blcenilng 02/13/17. Coneolidated 
Cdleon Co of New York. Inc V?pp 16601 300 S4X 
Flch* 80-000, 03/13/1/. 0313060349 


02I22SO44U Oeneilc Ulr U3'39 to all reactor licenaeetiCP holder* b 
applicants for CP* re prolilim* u/«ubm I Ital » of iOCrR73 SI 
eaCeguard* Info for llcenilng review Piocadure* re 
tranemlttal of Info outlined, Uve ll*t end 

LISENHur.U.O tltvi Sion uf I 1 lentlng. U3/I8/SS Coneolidated 
Edison Co of New York. Inc 13pp 16690 OSl S4X 
FIche 80-000. 03/12/22. 0813330448 


0301060213 neleeee* public version of draft nuclear emergency public 
Info brochure b evaruallon lime eellmate* 

FEU TON. J M Division of Rule* and Record* OJ/OI/03 Document 
Haiiagenieiit OrancI, Ip 16603 216 24X F'i che' 80-484. 03/01/03. 

(130 106031 3 


—0301060319 Foryaril I public version of draft nud*ar einirgency public 
Info brochure b evacuation time etllmate* within plume 
eipoiure pathuay emergency planning tone 

TRANn.TII Cnmmonwealth IdUon Co 02/12/19 OINTON.IIR. Office 
of Nuclear Reactor Regulation. Illredor i8pp 16603 317. 34X 

FIche 90-484. U'J/ 0 1 /OJ. 0:101060218 


—0301060380 Pub 1 ic version of evaeuAtloii time estimate* within plume 
eaposure pathway emergency planning tone One oven lie map 
end Aperture card available in PIIH 

« Commonwealth PdUon Co 02/13/31. nOpp 1660»iS33 84X 

rich* 00-494. 03/01/03.0301060218 


OJOltlOdOO Forward* addl fir* protection prugram Info r*qu*»t»d In NRC 
081009 Itr. iiic 1 ud Ing response* to deviations from CHED <7 8-1 
b revised response* to FSAR au«ttlont 010 87 b 010 SB 
TRAHH.TR Commonwealth bdlson Co, 03/01/06 nr.NTON.HR, Office 
of Nuclear Reactor Regulation, Director. lOpp 16743 833 84X 

Flch# 80-000. O.VOI/06. 0101110400 


0J0114O36U Noil f 1 as that continuing dlPflcultle* prevent ''operational" 
designation of listed emergency retpons* f ac 1 1 1 tl *i. per 
NUnEO-0/37t Uttn III A 1 2. "Upgrade Emergency Dupport 
Facilities" b Oeneric Llr 02-33. 

OWANTZ.E I) Commoiiuealth Edison Co 03/01/06 DFNTON.HR Office 
of Nuclear Reactor Regulation. Director. Spp 16Q07'399 84X 

Flch* 80-000, 03/01/06,0301140368 


0 Adiud Icatory correspondence 


0101080103 FI* V I led contentions. OUs should be denied, 

CNCfiRY.H M Leagus of Women Voter* of Rockford, lU CHERRY, H.H 
Cherry, H M /Chert y, Flynn b Kanter. 00/03/10 Commissioners, 
U3pp 16662 347 84X Flch* 30-434, 00/03/ 10, 030IOB0103 


0301040810 Rsqusst* to make llmitsd appsaranc* statament at OU 
hearing* 

KCINTVRt.O W Affiliation Unknown 02/1&/SD. Docketing b 
Oarvlct* Branch Ip 16646.302 84X Fleh #! 80-434, 08/ 12/20, 
03DI0409IO 


8301040983 Requeits to make limited appearance statement at OL 
baar Inge 

DUNCH.R Affiliation Unknown 08/18/20 Docketing b Bervlce* 
Branch Ip. 16647 016 24X Flche DO-484, 08/12/80, 0301040820 


0301070314 Request* ruling on util 020980 motion for clarification of 
portions of A6L8 msmorandum b order ruling an motion* for 
summary disposition of contentions Scope of Contention 9(al 
must be delln sated to addrees contention affectively 
HILtER, H I, Ilham, (.incaln b Deals NILUERiH I Commonwealth 
Edison Co 03/01/03 QMITH, t W , COLE, R F . CALLIHAN, A D Atomic 
Safety and Lie«ntlng Ooard Panel 2pp 166B6 109 24X 

Fleh# 80-494,03/01/03,0301070314 


0301070394 liemorandurn b order requiring NRC roiponses to listed 
Rockford Leegui of Women Voters B8I02S Intarrogstorles 
Intsrrogetorlsi relevant b matl b Info not reasonably 
obtainable from other soureoi 

CALLIHAN, D , COLE, R F . BHITH, I W Atomic Safety and Licensing Hoard 
Panel 03/01/04 Office of the Erocutlvo Legal Director 8lpp 
16609 072 34X Flch# 90- <194, 03/01 /04, QOOl 070394 


0301130861 Application for lubpotna duces tecum directing P Btomfay- 
Btlti to appear on 030119 In Chicago, IL fur deposition rs 
design, const b futurs optratlon of plant Certificate uf 
Sve end 

DIELAW0K1,A P Commonwealth Edison Co OIELAWSKt.A P Ilham, 
Lincoln b Heat* 63/01/07 Atomic Safety and Licensing Board 
Panel 7pp 16773273 84XFlch* 90-434,03/01/07.0301180261 


0301180320 Memorandum b order ruling on applicant B3092B mutlon for 
clarification of ASLD 080910 order denying applicant b NRC 
motion* for summary disposition of Contention* 9(a) & 9(c) 

Motion* grantsd for Contention 9(a) to extent dellnoeted 
SMITH,] W, Atomic Safety and Licensing Board Panel 03/01/0/ 
Commonwealth Edison Co. 3pp 16774 889 S4X FIche 90-484,03/01/07. 
6301IS03S6 


0301110907 Informs that NRC will not move for reconsideration or mod of 
A8LB 030104 memorandum b order re NRC responsat to written 
interrogatories Disputs* const of lOCFRS 7S0(hH8) ( 11 1, but 
responses will be provided to avoid delay 

OOLORFROiB.C. Hsarlng Branch 4 83/01/10 QMITH, I W . COLE.R F . 

CALLIHAN. A D Atomic Safety and Licensing Board Panel Ip 

16746.007. 84X Fleh* 80-494,03/01/10,0301110807 


0301130064 Forwards 030107 application for subpoena since ASLD has not 
received epplUatlon W/o end 

OALLO. U I sham. Lincoln b Deal* OALLO.J Commonwealth Edison Co 
03/01/10 SMITH, I W , COLE.R F . CALLIHAN, A D Atomic Safety and 
Licensing Board Panel ip 16790 228 a4X FIche 90-494,63/01/10, 
(1301130064. 


0301100184 Notice of appearance In proceeding Certlflcat* of Sve sncl 
DECKER, B. D tiham. Lincoln b Deale 63/01/14 3pp 16033 099 
84X Flcht 90-484,63/01/14,0301100184 


0301100878 Memorandum b ordar scheduling evidentiary hearing for 630103 
In Rockford, IL A0LB expectation* re tsstlmutiy, exhibits, 
cross-examination p lane, c onten 1 1 oni b issue* b proposed 
rinding* b conclusions stated 

SMITH, 1 W, Atomic Bafsty and Licensing Board Penal B3/01/14 Opp 
16031' 128 84X FIche 90-494,03/01/14,0301180278 


0301340108 Advliti that fuel load date for Unit t remain* 030831 Util 
budget Includes provisions for up to 4-nanth 
delay of fuel load date. 

MILLER, M 1 Itham, Lincoln b Beale MILLER, M 1 Commontueal th 
Edison Co 83/01/lB SMITH, I W Atomic 6afety and Licensing Board 
Panel. Ip 16891:363 84X Flch* 90-494,63/01/13,6301240108 


0301260017 Response to Interrogatories 7(g). 10(a), 10(c). 14Cc) b 17 
Certificate of Bve end 

NEWBFRRY.0 F. Reliability b Rial Assessment Branch WOHU, H L 
Accident Evaluation Branch CQDELL.R Hydrologic b Oeotichnlcal 
Engineering Branch 03/01/84 League of Woman Voteri of 
Rockford, IL. 29pp. 16913 810 24X FIche 80-484.63/01/84, 

6301860017. 


9301860344 Notice of 030301 commsnesnent of hearing In Rockford. IL re 
QL app 1 lea t Ion. Par ties are Rockford League of Women Voters, 

Dekelb Area Alllanc* for Reiponelble Energy , Slnntsi 1 ppl 
Alllanci for Environ, NRC b util 

SMITH, l.W Atomic Bafsty and Licensing Board Panel 63/01/84 Spp 
16?08;3B4. 84X FIche. 90-494, 03/01 /84, 0301 860344 


0301200009 Forwards NUREO/CR-3070, "Evaluation of Water Hammer 
Potential in Preheat Steam Oinorators, " which ha* 
significant baarlng on remaining Issue In Contention 9(a). 

M/o tncl 

OOLDBEROiB C Hearing Branch 4 63/01/27. BMITH, I W, , COLE.R, F . 

CALLIHAN, A. D. Atomic Safety and Licensing Ooard Panel Ip. 

16989. 171. 34X FIche 60-494, 63/01/27 1 6301 260008 



360 


DOCKETED ITEMS 


0 Inipcction reportii IE SulJetina & c arratp ondene b 


8301110410 Fortuard* IE In»p Rept* S0-4S4/B2-23 t 50-456/82-17 on 
021114-19 Wo noncomp 1 lane* notad 

HILLERiJ R Olvlilon af Enpinearlng Ic Tocfirtical progran« 82/13/14 
REED.R Coramenudallh Edison Co 2p p 14743 026 SAX 
FUhd 50-454,82/12/14,0301110410 


■8301110614 IE Insp Rapti 50-4S4/82-23 (< 50-453/82-17 on 021114-19 No 
nonconpliance nofcad Hoior ar««i inspcctsd prcepBrotianol 
radlablon pro4»ttiDti program 

HUETER, L <J , OREOERiL R Division of Englnaorlng 4 Technical 
PrdSrotM 02/12/14 app J474S 027 24/ Flehe 30-4S4. B2/12/1 4, 

8301 110610 


0200190249 IE Info Notice 92-51, “OveroiposurBi in PHR Cavities '* Svc 
list one 1 

OEyOUNOi R C Director's OFfle*, Office oF Inspection and 

EnFarcsoient 82/12/31 Consolidated Edison Co oP NoiirYarV, liic 

lllpp 14609 239 24X Fiehe 50-000,82/12/21,8208190269 


0212060351 IE Info Notice 82-52, "Equipment Environ Oua 11 f i cat i on 
Testing Eiperlence - Updating of Test Summaries Prevlousig 
Pvtllshed In IE Info Notice 81-29 '' Svc list end 
OORDANtE L Division of Engineering i, Oualitg Assurance iPre 
8301031 82/12/21 Consolidated Edison Co of Neu Yort, Inc 

113pp 14601 008 24X Fiche 50-000,02/12/21,8212060331 


8212060330 IE Info Notice 02-53, "Main transformer Failures at North 
Anna Nuclear Pouar Station " Svc list end. 

JORDAN, £ L Division at Engineering 4 Oualitg Assurance IPre 
8301031 82/12/22. Consol ida tedf Edison Co of Neu Yort, Inc 

114pp 16750-017 24X Fiche 50-000.82/12/22,8212060350 


8200190275 IE Info Notice 82-54, "Nestingfiouse NSFD Relag Failures in 
Reactor Protection 8ys " Svc list enc I 

JORDAN, E L Division of Engineering & duality Assurance (Pre 
030103) 82/12/27 Consolidated Edison Co of Neu York, Inc. 

IfOpp, 16942 139 24/ Fiche 50-000,82/12/27,0208190275 


0208190273 IE Info Notice 82-55, "Seismic dual i f ica 1 1 on of Nestinghouse 
AR Retag H/Lateh Attachments Used in Nestinghouse Solid 
State Protection 8gs " Eve Hit enc I 

JORDAN, E U Division of Engineering t< Quality Aisurance (Pre 
03OtO3) 82/12/28 Consol id’s ted Edison Co of Neu Vork, Inc 

10?pp 16S4B 014 24X Fiche 50-000,82/12/28,8208190273 


0301040500 Forwards 8AUP Repts 50-454/02-02 b 50-457/82-02 for Jul 
1980 through Dec 1901 Mgt attention needed In nonconformance 
b QA, ereas 

KCPPLER, J 0 Regions, Office of Director 82/12/29 REED, C 
Commonuealth Edleon Co Spp 16644 304 24X Fiche. 50-000,82/12/29, 

8301040500 


—8301040516 Comments on SAtP repti for facilities Category 3 designation 
for Sralduood Functional Area 9 not justified 

REED. C CommonweaUh Edison Co 82/04/02 KEPPLER, J 0 Region 
3, Office of Director 22pp 16444 309 24X 

Ficha 50-000,02/12/29,8301040500 


8212040394 IE Info Notice 82-56, "Robertshaw Thermostatic Flow Control 
Valve I " Svc list end 

JORDAN, E L Division of Engineering & duality Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co of Neu V-ort, tne. 

lllpp 14758 137 24X Fiche 50-000,82/12/30,0212040354 


8301180290 Forwards IE Insp Repts 50-454/82-24 « 50-455/82-10 on 
621130-1203 t, notice of violation 

9PE88AR0,R L Division of Project 4 Resident Programs 83/01/03 
AEEOiC, Coramonweal th Edison Co 2pp 14025.304 24X 

Ficha. 30-454. 93/01/03, 8301180290 


— 830II80298 No tici of violation from insp on 831130-1203 

BPESSARD. R. i. Division of Proj:Bct 4 Resident Programs 83/01/03 
app 16825 306 24X Fiche. 50-454. 83/01/03,8301180290 


—8301 1 80306 IE Insp Repti 50-454/82-24 4 50-453/82-18 on 821130-1303 
Nonesmp 1 lance noted inadequate program to control temp 4 
huntdl ty. fa 1 lure to maintain cleanliness 4 ensure access 
in storage 4 control haiardous waste. 

HINDS. J.M . HAYES.r.H Division of Project 4 Resident Programs, 
83/01/03 4pp 14825 309 24X Flehe 90-454,83/01/03,8301180290. 


0301250311 Forwards IE Insp Repts 90-454/82-18 4 50-455/82-13 on 
820420-1208 4 notice of violation, 

NOBELIOS.C E Division of Engineering 4 Technical Programs 
83/01/11 REED.C, Commonwealth Edison Co 2 gp 16a97'220 24X 

Fiche 90-434,83/01/11,8301250311 


— 8301260315 Notice of violation from insp on 820420-1205 

NORELIOSi C E Division of Engineering 4 Technical Projtass 
83/01/11 2pp 14897 222 24X Fiche 60-454, 83/01/1 !■ EOulI’ . 


—8301290322 lE Imp Repts 50-454/82-10 4 50-455/02-13 on S2C4S>.r4 
None amp 1 tan ce noted requirements not correctly translatid 
into specs I drawings, procedures 4 instruct Ions 
SJTPHIN, R N , HAWKINS, F C Region 3, Office of Diricter 
83/01/06 7pp 16097 224 24X Fiche 50-454, 03/01 /ll, SMJS':; 


8301290580 Forwards IE Insp Repts 50-454/82-17 4 5 0-455/82-12 e- 
020016-20,83-27 4 0917 4 notice of violation 
NOREUIVS, C E Division of Engineering t Technical Prograns 
63/01/11 REED, C Commonwealth Edison Co 2pp 14905 13C Ui- 
Fiche 50-434,03/01/11,8301280580 


—8301250595 Notice of violation from insp on 820816-20,23-27 t, :? ' 
N0REL1U8, C E Division of Engineer Ing 4 Technical Prograas 
03/01/11 tp 1690S 132 24X Fiche 50-4 54, 83/01/11.830125 


—0301250602 IE Insp Repts 50-454/82-17 4 50-455/82-13 pn 820S£t-r 
23-27 4 0917 None omp 1 ia ne e noted failure to identify 4 
control nonconforming items re cable tray separation 4 
electrical cable separation violations 

LOVEiR a , WILLIAMS.C C Region 3, Office of Director 83/ 3] *1 

20pp 16905 133 24X Fiche 50-454,03/01/11,0301290580 


B3012S02S6 Ack receipt of 821223 Itr informing NRC of steps illicit: 
correct violations noted in IE Insp Repts 50-454/08-22 4 
50-455/82-22 

SPESSARD, R L Division of Project 4 Resident Programs 83/01/l» 
REED, C Commonwealth Ed > son Co Ip 16897 187 24X 

Fiche 50-454,03/01/19,8301250256 


”0301850263 Responds to NRC 821123 Itr re violations noted in IS '-fa 
Rapts 50-454/82-22 4 50-455/82-22 Corrective actions Projeel 
Const Dept personnel will be retrained in startup manual 
pracadures 

D£(.OEORe£,L 0 Commonwealth Edison Co 82/12/23 KEPRLER.J t 
Region 3, Office of Director lOpp 16897 12B 24X 

Fiche 50-454,83/01/19.0301250856 


8 Reportable occurrences, LERs 4 related correspondence 


6301210218 Interim Deficiency Rept 82-09 re mechanical snubber tre.tr" 
interference Initially reported on 621203 Design drawings t 
vendor production info under review to identify suspect 
snubber assemblies Next rept expected by 630215 

TRAMH, T R Commonwealth Edison Co 83/01/10. KEPPLER.J « fii 
3, Office of Director 2pp 16072 200 84X Fiche 50-00(9. 83/0! i 

8301210210 


B301210210 Final Deficiency Rept 02-00 re insp records for struct. 'a. 
steel bolted connections Statistical sampling plan revealed 
only one of 125 relnspectod connections did not meet insp 
criteria Further sampling not required 

TRAMH, TR Commonwealth Edison Co e3/01/!4 KEPPLER.J 0 Pii '■ 
3, Office of Director 3pp 16872 034 24X Fiche SO-454,03W.4 

0301210210 


0301280094 Final Deficiency Repts 02-10 4 11 re rigid strut pint 
mfg by Elcen Initially reported on 021223 Test results 
Indicate no load capaeltij data values violated If such pint 
were used, design margins not exceeded 

8CKR0EDER, C W Commonwealth Edison Co 03/01/21 KEPPLER.J fi 
Region 3, Office of Director 2pp 16960 202 24X 

Fiche 50-000,03/01/21,8301280084 


V Operator Examinations 


8812220443 Generic Ltr 62-38 to all power reactor 1 ieensies. iff licrti 
for OU, NSS 4 reactor vendors 4 AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 030211 re operator licensing Svc list end 
EIBENHUT, D 0 Division of Licensing 02/12/82 Contslldfied 
Edison Co of Neu Yark, Inc t2pp 16681 072 24X 

Fiche 90-000, 82/12/22,8212220443 


8301120078 Generic Ltr 83-01 to power reactor licensees 4 apflicanti 
for QL re operator licensing exam sits visit Requests 
schedule re exam requests expected for submittal prior to 
051231 for listed categories Svc list end 

EISENHUr.O G Division of Licensing 83/01/11 Consolidatsl 

Edison Co of New York, Inc 1 Ipp 16093 243 24K 

Fiche 50-000,03/01/11,8301120078 
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BOCK£T 3rN-50-456 DRAIDUOQD STATION, UNIT 1 


A App 1 ieat 1 on/ cons tros t ion stags documents t correspondence 


621S0&O356 Oencrlc Ltr B3-30 to all 1 i censees , app 1 icants for OL b 
holders of CPs re filings concerning lOCFfiSO production b 
utlliiation facilities Current listing of branch assignments 
for nueloar reactor projects b sve list ene 1 

ElBENHUr. D 0 Division of Licensing 83/ 1 S/28 Consolidated 
Edison Co of Neu York, Inc llpp ld>8bB 001 24X 

Fiebe 50-000,82/12/28,8212060396 


0301040009 Approves request to withhold missile studg transmitted in 
820Bta, 0^02 b 1129 Itrs as proprietarg iref tOCFR2 790) 

VOUNOBLOOD. B J Licensing Branch 1 82/12/2? COLLIER, A R 

Kestinghousc Electric Corp 3pp 16659 220 24X 

Flehe SO-000, 02/12/29,0301040009 


9301200022 Submits Mechanical Equipment Qual 1 f Icat i on Program for 
revlciu b approval 

TRAMH, T R C ommonoieal th Edison Co 83/01/14 BENTON, H R Office 
of Nuclear Reactor Regulation, Director 2pp 16863 033 24X 

Flehe 90-000, 03/01/14,0301200022 


8301200395 Forwards addi info re analgsis of min containment pressure 
Revised response to Question 032 24 b revs to F8AR Sections 
6 2, IS 6 b 19 D end Rev necessarg due to changes in 
Initiation times of RCFC b containment sprag 

TRAMH.TR Commonwealth Edison Co 03/01/14 DENTON, H R Office 
of Nuclear Reactor Regulation, Director lOpp 16B65 098 24X 

Ffdie 90-000, 83/01/14, 8301200289 


0301390692 Forwards request for addl Info resulting from review of 
Info In F8AR through Amend 40 FSAR should be amended to 
include info requested Response requested bg 030301 
VaUNOBLOOO.B 0 Licensing Branch 1 03/01/14 BELOEOROE, L 0 

Comnonuealth Edison Co 23pp 16907 260 24X Flehe SO-496, 

83/01/14. 0301 S90692 


B301240099 Forwards proposed Tech Specs for Dgron Station, Unit 1 Tech 
Specs will ultimatelg applg to other stations Oeneral tt 
specific justifications for proposed changes included b 
Tech Specs complg u/NUREO-0492, 0472 b 0061 requirements 
THAMM, T R Commonwealth Edison Co 03/01/20 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 4pp 16006 001 S4X 
Ftehe 30-000,83/01/20,0301240099 


F Securltg, medical, emergeneg b fire protection plans 


0212060349 Oeneric Ltr 02-33 to all licensees of operating reactors, 
applicants fur Ot- b holders of CPs re Suppl 1 to NURE0-a737, 
’"Requlremunts for Emergeneg Response Capabllitg " 

Nt;RE0-0737>6uppl 1 b sve list end 

EtSENHUT, D 0 Division of Licensing 82/12/17 Consolidated 
Edison Co, of New York, Inc, 77pp 16601 200 24X 

Flehe 90-000,02/12/17,0212060349 


B21222044S Oeneric Ltr 02-39 to all reactor licensees, CP holders b 
applicants for CPs re problems w/submlttals of 10CFR73. 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Sve list enel 

EISENHOT.DO Division of Licensing 02/12/22 Consolidated 
Edison Co. of New York, Inc 13pp 16690 021 24X 

Flehe 50-000. 82/12/22,8213220449. 


8301110400 Forwards addl fire protection program info requested in NRC 
821003 ltr. Including responses to deviations from CMEB 9 3-1 
b revised responses to F6AR Questions 010 57 b 010 SB 
TflAMM.r R. Commonwealth Edison Co 83/01/06 DENTON, H R Officu 
of Nuclear Reactor Regulation, Director ISpp 16743 832 24X 

Flehe- 30-000. 03/01/06, 0301110400 


8301 140365 Notl fies that continuing difficulties prevent "operational" 
designation of listed emergeneg response fad 1 itlos, per 
NUREO'0737. Item III A, 1 2. "Upgrade Emergeneg Support 
Facilities" 8. Oeneric Ltr 82-33 

SWARTZ, E D Commonwealth Edison Co 83/01/06 DENTON. H R. Office 
of Nuclear Reactor Reguletlon, Director 2pp 16007 299 S4X 
Flcht 30-000.83/01/06,8301140365 


Q Inipectlon reports, IE Bulletins b correspondence 


0208190269 IE Info Notice 82-51, "Overe eposur es in PMR Cavities " Bve 
1 1st end 

OEVOUNO.B C Director's Office. Office of Inspection and 

Enforcement 02/12/21 Consolidated Edison Co of New York. Inc, 

tllpp 16609 239. 24X Flehe- 50-000, 02/18/21, 0208190269 


0213060391 IE Info Notice 02—52, "Equipment Environ Oual i f i cats on 
Testing Eiperience Updating of Test Summaries Previouslg 
Published in IE Info Notice 01-39 " Sve list end 
JORDAN, E L Division of Engineering b Qualitg Assurance (Pre 
830103) 83/12/21 Consolidated Edison Co of New York. Inc 

I19pp 16651 080 24 X Fiehe 50-000,02/12/21,8212060331 


0212060390 IE Info Notice 82-53, “Main Transferner Failures at North 
Anna Nuclear Power Station 8vc list enc 1 

JORDAN, E L Division of Engineering b Qualitg Assurance (Pre 
030103) 83/12/32 Consolidated Edison Co of New York. Inc 

ll4pp 1675B 017 84X Flehe 50-000,82/12/22,8212060350 


0200190275 IE Info Notice 82-94, "Mastinghouse NBFD Relag Failures in 
Reactor Protection 8gs " Sve list enc 1 

JORDAN, E L Division of Engineering b Qualitg Assurance (Pre 
830)03) 02/12/27 Consolidated Edison Co of New Yor)(i Inc 

ItOpp 16962 139 24X Flehe 50-000,82/12/27,0303190273 


0308190273 IE Info Notice 82-53, "Seismic Qua 1 1 f lea t ion of Westimghouse 
AR Relag N/Lateh Attachments Used In Westlnghouse Solid 
State Protection Sgs ' Sve list enc 1 

JORDAN, E L Division of Engineering & Qualitg Assurance (Pre 
830103) 82/13/20 Consolidated Edison Co of New York. Inc. 

109pp 16860 014 24X Fiche 50-000,03/12/28,0208190273 


03OIO4OSOO Forwards 8ALP fiepts 50-496/02-02 b 50-457/02-02 for Jill 
1980 through Dec 1981 Mgt attention needed In nonconformance 
b OA areas 

KEPPLER, J 0 Regions, Office of Director 82/12/29 REED, C 
Commonwealth Edison Co 3pp 16646 306 24X Fi e he: 50-000, 82/ 12/29, 

0301040500 


' — 0301040916 Comments on EALP rep ts for facilities Category 3 designation 
for Oraiduood Functional Area 9 not justified 

REED.C Commonwealth Edison Co 82/06/02 KEPPLER. J O Regiofi 
3, Office of Director 33pp 16646 309 24X 

Flehe 50-000.82/12/29.8301040500 


"0301040537 SALP Repts 90-456/02-02 b 50-437/82-02 for Jul 1980 throogli 
Dec 1901 Mgt attention needed in nonconformance b QA areas 
« Region 3. Office of Director 83/12/2? 21pp 16646 331 24X 

Fiche 50-000.02/12/29.8301040900 


0301060050 Ack receipt of 821213 ltr Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 90-456/81-14 b 
50-437/81-14 

NGRELIUB.C E Division of Engineering b Technical Programs 
02/13/29 REED, C Commonwealth Edison Co Ip 16678:034 34X 

Fiche 50-456,82/12/29,8301060050 


— 0301060054 Responds to NRC G20105 ltr re violations noted in IE Insp 
Repts 50-456/01-14 b 50-457/81-14 Corrective actions liftoff 
test will be performed on last tondon stressed on each dag 
gauges found out of tolerance Final rept available 630228 
TRAMM, T R Coirmonuea 1 1 h Edison Co 83/12/13 KEPPLER. J 0 
Region 3, Office of Director ip 16678 039 24X 

Flehe 50-496,83/12/29,8301060050 


8212060354 IE Info Notice 82-56, “R'obertshaw Thermostatic Flow Control 
Valves " Sve list end 

JORDAN, E L Division of Engineering b Qualitg Assurance (Pre 
030103) 02/12/30 Consolidated Edison Co. of New York. Inc 

lltpp. 16750 137 24X Fiche 50-000.82/12/30.8212060354 


8 Reportable occurrences, LERs b related correspondence 


8301070218 Interim Deficlencg Rept 02-10 re Insp of Newberg structural 
steel connections in block wall columns In auilllarg bldg 
tnitlellg reported on 821119 Insp of welded b belted 
connections b final rept will be completed bg 830701 
TRAKNiTR C ommoniufla 1 th Edison Co 02/12/30 KEPPLER. J 0. Region 
3, Office of Director 2pp 16686 237 24X Fiche 50-496.82/12/30. 

8301070218 


8301210218 Interim Deficlencg Rept 82-09 re mechanical snubber bracket 
Interference tnitlellg reported on 821203 Design drawings b 
vendor production info under revleu to identifg suspect 
snubber assemblies Neit rept expected bg 830219. 

TRAMM, TR. Commonwealth Edison Co 83/01/10 KEPPLER. JO Region 
3i Office of Director 2pp 16872 260 24X Flch e* SO-OflO. 83/01/10. 

8301210210 


8301280084 Final Deficlencg Repts 82-10 b U re rigid strut pins 
mfg bg Elcen Inltiatlg reported on 821323 Test results 
indicate no load capacltg data values violated If such pins 
were used, design margins not excesded 

8CHR0EDER.C N Commonwealth Edison Co 83/01/21 KEPPLER. J 0 
Region 3, Office of Director app 16960 202. 24X 

Fiche 50-000,83/01/21.8301280034 
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V Operatur Exaniinations 


B212220443 Omii-it Ltr 82-33 to all power reactor licensee si app 1 1 can ts 
for OL. MSB U reactor ventlDri {< AEi re meeting to discuss 
recent developments for licensing eiems Advises that meeting 
ullJ be held on 830211 re operator licensing Svc list end 
Et6ENHUr> D e Division of Licensing 82/12/22 Consolidated 
Edison Co -of Neu Yorl# Inc 12pp 16681 072 24X 

rich# 50-000,82/12/224 8212220443 


B301120D78 Generic Ltr 83-01 to power reactor licensees I, applicants 
for OL re operator licensing e/am site visit Requests 
schedule re e tarn requests eiprcted for submittal prior to 
851231 for listed categories Svc list end 

EISEllHUTiD 0 Division of Licensing 83/01/11 Consolidated 

Edison Co of Neu Yorl, Inc llpp 16893 243 2tX 
Fiche 50-000. 33/01/1 1,8301120070 


DDCKET STN-50-4 57 BRAIDHOOD STATION, UNIT 2 


A Applicatlon/construction stage documents & correspondence 


8212060356 Osneric Ltr 82-30 to all 1 icensees. app licanbs for 0L f, 
holders of CPs re filings concerning I0CFR50 production !< 
utllliatlon facilities Current listing of branch assignments 
for nuclear reactor projects & svc list end 

EI5ENHUT. D 0 Division of Licensing 82/12/28 Consolidated 
Edison Co of «eu York, Inc llpp 16B6B 001 24X 

Flehe 50-000,82/12/28,8212060356 


8301040005 Approves request to ulthhold missile study transnl ttod in 
820818,0902 b 1129 Itrs as proprietarg (ref 10CFR2 790> 

YOUNOBLOOD. D J Licensing Branch I 82/12/29 COLLIER, A H 
Westinghousc Electric Corp 3pp 16655 220 24X 

F i ch • • 50-000, 83/ 1 2/29. 9301040005 


8301200022 Submits Mechanical Equipment Dual 1 F1 cat ion Program for 
revle'j) i, approval 

TftAMH. T B Comopruealth Edison Co 83/01/14 DENTON, H R. Office 
of Nuclear Reactor Regulation, Director Spp 16863 033 24X 

riche 50-000. 03/01/14.8301200022 


8301200285 Foruardi addl Info re analysis of min containment pressure 
Revised response to Ouestion 022 24 1, revs to FSAR Sections 
6 2, IS 6 6 15 a end Rsv necessary due to changes in 
initiation times of RCFC tc containment spray. 

TRAMN,TR Commonwealth Edison Co 83/01/14 OENTONi H B Office 
of Nuclear Bsactar Regulation. Director lOpp 16865 093 24X 

Fich* 50-000.83/01/14,8301200235 


3301250692 Forwards request for addl info resulting from review of 
info in FSAR through Amend 40 FSAR should be amended to 
include info requested Response requested bg 830301 
YOUNGSLaOD.B J Licensing Branch I, 83/01/14 DELOEOROErL □ 
Conmonueal th Edison Co 23pp 16907 2B0. 24X Fiche SO-456, 

33/01/14, 8301 250692 


6301240099 Furuardi proposed Tech Specs for Byron BtationiUnit 1. Tech 
Specs will ultimately apply to other stations General Ic 
specific just if icatlons for proposed changes included b 
Tech Specs comply u/NUREG-0452i 0472 & 0361 requirements 
TRAHrl,rR Commonuealih Edison Ca 83/01/20 DENTON. H R Office 
of Nuclear Reactor Regulation, Director 4pp 16BB6 001 24X 

Fiche 50-000. 83/01/20,8301240099 


F Security, medical, emergency L fire protection plans 


8212060349 Oenaric Ltr 02-33 to all licansaes of operating reactors, 
applicants for OL b holders of CPs re Suppl 1 to NLlREO-0737, 
"Requirements for Emergency Response Capahillty ” 

NURE8-0737,6uppI I b svc list end 

EISENHUT. D 0 Division of Licensing. 82/12/17 Consolidated 
Edison Co of Mew York, Inc 77pp 16681 208 24X 

Fiche 50-000.82/12/17,8212060349 


3212220445 Oenerlc Ltr 82-39 to all reactor licensees, CP holders b 
applicants for CPs re problems w/submittali of iOCFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Svc list end. 

EIGENHUT.D 0 Division of Licensing 82/12/22 Consol J da t ed 

Edison Co of New Yopt, Inc lOpp 16690,021 24X 

Fiche SO-000. 82/ {2/22. 8212220445 


6301110400 Forwards addl fine protection program info raquested in NRC 
821005 ltr. including responses to deviations from CKED 9 5-1 
b ravlsed responses to FSAR Questions 010 57 b 010 58 
TRAMNiTR Commonwealth Edison Co 83/01/06 DENTON.W H Office 
of Nuclear Reactor Regulation, Director lapp 16743 S32 24X 

Fiche' 50-000. 83/01/06. 8301110400 


8301140365 Notifies that continuing difficulties prevent “operational' 
designation of listed emergency response fa c 1 1 1 1 i es. p »r 
NUREO-O737i 1 tern HI A I 2, “Upgrade Emergency Support 
Facilities" b Generic Ltr 82-33 

fiWARTZiE D Commonwealth Edison Co 03/01/06 DENTON, H R Offite 
of Nuclear Reactor Regulation, Director 2pp 16807 299 24X 

Fiche 50-000, 83/01/06,0301140365 


Q Inspection reports, IE Bulletins b correspondence 


6203190269 IE Info Notice 82-51, "Overe cposur es in PNR Cavities " Svc 
list enc 1 

DEYGUNOi R C Director's Office, Office of Inspection and 

Enforcement 62/12/21 Con s □ 1 1 da t e d Edison Co of New York, [nt 

lllpp 16609 239 24X Fiche 50-000. 82/12/21. 8208190269 


8212060351 IE Info Notice 82-52, “Equipment Environ Qua! if i ca t i on 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 8i-29 " Svc list end 
JORDAN. E L Division of Engineering b Quality Assurance fPre 
8301031 82/12/21 Consolidated Edison Co of Neu York. Inc 

]15pp 166SI 038 24X Fiche 50-000, 02/12/21,8212060351. 


B212O603S0 IE Info- Notice 82-53. "Mam Transformer Failures at North 
Anna Nuclear Power Station " Svc list end 

JORDAN. E L Division of Engineering b Quality Assurance (Pre 
8301031 62/12/23 Consolidated Edison Co of Neu Vork. Inc 

114pp 16753 017 24X Fiche 50-000,82/12/22,8212060350. 


820S19D275 IE Info Notice 82-54, “Meetinghouse NSFO Relay Failurss in 
-Reactor Protection Sys " Svc list encl 

JORDAN, E L Division cir Engineering b Quality Assurance (Pre 
8301031 82/12/27 Consolidated Edison Co of Neu Vort. Inc 

llOpp 16962 139 24X Fiche 50-000,82/12/27.8208190275 


8200190273 I£ Info Notice 82-55, "Seismic Qua I i f 1 Ca t i on of Nastlnghovir 
AR Relay U/La tch Attachments Used in Nestinghouse Solid 
State Protection Sys ’ Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
830103) 82/12/28 Consolidated Edison Co of Neu York. Inc 

109pp 16860 014 24X Fiche 50-000.82/12/28.8208190273 


0301040500 Forwards SALP Repts 50-456/92-02 b 50-457/82-02 for Jul 
1960 through Dec 1901 Mgt attention needed in nonconforisence 
b OA areas 

KEPPLERtJ O Regions, Office of Director 62/12/29 REED. 0 
Cgnm-onueal th Edison Co 3pp 16646 306 24X Flcha 50-000.02/12/29, 

8301040500 


— 8301040516 Comments on SALP repts for facilities Category 3 -designtifsn 
for Bralduood Functional Area 9 not justified. 

REED.C Commonwealth Edison Co 02/06/02 KEPPUER, J 0 Region 
3. Office of Director 22pp 1664 6 309 24X 

Fiche 50-000,82/12/29,8301040500 


—8301040337 SALP Repts 50-456/82-02 b 50-457/82-02 for Jul 1980 Uroigs 
Dec 1981 Mgt attention needed in nonconformance b OA areas 
e Region 3, Office of Director 82/12/29. 21pp 16646,331 24X 

Fiche 50-000,82/12/29,8301040500 


8301060050 Ack receipt of 821213 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept S0-4S6/B1-14 b 
50-457/01-14 

NDii£Lll/S, C E Division of Engineering b Technical Programs 
82/12/29 REED.C Commonuealth Edison Ca Ip 16678 034 24X 

Fiche 50-456,02/12/29,8301060050 


— B301060034 Responds to NRC 820105 ltr re violations noted in IE Intp 
Repts 50-456/81-14 b S0-457/B1-I4 Corrective actions liftoff 
test ulll be performed on last tendon stressed on each day 
gaugai found out of tolerance Final rept available 830226 
TRAMHj T R Commonwealth Edison Co 82/12/13 KEPPLER.JO 
Region 3, Office of Director Ip 16678 035 S4K 
Fiche. 50-456, 82/12/29, 83010600SO 


8212060354 IE Info Notice 82-56, "Robertshaw Thermostatic Flow Control 
Valves *' Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
8301031 82/12/30 Consolidated Edison Co of Neu York, Inc 

lllpp. I67S8 137 24X Fiche 50-000,82/12/30,8212060354 


S Reportable occurrences, LERs b related correspondence 


8301070210 Interim Deficiency Rept 82-10 re insp of Neuiberg structural 
steal connections in htock wall columns in auxiliary tldg 
Initially reported on 82111? liisp of welded b bolted 
connections b final rept will he completed by 8307-01 
TRAHH, T R Commonwealth Edison Co 82/12/30. KEPPUER.JO Region 
3. Office of Director 2pp 16686 237 24X Fiche 50-456.82/12/30. 

8301070218 


DOCKETED ITEMS 
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^30(210216 tnteriAi Deficiency Rep i: 82-09 re mechenicel snubber bracket 
interference Initially reported on 821203 Design drauings & 
render production info under revieu to Identify suspect 
snubber assemblies He>t rept expected by S30215 

TBAIitli T R Commonwealth Edison Co 83/01/10 KEPPLERiJ 0 fiagion 
3. Office of Director 2pp lbB72 280 24X Piche 90-000< 83/01/10, 

B30!2t02tS 


0301380084 Final Deficiency Repts 82-10 t 1 1 re rigid strut pina 
nfg bi| Elcen Initially reported on 821223 Test results 
indicate no load capacity data values violated If such pins 
uere used, design margins not exceeded 

SCKROEOERi C W Commonwealth Edison Co 03/01/Sl KEPPLER, J 0 
Region 3. Office of Director 2pp ll>9b0 202 24X 

Fleho 50-000, 03/01/21, 0301200004 


\f Operator Examinations 


0212220443 Oeneric Ltr 82-30 to all power reactor 1 iccnsees, app 1 icants 
for OL.MSS reactor vendors h 4Eb re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 030211 re operator licensing Sve list end 
EISENHUT, 0 O Division of Licensing 82/12/22 Consolidated 
Edison Co of New York. Inc 12pp 16601 072 24X 

Flcbe 50-000,82/12/22,8212220443 


S3O1I2OO70 Oeneric Ltr 63-01 to power reactor licensees & applicants 
far OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
851231 for listed categories Sve list end 

EISENHUT, D 0 Division of Licensing 83/01/11 Consolidated 
Edison Co of New York, Inc llpp 16893 243 24X 

Fiche 90-000,83/01/11,8301120070 


DOCKEr 50-458 RIVER BEND STATION, UNIT 1 


A AppI icatlon/construction stage documents & correspondence 


S30103D329 Foi’wards order extending const completion date for CPPR-145 
to 851231 Evaluation also end 

E[6ENhVT,D3 Division of Licensing 02/12/27 CAHILL, N. J Oulf 
State* Utilities Co 4pp 16654 190 24X Fiche 50-458,82/12/27, 

8301030329 


—9301030331 Order extending const completion date for CPPR-149 to 
891231 

EieEHHUT, D 0 Division of Licensing 82/12/27 Oulf States 
Utilities Co 2pp 16694 194 24X Fiche 50-498,82/12/27, 

8301030329 


B'2]2D603S6 Oeneric Ltr 82-30 to all 1 Ic ensees , app 1 1 can ts for QL (, 
holders of CPs re filings concerning 10CFR90 production t< 
utllltatlan facilities Current listing of branch assignments 
for nuclear reactor projects 1, sve list enc 1 

EI6ENHUT.D G Division of Licensing 02/12/20 Consolidated 
Edison Co of New York, tnc llpp 1686B 001 24X 

Fiche 50-000,82/12/28,0212060396 


9301070071 Revises 021029 submittal requiring liquid penetrant tubing 
idaiii*>per 821229 telcon FSAR will be amended appropriately 
BOOHERiU E Oulf States Utilities Co 03/01/03 8CHHENCER, A 
Licdnsing Branch 2 Opp 16606 299 24X Fiche 90-450,03/01/03, 

030107007 I 


9301110250 Confirms 020727 telcon between utiliNRC & AE re control of 
heavy load* Phase 1 work currently scheduled for submittal 
on 83OS05 Phase 2 anticipated to bo complete by First 
Quarter 1984 

BOOKER. U E Oulf States Utilities Co 83/01/06 EISENHUT, D 0 
Division of Licensing Ip 16746 242 24X Fiche 50-490,83/01/06, 

8301110250 


9301130204 Notification of 830110-20 meetings (J/OE, util «< SLU 1 n 
San Uose.CA to review design details of ins trumentation (i 

control ly* 

HEINKAH.E J Licensing Branch 2 03/01/07 SCHWENCER.A Licensing 

Branch 2 3pp 1680? 160 24 X Fiche 50-450.03/01/07,8301130204 


F Security, medical, emergency U firo protect! On plans 


0212060349 Generic Ltr 92-33 to all licensees of operating reaetore, 
applicants for OL i. holders of CPs re Suppl 1 to NURE0~0737, 
"Requirements for Emergency Response Capability “ 

NUREG-0737, Sup p 1 1 & sve list end 

EISENHUT, D 0 Division of Licensing 82/12/17 Consolidated 

Edison Co of New York, Inc 77pp 16681 209 24X 

Fiche 50-000,82/12/17,8212060349 


9212220445 Generic Ltr 62-39 to all reactor licenseos.CP holders ti 
applicants for CPs re problems ut/subm 1 1 tals of lOCFn73 21 
safeguards info for licensing review Pr oced ures re 
transmittal of info outlined Sve list end 

EISENHUT, D 0 Division of Licensing 02/12/22 Consolidated 

Edison Co of New York, tnc L3pp 16690 021 24X 

Fiche 50-000.62/12/22,8212220445 


Q Inspection reports, IE Bulletins L correspondence 


0301100070 Forwards IE Insp Rept 50-450/82-15 on 821115-19 ti notice 
of violation 

MADSEN, 0 L Division of Resident, Reactor Project It Engineering 
Programs 62/12/16 CAHILL. M J Ou 1 f Sta t ei Ut 11 i t i ai Co 2pp 
16702 290 24X Fiche 50-450.82/12/16.8301100070 


"8301100072 Notice of violation from insp on 021115-19 

* Division of Resident, Reactor Project & Engineering Prograne 
82/12/16 Ip 16702 292 24X Fiche 50-458.82/12/16,0301100070 


--D30110007-4 IE Insp Rept 90-450/82-15 on 021115-19 Noneomp 11 ane e noted, 
feedwater sys weld FU002 travel speed did not meet 2 25 
inches per minute min requirement of Ueld Technique Sheet 
W3-03 

GILBERT, L D , JOHNSON, C E , CRQSSHAN, U A Olvlston of Resident. 
Reactor Pro ject U Engineering Programs 82/12/13 6pp 
16702 293 24X Fiche 90-450,82/12/16,8301100070 


8208190269 IE Info Notice 62-51, "Overe x pof ur as in PNR Cavities,'' Bve 
list enc 1 

UEYOUNO, R C Director's Office. Office of Inipectien and 

Enforcement 02/12/21 Consolidated Edison Co of New York. Inc 

Itlpp 1668? 239 24X Fiche 50-000,82/12/21.8208190269 


0212060351 IE Info Notice 82-52, "Equipment Environ Qua 1 1 fi catl on 
Testing Experience - Updating of Test Summaries Prevloudy 
Published In IE Info Notice 81-29 " 8vc list end 
JORDAN, E L Division of Engineering 6 Quality Assurance <Pre 
030103). 62/12/2t Contolidated Edison Co of New York, Inc 

llSpp 16601 OBQ 24X Fiche 50-000.82/12/21.8212060351 


0212060350 IE Infs Notice 62-53, "Main Transformer Failures at North 
Anna Nuclear Power Station " Sve list end 

JORDAN.E L Division of Engineering b Quality Assurance (Pre 
8301031 82/12/22 Consolidated Edison Co of New York, Inc 

114pp 16758 017 24X Fiche 50-000.82/12/22.8212060350 


0301110520 Discusses 8ALP Rept 50-458/02-12 for Bept 1961-Aug 1982 
Performance evaluated In areas of containment & other 
safety-re late d s true tures, p Iplng sys & supp arts, safety- 
related compo nents.mgt control b 1 icensing activities 
COLLINS. U T Region A, Office of Director 82/12/23 CAHILL, U U. 
Oulf States Utilitlee Co 2pp 1674 5 329 24X 

riche 50-458.92/12/23.8301110528 


— 8301110531 Forwards comments on BALP Rept 50-498/02-12 

CAHILL, N J Oulf States Utilities Co 82/12/00 MADSEN, 0 L 
Division of Resident, Reactor Project & Engineering Program* 2pp. 
16745 330 24X Fiche 50-459,02/12/23,8301110538 


— 0301110538 Forward* 8ALP Rept 50-45S/S2-12 re performance evaluation 
for Sept 19ai-Aug 1992 Areas evalua ted. conta Inman t & other 
safety-rela ted s true tures, pip Ing sys & supports, safety- 
related componentf tt corrective action t, reporting. 

MADSEN, O L Division of Resident, Reactor Project b Engineering 
Programs 82/10/2? CAHILL, LI J Oulf States Utilities Co 2pp 
16745 332 24X Fiche 50-458,82/12/23.8301110538 


— 8301110542 SALP Rept 50-458/02-12 for Sept 19ai-Aug 1982 

CROSSMAN, U A , MADSEN, 0 L Division of Resident, Reactor Project b 
Engineering Prog rams 02/10/27 1 3pp 16745’ 334 a4X 

Fiche 50-459,02/12/23,0301110529 


6301190101 Forwards 26 proprietary overslie figures b maps re seismic 
raft«ctiDn lines depicted on FSAR Figure 2 5-10. in response 
to NRC 820615 ltr Figures b maps withheld <rsf 10CFR2 790) 

Aperture cards are available in Central Fites 

BOOKER.U E Oulf States Utilities Co 03/01/12 EISENHUT, D 0 
Division of Licensing SCHHENCER, A Licensing Branch 2. 2pp 
16846-040 24X Fiche 50-458, 83/01/12, 8301 19018 1. 


8200190275 IE Info Notice 82-54, "Met t 1 nghous e NBFD Relay Failures in 
Reactor Protection Sys " Sve list end 

JORDAN.E L Division of Engineering b Quality As*urence (Pre 
830103) 82/12/87 Consolidated Edison Co of New York, Inc. 

llOpp 16962 139 24X Fiche. 50-000, 83/12/27, 82081 9037S. 
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DOCKETED ITEMS 


0203170273 IE InfP Notice B2-5S. ''Seismic Qus 1 i f ica t Ion of Westinshoose 
AR Raley M/Uatcl) Attachments Used In Nestinghouse Solid 
State Protectlor Sys " Svc list snc 1 

JORDAN. E L OlvisiDn of Engineering b Quality Assurance iPre 
0301031 S2712/S9 Consolidated Edison Co of Neu York. Inc 

109pg lbB6B QIA SAX Fiche 50-000,02/12/26,3208190273 


62120&03S4 IE Info Notice ''Robertshau Thermostatic Flou Control 

Valves *■ Svc list encl 

JORDAN. E L Division of Engineering I. Quality Assurance (Pre 
8301031 02/12/30 Consolidated Edison Co of Ntu York. Inc 

lllpp 13758 137 24X Fiche 50-000,02/12/30.0212060354 


0301200327 Foruardi IE Irsp Rept 50-458/02-16 on BrU01-'1215 No 
noncomp 1 lance noted 

HADSEN. 0 L Division of Resident. Reactor Project It Engineering 
Programs. 83/01/10 CANILi., If J Oulf States Utilities Co 2pp 
16954 343 24X Fiche 50-450.03/01/10.0301280327, 


— B30i260329 IE InSp Rept 50-450/82-16 on 821101-1215 No noncompliance 
noted Major areas inspected foltoijup of previous Insp 
f Indingsi I ic ensee Identified const defi ci encies. elec trica 1 
cable ft raceufaU Installation b electrical sys installation 
DRONM.R L . CROSStlANi U A Division of Resident. Reactor Project b 
Engineering Programs 83/01/05 7pp. 16954 345 24X 

Fiche: 50-458. 83/01/10.8301280327 


S. Reportable occurrences. LERt b related correspondence 


8301040247 Final deficiency rept re Inadequacy of uelds to sustain 
design loads Initially reported on 820930 Drawings revised 
to comply u/ASHE requirements Deficiency determined not 
reportable per lOCFRSD 35ff> 

SOOKERrJ E Sulf States Utilities Co 02/12/14 COLLINS. J T 
Region 4, Office of Director Ip 16639. 194 24X 

Fiche- 50-458. 82/12/14. 8301040247 


8301140403 Interim Deficiency Rept DR-81 re improper B-ring matl used 
in control bldg chiller pumps b normal svc laater pumps 
supplied by Oould Initially reported on B21 201. investlgat i on 
incomplete Nert rept uill be provided by 030301 
BOOKER. J E Oulf Btates Utilities Co. 02/12/28 COLLINB, J T 
Region 4, Office of Director. Ip. 16800 102 24X 

Fiche: 50-458. 82/12/28. 8381140403 


0301130101 Interim Deficiency Rept DR-B8 re omission of manufacturer 
recommended pull tension/bend radius limits. based on cable 
sldeuell pressure during pull Initially reported on 821203. 
Evaluetlon Incomplete Interlni 0.0 ftnel rept due by B30223 
aODKER.J. E Oulf States Utilities Co 83/01/04 COLLINS. U T 
Region 4. Office of Director Ip 16793 351 34X 

Fiche 50-430. 83/01/04,6301130101 


D3D1140346 Interim Deficiency Rept DR-94 re linear iniltcatlan in 
root area of fillet ueld for lug on one safety relief valve 
quencher ReVl eu ongoing Interim or finel status rapt ul 1 1 
be submlttad by 830204 

aOOKERiJE Sulf Btates Utilities Co 83/01/05 COLLINS.J.T 
Region 4. Office of Director Ip. 16B07.322 24X 

Fiche 50-458.83/01/05.0301140346 


8301140300 Interim Deficiency Rept DR-B3 re potentially undarsliad 
fillet uelds attaching support lugs to safety relief valve 
quenchers Initial ty reported on 821206 Investigation 
i-ncomp lata Next rapt uill b« submitted B30S19 

BOOKER. JE Oulf States UtilUlsS Co 03/01/05. C0LLIN8. J T 
Region 4, Office of Dirictor, Ip. 16800.051 24X 

F 1 c he : 50-458, 03/0 1 /OS. 830 1 1 40386 


8301140316 Interim Deficiency Rapt DR-65 rt Incorrect taper at uelds 
betuaan outside diameter of heavy wall pipe fittings b std 
wall pips on svc uatcr piping syi. tni tlal t y reported on 
821200 Investigation continues Nest rept expected by 030303. 
BPOKERrJ E Oulf States Utillttsi Co 83/01/07 COLLINS, J T, 
Region 4. Office of Director tp 16B06 362. 84X 

Fiche 50-490,83/01/07.8301140310 


6301170269 Interim Deficiency Rept DR-30 re interpretation of 
radiographs performed by 6F Shaw Co Approx 99X of 
radiographs ravleuied b defective uelds Identified In 
Noncqnforsianc B b Disposition 3096, Final rapt by 030315 
BOOKER. JE Oulf States Utilttlsi Co. 83/01/07. COLLINS, J T 
Region 4, Office of Director Ip 16810-072, 24X 

Fiche 50-450, 83/01/07.0301170269, 


83012S0124 Interim Deficiency Rept Dn-75 re error in 6H0SH Computir 
Progrem used in Reactor Bldg Hydrodynamic Analysis Initlailg 
reported on B20921 Evaluation to dotsr/mns sigrii f i cance of 
error continues Not rept to be submi t ted by 030315 
BOOKER, J E Oulf States Utilities Co 83/01/14 COLLINS, J T 
Region 4. Office of Director Ip 16695 226 24X 

Fiche 50-450,03/01/14,8301250124 


0301250569 Interim Deficiency Rept DR-71 re inconsistencies found In ■ 
Program at WJ Woolley Co, mfg of personnel air locks 
Initially reported on 620627 Evaluation incomplete Next 
rept expected by 83041? 

BOOKER, J E Oulf States Utilities Co 03/01/14 COLCINS.J T 
Region 4. Office of Director Ip 16905 325 24X 

Fiche 30-458,03/01/14,8301250569 


8301250167 Interim deficiency rept re nonconf arming installation of 
connection between eiectrlcel cable trey b support lys 
Initially reported on 621217 Some bolt holes found enlarged 
Investigation continuing Next rept provided by 030309 
BOOKER, J E Oulf States Utilities Co 63/01/17 COLLINSiJT 
Region 4, Office of Director Ip 16095. 3SS S4X 
Fiche 50-450,83/01/17,8301250107 


B301Z50145 Interim Deficiency Rept DR-69 re intermixing of E30a-J5 
U/E309-16 welding electrodes supplied by Chemetran Corp. 
Investigation incomplste Next rept will be submitted by 
030506 

BOOKER, J E Oulf Gtates Utilities Co 83/01/18 COLLINS, J T 
Region 4, Office of Director Ip 16095 201 24X 

Fiche 50-450, g3/0]/16>8301250145 


V Operator Examlnaticins 


8212220443 Oeneric Ltr 82-3B to aH power reactor 1 1 censees. app lirtnti 
for OLi NSS U reactor vendors & AEi re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on B30211 re operator licensing Svc list encl. 
EI8ENHUT, D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc l2pp 16601 072 24X 

Fiche 50-000,82/12/22,8212220443 


B3O11SOD70 Oeneric Ltr 83-01 to potiier reactor licensees (c applicants 
for OL rs operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
851231 for listed categories Svc list end 

EISENHUT.O 0 Division of Licensing B3/01/11 ConsolldaUd 
Edison Co of New York. Inc Upp 16B93 243 24X 

Fiche 50-000,83/01/11,0301120070 


DOCKET 50-459 RI9ER BEND STATION, UNIT 2 


A, App 1 1 cation/conitructlon stage documents $, correspondence 


S21206D3S6 Oeneric Ltr 02-30 to all 1 Ic ensaos, appl Icants for 'OL b 
holders of CPs re filings concerning 10CFR90 production b 
utiliiatlon facilities Current listing of branch esslgnment* 
for nuclear reactor projects & svc list end 

EISENHUT, D 0 Division of Licensing 62/12/20 Consol Idatsd 
Edison Co of New York, Inc Upp 16S60 001 24X 

Fiche 50-000,02/12/20,0212060356 


0301110250 Confirms 020727 tele on between util'NRC (> AE re control ef 
heavy loads Phase 1 work currently scheduled for submittal 
on B30S0S Phase 2 anticipated to be complete by First 
Quarter 1984 

booker, J £ Sulf States Utilities Co, 63/01 /06. EISENHUT, 0.0 

Division of Licensing Ip 16746 242 24X Fiche 50-458.03/01/06, 

8301110250 


0301130204 Natiflcatlon of 830118-20 meetings u/OE.utll it BLW In 
San Jose.CA to revieu design details of Instrumentation 4, 
control sys 

WEINKAH, E. J Licensing Branch 2 63/01/07 6CHUEMCER. A Llcioflng 

Branch 2 3pp 16609 168. 24X Fiche 50-456,83/01/07.0301130204 


0301190181 Forwards 26 proprietary ovarslie figures b maps rs silsaic 
reflection lines depicted on F8AR Figure 2 S-16, in response 
to NRC B2061S ltr Figures b maps withheld (ref 10CFR2 790). 
Aperture cards are available in Central Flies 

BOOKER, J.E Oulf 8tates Utilities Co. 83/01/12 ErSENHUT. 0 0 
Division of Licensing, SCHWENCER<A Licensing Branch 2. 2pp 
16046-040 24X Fiche, 50-496, 83/01/12, 03011 90161 


0301250113 Interim Deficiency Rept Dft-B6 re possible misinterpretation 
of electrical equipmant holddown weld detai 1, tntt tally 
reported on 821213, Eva luatlon continuing Interim or final 
rept util be submitted by 630308, 

BOOKER, J.E. Oulf Btates Utilities Co 03/01/13 COLLINS.J.T 
Region 4, Office of Director. Ip 16B99 234. 24X 

Fiche; 50-450, 03/01/13, 0301250113 
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F Security' ntsdiceli cniorsency It fire protection plan* 


9212060349 Ooneric Ltr 82-33 to alt licensees of operating reactors, 
applicants for OL 6 holders or CPs re Suppl 1 to NUREO-0737. 
“Reguirements for Emergency Response Capability *' 

N'UREQ-0737< Supp ] 1 ti svc list end 

EISENHUT'DG Division of Licensing 83/18/17 Consolidated 
Edison Co of New York. Inc 77pp 16681 208 24X 

FI Che SO-000' 82/12/17. 8212060349 


0212220445 Ooneric Ltr 08-39 be all reactor licensees, CP holders t. 
applicants for CPs re problems u/su6mlttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined 8vc list end 

elseNHJT.DO Division of Licensing 83/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021 24X 

Fiche 90-000' 02/12/22, 021 22S044S 


<3 Inspection reports, IE Oulletins I, correspondence 


8SOB190369 IE Info Notice 02-51, "Qvere iposur es in PWR Cavities " Bve 
list end 

D£YQUNO,R C Director's Office, Office of Inspection and 

Enforcement 82/13/31 Consolidated Edison Co of New York, Inc 

Itlpp 166B9 239 24XFlche 50-000,82/12/21,8208190269 


S31306035I IE Info Notice 82-53, "Equipment Environ Qualification 
Tasting Eiperienco - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " Svc list end 
JDRUANrE L Division of Engineering «< Quality Assurance <Pre 
8301031 82/12/21 Consolidated Edison Co of Now York, Inc 

llSpp 16681 088 24X Flche 50-000,82/12/21,8212060351 


631SD603SO IC Info Notice 82-53. "Noin Transformer Failures at North 
Anna Hud ear Power Station " Svc list end 

JORDAN. E L Division of Engineering S< Quality Assurance (Pre 
8301031 88/12/22 Consolidated Edison Co of New York, Inc 

ll4pp 16758017 24X Flche 50-000. 02/12/22.8212060350 


B20B190279 IE Info Notice 82-54. "Nest i nghouse NBFD Relay Failures in 
Reactor Protection Sys " Svc list end 

JDROAN.E L Division of Engineering t Quality Assurance (Pre 
8301031 82/13/27 Consolidated Edison Co of New York, Inc 

llOpp 16962 139 24X Fiche 50-000,82/12/27,0208190275 


0208190273 IE Info Notice 62-55, "Seismic Qualification of Nestlnghouse 
AR Relay W/Latch Attachments Used In Nestinghouse Solid 
State Protection Bys " Svc list end 

JORDAN, E L Dlvislnn of Engineering & Qual Ity Assurance <Pre 
830103) 83/13/28. Censolldated Edison Co of New York, Inc 

109pp 16860 014 24X Flche 50-000,82/12/20,8308190273 


8313060354 IE Info Notice 02-56, "Rober tshaw Thermostatic Flow Control 
Valves ” Svc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance <Pre 
830103) 62/12/30, Consolidated Edison Co of New York, Inc 

lllpp 16758'137 24X riche 50-000, 82/13/30,8212060354 


8301240089 Requests that 810721 amend request be modified to include 
earliest & latest const complotion dates of 880601 (■ 9i0601> 
respectively Mod will not be treated as new amend request 
DOUCHEYiO D Mashlngton Public Power Supply System 03/01/ 1 i 
DENTON, H R Office of Nuclear Reactor Regulation' Director 3p p 
16890 361 24X Flche 80-4*0,03/01/11,8301240089 


8301250303 Proposes submittal of Amend 3 bo F8AR in Apr 1993 Amend will 
provide 6RP deviation matl t respanaes to 74 of 102 
questions transmitted in NRC 831136 ltr 

BOUCHEV, 0 D Washington Public Power Supply System 83/01/11 
DENTON, H R. Office of Nuclear Reactor Regulation' Director 
ADENSAM.E O Licensing Branch 4 3p p 16896 321 24X 

Flche 50-460.83/01/11,8301250303 


8301260301 Forwards "Assessment of Hydraulic Poformance of I 

Containment Recirculation Sumps (Hydraulic Evaluation of 
Design of Containment Recirculation Sumps) 6 (Hydraulic 
Model Study of Containment Roc 1 rculat ion Bumps) '' 

DOUCMEYiO D tfashlngton Public Power Supply System 83/01/11 
DENTON.HR Office of Nuclear Reactor Regulation, Director 3pp 
16960 318 24X Flche 50-460' 83/01 /1 1 , 8301280301 


— 8301280330 "Assessment of Hydroulie Performance of HNP-1 conta inment 
Recirculation Sumps (Hydraulic Evaluation of Design of 
Containment Recirculation Bumps) it (Hydraulic Model Study of 
Containment Recirculation Eumps ) " 

PAOHANADHAN.M , DUROIN' LI W , NOREIKA, J F Alden Research 
Laboratory 92/12/31 B4pp 16960 324 24X 

Flche 50-460' 03/01/11.8301280301 


8301200351 Forwards util telecopied 830111 ltr to NRC requesting BI072t 
application for CP amend be modified tO' eitand co'nst 
comp let ion dates 

REYNOLDS, M 3 Debevolte & Liberman REYNOLDS. N S Washington 
Pub tie Power Supply System 83/01/17 GROSSMAN. H . BRIGHT. 0.9 , 
HARBOUR. J Atomic Safety and Licensing Board Panel 3pp 
16663 030 24X Flche 90-460.03/01/17,3301200351 


F Secur i ty< med 1 cal. emerg ency t. fire protect! on pi ans 


0212060349 Generic Ltr 62-33 to all licensees of operating reactors, 
applicants for OL & holders of CPs re Suppl 1 to NUREO-0737. 
"Requirements for Emergency Response Capability " 

NUREO-0737, Suppl 1 & svc list end. 

EISENHUT.O 0 Division of Licensing 62/12/17 Consolidated 
Edison Co 4>t New York. Inc 77pp. 16691 209 24X 

Flche 50-000.82/12/17.0312060349 


0212220449 Oefiirie Ltr 02-39 to all reactor liceniees, CP holders 1. 
applicants for CPs re problems u/submittals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Svc list end 

EISENIIUT. 0 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New Vork. Inc 13pp 16690 021 34X 

Flche 50-000.83/12/22.8213220449 


0 Adgudicatary correspendenc e 


V Operetor Esaminatlons 


8212220443 Generic Ltr 82-38 to all power reactor 1 icensees ■ app 1 Icants 
for OL. NS8 & reactor vendors t, AEs re meeting to discuss 
recent developments for licensing oiams Advises that meeting 
will be held on 830211 re operator licensing 6vc list end. 

EiaENHUT, D. 0 Division of Licensing 83/12/22. Consolidated 
Edison Co of New Vork, Inc 12pp 16681 072 24X 

Flche 90-000.82/12/32,8212220443 


9301120078 Oeneric Ltr 63-01 to power reactor licensees t, applicants 
for OL re operator licensing exam site visit Requests 
schedule re etam requests cicpocted for submittal prior to 
S5I231 for listed categories, Svc list one 1 

EISENHUT.D 0 Division of Licensing 83/01/lt Consolidated 
Ed 1 eon Co of New Yorlt, Inc llpp 16093 243 24X 

Flehe:50-000, 03/01/11, 8301120078 


DOCHET 50-460 WPPSS NUCLEAR PROJECT, UNIT 1 


A Applicatinn/construetion stage documents t< correspondence 


621S0603S6 Oeneric Ltr 82-30 to all 1 icensees , appl Icants for OL it 
holders of CPs re filings concerning 10CFR90 production (. 
utiliiation facilities Current listing of branch assignments 
for nuclear reactor projects 6 svc list end, 

EISENHUT. D 0 Division of Licensing 82/12/28 Consolidated 
Edison Co of New Vork, Inc llpp. 1686B OOi. 24X 
Flche, 50-000, 92/12/28, 0212060396 


8301140095 Suppl to request for hearing t, petition fur leave to 
Intervene, 1 i sting contentions Certificate of Bve end. 

BELL, N Coalition for Safe Power 93/01/10 Atomic Safety and 
Licensing Board Panel 39pp I6B04 169 24X Flche 50-460,93/01/10, 

8301140095 


8301140106 Suppl to request for hearing t, petition for leave to 
Intervene, 1 is ting content! ons. Certi f 1 ca te of Svc end 

ROSOLIE.E Coalition for Safe Power 83/OI/tO Atomic Safety and 
Licensing Board Panel 7pp, 16806 091 24X Fiche 50-397. 93/01/10, 

8301140106 


83013003S1 Forwards util telecopied 830111 ltr to NRC requesting 010731 
application for CP amend be mod 1 f iad te extend const 
comp 1 at Ion da tes. 

REYNOLOa.N & Debevoise >, Liberman. REYNOLDS.N 9 Washington 
Public Power Supply System S3/01/17 GROSSMAN, H . BRIGHT, 0 0 < 
HARSOUR.J Atomic Safety and Licensing Beard Panel. 3pp. 

16863 030 24X Flche 90-460,63/01/17.8301200391 


8301250466 Response in apposition to suppl to Coalition for Safe Power 
request for hearing 6 petition to intervene Bases of 
contentions not reasonably specific t. contentions seek to 
challenge NRC rules 6 regulations Certificate of Svc end 
REYNOLDS, N 8. Washington Public Power Supply Sys tarn. REYNOLDS.N 8 
Debevolte h Liberman S3/0'l/24 Atomic Safety and Licensing Board 
Panel 67pp 16990 026 24X Flche. 50-460, 03/01 /24' 8301250466 
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8301330641 Risponse oppoiinj Coalition for Baft Power suppl to request 
for hearing i petition to intervene Proceeding should be 
diffflleeed becaue* petitioner failed to establish contention 
u/6asls ti speclficitw Certificate of Svc end ^ 

REVNOLDS* N S Washington Public Power Supply Sgstem REVNDLDSiN S 
Debevoiie 4 Liberman 03/01/24 Atomic Safety and Licensing Doard 
Panel 29pf 16703 160 24X Piche 50-460i 03/01 /24< 0301 2506 41 


8301360001 Response to Coalition for Safe power 030110 suppl to 
petition to Intervene listing contentions Opposes 
Contentions 1.2-3. 3. /.S' 9. 1 1. 14. IS. 16, 10, 19 4 20 Does not 
oppose Contentions 4,6,10,12,13 4 17 H/Cert if Icate of Svc 
vai/NO, H A , WASNER.M E Hearing Branch 4 03/01/24 Atomic 

Safety end Licensing Board Panel 30pp 16913 001 24X 

Flche 50-460,03/01/24.8301260001 


B301260009 Response opposing Coalition for Safe Power B30110 suppl to 
petition to Intervene, delineating two contentions No 
adequate basis shown for contentions Certificate of Svc 

PATOH, W 0 , CHAN.E I Hearing Branch 2 63/01/24 Atomic Safety 

and Licensing Board Panel I3pp 16713 103 24X 

Flche 50-397, B3/OI/24,fl30l26CI005 


8301260320 Forwards corrected Certificate of Svc to NfiC 830124 response 
to Coalition for Safe Power suppl to request for hearing 
Caption did not reflect svc on Unit I svc list 

CHAM.E 1 Hearing Branch 2 03/01/25 ORDSSMAN.H , HARSaOR.J . 

BRtOHT. 0 0 Atomic Safety and Licensing Board Panel 2pp 
16908 314 24X Fiche 50-397,83/01/25,8301260320 


0 Inspection reports, TE Bulletins & correspondence 


B301O30D27 Forwards IE Insp Kept 50-460/02-12 on 021122-24 No 
noncomp 1 lance noted 

BTERNBERO. D H Division of Resident, Reactor Project 4 Engineering 
Programs 63/12/17 ROOT, R U Washington Public Power Supply 
Bystem Ip 16615 156 24X Fiche SO-460, 82/12/17, 630103002 7 


— 8301030029 IE Imp Rept 50-460/82-12 on SSI 122-24 No none omp 1 iance 
noted Hejor areas inspected eitended const delay procedures, 
work activities It records 

TOTH, A 0 , DODDS, R T Division of Resident, Reactor Project 4 
Engineering Programs 62/13/17 12pp 16615 158 24X 

Flche 50-460,82/12/17.8301030027 


8208190267 IE Info Notice 82-51, "Overe rp osur es In PWR Cavities “ Svc 
list end 

DEYOUNO, R C Director's Office, Office of Inspection and 

Enforcement 83/12/21 Consolidated Edison Co of New Yorlc, Inc 

lllpp 16699 239 24X Fiche 50-000,82/12/21,0203190269, 


— 8301040614 Comments on draft SALP rept Narrative conclusions do not 
reflect overall status of project 4 are not supportad by 
facts Supply sys assessment of NRC perceived weaknesses 
end 

FERGLI3QN, R L Washington Public Power Supply System B2/il/23 
STERNBERG, 0 M Division of Resident, Reactor Project I, Englnsertng 
Programs 35pp 16646 034 24X Fiche 50-460. 82/1 2/29, 03 0104 OS'JA 


— 8301040625 Forwards draft SALP rept, per Region S 020923 meellnj Arrai 
of weakness Include mg t involvement & controls of identified 
activities Meeting scheduled for 821103 

STERNBEROi D, H Division of Resident, Reactor Project 4 Eng imeTlnj 
Programs 82/10/27 ROOT, R U Washington Public Power Supply 
System Ip 16646 069 24X Fiche 50-460,82/12/29 . 8301040596 


6212O603S4 IE Info Notice 83-56, "Robortshaw Thermostatic Flow Control 
Valves “ Gve list end 

JORDAN, E L Division of Engineering 4 Quality Assurance iPre 
830103) 82/12/30 Consolidated Edison Co of New York, Inc 

lllpp 16750 137 24X Fiche 50-000,82/12/30,8212060354 


8301120264 Forwards IE Mgt Meeting Repts 50-4 60/02-13 S, 50-513/62-06 on 
621206 No noncomp 1 iance noted 

STERNBERG, D II Division of Resident, Reactor Project 4 Engineering 
Programs 83/01/07 ROOT, R W Washington Public Power Supply 
System Ip 16774 104 24X Flche 50-460.03/01/07.0301120264 


—8301120273 IE Mgt Meeting Repts 50-460/82-13 4 50-513/82-06 on 831203 
No noncomp 1 lance noted Major areas diseuseed licensee 
responses to items of noncomp I ianc e in IE Insp Repts 
50-460/02-04 4 50-460/82-07 & open NRC Items 

STERNBERG, D M , ODDDS, R T , NARBUT, P P Division of Resident. 
Reactor Project 4 Engineering Programs 03/01/07 4pp 
16774 105 24X Fichs 50-460,83/01/07.8301120264 


B Reportable occurrences, LERs & related correspondence 


8301030262 Deficiency rept re reactor veseel flange stud holes 
Initially reported on 821115 Technical evaluation will be 
performed by B4W 4 United Engineers I, Constructors during 
First Quarter 1983 

RDOT'R W Washington Public Power Supply System 02/12/14 
STERNBERG, D H Division of Resident, Reactor Project 4 Engineering 
Programs 2pp 16616 191 g4X Flche 50-4 60,02/12/14,0301030363 


8301140438 Interim Deficiency Rept re RC8 attached piping Due to 
current s loud own, final completion date for design analysis 
cannot be provided 

ROOr.R W Washington Public Power Supply Bystem 02/12/30 
STERNBERG, D H Division of Resident, Reactor Project 4 Engineering 
Programs 3pp 16808 226 24X Fiche 50-4 60,02/12/30,8301140439 


8212060351 IE Info Notice 82-52, "Equipment Environ Qual Ificati on 
Testing Experience - Updating of Test Summaries Previously 
Published In IE Info Notice 81-29 " Bve list end 
JORDAN.E L Division of Engineering 4 Quality Assurance (Pre 
830103) 82/12/21 Coniolldated Edison Co of New York, Inc 

nspp 16681 oea 24X Flch* 50-000,82/12/21,8212060351 


8212060350 IE Info Notice 82-53, "Main Transformer Failures at Worth 
Anna Nuclear Power Station " Svc list end 

JORDAN, E L Division of Engineering 4 Quality Assurance iPre 
830103) 82/12/22 Consolidated Edison Co of New York, tnc 

114pp 16758 017 24X Flche 50-000,82/12/22,0212060350 


8208190275 IE Info Notice 82-54, "Wtstinghouse NBFD Relay Failures in 
Reactor Protection Sys " Svc list end 

JORDAN, E L Division of Engineering 4 Quality Assurance (Pre 
830103) 82/12/27. Consolidated Edison Co of New York, Inc 

llOpp 16962 137 34X Ficht 50-000,82/12/27,3203190275. 


0208190273 IE Info Notice 83-55. "Seismic Qua llflcation of Wes t inghouse 
AR Relay W/Latch Attachments Used in Meitlnghouse Solid 
State Protection &yi " Svc list end 

JORDAN, E, L Division of Engineering 4 Quality Assurance (Pre 
830103) 82/12/26 Consolidated Edison Co of New York. Inc 

I09pp 16868 014. 24X Flche 50-000,82/12/23,8208190273 


8301210029 Informs of preliminary safety concern re possible adverse 
effects of cross flow on control rod assemblies for 
facilities Concern not substantial safety haiard Design 
change will be Implemented Not reportable per Part 21 
TAYLOR, J H Babcock & Wilcox Co 83/01/14 DEYOUNG, R C 
Director's Office, Office of Inspection and Enforcement 7pp 
16075 017 24X Flche 50-000,83/01/14,83012 10029 


V Operator Examinations 


0212220443 Generic Ltr 82-38 to alt power reactor 1 icensees. app 1 lesds 
far OL, NS8 4 reactor vendors I, AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 830211 re operator licensing 8vc list end 
EISENHUT, D. 0 Division of Licensing 82/12/22 Consalldatd 
Edison Co of Ntw York, Inc i2pp 16681 072 24X 

Flche 30-000,82/12/22,8212220443 


8301120078 Generic Ltr 83-01 ta power reactor licensees 4 applicants 
for OL re operator licensing exam site visit Requests 
Bchsdule re exam requests expected for submittal prior to 
651231 for listed categories Svc list end 

EISENHUT, D 0 Division of Licensing 83/01/11 Consolidated 
Edison Co of New York, Inc llpp I6B93 243 24X 

Flche 30-000,83/01/11,8301120078 


0301040596 Forwards SALP evaluation conducted during Jul 1901 - Jul 
1982 4 discus ltd at 821103 mesting Dverall performance of 
licensed activities acceptabls. Wsaknessts identified in 
areas of safely-related structures 4 support sys, 

E NOELK EN, R H Region 5, Office of Director 82/12/29 
FER6UB0N, R L Washington Public Power Supply By stem 3pp 

16645 351 24X Flche 50-460,82/12/27,8301040596, 


—8301040605 BALP rept for Jul 1981 - Jul 1982, Overall performance 
acceptible Wtaknesscs Identified in ereas of safe ty-ralated 
structures 4 support sys 

* Region 3, Office of Director 82/12/29 35pp 16643 354, 
Flche 50-460,82/12/29,8301040596 


DOCKET 50-461 CLINTON POWER STATION. UNIT i 

A Appl lea tlon/cpns true t Ion stage documents 4 correspondence 


8301170122 Forwards mods to Phase 2A-2 of Structural Btael Recovery 
Plen Changes applicable to Attachments IV 4 V of 621109 
memo attached to 821123 ltr 

HALLiO.P Illinois Power Co e2/I2/2< KEPPLER.JG Region 3. 
Office of Director. 3pp 16810 351 24X Flche 30-461.82/12/21. 

8301170122 
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'i)3<}l040S43 Con^irmi Bai21S tfiscuttion rc MIC concurrsnct in limited 
rttunption of uork etfdretced in B201&7 coni‘ irmatarv ection 
1 tr Scope limitid to oloctrieol tray & attachmont uork 
atfociattd u/ancl llotaif travalar* 

KEiPPLER.a 0 Rag ion 3< 0<>flct of Director 62/18/23 QERBTNER^W C 

tUinoit Pouor Co 4pp 16637 3S7 34X Fich a. SO-461 . 62/18/23. 

6301040242 


5212060356 dinar Ic Ltr 62-30 to all 1 ic inaiaa > appl icantt far OL l> 
holifira of CP* ri filing* concarning 10CFR90 production U 
utl Illation facllitii* Currant listing of branch assignmant* 
for nuclear reactor proiacti (. «vc list end 

E18EKHUT. DO, Olvlfion Of Liceneing S2/t2/2S ConiQlidatsd 
Ed lion Co of Neu York. Inc llpp 16668 001 34X 

Flche 50-000102/18/25.0212060396 


5301070339 Notification of 830111 maeting u/util i. OE in Batheida.MD to 
dlicui* ealf test »g* 

ASELBON.H Uiecniing Branch 2 82/12/29 6CHUENCER. A Llcenelng 

Branch S. 3pp 16690 123 24X FI eh a 90-461.02/12/29,5301070339 


6301060130 Confirm* 821217 discussion w/DE Keating re concurrence for 
limited uork resumption on 020901 confirmatory action ltr. 

Scop* limitsd to insp 6 reuork of structural stasl in 
containment described in Balduin Assoc 821219 msmo 

KEPPLER.J 0 Rtglon 3. Office of Director 62/12/30 GERSTNER, U c 
Illinois Power Co Ip 16670 113 24X Flche 90-461.52/12/30, 

S30 1060130 


B30I070020 Notification of 830113 isaetlng u/utll In Batheada. MD to 
dlscufi containment purge sy* 

A8Et.eofl, H Licensing Branch 2 62/12/30. 8CHUENCER.A Llcaniing 

Branch 2 3pp 16740 361 24 X Ficht 90-461,62/12/30.5301070020 


9301140446 Raiiuesti furthar clarification on soil amplification issue 
Discusilon on resulting fluctuation* in theorsbleal soil 
design rasponsa spectrum caused by assuming rang* of soli 
properties requsstad 

eCHNENCER, A Licensing Branch 2 53/01/12 WOLLER.O Illinois 

Power Co 7pp 16516 019 84X Ftch *■ 90-461, 83/01/12. 5301 140440 


5301840128 Forwards Rtv 8 to "Plan for Partial Rslsase of 6tap Mark 
Action to Refueling Bellows NDE ” 

HALL.D.P Illinois Power Co. 63/01/14. KEPPLER. J O Regions. 
DfPice of Director Ip 16890 211 24X Flche 90-461,03/01/14. 
8301240128 


— 8301240134 Rev 2 to "Plan for Partial Release of Stop Uork Action 10 
Refueling Bellow* NDE." 

« Illinois Power Co 03/01/14 6pp 16690 212 24X 

Flche - SO-461, 03/01/14, 8301240128 


5301280146 Ack receipt of 830117 ltr detailing plans for disposition of 
drywsll refueling bellows Continued action on partial 
roliasc of Stop Uork Order 10 acceptable 

KEPPLER.J O. Regions. Office of Director 83/01/21 0ER8TNER.U 0 
Illinoii Pousr Co ip 16960.201 84X Flche- 90-461, 53/01/21, 

8301200146. 


5301360097 Provldet quarterly update on conat schedule Oates remain 
unchanged Jan 1984 It projected conet & fuel load data It 
Aug 1984 is projected commirctel operation data. 

KQCH'L J Illinois Power Co 53/01/24 DENTON, H R Office of 
Nuclear Reactor Ragulation, Director Ip 16999-161. 84X 

Flche- 90-461, 03/01/24, 8301260097 


E NRC Safety Evaluation Report (8ER>, euppl* 6 correspondence 


S3013S093B Disc usee* agreement* reachtd at B30113 maeting re 
containment purge sye, 8ER Outstanding Issue lOa, concerning 
containment continuous vent (t purge lys. Proposal for 
redesign of containment ventilation sys included 
NULLER.O E. Illlnole Power Co. 03/01/17 BCRUENCER.A Licensing 
Oranch 2 9pp. 16909:398 24X Ficht 90-461,83/01/17,0301290938. 


F. Bscurlty. aitdlcal, amargancy ii tiro protactlon plan* 


O212270S34 Forwards updatad "6af* Shutdown Analyils for Fir* 
Protection. " Addl info on fire protactlon ey* It ocemptlons 
to lOCFRSO.App R, Section III. G 6 III J included. 

UULLER.OE Illinois Power Co. 82/12/16 SCHUENCER.A. Ltcenslng 
Branch 2. ip. 16934.176. 24X Flcho . 90-46 i, 62/18/16. 0212270234. 


— 0212270242 "Safe Shutdown Analyels for Fir* Protection " U/160 overelte 
drawings Apertur* cards art available in FDR 
« tlltnols Power Co 82/12/16 161pp. 16934:177. 24X 

Flche 90-46 1,82/12/16,821 2270234. 


8812060349 Qonene Ltr B8-33 to all licenseac of operating reac tore, 
applicants for OL It holders of CP* re Sup pi 1 to N'URE0-0737r 
"Rsqulrsments for Emergency Reeportte Capability " 

NUfle&-0737, Suppl 1 6 SVC list end 

eiSENHUT.D O Division of Licensing 82/12/17 Consolidated 
Edison Co of New York. Inc 77pp 16651 808 24X 

Flche 90-000,38/12/17,8212060349 


S21222044S Generic Ltr 62-39 to all reactor 1 icenseeti CP holders S, 
applicants for cPs rs problsmt u/subm 1 ttai « of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined 8vc list end 

EISENNJT, D 0 Division of Licensing 08/12/22 Conso 1 i da ted 
Edison Co of Nau York, Inc 13pp 16690 021. 34X 

Flche 90-000.82/12/22,8212220449 


8301040362 Forwards responses to NRC S2C922 questions re degraded core 
hydrogen control It emergency plan dose aseesiment rapt sys 
Qusstlons will be Included In next FSAR amend 

UULLER.O E Illinois Power Co 82/12/29 SCHUENCER.A Licanslng 
Branch 2 49pp 16640 lOI 24X Flche 50-461,82/12/29,0301040362 


—8301040364 "Design Criteria for Hydrogen Ignitor 3y«, ” Rev 0 
* Sargent & Lundy, Inc, OC-HO-Ol-CP ROO 82/12/19 llpp 
16640 193 24X Flche 90-461,52/12/29,8301040362 


8301240026 Submits addl info in response to NRC 821009 ltr re 
violation* 6 proposed imposition of civil penalties noted in 
IE Investigation Rapt 90-461/82-02 Corrective action* 
analysis program loiplsmsnted rt firs protection piping 
OERSTNER.UC Illinois Power Co 53/01/17 Director's Office, 
Office of Inspection and Enforeemant t4pp 1689S 046 24X 

Fleha 90-461.83/01/17,8301240026 


0 Adjudicatory correspondence 


93010S0I99 Support* withdrawal of Contention VI re allogad withdrawal 
of GE from nuclear hardware market, prior to hearing 
UH Bruggeman 821913 affidavit affectively refutes such 
allegation 

GODDARD, R J Hearing Branch 3. 03/01/04 Prairie Alliance 

ZABEL. S A Schiff, Hardin 6 Malta MILLIfANiF L Illlnate. State 
of ip 16664 032 24X Flche 30-461,83/01/04,8301090199 


8301120343 Notion to compel util production of documents Certificati 
of 0VC end Related corraspondinc a 

PLANT, R L Prairie Alliance 83/01/09 Atonic Safety and 
Licanslng Board panel 3pp 16773 186 24X Flche 90-461,83/01/05, 

3301120343 


0301210219 Response In opposition to Prairie Alliance 830109 motion to 
compel production of documents on Contention VI No genuine 
Issue of fact exists re Contention VI Applicants entitled to 
summary disposition as matter of law M/Certlf icate of Sve 
FOX, C D, Illinois Power Co FOX.C D Soy land Powsr Cooperative, 
Inc FOX.C D Uestern Illinois Power Cooperative, Inc 83/01/17. 

Commissioner* 7pp 16872 273 SAX Flche 90-461,83/01/17, 
0301210219 


8301210250 Notion for summary disposition of Prairie Alliance 
Contention VI No genuine issue of matl fact exists 6 util 
tntitled to favorable dscislon Stabamsnb of matl fact end 
FOXrC Illlnole Power Co Fax,C Schlff. Hardin 6 Malta 
83/01/17 Commissioners 7pp 16872 006 24X 

Flche SO-461, 03/01/17, 0301 210280 


—8301210261 Affidavit of MH Eruggaman OE does not expect to abandon 
nuclear buelncse 6 will continue to furnish support & 
sxpertlia to OMR owners Fuel sv« needs will be served & 
hardware design mod* will be made Certificate of five and 
BRUOGENANiM H Itlinpls Power Co DRUOOEMAN, M. H Oaneral 
Electric Co 82/12/13 7pp 16S7S 01 S. 24X 
Flche. 90-461,03/01/17,8301210250 


K. Utility Final Safety Analysis Report (FSAR) 6 amends 


6301040946 Forwards Amend 21 to FSAR, cons let 1 ng of update* to piping It 
Instrunentat 1 on diagrams, revision* to Tibia 3 2-1, 
classification of sys, components 6 structures It editorial 
ehengee 

KOCH.L J. llltnoi* Power Co. 82/12/29 DENTON. HR Office of 
Nuclear Reactor Regulation, Director ip 16645.114 24X 

Fi Che: SO-461, 82/12/29.0301040946 


■8301040992 Amend 21 to FSAR 

* Illinois Power Co 82/12/31. 477pp 16648-119 24X 

Flche 90-461,82/12/29,8301040946 
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DOCKETED ITEMS 


0 In«|>vct>i)n rsportst IC fiulletlni It c orreipondtrice 


0301050071 Aidl r»»poin* to FOIA reqti«»t #oT dacu«»tit» ra IE 
Inv**tlgatJDn R«pt 50-358/B1-13 Faruarda docunatit:* H»t*d In 
App lA Documanti b tapei available In PDR Revieu of addl 
tfocupients continuing. 

FELTOM' J H Divlslcn oP Rulei and Re cord i 82/11/16 DEVINE. T 
Ooverrvment Accountability Project 6pp 16720 001 24X 

Flche 50-000.03/11/16,0301050071 


— 9301050087 Forwards scope b results of 810317-30 insp of Sargent b 
Lundy to follow up conecrnis identified by Region 3 during 
Insp of fac 1 1 i tl at. Insp will be continued on B10d06-10 
COLLINS. J T Region 4. Dallas. Office of the Director <01/03/011 
61/04/03 SNJCZEK.O Division of Resident t. Regional Reactor 
Inspection 6pp 16733 101 34X Fiche 90-000.83/11/16. 

8301090071 


8301100050 Responds to FOIA reiiuest for 13 categories of documents re 
facilities Repts re MARCH code nay be purchased from NTIS 
Forwards documents listed In App A Search for Items 3. 6. 7. ?. 

11 b 13 Identified in reiiueit continuing 

FELTCN. ./ H Division of Roles and Records 02/13/07. HIATT. &.L 

Ohio Citiiens for Responsible Energy 5pp 16794 003 E4X 

Flch* 50-000,83/13/07.8301100050 


— 0301100213 Advises that enc 1 IE Bulletin 76-03. "potential Explosive 
Oas Mixture Accumulations Associated M/BHR Offgas Sys 
□paratians. '* has been sent to listed licensee for action/ 

Info 

PAPPAS, H Region 3. Chicago. Office of the Director 70/02/10 
Division of Reactor Construction Inspection 3pp 16754 187. SAX 
Flcht 90-000.83/12/07,8301100050 


—8301100233 Forwards IE Bulletin 70-03, "Potential Explosive Oas Mixture 
Accunulations Associated W/BUR Offgas Sys Operations." 

No written response riiiulred H/o enc 1 

KEPPLER, J 0 Region 3. Chicago. Office of the Director 78/02/10. 

GERSTWER.H C Illinois Power Co Ip 16794-1^5 34X 

Fiche 50-000,83/13/07.0301100050 


020819036? IE Info Notice 82-51. "Dverexpoiures In PWR Cavities '' Bve 
list end 

DEVOUNO.R C Director's Office. Office of Inspection and 

Enforceisent 83/12/21 Consolidated Edison Co of New Vort, Inc 

lllpp. 16689 239. 24X Flch*. 50-001), 02/12/21 , 820019026? 


8213060351 IE Info Notice e3-52> “Equlpncnt Environ Dual 1 f 1 cat 1 on 
Tssting Experience Updating of Test Summaries Previously 
Published in IE Info Notice 81-89." Sve list sncl 
JORDAN.E L Division Of Engineering b Duality Assurance (Pre 
830103) 82/12/21. Consolidated Edison Co of New York, Inc 

llBpp 16681 088 24X Fiche 50-000, 82/12/21 , 8212060351, 


8212060350 IE Info Notice 82-53, "Main Transforaier Failures at North 
Anna Nuclear Power Station ” Sve list end 

JORDANiE L Division of Englntcring b Quality Assurance (Pre 
830103} 82/12/22 Consolideted Edison Co. of New York. Inc 

tl4pp 16758 017 24X Fiche' SO-OOD, 82/12/22.8212060350 


8200190275 IE Info Notice 82-54, "Uest 1 nghoui e NDFD Relay Failures in 
Reactor Protection 6ys. " 0vc list encl 

JORDAN.E L Division of Engineering b Quality Assurance (Pre 
830103}. 82/12/27. Consolidatid Edison Co of New York. Inc 

llOpp 1&962; 139 24X Flcht- 50-000. 82/12/27, 8308190275. 


8208190273 IE Info Notice 82-59. "Selinlc Qua 1 If leatian of Uest Inghduse 
AR Relay U/Latch Attachments Used In Ifestln ghouse Solid 
State Protection Sys " 8vc list encl 

JORDAN. E L, Division of Engineering b Quality Assurance <Pre 
8301031 02/13/28 Conioltdated Edison Co of New York, Inc. 

10?pp. 16068:014 SAX Fiche, 50-000. 02/12/28, 8308190373. 


8213060354 IE Info Notice 82-96, "Robertshaiu Thermostatic Plow Control 
Valve* " Sve list and 

JORDAN, E L Division of Engineering b Quality Assurance (Prt 
630103} 82/12/30 Consolidated Ed non Co of New York, Inc. 

lllpp, 16758:137 24X Fiche' 50-000, 02/12/30, 8213060354, 


8301060130 Conf irni 831217 discussion u/DE Keating re concurrence for 
limited work resumption on 820901 confirmatory action Itr 
Scope limited to insp i rework of structural steel In 
conialnmint described In Belduin Assoc 621215 memo. 

KEPPLER, JO Regions. Office of Director 82/13/30, QERBTNER.MC 
lUlnols Power Co Ip. 16670' 113, 24X Fiche 50-461,82/12/30, 

8301060130 


—0301210233 IE trtsp Rept 50-461/83-15 on 820030-0903,1101-09 b I30b-J0 
No nonconp 1 lance noted Major areas Inspected review of 
licensee progress in recovery program in electrical area 
LOVE, R 8 , HlLLIAMSiC C Division of Engineering b Technical 
Programs 02/12/23 7pp 16074 089 34X Fiche 90-461, 03/01 /M, 

8301210233 


8301180093 Act receipt of 821223 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept S0-461/B2-I9 
KNOP.R C Division of Project b Resident Programs 03/01/07 
GERSTNER.M C Illinois Power Co Ip 16833 347 24X 

Fiche 50-461,83/01/07,0301 180093 


— 0301180097 Responds to NRC 021124 Itr re violet lone noted in CL Imp 
Rept 90-461/88-1? Corrective actions stop work action issued 
b individual oral training given to personnel responsible 
for conducting test 

HALL, D P. mlnola Power Co 03/12/32 KNOP.RC Division of 
Project b Resident Programs 3pp 16833 348 24X 

Fiche 50-461,83/01/07,0301160093 


0301180166 Ac k receipt of 821221 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-461/82-14 
KNOP, R C Division of Project b Resident Programs 83/01/07 
0ER8TNER,H C Illinois Power Co Ip 16833 004 S4X 
Fiche 50-461,03/01/07,8301100166 


— 8301100170 Responds to NRC 821122 Ur re violations noted In IE Insp 
Rept 50-461/82-14 Corrective actions reinforced knowledge b 
edherence to procodures for r ec irculation, cheml cal check b 
dump test df raduaste surge tank sys 

HALL, D P, Illinois Power Co 02/12/21 KNOP.R C Diviilenof 
Project 6 Resident Programs 2pp 16833 005 24X 

Fiche 50-461,03/01/07.0301180166 


0301210055 Forward* IE Mgt Meeting Rept 50-46 1/B2-22 on 021110 Ho 
noncompliance noted 

LITTLE. M 8 Division of Engineering 4 Technical Programs 83/01/07. 

OERSTNER.U C Illinois Power Co 2pp 16879 053 24X 

Fiche; 50-461, 83/01/07, 0301210055 


— 0301210060 IE Mgt Meeting Rept 50-461/82-22 on 621118 No nonccmpllinc* 
noted Major areas discussed lE Investigation Rept 
50-46 1 /02-O2 

SCHULTZ, U H , LOVE.R B , NILLlAMS.C C Division of Engineering t< 
Technical Program* 03/01/04 3pp 16079 055 24X 

Fiche 50-461,83/01/07,8301210055 


0301200120 Forwards IE Insp Rept 50-461/82-24 on 621101-1213 No 
noncomp 1 lance noted 

KMOPi R C Division of Project fc Resident Program*. 83/01/11 
OERSTNERiU C Illinois Power Ca 2pp 16960 191 24X 

Fiche 50-461,83/01/11,8301200120 


— 0301260134 IE InSp Rapt 50-461/182-24 an 021101-1213 No nonconplksnc* 
noted. Major areas Inspec ted* c onst ac t ivi t Ics, Inc I ud Ing matl 
laydown b storage areas, program control b numerous stop wort 
recovery activities 

LIVERMORE, H H , HAYES, D N Division of Project b Resident 
Programs 83/01/10 5pp 16960 193 a4X Flch* 50-461.83/01/11, 

8301280126 


8301240026 Submits addl info In response to NRC 821005 Itr re 
violations b proposed Itnpotltiofi of civil penalties noted in 
IE Investlgat ion Rept 50-461/82-02 Corrective actions 
analysis program implemented re fire protection piping. 
OERSTNER.WC 1 1 1 Inois Power Co 03/01/17 Director's Office, 
Office of Inspection and Enforcement 14pp 16692 046 24X 

Ficha 50-461,83/01/17,8301240026 


8301280143 Request* continual appraisal of record verification 
activities b tentative date for NRC review of Overlnsp 
Program 

KEPPLER, J,0 Regions, Of f ice of Dir ec tor. 63/01/25. OEflSTNER.W C 
Illinois Power Co. Ip 16959:122 24X Fiche* 50-461,93/01/25, 

6301280143 


8 Reportable occurrences, LERt b related correspondence 


0301070191 Final Deficiency Rept 61-05 re min separation reyutrements 
within 4160-volt switchgear Initially reported on 811002 
Sargent & Lundy personnel retrained In separation criteria 
b Baldwin Assoc furnished ur/eable computer rept* 

HALL.D P. Illinois Power Co 82/12/20 KEPPLER. J 0 Region 3, 
Office of Director 3pp. 16606 209 24X Fiche* 50-461, B2/I2/2t>- 

8301070151. 


8301210232 Forward* IE Insp Rapt 50-461/02-19 on 820030-0903,1101-09 b 
1206-10 No noncomp I lane* noted, 

LITTLE, « S. Division of Engineering b Technical Programs, 83/01/03. 

OERSTMER.W C. Illinoit Powar Co, 2pp 16B74'(}B7, 24 X 

Flch* 50-461, 83/01/03, 8301210292 



DOCKETED ITEMS 


0301070294 Intarim rapt o# Potential Deficleneg 82-13 re fabrication it 
detailing of structural steel connections Initiallg reported 
on B21119 Shop-fabricated fillet uelds undersited QA audits 
uilt be increased to assure effective reviews are performed 
HAi.L.0 P Illinois Power Co 82/12/20 KEPPLER. J 0 Region 3, 
Office of Director 3pp 1660i 027 24X Piche SO-461 1 82/12/20. 

B301070294 


3301070089 Interim deficiency rept re increase of investigation scope 
for small bor e/lnstrumentatlon piping support design 
calculations Initiallg reported on 620902 "Hold" imposed on 
electrical conduit hanger calculation activities 
HACU. 0 P Illinois Power Co 02/12/21 KEPPLER. J 0 Region 3. 
Office of Director 3pp 16607 260 24X piehe 50-461.02/12/21. 

8301070089 


&301230167 Part 21 rept re defects which effect plant Sit open items 
listed prevlouslg submitted bg vendors t. contractors 
Notification sgs will be reflected in partial implementation 
procedures bg B30201 

HALL. D P Illinois Power Co 83/01/17 JADL0N8K1.F Region 3. 
Office of Director 2pp 16896 203 24X Fiche 30-461.03/01/17. 

3301230167 


0301250403 Interim Deficieneg Rept Q2-1 1 re incorrect identification 
of baee matl t. improper weld procedures on piping hanger 
travelers Initiallg reported on 821020 Training to correctlg 
identify bass matl Initiated Next rept within 90 dags 
HALL.0 P Illinois Power Co 83/01/17 KEPPLER. J 0 Region 3. 
Office of Director 4pp 16900 1 46 84X Flche 30-4614 03/01/17. 

8301230403 


V Op erator Examinations 


8312S&0443 Oenerlc Ltr 82-30 to all power reactor 1 icensees. app I icants 
for OL. NS8 b reactor vendors h AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
wilt be held on 830211 re operator licensing 8vc list end 
EI8EMHL1T. D 0 Division of Licensing 62/12/22 Consolidated 
Edison Co of Nsw York. Inc 12pp 16681 072 24X 

Flche 50-000.82/12/22.8212220443 


B301120076 Oensric Ltr 83-01 to power reactor licensees (< applicants 
for OL rs operator licensing exam site visit Reguests 
schedule re exam reguests expected for submittal prior to 
051231 for listed categories 8vc list enct 

ElfiEtlHUT.D 0. Division of Licensing 83/01/11, Consolidated 
Edison Co of Ntw York. Inc llpp 16893 243 24X 

Fichs 30-000.83/01/11.8301120070 


DOCKET 30-462 CLINTON POWER STATION. UNIT 2 


A Appl Icatlon/ construetl on stage documents i< correspondence 


£212060336 Generic Ltr 82-30 to all 1 ic ensees. appHcan ts for OL h 
holders of CPs re filings concerning iOCFRSO production b 
utiliiation facilities Current listing of branch assignments 
for nuclear reactor projects b sve list end 

EISEHHUT. D 0 Division of Llcsnsing 82/12/28 Consolidatod 
Edison Co of New York. Inc llpp 16068 001 24X 

Fleht' 30-000. 82/12/28. 8212060356 


8301140448 Requests further clarification on soil amplification issue 
Discussion on resulting fluctuations in theoretical soli 
design response spectrum caused bg assuming range of toll 
properties requested 

8CHWENCER<A Licensing Branch 2. 83/01/12 UULLER. 0 Illinois 

Power Co 7pp, 16818 019 24X Fiche 50-461.83/01/12.8301140448. 


F tecurltg. medical, emergeneg b fire protection plans 


8212270234 Forwards updated "Safe Ohutdoun Analgsis for Fire 
Protection ” Addl info on fire protection sgs b exemptions 
to lOCFRSO.App R.Rectlon III 0 b III.J included 

WULLER.O E Illinois Power Co 82/12/16. 8CHWENCER. A. Lleenelng 
Dranch 2 Ip. 16534.176. 24X Fiche ' 50-46 1. 82/12/16. 8212270234 


8212060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for OL b holders of CPs re Suppl 1 to NllREG-0737. 
‘"Requirements for Emergeneg Response Capability " 

NUREG-0737. Buppl 1 b eve list end 

EISENHUT.D 0 Division of Lieensitig 82/12/17 Consolideted 
Edison Co of New York. Inc 77pp. 16681 208. 24X 

Ficht’ SO-OOOi 82/12/17. 8212060349 


B21222044S Generic Ltr 82-39 to all reactor llceneaes.CP holders b 
applicants for CPs rs problems w/submittals of iOCFR73 21 
safeguards info for licensing rovisw Proesdures re 
tranintttal of info outlined Sve list end 

El&ENHLIT.O 0. Division of Licensing. 82/12/22. Consolidated 
Edison Co of New York. Inc 13pp 16690-021 24X 

Fiche 50-000.82/12/22.8212220443 


0 Adjudleatorg correspondence 


8301120343 Notion to compel util produebton of documents Certificate 
of Sve end Related correspondence 

PLANT.R L Prairie Alliance 83/01/05 Atomic Safetg and 
Licensing Board Panel 3pp 16773 186 24X Fiche 30-461.83/01/05 

8301120343 


Q Inspection reports. IE Bulletins b correspondence 


8301030071 Addl response to FOIA request for documents re IE 
Investigation Rept 50-338/81-13 Forwards documents listed in 
App A Documents & tapes available in PDR Review of addl 
documents continuing 

FELTON, J M Division of Rules end Records 82/11/16 DEVINE. T 
Covernment Accountab i 1 itg Project 6pp 16720 001. 24X 

Fiche 50-000,82/11/16,8301030071 


“B30I0500B7 Forwards scope b results of 810317-20 Insp of Sargent b 
Lundg to follow up concerns identified by Region 3 during 
Intp of facilities Insp will be continued on 810406-10 
COLLINS. 0 T Region 4. Dallas, Office of the Director <81/03/011 
01/04/02. SNIEZEKiJ Division of Resident & Regional Reactor 

Inspection 6pp 16722 101 24X Fi che. 30-000, 82/1 1 /16. 

0301050071 


0301100030 Responds to FOIA request for 12 categories of documents re 
f sc i 1 i t ies. Re pt s re MARCH code may be purchased from NTIS 
Forwards documents listed in App A Search for Items 3. 6<7.9. 

11 b 12 identified in request continuing 

FELTON, d K Division of Rules and Records. 82/12/07 HlATT.e. L 
Ohio Cititens for Responsible Energy Spp 16754 003 24X 

Fiche 50-000,02/12/07,8301100030. 


—0301100212 Advises that end IE Bulletin 78-03, "Potential Exploslv 
Oes Kiiturs Accumulations Associated W/OUR Offgaa Sys 
Operations." has been sent to listed licensee for action/ 
info. 

PAPPAS. H Region 3. Chicago. Office of the Director 78/02/10 
Division of Rsactor Construction Inspsctlon Spp 16734 tS7 S- 
Fiche 50-000.82/12/07.8301100050 


—8301100232 Forwards IE Bulletin 78-03. ''Potential Explosive Gas Nlx 
Accumulations Associated H/BIIR Offgas Sgs Operations " 

No written response required M/o end. 

KEPPLER. J 0 Region 3. Chicago. Office of the Director 7B/oa/l( 
OERSTNER.N C Illinois Power Co ip 167S4 193 24X 

Fiche 90-000,82/12/07.8301100050 


8200190269 IE Info Notice 82-51. "Overe xp osuros in PWR Cavities " Qvc 
list end 

DEYOUNO.R C Director's Office. Office of Inspection and 

Enforcement 02/12/21 Consolidated Edison Co of New York, tnc 

lllpp 16689 239. 24X Fiche. 30-000, 62/12/21, 8208190269 


8212060331 IE Info Notice 82-52. "Equipment Environ Qualification 
Ttstlng Experience - Updating of Test Summaries Previously 
Published In IE Info Notice 81-29 " Sve list end 
JORDAN. E L Division of Engineering & Quality Assurance <Prc 
830103) 82/12/21. Consolidated Edison Co of New York. Inc 

llSpp. 166ai’08a 24X Fiche 50-000.82/12/21,8212060331 


0212060330 IE Info Notice 82-53. ''Main Transformer Failures at North 
Anna Nuclear Power Station " 8ve list end 

JORDAN. E L Division of Engineering & Quality Assurance (Pre 
830103) 8S/12/22 Consolidated Edison Co of New York. Inc 

114pp. 1675S 017 24X Fiche 30-000,82/12/22.0212060390 


0200190273 IE Info Notice 82-54. "Hes tl ng hous e NBFD Relay Failures in 
Rsactor Protection Sgs " 3ve list end 

JORDAN. £ L. Division of Engineering & Quality Assurance <Pra 
630103) 82/12/27. Consolidated Edison Co. of New York. Inc 

110pp. 16962.13? 24X Fiche. 30-000, 62/12/27,8208190275. 


0208190273 IE Info Notice 82-33. "Seismic Qua 1 ification of Usstlnghou 
AR Relay N/Latch Attachments Used in Hestinghouss Solid 
State Protection Sys " Bve list encl, 

JORDAN, E L. Division of Engineering b Quality Assurance <Pra 
B30I03) 62/12/28 Consolidated Edison Co of Neu York. Inc. 

10?pp. 16860-014 24X Fiche 50-000, 82/12/28.8208190273 


8212060334 IE Info Notice 82-56. "Robertshaw Thermostatic Flow Gontro 
Valves." 8vc list encl 

JORDAN. E L. Division of Engineering & Quality Assurance <Pre 
830103). 62/12/30. Consolidated Edison Co, of New York. Inc 

lllpp 16750.137 24X Fiche 50-000.82/12/30.8212060334 
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V Opirator Eximina t ion* 


BS1S320443 Otntric Ltr 83-3B to all poinar raactor 1 lcen««eii app 1 i cant t 
for OLrNSS ti T-aactor vaniiori b AEi ra aiiatlng to dltcuss 
racant davalopnanta for Itcenaing txama Advliea t^at maeting 
will ta haid on 830211 ra operator licensing 8vc Hit end 
E16EHHUT> 0 0 Divlflon of Llcanaing, 8S/'IS/S2 Contolldated 
Edlian Co of Haw York' Inc 13pp 16681 072 24X 

Flcha 30-000. 82/12/22.8213220443 


8301120078 Oanarlc Utr 83-01 to power reactor licanaaat & applicants 
for OL ra operator licencing eiam site vlilt Raquaiti 
ichtdolt ra eian raqucits eipacted for lubmlttal prior to 
831231 for listed categorlas 8vc liit enc 1 

EI8ENHUT. 0 0 Dlv/ision of Licensing 63/81/11 Consolidated 
Edison Co of Haw Yort. Inc 1 Ipp 16893 243 24X 

FlcAa 30-000.83/01/11.8301120078 


OOCKET SO-466 ALLENS CREEK NUCLEAR STATION. UNIT 1 


0 Inspection reports. IE Bulletins & c orreap ondance 


S208190269 IE Info Notice 82-31. "awere cpoiur es In PWR Cavities Sve 
list tncl> 

OEYOUNO.R C Director's Office. Office of Inspection and 

Enforcanant 82/12/21 Consolidated Edison Ca of New York. Inc 

It Ipp I66B?'239 24X Flche 30-000.82/12/21.8208190269 


8212060331 IE Info Notlca 82-32. "Equipment Environ Qual i f Icatl on 
Tasting Exparlcnca - Updating of Test Sunmarlef Previously 
PublisAad in IE Info Notice 81-29 " 8vc list end 
JORDAN. £ L Division of Engineering 1 Quality Assuranca <Pre 
830103) 82/12/21 Consolidatad Edison Co of New York. Inc 

llSpp. 16681 OBB. 24X Flcte 50-000.82/12/21.8212060351 


B21S060350 IE Info Notice 92-33. "Main Tratisf orner Failures at North 
Anna Nuclear Power Station " 8vc list end 

JORDAN. E L Division of Engineering & Quality Assurance CPrt 
830103) 82/12/22 Consol idated Ediion Co of Niw York. Inc 

114pp 1 6738 017 24X FI Che 50-000, 02/12/22. 8212060330 


8208170275 IE Info Notice 82-54. "Nos tlngJiouie NBFD Relay Failures In 
Reactor Protection Bys " Sve list encl. 

JORDAN.E L Division of Engineering & Quality Aseuranee IPre 
830103) 82/12/27. Consolidatad Edison Co of Nau York. Inc. 

llOpp 16962’ 139 24X Flcha SO-OOO. 82/12/27.8208190275, 


8208190273 IE Info Notics 82-55. "3alimic Qualification of Mesttnghouse 
AR Relay if/Latch Attachments Used in Nestlnghouse Solid 
State Protaction Syi '* Sve list encl 

JORDAN. E L Division of Engineering U Quality Assuranca (Pre 
830103). 82/12/28 Consolidated Edison Co. of New York. Inc 

109pp 16069:014 24X FI char 50-000. 82/12/28.8208190273. 


8212060354 IE Info Notice 82-56. "Robartshaw Thernastatic FIdui Control 
Valval. " Sve list encl 

JORDAN.E L. Division of Engineering R Quality Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co of Nsw York. Inc 

lllpp 16738: 137 24X Flche 50-000. 82/12/30. 8212060354 


DOCKET 8TM-50-470 CEBSAR SYSTEfl SO 


A. Appl tcetlon/constructlon stags documents & correspondence 


8301040066 Forwards raqueit for addl Info In rasponst to 820514 Itr 
ra rept on itatisttcal combination of sys parameter 
uncertainties for CE8BAR Bys 90 plants. 

THOMAS. C 0 Standardisation 6 Special Projects Branch 62/12/20. 
BCHERERiAE Combustion Engineering. Inc 6pp 16655,325 24X 

Fiche: 50-470. 82/12/28. 8301040086 


63D12S0S91 Inforni that ichedule ulll be provided by 830228 In responte 
t« queitlens re application of statistical combination of 
uncartalntiai nathodology to Sys BOTH reactor design 
SCHERER. A E Combustion Engineering. Inc. 83/01/18 ElBENHUT.D 0 
Office of Nuclear Reactor Regulation, Director Ip. 16905 157. Z4X 
Fiche: 50-470, 83/01/13, 8301250391. 


DOCKET 8TN-S0-4fl2 WOLF CREEK OENERATINO STATION 
A Appllcatlon/constructton itage doeumanta it corraspondanca 


8301030364 Summary of 821214 maeting u/u t lie. Uastlnghousa, Becht a 1 t< 
NUTECH re 8M0PP8 equipment qual i f Icetion Handouts end 
HQtONICH. J, J LI cansing Branch I. 82/12/21 Li can ting Branch 1, 

27pf 16634 032 24X Fiche 30-000.82/12/21.8301030364. 


8212060336 Oeneric Ltr 02-30 to alt 1 ic entaee , app 1 Icants for Qi, r 
holders of CPs ra filings concerning lOCFRSO production (, 
utlliiation facilities Currant listing of branch assignments 
for nuclear reactor projects 6 sve list and 

EISENHUT, D 0 Division of Licensing 82/12/28 C4n»olid,|=j 
Edison Co of New York. Inc llpp 16B6B 001 24X 

Fiche 30-000.82/12/28.8212060356 


8301070204 Comments on draft EGO-EA-6109. ''Identification 1, Raplm. of 
Nuclear Plant 6truc turei. Sy i 6 Componants h Oradad QA ' 

Ouidellnas " Ouldclinai con filch u/6 hinder util t, 
contractor efforts to Inipltment OA program 
PETRICK.N A Standardized Nuclear Unit Power Plant Gystin 
83/01/05 DENTON, H R Office of Nuclear Reactor Regulatlsn. 

Dlrtetor 2pp 16686 283 24X Flcha 50-000. 83/01/05. 8301070201 


B3D1110S43 Forwards Hastinghouse rapt. "Prasiurlter Safety 1. Rtlup 
Line Piping 6 Support Evaluatl on. Cal lauay Unit 1 6 Holf 
Creek Unit," per NUREO-0737. Item II D 1. "RtUef 6 Safety 
Valvt Testing" it Oeneric Ltr Bl-36 

PETRICK.N A Standardized Nuclaer Unit Power Plant Systtn 
83/01/07 DENTON. H Office of Nuclear Reactor Regulation. Director 
2pp. 16741 258 24X Fiche 50-000,83/01/07.8301110543 


— 8301110554 "Preasurlter Safety & Relief Line Piping It Support 
Evaluation. Cal laway Unit 1 fa Half Creek Unit ” 

BMITH.L C. , NO, C K , CHANO, K C Uastlnghouse Electric Copp 
82/12/31 70pp 16741 260 24X Fiche 50-000, a3/Ol/07,830UI0>43 


8301190001 Forwards order extending const completion date from 
840301 to 860701 6 safety evaluation of 021124 request 
ElBENHUT.D 0 Di vi 1 1 on o f LI c ens 1 ng 83/01/11 KOESTER.O L 

Kansas Oas fa Electric Co 3pp 16848 001 24X 

Fiche 30-482.83/01/11,8301190001 


— 8301190002 Order extending const completion date from 840301 ts 
960701 for CPPfi-147 

EISENHUT.O 0 Division of Licensing 83/01/11 3pp 16846 001 
24X Fiche 50-482,83/01/11,8301190001 


— 8301190003 Sefaty evaluation supporting extension of latsst const 
complstlon date from 840301 to 860701 

H0LDNICH, J J , YOUNODLaOD. B J Licensing Branch 1 83/01/11 

3pp. 16848 007 24X Fiche 50-482.83/01/11.8301190001 


0301180122 Comment* on draft EOO-EA-6109. "Id ertt 1 f icat Ion fa Ranking sf 
Nuclear Plant Bbructurei. Sys fa Components fa Graded OA 
Ouldellnei," dtd 821130 Program Implimentatlon would 
erroneoutly transfer riiponilb 1 1 i ty from licensee to HRC 
KOESTER.O L. Kansas On fa Electric Co 83/01/14 DENTON. H H 
Office of Nuclear Reactor Regulation. Director Spp 16932 106 
24X Fiche' 50-482. 83/01/14, 8301180122 


8301310306 Amend to application for DU. revising draft Ttch Specs to 
Include figures containing pressure-temp limits 
KOESTER.O L Kansas Oas fa Electric Co 83/01/26 DENTON. H R 
Office of Nuclear Reactor Regulation. Director, 2pp 16970 204 
24X Fiche 30-482.83/01/26,8301310306 


— 8301310309 Proposed draft Tech Spec Figures 3 4-2 fa 3 4-3 rc 
pressure-temp limits 

« Kansas Oas fa Electric Co 83/01/26. 2pp 16970 206 24X 

Fiche 50-482,83/01/26,0301310306 


E NRC Safety Evaluation Report <5ER), supple fa corrcipondenc* 


8212070338 Forward* proprietary fa nonproprl etary "Steam Qentrator Tele 
Plugging Margin Analysis for Nestlnghouse 8NUPP8, “ resolving 
BER Confirmatory Issues 2 fa B 2, per Reg Ouide 1 121, 

Proprietary rept withheld (ref 10CFR2 790) 

PETRICK, N A Standardized Nuclear Unit Power Plent Systen 
B2/12/03 DENTON, H.R. Office of Nuclear Reactor Regulation. 

Dirac tor 2pp 16344:208 24X Fiche 50-000.82/12/03. 8212070339 


— 8212070347 Submit* application for withholding proprietary "Sizsa 
Qenarator Tuba Plugging Margin Analysis for tfestinghous * 

SNUPP8, " per 10CFR2 790, Affidavit end „ 

HIESEMANN.R A He* ting house Electric Corp B2/ 11/17. OENTW.K* 

Office of Nuclear Reactor Regulation. Director lOpp 16341 2>0 
24X Fiche- 30-000. 82/12/03, B21207033B 


— 8212070355 Nonproprietary "Btaam Oanerator Tube Plugging 
Analysis for Uestlnghfluss 8NUPPB " 

VILLASOR.A. P . HOUTKAN, J. L Uestinghouse Elactrlc Carp. 
NCAP-1019S 82/11/30 90pp 16344.220 S4X 
Fiche. 50-000, 82/ 1 2/03. 021 2070338 
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F Sicurltyi medicalf emergency t< fire protection plane 


BS12060349 Generic Utr 82~33 to all licensees of operating reec tors< 
applicants for OL (< holders of CPs re Suppl 1 to NUREO-O737i 
"iteiiulrenients for Emergency Response Capability " 

MUREO-0737. Suppl t «< eve list end 

E13ENHUT.D 0 Division of Licensing 82/12/17 Consolidated 

Edison Co of New Vorki Inc 77pp t6f>ei 20S SAX 
FlChB 50-000.82/12/17,8213060349 


821222044S Generic Ltr 02-39 to all reactor licensees, CP holders 
applicants for CPs re problems u/submittals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outlined Sve list end 

EISENHUT.OG Division of Licensing 82/12/22 Consolidated 
Edison Co of New Vork, Inc 13pp 16690 021 24X 

Fiehe 50-000.82/12/22,8212220443 


B301030222 Provides info requested in 821103 ltr re first seven 
Instrumentation It Control 8ys Qranch positions on 8flP 
Section 7 4, "Remote Shutdown Capability " Documentation 
that SNliPPS design meets requirements end 
PETRrCK,N A Standardized Nuclear Unit Power Plant System 
82/12/23 DENTON, H R Office of Nuclear Reactor Regulatiohi 
Oirector 8pp 16617 200 24X Fiehe 50-000, 02/12/23, 8301030222 


8301170480 Forwards responses to NRC 821206 request for addl info re 
Emergency Plan Response to Item 0 t will be forwarded by 
830121 Next rev will be submitted by Apr 1963 Info will be 
incorporated into FSAR Rev iO 

KOESTER.Ot Kansas Gas «< Electric Co 83/01/12 DENTON, H.R 
Office of Nuclear Reactor Regulation, Director 39pp 16815 ISO 
SAX Ficfi* 50-482,83/01/12,8301170400 


O’ Adjudicatory correspondence 


6301120248 Order scheduling 830308 prehearing confarence in Surllngton, 
KS Attys must have full authority to s t ipul at e, must be ettys 
ieho will try case should be prepared to discuss listed 
topics 

LAUREHSONiU A Atomic Safety and Licensing Board Panel 83/01/10 
Spp 16774 !40 24X Flche 50-482,83/01/10,8301120245 


"0301100210 JE Insp Rept 50-482/82-17 on ©21018-22 None omptlance noted 
failure to provide control of disassembly of 
quality-accepted pipe supports 

HULLIKIN, R P . HUNNICUTT, D M , JDKMaON, C E Division of Resident. 
Reactor Project b Engineering Programs 82/11/29 21pp 
16697 280 24X Flche 50-482.82/11/24,8301100209 


0301100094 Forwards IE Insp Rept 50-482/82-16 on 821001-1115 b notice 
of violation 

SEIDLE.U C Division of Resident, Reactor Project t. Engineering 
Programs 82/12/16 KQESTER, 0 L Kansas Oes & Electric Co 2pp 
16697 IBB 24X Flche 50-482,82/12/16,8301100094 


— 8301100097 Notice of violation from insp on 621001-1115 

• Division of Resident, Reactor Project & Engineering Programs 
82/12/16 Ip 16697 190 24X Flche 50-482,82/12/16,8301100094 


--630U00102 1£ Insp Rept 50-482/82-16 on 821001-1115 Noncompliance 
noted failure to follow field fabrication procedures 
UANDEL, T E , JOHNSON, N D Division of Resident, Reactor Project & 
Engineering Programs 82/12/07 6pp 16697 191 24X 

Flche 50-482,82/12/16.8301100094 


0301210066 Forwards IE Insp Rept 50-4B2/S2-19 on 821115-19 No 
none amp lienee noted 

8EIDLE, N C Division of Resident, Reactor Project & Engineering 
Programs 82/12/16 K8E6TER, 0 L Kansas Oas Sc Electric Co 2pp 
16877 046 24X Fiehe 50-482,82/12/16,8301210066 


--B301210070 IE Insp Rept 50-482/82-19 on 82IH5-19, No noneompl lance 
noted. Major areas inspected quality-related records re 
electric cable terminations & related equ i pment, cabl e 
s toraga, ae t ions taken re control panel welds Sc allegations 
TOHLINSON. D P , HULLIKIN. R P. . JDHN60N, H D Division of Resident. 
Reactor Project Sc Engineering Programs 82/12/0? tlpp 
16877 048 24X Plcha 50-482.82/12/(6.8301210066 


8301100106 Forwards IE Insp Rept 50-482/82-20 on B2tOlB-it30 No 
none omp I lance noted 

SEIDLEi N C Division of Resident, Reactor Project U Engineering 
Programs 62/12/17 KQE6TER, 0 L Kansas Oas S> Electric Co 2pp 
16704 048 24X Flche 50-482,82/12/17,8301100106 


8301840137 Order rescheduling 830308 prehearing conference for 830310 
in Burlington, KS 

LAURENSON, J A Atomic Safety and Licensing Board Panel, 83/01/81 
Ip 16890320 24X Flche 50-482,83/01/21,8301240137 


8301280253 Forwards Nov 1982 rev to Coffey County Contingency Plan for 
Incidents Involving Commercial Nuclear Power, superseding 
Nov 1981 rev Bve list end H/o rev 

fUDOMAY. JE Shaw, Pittman, Potts (c Trowbridge. RIOOMAYiJE. 

Kansas Oas tc Elactrlc Co 83/01/26 LAURENSON, J A , ANDERBON, 0. C, , 
PAXTON, H C Atomic Safety and Licensing Board Panel 2pp. 

16961 I9S 24X Flche 50-482,83/01/26,8301280253 


— 8301 100125 IE Insp Rept 50-482/82-20 on 821018-1130 No noncomplianca 
noted Major araas inspected general plant tours, observation 
of component & sys pr cop t ra t i onal tests tc review of 
safety-related praoperati one] test procedures 

SCKUK.U S , JOHNSON, U D Division of Resident, Reactor Project tc 
Engineering Programs 82/12/13 6pp 16704 OSO 24X 
Flc ha. 50-482, 82/12/17, 8301100106 


8208190269 IE Info Notice 82-51, "Overe xposures in PHR Cavities " 8vc 
list end 

DEVOUNO, R C. Director ''s Office, Office of Inspection and 
Enforcement. 82/12/21 Cons O'! Ida t ed Edison Co of New York, Inc 

lllpp 16689 239 24X F 1 che: 50-000, 82/ 1 2/21, 8208190269. 


8 Inspsctian rsports, IE Bulletins tc correspondence 


©301100155 Forwards 8AUP Rept 50-482/82-13 on 020909 covering period 
Aug 1981 - Jul 1982 

COLLINS, J T Region 4, Office of Director 82/11/22 K0E8TER, Q L 

Kansas Oas U Electric Co 4pp 16702 136 24X 

Flche. 50-482. 82/11/22, 8301 100155 


8212060351 IE Info Notice 82-52. "Equipment Environ dual ification 
Testing Experience - Updating of Test Bumtnarles Previously 
Published In IE Info Notice 81-29 " Sve Met end 
JORDAN, E L Division of Engineering tc Quality Assurance (Pre 
8301031 82/12/21 Consolidated Edison Co of New York. Inc 

nSpp 16681088 24X FI Che; 50-000, 02/12/21,8212060351 


— B301100160 aALP Rept 50-482/02-13 on 820909 covering period Aug 1981 - 
Jut 1982 Performance of licensee in functional araa of 
licensing activities, rated Category 1 

JOHNSON, U D , SEIOLE, N C, Region 4, Office of Director 32/09/30 
ISpp 16702 140 24X Flche. 50-482, 82/1 1/22, 8301 lOOlSS 


8212060350 IE Info Notice B2-S3i "Main Transformar Failures at North 
Anna Nuclear Power Station." Bve list and 

JORDAN, E L Division of Enginaering tc Quality Assurance (Pre 
630103) 62/18/22 Consolidated Edison Co of New York. Inc 

114pp 16758 017 24X Fiehe; 50-000, 82/12/22, 8212060350 


—©301100165 Comments on SALP Rept 50-482/82-13 on 820909. Categ or 1 tail on 
of functional arias acceptable except for protection of 
Class IE elactrical circuit breakers tc operator training 
program 

KOESTER.O L. Kansas Oas (< El ac trie Go. 82/10/28 SEIDLE, H. C 
Division of Resident, Reactor Project tc Engineering Programs. Spp, 
16702.155 24X Fleha 50-482.82/11/22,8301100155 


B3OI100209 Forwards IE Imp Rept 50-482/82-17 on 821018-22 tc notice 
of violation 

SEIDLE, H C Division of Resident, Reactor Project tc Engineering 
Progremi 62/11/24 KOESTER.O L Kansas Oas tc Electric Co 2pp 
16697 277 24X Flche 50-482,82/11/24,8301100209 


—8301100214 Notice of violation from Insp on 821018-22. 

a Division of Resident, Reactor Project tc Engineering Programs. 
88/11/24 Ip 16697.279 84X Fie he’ 80-462, 82/11 /24. 8301 1 00209 


8208190275 IE Info Notice 62-54, “Mest i nghause NQFD Relay Failure! in 
Reactor Protection Syi. " 8vc list enc 1 

JORDAN, E L, Division of Engineering t< Quality Assurance <Pr« 
830103) 62/12/27. Consolidated Edison Co of New York. Inc 

ItOgp 16962 139 24X FI e he- 50-000, 82/12/87, 0206190273 


8208190273 IE Info Notice 88-55, "Seismic Qualification of Uestinghouse 
AR Relay W/Latch Attachments Used in Nestinghouse Solid 
Btate Protection Sys " 6vc list and 

JORDAN, E L Division of Engineering 1. Quality Assurance IPre 
8301031 82/18/88 Consolidated Edison Co of Now York, Inc. 

109pp 16868 014 24X Flche 50-000,62/18/28,8808190273 


6218060334 IE Info Notice 88-56, "Robertshaw Thermostatic Flow Control 
Velvet " Sve list end 

JORDAN, E L Division of Engineering Duality Assurance iPre 
©30103) 62/18/30 Consolidated Edison Co. of New Yorlii Inc 

lllpp, 167S8 137. 24X Flche 50-000,88/13/30,8212060334 
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S flaportabli occurrsncaft LE'Rs & reiabed corrasp on^ence 


B30ia4007ft Intsrln DtficlBnc^ flap t re nonconf ormins nuclear coatinas 
applied in reactor bldg Tya-pha«t teit program developed to 
evaluate ecceptab 1 1 Ity of coating Changee made to teit work 
pTocedurei Statue of teste eilll Or provided by 03O7C1 
KO£SrER>0 L Kansas Oes & Electric Co 83/01/12 SEtDLEiU C 
Divlelon of Reeldanti Reactor Project & Engineering Programs tp. 
I6e?(} 018 24X Flche 90-482,83/01/12.0301240070 


8301390516 Interim deficiency rept re damaged battery charger chote 
lead rnltiallg reported on 621214. Morn Ineulatlnn Found on 
five eafetg-r e lated chargere li arcing on four chargers Units 
repaired t modified Next rept expected by B304IS 
KOE8TER.OL Keneai Oat t, Electric Co 83/01/13 SEIDLE.H C 
Division of Resident, Reactor Project t, Engineering Programs 2pp 
16897 3S1 241i Fiche 50-482,83/01/13,8301290516 


8301310075 Interim deficiency rept re possible Colt Industries diesel 
generator thermostatic valva malfunctions Initially raported 
on 820719 Also raportable per Part 21 Mext rept uil 1 1 be 
submitted by 830613 

XDE6TER>0 L Kinsas Oas 6 Electric Co 83/01/19 SEIOLErU C 
division of Resident, Reactor Project 1, Enginearlng Progrems Ip 
16966,191 24X Flche 50-482,83/01/19,8301310075 


8301310093 Interim deficiency rept re loose Items found In steam 
genarators Initially reported on 8S1221 parta discpvtrad 
during internal Insp of secondary eide Evaluation being 
performed Msit rapt expected by 830328 

KOEBTER.O L Kaniat Oas 8 Electric Co 83/01/20 SEIDLE, M C 
Divitlon of Rcsidtnt, Reactor Project t, Eng ineer Ing Programs, 2pp, 
16965 2B8 84X Fi chi- 50-482, 03/01 /20, 83013 1 0053 


8301280182 Interim Deficiency Rept 63-01 re Mistinghouie EMO gate valve 
ppsltion indication Initially reported on 821223 Oate valve 
applications in cold & hot leg safety injaetion lines may 
reRuire mod, Investigation continuing Nsit rept by 830531 
PETRICK.U A Standardlxfd Nuc 1 tar Unit Power Plant System. 

83/01/21 KEPPLER, JO Raglcn 3. OffUe o# Director COLLINS, JT 
Region 4, Office of Director. 3pp. 16962 0 59 S4X 

Fichf 50-000,83/01/21,8301280182 


V Operator Eiamination* 


8212220443 Otneric Ltr 82-38 to all power rsactor 1 Icensees, app tic ante 
for DL,N55 l< reactor vendors 8 AEs re meeting to discuss 
recent developments for tlcenslTig exams Advises that meeting 
(rill bt held on 830211 rs operator llcinsing.Bvc list end 
EieENHUT.DO Division Of Licensing. 63/12/22 ConsoUdated 
Edison Co of Neu VorJo Inc I2pp 16681 072 24X 

FlchB:50-000, 02/12/22, 0212220443 


8301120070 Otniric Ltr 83-01 to power reactor licensees L applicants 
for OL re operator licensing exam site visit Requests 
schedule re ssam requests expected for submittal prior to 
891231 for listed categories Sve list end 

EISENHUTiO 0. Division of Licensing 03/01/11 Consolidated 

Edlion Co. of New Vork, Inc. Itpp, 16893-243. 24X 

Flche 50-000,03/01/11,8301120078 


DOCKEr STN-50-483 CALLAUAY PLANT, UNIT I 


A App 1 Ication/constructlon stage documents & correspondence 


B301030364 Summary of 821214 moating u/utlls, Ueitlnghoueej Bechtel 6 
NUTECH re SNUPPD equipment qua! i f Icat 1 on Handouts encl, 

HQLONICH.J J. Licensing Branch 1 02/12/21 Licensing Branch 1 

27pp. 16654 032 24X FI ch e 50-000. B2/12/21, B30I030364. 


8212060356 Oensric Ltr 62-30 to all t Ic insets , app 1 1 can ts for OL t, 
holders of CPs re fllinge concerning 10CFR50 production I, 
utllliation facilities Current listing of branch assignments 
for nuclear rsactor projects ti sve list enci, 

EISENHUr<0 e Division o.f Licensing 62/12/28, ConsoJideted 
Edison Co of New York, Inc. Upp 16868.001 24X 

Flche. 50-000, 82/12/28,8312060356 


8301070204 Comments on draft EOO-EA-6109, "Identification t. Ranking of 
Nuclear Plant Struc tures, Sys & Components li Graded QA 
Guidelines." ouldellnss conflict w/& binder util l< 
contractor efforts to implement QA program, 

PETRICK.NA Dtandardixed Nuclear Unit Power Plant System. 

83/01/05. DENTON, H R Office of Nuclear Reactor Regulation, 
Director. 2pp 16606,283 24X Flch e. 50-000, 83/01 /05, 8301070204. 


8301110263 Submits quarterly progress update followup response to NRC 
610529 ltr Schedule remains unchanged Fuel load scheduled 
for Apr 1964 u/commercial operation scheduled for late 
1904/certy 1965 

DOUGHERTY, C J Union Electric Co 03/01/07 DENTON, H R Office <p 
Nucleer Reactor Regulation, Director 2pp 16747 166 24X 

Fiche 50-463.03/01/07,0301110263 


B30tll0543 Forwards Uastinghouse rept, “Press un jer Safety L Relief 
Line Piping & Support Eva luatioii, Cal laway Unit 1 & tfolf 
Creek Unit," per NUREQ-0737, I tem II D 1, "Relief & Safety 
Valve Testing" b Generic Ltr 81-36 

PETRICKiN A Stendardlied Nuclear Unit Power Plant Bystem 
83/01/07 DENTON, H Office of Nuclear Reactor Regulation, Director 
2pp 16741 258 24X Flche 90-000,83/01/07,6301110543 


— 6301110554 "Preiiur i ler Safety & Relief Line Piping & Support 
Evaluation, Cel teuay Unit 1 & Molf Creek Unit " 

8HITH,L C . NG,C K > CHANO.K C Uestlnghouse Electric Corp 
62/12/31 70pp 16741 S60 24X Flche 90-000,83/01/07,8301110543 


E NRC Safety Evaluation Report (8ER), suppls L correspond'enCB 


8212070338 Forwards proprietary t, nonproprietary “Steam Generator Tube 
Plugging Margin Analysis for Uestlnghouse SNUPPS. “ resolving 
8ER Confirmatory Issues 2 (t 6 2, per Reg Guide t 121 
Proprietary rept withheld (ref 10CFR2 790) 

PETRICKiN A, Standard! ted Nuclear Unit Power Plant System 
82/12/03 DENTON, H R Office of Nuclear Reactor Regulation, 
Director 2pp 1 6344 208 24 X Flche 50-000, 82/ 12/03, 0212070336 


— 6212070347 Submits application for withholding proprietary "Stesa 
Ctnerator Tube Plugging Margin Analysis for Uestlnghouse 
BNUPPS, " pep lOCFfi2 790 Affidavit end 

UIEEENANN.R A Uestlnghouse Electric Corp 82/11/17. DENTON, HR 
Office of Nuclear Rsactor Regulation, Director tOpp 16344 210 
24X Flche 90-000,62/12/03,8212070336 


—8212070355 Nonpropr i itery "Steam Oanerator Tube Plugging Margin 
Analysis for Uestinghouso GNUPPS " 

VILLASORiA P , HOUTMAN>J L Uestlnghouse Electric Corp 
UCAP-10195 02/11/30, 90pp 1634 4 220 24X 

FlChi 50-000,82/12/03,8212070338 


F Security, medicel, emergency 8 fire protection plans 


8212060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for OL L holders of CPs re Suppl 1 to NUREG-0737, 
"Requirements for Emergency Response Capability " 

NUREO'0737, Suppl 1 8 sve list end 

EISENHUT, D G Division of Licensing 62/12/17 Consolidated 

Edison Co of Niw York, Inc 77pp 16601 209 24X 

Fichi 90-000,82/12/17.8212060349 


B2t2220449 Generic Ltr 82-39 to all reactor licensees, CP holders it 
applicants for CPs re problems u/submittals of 10CFR73 21 
safeguards Info for licensing review Procedures re 
transmittal of info outlined Bve list end 

EISENHUT, D.O Division of Licensing 62/12/22 Consolldatid 
Edison Co of New York, Inc 13pp 16690 02 i 24X 
Flche 50-000,62/12/22,8212220445 


8301030222 Provides Info requested In 821103 ltr re first seven 
Instrumentation It Control Sys Branch positions on SRP 
Section 7.4, "Remote Shutdown Capability " Documentation 
that BNUPPS design meets requirements end 
PETRICKiN A, Standard! led Nuclear Unit Power Plant System 
B2/12/23 DENTON/H R Office of Nuclear Reactor Regulation, 
Director 6pp. 16617:200 24X Flche 90-000,82/12/23,8301030222 


8301140124 Forwards IE Hgt Meeting Rept 50-483/82-18 on 821129-1201. 
No nonconpllanci noted 

PAPERIELLO, C J Divlelon of Emergency Preparedness & aperational 
Support 82/12/27 GCHNELLip F Union Electric Co. 2pp. 

16808 200 24X Flche 50-483,82/12/27,8301140124 


— 8301140132 IE Hgt Meeting Rept 90-483/82-18 on 021 129-1201. Mo 
noncompllence noted Purpose of meeting' to acquaint county 
officials w/NRC & FEMA .roles in emergency preparedneae 
AXELSONiH L , PL03KI, T J ,, PAPERIELLO, C J. Divlelon at Emergency 
Preparedness ti Operational Support 82/12/22 9pp 16808 202 
24X Flche 90-483,82/12/27,8301140124 


8301060275 Ack receipt of 821209 ltr providing map showing TLD 
locations in 16 sectors surrounding facility Map doses out 
Open Item 2 in IE Insp Rapt 50-483/62-07 contained in 020909 
1 tr 

PAPERIELLO, C J Division of Emergency Preparedness L Operational 
Support 62/12/30. 8CHNELL,D F Union Electric Co Ip. 

16679 093 24X Flche' 90-483, 82/12/30, 8301060275 
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— B3010A027A Foruardt map shouing TLD locations m 16 sectors surrounding 
(facility, to close out Open item 2 in IE tnsp Rept 
80-433/62-07 W/o and 

SCHMELL. 0 F Onion Electric Co 82/12/09 PAPERIELLO. C J 

Division o# Emergoneg Preparedness & Operational Support ip 
16679 094 24X Flche 30-483,82/12/30.8301060275 


0 Ad judicatorg correspondence 


asoioaoiai Order advlains that ASLB 921213 Partial Initial Decision 
I.I1P-S2-109 should not bo treated as final Sue sponte revlou 
at decision by A8UAD deferred until possible filing of 
e i< eptlons 

BHOEflAKER.C J Atomic Safety and Licensing Appeal Panel 03/01/04 
Ip 16663 too 84X Flche 50-493.83/01/04,8301030121 


8301120241 Response to A8L& B21207 order re a pp 1 Icab i 1 i ty of 10CFR20 
stdf to r»-on try/racovery activities Permitting re-entry/ 
recovery at levels exceeding Part 20 contradicts NRC 
regulation 6 policy Certificate of Svc end 
HEED. J 0 Reod, J 0 83/01/06 3pp 16774 162 24X 

Flche 50 -4S3 , 83/0 1 /06> 830 1120241 


8301S5D30& Response In opposition to intervonor JO Reed Emergency Plan 
Contention 11(D)<2> Contention lacks basis, is at odds w/NRC 
regulation tc guidance on recovary/rs-entry S. uould be 
counterproductive to public protection U/Certlf Icate of Svc. 

BAXTER, T A Union Electric Co BAXTER, T A 8hau, Pittman. Potts t, 

Troubridge. 83/01/20 Atomic Safety and Licensing Board Penal 

6pp 16896 342 24X Flche 30-483,83/01/20,0301230308 


83018S0472 Motion for mod of schedule, delaying due date for motions for 
summary disposition until 830330, because State Plan, Offsite 
Plan b SOPs will not be available until 830415 Certificate 
of Svc end 

DAUSER.D 0 Union Electric Co BAUBER. D B. Sheu, Pittman, Potts b 

Trowbridse 83/01/21 Atomic Safety and Liceneing Board Panel 

Spp 16S99 171 24X Flche 50-403,83/01/21,8301230472 


0 Inspection reports, IE Bulletins tt correspondence 


8200190269 IE Info Notice 82-51, "Dvereiposures in PWR Cavities '• Svc 
list end 

DEVQUNOrR C Director's Clffice, Office of Inspection and 

Enforcement 82/12/21. Consolidated Edison Co of Neu York, Inc. 

lllpp 16689 239 24X Flche 30-000.82/12/21,8308190369 


8812060331 IE Info Notice 82-52, '‘Equipment Environ Qualification 
Testing Eiperience - Updating of fast Summaries Previously 
Published in IE Info Notice 81-29.” Svc list end 
JORDAN, E L Division of Engineering & Quality Assurance (Pre 
Q301Q3) 82/12/21 Consolidated Edlion Co of Neu York, Inc 

nSpp 16681 088, 84X Flche 30-000,88/12/21,8212060351 


3212060350 IE Info Notice 02-53, "Hein Transformer Failures at North 
Anna Nuclear Pouer Station ” Svc lift end 

JORDAN, E L Dlvltlon of Engineering b Quality Assurance (Pre 
830103) 82/12/22 Consolidated Edison Co of New York, Inc 

ll4pp 16738 017 24X Flche 50-000, 82/12/22,8218060350 


8208190275 TE Info Notice 82-54, “Uostl nghousa NBFD Relay Failures in 
Reactor Protection 8ys '' Svc list end 

JORDAN.E L Division of Engineering b Quality Assurance (Pre 
030103). 02/12/27 Consolidated Edison Co of Neu York. Inc. 

llOpp 16962 139 24X Flche 30-000,82/12/87,8200190275 


8301140124 Foruierds IE Mgt Meeting Rapt 50-483/82-18 on 821129-1301. 
No noncornpllance noted 

PAPERICULQ, C J. Division of Emergency Preparedness fc Operation#! 
Support 82/12/27 SCHNELL, D F Union Electric Co 2pp 
16008.200 24X Flche 50-483, 02/ 12/27, 8301 1 40124 


--'8301140132 IE Mgt Heating Rept 30-483/82-18 on 821129-1201 No 
none snip 1 lance notsd Purpose of meeting' to aegualnt county 
officials u/NRC b FEMA roles In emergency preparedness 
AXELSON.M L , PLOSKI.T J . PAPERIELLO, C. J Division of Emergency 
Preparedness b Gperetional Support. 82/18/22 9pp 16908.208 
84X Flche* 50-483,82/12/87,8301140124 


0800190373 IE Info Notice 08-85, "Seismic Qualification of Hestlnghouse 
AR Relay M/Latch Attachments Used in Nestlnghouse Solid 
State Protection 9ys " Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
0301031 82/12/88 Consolidated Edison Co. of Neu York, Inc 

I09pp 1 6068 014 24X Flche- 80-000, 82/12/88,0808190273 


0312060354 IE Info Notice 82-56, "Rob art shew Thermostatic Flow Control 
Valves. ” Svc list end 

JORDAN, E L Division Of Engineering b Quality Assurance (Pre 
030103). 02/12/30 Coniolidatid Edison Co of Nsu York, Inc. 

lllpp 16758 137 24X Flche' 30-000, 82/18/30,0212060334 


8301060273 Ack receipt of 921209 Itr providing map showing TLD 
locations In 16 sectors surrounding facility Map doses out 
Open Item 3 in IE Inap Rept 60—483/82-07 contained in 03O9'O9 

I tr 

PAPERIELLO, C J Di vis ton of Emergency Preparedness & Operational 

Support 82/18/30 SCHNELL, D F Un i on El eetr Ic Co Ip 
16679 093 24X Fich* 50-403,82/12/30.8301060273 


"8301060276 Foruards map showing TLD locations In 16 sectors surrounding 
facility, to ctosa out Open Item 2 in IE Insp Rept 
30-483/ B2 -07 U/o end 

SCHNELL, D F Union Electric Co 82/(8/09 PAPERIELLO, C J 
Division of Emergency Preparedness b Operational Support ip 
16679 094 24X Flche 30-483,02/12/30.830 1060279 


8301110142 Ack receipt of 821217 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-483/82-13 
BPESSARD.R L Division of Project b Resident Programs. 63/01/03 
SCHNELL. D F Union Electric Co Ip 16743 34i 24X 

Fithe 50-483,83/01/03.8301110142 


--8301110152 Responds to NRC 821027 itr re violations noted in IE Insp 
Rept 50-403/82-13 Corrective actions training for electrical 
craftsmen in cabla pulling b terminating accompiisbed for 
min bend radius violations b other cable pulling concerns 
SCHNELL, D F Union Electric Co 82/12/17. 8PE88ARD. R L 
Division of Project b Resident Programs 4pp 16743 342 24X 

Flche 50-483,03/01/05,8301110142 


8301110475 Ack receipt of 821217 Itr informing NRC of steps taken to 
correct violations noted in IE Imp Rept S0-483/8S-15 
Platform noneompliance changed from Severity Iv to 
Severity V 

8PE88ARD, R L Division of Project b Resident Programs 83/01/06 
SCHNELL, D F Union Electric Co Ip I674S 267 24X 

Fiche 90-483.83/01/06.0301110475 


--8301110482 Responds to NRC 021126 Itr re violations noted in IE Insp 
Rept 50-483/82-15 Two conduits marked as Class IE 
taf oty— re lated are attached to nonsclimic Category I 
platforms 

SCHNELL. D F Union Electric Co 02/13/17 SPEB8ARD, R L 
Olvltlan of Project b Resident Programs 2pp 16745 268 24X 

Flche 50-483.83/01/06.0301110479 


8 Reportable occurrences. LERs b related correspondence 


B3012601B2 Interim Deficiency Rept 83-01 re Westingbouse END gate valve 
position indication Initially reported on B21S23 Date valve 
appi icattons In cold & hot leg safety injection lines may 
require mod Investigation continuing Next rept by 630331 
PETRICKtN A Standard lied Nuclear Unit Power Plant Systam 
83/01/21 KEPPLER, JO Region 3, Office of Director COLLINS, J. T 
Region 4r Office of Director 3pp 16962 055 24X 

Flcho 50-000.83/01/21.8301260102 


V. Operator Eiamlnallans 


8212220443 Oenerie Ltr 82-38 to all power reactor licensees, app licnnts 
for OL, HSS b reactor vendors b AEs re meeting to discuss 
recent developments for licensing exams Advises that msetlng 
will be held on 830811 re operator licensing Svc list and 
EI8ENHUT.D 0 Division of Licensing 02/12/22 Consolidated 
Edison Co of New York, Inc 12pp 16681 072 24X 

Fich#' 90-OQOi 82/12/82, 8212220443 


8301120070 Oenerie Ltr 83-01 to power reactor licensees b applicants 
for OL re operator licensing eiam site visit Requests 
schedule re exam requests expected for submittal prior to 
891231 for listed categories Bve list encl. 

EtSENHUTi D 0 Division of Licensing B3/01/11 Consol Ida tod 
Edison Co of New York, Inc 1 tpp 1 6893 243 84X 

Flehi 50-000.83/01/11.8301120078 


DOCKET aTN-S0-4as STEfiLINO POWER NUCLEAR PROJECT. UNIT 1 


Q Inspoctlon reports, IE Bulletins b correspondence 


8208190269 IE Info Notice 82-51, "Ovare xp asur as In PUR Cavities " Svc 
lilt end 

DEVOUNQ.N C Director's Office. Office of Inspection and 

Enforcement 82/12/21 Gonsolldatsd Edl son Co of New York, Inc 

lllpp. 166a9'239 24X Ficbe. 50-000, 02/12/21,8208190269. 


6212060391 IE Info Notice 82-52, "Equipnent Environ Qualification 
Tasting Ekpiriencs - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 “ Svc list encl 
JORDAN, E L Division of Engines ring b Quality Assurenee (Pre 
030103) 82/12/21. Consplidated Edison Co of New York, Inc 

tiSpp. 1&681 088. S4X Fiche 50-000, 03/12/21,8212060391 
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DOCKETED ITEMS 


821S0603 50 IS Info MoUco 8S-S3i "H«ln Transformor Failures at North 
Anna Nuciaar Pouer Statiori " Svc list end 

JORDAN) £ L Olvisian of Engineering & Quality Aesurance (Pre 
030103) S2/I5/S2 Consolidated Edison Co of Neu Yorlc> Inc 

114jip 16750 017 2-41C Flcti* 50-000. 02/12/-22. 82120*0350 


B2O0i?0275 IE Info Notice 82-54. "Hes tl nghoui e NBFO Relay Failures in 
Reactor Protection Sg s " Bvc list enc 1 

JORDAN. E U Division of Engineering & Quality Assurance (Pre 
830103) 02712/27 Con s oi f da t ed Edison Co of Meu Yorii. Inc 

tlOpf 16962 139 24X Flche 50-000,02/12/27.8208190275 


8208190273 IE Info Notice 82-55, "Seismic Qua 1 if icafci on of Uestinghouse 
AR Relay M/Latch Attachments Llsed In Uestinghouse Solid 
State Protection 9ys " Svc list end 

JORDAN. E L Division of Engineering & Quality Assurance (Pre 
B30103) 02/12/28 Consolidated Edison Co of Neu Yorli. Inc 

109pp 16068 014 24 X Fit he 50-000.82/12/23,8208190273 


8212060354 IE Info Notice 82-56, "Robertshau Thermostatic Flam Control 
Valves " Svc list end 

JORDAN.E L Division of Engineering & Quality Assurance (Pre 
830103) 02/12/30 Consolidated Edison Co of New Yorii. Inc 

lllpp 1A75B 137 24X Flche 50-000.82/12/30.8212060354 


DOCKET 8TN-5O-406 CALLAWAY PLANT, UNIT 2 


Q Inspection reports. IE Bulletins tr correspondenca 


8212060350 IE Info Notice 82-53, “Main Transformer Failures at North 
Anna Nuclear Power Station " Bvc list end 

JORDAN. E L Division of Engineering 4t duality Assurance (Pre 
830103). 82/12/22 Consolidated Edison Co of Neu York. Inc 

114pp 16758 017 24)( Flche. 50-000. 82/12/22,8212060350 


DOCKET BTN-5O-40a PERKINS NUCLEAR STATION, UNIT 1 


A Application/construction stage documents U correspondence 


82120603S6 Otneric Ltr 82-30 to all 1 ic ensees , app 1 leant s for QL It 
holders of CPs re filings concerning 10CFR50 production It 
utilisation fecilltles Current listing of branch assignments 
far nuclear reector projects & svc list enc 1 

EI8ENHUT.D 0 Division of Licensing 82/12/28 Consolidated 
Edison Co of New York. Inc 1 tpp 16868 001 24X 

Flche SO-000. 02/12/28. 8212060356 


F Security, medical, emergency li fire protection plans 


8212060349 Oenerlc Ltr 82-33 to all licensees of operating reactors, 
applicants for CL & holders of CPs re Suppl t to NUREO-0737. 
“Requirements for Emergency Response Capability. " 

NUREO-0737, Suppl I & svc list end 

EI8ENHUr,D 0 Division of Licensing 32/12/17 Consolidated 
Edison Co of Neu Yorfi. Inc 77pp 16681.203 24K 

Flche. SO-000, 82/12/17, 0212060349 


8218220445 Oenerlc Ltr 82-39 to all reactor licensees. CP holders 6 
applicants for CPs ra problems w/subml t ta Is of 10CFR73, 21 
safeguards infs for licensing review Procedures ra 
transmittal of info outlined. Svc list end 

EI8ENHUT. D.0. Division of Licensing 82/12/22 Cons ollda ted 

Edison Co Of Neu Yort, Inc. 13pp 16690 021 24X 

Flche 50-000,82/12/22,8212220445 


O. Inspection reports. IE Bulletins t. correspondence 


8203190269 IE Info Notice 82-51. "Overt xpoaures In PUR Cavities,” Svc 
lilt end 

DEYQUNO. R C Director's Office. Office of Inspeciian and 

Enforcinent 82/12/21 Consolidated Edison Co of Neu York. Inc 

lllpp 16609 23? 24X Flcha;50-000. 82/12/21,8203190269 


8212060351 IE Info Notice 82-52, "Equipment Environ Qualification 
Testing Eiperltnce - Updating of Test Suaunaries Previously 
Published in IE Info Notice 31-29 “ Svc list end 
JORDAN. E L Division of Engineering ti Quality Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co of Neu York. Inc 

liSpp. 16681 033 24X Fiche 50-000. 62/{2/21, 8212060351 


3208190275 IE Info Notice 32-54. “Uest Ing hous e NBFD Relay Failures in 
Reactor Protection Syi “ Svc list end. 

JORDAN. E. L Division o-f Engineering & Quality Assurance (Pre 
830103) 82/12/27 Consolidated Edison Co of Neu York. Inc 

lIOpp 16962 139, 24X Fiche. 90-000, 82/12/27,8208190275 


3203190273 IE Info Notice 82-55, "Soismic Qualification of Wsstlnghouse 
AR Relay U/Lateh Attachments Used in Wostinghouse Solid 
State Protection Sys " Svc list end 

JORDAN, E L Division of Engineering !< Quality Assurance (Pre 
830103), 02/12/28 Consolidated Edison Co of Neu York. Inc 

109pp 16860 014 24X Fiche 50-000,32/18/23.0208190273 


8212060354 IE Info Notice 02-56, "Robertshau Thermostatic Flou Control 
Valves " Svc list end 

JORDAN, E L Division of Engineering Quality Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co of Neu York, Inc 

lllpp 167S9 137 24X Fiche 50-000,82/12/30,0212060334 


V Operator Examinations 


3212220443 Generic Ltr 02-38 to all power reactor 1 ic ensees. app 1 1 cants 
for DL. NS8 l< reactor vendors ti AEs re meeting to discuss 
recent developments for licensing eiams Advises that maoting 
will be held on 830211 ra operator licensing Svc list enc 1 
EISENHUT.DO Division of Licensing 02/12/22 Consolidated 

Edison Co of New York, Inc I2pp 16681 072 24X 

Flche 50-000,82/12/22,8212220443 


8301120078 Generic Ltr 63-01 to power reactor licensees & applicants 
for CL re opsrator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
BS1S3I for listed categories Svc list end 

EISENHUT.D 0 Division of Licensing 83/01/11 Consolidated 

Edison Co of New York. Inc 1 Ipp 16893 243 24X 

Fiche 50-000,63/01/11.8301120078 


DOCKET STN-50-4a9 PERKINS NUCLEAR STATION. UNIT 2 


A Appl icatlon/constructlon stage documents (t correspondence 


8212060356 Generic Ltr 62-30 to all 1 Icensees. appl 1 cants for OL t, 
holders of CPs re filings concerning lOCFRSO production I. 
utllliatlon facilities Current listing of branch assignments 
for nuclear reactor projects 6 svc list end 

EISENHUT.D 0 Division of Licensing 02/12/28 Consalldatod 
Edison Co of New York. Inc lipp 16668 001, 24X 

Flche 50-000,82/12/28,8212060356 


F Security, medical, emergency Sc fire protection plans 


8212060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for OL Si holders of CPs re Suppl 1 to NURE0-0737r 
"Requirements for Emergency Response Capability ” 

NUflEO-0737, Supp 1 1 ti svc list enc I 

EISENHUT.D G Division of Licensing 82/12/17 Can«o,l Ida ted 
Edison Co of Neu York. Inc 77pp 16681 208 24X 

Fiche 80-000,82/12/17,8212060349 


8212220445 Generic Ltr 82-39 to all reactor 1 iceriseoi. CP holders I. 
applicants for CPs re problems w/submlttals of 10CFR73 21 
safeguards Info for licensing review Procedures re 
transmittal of info outlined Svc list end 

EISENHUT.DO Division of Licensing 02/12/22 Consolidated 
Edison Co of New York. Inc 13pp 16690 021. 24X 

Fiche 50-000,82/12/22.6212220445 


Q Inspection reports. IE Bulletins S. correspondence 


8208190269 IE Info Notice 82-51. "Overexpasures In PWR Cavities " Cve 
list end 

DEYOUNG, R C Director's Office. Office of Inspection and 

Enforcement 02/12/21 Consolidated Edison Co of New York. Inc 

lllpp 16689 23? 24X F 1 che. 50-000, 32/12/21 , 8208190269 


8212060351 IE Info Notice 82-52. ‘'Equipment Environ Qua 1 1 f 1 cat! on 
Testing Experience - Updating of Test Bummarles Previously 
Published in IE Info Notice 31-29 " 6vc list end 
JORDAN. E L Division of Engineering ti Quality Assurance (Pre 
630103) 02/12/21 Consolidated Edison Co of New York. Inc. 

llSpp 16661*0QB. 24X Flche 50-000, 82/12/21,8212060391 


8212060350 IE Info Notice 82—93. "Main Transformer Failures at North 
Anna Nuclear Power Station " Svc list encl 

JORDAN. E. L Division of Engineering t< Quality Assurance (Pre 
830103) 82/12/22 Consolidated Edison Co of Mew York. Inc 

114pp. 16756 017 24X Flche 50-000,62/12/22.3212060330 


8208190275 IE Info Noties 02—54. '‘Mestl ng hous e NBFD Relay Failures In 
Reactor Protection Sys " Bvc list end 

JORDAN. E L Division of Englnearing ti Quality Assurance (Pre 
630103), 82/12/27 Consolidated Edison Co, of New York. Inc 

llOpp 16962 139 24X Fiche 50-000,82/12/27.6200190275 



DOCKETED ITEMS 


37B 


?0ei*?0273 IE Info Motlc# 82-55p *'Sei»tnic Qualification of Wb» t inghousp 
AR R*tag M/La tch Attactunint* litod In Mattlnghouss Sotlii 
Btats Protection Bye " Svc list end 

JORDANi E I- Division of Engineering tn Quality Assurance (Pro 
8301031 az/ia/aa Consolidated Edison Co of Neu Yori, Inc 
109pp 1686B 014 24X Flche 50-000i 65/12/28. 8308190273 


2150£03S4 IE Info Notice 82-54. "Rober t shaiii Thermostatic Flou Control 
Valves " Svc list end 

JORHAN. E L Division of Engineering t. Quality Assurance (Pre 
0301031 02/12/30 Consolidated Edison Co of New York. Inc 

nlpp 16750 137 24X Fiche 50-000,62/12/30.8212040354 


Operator Esamlnati ons 


212220443 Generic Ltr 82-3B to all pouer reactor 1 icensees. app 1 icants 
for OL. N3B i reactor vendors {< AEs re meeting to discuss 
recent developments for licensing esimt Advises that meeting 
loill be held on 030211 re operator licensing Bvc list sncl 
EiaEUHVT.OQ Division of Licensing 02/12/22 Consolidated 

Edison Co of Neill York. Inc 12pp 14461 072 24X 

Flche 50-000.02/12/22.0212220443 


301120076 Oaneric Llr 83-01 to pouer roactor licensees it applicants 
for OL ra operator licensing eiam site visit Requests 
schedule re osam requests enpected for submittal prior to 
651231 for listed categories Svc Hit end 

EIBENMUT.DO Division of Licensing 03/01/11, Consolidated 
Edison Co of Neu York. Inc 1 Ipp 14893.243 24X 

Flche 50-000. 03/01/11.8301120078 


OCKET 8TN-50-490 PERKINS NUCLEAR STATiaN, UNIT 3 


Appl Ication/constructlon stage documents (< correspondence 


■212040356 Oenerlc Lfcr 82-30 to all 1 ic enseei , app 1 1 can ts for OL (< 
holders of CPs re filings concerning 10CFR50 production l< 
utlliiatlan facilities Current listing of branch asilgnmants 
for nuclear reactor projects k svc list enc 1 

eiSENHUT. D, 0. Division of Licensing 82/12/28 Consolidated 
Edison Co of New York. Inc llpp I68&8 001 24X 

Fiche 30-000. 82/12/28. 8212060354 


Security, medical, emergency i< fire protection plans 


1212040349 O-enerlc Lfcr 82-33 to all licensees of operating reactors, 
applicants for OL S< holdars of CPs re Suppl 1 to NUnEQ-0737. 
"Rcquirenients for Emsrgency Response Capability " 

NURE0-0737. Suppl 1 t< svc Hit and 

EISEiNHUT.D 0 Division of Licensing 82/12/17 Consolidated 
Edison Co of New York, tnc 77pp 144Q1 208 24X 

Flche 30-000. 82/12/17.8212060349 


3212220445 Oenerlc Ltr 82-39 to all reactor licensees. CP holders ti 
applicants fur CPs re problems u/submittals of 10CFB73 21 
safeguards info far licensing review Procedures re 
transmittal of info outlined. Svc list end 

EIGENHUT.O 0. Division of Licensing 82/12/22 ConsolUated 
Edlinn Co of New York. Inc 13pp 16690' 021 24X 

Flche. 50-000. 82/12/22. 8212220443 


Q Inspection reports. IE Dulletlns t. correspondence 


Q20819D2&9 IE Info Notice 82-51. "Over* sposur es in PWR Cavities," Bvc 
list enc 1 

OEYOUNO. R C Director's Office. Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of Natu York. Inc. 

IHpp 16689 239. 24X FI che' 50-000. 82/12/21. 8200190249 


8212040351 IE Info Notice 82-52. "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice Bt-29, " Svc list end 
JOROAN.E L. Division of Engineering ti Quality Assurance (Pre 
8301031 02/12/21 Consolidated Edison Co of New York. Inc, 

113pp. t666i'08B. 24X Flche. 50-000. 82/19/21.8212040351. 


0212060350 IE Info Notice 62-53. "Haln Transformer Failures at North 
Anna Nuclear Power Station." Svc list encl, 

dOROAN.E. L Division of Engineering k Quality Assurance (Pre 
630103} 62/12/22 Consolidated Edison Co. pf New York. Inc 

114pp 1673B<017. 24X Flche 50-000. 82/12/22, 8212040350. 


6208190275 IE Info Notice Q2-34. "NestI nghous e NDFD Relay Failures in 
Reactor Protection Sys " Svc list end 

JORDANtE L Division of Engineering k Quality Assurance (Pre 
630103) 82/12/27 Consolidated Edison Go of New York. Inc 

tlOpp 14962 139 24X Fiche 50-000.62/12/27,8208190275. 


6206190273 IE Info Notice 82-55. ‘‘Seiamtc Qualification of Heitinghouse 
AR Relay U/Latch Attachments Used in Nsstinghouse Solid 
Btate Protection Sys " Svc list end 

JORDAN. E L Division of Engineering (. Quality Assurance (Pre 
030103) 82/12/S8 Consolidated Edison Co of New York. Inc 

10?pp 14048 014 24X Flche 50-000,82/12/28.8206190273 


8212040354 IE Info Notice 82-54. "Rober tshau Thermostatic Flow Control 
Valves " Bvc list end 

JORDAN. E C Division of Engineering k Quality Assurance (Pre 
030103) 82/12/30 Consolidated Edison Co of Neu York. Inc 

IHpp 14758 137 24X Fiche 50-000,82/12/30,8212060354 


V Operator Eiaminatlons 


8212230443 Generic LVr 82-38 to all powar reactor 1 icensees, app 11 cants 
for OL. NSS 4 reactor vendors k AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
ulH be held on 030211 re operator licensing Bvc Hit end 
EI6ENNUT, DO Division of Licensing 82/19/22 Consolldeted 
Edison Co of New York, tnc 12pp 16681 072 24X 

Flche 50-000.82/12/23,8212220443 


Q30H2007Q Generic Ltr 83-01 to power reactor licensees 4 applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
051231 for listed categories Bvc list encl 

EIBENRUT.DO Dlvli i on of Licensing 83/01/11 Consolidated 
Edison Co of New York. Inc llpp 14S93 943 24X 

riche 50-000,63/01/11,8301120070 


DOCKET 8TM-50-491 CHEROKEE NUCLEAR STATION. UNIT I 


A App Heat ion/cani true falon staga documents (. correspondence 


8212060354 Oeneric Ltr 62-30 to all 1 ic enseee. appl Icants for OL & 
holders of CPs re filings concerning lOCFRSO production 4 
utllliation facilities Current listing of branch assignments 
far nuclear reactor projects 4 svc list end 

EIBENMUT.DO D1 V 1 s i on o f LI c e ns In g 82/12/28 Consolidated 
Edison Co of Ntw York, Inc, llpp 14860 001, 24X 

Fiche 50-000.82/12/28,8212040354 


F Security, medical, emergency ti fire pretec tion plant 


□212060349 Oaneric Ltr 08-33 to all licensees of operating reactors, 
applicants for OL k holders of CFs rs Suppl 1 to NUaE0-a737. 
"Requirements for Emergency Response Capability '* 
NURE0-0737,Buppl I It svc list end 

EISENHUT, D 0 Division of Licensing 62/12/17 Consolldeted 
Edison Co of New York. Inc 77pp 14401 808 24X 

Flche 50-000. 09/12/17, 8212D40349 


Q8122S0445 Generic Ltr G2-39 to ell reactor licensees. CP holders I. 
applicants for CPs re problems w/submittali of 10CFR73 21 
safeguards info for licensing review Procedures rs 
transmittal of info outlined Svc list encl 

EIBENMUT.DO Divlsi on of Licensing 82/12/22 Coniolldated 
Edison Co of Ntw York. Inc IQpP 14690 021 24X 

Fiche 50-000.02/12/28,6212220445 


Q Inspection reports. IE Bulletins k correspondence 


82O0I9O869 IE Info Notice 02-51. "Qverexposurei In PWR Cavities " flve 
list encl 

DEYOUNG, R.C Director's Office. Office of Inspection and 

Enforcenent 82/12/21. Consolidated Edison Co of New York. Inc 

IHpp 14689' 239 a4X Fi the' SO-000, 02/12/81, 0200190269 


8212040351 IE Info Notlci 02-52. "Equipment Environ Qualification 
Testing Experience — Updating of Test Bummarles Previously 
Published in IE Info Notice 01-89 " Svc list end 
JORDAN. E.L Division of Enginserirg k Quality Assurance (Prs 
830103) 82/ 12/21 Con spl 1 da tad Ed i son Co of New York. Inc. 

llSpp. 16681 000, a4X Flche 50-000, D2/12/2Ii 8212040351 


8212060350 IE Info Notice 82-53. "Main Transformer Failures at Nort) 
Anna Nuclear Power Station " Svc lift end 

JORDAN. E L Division of Englnsorlng k Quality Aisuranee (Pre 
830103), 82/12/28. Consolidated Edison Co of New York, Inc, 

114pp. lATOS-Oi?, 24X Fiche 50-000.82/12/22,8212040350 


8200190275 IE Info Notice 02-54, "Heitlnghous e NQFD Relay Failures In 
Roactor Protection ays " Bvc list encl 

JORDAN, E U Division of Engineering ti Quality Assurance (Pre 
830103), 82/12/27. Consolidated Edison Co. of New York, Inc 

HOpp 16942- 139 24X Flche , 50-000, ©2/12/27. 0208190275 
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8209190273 IE InfoNetif* 9a-55i "Seismic Qua 1 1 # i c afcion of Uest inghouse 
AR Relag H/Lateh Attachments Used in Hestinghouse Solid 
State Protection Sgs ' Svc list end 

JOROANi E L Division of Engineering t Quality Assurance <Fre 
B30103) S3/1Z/SB Consolidated Edison Co oP New Torlci ini 

llTpp 16868 014 24X Fiche 50-000.82/12/28,8208190273 

0212060384 IE Info Notice 82-56. "Rotor tshau Thermostatic Flow Control 
Valves " Svc list end , _ 

JORDAN, B L Division of Engineering ft Qualitg Assurance (Pre 
830103) 52/12/30 Consolidated Edison Co of Nat/ Vork, Inc 

Illpp 16758 137 24K Fiche 50-000.82/12/30.8212060354 


8308190273 IE Info Notice 02-55, "8el»«">c ‘ J J ‘ Wostlnghouit 

AR Relay M/Latch Attachments Used in Westinghousc Solid 

JORDANrr(‘''‘D?^don”orinilneePn; I Qualitg Assurance (Pre 

8312060354 IE Info Notice 82-S6, "Robe, tshau Thermostatic Flow Conlrol 

JORDAN. E L Division of Engineering & Qualitg Assurance iPra 
030103 ) 82/12/30 Consolidated Edison Co of New Vork, Inc 

Illpp 16758 137 SAX Fsche 50-000.82/12/30,0218060394 


V Operator Examinations 

8212220443 QeneTic Hr 82-38 to all power reactor 1 1 c ensee *. app 1 icants 
for OL, NSS t, reactor vendors 6 AEs re meeting to discuss 
recent developments for licensing eiams Advises that meeting 
will be held on 830211 re operator licensing Svc list end 
EISCNHUT, D 0 Division of Licensing 62/12/23 Consolidated 

Edison Co of New York. Inc 12pp 16481 072 24X 

F t c h e 50-000, 82 / 1 2/22, 02 1 2220443 

0301120078 Oeneric Ltr 83-01 to power reactor licensees 6 applicants 
for OU re operator lleonslng eiam site visit Requests 
schedule re exam, requests expected for submittal prior to 
851231 for listed categories Svc list end 

EISENHUTtO O Division of Licensing 63/01/11 Consolidated 

Edison Co- of New York. Inc llpp 16893 243 24X 

F I ch e 90-000, 83/01 / 1 1 , S30 1 1 20078 


V Operator Examinations 

0212220443 Oeneric Ltr 02-38 to all power reactor I ieenseas, app 1 Irants 
for OL. NSS 6 reactor vendors I. AEs re iriEBting to discuss 
recent developments for licensing exams Advises that meeting 
tali 11 be held on 830211 re operator licensing Svc list «'"«} 

EIBENNUT. D 0 Division of Licensing 82/12/22 Consol ld« tod 

Edison Co of New York, Inc 12pp 16601 072 24X 

F i c h e 50-000, 82 / 1 2 / 22 , 02 1 2220443 

B301 120078 Qeneric Ltr 83-01 to power reactor licensees b applicants 
for QL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
891231 for listed categories Svc list ^ 

EiaENMUT.DO Division of Licensing 83/01/11 Conoo 1 tdo led 

Edioon Co of New York, Inc Upp 16093.243 24X 

FJrliB SO-ODO, 83/01/11, 0301 120078 


DOCKET STN-60-492 CHEROKEE NUCLEAR STATION, UNIT 2 
A Appllcatlon/construetlon stage documents h correspondence 


0212060356 Ceneric Ltr 82-30 to all lie ensees , app 1 i cants for OL «< 
holders of CPs re filings concerning 10CFR50 proifuction b 
utiliiation facilities Current listing of branch assignments 
for nuclear reactor projects 8 , svc list end 

EtSENKUT, D 6 Division of Licensing 82/12/28 Consolldatod 

Edison Co of New York, Inc llpp 16846 001. 24X 

Flcbe 50-000, 02/12/20,8212040334 


F Occur Itg, medical, cnergeneg b fire protection plans 


0212060349 Ceneric Ltr 88-33 to all licensees of operating reactors, 
applicants for OL I, holders of CPs re SuppI 1 to NUHEO-0737, 
‘‘Requirements for Emergencg Response Capability " 

NURCO-0737, SuppI 1 b sve list end 

EISENHUT.OO Division of Licensing 62/12/17 Consolidated 
Edison Co of New York, (nc 77pp 14481 208 24X 

FI Clio 90-000. 82/12/17,8212060349 


8212230445 Oeneric Ltr 83-39 to all reactor licensees, CP holders li 
applicants for CPs rt problems w/submittals of 10CFR73 21 
safeguards Info for licensing review Procedures re 
trantmittal of info outlined Eve list end 

EISeMKUT.DS- Division of Licensing 62/12/22 Consolidated 
Edison Co of Hew York. Jnc 13pp 16490 021 24X 

FUbs 50-000,82/12/22,8212220445 


Q Inspection reports, IE Bulletins it correspondence 


8200190269 IE Info Notice 82-51. "Overexposure s In PWR Cavities " Svc 
list oncl. 

OEVOUNO, R. C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New York, Inc 

lIlpP 16609:239 24X FI che SO-000. 82/12/21. 8208190269 


B212060351 IE Info Notice 82-52, "Equipment Environ Qualification 
Tasting Experience - Updating of Test Summaries Previously 
Published In IE Info Notice 81-39 " Svc list end 
JORDAN, E.L Division of Engineering b Qualitg Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co of New York, fnc 

115pp 16601 088 24X Flcha SO-OOO. 82/12/21. 821 20603S1 


8212060350 IE Info Notieo 62-53, "Main Transformer Failures at North 
Anna Nuclear Power Station " Svc list end 

JORDAN, E L Divilion of Engineering 1 Qualitg Assurance (Pre 
8301031 82/12/22 Consolidated Edison Co of New York. Inc 

114pp I67S9 017 24X Fiche 50-000,82/12/22,8212060330 


8208190275 IE Info Notice 82-54, “Hestinghouse N 8 FD ftelag Failures in 
Reactor Protection Sgs " Svc list end 

JORDAN, E L Dlvlkion of Engineering 6 Qualitg Aoturance (Pre 
830103) 02/12/87 Consolidated Edison Co of New York, Inc 

11 0pp. 16962 139 24X Ficlie 50-000,82/12/27,8208190275, 


DOCKET 8TN-50-493 CHEROKEE NUCLEAR STATION, UNIT 3 
A App 1 ic atlon/constructlon stage documents 6 correspondence 


8212060356 Oeneric Ltr 82-30 to all 1 1 c ensecs , app 1 Icants for 01 6 
hcldert of CPe re filings concerning lOCFRSO production b 
utiliiation facilities Current listing of branch assignments 
for nuclear reactor projects 6 svc list end 

ElSEWHUTiDO Division of Licensing ea/12/28 Consolidated 
Edlion Co of New York, Inc I Ipp 16060 OOl 24X 
Fiche 50-000, 82/12/20. 021 206035 6 


F Securitg, medical, emergencg fc fire protactlon plans 


8212060349 Oeneric Ltr 82-33 to all licensees of operating reactors, 
applicants for OL b holders of CPs re 8 uppl I to NURE0~0737i 
"Requirements for Emergency Response Capability " 

NUREO-0737, Suppl 1 b svc list end 

E18EKHUT,D 0 Division of Licensing BS/t3/l7 Consolidated 
Edison Co of New York, Inc 77pp 16601 200 84X 

Fiche 90-000,02/12/17,0212060349 


S2iZ220445 Oeneric Ltr 02-39 to all reactor licensees, CP holders b 
applicants for CPs rt problems w/submittals of 10CFR73 21 
safeguards Info for licensing review procedures re 
transmittal of info outlined Svc list end 

EISCNHUT, D Q Division of Licensing 82/12/22 Consolldmted 
Edison Co of New York, Inc 13pp 16690 021 24X 

Flcbe 90-000,82/12/22,0212220449 


O Inspection reports, IE Bulletins b correspondence 


8200190269 IE Info Notice 82-51, "Overexposures in PI-IR Cavities ** livt 
list snel 

DEYOUNO, R C Director's Office, Office qf Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New Yort. Jnr 

Illpp. 16489 239 24X Fiche SD-000. 02/12/21 , 0200190269 


8212060391 IE Info Notice 83-52, "Equiprtient Environ Qua 1 i f icat 1 on 
Testing Experience - Updating of Teet Summaries Previously 
Published in IE Info Notice 01-29 " Svc list end 
JORDAN, E L Division of Engineering b Qualitg Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co of New York, Inc 

115pp. 16481 008 24X Fiche 50-000,02/12/21,8213060351 


8212060390 IE Info Notice 02-53, "Main Tranaf ormer Failures at North 
Anna Nuclear Power Station " Svc list encl 

JORDAN, E L. Division of Engineering 8 , Qualitg Assurance (Prt 
030103) 82/12/22 Consolidated Edison Co of Nau York. Inc 

114pp. 16758-017 24X Fiche 50-000. 02/12/22,8212060350 


02Ofll'9O27S IE Info Notice 83-54, "Ueetinghouse NBFD Relay Failures in 
Reactor Protection Sgs *' Svc list encl 

JORDAN. E L Division of Engineering & Quality Assurance (Pre 
830103 ). 82/12/27. Consolidated Edison Co of New York, I nr 

llOpp 16962.139 24X Fiche 50-000. 82/12/27.8200190279 
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B309190373 IE Info Notice 02-95. ''Seismic Qualification of Hestinehouse 
AR Relaij U/La tch Attachments Used in Idest inghous e Solid 
State PcDtection Sys " Svc list one 1 

JORDAN. E (. Division of Engineering Quality Assurance (Pre 
BSOIOSI B2/ 12/20 Consolidated Edison Co of Neu York. Inc 
109p# 16060 01 A 24X Flche 50-000, B2/1 2/20. 02OBI 90273 


B81S060354 IE Info Notice 02-56, "Robertshaiu Thermostatic Floui Control 
Valves •’ Sve list end 

JORDAN, E L Division of Engineering 4< Quality Assurance iPre 
0301031, 02/12/30 Consolidated Edison Co of Neu York. Inc 

Iflpp 16750 137 24X Fiche 00-000,02/12/30,0212060354 


V Operator Examinations 


0212220443 Generic Ltr 02—30 to all pooler reactor 1 Icensees. app Llcants 
for OL,N03 6 reactor vendors {< AEs re meeting to discuss 
recant developments for licensing exams Advises that meeting 
uill be held on 030211 re operator licensing 0vc list end 
EISENilUT, DO Division of Licensing 02/12/22 Consolidated 
Cdison Co of New Vork, Inc 12pp 16681 072 24X 

Fiche 50-000.02/12/22,8212220443 


0301120070 Generic ttr 03-01 to pouier reactor licensees t< applicants 
for OL re operator licensing exam site vl s 1 1. FleQues ts 
schedule re exam reguests expected for submittal prior to 
051231 for listed categories Sve list end 

EtBENHUT. DO Division of Licensing 03/01/11 Consolidated 

Edison Co of Neu Vork, Inc llpp 16093 243 24X 

Ficha; 50-000. 03/01/1 1. 8301 120070 


DaCKET 90-496 MONTAGUE NUCLEAR POWER 8TATI0N. UNIT 1 


A Appl icat ion/ cons true t ion stage documents U correspondence 


0212060356 Generic Ltr 82-30 to all lie ensees. appl Icants for OL & 
holders of CPs re filings concerning 10CFR90 production ti 
utiliiatlon facilities Current listing of branch assignments 
far nuclear reactor projects & sve list enc 1 

EI8ENHUT, DO Division of Licensing 02/12/28 Consolidated 
Edison Co of Neu York, Inc llpp 16060 001 24X 

Fiche 30-000.02/12/20.9212060396 


F Becurltg. medical, emergency t< fire protection plans 


0212060349 Generic Ltr 02-33 to all licensees of operating reactors, 
applicants for OL h holders of CPi re Buppl 1 to NUnEO-0737, 
"Requirements for Emergency Response Capability " 

MUREO-0737, Buppl 1 U sve list end 

EIBENHUT, D G Division of Licensing 02/12/17 Consolidated 
Edison Cd of Neu York, Inc 77pp. 16601 200 24X 

Fiche 80-000,82/12/17,0212060349 


0212220445 Generic Ltr 02-39 to all reactor licensees. CP holders b 
applicants for CPs re problems y/submittals of 10CFR73 21 
safeguards info for licensing rovieu Procedures re 
transmittal ef info outlined Sve list end 

EISENNUT, D G Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York. Inc 13pp 16690 021 24X 

Fiche 50-000,02/12/22,8212220449 


V Operator Examinations 


B2I2220443 Generic Ltr B2-3B to all power reactor I Icensees, app 1 icants 
far OL.NBS 1< reactor vendors b AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
uill be held on 030211 re operator licensing Sve list end 
EieENHUT, D 0 Division of Licensing 02/12/82 Consolidated 
Edison Co of New York, Inc 12pp, 16681 1 072, 24X 

Fiche 80-000,02/12/22,0212220443 


8301120070 Generic Ltr 83-Oi to power reactor licensees b applicants 
for OL re pperator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
G9I231 for listed categories Sve list end 

EIBENHUT, D 0 Division of Licensing 03/01/11 Consolidated 
Edison Co of New York, Inc llpp 16893:243 24X 

Fiche’90-000, 03/01/11,8301120070 


DOCKET SO-497 MONTAGUE NUCLEAR POWER STATION, UNIT 2 


A Appllcatlon/constructlon stage documents b correspondence 


0212060386 Generic Ltr 02-30 to all 1 ic ensees. appl Icants for DU b 
holdori of CPs re filings concerning 10CFR50 production b 
utiliiatlon facilities. Current listing of branch assignments 
for nuclear reactor projects b sve list onel, 

EIBENHUT. D 0 Division of Licensing, 82/12/20 Consolidated 
Edison Co of New York, Ine llpp 16060; 001. 24X 

Fiche' 50-000, 02/12/20, 0212060356 


F Security, medical, emergency b fire protection plans 


8212060349 Generic Ltr 82-33 to ail licensees of operating reactors, 
applicants for OL b holders of CPs re Suppl 1 to NUREG-0737. 
''Requirements for Emergency Response Capability '* 

NUREO-0737. Supp 1 1 b sve list end 

EIBENHUT, D 0 Division of Licensing 82/12/17 Consolidated 
Edison Co of New York. Inc 77pp 16681 200 24X 

Fiche 50-000,82/12/17,8212060349. 


0212220445 Generic Ltr 82-39 to all reactor licensees, CP holders b 
app llcants for CPs re problems u/submi ttals of 10CFR73 21 
safeguards infs' for licensing review Procedures re 
transml t ta I of info outlined Sve list end 

EI5ENHUT, D 0 Division of Licensing 02/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021 24X 

Fiche 50-000,02/12/22,8212220445 


V Operator Examinations 


9212220443 Generic Ltr 82-38 in' a 1 1 power reactor 1 icensees, app 1 Icants 
for OL, N88 b reactor vendors b AEs rt meeting to discuss 
recent developments for licensing exams Advises that meeting 
uill be held on 030211 re operator licensing 0vc list e-ncl 
EISENHUT. D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York. Inc 12pp 16601 072 24X 

Fiche 50-000,02/12/22.8218220443 


8301120078 Generic Ltr 83-01 to power reactor licensees b applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
051231 for listed categories Sve list end 

EISENHUT, D 0 Division of Licensing 83/01/11 Consolidated 
Edison Co of New York, Inc llpp 16093 243 S4X 
Fiche 90-000,83/01/11,8301120078 


DOCKET STN-S0-49a SOUTH TEXAS PROJECT, UNIT 1 


A App 1 1 cat i on/c onitruc 1 1 on stage documents b correspondence 


0301040088 Describes licensee program for re-exam of all essential 
cooling water sys safety-related welds made prior to 000430, 
per 000430 show cause order 

□PREA, O N Houston Lighting b Power Co 82/12/09 COLLINS. J T 
Region 4, Office oP Director 3pp 16637 150 24X 

Fiche 50-490,83/12/09.8301040088 


8312060356 Generic Ltr 83-30 to all 1 Icensees, appl icants for OL b 
holders oP CPs re filings concerning 1OCFR50 production b 
utiliiatlon facilities Current listing of branch assignments 
for nuclear reactor projects b sve list enc 1 

EI9ENHUT, D 0 Division of Licensing 82/12/20 Consolidated 
Edison Co of New York, Inc llpp 16868 001 24X 

Fiche 50-000,82/12/23,0212060396 


0301250001 Forwards effective page listing for FEAR through Amend 29 
UISENSURGrM R Houston Lighting b Power Co 03/01/21 NOVAK, T M 
Assistant Director for Licensing 70pp 16696 0(3 34X 

Fiche 50-490,83/01/21,8301250001. 


0301200131 Forwards Amend 9 to OL app 1 icatlon, changing names b 
addresses of app 1 icants, direc tors b principal officers 
GOLDBERG, J H Houston Lighting b Power Co 83/01/26 DENTON, H R 
Office of Nuclear Reactor Regulation, Director Ip 1695? 127 24X 

Fiche 50-490,83/01/26.0301280131 


— B3O120O13S Amend 9 to application for DL, changing namee b addresses of 
appl i cants, d tree tors b principal officers 

OOLDBERO, J H Houston Lighting b Power Co 03/01/26 4pp 
1695? 128 24X Fiche 50-498,83/01/36,8301200131 


F Recur ity, medical, emergency b fire protection plans 


0212060349 Generic Ltr 82-33 to a 1 1 licensees of operating reactors, 
applicants for OL U holders of CPs re Suppl 1 to NUREO-0737, 
"Rsquiremantf for Emergency Response Capability ■' 
NUREO-O737>auppt 1 b sve list encl 

EIBENHUT, DO. Division 0 # Llconslftg 82/12/17 Consolldetod 
Edison Co of New York, Inc 77pp. 16681.200 24X 

Flchs 50-000,02/12/17,0212060349 


82122S044S Gensrlc Ltr 82-39 to all reactor licenssss.CP holders b 
applicants for CPs re problems u/submittals of tQCFR73 21 
safeguards Info for licensing revlcu Procedures re 
transmittal of info O'utllneil Sve list end 

EIBENHUT, DO. Dlvt si on o f Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc I3pp 16690,021 24X 

Fiche 50-000, 82/12/22,0212220449 



378 


DOCKETED ITEMS 


0 Adjudicatory comipandancc 


Q301 120326' Mamorandum & order denying Citizens Concerned About Nuclesr 
Poutr>Inc 821206 motion to reopen Phase I record 
Insufficient grounds presented for reopening. 

BECMHOEFEfli C Atomic Safety and Licensing Board Pane] 83/01/10 
Cl titans Concerned About Nuclear Pooien Inc 4pp 16774 249 24X 

Flche 90-498.83/01/10,8301120326 


8301240112 Advises that City of Austin, TX filed lausuit against Houston 
Lighting 6 Pouer Co In District Court of Travis County, TX 
seeling reformation of South TX Project Par tic ipati on 
Agreement Certificate of 8vc end 

NEUMAN, -J R Louienstein, NeumanaRels.Aielrad b Toll MEUKAN, J R 
Joint Af pUcants-South Tt»as Project B3/01/19 CECHHOEPER, C , 

LAHOi J C , HILLrE E Atomic Safety and Licensing Board Panel 4pp 
16890 348 24X Flcha 90-498.83/01/19.8301240112 


K. Utility Pinal Safety Analysis Report (P8AR ) 8. amands 


0301040184 Foruards Amend 29 to PSAft 

OOCOBERO.J H Houston Lighting fc Pouer Co. 82/18/29 DENTON, H R 
Office of Nuclear Reactor Regulation, Dirac tor. 4pp 16631.027 
24X Ficbe 90-498,82/12/29,8301040184 


—8301040187 Amend 29 to F8AR. 

« Houston Lighting 6 Power Co 02/12/29. S89pp 16631 031 24X 

Flche 90-498,82/12/29.8301040184 


8301030052 Foruards effective page listing through Amend 28 to FSAR. 
Listing not formal addition due to perlod'ic updates AddI 
copies sent to all manual holders -of FEAR 

UIBENOURO.II R, Houston Lighting 6 Pouier Co 82/12/30 NOVAK, T H 
Assistant Director for Licensing FOpp 16614*322. 24X 

Flche 30-498,82/12/30,8301030052 


0 Inspection reports, IE Bulletins 6 correspondence 


B30I030067 Forwards IE Insp Repts 90-498/82-17 U S0-499/B2-I7 on 
821101-30 Ho noncompliance noted 

HADSEH, 0 L Division af Resident, Reactor Project fc Engineering 
Programs 82/12/13 OPREA.O if Houston Lighting ft Pouer Co Spp 
16614 300 24X Flch e . 90-498, 82/12/ 13, 8301030067 


— 8301030072 IE Insp Repts 90-498/92-17 6 90-499/82-17 on 821101-30 No 
noncompllancc noted Major areas Inspected electrical const 
activities, storage hmalnt.sltr tours, structural concrete, 
transition actlvltlas & safety-related faeteners. 

HILL, U H. , OOARDHAN, J R , KUOACEK, If 0 Division of Resident, 
Reactor Projact t. Engineering Programs B2/12/IO J3pp 
16614 302. 24X Flche 90-498.62/12/13.8301030067. 


8301030285 Forwards IE Insp Repts 90-498/82-16 6 30-499/82-16 during 
Dot 1982 (i notice of violation 

HAD8ENt 0 L Olvlsion of Resident, Reactor Project 6 engineering 
Programs 62/12/13 0PREA,0 H Houston Lighting tc Pouer Co. 8pp 
16616:172 24X Flche: 90-498,82/12/13, 8301030865. 


— 6301030291 Notice of violation from Imp during Oct 1902. 

a Division of Resident, Reactor Project It Engineering Programs. 
82/12/13 2pp. 16616 174 24X Flche 90-498.82/12/13,6301030285 


—8301030294 IE Insp Repts 90-478/02-16 ir 90-499/82-16 during Oct 1902 
Noneomp 1 lance noted, fal lure to meet OA record retention 
requirements 

HILLtlf M , bOARDMANi J R , KUllACEHi H. 0 Division of Resident, 
Reactor Project t< Engineering Programs. 62/12/03 ISpp 
16616 176. 24X Flche 90-498, 82/12/13. 8301030285, 


8208190269 IE Info Notice 82-91, ''Overeiposurcs In FMR Cavities." Bve 
list enc 1 , 

DEYOUNO.R C Director's Office, Office of Inspection and 

Enforcement. 82/12/21 Consolidated Edison Co. of Metj York, Ine 
lllpp 16689 239. 24X Flche 90-000, 82/12/21, 8208190269 


8212060391 IE Info Notice 82-92, "Equipment Environ Oual i flcat 1 on 
letting Eiperience - Updating of Test Summaries Previously 
Putlishod In IE Info Notice 81-29 '' 8vc list end 
JORDAN, E.L Dlvleion of Engineering & Duality Assurance (Pre 

B30103I. 82/12/21 Contolldabed Edison Co of New York, Inc 

IISpp. 16681 088 24X Fiche. 90-000. 82/12/21, B2120603SI 


8312060350 IE Info Notice 82-93, "Main Transformer Failures at North 
Anna Muelaar Power Station.*' 8vc list and 

JORDAN, E.L Division of Enginterlng -It Quality Assurance (Pro 
8301031 82/12/22 Consolidated Edison Co of Nau York, Inc 

I14pp 1 6798 017. 24X Fiche 50-000, 62 / 12 / 22,8212060350 


8200190279 IE Info Notice 82-54, "West i ng hous e NBFD Relay Failures In 
Reactor Protection Sys " Sve list enc 1 

JORDAN. E L Division of Engineering fc Quality Assurance tPra 
830103} 82/12/27 Consolidated Edison Co of New York, Inc 

llOpp 16962 139 a4X Fiche 50-000,82/12/27,8200190275 


3208190273 IE Info Notice 82-59, "Seismic Qualification of Me st 1 iighouse 
AR Relay H/Letcb Attachments Used In Uastlnghouse Solid 
State Protection Sys " Sve list end 

JORDAN, E L Olvlsion Of Engineering 8, Quality Assurance iPr* 

030103) 88/12/28 Consolidated Edison Co of New York, Inc 

109pp 16968 014 24X Flche 50-000,32/12/28,0208190273 


8212060354 IE Info Notice 92-56, "Robartshaw Thermostatic Flow Control 
ValvBS " 8vc list end 

JORDAN, E L Division of Englneorlng Si Quality Aosurance (Pro 
830103 ) 82/12/30 Consolidated Edison Co of Neu York* Jnc 

lllpp 16798 137 24X Fiche 90-000.02/12/30,8212060394 


8301280162 Foruards IE Insp Repts 90-490/82-19 6 90-499/82-19 on 
021206-17 No noncompliance noted 

MADSEN, Q L Division of Resident. Reactor Project t< Engineering 
Programs 83/01/10 OPREA.O M Houston Lighting I, Power Co 2pp 
16961:318 24X Flche 90-490,83/01/10,0301200162 


— 8301200171 IE Insp Repts 90-498/82-19 fc 90-499/02-19 on 021206-17 Mo 
noncomp 1 lance noted Major areas Inepected QA Program 
development !< Implementation 

BDABDHAN, J H , CROSSHAN, W A , HUBACEK.W 0 Division of Ran 1 dent. 
Reactor Project & Engineering Programs. 83/01/05 llpp 
16961 320 24X Flche 50-498, 83/01 / lO. B301280162 


8301180105 Clarifies request for addl Info re IE Bulletin 81^03, "Flow 
Blockage of Cooling Mater to Safety-Related 9ye Cornponente 
by Asiatic Clams 6 Mustsls " 

LOFY, R A Parameter, tnc NRC-09-BO-2S1 83/01/13 KIE08EL, R J 

Engineering h Technical Support Branch Spp 16B3S 293 S4X 
Flche. 90-000, 83/01/13, 8301180109 


8. Reportable occurrences, LERs It related correspondence 


8301100022 Final deficiency rept re essential cooling pond analyeie 
initially reportad on 821019 Evaluation shows safety haiarf 
does not eilst Deficiency determined not reportable per 
10CFR90. 99e 

OPREA.O U Houston Lighting 6 Power Co 82/12/09 COLLINS.,/ T 

Region 4, Office of Director 2pp 16702 286 24X 

Flche 90-498, 82/ 1 2/09, 830 1 1 00022 


8301310064 Final deficiency rept re Meetinghouse gate valve limit 
twitches Initially reported on 821223, □pan limit switch 
moved to different rotor uhose setpoint can be established 
at fully closed poeltion 

OPREA.O U Houston Lighting tt Power Co. 63/01/18 COLLINS, J T 
Region 4, Office of Director 4pp ldi969 309 24X 

Flche: 90-478, 83/0 1 / 1 6, 830 1 3 1 0064 


0301250097 Interim deficiency rept re design of RHR sys Initially 
reported on 820326 Alternatives for corrective actions still 
being evaluated w/Bechtel Next rept will be submitted by 
830401 

OPREA.O M Houston Lighting 6 Power Co 83/01/20 COLLINS, J T 

Region 4, Office of Director 2pp 16-099:302 24X 

Flche 50-498,93/01/20,8301250057 


6301310301 Final Deficiency Rept re undetectable failure In solid 
state protection sys Initially reported on 620804. Tost 
procedures modified to provide adequate assurances that sya 
can be functionally tested w/o creating undetected failure 
□PREA, 0 U Houston Lighting 6 Power Co. 83/01/24 COLLINS, J T 
Region 4, Office of Director. 4pp 16969: 059 24X 

Flche 50-498, 83/0 1 /24< 830 1 3 1030 1 


8301310390 Final deficiency rept re sheared pinion keys In Liml torque 
motor operators, Initially rsportod on 820805. No safety 
evaluation necessary since Llml torque Model 8B-0-29 motor 
operators not used at fac 1 1 Ity, Also reported par Part 21 
OPREA, 0 M Houston Lighting !< Pouar Co 83/01/24. COLLINS, J T 
Region 4, Office of Director. Spp. 16963,004, 24X 
Fiche 90-498,83/01/24,6301310350 


V. Operator Eeaminatlons 


B212220443 Generic Ltr 82—38 to all power reactor X Icensees, ap p 1 1 canti 
for OL, N88 6 reactor vendors & AEt ra meeting to discuss 
recent developments for licensing etanis. Advises that meeting 
will be held on 830211 re operator licensing Sve list end. 

EISEMHJT.O 0 Division of Licensing 82/12/22, Cansol'ldatad 
Edison Co, of Neu York, tnc 12pp. 16681:072. 24X 

Fiche 90-000, 82/12/22, 0212220443 
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03OH2OO7S Generic Ltr 03-01 to pouer reactor licensees t< applicants 
far Ot re operator licensing eiatn site visit Hequosts 
schedule re eiam requests espected for submittal prior to 
031231 for listed categories Svc list end 

EISEHKUT, G 0 Division of Licensing 03/01/11 Consolidated 
Edison Co of Neu York. Inc llpp 1&093 243 24X 

FI die 50-000,83/01/11.0301120070 


DOCKET STN-SO-499 SOUTH TEXAS PBOJECT. UNIT 2 


A Appl Ication/construction stage documents b correspondence 


B30104008Q Describes licensee program for re-osam of all essential 
cooling kiatsr sgs safety-related uelds made prior to 000430, 
per 000430 ihou cause order 

OPREA. 0 M Houston Lighting b Power Co 62/12/09 COLLINS. J T 
Rojlon 4, Office of Director 3pp 16637 150 24X 

riche 80-490. 02/12/09, 830 1 O4OOB0 


0S 12060356 Generic Ltr 02-30 to all 1 icensee 9 > applicants for OU ti 
holders of CPs re filings concerning 10CFR50 production b 
utllliotlon facilities Current listing of branch assignments 
for nuclear reactor projects li svc list enc 1 

EISENKUr.DO Division of Licensing 62/12/28 Consolidated 
Edison Co of New York. Inc llpp 16060 001 24X 

Ficbe 50-000. 62/12/28. 021 20603S6 


3301280001 FoTinards effective page listing for TSAR through Amend 29 
MtGENOURO. 11 R Houston Lighting b Power Co 03/01/21 NOVAK. T M 
Assistant Director for Licensing 70pp 16696 013 24X 

FI Che 50-490.63/01/21.8301250001 


0301200131 Foriiiards Amend 9 to OL app 1 Icati on. chang ing names % 
addreisos of app I icants. d irec tors b principal officers 
OOLOBERO. 0 H Houston Lighting it Power Co 03/01/26 DENTON. M R 
□ffice of ffuelear Reactor Ragulation. Director Ip 16959 127 24X 

Fieho 50-490.63/01/26,8301200131 


—0301200135 Amend 9 to application for OLt changing names ti addresses of 
appl icants. directors b principal officers 

CQLDOCROi J H Houston Lighting b Power Co 83/01/26 4pp 
I69S9 120 24X Flche 50-490103/01/26,8301200131 


F Decurity. medical, emergency 6 fire protection plans 


6212060349 Goner Ic Ltr 82-33 to all liconsees of operating reactors, 
applicants for DL b holders of CPs re BuppI I to NUREO-O737i 
"Requirements for Emergency Response Capability " 

NUREO-0737. Suppl 1 & svc list end 

CIBENHUT.DG Division of Licensing 82/12/17 Consolidated 
Edison Co of New York. Inc 77pp 16601 208 S4X 
Flche 80-000.82/12/17.0218060349 


0212320445 Generic Ltr 02-39 to all reactor licensees. CP holders i< 
applicants for CPs re problems w/submittale of 10crR73 21 
safeguards info for licensing review Procedures re 
transmittal of Info outlined 0vc list end 

EISENHUT. D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York. Inc 13pp 16690 021 24X 

Flche 80-000.02/12/22.0312220445 


0 Adjudicatory correspondence 


6301120326 Kemorandum b order denying C it lions Concerned About Nuclear 
Powor. Inc 021206 motion to reopen Phase I record 
Insufficient grounds presented for reopening 

BECHHDEPERiC Atomic Safety and Licensing Board panel 03/01/10 
Cltliens Concerned About Nuclear Power. Inc 4pp 16774.245 24X 

Flche. 90-490.03/01/10. 0301120326 


0301240112 Advises that City of Austin. TX filed lawsuit against Houston 
Lighting I. Power Co In District Court of Travis County. TX 
seeking reformation of South TX Project Par ticlpallon 
Agreemont. Certificate of Svc encl 

NEUKAN. J R Lowanstein. Newman. Reis. Ale Irad h Toll NEUMAN, d R 
Joint App I icants-South Texas Project 63/01/19 DECHHOEFER. C . 
LAN6.J C . HILL.E E Atomic Safety and Licensing Board Panel App 
16090 340 24X Flche 80-496,83/01/19.8301240112 


H Utility Final Safety Analysis Report (F8AR) & amends 


8301040104 Forwards Amend 29 to F8AR 

GOLBSERO. j H Houston Lighting Power Co 02/12/29 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 4pp 16631 027. 
24X Flche 80-498.02/12/29.8301040104. 


-0301040107 A.send 89 to F8AR 

a Houston Lighting 6 Power Co 82/12/29 369pp 16631 031 24X 

Flche 30-490. 82/12/29, 8301040184. 


8301030052 Forwards effective page listing through Amend 20 to FSAR 
Listing not formal addition due to periodic updates AddI 
copies sent to all manual holders of FSAR 

UISENBURO.H R Houston Lighting b Power Co 03/12/30 NOVAK, T H 
Assistant Director for Licensing 70pp 16614 322 24X 

Fiche 50-490.02/12/30.0301030052 


0 Inspection reports, IE Bulletins t. correspondence 


0301030067 Forwards IE Insp Repts 50-490/02-17 b 50-499/03-17 on 
621101-30 No noncompl ianc e noted 

MADSEN. 0 L Division of Resident. Reactor Project b Engineering 
Programs 82/18/13 OPREA, 0 W Houston Lighting b Power Co Spp 
16614 300 24X Fiche 50-490,82/18/13.8301030067 


— 8301030072 IE Insp Ropts 50-490 /08-17 & SO-499/02-17 on 621101-30 No 
noncompl lance noted Major areas inspected electrical const 
activities, storage 6 maint.site tours, structural concrete, 
transition activities b saf ct y-re lated fasteners 
KILL.M K . DQARDMAN. J R , HUDACEK. M 0 Division of Resident. 
Reactor Project b Engineering Programs 02/12/10 13pp 
16614 302 84X Fichu 50- 49B< 02/18/13.0301030067 


0301030205 Forwards IE Insp Repts 50-496/82-16 b 50-499/08-16 during 
□ct 1902 6 notice of violation 

MADSEN. 0 L Division of Resident. Reactor Project & Engineering 
Programs 02/12/13 OPREA.O W Houston Lighting b Power Co 8pp 
16616 173 24X Fiche 50-496,02/18/13.8301030285 


"8301030291 Notice of violation From, insp during Oct 1983 

• Division of Resident, Reactor Project b Engineering Programs 
02/12/13 2pp 16616 174 24 X Fiche 50-490,83/12/13.0301030205 


—0301030294 IE Insp Repts 50-490/82-16 6 50-499/82-16 during Oct 1902 
Noncomp 1 lane a noted failure to meet QA record retention 
requlTBraunts 

HtLL.W M . BOARDMAN.J R . KII0ACEK. H 0 Division of Resident. 
Reactor Project b Engineering Programs 02/18/03 12pp 
16616 176 84X Fiche 50-493.02/18/13.8301030205 


0208190269 IE Info Notice 92-51. “Qvere ipoaures in PWfi Cavities “ Svc 
list end 

DEVaUNO. R C Director's Office. Office of Inspection and 

Enforcement 82/18/81 Consolidated Edison Co of Nrw York. Inc 

lilpp 16689 839 S4X Fiche SO-000. 32/12/21. 6200190369 


6812060351 IE Info Notice 02-52. "Equipment Environ Qualification 
Testing Eiperience - Updating of Test Summaries Previously 
Published in IC Info Notice Sl-29 " Svc list encl 
JOnOANiE L Division of Engineering b Quality Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co of New York. Inc 

115pp 16691 080 24X Flche 80-000.82/12/21,0218060351 


0212060350 IE Info Notice 92-53, “Main Transformer Failures at North 
Anna Nuclear Power Station " Svc list end 

JORDAN. E L Division of Engineering b Quality Assurance IPre 
830103) 02/12/22 Consolidated Edison Co of New York. Inc 

I14pp 16750 017 24X Fiche 50-000.82/12/82.8212060350 


8200190275 IC Info Notice 02-54, "Uestinghouia NDFO Relay Failures in 
Reactor Protection Sya " Svc list end 

JORDAN. E L Division of Engineering 4. Quality Assurance (Pre 
0301031 02/12/27 Consolidated Edison Co of New York. Inc 

llOpp 16962 139 S4X Flche 50-000.62/12/27.0300190875 


0208190273 IE Info Notice 08-55, "Seismic Qualification of Nest ing house 
AR Relay U/Latch Attachments Used in Uestinghouse Solid 
State Protection Sys. " Bve list encl 

JORDAN, E L Division of engineering A Quality Assurance iPre 
030103), 02/12/80 Consolidated Edison Co of New York. Inc 

109pp. 16060 014 84 X Fiche SO-000. 02/18/20.8208190273 


0212060354 IE Info Notice 32-56. “Rabertshaw Thermostatic Flow Control 
Valves “ Svc list end 

JORDAN. E L Division of Engineering b Quality Assurance (Prt 
030103) 02/12/30 Consolidated Edison Co. of New York. Inc 

lilpp 167SB 137. 24X Fieho 50-000,02/12/30.0812060354 


0301800162 Forwards IE Insp Repts S0-49B/B2-19 b 50-499/08-19 pn 
081206-17. No noncomp 1 lance noted 

MADSEN, 0 L Division of Resident. Reactor Project b Engineering 
Programs 03/01/iO OPREA.O W. Houston Lighting b Power Co 8pp 
16961 318 a4X Flche 50-490,63/01/10.0301800168 


--03O12BO171 IE Insp Repts 50-490/88-19 b 50-499/02-19 on 021206-17 No 
noncomp 1 lance noted Major areas inspected QA Program 
development 6 Imp lamentation 

BOARDHAN. J R. , CftOBSMAN. W A, . HU8ACEK.W 0 Division of Resident, 
Reactor Project b Engineering Programs 33/01/03 Upp 
16961 320 24X Flche 80-498,63/01/10,8301800162 
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B30I1S0105 ClarifiB« request tor adiil info re IE Bulletin Bj*03i "Flow 
filectage of Cooling Hater to Safetg-Helatetf Sg» Coirponent* 
bu Asiatic Clams tt (luascls " 

LOFV< H A ParameteTj In-c iJflC **05-80-251 03/01/13 KIESSEL»R J 

Engineering t Technical Support Branch 3pp 1S832 253 34X 

Flche SO-OOO, 03/01/13, 0301 IBO JO 5 


S Rapertable occurrences, LERs 8. related cor raspondance 


B 30 I 100022 Final deficiencg rept re essential cooling ppnd analgsis 
Initially reported on 021019 Evaluation sfiotiis safety haiard 
does not e«ist Deficiency determined not reportatla per 
lOCFfiSO 5Se 

apBEA» 0 W Houston Lighting U Power Co 82/12/09 COLLINS, J T 
Region 4, Office of Director 2pp JA702 286 24X 

Fiche 50-490. 83/12/09.0301 100022 


8301310064 Final deficiency rept re Hestjnghause gate valve limit 
switches Initially reported on 021223 Open limit switch 
moved to different rotor whose setpoint can be established 
at folly closed position 

OFfiEAi 0 H Houston Lighting ft Power Co 83/01/10 COLLINS, J T 
Region *4, Office of Director 4pp 16965 309 24X 

Flche 5D-49B, 03/01/10, 030 1 31006 4 


B30J2S0057 Interim deficiency rept re design of RHfl sys Initially 
reported on 020326 Alternatives for corrective actions still 
being evaluated u/fiech tel. Next rept wilt be submitted by 
830401 

□PREA. 0 U Houston Lighting ft Power Co 83/01/30 COLLINS, J T 
Region 4, Office of Director 2pp 16095 302 24X 

Flche 30-498, 03/01/20. B301250037 


B3D13103D1 Final Deficiency Rept re undet bc tab 1 e failure in solid 
state protection sys Initially reported on 020004 Test 
procedures modified to provide adequate assurances that sys 

can be functionally tasted w/o creating undetected failure 

DPREA/O U Houston Lighting ft Power Co 83/01/24 COLLINS, J T 

Region 4, Office of Director 4pp 16969 OSS 34X 

Fiche 50-490, 03/01/24,03 0131030*1 


6301310350 Final deficiency rept re sheared pinion keys in Ltmitnrque 
motor operators Initially reportad on 020805 No safety 
evaluation necessary since Llmi torque Model 8B-0-25 motor 
operators not used at facility Also reported par Part 21 
OPREA.O W Houston Lighting 6 Power Cu 03/01/24 COLLINS, J T 

Region 4, Office of Dlractor 3pp 16963 004 34X 

Fiche 50-490,83/01/24,8301310330 


V Operator Eiamlnations 


6212220443 Otnorlc Ltr 82-30 to all power raactor 1 1 c ensaes, app 1 Icants 
for OL, N38 ft reactor vendors ft AEs re meeting to discuss 
recent developments for licensing « lams. Advises that meeting 
will be held on 630211 re operator licensing Svc list and 
EiaENHUr.DO Division of Licensing 82/12/22 Coneo 1 Ida t ed 
Ed'ison Co of New Vork. Inc tSpp 16601 072 24X 

Fiche 50-000, 02/12/22, 8212220443 


8301120078 Centric Ltr 03-01 to power reactor licensees ft applicants 
far OL re operator licensing esaei site visit Requests 
schedule re e lam requests expected for lubmlttai prior to 
031231 for listed categories Bvc list encl. 

EtGEMHUT.DO Division of Licensing S3/01/11 Cosisolidated 
Edison Co of New Tori, Inc llpp 16093 243 24X 

Fiche 30-000,63/01/11,0301120070. 


DOCKET STN-SO-508 HPPS8 NUCLEAR PROJECT. WIIT 3 


A App I Ication/cons truct 1 on stage documents ft correspondence 


0301070024 Summary of 021207 meeting w/utll In Detheida,MD re 
devoloprnent of mutual underetandeng of effect af pra4ect 
mgt change on OL application review. 

VIETTI.A Licensing Branch 3 62/12/20 Licensing Branch 3. 

5pp 16704 210 24X Flche:5O-'3Oar02/I2/20, 8301070024 


8212060356 Oineric Ltr 02'-3D to all lie ansees , appl 1 cants for OL ft 
holders of CPi re filings concerning 10CFR50 production ft 
utilltation facilities Current listing of branch assignments 
for nuclear reactor projacte ft sve list encl 

EISENHUTaD 0. Division of Licensing 02/12/20 Comal Ida tad 
Edison Co. of New York, Inc. llpp 16368:001 24X 

Flcha. 50-000, 02/12/20, 82120603S6. 


8301040403 Raquasts eiemplion from requirement for criticality 
accident monitoring sys in new fuaj storage area Criticality 
safety analyils performed per FSAR Section 9, 1, 1 ft indicates 
geometric design of new fuel storage precludes criticality, 
BOUCHEY, e D Hashlngton Public Power Supply System. 02/12/20. 
KNIOHIONiOH Licensing Branch 3 Ip 16640,170 24X 

Fiche 50-500,02/12/20,0301040403 


83OtilO470 Forwards marked-up FSAR pages showing changes incorporatil 
into Amdnd 1 to FSAR re conformance w/ERP, NUREQ-OSOO, 
transmitted on &21006 

BOUCHEY. 0 D Washington Public Power Supply System 63/01/04 
HNICHTON.OW Licensing Branch 3 S0pp 16743 001 24X 

Fiche 30-508.03/01/04,8301110470 


6301130IBO Notification of 830107 meeting in BethesdaiHD to coordinste 
NRC review of FSAR for required input to SER 
VIETTI.A Licensing Drench 3 83/01/05 TIMO, P , HUM.H < 

KUSICKI.D NRC - No Detailed Affiliation Given Ip 16009 115 
24X Fiche 50-508,03/01/05,0301130180 


0301310120 Forwards approved schedule for review of license 
appl 1 ce t ion 

KNIGHTON'S W Licensing Branch 3 83/01/10 Licensing Branch 3 

3pp 16093 049 24/ Fiche 50-508,83/01/10,0301210120 


0301350525 Forwards response to questions generated during accepianxi 
review of OL application Responses scheduled to be provided 
for review in Dec Marked-up FSAR pages included for cases 
where amend to FSAR desirable due to responses 
BOUCHEY, 0 D Washington Public Power Supply System 63/01/17 
KNIGHTON, OH Licensing Branch 3 33pp 16899 330 24X 

Fiche 50-S0a, 03/01/17, 0301250525 


— 0301250532 Advises that evaluation required to determine scope of 
problem ft resultant corrective actions re failure to 
construct masonry block wall in accordance w/Quality Class I 
Cddipleted Rept including results ft corrective actions (ncl, 
LEDDICKiR S Washington Public Power 3upply System 82/12/10 
STERNBERG, D M Division of Resident, Reactor Project ft Enqlnttrsni 
Programs 6pp 16900 001 24X FI che 50-'S08, 03/01/17,8301 25052S 


0301250664 Forwards updated const status rept as of 821S31 

D8(/CKEY, 0 D Washington Public Power Supply System 63/01/19 
HAHTFIELDiH A Management Information Branch Spp 16904 124 241 

Fiche 50-397,83/01/19,0301250664 


C Utility Environmental Report <ER), amends ft carrespondence 


B301D50049 Forwards Environ Engineering Branch request far addl info 
to complete environ rept review Responses requested by 
830201 

KNIGHTON, G H Licensing Branch 3 82/12/15 FERGUSON, R L 

Hashlngton Public Power Supply System 4pp I660I OOS 24X 
Fiche 50-500, 02/12/15, 83010S004S 


8301310007 Forwards responses to 821013 request for addl info re 
Environ Rept - OL stage Two oversiic drawings end Aperture 
cards available in PDR 

BQUCHEYrO D Washington Public Power Supply Byetom 83/01/10 
KMICHTOW, 0 M Licensing Branch 3 23pp 16874 316 24X 

Fiche 50-503,03/01/18,0301210087 


F Security, medical, emergency ft fire prdtectlon plans 


8212060349 Generic Ltr 82-33 to all liceneaes of aperatlpg reactors, 
applicants for OL ft holders of CPs re Suppi 1 to NUREO-0737, 
'’Requirements for Emergency Response Capability " 

NUnEG-0737, Suppi 1 ft SVC list encl 

EISENHUT.D 0 Division of Licensing 02/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 800 24X 

Flche 50-000, fl2/12/17i 8318060349 


0212220445 Oenerie Ltr 82-39 to all reactor llcenaeos.CP holders ft 
applicants for CPs re problems w/submlttals of 10CFH73 21 
safegua rds info for licensing review Procedures re 
transmittal of info outlined Sve list encl 

EIEENHUT.D G Division of Licensing 82/12/22 Coniolldatod 
Edifon Co of New York, Inc l3pp 16690 021 24X 

Flche 50-000,02/12/22,0318220445 


8301210244 Forwards site meteorological data tape for Oct 1979 ft Bopt 
1981 ft CRAC2 meteorological input in EBCDIC format. in 
response to OL acceptance review questien W/o encl 
DDtrCHEY.G D. Washington Public Power Supply Bystam 03/01/18 
KNIGHTON, G H Licensing Branch 3 Ip 16873 332 24X 

Flche 50-508,83/01/10,8301210244 


K Utility Final Safety Analysis Report (F8AR) ft amends 


0301110169 Forwards 1,471 oversiie elec trical < Instrunente t ion ft control 
drawings ft flow diagrams, in accordance w/Reg Guide 1 70, 

Rev 3 ft eOiTiml tments per FSAR Eection 1 0 Amend 8 to FSAR 
reflects updated rev of Section 1 7 Aperture cards in PDB 
BOUCHEY.O D Washington Public Power Supply System 03/01/03 
KNIGHTON, 0 W Licensing Branch 3 ip 17023 1S4. 24X 

Flche 50-500,83/01/03,8301110169 
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43 Inspection reports< I£ Qulleiins 4. correspondence 


6301030131 Forwards 1£ Insp Rept 50-809/02-22 on 021115-19 No 
nsncoinp 1 lance noted 

SIERNBERGi 0 M Division of Residenti Reactor Project 4 Enolneerlng 
PregraiDt S2/12/07 LEDOtCKi R S Uashinpton Public Power Supply 
System 4pp 16614 052 24X Fiche 50-50a< e2/i2/07< 0301030121 


—0301030125 IE Jnsp Rept 50-500/02-22 on 021115-19 No none omp ) lane e 
noted Major areas Inspected const ac t Ivi 1 1 esi snclud iny 
reactor vessel internals Ins t al la t 1 on> e lec trl cal 
cosiponents 4 sys Installation records 

KAISr.D P > BURCOIN, J F > DODDS. R T Division of Resident. Reactor 
Project it Engineering Programs 02/12/06 Bpp 16614 056 24X 

Fiche 50-500.02/12/07.0301030121 


6301030054 Forwards IE Insp Repts 50-508/02-23 4 SO-SO9/02-OS on 
029101-30 No noncomp 1 lane B noted 

STERNBERG. D M Division of Resident. Reactor Project 4 Engineering 
Programs 82/12/14 LEDDICK. R 8 Uashington Public Power Gupply 
System Ip 16614 277 24X Flehe 50-508.02/12/14,8301030054 


— 0301030061 IE Insp Repts 50-500/02-23 4 50-509/02-08 on 021101-30 Nn 
nonconpl lance noted Major areas Inspected containment 
structural steel weld 1 ng. ins t al lat 1 on of safety-related 
piping 4 foundations for saf e ty-rel a ted structures 
ALBERT. N 0 . DODDS. R T Division of Resident. Reactor Project 4 
Engineering Programs 02/12/13 7pp 16614 270 24X 

Fiche 50-500.02/12/14,8301030054 


02O8I9O269 IE Info Notice 02-51. "Overe sposur es in PWR Cavities " Sve 
list end 

DEVOWNG. R C Director's Office. Office of Inspection and 

Enforcement 02/12/21 Consolidated Edison Co of New Vorli. Inc 

[llpp 1660923? 24X Fiche 50-000,82/12/2110200170269 


B2LS06O351 IE Info Notice 02-52. ''E(iuipment Environ Qualification 
Testing Experience - Updating of Tost Summaries Previously 
Published in IE Info Notice 81-29 *' Bve list end 
-JORDAN. E L Division of Engineering & Quality Assurance (Pre 
03O1O3> 82/12/21 Consolidated Edison Co of New Vorii. Inc 

llSpp 16601 000 24X Fiche 50-000.82/13/21,0212060351 


6212060350 IE Info Notice 82-53. "Main Transformer Failures at North 
Anna Nuclear Power Station ” Sve list end 

JORDAN. E L Division of Engineering 4 Quality Assurance (Pre 
030103 1 02/12/22 Consolidated Edison Go of New Vorlit Inc 

114pF 16758 017 24X Fiche 50-000,82/12/22,8812060350 


62-00190275 IE Info Notice 02-54. "Nes t i ngheus e NQFO Relay Failures in 
Niactor Protection Sys " 8vc list enc I 

JORDAN. E L Division of Engineering 4 Quality Assurance (Pre 
S30103> 82/12/27 Consolidated Edison Co of New York. Inc. 

llOpp 16962 139 24X Fiche 50-000.82/12/27,0203190275 


B301030130 Ack receipt of 021124 4 1206 Itrs informing NRC of steps 
taken to correct violations noted in IE Insp Rept 
50-50-0/02-16 Addl info reciuested to support assertion that 
review of structural attachments was Ebasco function 
STERNBERG. D M Division of Resident. Reactor Project 4 Engineering 
Programs 02/12/27 LEDDICK.R 0 Washington Public Power Supply 
System 2pp 16614 135 24X Fiche 50-500,02/12/27.0301030130 


—8301030135 Responds to NRC 021022 Itr re violations noted in IE Insp 
Rept 50-500/02-16 Corrective actlone containment vessel 
nodle welds pneumatic pressure tested 4 welding electrode 
analysis conducted 

LEDDICK.R S Washington Public Power Supply System 02/11/24. 
STERNBEFIOi D M Division of Resident. Reactor Project 4 Engineering 
Programs I3pp 16614 137 24X Fiche 50-508.82/12/27,0301030130. 


'-8301030139 Suppls 821124 response to NRC 021022 Itr re violations noted 
in IE Insp Rept 50-508/82-16 Corrective actions’ owner 
Invalvament In design change process prior to 4 after 
provisional acceptance 4 into plant operation expanded 
LEDDICK.R B Washington Public Power Supply System. 62/12/06 
STERNBERO.O M Division of Resident. Reactor Project 4 Engineering 
Programs Spp 16614 150 24X Fi che. 50-508. 02/12/27, 0301030130. 


9208190273 IE Info Notice 82-55, "Seismic Qualification of Westlnghouse 
AR Relay U/Latch Attachments Used in Westlnghouse Bolid 
State Protection Sys '' Sve list end 

JORDAN. E. L Division of Engineering 4 Quality Assurance (Fra 
3301031 82/12/26 Consolidated Edison Co of New York. Inc. 

I09pp. 16B60 014 24X Fiche 50-000.02/18/28,8200190273, 


92120603S4 IE Info Notice 82-56, "Robertshau Thermostatic Flow Control 
Valves " Bve list end 

JORDAN. E L. Division of Engineering 4 Quality Assurance (Pre 
830103 1 82/12/30 Consol 1 da ted Edison Co. of New York. Inc 

lllpp. 16758 137 24X Fiche 50-000.62/12/30,8212060354 


8301070887 Forwards 8ALP rept for Jul 1981 - Jul 1902 Overall 
performance acceptable identified weaknesses relate 
primarily to mgt involvement 4 onsite design control 
ENOELRENpR H Region 5. Office of Director 83/01/03 
FEROUSONiR L Washington Public Power Supply System Spp 
16605 216 34X Fiche 30-500,03/01/03,83010 70287 


— 0301070307 SALP rept for Jul 1901 - Jul 19B2 Identified weaknesses 
relate primarily to mgt involvement 4 onsite design 
c ontrol 

« Region 5, office of Director 82/09/15 2ipp 16685 2 21 24X 

Fiche 50-508,63/01/03.8301070237 


— 0301070313 Responds to Region 5 SALP rept Mgt i-nitiatlves designed to 
Increase involvement in site technical issues described 
In supplementary response to IE Insp Rept 50-500/02-16 
FEROUSON. R L Washington Public Power Supply System 82/12/06 
STERNBERO, D M Division of Resident, Reactor Project 4 Engineering 
Programs 7pp 16685 244 24 X Fiche 50-508.03/01/03,0301070287 


— 0301070317 Forwards draft SALP rept Several functional areas considered 
weaknesses requiring addl NRC/utll attention re mgt 
involvement 4 control of activities W/o end 

STERNDERO, D M Division of Resident. Reactor Project 4 Engineering 
Programs 62/10/27 LEDDICK.R S Washington Public Power Supply 
System Ip 16605 251 24XFicho 50-508.83/01/03,0301070287 


— 0301070325 Forwards supplementary response to IE Insp Rept 
50-508/82-16 Corrective actions in-depth review of plant 
sys, structures 4 components for technical adequacy, 
operab llity.malntalnability 4 compliance initiated 
LEDDICK.R S Washington Public Power Supply System 02/12/06 
STERNBERO. D M Division of Resident, Reactor Project 4 Engineering 
Programs. Spp 16685 2 52 84X Flehe 50-508.83/01/03,0301070287 


6301140334 AdNises that no Ounker-Ramo electrical penetration 
assemblies installed or planned to be installed In 
safety-related sys at fac 1 1 1 1 i e s. in response to IE Bulletin 
□2-04 

LEDDICK.R 6 Washington Public Power Supply System 83/01/03 
ENOELKEN.R H Region S. Office of Director 3pp 16007 263 24X 

Fiche 60-508,03/01/03,0301140334 


0301100167 Forwards IE Insp Rept 50-500/82-26 on 821201-31 No 
non comp 1 ianc e noted 

STERNBERO. D M Division of Resident. Reactor Project 4 Engineering 
Programs 83/01/07 LEDDICK.R 9 Washington Public Power Supply 
System Ip 16032 007 24X Fiche 50-508.93/01/07.0301100167 


—0301100171 IE Insp Rept 50-508/82-26 on 821201-31 No noncompl lance 
noted Major areas inspected containment structural steel 
welding, ins tal 1 at Ion of safety-related pi p ing. equipment 
supports 4 Installation of core internals 

ALBERT. W 0 . DODDS. R T Division, of Resident. Reactor Project & 
Engineering Programs 83/01/07 6pp 16B32 008 84X 

Flcha 50-500,03/01/07.8301180167 


6301250525 Forwards response to questions generated during acceptance 
1 svlew of QL app 1 icat ion. Responses scheduled to be provided 
for review in Dec Marked-up P0AR pages Included for eases 
where amend to F8AR desirable due to responses 
OOUCKEV.G 0 Washington Public Power Supply System 83/01/17 
KNIOMTON.OW Licensing Branch 3 33pp 16899330 24X 

Flehe SO-SOa. 03/01/17,8301250525 


— 0301250532 Advises that evaluation required to determine scop a of 
problem & resultant corrective actions re failure to 
construct masonry block wall in accordance w/Quality Class I 
completed Rept including results 4 corrective actions encl 
LEDDICK.R B Washington Public Pouer Supply System B2/t2/10 
STERNBERO. D H Division of Resident. Reactor Project 4 Engineering 
Programs 6pp 16900 001 24X Fiche 50-508.03/01/17,8301250525 


8301310305 Forwards IE Insp Rept 50-50B/82-SS on 821213-17 4 notice 
of violation 

STERNBERO. D M Division of Resident. Reactor Project 4 Enginearing 
Programs 63/01/17 LEDDICK.R S Washington Public Power Supply 
System 2pp 16969’ 059. 24 X Fiche 50-500,83/01/17,0301310305 


—8301310307 Notice of violation from insp on 821213-17. 

DODDS, R T Dlvlelon of Resident, Reactor Project 4 Engineering 
Programs 83/01/17 Ip 16969 061 24 X Fiche 50-500,83/01/17, 

8301310305 


—0301310313 IE Insp Rept 50-508/82-25 on 821213-17 Noncompl iance noted- 
failure to establish procedure 4 to furnish sufficient 
evidence of activities affecting quality 

HAIST.O P . HERNANDEZ. 0 , WAONER. W J Division of Resident. 

Reactor Project 4 Engineering Programs 03/01/13 17pp 
16969.062. 24 X Flehe. 50-508, 03/01/ 17. 030 1310305 
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DOCKETED ITEMS 


6 Reportable occurrences! LERs St related correspondence 


e3ail00'3a6 interim deficiencij rept re -failure of structural uelds to 
meet AU5 min uJsld sUo requirements initially reported on 
9211Z4 Contractors performlnj testa *< qualifying fillet lueld 
procedures Final rept teill be submitted by 83D311 
LEDDICKtR S Washington Public Power Supply System 03/12/29 
BTERNBEHOt D M 01/ision of Resident. Reactor Project k Engineering 
ProBrans 3p p 16701 327 24X Fiche 50-5 08.02/12/29,8301100206 


0301100346 Interim deficiency rept re Roctbestos Insulated cable.Type 
D60-1 Initially reported on 031303 Min conductor insulation 
thiclineaf dl 5 1 repanc lea detected Final rept will be 
submitted by 030415 

LEDOICK, R S Washington Public Power Supply System 03/01/07 
STERNQEFIO, D H Division of Resident. Reactor Project ti Engineering 
Programs 3p p 16024 320 24X Ficho 50-508,83/01/07,8301180346 


8301210071 Forwards Interim Deficiency Rept 43 re Rockbestos Insulated 
Cable P60-1 

LEODICKiR S Washington Public Pouar Supply System 03/01/14, 

NRC - No Detailed Affiliation Olven Ip 16S77 151 24X 

Fiche 50-500. 83/0I/i4, 8301210071 


—0301210074 Interim Deficiency Rept 43 re Reckbestoi Insuleted Cable 
D60-t Initially reported 021203 W/o encl Final rept 
eipectcd by 030415 

LEDDICK.R B, Washington Public Ppirer Supply System 83/01/07 
srERWOERO. D H Division of Resident, Reactor Project ti Engineering 
Programs tp 16077 152 24X Fiche 50-300,83/01/14,8301210071 


0301270469 Interim Deficiency Rept re s 
indications Linear Indication evaluat 
necessary amp 1 if lea 1 1 on of consultarit 
due by 030223 

LEDOICK, R S Washington Public Power 
STERWOERG. 0 M Division of Resident. 
Prograrts ip 16935 362 24X Fiche 


afety injection tank safe-end 
ion incomplete due to 
evaluation Final rept 

Supply System 83/01/18 
Reactor Project ti Engineering 
50-508, 83/01/10, 8301270469 


V Operator Eianlnations 


8212220443 Generic Ltr 82-38 to all power reactor 1 icensees, app 1 1 cants 
for DL, MSS h reactor vendors ic AEs re meeting to discuss 
recent developments for licensing eiami Advises that meeting 
will be held on B30211 re operator licensing Sve list and 
EISENHUT. D O Division of Licensing 82/12/22 Consolidated 
Edison Co of Weu York. Inc t2pp 16&81 072 24X 

Fiche 50-000. 82/12/22,021222044 3 


Q3D1 120078 Generic Ltr 03-Dl to power reactor licensees & applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
051231 for listed categories Svc list enc 1 

EISENHUT.DG Division of Licensing 83/01/11 Consolidated 
Edison Co of M»u York, Inc Jlpp 16893 243 24X 

Fiche 50-000,83/01/11.8301120078 


DOCKET SrN-SO-509 WPPSS NUCLEAR PROJECT, UNIT 5 
A App 1 icati on/construc t > on stage documents & correspondence 


—0301030061 IE Insp Repts 50-500/82-23 & 50-509/82-08 on 021101-30 8} 
noncomp 1 lance noted Major areas inspected containment 
structural steel welding, installation of safety-related 
piping 6 foundations for saf e ty-rel a ted structures 
ALBERT, W 0 , dodos, fi T Division of Resident, Reactor Project It 
Engineering Programs 02/12/13 7pp I&614 278 247 

Fiche 50-508,62/12/14.0301030054 


030 1070287 Forwards SALP rept for Uul 1981 - Jul 1982 Overall 
performance acceptable Identified weaknesses relate 
primarily to mgt involvement Et onsite design control 
ENOELKEN.R H Region S. Office of Director 83/01/03 
FERGUSON, R L Washington public Power Supply System 5pp 
16665 216 24X Fiche 50-508,83 /01/03,83010 70287 


—0301070307 SALP rept for Jul 1901 - dul 1902 Identified ueaknessii 
relate primarily to mgt involvement h onsite design 
control 

• Region S, office of Director 82/09/15 21pp 166BS 221 24T 

Fiche 50-508,83/01/03,8301070287 


— 8301070313 Responds to Region 5 SALP rept Mgt initiatives designed is 
increase involvement in site technical issues described 
in supplementary response to IE Insp Rept 50-500/82-16 
FEROUSQN.R L Washington Public Power Supply System 03/12/06 
STERNHEROr D M Division of Resident, Reactor Proieet tc Eng imeer leg 
Programs 7pp 16605 244 24X Fi che 50-500, 03/01/03. 8301 0702BT 


— 0301070317 Forwards draft SALP rept Several functional areas conitderal 
weaknesses requiring addl NRC/util attention re mgt 
involvement U control of activities W/o end 

STERNOERO, D M Division of Resident, Reactor Project 6 Engineering 
Programs 02/10/27 LEDOICK, R 8 Washington Public Pouer Supply 
System Ip 16685 251 24X Fiche 50-500.03/01/03,8301070287 


8301140334 Advises that no Ounker-Remo electrical penetration 
assemblies installed or planned to be Installed in 
safety-releted sys at fac 1 1 1 1 1 es. In response to IE Bulletin 
82-04 

LEDOICK, R S Washington Public Power Supply System 03/01/03 
ENOELKEN, R K Region 5, Office of Director 3p p 16007 2f.3 24K 

Fiche 50-508.03/01/03,0301140334 


DOCKET 50-513 WPPSS NUCLEAR PROJECT, UNIT 4 
0 Inspection reports, IE Bulletins 6 correspondence 


8301040596 Foriiiards SALP evaluation conducted during Jul 1981 - Jjl 
1902 ii discussed at 821103 meeting Overall performance of 
licensed activities acceptable Weaknesses identified li» 
areas of safety-related structures St support sys 
ENOELKEN, R H Region 5, Office of Director 82/12/29 
FERGUSON, R L Washington Public Power Supply System 3pp 
16645 351 24X Fiche 50-460,02/12/29,8301040596 


—0301040605 SALP rept for Jul 1981 - Jul 1982 Overall performance 
acceptable Weaknesses identified in areas of safety-related 
structures b support eye 

» Region 9, Office of Director 82/12/29, 35pp 16645 394, 24» 

Fiche 50-460,02/12/29,8301040596 


B3O113O10O Not l f icatian of 830107 meeting in Bethesda.MD to coordinate 
NRC review of FSAR for required input to SER 
VIETTI.A Licensing Branch 3 03/01/05 TING.P , FUN, H , 

KUBICKI.O NRC - No Detailed Affiliation Given tp 16809 115 
24X Fiche 50-508,83/01/05.8301130100 


H Utility Final Safely Analysis Report <FSAS) b amends 


8301110169 Forwards i,471 oversiie elec tr ieal , Instrumentation 6 control 
drawings it flow diagrams, in accordance w/Reg Guide 1 70, 

Rev 3 b commitments per FSAR Section I 8 Anend 3 to FSAR 
raflects updated rev of Section 1 7 Aperture cards In PDR 
BOUCHEY. O 0 Washington Public Power Supply System 83/01/03 
KNIGHTON, 0 H Licensing Branch 3 Ip 17023 1 54 24X 

Fiche 50-508.03/01/03,8301110169 


Ql Inspection reports. IE Bulletins 6 correspondence 


0301030054 Forwards IE tnsp Repts 50-500/82-33 b S0-509/B2-0B on 
821101—3D No none Qfflp 1 ianc e noted 

BTERMBEfiOiD H Division of Resident, Reactor Project & Engineering 
Programs 92/12/14 LEDOICK. R B Washington Public Power Supply 
Byatam Ip 16614:277 24X Fiche 50-509,82/12/14,0301030054 


— 6301040614 Comments on draft SALP rept Narrative conclusions do not 
reflect overall status of project & are not supported by 
facts Supply sys assessment of NRC perceived weaknesses 
enc t 

FERGUSON, R L Washington Public Power Supply System 82/11/23 
STERNBEROt 0 M Division of Resident, Reactor Project & Eny IneerCnj 
Programs 35pp 16646 034 24X Fiche 50-460.02/12/29.0301040596 


— 0301040625 Forwards draft SALP rept, per Region 5 020923 meeting Areas 
of weakness include mgt involvement tt controls of identified 
activities Meeting scheduled for 821103 

STERNBERG, 0 M Division of Resident, Reactor Project 6 Engineering 
Programs 82/10/27 RODTiR W Washington Public Pouior Supply 
System Ip 16646069 24X Fiche 50-460,02/12/29.0301040596 


0301120264 Forwards IE Mgt Meeting Repts 90-460/82-13 & 50-513/82-06 Oh 
021208 No noncomp 1 iance noted 

BTERNBEHO, 0 M Division of Resident, Reactor Project b Engin “dT tnj 
Programs 03/01/07 ROOT, R W Washington Public Power Supply 
System Ip 16774 104 24X Fiche 50 - 460 , 03 / 01 /07i 8301 1202*4 


—0301120273 IE Mgt Meeting Repts 50-460/02-13 b 50-513/82-06 on 821209 
No noncompliance noted Major areas discussed* 1 i censee 
responses to Items of noncomp 1 lance in IE Insp Repts 
50-460/82-04 b 50-460/82-07 b open NRC items 

STERNBERG. 0 M , DODDS, R T , NARDUT, P P Division of Resident, 
Reactor Project b Engineering Programs 83/01/07 4pp 
16774' 105 24X Fiche 50-460,83/01/07,0301120264 



DOCKETED ITEMS 


S Rapartabl* accurrenceii LER« b related correspondence 


8301140438 Interim Oeflciencg Rept re RCS attached piping Due to 
current aloudauini f Ina 1 completion date tor design analysis 
cannot be provided 

RQQTrR U Uashington Public Pouer Supply System 82/IS/30 
srefirtBERC.D M Division of Resident, Reactor Project b Bnginooring 
Programs 3pp 16808 S26 S4X Flche 90-460, eS/lS/30, 8301 140436 


DOCKET 50-S14 PEBDLB SPR1N03 NUCLEAR PLANT, UNIT 1 


F Security, medical, emergency t< fire protection plans 


8012060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for OL U holders of CPs re Suppl 1 to NUREO-0737, 
'Requirements for Emergency Response Capability " 

NUREO-0'737, Supp 1 1 6 svc list end 

EISENHUr, 0 0 Division of Licensing 82/12/17 Consolidated 
Edison Co of Neu York, Ine 77pp 16681 208 24X 

Flchi' 90-000, 82/12/17, S212060349 


8212320449 Generic Ltr 82-39 to all reactor llceniaes.CP holders t, 
applicants for CPs re problems ui/tubmi ttal s of 10CFR73 21 
safeguards info for licensing revleiu Procedures re 
transmittel of info outlined Svc list end 

EISENKUr, D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York, Inc 13pp 16690 021 24X 

Flche 90-000,82/12/22,8212220449 


G Adjudicatory correspondence 


8301190209 Memorandum b order directing NRC b applicant to inform ASLQ 
of status of esploratory trench b meteorological toyer 
remaining at site, prior to ulthdraual of CPs, per applicant 
821112 request 

SMITH, 1 U Atomic Safety and Licensing Board Panel 83/01/18 
Portland General Electric Co 8pp 16846 276 24X 

Fiche 90-914,83/01/18,8301190208 


P Operating license stage documents b correspondence 


8212060396 Generic Ltr 82-30 to all 1 1 c ensees , appl Icants for OL b 
holders of CPs re filings concerning 10CFR90 production b 
utilisation facilities Current listing of branch assignments 
for nudear reactor projects b svc list end 

EISENHUT, D 0 Division of Licensing 02/12/28 ConsoHdatad 

Edison Co of Neu York, Inc llpp 16868-001, 24X 

Fiche 90-000,82/12/28,8212060396 


0 Inspection reports, IE Bulletins b correspondence 


8208190269 IE Info Notice 82-91, "Overe sposures in PUR Cavities '■ &vc 
list and 

DEVOUNGiR C Director's Office, Office of Inspection and 

Enforcement 62/12/21 Consolidated Edison Co of Neu York, Inc 

lllpp 1668? 239 24X Fiche; 90-000, 82/12/21 , 8200190269 


8212060391 IE Info Notice 82-52, "Equipment Environ Oual 1 f 1 cati on 
Testing Etptrlcnce - Updating of Test Summaries Previously 
Published in IE info Notice 81-29 '' Svc list end 
JORDAN, E L Division of Engineering b Quality Assurance (Pro 
830103) 82/12/21 Consolidated Edison Co of Neu York, Ine. 

llSpp 16681 088 24X Flche 90-000,82/12/21,8212060391 


8212060390 IE Info Notice 82-93, "Main Transformer Failures at North 
Anna Nuclear Pouar Station." Svc list and 

JORDAN, E L Division of Englntering b Quality Assurance (Pre 
830103), 82/12/22 Consolidated Edison Co of Neu York, Inc, 

114pp. 16799 017 24X Flche- 90-000, 82/12/22, 82120603S0 


8208190279 IE Info Notice 82-94, "Uestinghouse NBFD Relay Failuraa in 
Reactor Protection Sys. " Svc list end. 

JORDAN, £ L Division of Engineering b Quality Assurance <Pre 
83DI03) 82/12/27 Consolidated Edison Co of Neu Vorlti Ine 

110pp. 16962.139 24X Flche: 90-000, 82/12/27, 8208190279. 


8208190273 IE Info Notice 82-59. "Seismic QuaUfication of Uestingheuse 
AR Relay U/Latch Attachmants Usad in Usstinghouse Solid 
State Protection Sys " Svc list encl 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
830103), 62/12/28, Consolidated Edison Co of Neu York, Ine. 

109pp 16963,014 24X Flche- 90-000, 82/12/28, 8208190273 


8212060394 IE Info Notice 82-96, "Robertihau Thermostatic Flow Control 
Valves " Svc Hat encl 

JORDAN, E L Division of Engineering b Quality Assurance (Pro 
630103). 82/12/30 Consolidated Edison Co of New York, Inc. 

lllpp 16793 137 24X Flche- 90-000, 82/12/30, 8312060394 


V Operator Esamlnations 


8212220443 Generic Ltr B2-3Q to a 1 1 power reactor He ensees. app 11 
for OL.NSB & reactor vendors & AEs re meeting to discuss 
recent developments for licensing spams Advises that meeting 
will be held on 830211 re operator lieanstng Svc list end 
EISENNUTiO 0 Division of Licensing 82/12/22 Consolidate 
Edison Co of Neu York, Ine 12pp 16681 072 24X 

Flche 90-000,82/12/22.8212220443 


8301120078 Generic Ltr 83-01 to power reactor licensees b applies 
for OL re operator licensing esam site visit Requests 
schedule re e lam requests expected for submittal prior to 
891231 for listsd ca tag or let 8vc list encl 

E18ENHUT. D 0 Division of Llctnslng 83/01/11 Consolidate 
Edison Co of Neu York, Inc llpp 16893 243 24X 

Flche 90-000, 83/0i/IIie3OU2O078 


DOCKET 90-915 PEOSLE SPRINGS fWCLEAR PLANT. UNIT 2 


F Security, medical, emergency b fire protection plana 


8212060349 Generic Hr 92—33 to all Hcensaes of operating raac to 
applicants for OL b heldars of CPs re Suppl 1 to NUREG-0737. 
"Requirements for Emergency Response Capability " 

NUREO-0737, Supp 1 1 b svc list encl 

ETSENHUT. D 0 Olviston of Licensing 83/12/17 Consolidate 
Edison Co of Neu York. Inc 77pp 16681 208 24X 

Fiche 90-000,92/12/17.8212060349 


8212220449 Generic Ltr 82-3? to all reactor 1 Icensees, CP holders 
applicants for CPs rt problems w/subtni ttal i of 10CFR73 21 
saftguerdi Info for licensing review Procedures re 
transmittal of info outlined Svc list and 

EISENHUT.D 0 Division of Lictnsing. 83/12/22 Consolidate 
Edison Co, of New York. Inc, tSpp 16690 021 24X 

Flche 90-000,83/12/22.8212220449 


0 Adjudicatory c or res pond ante 


8301190208 Memorandum b order directing NRC b applicant to inform 
of status of eiploratory trsneh & meteorological touer 
rtralnlng at site, prior to withdrawal of CPs.par applicant 
821112 reques t 

8MITH. I N Atomic Safety end Lictnilng Board Penal 83/01/18 
Portland General Electric Co. 2pp 16846.276 24X 

Fiche 50-514,83/01/18,8301190208 


P Operating license stage documents b correspondence 


8212060396 Centric Ltr 82-30 to all He ensees , applicants for DL & 
holders of CPs re filings concerning lOCFRSO production & 
utlliiatten feelHtlee Current listing of branch assignments 
for nuclsar reactor projects b svc list anc 1 

EISENHUTiD G Diviiten of Licensing 82/12/28 Consolidate 
Edison Co of New Yorlt. Ine llpp 16868'- 001 84X 

Flche. 90-000, 83/12/28, 8212060396 


Q Inspection reports, IE Bulletins b correspondence 


0206190269 IE Info Notice 82-91, "Overe a posur es in PUR Cavities " 
list enc 1 

DEYOUNG, R C, Director's Office, Office of Inspection and 
Enforcement. 82/12/21 Consolidated Edison Co of New York, 
lllpp 16689,239. 24X Flche 90-000, 82/12/31.8208190269 


6212060391 IE Info Notice 62-52. ''Equipment Environ Qualification 
Tasting Experience - Updating of Test Summaries Previously 
Published in IE Info Notl ce 81-29. « Svc list encl 
JOROANiE L Division of Engineering b Quality Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co. of New York, Inc 

ligpp 16681 088 24X Flche 30-000,82/12/21,8212060351 


6212060390 IE Info Notice 82-93. ''Main Transformer Failures at No 
An-na Nuclear Power Station " Svc Hit encl. 

JORDAN, E L, Division of Engineering b Quality Assurance (Pra 
830103) 82/12/22 Consolidated Edison Co. of New York, tnc 

114pp 16798 017 24X Fiche. 50-000, 82/12/22.8213060350 


8208190279 IE Info Notice 82-54, "Usstinghous e NBFD Relay Failure 
Reactor Protection 6ya. " Svc list encl 

JORDAN, E L Division of Engineering b Qiiallty Atiurance <Pre 
830103) 82/12/27 ConteJi dated Edison Co of Neu York. Inc 

llOpp 16962-139 24X Flche; 90-000, 82/12/27.8208190279 
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DOCKETED ITEMS 


Bl?0273 IE tnfo Notice B3-S9> "Sclsmlic Qua 1 if icj tton of Ues fc Ing houso 
R Rolay U/Latcb Attachieente Ui ed in Uestinghouse SoJiii 
tat* Protoction 6gs " Svc U»t boc 1 

□ROAM. E L Oivitlon of Engineering & Quality A-ssurance <Pre 
30103) 52/12/28 Contol Id ated Edison Co of Neu YorRi Inc 

09PJI 1606B 014 24X Flche 50-000,02/12/23,8203190273 


2060394 IE Info Notice 83-96, "Robertohau Tiieroioe tatic Floii) Control 
lives “ Svc list end 

IRDANi E L Division of Engineering t< Duality Assurance (Pre 
30103) 52/12/30 Consolidated Edison Co of Weu York, Inc 

Itpp 16755 137 34X Fiche 30-000,82/12/30,8212060394 


Ipcrator Eiaeilnations 


>290443 Oenenc Ltr 02-38 to ail pouer reactor licensees, app licants 
>r OL, NSS & reactor vendors (< AEs re meeting to discus* 
icent developments for licensing eiaais Advises that meeting 
11 be held on 830211 re operator licensing Svc list end 
3ENHUT, D 0 Division o-f Licensing. 82/12/22 Consolidated 

flson Co of Neu York, Inc l^PP 16601 073 SAX 
Che 90-000,82/12/22,8312320443 


120078 Oeneric Ltr 03-01 to pouor reactor licensees tc applicants 
'r OL re operator licensing eiam site visit Requests 
hedule re eiam requests expected for submittal prior to 
1231 for listed categories Svc list encl 

SENKUTtO 0 Division of Licensing 63/01/11 Consolidated 

Ison Co of Neu York, Inc 1 Ipp 16B93 243 S4X 
Che 30-000, 83/0 1 / 1 1 , 830 1 1 20078 


ET STN-90-518 HARTSVILLE NUCLEAR PLANT. UNIT 1 


ppllcatlen/construction stage docuibents li correspondence 


540616 Forwards 9ALP repts for Jul 1780 - June 1981 Util conduct 
nuclear activities shoeis proper concern far nuclear 
fsty 6 is acceptable Areas of poor performance cited 
lEILLY.JP Region 2, Office of Director 82/11/24 PARRI8,H 0 
inessee Valley Authority 3pp 16667 302 24X 

he 90- 000. 82/ 1 1 /24, 830 1 0406 1 6 


>1040690 Forwards 8ALP rept of util activities for Jul 1780 - June 
781 Rept based on results of NRC SALP Doard 811020 maeting 
EHIS. P. C Division of Project & Resident Programs 82/08/20 
‘ARRI9.H0 Tennessee Valley Authority 3pp 16667 305 24X 

Iche 90-000,82/11/24,8301040616 


■1040794 9ALP Repts 50-259/82-13. S0-26O/B2- 13. 50-296/82-13, 50-327/02- 
e, 90-328/B2-1B, 50-390/82-26, 50-391 /e2-23, 50-438/82-29, 

0-439/82-29. 50-518/82-10,90-519/82-09. 50-920/02-10. 30-521/ 

2-07, 50-593/82-02, 30-594/82-02, 50-366/82-03 & 90-967/02-03 
EHIS, P C Division of Project & Resident Programs. 02/08/20 
3pp 16667 307 24X Fiche 50-000,82/11/24,8301040616 


70337 Revised notification of 830104 meeting la/'Util in Bethesd#,MD 
discuss util future plans b NRC requirements re 
tnsing action at deferred b canceled plants b existing 
Time of meeting changed 

UENCER.A Licensing Branch 2 02/12/29 NOVAK, T M Assistant 

ector for Licensing 9pp 16690.234 a4X Fiche 90-000,82/12/29. 
1070337 


50305 Application to amend CPs. extending CPs until 870701 
-S.LN Tenneisee Valley Authority. 83/01/21 DENTON, H R 
Ice of Nuclear Reactor Regulation, Director 2pp 16906; 103, 
Fiche 50-000,83/01/21,8X1250909 


urity, a)e>dicali emergency b fire protection plans 


>0347 Oeneric Ltr 82-33 to all licensees of operating reactors, 
llcants for OL b holders of CPs re Suppl 1 to NUREO— 0737. 
tulrements for Emergency Rctponse Capability " 

0'-0737> Suppl 1 b I VC llet end 

NHUT.D-O Division of Licensing 02/12/17 Coniolid«te.d 
on Co, of Neu York, Inc 77pp 16681 208 24X 

e 90-000, 92/12/17, 8213060349 


0449 Generic Ltr 82-39 to all reactor licensees, CP bolder « & 
Icants for CPi ra prohlems w/sufam 1 ttal s of 10CFR73 21 
guards Info for licensing ravleu Procedure* re 
smlttal of info outlined Svc list encl. 

NHUr.DO Olvlfion of Licensing. 02/12/22 Consolidated 
on Co of Neu York. Inc i3pp 16690 021 24X 

* 90-000.82/12/22,8212220449 


P Operating license stage documents b correspondence 


8212060356 Oeneric Ltr 82-30 to aH 1 1 c ensees , app 1 icants for OL & 
holders of CPs re filings concerning 10CFR50 production b 
utiliiation facilities Current listing of branch assignments 
for nuclear reactor projects b svc list encl 

EISENHUT.DO Olvlsion of Licensing 82/12/28 Consolidated 
Edison Co of New York, Inc lipp 1686B 001 24X 

Fiche SO-OOO, 83/ 1 2/20, 82 1 2060396 


0 Inspection reports, IE Bulletins b correspondence 


8301040616 Foruard* 8ALP repts for Jul 19X - June 1981 Util conduct 
of nuclear activities shouis proper concern for nuclear 
safety b Is acceptable Areas of poor performance cited 
□ 'REILLY, JP Regions, Office of Director 82/11/24 PARRIS.HO 
Tennessee Valley Authority 3pp 16667 302 24X 

Fiche 50-000,82/11/24,8301040616 


— 8301040690 Forwards SALP rept of util activities for Jul 1980 - June 
1781 Rept based on results of NRC SALP Doard 011020 meeting 
LEMIS.R C Division of Project b Resident Programs 02/08/20 
PARRIS.H 0 Tennessee Valley Authority 3pp 16667 309 24X 

Fiche 90-000,82/11/24,8301040616 


--03O1O4O794 SALP Repts 30-359/02-13,50-260/02-13,50-296/82-13.50-327/82- 
18, 50-328/02-16. 90-390/83-26, 90-391 /a2-23. 90-430/82-39, 

50-439/02-25. 90-910/02-10. 50-919/82-09, SO-520/B2-10. 50-921/ 
83-07,50-553/02-02.90-554/02-02,50-366/82-03 b 30-567/02-03 
LEHIS/R C Division of Project b Resident Programs 82/08/20 
83pp 1666 7 307 a4X Fiche 90-000, 82/11 /24, 0301040616 


0301250091 Forwards IE Insp Repts 50-910/02-12.50-519/02-11, 
90-920/02-12 & 90-921/82-10 on 820913-1119 No noncompliance 
noted. 

VEBRELLf, D H Division of Project b Resident Programs 82/12/14 
PARRIS.H 0 Tennessee Valley Authority 2pp 16879 316 24X 

Fiche. 50-510, 02/12/14, 03012X091 


— 0301250098 IE Insp Repts 30-318/82-12,90-919/82-11,90-520/82-12 & 
90-921/82-10 on 820913-1119 No noncompliance noted Major 
areas Inspected open Items, independent insp effort b site 
deferral jirsparatian 

SCHAPKER, J F , CANTRELL, F 8 Division of Project b Resident 
Programs 02/12/13 4pp 16099 318 24X Fiche 90-918.82/13/14. 

8301290091 


8208190269 IE Info Notice 02-91, "Overexposures in PUR Cavities Svc 
1 ist encl 

DEVOt/MOiR C Director's Office, Office of Inspection and 

Eliforcemcnt 02/12/21 Consolidated Edison Co. of Neu York, Inc 

llipp 16609 239 24X Fiche 50-000, 82/12/21,0208190267 


8212060391 IE Info Notice 82-92, "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " Svc list encl 
JORDAN, E L Dlvielon of Engineering b Quality Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co of New York, Inc 

llSpp 16681 000, 24X Fiche- 50-000, 82/12/21.8212060331 


8212060390 IE tnfo Notice 82-53, "Main Transformer Failures at North 
Anna Nuclear Power Station " Svc list end 

JORDAN. E L Division of Engineering b Quality Assurance (Pre 
830103) 82/12/22 Consolidated Edison Co of New York, Inc 

lt4pp 16759 017 24X Fiche 90-000,82/12/22,6212060350 


8200190275 IE Info Notice 82-94, "Uestinghouse NBFO Relay Failures in 
Reactor Protection Sys “ Svc list encl 

JORDAN. E L Dlvielon of Engineering b Quality Assurance (Pre 
630103) 82/12/27 Consolidated Edison Co of Neu York, Inc. 

lIOpp 16962 139 24X Fiche 90-000,82/12/37,8200190279 


8200190273 IE Info Notice 82-59, "Seismic Qualification of Uestinghouse 
AR Relay W/Latch Attachments Used In Uestinghouse Solid 
State Protection Syi " Svc liet encl 

JORDAN, E L. Dlvielon of Engineering b Quality Assurance IPre 
630103), 62/12/28 Consolidated Edison Co of New York, Inc 

107pf 16868 014, 24X Flche 50-000,82/12/28,8208190273 


821S060354 IE Info Notice 82-96, "Robertshaw Thermostatic Flow Control 
Valves '* Svc Hit encl 

JORDAN, E L. Division of Enginoerlng b Quality Ateuranca (Pre 
830103 ) 82/12/30 Consolidated Edison Co. of New York, Inc, 

llipp 16798 137 24X Fiche. 90-000, 82/12/30, 8212060394 


DOCKETED ITEMS 


38B 


S Aeportabtp occurrences! LERs & related correspondence 


0301070255 Eirst interim deficiency rept re insufficient length of 
starting air valve assembly capecreus Initially reported on 
82IS01 Transamerlca Delavalilnc changed deslgneil length of 
capscrew Next rept by 830415 Also reportable per Part 21 
MILLS. L H Tennessee Valley Authority 82/18/30 O'REILLY. JP 
Region 2, Office of Director 2pp 16685 204 24X 

Flche 30-000.82/12/30,8301070255 


V Operator Ejaninations 


0212220443 Oanerlc Ltr 02-30 to all power reactor I icenseea. app 1 icants 
for OL, NS8 i reactor vendors 1< AEs re meeting to discuss 
recent developments for licensing eiams Advises that meeting 
will be held on 830211 re operator licensing 8vc list end 
EISENHOT, D 0 Division of Licensing 02/12/22. Consolidated 
Edison Co of New York. Inc I2pp 16681 072 24X 

Ftche 30-000. 82/18/82, 0212220443 


8301120078 Generic Ltr 83-01 to power reactor licensees (< applicants 
far QL re operator licensing esam site visit Requests 
schedule re ejiam requests expected for submittal prior to 
691231 for listed categories Svc list end 

EI8ENHUT. D 0 Division of Licensing B3/01/11 Consolidated 
Edison Co of New York. Inc llpp 16093 243 24X 

Flche 90-000,83/01/11.8301120076 


DOCKET STN-50-919 HARTSVILLE NUCLEAR PLANT. UNIT 2 


A App 1 Icatlon/construction stage documents t. correspondence 


0301040616 Forwards SALP repts for Jul 19S0 - June 1981 Util conduct 
of nuclear activities shows proper concern for nuclear 
safety & is acceptable Areas of poor performance cited 
D'OEILLY. J P Region 2, Office of Director 88/11/24 PARRIS, H 0 
Tonnassee Valley Authority 3pp 16667 308 24X 

Flche 50-000.82/11/24,8301040616 


— 0301040690 Forwards SALP rept of util activities for Uul 1900 - June 
1981 Rept based on results of NRC SALP Board 811020 meeting 
LEWIS, R C Division of Project t( Resident Programs. 62/08/20 
PARRIS. H 0 Tennessee Valley Authority 3pp 16667 305 24X 

Fiche 50-000.82/11/24,8301040616 


“8301040794 SALP Repts 50-259/02-13.90-260/82-13,50-296/02-13,50-327/82- 
la, 50-328/88-18, 50-390/82-26, 50-391/82-23, 50-438/82-25, 

90-439/02-2 9, 90-518/02-10, 90-519/02-09, 90-920/82-10. 50-921/ 

02-07, 50-553/82-02, 50-954/02-02, 90-566/02-03 it 90-967/02-03 
LEWIS, R C Division of Project & Resident Programs 62/08/20 
03pp 16667 307 24X Fiche 50-000,02/11/24,8301040616 


0301070337 Revised notification of 830104 meeting w/utl) in Botheada,MD 
to discuss util future plans (, NRC requirements re 
licensing action at deferred tc canceled plants li existing 
CPs Time of meeting changed 

SCHWENCER.A Licensing Branch 2 02/12/29 NOVAK, T M Assistant 

Director for Licensing 5pp 16690 234 24X Flche 90-000,02/12/29, 

6301070337. 


F Security, medical, emergency h fire protection plans 


82120'60349 Generic Ltr 02-33 to a 1 1 licensees of operating reactors, 
applicants for OL t, holders of CPs re Suppl 1 to MURE0-0737< 
"Requirements for Emergency Response Capability '' 

NUREO-0737< Suppl 1 6 svc list end 

EI&ENHUT. D G Division of Licensing 02/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 203 24X 

Fiche 90-000,02/12/17,0212060349 


6212220445 Generic Ltr 82-39 to all reactor licensees, CP holders h 
applicants for CPs re problems w/iubmlttals of 10CFR73 21 
eafaguerds Info for licensing review Procedures re 
transmittal of info outlined, Svc list end 

EISENHUT.D G Division of Licensing 02/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690 021 24X 

Flehe-90-000, 82/12/22, 821222044 5 


P Operating license stage documents S, correspondence 


0812060396 Generic Ltr 82-30 to all 1 1 censees , applicants for OL & 
holder* of CPs re filings concerning 10CFR50 production t 
utllliation facilities Current listing of branch assignments 
for nuclear reactor projects << svc list enc 1 

BI8ENHUT, D G Division of Licensing 82/12/28 Consolidated 
Edison Co of New York, Inc Upp 16860' 001 24X 

Flche 90-000,82/12/28,8212060356. 


Q rnspection reports, IE Bulletins I, correspondence 


0301040616 Forwards SALP repts for Jul 1980 - June 1981 k/tll conduct 
of nuclear activities shows proper concern for nuclear 
safety (, is acceptable Areas of poor performance cited 
O'REILLY, J P Region 2, Office of Director 62/11/24 PARR 16, H Q 
Tennessee Valley Authority 3p p 16667 302 24X 

Flche 50-000,82/11/24,8301040616 


— 8301040690 Forwards SALP rept of util activities for Jul 1900 - Juno 
1981 Rept based on results Of NRC SALP Board 011020 meeting 
LEWIS, R C Division of Project 6 Resident Programs 02/00/20 
PARRIS, H 0 Tennessee Valley Authority 3pp. 16667 305 24X 

Flche 90-000.82/11/24.8301040616 


— 0301040794 SALP Repts 50-259/02-13,90-260/82-13,50-296/02-13,50-327/02- 
18, 50-320/02-18, 50-390/82-26, 50-391/02-23.50-438/02-25, 

50-439/82-23, 50-510/82-10,90-519/82-09, 90-520/82-10, 90-521/ 
82-07,50-553/82-02, 90-554/82-02,50-566/82-03 «, 50-567/02-03 
LENI8, R C Divisien of Preject ti Resident Progrems 02/00/20 
ejpp 16667.307 24X Flche 50-000.82/11/24,8301040616 


0301290091 Forwards IE Inep Repts 90-516/82-1 2, 50-919/82-1 1. 
50-520/82-12 4 90-521/02-10 on B20913-11I9 No non comp 1 lance 
noted 

VERRELLI.D M Division of Project 6 Resident Programs 82/12/14 
PARRIS, H 0 Tennessee Valley Authority 2pp 16695 316 34X 

Fiche 90-510,82/12/14,8301290091 


--8301290098 IE Inip Repts 50-918/82-12. 90-519/02-1 1, 90-520/62- 12 & 
90-521/82-10 on 020913-1119 No noncompliance noted Major 
areas inspected open i terns, Independent intp effort I. site 
deferral pr eparat 1 on 

eCHAPKER.J F. I CANTRELL, F 8 Division of Project U Resident 
Programs 02/12/13 4pp 16895 318 24X Flche 90-518.02/12/14, 

8301250091 


6208190269 IE Info Notice 02-91, "Overe xposur es in PHR Cavities “ Svc 
list end 

DEYOUNG. R C Director's Office, Office of Inspectlan and 

Enforcement 62/12/21 Consolidated Edison Co of New York, Ine 

lltpp 16609-239 24X Flche 30-000,82/12/21,8208190269 


8212060351 IE Info Notice 82-52, "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published In IE Info. Notice 81-29 " Svc list end 
JORDAN, E L, Division of Engineering 6 Quality Assurance <Pre 
830103) 02/12/21. Consolidated Edison Co of New York, Inc 

118pp 16601 0B6. 24X Flche 50-000,82/12/21,0212060351. 


8212060350 IE Info Notice 02-93, "Main Transformer Failures at North 
Anna Nuclear Power Station " Svc list end 

JORDAN, £ L Division of Engineering l< Quality Assurance (Pre 
830103) 02/12/22 Consolidated Edison Co of New York. Inc 

114pp 16758 017. 24X Fiche 90-000.02/12/22.0212060350 


8208190279 IE Info Notice 82-54, "Hestl nghouse NBFD fialay Failures in 
Reactor Protection Sys " Svc list encl 

JORDAN.e.L Division of Engineering 8, Quality Assurance CPre 
B30I03) 02/12/27 Consolidated Edison Co Of New York. Inc. 

1 lOpp 16962 139 24 X Flche 50-000, 82/12/27. B20B190275 


0208190273 IE Info Notice 02-55, ''Seismic Qualification of Mestinghouse 
AR Relay W/La tch Attachments Used in Westlnghouse Solid 
State Protection Bys " Svc llet end 

JORDAN, E L Division of Engineering << Quality Assurance (Pre 
030103) 82/12/20 Consolidated Edison Co of New York. Inc. 

I09pp 16068 014 24X Fiche 80-000,82/12/28.0208190273 


0212060354 IE Info Notice 82-96, "Robertshaw Therfflostetlc Flow Control 
Valves " Svc Hit enel 

JORDAN, E L. Division of Engineering I, Quality Assurance IPre 
030103) 02/12/30 Consolidated Edison Co, of New York. Inc 

1 llpp 167SB' 137 24X Flche- 50-000, 82/12/30, 0212060354 


V. Operator Examlnablen* 


0212220443 Generic Ltr 92-38 to all power reactor 1 Icinseee, app 1 icants 
for OL, NSa 6 reactor vendors h AEs re meeting to dlieus* 
recent developments for licensing exams Advlta* that meeting 
will be held on 9302U re operator llceneing Bvc list end 
EISENHUT, D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York. Inc 12pp 16681 072. 24X 

Flche 90-000,82/12/22,8312220443 


0301120070 Oenerte Ltr 03-01 to power reactor licensees S, applicants 
for OL re operator licensing exam site visit Requests 
echtdula re exam requests expected for submittal prior to 
091231 for lilted categories Svc list end 

EIBENNUT, D G. Division of Licensing. 83/01/11 Consolidated 
Edison Co of New York, Inc llpp I6B93. 243,„ 24X 

Flche- 90-000, 03/01/11, 0301120078 



DOCKETED ITEMS 


-LE NUCLEAR PLArJT. UNIT 3 

on stags documsnts & c arr-ospnii denes 


repts for Jul I'fSO - Juno l<?ai Util conduct 
lows proper concern for nod ear 
^^eas of poor psrfarrrance cited 

Office of Director 83/11/24 PARRIS, H 0 
Itv 3pp 166&7 303 3AX 
30 i 040616 


’ rept of util activities for Jul 1900 - June 
• ults of N0C SALP Board 811020 meeting 
if Project & Resident Programs B2/0B/S0 
) Valley Authority 3pp 1 6&ii7 305 34X 

S301040tlt> 


>-259/02-13. 50-3d>O/a2-l3, 50-295/82-13. 5O-3S7/02- 
1/02-26. 50-391/62-23. 50-430/02-25, 

»-IO, S0-519/B2-O9, SO-520/82- 1 0, 50-521/ 
534/02-02,50-566/82-03 & 50-367/02-03 
if ProjBot tt Resident Programs 82/08/20 
Flche 50-000,02/11/24,8301040616 


ation of 030104 meeting u/ytil In Bethesda. MD 
tans 6 NRC requirements re 
rred tc canceled plants & existing 
g ed 

Branch 2 82/12/2? NOVAK, T K Assistant 

spp 16690 234 24X Flche 50-000,82/13/29, 


amend CPs, extending CPs until 070901 
i ley Authority 83/01/21 OENTON.HR 
r Regulation, Director 2pp 16906 103 
1, 8301250505 


gency & fire protection plans 


8301250091 Forwards IE Insp Repts 50-518/82-12,50-519/02-11. 
50-520/02-12 & 50-521/02-10 on 020913-1119 No noncomp 1 1 ance 
noted 

VERRELLI.D N Division of Project t< Resident Programs 62/12/14 
PARRIS, H 0 Tennessee Valley Authority 2pp 16895 316 24X 

Fiche 50-518.02/12/14,0301230091 


—8301250098 IE Insp Repts 50-5 10/82- 12, 50-8i 9/82-11 , 50-520/82- 12 & 
50-521/82-10 on 820913-1119 No none ompi la nee noted Major 
areas Inspected open 1 tens, Independ en t Insp effort t< site 
deferral preparation 

0CHAPKER,J F , CANTRELL, F 8 Division of Project «< Resident 
Programs 02/12/13 4pp 16893 318 24X Flche 50-518,82/12/14, 

0301250091 


0208190269 IE Ipfe Notice 02-31, "Overe iposur es in PUR Cavities " Sve 
list enc 1 

DEYOUNO.fi C Director's Office, Office of Inspection and 

Enforcement 02/12/21 Censolldated Edison Co of New Vork, Inc 

llipp 16689 239 24X Fiche 50-000,82/12/21,8208190269 


0212060331 IE Info Notice 02-52, “Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 “ Eve list end 
JORDAN, E L Division of Engineering t< Quality Assurance (Pre 
830103) 02/12/21 Censalldated Edison Co of New York, Inc 

llSpp 16681 008 24X Flche 30-000,02/12/21,0213060351 


0212060330 IE Info Notice 82-53, “Main Transformer Failures at North 
Anna Nuclear Power Station " Sve list end. 

JORDAN, E L Division of Engineering & Quality Assurance <Pre 
830103) 82/12/22 Consolidated Edison Co of New York, Inc 

114pp 16750 017 24X Fiche 50-000,82/12/22,8212060350 


0208190275 IE Info Notice 82-54, "Uei t 1 nghouse NBFD Relay Failures In 
Reactor Protection Sys " Sve list enc I 

JORDAN, E L Division of Engineering i Quality Assurance (Pre 
830103) 82/12/27 Consolidated Edison Co of New Vork, Inc 

llOpp 16962 13? 24X Flche 50-000,82/12/27,8208190275 


33 to all licensees of operating reactors, 
ers of CPs re SuppI I to NUREO-0737, 
ncy Response Cepablllty *' 
list encl 

of Licensing 82/12/17 Consolidated 
Inc 77pp 16681 208 24X 

1 206034 9 


0208190273 IE Info Notice 02-53, ''Seismic Qualification of Neitlnghouse 
AR Relay 14/Latch Attachments Used in Nestlnghouse Solid 
State Protection Sys " Sve Hit end 

JORDAN, E L Division of Engineering S’ Quality Assurance (Pre 
030103) S2/12/2S Consolidated Edison Co of New York, Inc 

10?pp 1606S 014 24X Fiche 50-000,82/12/28,8208190273 


39 to all reactor licensees, CP holders i< 
iblems w/iobml ttal s of 10CFR73 21 
sslng review Procedures re 
Lned 8vc list encl. 

if Licensing 82/12/22 Consolidated 

tnc I3pp 16690 021 24X 

22E044S 


B31206D354 IE Info Notice 02-56, ''Robertshaw Thermostatic Flow Control 
Valves '' 0vc list encl 

JORDAN, C L Division of Engineering t. Quality Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co of New York, Inc 

lltpp, 16750 137 24X Flche 50-000,82/12/30,8212060354 


8 Reportable occurrences, LERs & related correspondence 


documents ti correspondence 


10 to all licensees, app 1 icants for QL t, 
concerning iOCFRSO production b 
rrent listing of branch assignments 
cts t( SVC 1 1st enc i 

f Licensing 82/12/28 Consolidated 

nc llpp 16868 001 24X 

2060356 


B30107025S First interim deficiency rept re Insufficient length of 
starting air valve assembly capscrews Initially reported on 
021201 Transamerlca Delavalilnc changed designed length of 
capscrew Next rept by 630415 Alio reportable per Part 21 
NiILLB,L H Tennessee Valley Authority 02/12/30 O'REILLY, J P 
Region 2, Office of Director 2pp 16685 204 24X 

Fiche 50-000,02/12/30,8301070255 


V Operator Examinations 


ulletlns I, correspondence 


pts for Jul 1980 - June l?Bl.trtll conduct 
us proper concern for nuclear 
sas of poor performance cited. 

Office of Director 82/11/24 pARBrs,H0 

V 3pp 16667-302 24X 

1040616. 


rept of util activities for Jul 1980 - June 
its of NRC SALP Board 811020 meeting 
Project I, Resident Programs 02/08/20, 
Valley Authority Spp 16667 305 24X 

301040616 


0212C2O443 Generic Ltr 02-36 to all power reactor 1 Icensees, app 1 icants 
far OL, N8S 6 reactor vendors it AEs re meeting to discuss 
raesnt developments for licensing exams Advises that meeting 
will be held on B30211 re operetor licensing Bve list end 
EISENHOTiO 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc 12pp 16681 072 24X 

Flche 50-000,02/12/22,8212220443 


8301120070 Osneric Ltr 03-01 to power reactor licensees t, applicants 
for OL re opsrator licensing exam site visl t. Requests 
schedule re exam requests expected for submittal prior to 
051231 for listed categories Sve list encl 

E18ENHUT>D 0 Division of Licensing 83/01/11 Consolidated 
Edison Co. of New York, Inc llpp 16093.243 24X 

Fiche: 50-000, 03/01/11,0301120070 


359/02-13, 50-260/8 2-13, 50-296/82-13, 30-327/82- 

32-26,50-391/02-23,30-438/82-25, DOCKET STN-SO-321 HART8VILLE NUCLEAR PLANT, UNIT 4 

10,50-519/82-09, 50-520/82-10, 50-521/ 

i4/sa-08i 50-566/82-03 t< 50-567/02-03 A Appl icafclon/construction stage documents ti correspondence 

Project b Resident Programs. 02/08/20 — — — — 

'(cha 50-000,02/11/24,8301040616 

8301040616 Forwards BALP repts for Jul 1980 - June 1981 Util conduct 
of nuclear activities shows proper concern for nuclear 
safety b is acceptab le. Areas of poor performance cited 
O'REILLY, JP, Region 2, Office of Director 02/11/24, PARRIB.H 0 
Tennessee Val ley Authority 3pp 16667 302 24X 

Fiche’ 50-000, 82/11/24, 0301040616 


DOCKETED ITEMS 


387 


Q3O1O40A7O Foruardi 8ALP mpt of util activities for Oul 1900 - Juno 
1901 flopt based on results of NRC 8ALP Doard 011020 meetlnB 
l.eUia>R C Division of Project & Resident Programs 82/00/20 
PARRIS. H 0 Tonnossee Valleg Authority 3pp 16667 303 24X 

Flche 30-000,02/11/24,8301040616 


•0301040794 SALP Repts 30-299/02-13,90-260/02-13,80-296/02-13,30-327/82- 
18i 90-328/02-10, 50-390/02-26, 90-391/02-23, 90-430/02-29, 

90-439/82-29, 30-918/02-10, 90-919/82-09, 90-920/03-10, 90-331/ 
82-07,90-953/82-02,90-994/02-02,90-966/82-03 «, 90-967/02-03 
LEWIS, R C Division of Project *, Resident Programs 02/00/20 
83pp 16667 307 24X Fiche 90-000,02/11/24,8301040616 


0301070337 Revised notification of 830104 meeting ui/util in Oethesda,MD 
to dlecuss util future plans 6 NRC requirements re 
licensing action at deferred h canceled plants t, existing 
CPs Time of meeting changed 

BCHMENCCn,A Licensing Drench 2 02/12/29 NQVAK, T M Assistant 

Director for Licensing 5pp 16690 234 24X Flche 90-000,02/12/29, 

0301070337 


r Securltg, medical, emergency S< fire protection plans 


0212060349 Oenoric Ltr 02-33 to all licensees of operating reactors, 
applicants for OL *< holders of CPs re Ouppl 1 to NUREO-0737, 
“Requirements for Emergency Response Capability " 

N(jnE0-0737, Supp I 1 ti SVC list end 

EI8ENHUT. D 0 Division of Licensing 02 / 12/17 ConioHdeted 
Edison Co of New Yorit, Inc 77pp 1660 1 200 24X 

riche 90-000, 82/12/17,0212060349. 


8212220449 Oenerlc Ltr 82-39 to all reactor licensees, CP holdsrs I, 
applicants for CPi re problems u/iubmltlals of 10CFR73 21 
safeguards Info for licensing review Procedures re 
transmittal of info outlined 0vc list end 

EIGENHUT, D 0 Division of Licensing 02/12/22 Consolidated 
Editon Co of New York, Inc 13pp 16690 021 24X 

riche 90-000,82/12/22,0212220449 


P Operating license stage documents t< correspondence 


021S060396 Generic Ltr 02-30 to all 1 1 c enioee , app 1 leant a for OL t, 
holders of CPs re filings concerning lOCFROO production b 
utiliiation facilities Current listing of branch assignments 
for nuclear reactor projects b sve list end 

CtSENfl'JT, D 0 Division of Licensing 02/12/28 Consolldatad 
Edison Co of New York, Inc llpp 16068 OOt 24X 
( Iche 90-000, 82/12/20,0212060396 


Q Inspection reports, IE Dulletlns b correspondence 


0301040616 Forwards 0ALP repts for Jul 1900 - June 1901 Util conduct 
of nuclear activities shows proper concern foi nuclear 
safety b is acceptable, Areas of poor performancs cited 
0 'REILLY, J P Region 2, Office of Director 62/11/24 PARRIS, H 0 
Tonnotsee Valley Authority 3pp 16667 302 24X 

riche’ 90-000, 82/11/24,0301040616 


—8301040690 Forwards SALP rept of util activities for Jul 1900 - June 
19Q1 Rept based on results of NRC SALP Doard 811020 moating, 
LCMIO.R.G, Division of Project b Resident Programs 02/08/20 
PARRIRrH 0 Tennessee Valley Authority 3pp 16667 309 24X 

riche: 90-000, 02/11/24,0301040616 


—0301040794 SALP Repts 90-299/02-13,90-260/82-13,50-296/82-13,90-327/02- 
18, 80-320/82-10, 90-390/82-26, 90-391 /02-23i 90-430/82-29, 

90-439/02-29, 30-918/02-10, 90-919/82-09, 90-920/82-10, 90-921/ 

82-07, 90-993/82-02, 90-994/02-02, 90-966/02-03 b 90-967/82-03 
LEW10, R C Division of Project b Resident Programs 02/08/20 
8Jpp 16667 307 24X riche: 90-000, 02/1 1 /24, 8301040616. 


8301290091 Porwards IE Insp Repts 90-910/02-12,80-919/02-11, 
90-820/02-12 b 80-921/02-10 on 020913-1119 No noncompliance 
noted 

VERRELLItO M, Division of Project b Resident Programs 82/12/14. 
PARRI0iH 0 Tennesssa Valley Authority 2pp. 16890 316 24X 

Flche 90-918,82/12/14,0301290091. 


—0301290090 IE Ihsp Repti 90-918/02-12,50-519/82-11.00-020/02-12 b 
00-821/02-10 on 620913-1 1 19, No none ompl lane# noted Major 
areas inspec ted, open Itsms, independent insp effort b site 
deferral preparation 

aCHAPKERiJ F Division of Project b Resident Programs 02/12/13 
4pp 16099 318 24X Flche: 90-910, 82/12/ 14, 8301290091 


0208190269 IE Info Notice 82-51, "Qvere xposures In PWR Cavities " Bve 
list end 

DEVOUNOtR C Director's Office, Office of Inspection and 

Enforcement. 02/12/21 Consolidated Edison Co of New York, Inc, 

lllpp 16689 239 24X FIcho' 90-000, 02/12/21,8208190269. 


0212060391 IE Info Notice 02-52, “Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 " 8vc list end 
JORDAN, E L Division of Engineering b Quality Assurance (Pre 
830103) 02/12/21 Consolidated Edison Co of New York, Inc 

119pp 16601 000 24X Fiche 90-000,02/12/21,0212060351 


0212060350 IE Info Notice 02-53, “Main Transformer Failures at North 
Anna Nuclear Power Btation " Sve list end 

JORDAN, E L Division of Engineering b Quality Assurance <Pre 
830103) 82/12/22 Consolidated Edison Co of New York, Inc 

I14pp 167S0 017 24X Fiche 50-000,82/12/32,0212060350 


0200190279 IE Info Notice 02-54, “West inghouie N9FD Relay Failures In 
Reactor Protection 0ys '* Sve list erid 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
030103) 62/12/27 Consolldatod Edison Co of New York, Inc 

ItOpp 16962 139 24X Ficho 50-000,02/12/37.0200190275 


0208190273 IE Info Notice 02-55, “Oelsmlc Qualification of Westinghouse 
AR Relay W/Latch Attachments Used in Weitinghausv Oolld 
State Protection Oys " Sve list end 

xlORDANr E L Division of Engineering b Quelity Assurance (Pre 
830103) 02/12/20 Consolidated Edison Co of New York, Inc 

109pp 16060 014 24X Fiche 50-000,02/12/30,8200190273 


0212060354 IE Info Notice 02-56, “Robertshaw Thermostatic Flow Control 
Valves " Sve list end 

JORDAN, E L Division of Engineering b Quality Assurance iPro 
030103) 82/12/30 Consolidated Edison Co of New York, Inc 

lllpp 16790 137 24X Fiche 50-000,02/12/30.0312060354 


8301250236 Informs that incorrect number assigned to IE Insp Rept 
50-921/82-11 dtd 020617 Caused by administrative error 
VERHELLI.D M Division of Project b Resident Programs 63/01/04 
PARRIS, H 0 Tennessee Valley Authority Spp 16696 361 24X 

Fiche 90-921,83/01/04,0301290236 


V Operator Examination) 


0212220443 Ooneric Ltr 02-30 to all power reactor 1 Icenseas, app 1 i cants 
for OL.NSS b reactor vendors b AE) re meeting to discuss 
recent devalopments for licensing exams Advises that meoting 
will be held on 030211 re operator licensing 6vc list end 
EI0ENHUT, DO Division of Licensing 02/12/22 Consolidated 
Edison Co of New York, Inc 12pp 16601 072 24X 

Flche 90-000,02/12/22,0312230443 


0301120070 Generic Ltr 03-01 to power reactor licensees b applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
Q91S31 far listed categor las 0vc list end 

EISENHUT.D 0 Division Of Licensing 03/01/11 Consalldated 

Edison Co of New York, Inc llpp 16093 243 24X 

Flche 50-000,03/01/11.0301130078 


DOCKET 50-932 SKAOIT NUCLEAR POWER PROJECT, UNIT 1 


A Appllcatlon/constructlon stage documents b carraspondtnee 


0301200031 Addl response to FOIA request for documonte re NRC policy 
concerning issuances of press releases in connection w/ 
enforcement b licensing activities b coverage of licensing 
or other hearing by media Forwards App A documents 
FELTON, J K. Division of Rules and Records 02/12/10 HARTMAN, S 
Debevolse b Liberman 2pp 16000 301 24X Fiche 50-922,62/13/10, 

0301200021 


— 0301200040 Requests permission to allow photographers to cover 
proceedings of ASLD hearing Certificate of Sve end. 

SIZEMORE, H M Beattie Times 77/09/05 Office of the Oecratary 
of the Commission 3pp 16000' 298 24X Flche’ 50-922, 02/18/10, 

6301200021 


8301200049 Forwards agenda for ACR6 Subcommittee on Skagl t/Hanf ord 
Nuclear Project 830124-29 meetings 

ADEN0AM,E 0 Licensing Dranch 4 03/01/14 MVERO.R V Puget Sound 

Power b Light Go 4pp 16002 274 24X FI che- SO-922, 83/01/14. 

0301200049 


0, Utility Preliminary Safety Analysis Report, amends 


B301040612 Porwards Amend 29 to P5AR Info relevant to diesel generator 
design provisions for accommodating dust b ashfull, 

MYERS, R V. Puget Sound Power b Light Co 02/13/37 Office ef 
Nuclear Reactor Regulation, Director Spp 16642 222 84X 

Fiche 90-923,02/12/27,0301040612 
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—9301040633 Aiiiind 39 to PSAR 

• Pujtt sound Pouir U Light Co 02/13/33 13pp 1664S 325 34X 

Fich* $0-933.a3/t2/27.S30 1040618 


B301140326 Foruard* Affidavit! «f Svc far Amend 8 to application for 
fitt Cf rtlf Ic ation/tnvlron rtpt Si Amand 89 to P8AR 
THOMSEN. F T Ptrtln!. Cola, Stone. OUen & Uilliami 83/01/11 
Office of Nuclear Reactor Regulation. Director Spp 16807 176 
34X Flche SO-922. 83/01/1 1.8301 140336 


C Utility Environnental Report (ERl. amend! i eorreepondence 


8301040730 Forward! Amend S to application for eite certification/ 
environ rept. reepending to UA State Energy Facility Site 
Eva lire t ion Council coonent! on Amend 6 

HVERS.R V Puget Sound Power Si Light Co 82/12/14 Office of 
Nuclear Reactor Regulation. Director Spp 1664? 314 24X 

Flche SO-928. 82/ lS/1 4. 830 1 040730 


— 8301040737 Amend 8 to application for elte certt f icatlon/envi ron rapt 
e Puget Sound Power S. Light Co 88/12/10 172pp 16649 317 

24X F i c h e 30-S22. 82/12/14. 830 1 040730 


8301140326 Forward! Affidavit! of Svc for Amend 8 to application for 
tltt car tlf Ication/envlren rapt 4i Amend 89 to PSAR 
THOMSEN.F T Pertini. Coie. Stone. Oleen b William! 83/01/11 
Office of Nuclear Reactor Regulation. Director Spp 16807 176 
24X Flche 90-922.83/01/11.8301140326 


6301040646 Reoponie to intervenor 821213 motion to clarify & amend 
certain contention! Supports clarification of Contentlone 2. 

7 b B Opposes amends to Contentions 7 b 8 w/o addressing 
10CFft2 714(b) Certificate of Svc end 

REia. E J Hearing Branch 3 83/01/03 Atomic Safaty and 

Licensing Doard Panel S9pp 16642 131 24X Flche 50-928.(33/01/03. 

S301040646 


8301070332 Supp 1 to DOE 881186 limited appearance statement DQE 
petition it that Hanford site is not open, unclaimed land as 
defined In 1035 treaty u/Yakiraa Indian Hatl on. Article III 
A8LB Is wrong forum for resolving issue 

HAKES, R L , FITZ.C T Energy, Dept of 03/01/03 Spp 16605 090 
24X Flche 50-528.03/01/03,6301070332 


6301140337 Notion to compel applicants to respond In full to Natl 
Wildlife Federatlon/OR Environ Council 6S1201 
i nterrogator i et b requeet for production of documents 
THATCHER. TL National Wildlife Federation THATCHER. T L Qrugon 
Environmental Council THATCHER. T L Thatchor. TL 03/01/05, 
Atomic Safety and Licensing Board Panel Ip 16007 848 84X 

Flche 90-988, 83/0 1 /09 1 030 1 1 40337 


—6301140345 Memorandum supporting Natl Wildlife Feileration/0R Environ 
Council 830109 motion to compel discovery Applicants 
misinterpreted lOCFRS 740((>)(1) relevancy std Discovery 
requests ere relevant W/Certl f Icate of Svc 

THATCHER, T L National Wildlife Federation THATCHER. T. L Qregnn 
Environmental Council THATCHER, T L Thatcher, T L 03/01/09 
Atomic Safety and Licensing Doard Panel 16pp 16007 843 84X 

Flche 90-98 2, 83/0 1 /05, 830 1 1 40337 


E NRC Sefety Eveluatlon Report (SER). supp Is b correspondence 


8301190470 SAFETY EVALUATION REPOST RELATED TO THE CONSTRUCTION OF 
SKAOIT/HANFORO NUCLEAR PROJECT. UNITS 1 AND 2 Docket No! 

50-922 And 90—583 (Puget Sound Power And Light Company 
et el ) 

e Office of Nuclear Reactor Rogulation. Director NUREO-OSO? 303 
82/18/31 281pp Available at NRC «7 50 16BS0 126 84X 

Fiche 90-932,83/18/31,8301190470 


0301070491 Forward! Suppl 3 to SER re epplicatlon for CPi W/o tnel 
NOVAX. T M, AiiUtant Director for Li conoin g 83/01/03 HYER8. R V 

Pugot Sound Powor b Light Co 8pp 16705 361 aox 
Flche 90-988.83/01/03,8301070491 


F Security, medical, energtncy b fire protection plani 


8818060349 Oeneric Ltr 82—33 to all liceneee! of operating reactors* 
applicants for OL b holders of CPi re Suppl 1 to NUREO-0737, 
“Raqulrements for Emergoncy Rtsponst Capability 
NOREO-0737, Suppl 1 b svc list and 

ElBENHUr.DO Division of Licensing 88/12/17 Consolidated 
Edison Co of New York, Inc 77pp 16681 208 24X 

FUhi 90-000,82/12/17.8813060349 


03O1O7O37S Forwards SER Suppl 3 U/o end 

DEWEY. L 3 Hearing Branch 3 83/01/06 WOLF, J F , HOOPER. F F , 

LINENDEROER, 0 Atomic Safety and Licensing Board Panel 2pp 
16689 383 S4X Fiche 50-528,83/01/06.8301070279 


830 II 00095 Forwards SER Suppl 3 W/o end 
REIS. E J Hearing Branch 3 03/01/07 RYAN, K M Waehlnglon. State 

of POWELL. D 0 Lowensteln. Newman. Reis. Aselrad b Toil 
THOMSEN. F T Perkins. Cole, Stone, Olsen b Williams app 
16704 056 a4X Flche 90-522,63/01/07,8301100090 


0301120846 Memorandum summer 1 ting joint Aa.D/WA Stoto Energy Facility 
Site Evaluation Council 021208 prohtarlng conference In 
Lacoy.WA Schedults based on elapsed time from publication of 
FES b SER suppl established Svc Hit end 

WOLF. J F Atomic sefety and Licensing Board Panel LEMIO.N D 

Washington, state of 83/01/07 12pp 16774 128 a4X 
Flche 50-928, 83/01/07, 830 1180846 


8301210018 Order establishing schedule for evidentiary 
health b safety Issues 

WOLF, J F Atomic Safety and Licensing Board Panel 
16B75 001 24X Flche 90-982.83/01/10,8301810010 


hearings on 
03/01/10. 3pp 


8813220449 Oineric Ltr 02-39 to at) reactor licensees. CP holders b 
applicant! for CPi rt problem! w/!ubi»lttali of 10CFR73 21 
lafaguard! info for llcenfing review Procedure! re 
traninlttel of info outlined Sve list and 

EISEWWT.DO Oivition of Llceniing 02/12/22 Ceniolldated 
Editon Co of New York. Inc 13pe 16690 021 a4X 
FUht 90-000.82/12/22,8218220449 


0 Adjudicatory corref pondonco 


MV Stimae eupporting applicant antuor to 
T4ltM fndlAn Nation notion for rtconiidtrotion Doocribot 

Ctrtificou of Svc end 

16614 200 24X Flche 90-922.82/12/27.8301030141 


8301030171 Antwtr oppoiing Yakima Indian Nation 821210 motion for 

9 wdl fwlldld ^"**'‘''*'** rejection of Contontient "s b 
TH^EN.F T Puget Sound Power b Light Co THOMSEN, F T Perkin 

bmIoSoi*! a4X Flche,90-skea/ia 


•kl-.ia c”" dscuislon provided on why Contention 7 rulino 
Changed Certificate of Sve end ® 

I ® . M*«rlng Branch 3 82/12/30 Atomic Safe to and 

83010400*9 80-522,82/12/3 


8301810082 Memorandum b order restating admitted contentions 
WOLF.J F , HOOPER. F F . LINENQERIZER. 0. Atomic Safety and Lie an sing 
Board Panel 83/01/18 lOpp 16874 349 24X Flche. 90-522, 

83/01/16,8301210022 


M I. uTiaV?; '' 030210 to me answer to 

Natl Wildlife Federatlon/OR Environ Council 630105 motion to 
compel discovery Parties attempting to settle matter by 
informal agreement Certificate of Sve end 

THOMSEN. F T. Puget Sound Power b Light Co THOMSEN, F T Perkins. 

Cole. Btone, Olsen b Williams 83/01/18 Atomic Safety and 

S30*a5o097 * ** ‘*S9f393 SAX Fiehi. 90-582. 03/01/ 10, 


“ "•P*') MRC b applicant response to Natl Wildlife 

Federation/OS Environ Council, Columbia River Inter-Trilial 
Fish Commission b Coalition for Safe Power 821213 motion to 
«•’•***" contentions W/CertI Picato of Svc 
u,vli,a I J Oregon Environmental Council THATCHER, T L National 
Wildlife Federation LOTHRDP, R. Columbia River Inter-Trlbel Floh 

lir? **16994 ‘''oL Licensing Board Panel 

18pp. 16954 313 24X Flche 50-922,63/01/19,8301860300 


ouuiw/ujov uroer granting applicant SaOlie motion for eitenilon of fein<« 
until 830210 to respond to Natl Wildlife F^di^ation/W ™ 

Environ Council motion to compel discovery Oood cause shown. 

Licensing Doard Panel 03/01/29. Puget 
K/Oahr * Flche! 90-582, 83/01/89. 


info In SER suppl Certificate oflve .ncl 

H0V18, J.B Yakima Indian Nation H0VI8, J Q Hovls, CnrOriii. 

6?^'' l*97roi2f^^a4X®Fl Che. 90-822,83/01/29^8301 310^^^^ 
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0301310073 Ansuer to Applicant B30110 request for stteniion of tims 
until 030310 to antutar Natl Nlldllfe feifera 1 1 on/OR Envlroo 
Council dlaeovary raquaiti NRC doai not oppova motion 
Cartiflcata of 8vc and 

DCMEV. L S Hsarlng Branch 3 03/01/27 Atomic Safoty and 

Llcanalng Board Banal 3pp 16?&9 397 SAX Flche 90-322.83/01/27, 
8301310073 


P Operating llcanaa »taga documanti 1< corrasponilenc a 


8212060396 Oonaric Ltr 03-30 to all 1 Ic onaeaa , app 1 icanta for OL b 
holders of CPs re filings concerning 10CFR90 production & 
utlliiatlon facllitias Currant listing of branch assignments 
far nuclear reactor projects t< svc list enc 1 

EISENHUT. D 0 Division of Licensing 82/12/28 Consol Idatod 
Edieon Co of Neui York. Inc 1 Ipp 16068' 001 2AX 
riche 90-000-82/12/30.8212060336 


0 Inspection reports. IE Bulletins h c orrosp ond ence 


0S0Q170269 IE Info Notice 82-91. "Ovara xposor as in PUn Cavities " Svc 
list end, 

OEYOUNO. R C Director's Office. Office of Inspection and 

Enforcement 82/13/21 Consolidated Edison Co of New York. Inc 

lllpp 16689 239 24X Flche 90-000.02/12/31.0200190269, 


0812060391 IE Info Notice 02-52. "Equipment Envlroti Qualification 
Testing Eiperience - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29 *’ 0vc list end, 

JORDAN. E U Division of Engineering h Quality Assurance (Pre 
0301031 82/12/21, Consolidated Edison Co of Neu York. Inc 

119pp 16681 088 34X Fiche 90-000.82/12/21.8212060391 


8312060390 IE Info Notice 02-93. "Main Transformer Failures at North 
Anna Nuclear Power Station " Svc list end 

JORDAN. E L Division of Engineering & Quality Assurance (Pre 
830103) 02/12/22 Consolidated Edison Co of New York. Inc 

114pp 167S8 017 34X Fiche 90-000,82/12/23.8212060390 


0308190373 IE Info Notice 02-94, "Meetinghouse NBFD Relay Failures in 
Reactor Protection 8ys. " Bvc list end 

JORDAN. 8 E Division of Engineering t. Quality Assurance (Pre 
830103) B2/i2/27 Consolidated Edison Co of Neu York. Inc 

llOpp 16962 139 24X Fiche 90-000, 82/12/27, D20B190373 


0308190373 IE Info Notice 82'-99. "Seismic Qua 1 1 f 1 cat ion of Mestlnghousu 
AR Relay U/Latch Attachments Used in Neitlnghouse Solid 
ntate Protection Qyi. " Bvc list ond 

JOnoANt E. L Divislan of Engineering & Quality Assurance (Pre 
030103} 82/12/28 Consol idated Edison Co, of Neu York, Inc 

t09pp 16068 014 24X Fiche. 90-000. 02/12/28. 8200190273 


0312060394 IE Info Notice 82-96. "Robertshau Thormostatlc Flow Control 
Valves *' Ovc list end 

JORDAN. E L Division of Engineering S< Quality Aisuranca (Pre 
030103). 02/12/30. Consolldatad Edison Co of Neu York. Inc 

Itlpp 16790 137 24X FI c ha' 90-000. 82/1 2/30. 8312060394 


T llaaring transcripts on non-ant 1 trust matters 


03012801B3 Transcript of ACR8 8kag 1 t/Hanford Nuclear Project 030124 
meeting In R1 chland. WA Pp 1-187 Supporting documentation 
and 

a ACR6 - Advisory Committee on Reactor Bafeguardi 83/01/24, 
867pp 16990 196, 24X Fiche’ 30-000, B3/01/24i 83013801 93. 


8301310074 Trenscrlpt of ACRE Qkagl t/lianford Nuclear Project 030123 
meeting In Ri ch I and. UA, Pp 108-281 Vlewgraphi encl 
e A0n8 - Advisory Committee on Reactor Bafeguarde 83/01/29 
129pp 16966; 062. 24X Fiche 90-922, 83/01/25, Q3013I0074 


V Operator Eeamlnatloni 


0212220443 Oeneric Utr 02-30 to all power reactor 1 Icenseas. app 1 lean ts 
for OLi N60 t( reactor vtndors ti AEs rt meeting to discuss 
recant developments for licensing akams Advisee that meeting 
will be held on 030211 re operator llctnslng, Svc list end. 
EI8ENNUT.D. 0 Division of Licensing, 02/12/22. Consolidated 
Edison Co, of Neu Vurk. Inc, 12pp 16661' 072. 24X 

richa' 90-000, 62/12/22, 8212320443. 


8301120078 Oensrlc Ltr 83-01 to power reactor llcansaes ti applicante 
for 8L ra operator licensing enarn site visit Requests 
schedule re exam requests expected for xubmlttal prior to 
851231 for listed categor les. Svc list encl, 

EtSENNUT.D 0, Division of Licensing 83/Oi/ll, Consolidated 
Edison Co of Ntw York. Inc 11pp. I6B93'243, 24X 

FIcha; 30-000, 83/01/11.8301120078. 


DOCHET 30-933 BKAOIT NUCLEAR POWER PROJECT, UNIT 2 


A Appllcatlon/constructlan stage documants W corrsspondance 


8301200021 Add 1 response to FOIA request for documents ra NRC policy 
concerning issuances of press releases In connection w/ 
enforcement & licensing activities b. coverage of licensing 
or other hearing by madia Forwardi App A documents 
FELTON, J H Division of Rules and Records 82/12/10 NARTMAN.8 
Oebtvolse b Liberman 2pp 16880 281 24X Fiche 90-522.03/13/10. 

8301200021 


— 8301200040 Requests permission to allow photographers to cover 
proceedings of ASLD hearing Certificate of 8vc encl 

SirEMORE, M M aeattle Times 77/09/05 Office of the Becretery 
of the Commies Ion 3pp 16880 298 24X Fiche 90-922.02/12/10, 

0301200021 


8301300045 Forwards agenda for ACR8 Subcommittee on Qkag 1 t/iianfard 
Nuclear Project 830124-25 meetings 

ADEN9AM, E O Licensing Dranch 4 83/01/14 HVERBin.V Puget Bound 

Power b Light Co 4pp 16882:274 24X Fiche 90-922.83/01/14. 

8301200049 


D Utility Preliminary Safety Analysis Report ■ amends 


8301040612 Forwards Amend 29 to PBAR Info relevant to diesel generator 
design provlsloni for accomnoda t i ng dust L ashfull, 

NYERD.R V Puget Sound Power b Light Co 62/18/27 affice of 
Nuclear Reactor Regulation. Director 3pp 16642.222. 84)C 

Fiche 30-522.82/12/27.0301040612 


—8301040633 Amend 29 to P8AR 

e Puget Sound Power 6 Light Co 82/12/22 18pp 16642.289. 24X 

Fiche 90-522,82/12/27.8301040612 


B3D1140326 Forwards Affidavits of Bvc for Amend 8 to application for 
site c ertl f ic st 1 on/environ rapt b Amend 2? to PBAR. 

TIIOHQEN.FT Perkins. Coie. Stone, Olsen b Mitliame 83/01/11 
Office of Nuclear Reactor Regulation. Director 9pp 16007. |70 
24X Fiche 50-522.03/01/11.8301140326, 


C Utility Environmental Report (HR), amends b cerr etpond ance 


0301040730 Forwards Amend B to application for sltd certification/ 
environ rep t, respond ing to WA State Energy Facility Bite 
Eveluatian Council commants on Amend 6 

MYERS.R V, Puget Bound Power b Light Co 08/12/14 Office of 
Nuclear Reactor Regulation. Director 3pp 16649 314 24X 

Fiche 50-522,02/12/14,0301040730 


— 0301040737 Amend 8 to application for site car tlf 1 catlon/anvi ran rept 
e Puget Bound Power b Light Co 82/12/10 172pp 16649.317. 

24X Fiche 50-522,82/12/14,0301040730 


0301140326 Forwardi Affidavits of Bvc for Amend 8 to appttcstion for 
site CRT tl f 1 c ati on/envlron rapt b Amend 27 to PBAR. 

THOMSEN. F T Perkins. Cole. Qtone. alien b Mllllami. 03/Ot/ll 
Office of Nuclear Reactor Regulation. Director, Spp 16807.170, 
24X Flcbi 50-922.83/01/11,8301140326 


E NRC Safety Evaluation Report (GER), suppls b currei pondenca 


0301190470 SAFETY E VALUATION REPORT RELATED TO THE CONSTRUCTION OF 
SKAOIT/MANFORO NUCLEAR PROJECT. UNITB I AND 2 Docket Nos 
S0-B22 And 90-923 CPugat Bound Peuar And Light Company 
e t al ) 

* Off tea of Nuclear Reactar Regulation. Director. NUREO-0309 803. 
02/12/31 22 ipp Available at NRC 47.50 16850 126. 24X 

Flehe, 90-922, 02/12/31, 0301170470, 


83 01070491 Forwards Supp 1 3 to BER re application for CPs t)/a tncl, 
NDVAK. T. H, Assistant Dirsebor for Llcanilng. 03/01/03 NYENO.H.V 
Pugat Sound Power b Light Co. 2pp, 16709.361 84X 

Flehe: 90-922. 03/01/03.8301070491 


F. Security, medical, emergency b fire prabactlon plans 


8212060349 Oanerlc Ltr 82-33 to all licentaet of operating raac tPrsi 
applicants for 01. b holders of CPs re Buppl I to NUREI)-07i}7. 
"Requirements for Emsrgincy Response Capability,'' 

NUREO-O7a7,8uppl 1 b svc list and 

EIBENHilT.D.O Division of Licensing B2/t2/17. ConsoHdataif 
Edison Co of New York. Inc 77pp 16601.200 24X 

riche 90-000.82/12/17.8212060349, 
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B312220445 Cinrrjc Ltr 02-39 to all reactor licenseoB.CP holder* i 
avfllcanti for CPt re problem* u/eubmi ttals of lOCPRTS 21 
iaf* 9 uarPf Info for licensing revleu Procedure* re 
transmittal of Info outlined Svc li*t end 

Et5€t<H0T<QG plvlsion of Licensing 82/12/22 Consol 1 da ted 

Edison Co of New Vort, Inc 13pp U690 031 24X 

Fit** 30-000.82/12/32.8212320445 


0 Ad judicatori; correspondence 


B3D1030141 Affidavit of KV Stimac supporting applicant antuier to 
Yatlna Indian Nation motion for reconsideration Describes 
plant site U location of casement* Certificate of 5vc end 
STIK4C. H V Puget Sound Power ti Light Co 82/12/27 Spp 
I&614 200 24X Flchc 50-522.82/12/27.6301030141 


8301030171 Answer opposing Yakima Indian Nation B21210 motion for 
reconsiderat 1 on of A5LB 821029 memorandum order re *uppl 
to petition to Intervene ASLfl rejection of Contentions 7. 8 
9 veil founded 

THOMSEN. F T Puget Sound Power & Light Co THOMSEN, F T Perkins, 
Cole, Stone. Olsen L tlilliamsv 82/12/27 Atooiic Safetg and 
Licensing Board Panel I2pp 16617 0l8 24X Ficbe 50-522.82/12/27. 

8301030171 


8301240097 Motion for eitenslon of time until 630210 to file answer to 
Natl Wildlife Federatlon/OR Environ Council 630105 motion to 
cocspal discaverij Parties attempting to lettl* matter by 
Informal agreement CertIPicmte of Svc end 

THOM0EN, F T Puget Sound Power & Light Co THOMBCN, F T Perklne, 

Cole. Stone. Olsen Mtlltams B3/01/1B Atomic Safety and 

Licensing Board Panel 4pp 16391 335 24X Ficho 50-32S. 03/01 /18, 

0301240097 


8301280306 Reply to NRC ^ applicant response to Natl Wildlife 
Federatlon/OR Environ Counc 1 1 , Col omb I a River Inter— Tribal 
Fish Commission & Coalition for Safe Power 021213 motion to 
clerlfy b amend certain contentions W/Certl ficate of Svc 
THATCHER, T L Oregon Environmental Council THATCHER, T L Notional 
midlife Federation LOTHROP. R Columbia River Inter-Tribal FI */i 
Commission 83/01/19 Atomic Safety and Licensing Board Panel 
lapp 169S4 313 a4X Fiche 30-522.83/01/19,8301230300 


0301270369 Order granting applicant 030116 motion for estanslon of time 
until 830210 to respond to Natl Wildlife Fodarat 1 on/OR 
Environ Council motion to compel dlecovery Good cause shown 
WOLF. vf Atomic Safety and Licensing Board Panol 83/01/23 I’irgci 
Sound Power b Light Co Spp, 16938 874 24X Flehe 90-822/03/01/23, 

0301270369 


0301040015 Answer opposing Yakima Indian Nation 821210 motion for 
reconsiderat i on of ASLB 021029 order ruling on Contentions 
7.0 i 9 No discussion provided on why Contention 7 ruling 
should be changed Certificate of Svc end 

QEHEY.L. S Hearing Branch 3 62/12/30 Atomic Safety and 

Licensing Board Panel t7pp 16637 131 24X Fiche 50-522,02/12/30. 

8301040015 


0301040646 Response to intervener 021213 motion to clarify b amend 
certain contentions Supports clarif Ication of Contentions 2, 

7 b 0 Opposes amends to Contentions 7 b 0 w/o addressing 
JOCFN2 714fb> Certificate of Svc end 

REIS.E J Hearing Branch 3 03/01/03 Atomic Safety and 

Licensing Board panel 25pp 16*42 131 24X Fiche 50-522,83/01/03. 

830lO40b4b 


8301310229 Notification of Intent to file new contentions based on now 
info In SER suppl Certificate of Svc end 

HOVIS. 0 B Yakima Indian Nation HOVIS. J 8 Hovis, Cockrill/ 
Weaver b Bjur 83/01/25 Atomic Safety and Licensing Hoard Panol 
fapp 16970.012 24X Flchg SQ-3S2i 83/01/23, 6301310229 


8301310073 Answer to applicant 030118 request for ortenilon of llmo 
until 830210 to answer Natl Wildlife Fedora tion/OR Environ 
Council dlfcovery requests NRC does not oppose motion 
Certificate of Svc end 

DEWEY, L a Hearing Branch D 03/01/27 Atomic Safety and 
Licensing Board Panel 3pp 16969 297 24X Fiche 30-522.83/01/27, 

8301310073 


P Operating license stage doruments b correspondence 


8301070332 6upp 1 to DOE 021 126 limited appearance statement DOE 
position IS that Hanford site Is not open, unclaimed land as 
dtflned In 1B55 treaty u/YaHma Indian Na tl on, Art icle HI 
ASLB Is wrong forum for resolving issue 

HAME6. R L , FITZ.C T Energy, Dept of 83/01/03 Spa 16685 050 
24X Fiche 50-528,03/01/03.0301070332 


8301140337 Motion to compel applicants to respond In full to Natl 
Wildlife F*d*ratlon/OR Environ Council 821201 
interrogalori as b request for production of documents 
THATCHER, TL National Wildlife Federation THATCHER, T, L Oragon 
Environmental Council THATCHER, T L Thatcher, TL 83/01/05 
Atomic Safety and Licensing Board Panel Ip 16807 242 24X 

Fiche 50-322,83/01/05,0301140337 

—0301140345 Memorandum lupportlng Natl Wildlife Federatlon/OR Environ 
Council 030105 motion to compel discovery Applicants 
mi»lnt*rpr»t*il 10CFfi2 740Cb>(n relevancy *td Discovery 
requeiti are relevant W/Cerbl ficate of Svc 

THATCHER. T L National Wildlife Federation THATCHER,? L Oregon 
Environmental Council THATCHER, T L Thatcher, TL 83 / 01/05 
Atomic Safety and Licensing Board Panel 16gp 16007 243 24X 

Fiche 50-522,83/01/05,8301140337 

8301070275 Forwards SER Suppl 3 W/o end 
DEWEY. L 6 Hearing Branch 3 83/01/06 HOLF.J F , HODPER, F F , 

Board P^nei apo ‘ 

16605 323. 24X Flch* 50-522,03/01/06,0301070275 ^ 

8301100095 Forwards SER Suppl 3 W/o ene] 

«?‘®'poWELL“S"r"‘'L!r*ri ? « Washington. State 

2 bouenstein, Newman, Reis, A* el rad b Toll 

^ 01»»n b Williams 2pp 

16704:056 24X Fiche 50-522,03/01/07,0301100095 

J’’*"* ASLD/WA State Energy Facility 
Laelu^ua *.,®^**® prehearing conference in 

FFB t’ocD® ^*^?***,.^**f'* 'I'P**!) lime from publication of 

im b BER suppl estibllihed Svc list end 

uT’!, Safety and Licensing Board Panel LEWIS, N D 

Washington, State of 03/01/07 12pp 1*774 120 24Y 

Fiche; 50-522. 03/01/07, 0301120246 

^-^ng. on 

safety and Licensing Board Panel 83/01/1 B 3 a» 

16875 001 241: Fiche' 50-522, 83/01/18, 8301210010 

** ‘‘■*l«liR» admitted content lone 

w,k:3H-' 3, 5-a, 


0212060356 Oeneric Ltr 02-30 to all 1 ic ensees , app 1 Icants for OL b 
holders of Cp* re filings concerning 10CFR30 production b 
utllliatlon facilities Currant Hating of branch atslgnmenis 
far nuclear reactor projects b svc list end 

EISENHUr.D 0 Division of Licensing 82/12/20 Consolidated 
Edison Co of New York, Inc, Ilpp 16B6B 001 24X 

Fiche 50-000,82/12/28,0212060356 

Q Inspection reports, IE Bulletin* b c orreap ondence 

0200190269 IE Info Notice 68''5l, "Over e spoaur ea in PWR Cevltlea * Dvc 
lilt end 

DEVaUNO.R C Director's Office, Office of Insouclion and 
Enrorcement 02/12/21 Consol l dated Etll ton Co of Now York, Inc 
lllpp 16689 239 24X Fiche' 90-000, 02/13/21, 0208190269 

8212060351 IE Info Notice 82-52, "Equipment Environ Ouaiiflcatlnn 
Teatlng Esperlence - Updating of Teet aumnarlfa Previously 
Notice 81-29 " Svc list end 

Engineering b Quality Assurance (Pre 
830103) ®®X13/2I Consolidated Edison Co of New York, Inc 

llSpp 16681 080 84X Fiche 30-000,02/12/21,0212060351 

0212060350 IE Info Notice 82-53, "Main Transformer Falluroa at North 
Anna Nuclear Power Station " Svc Hit end 

^"Sineerlng b Ouallty Assurance (Pro 
i? 4 Ba^ EdHon Co Of Nsu York, Inc 

114pp 16750 017 24X Flc he' 50-000, 02/12/22, B2120603S0 

0200190275 IE Info Notice 02-54, "Weatlnghoua e NDFD Relay Failures in 
Reactor Protection Sya " Svc list encl ^ raiiurei in 

“a Engineering b Ouallty Aiauranea {Pre 

ffSir 

IS? 

state Protection By* " Svc Hit encl. 

0301031^ ^S2/?5/32^‘‘" Engineering b Oueiity Assurance (Pre 

ConsDlldated Edleon Co, of New York, Inc 
09pp. 16068 014 24X Fiche- 50-000, 02 / 12 / 20,8200190273 


''Robertshau Thermostatic Flow Control 


0212060354 IE Info Notice 02-56, 

Valves <• Svc llet end, 

‘■s2/?2/io^'’" Assurance (Pre 

lllpp 16750 137 24X Fiche. SoXfss/IS/oS: e2f2Xs5!''" 
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T Hearing transcripts on non-ant itrust matters 


0301200153 Transcript of ACR8 Ska g i t /Ha nf ord Nuclear Project 830124 
meeting in fiiehlandiWA Pp 1-187 Supporting documentation 
end 

* ACR8 - Advisorg Committee on Reactor Safeguards 63/01/24 
267pp 16958 196 24X Fiche 50-000163/01/24,0301200183 


8301310074 Transcript of ACRB Skagit/Hanford Nuclear Project 830125 
meeting in fiiehland.WA Pp 100-281 Vlewgrapbi end 
* ACRB - Advisorg Committee on Reactor Safeguards 83/01/23 
129pp 16966 062 24X Fiche 90-522, B3/01 /2S, 0301310074 


V Operator Esaminatlans 


0212220443 Oenerlc Llr 02-30 to all pouer reactor 1 1 censees, app 1 icants 
for OLi NS8 b reactor vendors b AEs re meeting to discuss 
recent developments for licensing exans Advises that meeting 
iiftll be held on 030211 re operator licensing Bvc list end 
EiaENHUTiDO Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York, Inc 12pp 16601 072 24X 

Fiche 80-000,82/12/22,8212220443 


8301120070 Oeneric Utr 83—01 to power reactor licensees b applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
691231 for listed categories Svc list end 

BISBMHUT.D 0 Division of Licensing B3/0I/H Consolidated 
Edison Co of New York. Inc 1 Ipp 16893 243. 24X 

Fiche 80-000,03/01/11,0301120078 


DOCKET 8TN-SO-520 PALO VERDE NUCLEAR STATION, UNIT 1 
A Applieatlon/constructlon stage documents b correspondence 


0301190145 Partial response to FOIA request for documents re proposed 
rev b/or update to reactor safetg studg raf in NUREO-O7e4, 

Chapter 10 as RS II b documents re discussion of reactor 
cooling method Forwards App A documents 

FeLTOM, J M Division o# Rules and Records 02/11/22 BHOLLY, 8 C. 
Union of Concerned Scientists 3pp 16666.278 S4X 
Fiche 30-000,02/11/22,6301190148 


— 8202240183 Comments on Ofe of Research b Btds memo "Feed b Bleed Issue 
for C-e Applicants," re risk implications of C-E reactor 
designs which lack capabllltg for cooling via HPI b 
deliberate venting of RCS 

LOG EL, R M Auxillarg Sgs terns Drench 82/02/03 fiUDCMBTEIN, L 8 

Assistant Director for Core b Plant Bgstems Spp 16867 077 S4X 
Fiche 30-000,02/11/22,8301190143 


8301090933 Summarg of 821116 meeting w/utll,C-£ b Dechtal in Dethesda, 
NO re schedule for completion of fadlltg OL review List 
of attendees end 

LICITRA.E A Licensing Branch 3 82/12/17 Licensing Branch 3 

Spp 16668 031 24X Fiche 30-928,82/12/17, 0301030933 


8301120079 Forwards 821222 summarg of 881208 meeting w/ut 1 1 , Sandia, 
Burns b Roe b C-E at Palo Verde site re rapid 
depressor 1 tat ion b DHR capabllltg. 

LICITRAiE A Licensing Branch 3 83/01/09. Licensing Branch 3 

2pp 16786 308 24X Fiche 30-000,83/01/03,8301120079 


—8301040046 Gummarg of 821207-08 meetings onsite w/uti 1 s, NUTECH, Burns 
b Roe, Sandia, Dech tel & C-E re rapid depressurltatlon b DHR 
capab llltg 

KARCHE8E, A R. Oenerlc Issues Branch 82/12/22 Oeneric Issues 
Branch Spp 16706 310 24X Fiche 30-000,03/01/09,8301120073. 


8301120030 Bubmlts dallg highlight of ABLB 621230 decisions Favorable 
Initial Decision Issued on matters of controversg during 
hearing Second decision grants late petition re effects of 
salt deposition from coaling tower drift on farm products 
LICITRA.E A. Licensing Branch 3. 63/01/06 DENTON, H R , CASE, E 0 , 

CARTER, J. Office of Nuclear Reactor Regulation, Director. Ip. 

16706' 362 24X Fic he’ 90-928, 03/01/06, 0301 1 20030 


8301110468 Advises that response to NRC 821128 request re PRA for UN8 
will be provided by 830131. Delay due to in-depth nature of 
matl. 

VAN BRUNT, E E Aril on a Public Service Co. 03/01/07 NOVAK, T. H 
Assistant Director for Licensing Ip 16742 398 24X 

Fiche 30-528,83/01/07,8301110468 


0301130082 Forwards revised Offsite Dose Calculation Manual. 

BORNEKAN.L. Ariiona Public Service Co 83/01/11 FA I ROB ENT, L. 

Radiological Assessment Branch ip 16794 216 S4X 
Fiche. 30-923, 83/01/11,8301130082 


— 0301130083 Revised Offsite Coso Calculation Manual 

» Aritona Public Service Co 02/01/12 77pp 16794 217 24X 

Fiche 90-520,03/01/11.8301130082 


8301100110 Advises that comparison of ipecs of special Bechtel lifting 
devices u/ANSI N1 4 6-1978 requirements b Ouideline 4 of 
NUREO-0612, "Control of Heavy Loads," will be submitted by 
83021S>per 821110 commitment 

VAN BRUNT, E E Ariiona Public Servtco Co 03/01/12 KNIOKTDN, 0 
Licensing Branch 3 Ip 1682 3 26 3 24X Fiche 50-328.03/01/12. 

83011801 10 


83012(0293 Notifies of cancellation of Corrml s sianer Oilinskg Feb visit 
to util resulting from B301I2 telcon info re PORV issue 
available in util 621103 Itr 

LICITRA.E A Licensing Branch 3 83/01/14 KNIONTGN, 0 W 

Licensing Branch 3 Ip 16Q93 lOi 24X Fiche 50-320,83/01/14. 
8301210293 


B3O120OO13 Notification of 030215-17 meetings w/uti 1, EGbO, Bach tel b C-E 
on site b in Phoetlix.AZ to conduct audit of seismic 
quail f ica t ion 

LICITRA.E A Licensing Branch 3 03/01/17 KNIONTON. 0 W 

Licensing Branch 3 3pp 1696 2 3 9 2 24X Fiche 50-580.83/01/17, 

0301280013 


0301210289 Requests review of Torroy Pines final rept on Independent QA 
Evaluation of facility Comments needed by 030601 far 
inclusion in BER suppl 

EISENHUT.D 0 Division of Licensing 83/01/10 TAYLOR, J tf 
Division of Reactor Programs (Pro 0301031 2pp 16093 097 24X 

Fiche 90-928,83/01/10,83012(0269 


E NRC Safety Evoluatian Report (SER), suppls b correspondence 


0301030209 Faruards rospo'nse to EER Questlati 222 04 re multiple control 
sys malfunction due to common power sourc e, common sensor or 
common Instrument tap fal lures 

VAN BRUNT, E E Ariiona Public Service Co 02/12/30 NOVAK, T H 
Assistant Director for Licensing Bpp 16617 191 24X 

Fiche 90-928,82/12/30,0301030205 


B3’0’lll0369 Forwards updated SORT c hock 1 1 sts. providing summary of 
selsm.ie qualification program b suppls util B20SI4 
submittal, in response to 8ER (NUREO-0897) b NRC 810717 Itr 
H/205 oversiie figures Aperture cards are in PDR 
VAN BRUNT, E E Ariiona Public Bervice Co 03/01/07 NDVAK, T M 
Assistant Diroebor for Operating Reactors 19pp 16758 260 HAX 
riche 90-528.03/01/07.6301110369 


0301250262 Forwards eight overslie electrical drawings, representative 
of disconnect circuit design, in response to NURE0-0QS7, 

SER Section 742 Aperture cards are available In PDR 

VAN BRUNT. E E ArilOfta Public Service Co 83/01/20 KNIGHTON, Q 

Llcenelng Qraneh 3 2pp 16899’ 148 24X Fiche 50-528,83/01/20. 

0301290262 


F Security, medical, emergency b fire protection plans 


8212060349 Generic Ltr 82-33 to all licensees of operating reactors, 
applicants for OL b holders of CPs re Buppl 1 to NUREO-07 37, 
''Requirements for Emergency Response Capability “ 

NUREO-0737, 8u pp 1 1 b eve list encl 

EISENHUT.D G Division of Licensing B2/I2/17 Consol Ida ted 
Edison Co of New York, Inc 77pp 16681 208 24X 

Fiche 90-000,02/12/17,8212060349 


8212220449 Oeneric Ltr 82-39 to ell reactor 1 ice'nsees.CP holders b 
applicants for CPs re problems w/submlttals of lOCFRVS 21 
safeguards info for licensing review Procedures re 
tranimlttal of info outlined Svc list end 

EISENHUT, D 0 Division at Licensing 82/12/22 Consolidated 
Edison Co of New York, Inc I3pp 16690 021 24X 

Fiche 50-000, 82/12/22. 8212220445 


S3012B0008 Notification ef 830201-04 meetings u/utiliOage-Qabcock St 
Dachtel In Phoenix, AZ b on site to conduct site audit of 
fire protection sys Age'nda end 

LICITRA.E. A. Licensing Branch 3. 83/01/17 KNIOHTON.O M 

Licensing Branch 3 9pp 16962’ 329. 24X Fiche 50-520,83/01/17, 

0301280008 


0 Adjudicatory correspondence 


8211290739 Suggests Nest Valley Agricultural Protection Council, Inc 
821116 supplemental memo r and um supporting petition to 
intervene be d 1 sregarded, Rul es do not allow reply by moving 
party 

DEWEY, L S Hearing Branch 3 82/11/24 LAZO. R M. CALL I MAN, D, 

COLE, R F Atomic Bafoty and Licensing Board Pantl. Ip 16229 122 
24X Fiche- SO-528, 82/11/24, 821 1290735. 
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8301030163 M»mo rand Util 4 order granting Watt Valleg Agricultural 
protection Council- Inc 031014 late petition to Intervene 
Record reopened tor Unit* 2 4 3 to consider salt deposition 

LAZ0% M - COLE.R F . CAULIMAN, A D Atomic Safetg and Licensing 
Board Panel 82/12/30 West Valley Agricultural Protection 
Council- Inc I4pp 16614 163 24X Fiche 3O”530- 83/ 1 2/30- 

8301030163 


9301030230 Certifies svc of foregoing documents on B31230 
STUCKY- 8 H Office of the Secretary of the Commission 
2pp 16618 033 34X Fiche 50-528,03/13/30,8301030320 


8208190373 lE Info Notice 82-55, "SelBittic Qualification of Wostlnghousc 
AR Relay W/tatch Attachments Used In IJestinghquse Golid 
Stete Protection Sys " Svc list end 

JORDAN, E L Division of Engineering fc Quality Assurance iPre 
830103) 02/12/38 Consolidated Edison Co of Neiu York- Inc 

109pp 16060014 24X Fiche 50-000,83/13/30,8308190273 


0301140360 Forwards IE Insp Rept 50-538/02-32 on 031110-1217 No 
noncomp I lance noted 

BTERNOERO. D, M Division of Resident, Reactor Project J. EngifiooTing 
Programs 03/12/28 AODONlNI, 0 C Ariiona Public Servico Co 2pp 
16807 313 24X Fiche SO-528, 03/13/30- B301 140360 


0301030249 Initial decision ordering NRR Director to issue OL for Unit 
I Reasonable assurance eslsts of sufficient supply of 
effluent from 91st Avenue t Tolleson plants to meet plant 

LAZaH M , COLE, fi F , CALLIHAN, A D Atomic Safety and Licensing 
Board Panel 02/12/30 117pp 16616 197 34X 

Fiche 50-538,83/13/30,0301030249 


8301190309 Informs that petitioner did provide citation for quoting 
FES re salt drift impacts, contrary to ASLB opinion granting 
petition to intervene Certificate of Svc end 

fiERLIN,K Affiliation Unknown BERLIN, K West Valley Agricultural 
Protection Council, Inc 03/01/17 LAZO, R M , CALLIHAN, P * 

COLE.n F Atomic Safety and Licensing Board Panel 4pp 16846 251 
24X Fiche 50-520,03/01/17,8301190207 


8301310353 Notice of ASLAB constitution AS Rosenthal, chairman St 
5F Ellperin 4 HA Ui Iber, members 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel B3/D1/27 
Ip 16967 I5S 24X Fiche 50-520,03/01/27,8301310353 


8301310331 Order advising that ASLB 921330 Initial Decision LBP-B2-tl7A 
will be reviewed lua sponte Decision not to be treated as 
final due to uncertainlty as to when review wilt be 
complete 

EHOEHAKER, C J Atomic Safety and Licensing Appeal Panel 83/01/37 
2pp 16963114 24X Fiche 50-528,03/01/27,0301310331 


P Operating license stage documents 4 correspondence 


S3I2060336 Generic Ltr 82-30 to all lie ensees , appl icants for OL 4 
holders of CP* re filings concerning IDCFRSO production 4 
utilliation facilities Current listing of branch assignments 
for nuclear reactor projects 4 svc list enc 1 

eiSENHUT.D 0 Division of Licensing 82/12/28, Consolidated 
Edison Co of New York, Inc llpp 16860 001 24X 

Fiche 50-000,02/12/20,8212060356 


—0301140362 IE Insp Rept 50-528/82-33 on 821118-1317 No noncompl ianeo 
noted Maiov areas Inspected prerequislto testing 

FIDERELLIiO , JOHNSTON, 0 , YOUNO, T Division of Resldont, Roactor 
Project 4 Engineering Programs 82/12/27 7pp 16007 315 34X 

Fiche 50-528,82/12/28,8301140360 


8213060354 IE Info Notice 82-56, "Robertshaul Thermostatic Flaw Control 
Valves " Svc list end 

JORDAN, E L Division of Engineering 4 Quality Assurance (Pro 
830103) 83/12/30 Consolidated Edison Co of New York- tnc 

lllpp 16758 137 34X Fiche 80-000,02/10/30-8213060354 


8301120382 Ack receipt of 821329 ltr informing NRC of stop* talren to 
correct violations noted in IE Insp Rapt 50-528/82-30 
8TERNBER0, D, M Division of Resident- Reactor Project 4 Englnoorlng 
Programs 03/01/01 VAN BRUNT- E E Ariiona Public Service Co, Ip 
16774 219 34X Fiche 50-520,83/01/01,0301130383 


—0301120290 Responds to NRC 021129 Ur re violations noted in IE Insp 
Rept 50-520/92-30 Corrective actions recovery program 
consisting of repeated f i 11 ing, c Irculat ion 4 drain of steam 
generator w/hydratlne treated Qrado A uiater InllinCod 
ANDOONINl.O C, Ariiona Public Service Co 02/13/29 
ENGEL K EN, R H Region 5, Office of Director 3pp 16774 230 24X 

Fiche 50-938,83/01/01,0301130302 


8301100112 Foruarde IE Insp Rept 50-520/82-36 on QS120Q-10 No 
noncomp 1 lance noted 

STERNBERG, 0 M Division of Resident, Reactor Project 4 Engineoring 
Program* 83/01/12 ANDOONINI,0C Ariiona Public 0orvlca Co 
2pp 16832 101 24X Fiche' 50-520- 03/01/12. 0301 100113 


—0301100114 IE In»p Rept 50-538/82-36 on Q31S08-I0 No noncompl lance 
noted Major area* Inspected plant procedure* 4 independent 
Imp effort 

JOHNSON- P H , YOUNO, T Division of Roildent, Roactor Project 4 
Engineering Program* S3/0I/II 5pp 16832 103 34X 

Fiche 50-528,03/01/13-8301100113 


Q Inspection report*- IE Bulletin* 4 correspondence 


B30I030094 Forward* IE Insp Repts 50-520/02-31-50-529/02-13 4 
50-530/82-14 on 821115-19 4 1202 No noncomp t lance noted 
STERNBERG- 0 H Division of Resident- Reactor Project 4 Engineering 
Programs 82/12/07 VAN BRUNT, E E Ariiona Public Service Co 
4pp 16616 156 24X Fiche 50-528-82/12/07-8301030094 


—8301030104 IE Insp Repts 50-520/82-31,50-529/02-13 4 50-530/82-14 on 
021115-19 4 1202 No non comp 1 1 ance noted Major area* 

Impacted RCPB piping heat treatment 4 IE bulletins 4 
circular* 

NARBUT.P P . ECKAROT, J H - VOUNO. T Division of Resident- Reactor 
Project 4 Engineering Program* 82/12/07 lOpp 16616 160 HAX 
Fleh# 50-528,02/12/07,8301030094 


8308190269 IE Info Notice 02-51, ’'Overeipusures in PWR Cavities " Svc 
list end 

OEYOUNO-R C Director's Office, Office of Inspection and 

Enforcement 02/12/21 Consolidated Edison Co of New York, Inc 

lllpp 16689 239 24X Fiche 50-000,02/12/21,0200190269 


B21206D35I IE Info Notice 02-52, ''Equipment Environ Qualification 
Testing Eiptrlencf - Updating of T*»t Summarie* Previously 
Published in IE Info Notice 01-29 " Svc list end 
JORDAN,E L Division of Engineering 4 Ouellty Assurance {Pre 
830103} 82/12/21 Consolidated Edison Co of New York- Inc 

U5pp 16681 OQB 24X Fiche 50-000,82/12/21,8212060351, 


8212060350 IE Info Notice 82-53, “Main Transformer Failure* at North 
Ann* Nuclear Power Station " Svc list end 

JORDAN, E L Division of Engineering 4 duality Assurance IPr* 
030103} 82/12/22 Consolidated Edison Co of New York- Inc 

U4pf 16758 017 24X Fiche 50-000,02/12/22,8312060350 


0209190275 IE Info Notice 32-54, “Hestlnghouse NBFD Relay Failures in 
Reactor Protection Sys " Svc list end 

JORDW, E V. Division of Engineering 4 Quality Assurance (Pre 
030103} 82/12/27 Consolidated Edison Co of New York, Inc 

110pp. 16962 139 34X FUhe 50-000,82/12/87,0208190275 


6 Reportable occurrences- LERs 4 related c orrespondonc e 


8301030149 Potential Part 21 rept re Installation 4 documentation 
irregularities 4 deliberate damage to ins tr umentatlon 4 
control instruments mfg by Honey wel 1, Inc Investigation 
continuing 

DEA0, G, C Waldlnger Corp 82/12/03 Region 5, Office of 
Director. 3pp 16614 176 24X Flcho 50-838,82/12/03,0301030149 


8301030093 Part 21 rept re Dragon excess flow check valve* Valve 
inlet reworked to butt weld configuration 4 welding adaptor 
supp 11 ed, valve adapter welded to valve body w/poppet removed 
4 poppet reinstalled Into body weldment. 

HAOOART.K D Dragon Valves- Inc B2/12/1S. 00808, D Region 5. 

Office of Director Spp 16614 262 24X Flcho. 50-938, 82/12/lD. 

8301030093 


0301040207 Final Oaficlency Rept 82-67 re Pioneer Magnetic* 4 OA Co 
E8F actuation sys not masting Tech Spec JM-104 Initially 
reported on 821111 Deficiency not reportable per 
lOCFRSO, 5S<e) No Written rept required, 

VAN BRUNT, E E Ariiona Public Service Co 82/12/16 8TERNBER0, D H 
Division of Resident, Reactor Project 4 Engineering Program*. 2pp, 
16638. 339 24X Flc h e ' 50-528, 82/12/16, 0301040287 


8301140382 Interim Deficiency Rept DER 02-83 re failure of Joy fan 
blade- causing 2~lnch penetration in containment liner plate 
Complete rept will he submitted by 030225. 

VAN BRUNT, E E Ariiona Public Service Co, 02/12/22. aTERNBERO, D H 
Division of Resident, Reactor Project 4 Engineering Program* Spp 
16007,140 24X Fiche 90-920,02/12/22,0301140382 


8301140313 Final Deficiency Rept DER Q2— 77 re Foxboro Model 270 
displays failing Class IE qual 1 f Icat 1 on te s ting, Ini tial ly 
reported on 021 124. Deficiency determined not reportable 
under 10CFR90 59(e). No written rept required 

VAN BRUNT, E E Ariiona Public Service Co 82/12/23 STERNDERO, D. M. 
Division of Resident, Reactor Project 4 Engineering Program*. 2pp 
16807.190 24X FI the. 50-538, 02/12/23, 8301 1 40313 



DOCKETED ITEMS 


0301H03t9 FinBi Befieiency Ropt DER 03-74 re potential untleri 1 10 / looe o 
adjuttment boll* to OE protective relays Initially reported 
on 021 S34 Deficiency determined not reportable under 
locFoao sae 

VAN DRUNT. E E Arliona Public Service Co 02/12/23 OTERNBERO. D M 
Division of Residenti Reoctor Project 6 Enoliieoring Progranis 2pp 
1&S07 2&B 24X Flche 30-3201 03/18/23. 0301 1 <10317 


0301140342 Interim Deficiency Rop t DER 02-71) ro Target Rock volvae 
not meeting specs/test regu iromon t s Initially reported on 
021124 Decbtel correspond ing u/C-E to roach dlsposltlan 
rinel rept eipocted by 030310 C-E has filed Part 21 rept 
VAN BRUNT. E E Arliona Public Service Co 02/12/23 0TERNDERO. D M 
Division of Resident. Reactor Project ti Engineering Programs 3pp 
I6D07 236 24X Riche 30-520,02/12/23.0301140342 


0301140363 Final Deficiency Rept DER 02—70 ro Improperly socured 
refueling i>>ater tank suction strainers duo to oversiie 
holes Tnitlally reported on 021124 Field change reouests 
approved to repair studs, angle dtps 6 use of uashers 
VAN DRUNT. E E Arliona Public Service Co 02/12/23 STERNBERO, D M 
Division of Resident, Reactor Project & Engineering Programs 4pp 
16007 170 24X Flche 30-020,02/12/23.0301140363 


0301140413 Interim Deficiency Rept DER 03-69 ro incorrectly marked 
fuses In control element dt ive mechanism control tys 
Initially reported on 021124 Bechtel Corp corresponding 
w/C-C re Item resolution Final rept to be submitted 030300 
VAN BRUNT. E E Arliona Public Service Co 02/12/23 0TERNDERO. D K 
Division of Resident, Reactor Project ti Engineering Programs 3pp 
16000,084 24X Flche 30-320,02/12/23.0301140413, 


0301140323 Informs that Final Dsfldoncy Ropt DER 02-30 rs 
non-ie 1 sml c a I ly quallflsd fleiible conduit couplings bstueen 
auilllarg 6 control hldgs oipec led to be complete by 030422 
Initially reported on 020910 b 021000 

VAN DRUNT. EE Ar I xona Pub 1 Ic Service Co 02/12/20 OTERNBERO, D M 
Division of Resident, Reactor Project l< Engineering Programs 2(ip 
16007 334 24X Flche 30-320,02/12/20.0301140323 


0301140329 Final Deficiency Rept DCR 08-40 re incorrect setting of 
Class IE case circuit breakers after testing Initially 
reported on 020D06 Prerequisite electrical Iasi procedures 
reurllten to meet NUREO-1369 t, testing program revised, 

VAN BRUNT, E E Arliona Public Service Co 02/12/20 STERNBERO, 0 M 
Division of Resident, Reactor Project t. Engineering Programs Dpp 
16007.329 24X Flche 30-320, 02/12/2O, 0301 1 40329 


□301140333 Final Deficiency Kept DER 02-57 re auilllary feedhieter 
valves made of carbon steel Instead of stainles s, due lo 
error In purchase order Initially reported on 021013 Valves 
will be replaced w/stalnless steel valve bodies 

VAN BRUNT. E, C Arliona Public Service Co 02/12/20 OTEIINBERO, 0 M 
Division of Resident. Reactor Project U Engineering Programs 3|ip 
16007 260 24X Flche 30-320,02/12/20.0301140333 


0301140372 Interim Deficioncy Rept DER 02-42 re reactor coolant pump 
presfura lop noiile weld leak due to overheating stalnlese 
alloy Initially reported on 020709 Final rept originally 
scheduled for 021229 delayed until 030220 

VAN BRUNT, E E Arliona Public Service Co 02/12/20 OTERNUeHO, D N 
Division of Resident, Reactor Project U Engineering Programs 2pp 
16007 S34 24X Flche. 60-320, 02/ 12/20. 0301 1 40378 


0301140400 Interim Deficiency Rept DER 02-93 re dc motor feeder cables 
siting not providing sufficient operating voltage at full 
load Initially reported on 020930 Rubml talon of final rept 
will be deleyed until 030223 

VAN BRUNTiE E Arliona Public Oervlce Ce 02/12/80 STERNBERO, D 
Division of Rssldinl, Reactor Project 6 Engineering Programs 2pp 
16000 109 24X Ftchs. 90-520,02/12/20.0301140400. 


0301310194 Interim Rept of Deficiency DER 02-86 re scaledown of design 
of condensate storage tank w/o new ealeulatlone for teltnilc 
response Initially reported on 021019 Final rept will be 
submitted by 030211. 

VAN BRUNT. E E Arliona Public Service Go 03/01/11 OTERNBERO, D N 
Division of Resident. Reactor Project (, Engineering Programs 2pp 
16969 169. 24X Flche. 90-320, 03/01/1 1 , 0301310194. 


0301870463 Interim Deficiency Rept DER 02-46 re failure of ITT-Dsrton 
pressure transmitters to meet overpressure requirements, 

Initially rsported on 020024. Due to estenslve evaluation, 
final rept will not be submitted until 830322 

VAN BRUNT. C. E. Arliona Public Oervlce Co. 03/01/14 OTERNBERO, I). M 
Dlvislan of Resident, Reector Project 6 Engineering Programs 2pp 
16991 '867 24X Flchs 90-920,03/01/14.0301270463 


0301310197 Final Deficiency Rept DER O2~70 re Improperly crimped 
termination lugs In control panels for water chillers mfg by 
Carrier air condl tlonlng. liiltla lly reported on 021217. 

Connectors not meeting visual criteria to be repaired 
VANBRUNr.EE. Arliona Public Oervlce Co 03/01/17. STERNBERO, D. N 
Division cf Resident. Reactor Project t< Engineering Programs 3pp 
16969,199 24X Flche 90-928.03/01/17,0301310197 


0301310202 Final Deficioncy Rept OCR 08—79 ro diesel genoratar contro 
air tubing mfg by Coopoi Energy violating 6-ineh soparatlon 
criteria Initially roportod on 021217 Deficiency dotormined 
not reportable No written rept rsquirod 

VAN BRUNT. E E Ariiona Public Service Co 03/01/17 STERNDERO, D I 
Division of Resident. Reactoi F’rojoct 6 EngineorinD ProoTaifis 2pp 
16969 311 24X Flcho 90-088,03/01/17,0301310202 


0301310234 Interim Deficiency Rept DER (12—00 re Conax electvlcal 
penetrations leu Insulation resistance not meeting 
qualificotlan tests Inltlolly reported on 021217 Evaluation 
6 final rept will be submitted by 030310 

VAN BRUNT, E E Ariinna Public Service Co 03/01/17 STERNaERO, D I 
Division of Resident. Reoctor Projoct 6 Engineering ProoTaini 3np 
16970 010 24X Flche 90-020,03/01/17,0301310234 


0301310244 Interim Deficiency Ropt DER 03-01 reR-Class instruments 
Installed In diesel ganeroter bldgs Instsad of Q-Ctass 
Initially roportod on 021S28 Probss deliberately bent 
Bechtel will complete review by 030313 

VAN BRUNT. E C Arliona Public Oervlce Co 83/01/19 aTERWBCRO. D I 
Division of Resident, Reactor Project 6 Engineering PrciDr'S''^s 3pp 
16970 137 24 X Flche 90-320.03/01/19,0301310244 


0301310342 Final Deficioncy Rept DER 08-02 re mechanical snubbers not 
permitting 8 degree movernoiit w/o binding Initially roportod 
on 021222 Specific f abr Ic at lon/sh ipp Ing period evaluated, 
pips clamps will be Inspected 6 rept from vendor requested 
VAN BRUNT, E E Arliona Public Service Co 03/01/19 BTERNDERO, D I 
Division pf Resident, Reactor Project 6 Engineering Programs /pp 
16963 007 24X Flche 30-520,03/01/19,0X1310342 


V Opera tor Erami nations 


0212220443 Oeneilc Ltr 08-30 to all power reactor 1 1 ceniees. aj)p 1 Icaisti 
for 0L< NS8 6 reactor vendors & ACi re meeting to discuss 
recent developments for llcenilny eiams Advises that meeting 
will be held on 030211 re operator licensing 8vc list end 
CIBENHUT, D 0 Division of Licensing 02/12/82 Consolidated 
Cdisnn Cu of New Yark. Inc 12pp 16601 072 34X 

Flche 90-000,08/12/22,08(2820443 


03011S007U Generic Ltr (13-01 lo power reactor licensees b applicants 
for OL re operator licencing eiam site visit Requests 
schedule re eipm requests eipected for submlttnl prior to 
091231 for listed catugories 0vc list end 

rraFNIlUTiD O DIvIHoii of licensing 03/Ot/ll Consol tela tod 

Cdlion Co of New York, Inc. llpp 16(193.243 24X 

riche 30-000, 03/01/11, 03011200/0 


DtICKCT BrN-30-929 PALO VERDE Nt/CUrAR DTATIDH. UNIT 2 


A App I 1 ca t lon/cons tr uc t ion stage dncumeiits & correspandenc e 


0301190143 Partial response to FOIA request for docufliDitts r» proposed 
rev b/or update to reactor safety study ref in N0BEO-O7Q4i 
Chapter 10 as R3 11 6 documents rs discussion af reactor 
cooling method Forwards App A documents 

FULTON, J N Division of Rules and Records 02/11/82 eMOU.V.O C 
Union of Concerned Dcluntisli 3pp 16066 270 24X 

riche 30-000, 1)8/11/22, 0301190143 


— 0202240103 Comments on Ufc of Research (< Otils memo "Feed 4< Oleed Isi 
for C-E Applicants, " re risk Implications of C-C reactor 
designs uhlcli lack Lapeblllly for cooling via HP[ 6 
deliberate venting of RCd 

LDDEL.R ri Auxiliary Dystemi Branch 02/02/09 RUDENETEINiL 0 
Assistant Director for Cole U Plant DysLeme 9pp 16Qfi7 077 2. 

Flche, 90-000, 02/11/22, 030119014 9 


0301030333 Summary of 081116 meeting u/utll>C-E& Bechtel irs Oethesda, 
hD re teliedule for completion of facility Qi revtaw List 
of attendees end 

LrCITRA.EA. Licensing Drench 3 02/12/17 Licensing Branch 3. 

9pp. 1666D. 031 24X Flche 90-320,02/12/17,0301030933 


03O112OO7S Forwards 021222 suint^ary of 021X0 metting w/uti 1 . Dandle, 
Otirns 6 Roe 6 C-E at Palo Verde site ro rapid 
depresiurliat Ion 6 DHR cepeblllty 

LICITRA.E A Licensing Branch 3. 03/01/09 Licensing Branch 3. 

8pp. 16706.308 24X Flche. 90-000, 03/01/09.0301120073 


’D301040046 Summery of 621207-00 meetings an site w/utt Is. NtfTECII, Ourn 
ti Roe, Sandi a, Bech tel 6 C~F rt rapid deprofiurliatlatk (b DHff 
capab 1 1 1 ty 

MARCNEaE.A, R OenerU Issues Branch 02/12/22 Oanarlc Issue 
Branch Spp 16786.310 24X Flche. X-000. 63/01 /09. D30( I S007B. 


394 


DOCKETED ITEMS 


B30I1S0030 Submits daily hlghltghi ASLB 831330 dacisionf Favorable 
Initial Dtciiion iftuid on mattert of controveriy during 
hearing Second daclaion grantt late petition re cffcete of 
aalt depotltlon froiii cooling touer drift on farm products 
LICITRA.E A Licentlng Branch 3 83/01/06 DENTONrH H , CASE. E 0 • 

CARTER. J Office of Nuclear Reactor Regulation. Director Ip 
1 6706 363 3 4X Fi c h e SO- 330. 83 /0 1 /06 , 030 1 1 30030 


8301110468 Advleee that reaponee to NRC 831128 reguost re PRA for UHS 
will he provided by 830131 Delay due to in-depth nature of 
matl 

VAN SRUNT.E E Arliona Public Service Co B3/0I/O7 NOVAK. T M 
Aeeiitant Director for Llcenilng ip 16743 358 34X 

Fleht 30-930.83/01/07.8301110468 


8301180110 Advieet that compariton of ipeci of special Bechtel lifting 
devlcet w/ANSI N14 6-1970 requirements 6 Ouldcllne 4 of 
NUREO-O613r "Control of Heavy Loads." will be submitted by 
830218. per 621118 comnitment 

VAN BRUNT. E E Arliona Public Servlc# Co 83/Ol/lS KNIGHTON.® 
Licensing Branch 3 Ip 16633 369 34X Ficho 90-538.63/01/12. 

8301180110 


S301310S93 Notifies of cancellation of Cornnlssioner Ollinsky Feb viE.lt 
to util resulting from 830113 teUon Info re PORV issue 
available In util 831103 Itr 

LICITRA.EA Lieeneing Branch 3 83/01/14 KNIOHTON.OU 

Licensing Branch 3 Ip 16893 101 34X Flchc 50-528.83/01/14. 

8301310393 


3301880013 Notification of 830215-17 me e tinge u/utl 1 . EO&O. Bechtel & C-E 
on site 6 in Phoenli. AZ to conduct audit of seismic 
qualif Icatlon 

LICITRA.E A Licsnsing Branch 3 83/01/17 KNIONTCN. 0 U 

Licensing Branch 3 3pp 16962 393 S4X Flchc 50-528.63/01/17. 
8301380013 


8301810889 Requests review of Torrey Pines final rept on Indopandent OA 
Evaluation of facility Comments needed by 830601 for 
inclusion In SER suppl 

EI5ENHUT.OO Division of Licensing 83/01/18 TAVLOR. J H. 

Division of Reector Programs (Pre 8301031 3pp. 16893 097 24X 

F i c h e 50- 528. 83/01 / 1 8. 830 1 3 1028 9 


E NRC Bafitv Evaluation Report (SER). suppls 6 correspondence 


6301030309 Forwards response to SER Question 233 04 re multiple control 
tye malfunction due to common power source, common oeneor or 
common Instrumint tep failures. 

VAN BRUNT.E E. Arliona Public Service Co 82/13/30 NOVAK. T M 
Aieistant Dlroetor for Llcenilng Spp 16617 191 34X 

F 1 c h e 90-928. 82/ 1 3 /30, 830 1 03020 9 


83011 10369 Forwards updated SORT checkl Ists. providing summary of 
stiemle qual 1 f Icat ion program It SUpplS util 020S14 
submittal, in response to SER <NUREO-oa97> It NRC 810717 Ur 
U/209 oversilt figure*. Aperture cards are in PDR 
VAN BRUNT.E E. Arliona Public Service Co 83/01/07 NOVAK. T H 

Assistant Director for Operating Reactors 19pp 167SS S60 24X 

Fiepe. SO-928. 83/01/07. 8301110369 


8301350268 Forwards sight oversiis electrical drawing*, representative 
of disconnect circuit design, in response to NURE9'0697. 

BER Section 7 4. 2. Aperture cards arc available In PDR 

VAN BRUNT.E £ Arliona Public Strvica Co 83/01/30 KNIGHTON. 0. 

Licensing Branch 3 3pp. 16899 148. 34X Flchc 90-928,83/01/20. 

8301290262 


F Becurity. medical, emergency b fire protection plans 


8212060349 Oenerlc Ltr 62-33 to all licensees pf operating reactors, 
applicants for QL ti holdsrs of CPs rt Buppl 1 to NUREO-0737, 
“Requirements for Emergency Responie Capability." 

NUREO-0737, Buppl I It ivc Hit end 

EtSENHUT.O G. Division of Licensing. 02/12/17 Consolidated 
Edison Co of New yart. Inc 77pp. 16681,208 24 l( 

Fiche 90-000,82/12/17, 821 S060349 


8312220449 Oenoric Ltr 83-39 to all reactor licenieef. CP holders t< 
eppl feints for CPs re problems w/iubmittale of 10CPR73. 21 
safoguerds info for Iteonsing review Preciduret re 
transmittal of info outlined Bve list end 

EISENHUr.D 0 Oivltion of Licensing. 82/12/22 Consolidated 
Ed teen Co of New Vert. Inc tdpp 16690 021 24X 

FI e h a 90-000, 82/ 1 2/22, 021 22204 49 


8301280008 Notification of 830201-04 meetlnge w/utl 1, Oage-Babcocb 8 
Bechtel In Phocnti.AZ L on iltc to conduct site audit of 
flrt protection eye. Agenda end 

LICITRA.E. A Llcenalng Branch 3 83/01/17 KNIOHTQN, 0. W 

Licensing Branch 3 9pp 16962'329 24X Flehe 90-928.83/01/17, 

8301880006 


G Adjudicatory correspondence 


821 1290735 Sugg efts Nest Valley Agricultural Protection Council. Inc 
021118 supplomental memoranduni supporting petition to 
Intervene be disregarded Rulos do not allow reply by moving 
party 

OENEV.L 8 Hearing Branch 3 83/11/24 LAZO, R H . CALLIHAN.D, 

COLE, R F Atomic Safety and Licensing Board Panel Ip 16239 122 
S4X Fiche 50-928.82/11/24.0211290735 


8301030163 Memorandum h order granting Host Valley Agricultural 
Protection Council. Inc 021014 late petition to intervene 
Record reopened for Units 3 b 3 to consider salt deposition 
i sf uo 

LAZO. R M . COLE. R F , CALL I HAN. A 0 Atomic Safety and Licensing 
Board Panel 82/12/30 Nest Valley Agricultural Protection 
Council, Inc 14pp 16614 162 24X Ficho 50-528.82/12/30. 

8301030163 


8301030330 Certifies sve of foregoing documents on 831330 

STUCKY. S W Office of the Secretary of the Commies Ion 82/12/30 
2pp 16618 033 34X Fiche 50-528,02/13/30.8301030220 


8301030249 Initial decision ordering NRR Director to issue OL for Unit 
1 Reasonable assurance exists of sufficient supply of 
effluent from 91*t Avenue 6 Tollceon plants to meet plant 

naeds 

LAZO, R. H . COLE, R F . CALL 1 HAN. A 0 Atomic Bafety and Licensing 
Board Panel 82/12/30 117pp 16616 197 24X 

Fiche 90-928.82/12/30,0301030249 


8301190209 Informs that petitioner did provide citation for quoting 
FES re salt drift impacts. contrary to ASLB opinion granting 
petition to Intervene Certificate of Sve end 

BERLIN, K Affiliation Unknown BERLIN, K Nest Valley Agricultural 
Protection Council, Inc. 03/01/17, LAZO. R M . CALLIHAN.D . 

CQlE.R F Atomic Safety and Licensing Board Panel 4pp 16846' 391 
34 X Flehe 90-938,83/01/17,0301190209 


8301200292 Order establishing 830234 prehearing conference in 
Phoenli.AZ to identify key Issues In proceeding b establish 
schedule for further actions 

LAZO. R. K Atomic Safety and Licensing Board Panel 03/01/36 2pp 
16961 197 34X Fiche' 90-939, 03/01/26, 8301280252, 


8301310393 Notice of ASLAD constitution AS Ro sonthll. cha irman b 
SF Eilperln b HA Wilber, members 

SHOEMAKER. C U Atomic Safety and Licensing Appeal Panel 03/01/27 
Ip. 16969 198 24X Fiche' 50-520. 83/01/27. 0301310293 


8301310331 Order advising that ABLB 821230 Initial Decision LBP-82-li7A 
will be reviewed sue spente Decision not to be treated as 
final due to uncertalnlty as to when review will be 
complete 

SHOEMAKER, C J Atomic Safety and Licensing Appeal Panel 03/01/37 
2pp. 16963 114 24X Fiche 90-528.83/01/37.8301310331 


P Operating Ucinte stage documents b correspondence 


6212060396 Generic Ltr 82-30 to all licensee*. applicants for OL b 
holders of CPs re filings concerning 10CFR90 production b 
utlllzetion facilities Current listing of branch assignments 
for nuclear reactor projects b ivc list end 

EI8ENKUT, D. 0 Division of Licensing 63/12/28 Consolidated 
Edison Co of New York, Inc llpp 16860' 001 24X 

Ficho - 90-000, 82/12/28. 8212060396 


0 Inspection reports. IE Bulletins b correspondence 


8301030094 Forwards IE Imp Repts 50-928/82-31. 50-929/82-13 b 
50-930/82-14 on 821119-19 b 1202 No noncomp 1 lance noted, 

STERNBERO, D M Division of Resident. Reactor Project b Engineering 
Program* 02/13/07 VAN BRUNT.E E Arliona Public Service Co. 

4pp 16616 196. 24X Fiche 90-928,82/12/07.8301030094 


“8301030104 IB Insp Repts 50-928/02-31,90-329/82-13 b 90-930/82-14 on 
821119-19 b 1202 No non comp I lance noted Major areas 
Inspected RCPB piping heat treatment b IE bulletins b 
c Irculers, 

NARBUr.P P , ECKAROT.J H , YOUNG. T Division of Resident, Reactor 
Project b Engineering Programs. 82/12/07. lOpp 16616.160. 24X 

Fiche 90-926, 02/12/07, B301030094. 


8208190269 IE Info Notice 82-91, "Overexposure* In PWR Cavities " 8vc 
list end 

OEVaUNO. R C Director's Office. Office of tnipectlon and 

Enforcement 02/12/21 Consolidated Edison Co of New York. Inc 

lllpp 16689.239 24X Flchc 30-000, 82/12/21, 8208190269. 


DOCKETED ITEMS 


39E 


0312060351 IE Info Notice S2-5S> ''Equipment Environ Quel i f ico 1 1 on 
Testing Eipericoce - lipiJatlng of Test Summaries Previouslg 
I'ublisheii in IE Info Notice ai-2? “ 5vc list end 
OOnOANj E L Division of Engineering £i QuPlitg Assurance <Pre 
030103) 02/12/21 Consolidated Edison Co of Neu Yor(i» Inc 

lISpp 166BI ODB 2qx Elche 50-000,82/12/21,8212060351 


8301)40348 Interim Deficiency Rept DEfi 02-73 re ITT Grmneli pipe 
supporting clamps failure to properly secure piping in ms-tn 
steam support structure due to eicess gap Initially reported 
on B2112-4 Investigation continuing Final rept by 830307 
VAN BRUNT, E E Ar Ilona Public Service Co 82/12/23 STeRNDEHO, D M 
Division of Resident, Reactor Project !< Engineering Progrn/ns 3pp 
16807 231 24X Flche 90-529,82/12/23,8301140 348 


0212060350 IE Info Notice 82-53, "Main Transformer Failures at North 
Anna Nuclear poiuer Station " Svc list one 1 

JORDAN, E L Division of Engineering tc Quality Assurance CPre 
830103) 02/12/22 Consolidated Edison Co of Neu Yorie, Inc 

114pp 16758 0l7 24X Fiche 50-000,82/12/22,0212060350 


8208190275 IE Info Notice 82-54, "Mestl nghous e NBFD Relay Failures in 
Reactor Protection Sys Svc list end 

JORDAN, E L Division of Engineering (. Quality Assurance /Pro 
830103) 82/12/27 Consolidated Edison Co of Neu York, Inc 

liopp 16962 139 24X Flche 50-000,02/12/27,8208190275 


0208190273 IE Info Notice 02-55, "Belsmic Qualification of Wes t inghouse 
AR Relay W/Latch Attachments Used In We st in g fi ous e Solid 
State Protection Bys ' Svc list end 

JORDAN, C L Division off Engineering j. Quality Assurance (Pre 
830103) 02/12/20 Cons o) 1 d ated Edison Co of Neu York, Inc 

109pp I6S6B 014 24X Flche 50-000,82/12/28,0208190273 


8212060354 IE Info Notice 82-56, "Robertshau Thermostatic Flow Control 
Valves " Svc list end 

JORDAN, E L Division of Engineering {< Quality Assurance (Pre 
830103) 82/12/30 Consolidated Edison Co of Neu York, Inc 

Itlpp 16750 137 24X Flche 50-000,82/12/30,8212060354 


8 Reportable occurrences, LERs t related correspondence 


0301030149 Potential Part 21 rept ro installation 1, documentation 
irregularities deliberate damage to instrumentation & 
control instruments mfg by Honeyuel 1, I nc Investigation 
continuing 

DEA6<0 C Naldlnger Corf 02/12/03 Region 5, Office af 
Director 3pp 16614 176 24X Fiche 50 -5 28,62/13/03,0301030149 


8301040287 Final Deficiency Rept 82-67 re Pioneer Magnetics b OA Co 
EBP actuation sys not meeting Tech Spec jN-104 Initially 
reported on 821111 Deficiency not reportablo per 
lOCFflSO 55<e) No urltten rept required 

VAN BRUNT, E E Arliona Public Service Co 83/12/16 STERNOERO, D, H 
Division of Resident, Reactor Project !< Eriglneorlng Programs Spp 
16638 339 24X Flche 50-620,02/12/16,0301040287 


0301040715 Interim deficiency rept re Henry Pratt motor operated 
butterfly valves u/loose bolt holding yoke to valve body 
Initially reported on 821119 Util c orr ospond Ing u/vendor to 
correct problem Final rept ui 1 1 be provided by 830204 
VAN BRUNT, E E Arizona Public Service Co 82/12/20 STERNDERO, D M 
Division of Resident, Reactor Project ti Engineering Programs 3pp 
16643 126 24X Flcho 50-529,02/12/20,8301040713 


8301140313 Final Deficiency Rept DEfi 82-77 re Foiboro Model 270 
displays failing Class IP qualification testing Initially 
reported on 021124 Deficiency determined not reportable 
under lOCFRSO 55(o) No written rept required 

VAN BRUNT, E E Ari lona Public Service Co 02/12/23 BTERNDGRO, R M 
Division of Resident, Reactor Project t. Engineering Program* 2pp 
16007 199, 24X Flche 50-528,82/12/23,8301140313 


0301140319 Final Deficiency Rept DER 02-74 re potential under pi i e/lonao 
adjustment bolt* to OE protective relay* Initially reported 
on 821124 Deficiency determined not reportable under 

lOCFRSO 556 

VAN BRUNT, E, E Arliona Public Service Co. 88/12/23 STERNBERB, D M 
Division of Resident, Roactor Project (, Eng Inoer ing Program* 2rp 
16a07-269 84X Fiche, 50-528, 82/12/23. 8301 1 40319 


8301140342 Interim Deficiency Rept DER 02-76 re Target Rock valves 
not meeting *pec«/te*t requirement* Initially reported on 
821124 Bechtel corresponding w/C-E to reach disposition 
Final rwpt expected by 830310 C-E has filed Part 21 rept 
VAN BRUNT, E E Arliona Public Service Co 82/12/23 8TERNQER0, D M 
Division of Resident, Reactor Project i Engineering Program* 3pp 
16807 236 24X FI u ha. 30-928, 02/ 12/23, 8301 1 40342 


8301140347 Interim Deficiency Rept DER 88-72 re concrete void In 
containment exterior wall Bechtel Invo* tlga 1 1 on underway 
Final rept ulll be submitted by 030481 

VAN BRUNT, E E, Arizona Public Service Co 88/18/83 8TERNBER0, D N 
Division of Residsnt, Reactor Project «, Eng Inoer ing Program* 3pp 
16007 3S3 24X Flche 50-929,02/12/23,8301140347 


0301140413 Interim Deficiency Rept DER 02-69 re incorrecttij marlted 
fuses in control element drive mechaniim control sy* 

reported on Q2\lSA Qechtel Corp corresponding 
u/C-E re item remolutlon Final rept to be submitted 330300 
VAN BRUNT, E E Arliona Public Service Co 82/12/23 STERNBERO, D H 
Division of Resident, Reactor Project I, Engineering projjrams 3pp 
16808 054 24X Flcho 90- 528,82/12/23 , 03011404 1 3 


8301140333 Final Deficiency Rept DER 02-57 re auilliary fosiduJ^t^r 
valves made of carbon steel Instead of stai nloss, due to 
error In purchase order Initially reported on 021019 Valves^ 
will be replaced u/stalnless steel valve bodies 

VAN BRUNT, E E Arliona Public Service Co 02/12/23 STeRMBERQ, D M 
Division of Resident, Reactor Project b Engineering ProoF'^™'® 3PP 
16607 260 24y Flche 90-520.02/12/26,8301140333 


03O114O4OB Interim Deficiency Rept DER 62-55 re dc motor feeder cables 
sliing not providing sufficient operating voltage at full 
load Initially reported on 020930 Submission of final rept; 
will be delayed until 030223 

VAN BRUMT.E E Arliona Public Service Co 82/12/20 STElTUHERQ, D 
Division of Resident, Reactor Project h Eng ineerlng ProgrerrB 2pp 
16808 109 24X Ficho 50-528,02/12/20,8301140408 


8301310194 Intertn Rept of Deficiency DER 82-56 re scaledocun of design 
of condensate storage tank u/o new calculations for sei antic 
response Initially reported on 021015 Final rept util bm 
submitted fay 830211 

VAN BRUNT. E E Arliona Public Service Co 03/01/11 STEBNnERO, D M 
Division of Resident, Reactor Project t, Eng 1 neer 1 ng Pragra-nns 2pp 
16969 169 24X Flche 50-526,03/01/11,6X1310194 


8301270463 Intepioi Deficiency Rept DER 02-46 re failure of ITF-Bartoii 
pressure transmitters to meet overpressure requirements 
Initially reported on 020024 Due to extensive evaluation, 
final rept will not be submitted until 8303 22 

VAN BRUNT, E E Arliona Public Service Co 03/01/14 STERNHEHO, I) M 
Division of Resident, Reactor Project (, Eng mean ng Frcigr^nie 2pp 
16951 267 24X FUhe 50-520,83/01/14.0X1270463 


8301310197 Final Deficiency Rept DER 02-70 re improperly crimped 
termination lugs in control panels for water thillBrs mPg by 
Carrier air conditioning Inltiolly reported on 021217 
Connectors not meating visual criteria to be repaired 

VAN BRUNT. E E Arizona Public Borvlce Co 83/01/17 BTERNBERO, D M 
Division of Resident, Reactor Project I, Englnoeri tig Progrume 3pp 
16969,19?. 24X Flche 50-528,03/01/17,6X1310197 


8301310202 Final Deficiency Rept DEfi 82-79 re diesel generator control 
air tubing mfg by Cooper Energy violating 6-lnch saparabtnti 
criteria Initially reported on 821217 Deficiency determined 
not reportable No written rept required 

VAN BRUNT, E E Arliona Public Bervice Co 03/01/17 STERNOERO, D M 
Division of Roildant, Reactor Project t. Engineering ProgT'Ome 2pp 
16969'311 24X Flche 50-520.03/01/17,0X1310202 


8301310234 Interim Deficiency Rept DER 82-00 re Conai electrical 
penetration* low insulation resistance not meeting 
qualification tests Initially reported on 821217 Evaluation 
6 final rept will be submitted by 830510 

VAN BRUNT, E E Arliona Public Service Co 03/01/17 STEflMOERO, D (t 
Division of Resident, Reactor Project t. Engineering Prograns* 3pp 
16970 010 24X Flche 50-526,03/01/17,0X1310234 


8301310244 Interim Deficiency Rept DER 02-01 re B-CIass instruments 
Installed In diesel generator bldg* Instead of Q-Clas* 

Initially reported on 021222 Probe* deliberately bent 
Bechtel will complete review by G303I5 

VAN BRUNT, E E Arliona Public Service Co 03/01 /i9 ST£fflNBERO, 8 H 

Division of Resident, Reactor Project t> Engineering ProgrBma. 3pp 
16970 137. 24X FI che, 50-528, 63/01/ 19, 0X13 10244 


0301310342 Final Deficiency Rept DER 02-82 re mechanical snubbvrs not 
permitting 5 degree movement u/o binding rnltlally reporbed 
on 821222 Speclfte fabrication/shipping period evaluated, 
pipe clamps wilt be inspected b rept from vendor raquestad. 

VAN BRUNT, E E Arizona Public Service Co 83/01/19 STCRNOERO, 0 M 
Division of Resident, Reactor Project i. Engineering Progranse. 7pp 
16963 007 24X Flche 50-520,03/01/19,0X1310342 
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DOCKETED ITEMS 


V Operator Eiaminattens 


esi3330443 Oenoric Ltr B3-3d to all pouer reactor I Iconseesi app 1 icants 
for OLiNSS it reactor vendors & AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will te held on 830311 re operator licensing Sve list end 
EISENKUT, D 0 Division of Licensing B3/13/3S Consolidated 
Edison Co of Heu Yarl> Inc iSpp 16661 072 SAX 
Fiche 30 - 000183 / 13 / 23.6212330443 


6301130076 Oeneric Ltr 83-01 to power reactor licensees it applicants 
for OL re operator licensing exam site visit Requests 
schedule re e lam requests expected for submittal prior to 
BS1S31 for listed categories Sve list end 

EISENHUT.D C Division of Licensing 83/01/11 Consolidated 

Edison Co of Heu York. Inc llpp 16693 343 24X 

Fiche 50-000. 63/01/11.0301120070 


DOCKET BTH-S0-S30 PALO VERDE WCLEAR STATION, UNIT 3 


A Application/constructlon stage documents I. correspondence 


6301190145 Partial response to FOIA request for documents re proposed 
rev <i/or update to reactor lafetg studg ref in NURE6-07S4. 

Chapter 10 as RS II t< documents re discussion of reactor 
cooling method Forwards App A documents 

FELTON, J tf Division of Rules and Records 82/11/22 SHOLLY. S C 
Union of Concerned Scientists 3pp 16S66 276 24X 

Fiche 50-000,02/11/22,6301190145 


6301210269 Requests review of Torrey Pines final rept on Independent OA 
Evaluation of facility Comments needed by 630601 for 
inclusion in 8 ER supp 1 

EISENHUT.DO Division of Licensing 63/01/18 TAYLOR, J M 
Division of Reactor Programs (Pre 630103) 2pp 16693 077 SAX 
Fiche 80-526,63/01/16,6301210269 


E NRC Safety Evaluation Report (SER), supple ti correspondence 


6301030205 Forwards response to SER Question 222 04 re multiple control 
sys malfunction due to common power saurco, common sensor or 
c ommon instrument tap failures 

VAN DRUNT, E E Ariiona Public Service Co 02/12/30 NOVAK, T M 
Assistant Director for Licensing Spp 16617 191 24X 

Fiche 50-526.62/12/30,6301030205 


6301110369 Forwards updated SORT ehec k 1 i a ts, p rovld 1 ng summary of 
seismic qualification program Zi suppls util 020514 
submittal, in response to SER <NUREQ-O0S7> S< NRC 010717 ltr 
W/205 Dverslie figures Aperture cards are in PDR 
VAN DRUNT, E E Arizona Public Service Co 03/01/07 NOVAK, T M 
Assistant Director for Operating Reactors 19pp 16750 260 SAX 
Fiche 50-528,03/01/07,0301110369 


8301250262 Forwards eight oversiie electrical drawl ngs, represen tat ive 
of disconnect circuit design, in response to NURCO-0057, 

SER Section 742 Aperture cards arc available in PDR 

VAN DRUNT, E E Arizona Public Service Co 83/01/20 KNIOHTDN, 0 

Licensing Branch 3 2pp 16899’ 140 24X Fiche 50-520,03/01/20, 

8301250262 


— 6202240163 Comments on Ofc of Research b Stds memo "Feed it Bleed Issue 
for C-E Applicants," re risk implications of C-E reactor 
designs which lack capability for cooling via KPI ti 
deliberate venting of RCS 

LODEL. R H Auxiliary Systems Branch 02/02/05 fiUBENSTEIN, L 0 
Assistant Director for Core (t Plant Systems Spp 16667 077 24X 

Fiche 50-000,62/11/22,6301190145 


8301050533 Summary of 821116 meeting u/utll,C-E S, Bechtel in Betbosda, 
MD re schedule for completion of facility OL review List 
of attendees end 

LICITRA.E A Licensing Branch 3 82/12/17 Licensing Branch 3 

Spp 16666 031 84X Fiche 50-526,02/12/17,0301050533 


6301120075 Forwards 621222 summary ef 621208 meeting w/u til, Band ta. 
Burns 4 Roe 4 C-E at Palo Verde site re rapid 
depressurization 4 DHR capability 

LICITRA.E A Licensing Branch 3 63/01/05 Licensing Branch 3 

2pp 16786 300 24X Fiche 50-000,83/01/05,8301120075 


■6301040046 Summary of 021207-09 meetings onsite u/utl Is, NUTECH, Burns 
4 Roe, Sandia, Bechtel 4 C-E re rapid depressurization 4 DHR 
capabl 1 1 ty 

MARCHESE, A R Oeneric Issues Branch 02/12/22 Generic Issues 
Branch Spp 16786 310 24X Fiche 50-000,03/01/05,0301120079 


F Security, medical, emergency 4 fire protection plans 


6212060349 Oeneric Ltr 02—33 to all licensees of operating reecters, 
applicants for OL 4 holders of CPs re 8 uppl 1 to NUREO-0737, 
"Requirements for Emergency Response Capability “ 

NUREO-0737, Suppl 1 4 sve list end 

EI 8 ENHUT, DG Division of Licensing 62/12/17 Consiilidatud 
Edison Co of New York, Inc 77pp 16601 200 a4X 
Fiche 50-000,62/12/17,6212060349 


0212220445 Generic Ltr 02-39 to all reactor liconseosiCP holders 4 
applicants for CPs re problems w/suhmittals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal ef info outlined 0 vc list unci 

EI 6 ENHUT 1 DO Division of Licensing 02/12/22 Corisolida toil 
Edison Co of New York, Inc 13pp 16690 021 34X 

Fiche 50-000,62/12/22,6212220445 


8301260000 Notification of 030201-04 meetings w/ult 1, Oage-Dabcoek 4 
Bechtel in Phoenix, AZ 4 on site to conduct site audit of 
fire protection sys Agenda end 

LICITRA.E A Licensing Branch 3 03/01/17 KNIGHTON, 0 N 

Licensing Branch 3 Spp 1696 2,329 24X Fiche 50-920,03/01/17, 

8301260000 


8301120030 Oubmits daily highlight of ABLB 021230 decisions Favorable 
Initial Decision issued on matters of controversy during 
hearing Second decision grants late petition re effects of 
salt deposition from cooling tower drift on farm products 
LICITRA.E A Licensing Branch 3 83/01/06 DENTON, H fi 

CARTER, J Office of Nuclear Reactor Regulation, Director 
16786 362 24X Fiche 50-520,83/01/06,6301120030 


CASE, E G 
Ip 


6301110468 Advises that response to NRC 621126 request re PRA for UHB 
win be provided by 630131 Delay due to in-depth nature of 

VAN BRUNT, EE Ariiona Public Service Co 83/01/07 NOVAK, T M 
Assistant Director for Licensing ip 16742 356 24X 

Fiche 80-528.63/01/07,6301110466 

I"**'* 0^ B«htal lifting 

HU i remen ts 4 Ou idel Ine 4 of 

BM 215 of Heavy Loads," will be submitted by 

B302I5, per 621118 commitment ’ 

y^BRUNT.EE Arizona Public Service Co 83/01/12 KNIOHTON, 0 

^ Fiche soifsa. 83™:® 

8301210293 Notifies ef cancellatien of Commissioner Gilinsku Feb visit 

"i- * 

’ISl; ‘ 


0 Adjudicatory correspondence 


8211290735 Suggests West Valley Agricultural Protection Council, Inc 
021116 supplemental memorandum supporting petition to 
intervene be disregarded Rules do not allow reply by moving 
party 

Hearing Branch 3 02/11/24 LAZO, R M , CAiXlHAN.D. 

CuLE.R F Atomic Safety and Licensing Board Panel In 16229.122 

24X Fiche 50-528,82/11/24.0211290735 

6301030163 Memorandum 4 order granting West Valley Agricultural 
Protection Council, Ine 021014 late petition to intervene 
Record reopened for Units 2 4 3 to consider salt deposition 

issue 

LAZO. R M , COLE, R F , CALL 1 HAN, A D Atomic Safety and Lieonslng 
Board Panel. 02/12/30 West Valley Agricultural Protection 

Fiche 50-920,02/12/30, 

1 030 4 o3 

0301030220 Certifies sve of foregoing documents on 021230 

0TUCKY, 0 W Office of the Secretary of the Commission 02/12/30 
8pp 16610’ 023 24X Fiche 50-520,02/12/30,8301030220 

0301030249 Initial decision ordering NRR Director to issue OL for Unit 
1 Reasonable assurance exists of sufficient supply of 
effluent from 9lBt Avenue 4 Tolteson plants to meet plant 

needs 

LAZO, R M , COLE.R F , CALLIHAN, A D, Atomic Bafety and Licensing 
Board Pansl 02/12/30 I17pp, 16616 197. 24X ‘•>«nsAng 

Fiche’ 50-920, 62/12/30, 0301030249 


DOCKETED ITEMS 


0301190209 Informs that potitionor did provids citation for quoting 
I'ES re »alt drift Impac t s , c ontrarg to ABLB opinion granting 
petition to Intervone Certificate of Svc end 

DERt.IN.K Affiliation Unknown OEni.rN,K klett Vallag Agricultural 
Protection Council! Inc 03/01/17 LAZO, n M , CALLIHAN, D i 
COLCi t? r Atomic Safety and Licensing Board Panel flpp l6Sd6 2&1 
a^X riche 50 saa, 83/01/17, S301 170209 


UJ0iaQ0as2 order eitabliehing 113022A proiiearing conference in 
PhoenlciAZ to identlfg key Isiue* in proceeding b ottabllah 
schedule for further actions 

LAZO, R If Atomic Safotij and Licensing Board Panel 03/01/S6 2|ip 
1A9A1 197 24X riche 50-529.03/01/26,0301280252 


8301310253 Notice of AOLAD constitution AO Rosen tha 1, chairman b 
SF Ellparln A KA Idl Iber, members 

BHOEMAKCR.C J Atomic Safety and Licensing Appeal Panel 03/01/27 
Ip 16969 150 24X Flcho 50-520.83/01/27,8301310253 


O'»OI310331 Order advising that ABLB 821230 Initial Bee Is ion LBP-B2-117A 
idllJ be rovleuicd sua sponte Decision not to be treated as 
final duo tu uncertalnity as to when revleia will be 
complete 

UltOEilAKEN, C 0 Atomic Safety and Licensing Appeal Panel B3/01/27 
app 16963 1 14 24X FUhe 50-520,03/01/27,0301310331 


P Operating Itcenso stage documents ti c prrespoiidonee 


0«! 12060396 Oenurlc Ltr 02-30 to ail licensees, applicants for DL b 
holders of CPs re filings concerning 1 0CFR3O production b 
ullllialfon facilities Current listing of branch assignments 
For nuclear reactor projects b svc list end 

CIQEIIHUT, D 0 Division of Licensing 02/12/20 Consoiidatud 
bdlsoti Co of New York, Inr I tpp 16068 001 24X 

Flcho 50-000. 82/12/20,0212060356 


0 Inspection reports, IC Bulletins b correspondence 


1)301030094 f-orwards IE Insp Ropts 30-520/02-31,50-529/02-13 b 
90-930/02-14 on 021115-19 b 1202 No noncomp 1 lance noted 
OTERNOFRO, 0 H Division of ReDiderit, Reactor Project b Engineering 
Programs U2/12/07 VAN IJRUNr, E E Ariinna Public Service Cu 
4pp 16616 156 a4X Flche 50-928, 82/ 1 2/07 r 8301 030094 


"11301030104 IC Imp Repts 50-920/02-31,90-929/82-13 b 50-530/02-14 flu 
021113-19 b 1202 No none omp 1 i a nc e noted Major areas 
inspected RCPU piping heat treatment b IE bulletins b 
circulars 

NARBUT. P r* , CCKARDT, J It , YOUNO, T Division of Resident. Reactor 
Project b Etigltiewring Programs 82/12/07 lOpp 16616 160 24X 

rithe 90-320, 02/12/07, 0301030094 


(1,100190269 IE Info Notice U2-S1, "Ovove xpesur es in FUR Cavities '' Bve 
list enc 1 

DCYaUNO.K C Director's Office, Office of [nspoctlon and 

enforcement 02/12/21 Consolidated Cdlton Co of Now York, Inc 

lllpp 16609 239 24X Ftche’ 90-000. 02/12/21,8200190269 


0212060391 ir Info Notice 8?~S2, "Equipment Environ dual 1 flcall on 
Testing experience - Updating of Teel Summaries Previously 
Published in IF Info Notice 01-29 ” Ovc list end 
JORDAN, E t Division of EngineorlnD b Quality Assurancs (Frs 
8301031 08/12/21 Consolidated Edison Co of New York, Inc 

llDpp 16601 088 a4X Flche 90-000,02/12/21,0212060331. 


0212060390 IE Info Notice 0H-O3i "Main Tt'ans former Failures at Noi th 
Anna Nuclear Pouor Btatlon " 0vc list enci 

JORDAN, E I, Division nf Engineering b Quality Assurance IPre 
030103) 02/12/22 Consol Idaled Edison Co of New York, Inc 

114pp, 16758 017 84X Fiche 50-000,02/12/22,0212060350 


0200190273 IE Info Nobles 02-3*1, "Wostl nghous e NBFD Rslaii Failures in 
Reactor Protection 8ys " Qvc list end 

JORDAN, E L, Division of Engineering b Quality Assurance IPr* 
8301031 02/12/27 Consolidated Edison Co of New York, tne 

llOpp 16962 139 a4X Flche 90-000,02/18/27,0203190279 


0200)90273 IE Info Notice 82-55, "Seismic Qualification of Nastinghouse 
AR Rtlay M/Latch Attachments Ussd In Nastlnghouse Bolld 
0l4lt Protection 0ys " Gve list end 

janOAN, E, L Division of Engineering b Quality Assurance (Pre 
830103) 02/12/26 Consolidated Edison Co of New York, Inc 

109pp 16068 014 24X Flche 50-000.02/12/20,0200190273 


8212060354 IE Info Notice 82-56, "FTdbar tshau Thermostatic Flow Control 
Yalvss " Bve list end 

JORDAN, E L Division of Cnglnsering b Quality Assurancs (Pre 
800103) 02/12/30 Consolidated Edison Co of New York, Inc 

lllpp 16798 137 24X Fieh# 90-000,02/12/30,8212060354 


B Reportable occurroncesi LERs b related c orre spondenco 


8301030149 Potential Port 21 rept re installatson b doc umonto t » on 
irregularities b deliberate damage to instrumentation b 
control instruments nfg by Honeywell, Inc Investigation 
C ontlnutng 

DEA8,0 C Naldlnger Carp 82/18/03 Region 5, Office a P 
Director 3pp J6614 176 24X Flche 50-528. 02 / 12/0,3- 030 1 0301 49 


8301040207 Final Deficiency Rept 82-67 re Pioneer Magnetics 6: OA Co 
tBF actuation sys not meeting Tech Spec JN-104 Initially 
reported on 621113 Deficiency not reportable per 
JOCFRSO 99(e> No written rept requlrod 

VAN BRUNr. E E Arliona Public Service Co 82/12/16 STErZNDEWO.D M 
Division of Resident, Reactor Project b Engineering Programs 2pp 
16630 339 24X Flcho 50-520,82/12/16,0301040267 


8301140313 Final Deficiency Rept DPR 02-77 re Foxboro Model 270 
displays failing Class IE qualification testing Initially 
reported on 921124 Deficiency determined not reportable 
under lOCFRSO 5S(e) No written rept required 

UAN BRUNT, E C Arliona Public Service Co 82/12/83 STERNaERO, 1) M 
Division of Resident, Reactor Project b Engineering ProgrAme 2pp 
16007 150 24X Fiche 90-928,02/12/23,8301140313 


0301140319 Filial Deficiency Repl DER 08-74 re potential under « I ic/loose 
adjuitinent bolts to OE protective rolays Initially reportod 
an 621124 Deficiency determined not reportable under 
lOCFRSO 99e 

VAN BRUNT, E F Arliona Public Service Co 02/12/23 eTERMBERO. D M 
Division of Resident, Reactor Project b Engineering Programs 2pp 
16007 260. 24X Flche 50-530,02/12/23,8301140319 


0301140342 Interim Deficiency Rept DER 08-76 r« Target Rock valves 
not meeting epecs/test requirements Initially reported on 
821124 Dechtel corresponding w/C-E to reach diiposltian 
Final rept expected by 630310 C-E has filed Part 21 rept 
VAN BRUNT, E E Arliona Public Service Co 02/12/23 aTERNDEBO. D, tl 
Division of Resident, Reactor Project b Engineering Pragrams 3pp 
16807 236 2 4X Flche 30-520,02/12/23,83011403 42 


B3Q1140413 Interim Deficiency Rept DCR 02-69 re incorrectly mas'kad 
fuses ill control element drive mechanism control sys 
Initially reported on 021184 Bechtel Corp corresponding 
w/C-E ru Item resolution Final rept to be submitted Q3000B 
VAN BRUNT, E E Arliona Public Service Co 82/12/23 STERNDEBO.D M 
Division of Resident, Reactor Project b £n yineorisig Programs 3pp 
16000 OS4 84X Flcho 50-528,02/12/23,0301140413 


030-1140333 Final Deficiency Rept DER 02-97 re auxiliary f-oeduiator 
valves made af carbon steel Instead of sta 1 nless, due to 
error In purchase order Initially reported on 821019 Vatvos 
will be replaced u/stalnless steel valve bodius 

VAN BRUNT, E E Arliona Public Bervlcc Co 82/12/20 BTEFINnERO. 0 M 
Division of Resident, Reactor Project b E-n g ineoriitg PrograniB 3pp 
16007 260 24X Flche 50-920,02/12/20,0301 14 0333 


8301140408 Intorlm Deficiency Rept DER 02-55 re dc motor feudB-r cables 
ailing not providing sufficient operating voltage nt full 
load Initially reported on 020930 Bubmisilon of final ropt 
will be delayed until 030223 

VAN BRUNT, E E Arliona Public Service Co 82/12/20 QTERMDERO,, 8 
Division of Bsildsnt, Reactor Project b Eng ineering Pragraesss 2pp 
16000 109 24X Fiche 50-920,02/12/80.0301140408 


8301310194 Interim Rapt of Deficiency DER 02-56 re scalcdoun of design 
of condensate storage tank w/o new calculations for seismic 
response Initially reported on 021015 Final rept will be 
submitted by 830211 

VAN BRUNT. E E Arliona Public Bervlce Co 83/01/11 STERIMOERO. 8 M 
Division of Resident, Reactor Project b Engineering Programe app 
16969 169 24X Flcho 50-520,03/01/11,03013 10194 


030)310177 Final Deficiency Rept DER 02-30 re receipt of klenrij Pratt 
0-lnch containment Isolatloti valves w/loose actuator bolts 
b no torque specified Deficiency not reportable per 
lOCFRBO. 9S<e > Henry Pratt Co 021022 ltr end, 

VAN BRUNT, E.E Arliona Public Servico Co 83/01/12 BTERNZTEROi D. H 
Division of Resident, Reactor Project b Englneorlng Programe. /pp. 
16963 223 24X Fiche 50-530,03/01/12,0301310177 


0301270463 Interim Deficiency Rept DER 02-46 to failure of ITT-Borton 
pressure transmitters to meet overpressure requirements 
Initially reported on 020024 Due to extensive evaluation, 
final rept will not bo submitted until 030322 

VAN BRUNT, E E Arliona Public Bervlco Co 83/01/14 STERNRIEIIO, D M 
Division of Resident, Reactor Project b Engineering Program* Spp. 
16961.267 24X Ftche 90-520,03 /01/14,03012 70 463 
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9301310197 Final Defieienci; Rept DER 62-73 re improperlg crimped 
termination luge in control paneli for uater chillere mfg by 
Carrier air conditioning initially reported on 621317 
Connectors not meeting visual criteria to be repaired 
VAN BRUNT. E £ Ariiona Public Service Co S3/01/17 STERNOERO.U N 
Division of flesldent. Reactor Project & Engineering Programs 3pp 
16969 199 34X Fiche 50-328,63/01/17,9301310197 


8301070224 Fortuards nine DEMO generated curves that pint sodiofn 
temps as function of time from average fuel, inner blanket l< 
outer blanket for three pipe break locations ana Itj i cd, per 
commitments from 821216 shutdoun heat removal meeting 
LONOEKECKER, J Energy, Dept of. Clinch River Dreodor (JcactOT Plant 
03/01/05 CHECKfP S Clinch River Droedoi Reactor Program Office 
12pp 16686 269 241; Fiche 50-537,03/01/05,0301070224 


3301310202 Final Deficiency Rept DER 82-79 re diesel generator control 
air tubing nfg by Cooper Energy violating 6-inch separation 
criteria Initially reported on 821217 Deficiency determined 
not reportable No uritten rept required 

VAN BRUNT,£ E Arltona Public Service Co 83/01/17 STERNBERG, D M 
Division of Resident, Reactor Project f/ Engineering Programs 2pp 
16969 311 24)1 Fiche 50-528,83/01/17,8301310203 


0301310234 Interim Deficiency Rept DER 62-00 re Conai electrical 
penetrations 1 ou insulation resistance not meeting 
qualification tests Initially reported on 021217 Evaluation 
b final rept util be submitted by 030510 

VAN BRUNT, E E Ariiona Public Service Co 03/01/17 STERNBERG, D H 
Division of Resident, Reactor Project t. Engineering Programs 3pp 
16970 018 24X Fiche 50-528,83/01/17,8301310234 


8301310342 Final Deficiency Rept DER 62-02 re mechanical snubbers not 
permitting 5 degree movement u/o binding Initially reported 
on B21222 Specific fabrication/shipping period evaluated, 
pipe clamps uill be inspected & rept from vendor requested 
VAN BRUNT, E E Ariiona Public Service Co 83/01/19 STERNBERG, D M 
Division of Resident, Reactor Project & Engineering Programe 7pp 
16963 007 24)( Fiche 50-520,03/01/19.8301310342 


V Operator Eiaminatlons 


0212220443 Generic Ltr 02-38 to all power reactor licensees, app 1 i cant s 
for OL. NS5 h reactor vendors 6 AEs re meeting to discuss 
recent developments for licensing eiams Advises that meeting 
will be held on 030211 re operator licensing Svc list end 
EISENHUT.DO Division of Licensing 82/12/22 Consolidated 
Edison Co of New Vork, Inc 12pp 16681 072 24X 

Fiche 50-000,02/12/22,0212320443 


630112007S Generic Ltr 03-01 to power reactor licensees ti applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
851331 for listed categories Svc list end 

EISENhUT.D G Division of Licensing 83/01/11 Consolidated 
Edison Co of Hew York. Inc I Ipp 16893 243 24X 

Fiche 50-000,03/01/11,6301120076 


8301070299 Forwards "Description of NSSS Supplier QA Pi ogram “ AmoinJ 
will be incorporated into Jan Amend 75 to P8AR upon 
completion of NRC staff review 

LONGENECKER, J Energy, Dept of, Clinch River Breeder rtoaelor I'latit 
03/01/05 CHECK, P S Clinch River Dreeder Reactor Program Office 
Ip 16605338 24X Fiche 50-537.03/01/05,0301070299 


—8301070300 "CRDR P8AR Chapter 17 0~QA, App D Description of NBBS QA 
Program," submitted for inclusion in Amend 75 to PBAR 
* Energy, Dept of 83/01/31 47pp 1 6685 339 24X 

Fiche 50-537,03/01/05,0301070299 


0301110326 Responds to items from 821209 SMDOD meotlng Info ro seismic 
margin beyond design base criteria b benchmarking analyeos 
against SH-I test end 

LONGENECKER. J Energy, Dept of. Clinch River Drocder Reactor Plant 
83/01/05 CHECK, P S Clinch River Dreedor Reactor Program Officr 
29pp 16747 040 24X Fiche 50-537,83/01/05,8301110326 


8301110347 Forwards marked-up PSAR page lo direct heat removal svc 
(DHRS) Page provides commitment to transfer ex vessel 
storage tank (EV8T) heat load to natuial circulation 
cooled EVST loop in event of single failure of DHRS 
LONGENECKER, J Energy. Dept of. Clinch River Breeder Reactor PiAnt 
03/01/06 CHECK, P S Clinch River Breeder Reactor Program Dfficr 
2pp 16747 003 24X Fiche 50-537,03/01/06,8301110347 


0301110303 Forwards methodology for CRBR application of ladiological 
source terms in containment, in response to commitments 
made at 821220 meeting re environ qualification 

LONGENECKER, J Energy, Dept of. Clinch Rivor Brooder Reacloi Plant 
83/01/07 CHECK, P S Clinch River Brooder Reactor Program OffiCU 
23pp 16747 117 24X Fi the 50-537, 83/01 /07, 0301 110303 


0301120188 Forwards responses to questions ro PSAR Qoctlon 9 3, 
"Auxiliary Liquid Metal 8ys, " aection 9 13. "Plant Fire 
Protection Sys" b other related sections Response to 
questions from 621214-15 Chapter 9 working meeting one I 
LONGENECKER. J Energy, Dept of. Clinch River Dreeder Reactor Plant 
83/01/07 CHECK. P 8 Clinch River Breeder Reactor Program 0 ffl c# 
49pp 16776 040 24X Fiche 50-537,03/01/07,8301120108 


DOCKET 50-537 CLINCH RIVER DREEDER REACTOR 
A Application/egnstruction stage documents & correspondence 


8301260240 Appeals denial of FOIA request for repts. memoranda or othe- 
work performed by Science App 1 1 cations, Inc for CRDR Project 
WEISS. E R Harmon b Weiss 82/11/05 OIRCKS, W Office of the 
Executive Director for Operations 7pp 16910 031 24X 

Fiche 50-537,82/11/05,0301260240 


B3012M242 Responds to appeal re denial of FOIA request for Science 
Applications, Inc repts for CRDR Project Forwards portions of 
Documents 2-5 listed in app to JM Felton 021000 ltr 
Remaining documents withheld (ref FOIA Exemption 5 ) 

Director for Operations 

02/12/10 WEISS, E R Harmon b Weiss 2pp 16918 030 24 X 

Fiche 50-537, 82 / 12 / 10 , 0301260242 ^ 


6301240027 Forwards summary of B21209 meeting on structural margin 
vieug^aphr*” Stanford Research Inst tests b ^ 

^ Clinch River Breeder Reactor Program Office 
A3pp 16690 021 24X Fiche 50-537,02/12/14,8301240027 


®^JM^Stion'’mmfforari'’" Chapter 3 11, incorporating 0212 

27^ Hev?« /I response to Ouestion 

BSISM complete resolution of commitments per 

6211S3 discuitionr Items 143 

Dap t of. Clinch R.ver Breeder Reactor Plant 
Sap !l617 239 oL Program Office 

ufp 10617 239. 24X Fiche 50-537, 82/12/29, 8301030223 


8301110109 Forwards summary of Containment Vessel a.. a , , 

821209 working meeting voncainmenc vessel Code Cases Analysis 

‘'""S'' Pl-nt. 

3S0PP ,6742 001 241 FUhe 


8301120203 Forwards addl info re NDE exam of plant reactor vessel If 
ex-vessel storage tank, per CH Fox 821229 request 

LONGENECKER, J Energy, Dept of. Clinch River Dreeder Reactor Plant 
93/01/07 CHECKiP B Clinch River Dreeder Reactor Program 0 f Pier 
4pp 16776 185 24X Fiche 50-537,83/01/07,0301120203 


Bjuiiwuijov forwards amend to PSAR P 5 2-10 providing addl info ro 
matl survel 1 lance, per Mails Cnginoorlng Dranch 830104 toleon 
questions 

LONGENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plnrt. 
03/01/11 CHECK, P S Clinch River Dreeder Reactor Program Offieo 
2pp 16774 082 24X Fiche 50-537,83/01/11,8301120269 


0301120274 Forwards modified P8AR P 4 4-00 providing addl info 
instrumentation Info result of Commission 821125-26 
meetings 


nn core 






River Dreeder Reactor Program' Of Pier 
3pp 16774 084 24X Fiche 50-537, 03/Oi/H , D30i 120274 


ri-!:. a la IrAm®. Mechanical Engineering Dranch 

. ^ 72. originally submitted in DOB 821123 

'’® included in future amend 

O''®"''*'' Roaclor Plant 

83/01/1 1 CHECK, P 9 Clinch River Dreeder Reactor Program Office 
17pp 16774 087 24X Fiche 50-537,83/01/11,8301120279 


1 ■•esumes of individuaji holding llstad I 

positions re mgt organiiabion for CRDR project per 821228 
request for addl Info concerning project technical 
resources 

21bo*^ Lv River Dreedor Reactor Program OffJeo, 

21pp 16008 114 24 X Fiche 50 - 537 . 03 / 01 / 1 1,8301140398 


8301180159 Forwards add! Info for clarification of PSAR Section. 2.4 on 

Cai;9o"ri‘’tt?ucturer‘"’ 

83/01 /fr^"cHEc/2*B'"''c??* Breeder Reactor Plant 

oj/oi/ii CHECKiP 8 Clinch River Breeder Reactor Prooram 
3pp 16831 342 24/ Fiche 50-537,83/01/11,8301100159 ^ 


DOCKETED ITEMS 


39S 


0301160291 Forwards "CRBR Reliabilitii Asauranse Aetivitieii" oer 
621221 agreenant 

LONOENECKER. J Ensrgg.Dapt of, Clinch Rivsr Braadar flaactor Riant 
03/01/11 CHECKjP S Clinch River Oraedar Reactor Program Office 
Ip 16029 130 24X Flche 90-g37< 63/ 01 / 1 1 , 0301 18029 1 


-8301160292 "CROR Raliabilitg Assurance Activltlat " 

* Energy. Dept of. Clinch River Breeder Reactor Plant 83/01/07 
44pp 16029 139 24X Fiche 90-937.83/01/11,8301100291 


8301130102 Forwards summary of 821117 working meabing re seismic/ 
structure/cel 1 liner 

LOMOENECKER, J Energy. Dept of. Clinch River Breeder Reactor Plant 
63/01/12 CHECK.P S Clinch River Qraader Reactor Pr-ograin Office 
104pp 16799 124 24X Flche 90-537,03/01/12.0301130102 


8301100136 Forwards addl t. revised info r# plant auxiliary ays per 
PSAR Chapter 9 review Pages separated %. Identified as 
attachments to anc) u/appropnata instructions 

LONOENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
03/01/12 CHECK.P S Clinch River Breeder Reactor Program Office 
37pp 16032 097 24X Flche 50-937,03/01/12.8301180136 


8301180160 Forwards mod of P8AR Section 14 0 clarifying application of 
operational (i test experience from similar operating 
reactors Mod will be Incorporated In future PBAR amend 
LONOENECKER. J Energy, Dept of, Clinch River Breeder Reactor Plant 
03/01/12 CHECK.P 6 Clinch River Breeder Reactor Program Office 

3 pp 16032 014 24X Flche 90-937, 03/01/12, 8301 100168 


0301240018 Forwards addl xnfo re composition of eutectic mixture of 
sodium i. potassium U solidus temp (approx 9 C) Info will be 
added to PSAR In future amend 

LONOENECKER. J Energy, Dept of, Clinch River Breeder Reactor Plant 
03/01/20 CHECK.P S Clinch River Breeder Reactor Program Office 
2pp 16090 156 24X Flche 90-937,03/01/20,8301240018 


0301240093 Forwards addl info on Inerted cells in reactor ivc bldg 
Info will be added to PSAR In future amend 

LONOENECKER. J Energy, Dept of. Clinch River Breeder Reactor Plant 
03/01/20 CHECK, P 8 Clinch River Breeder Reactor Program Office 

4 pp 16690 240 24X Flche 90-537. 83/01/20, 8301240093 


8301280279 Forwards "CRBR Plant Verification of F0RE-2M Computer Code. 
Part f 1-Compa r t son w/EBft-IJ Natural Circulation 
Experiments, " per NRC re.iuest Info will be incorporated in 
next PSAR amend 

LONOENECKER, J Energy, Dept of. Clinch River Breeder Reactor Plant 
83/01/27 ORACE, I N Clinch River Breeder Reactor Program Office 
Ip 16961 054 24X Flche 50-537,83/01/27.8301280279 


-8301280282 "CRBR Plant Verification of F0RE-2M Computer Cade. Part 
It-Compar Ison u/EBR-ll Natural Circulation Experiments “ 

TANO. V S , COFFIELD.R D , LUOOY. F C Nestinghause Electric Corp 
82/11/30 6Bpp 16961 055 24X Flche 50-537,03/01/27,8301280279' 


0301280231 Forwards amended PSAR Pp 5 3-8 U 6 1-1, providi ng addl Info 
on stainless steel tc Insulation properties of ESFs t, welding 
qual ir icat ion In areas of limited accessibility Pages wit} 
be Incorporated In next amend to PSAR 

LON'SENECKER, J Energy, Dept of. Clinch River Breeder Reactor Plant 
83/01/27 GRACE. J N Clinch River Breeder Reactor Program Office 
3pp 16994 276 24< Flche 50-937,83/01/27,6301280201 


8301230304 Forwards add! info on sodium spill vo£s for inerted cells, 
per reguest Info will be incorporated into PSAR amend 
LONOENECKER, J Ene r gy, Dep t. o f , Clinch River Breeder Reactor Plant 
83/01/27 CHECK.P S Clinch River Breeder Reactor Program Office 
Spp 16994 231 24X Fiche 90-937,03/01/27.8301200304 


8301310092 Forwards addl info re DHR ive temp limits Info will be 
included In Section 9 6 of PSAR 

LONOENECKER, J Energy, Dept of, Clinch River Breeder Reactor Plant 
83/01/27 ©RACE, J N Clinch River Breeder Reactor Program Office 
2pp 16965 307 24X Fiche 50-337,03/01/27.0301310092 


0301310272 Forwards addl info re qualification of mechanical equipment, 
per NRC request Info will be Incorporated in next update of 
PSAR, Section 3 II 2 

LONOENECKER, J Energy. Dept of. Clinch River Breeder Reactor Plant 
03/01/27 GRACE, J N Clinch River Breeder Reactor Program Office 
2pp 16969 130 24X Flche 90-537,03/01/27,8301310272 


B Utility Preliminary Safety Analysis Report, amends 


8301240009 Forwards portion of addl info requested re PSAR Chapters 6 I, 
9 Info will be added to future PSAR amend 

LONOENECKER, J Energy, Dept of. Clinch River Breeder Reactor Plant 
83/01/21 CHECK.P S Clinch River Breeder Reactor Program Office 
6pp 16092 001 24X Flche 50-537,63/01/21,8301240009 


6301210090 Forwards affidavit confirming distribution of Amend 74 to 
PSAR to designateif local public officials It govt agencies 
LONOENECKER, J Energy. Dept of, Clinch River Breeder Reactor Plant 
03/01/16 DENTON, H Office of Nuclear Reactor Regulation, Director' 
2pp 16077 OOa 24X Flche 90-937.03/01/16,8301210090 


8301260407 Forwards responsas to Mechanical Engineering Branch 820921 
Concerns 90 << 70 re low temp I, associated revised CRBR PSAR 
Responses will be included in future PSAR amend 

LONOENECKER. J Energy.Dept of. Clinch River Breeder Reactor Plant 
03/01/24 CHECK.P S Clinch River Breeder Reactor Program Office 
19pp 16911 138 24X Flche 50-937, 03/01/24, B30I260407 


8301260279 Forwards addl It revised Info re PSAR Sections 9 1 t< 9 16 
Enel will be incorporated into future PSAR amend 

LONOENECKER, J Energy.Dept of, Clinch River Breeder Reactor Plant 
83/01/29 CHECKrP S Clinch River Breeder Reictor Program Office 
3pp 16912 251 24X Fiche 90-937,03/01/29,0301260279 


8301270200 Forwards addl info ra elactrlc power sys. Revised PSAR 
pages will be incorporated In future amend 

LONOENECKER, J Energy.Dept of. Clinch Rl'ver Breeder Reactor Plant 
83/01/26 CHECK, P S Clinch River Breeder Reector Program Office 
ISpp 16932 197 24X Fiche 90-537,03/01/26, 8301270200 


0301270328 Forwards addl info re instrumentation It control sys, 
consisting of PSAR, Section 7 Marked-up P6AR pages will he 
incorporated Into future amend 

LONOENECKER, J Energy.Dept of, Clinch River Breeder Reactor Plant 
63/01/26 CHECK.P 9 Clinch River Breeder Reactor Program Office, 
llpp 16933-194 24X Fiche 50-937,83/01/26.8301270328 


6301270349 Submits addl info ra primary heat transport sys hot leg 
piping coda evaluation Inelastic vs elastic atialysla 
discussed Table re results of criteria check for 
inelastic analysis end 

LONOENECKER. V Energy.Dept of, Clinch River Breeder Reactor Plant. 
83/01/26 CHECK.P S Clinch River Breeder Reector Program Office. 
4pp 16933 167 24X Fiche 60-937,03/01/26.0301270349 


0301260249 Forwards addl info re reactor vessel matl surveillance. 
Thermal monl tors, abtenct of neutron dos Imat ry. matt sampling 
program, specimen withdrawal schedule 1. loeatio'n of 
surveillance capsules discussed 

LONOENECKER, J Energy.Dept of, Clinch River Breeder Reactor Plant 
63/01/27 GRACE, J N Clinch River Breeder Reactor Program Office 
14pp 16961 262 24X Flcha 50-937, 03/01/27, 8301200249. 


D NRC Draft/Final Environmental Statements* supple I. correspondence 


0301100009 supplement TO FINAL ENVIRONMENTAL STATEMENT RELATED TO THE 
CONSTRUCriON AND OPERATION OF CLINCH RIVER BREEDER REACTOR 
PLANT Docket No 90-537 

« Office of Nuclear Reactor Regutatlon. Director NUREO-0139 
30JV1-2ER 82/12/20 4pp 16797 012 24X Fi che* SO-937. 02/ 12/30. 

8301100009 


E NRC Safety Evaluation Report (SERI, supple Si eorreepondenca 


0301030202 Summarizes 621221 meeting re resolution, of draft SER items 
re leak de tec t ion, containment Si piping Integrity Agreements 
It commltmsnti end 

LONOENECKER, J Energy.Dept of. Clinch River Breeder Reactor Plant 
82/12/29 CHECK.P S Clinch River Breeder Reactor Program Office 
42pp 16617.149 24X FI ch e 50-537, 82/12/29, 8301030202 


F Security, medical, emergency ti fire protection plans 


8212060349 Generic Ltr 62-33 to all licensees of operating reactors, 
applicants for OL li holders of CPi re 3uppl 1 tO' NUREO-0737, 
“Requirements for Emargency Response Capability “ 

NLiREO-0737, Su ppi 1 I. sve list end 

EISENHUTiD 0 Division of Llconslng 82/12/17 Conio 1 1 da ted 

Edison Co of Now York. Ine 77pp 16681. 200 24X 

Flche 90-000, 02/12/17.0212060349, 


8212220445 Generic Ltr 82-39 to all reactor licensees, CP holders 8i 
applicants for CPs re problems w/submlttals of 10CFR73 21 
safeguards Info for lie en sing review Procedures re 
t rens.nl ttal o f info outlined, 8vc Hit end 

EISENKUT. D O Division of Licensing. 82/12/22 Consolidated 
Edison Co of New Yort. Inc. 13pp 16690 021 24X 

Fleh# 90-000,02/12/82,8212220449. 


8301120188 Forwards responses to questions re PSAR Section 9.3, 
“Auxiliary Liquid Metal Sys, “ Boction 9 13, "Plant Fire 
Protaction Sys" li other related sections Rospense to 
questions from 921214-19 Chapter 9 working meeting end, 
LONOENECKER , J Energy . Dept, of. Clinch River Breeder Reactor Plan't 

83/01/07 CHECK.P S Clinch River Breeder Reactor Program Office 
49pp 16776 040. 24X Flche 90-937,83/01/07,8301120188 



400 


DOCKETED ITEMS 


e AiJjud icatorv corrupondance 


aSOlDSOlStii Challenje'C «tatemont in applicant 831328 rsplVithat 
Congrasstin enacting continuing resolution for FYQ3i intended 
site preparation activities to continue Svc list and 
SREEMS'EROi E V Oallouag t flreenberg GREENOERO. E V Natural 
Resources Defense Council OREENDEROfE V Sierra Club 82/12/30 
PALLADIhO.H J . OlLINSKYiV , ROOERTSi T F Cojiuni ssi oners 5pp 

16614 195 24X Ficbe 30'537, 82/13/30. 8301030136 


B301070305 Memorandum Ic Order CLI-83-1. affirming Commission 820817 
Oaclsion CLf-e3~23 approving applicant 650701 eiemptlon 
request Dissenting opinion of Commissioners Oilinskg 6 
Ahcarn* (< Commissioner Roberts separate vicitis encl 
CHILK. S J Office of the Secretarg of the Commission 83/01/05 
36pp 16686 094 24X FI the 30-537, 83/01/05, 8301070305 


8301120243 Response to State of TN Attg Oeneral 831110 position paper 
ti Citg of Oak Ridge, TN 821112 statement on CRBR 
socioeconomic impact Agrees u/most requests for 
socioeconomic monitoring Certificate of Gvc encl 
KIZUNO, 0 S Hearing Branch 1 03/01/11 13pp 16774 149 24X 

Flche 30-337, 83/01/11,8301120242 


8301130336 Response to State of TN Attg Oeneral 821110 position paper 
ti Citg of Oak Ridge, TN 831112 statement on socioeconomic 
impact of CROR Significant adverse impacts unlikelg 
Certificate of Svc end 

EDOAR.C L Project Management Corp BEflOHOLZ, W E Energy, Dept 
of 83/01/11 Itpp 1*774 051 24X Flche 50-537. 83/01 /U . 

8301120256 


8301230461 Proposed conclusions of lau re use of NEPA to influence NRC 
licensing actions concerning minimiilng adverse environ 
effects Certificate of Svc end 

PEARIOEN/H D Tennessee, State of 03/01/21 16pp 16099 176 
24X Flche 30-337.03/01/21.8001280461 


— 0301040514 IE tnsp Repl 50-537/02-01 on 821020-29 No noncomp 1 i anc e 
noted Major areas inspected QA program, site preparation 6 
storage tn maint of safetg critical malts 6 equipment 
SWAN, U B , BRVANT, J C Division of Project & Resident Programs 
82/11/23 6pp 16647 007 24X Ficho 50-337,02/11/23,0301040503 


0208190269 IE Info Notice 82-51. "Qveroiposures in PWR Cavities " Svc 
list enc I 

DEYOl/NO, R C Director's Office, Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of Neie York. Inc 

lllpp 16689 239 24X Flche 50-000.82/12/31.8208190269 


8312060351 IE Info Notice 82-52, "Equipment Environ Qualification 
Testing Eiperience - Updating of Test Summaries Previously 
Published in IE Info Notice 01-29 " Svc list encl 
JORDAN, E L Division of Engineering & Quality Assurance (Pre 
830103) 82/12/21 Consolidated Edison Co of Neu York. Inc 

llSpp 16681 088 24X Fiche 50-000,82/12/21,0212060331 


B2120603SO IE Info Notico 82-53, "Main Transformer Failures at North 
Anna Nuclear Pouer Station " Svc list encl 

JORDAN, E L Division of Engineering 6 Quality Assurance (Pre 
830103) 82/12/22 Consolidated Edison Co of Neu York, Inc 

114pp 16758 017 34X Fiche 30-000.82/12/22,8212060350 


8200190275 IE Info Notice 02-54, “West i nghous e NBFD Relay Failurus in 
Reactor Protection Sys " Svc liet encl 

JORDAN, E L Division of Engineering t. Quality Assurance (Pre 
330103) 82/12/27 Consolidated Edison Co of Neu York, Inc 

lIOpp 16962 139 24X Fiche 50-000,82/12/27,8208170275 


8200190273 IE Info Notice 82-53, “Seismic Qualification of Uestlnghouse 
AR Relay U/Latch Attachments Used in Westlnghouse Solid 
State Protection Sys " Svc list end 

JORDAN, E L Division of Engineering t< Quality Assurance <Pre 
830103). 02/12/28 Consolidated Edison Co of Neu York, Inc 

109pp 16068 014 24X Flche 50-000,82/12/28,8208190273 


8301250483 Preposed findings of fact Certificate of Svc end 

PEARIOEN. M D Tennessee. State of 83/01/21 0pp 16906 078 24X 

FI Che; 50-537. 83/01/21,8301250482 


B301 250477 Prop Of cd partial initial dedsion, author 1 1 Ing sits 
preparation activities per iOCFRSO 10(e)(i) Certificate of 
Svc enc 1 

eOOARrO. (■ , LUCK, W D Energy, Dept of 83/01/24 304pp 

16902.191 24X Fiche 50-537.03/01/24,8301230477 


S301260321 Proposed opinion t< findings of fact on LWA-1 matters 
Certificate of Bve end 

DUANSON.D T , JONES, B U , MIZUNO, C 8 Hearing Branch 1 03/01/24 

233pp 16908 001 24X Fiche 50-537,83/01/24,8301260321 


0301360401 Proposed conclusions of law for LUA-1 proceeding Certificate 
of Svc encl 

* Natural Resources Defense Council • Sierra Club 83/01/24 
21pp 16711 191 24X Flche 50-537,83/01/24,8301260401 


B21206D3S4 IE Info Notice 82-56, "Robertshau Thermostatic Flow Contl'Ot 
Valves '■ Svc list end 

JORDAN, E L Division of Engineering 6 Quality Assurance (Pre 
630103) 02/12/30 Consolidated Edison Co of Neu York, Inc 

lllpp 1675B 137 24X Fiche 50-000,82/12/30.8212060354 


8301120257 Foruards addl info re steam generator NDE i "Reactor Vessel 
Core Support Cone Structural Integrity," In response to 
questions raised at NRC 821208 & 1122-24 & ACRB 820818 
meetings 

LONOENECKEB, J Enorgg, Dopt of 83/01/11 CHECK, P S Clinch 
River Dreorfor Reactor Program Office 3pp 16773 243 24X 

Fiche 50-337,83/01/11.8301120257 


— 8301120262 “Reactor Vessel Core Support Cone Structural Integrity.” 
# Uestlnghouse Electric Corp 02/12/21 IRpp 16773 248 24X 

Flche 50-337,83/01/11,8301120237 


T Hearing transcripts on non-ant i trust matters 


8301260437 Proposed findings of fact for LUA-1 proceeding 

* Natural Resources Defense Council • Sierra Club 03/01/24 
133pp 16910 316 24X Ficlie 50-537,03/01/24.8301260437 


8212130378 Unofficial transcript of Commission 821209 affirmation/ 
discussion ti vote in Mash Ington, DC re CRBR Pp 1-4 
» Commissioners B2/12/09 7pp 16413 001 24X 

Fiche 50-537.02/12/09,0212130378 


L Limited uort authori lation & related correspondence 


S301960321 Proposed opinion t, findings of fact on LUA-I matters 
Csrtlftcate of Svc end 

eUANSON, D T , JONES, B W , HIZUNO.O S Hearing Branch i 03/01/24 
2S3pp 16908 001 24X Fiche 50-537,83/01/24,8301260321 


P Operating license stags documents 6 correspondence 


0301060133 Transcript of 030104 bearing in Oethesda,MD Pp 6,732-6,912 
« Atomic Safety and Licensing Board Panel 03/01/04 102pp. 

16670 329 24X Fiche 50-537,83/01/04,8301060133 


0301070132 Transcript of 830105 hearing in Dethesda.MO Pp 6.913-7,105 
a Atomic Safety and Licensing Board Panel. 83/01/05 199pp 

16687 043 24X Fiche 50-537,93/01/05,0301070132 


8212060356 Ocneric Ltr 82-30 to all licensees, applicants for QL & 
holders of CPt re filings concerning 10CFR90 production ti 
utilization facilities Current listing of branch assignments 
for nuclear reactor projects 6 ivc list encl 

EISENHUT.D 0 Division of Licenelng 82/J2/28 Consolidated 
Edison Co of Neu York. Inc tlpp 16868)001 24X 

Flche 50-000, 82/ i 2/28, 82 1 2 060356 


8301250281 Proposed transcript corrections Certificate of Svc encl. 
EDOARi 0 L Project Management Corp EDGAR, 0 L Edgar, 0 L 
LUCKiH D Energy, Dept of 83/01/24 20pp 16897.033. 24X 

Flche 50-537.83/01/24.0301250281 


V Operator Examinations 


0 Inspection reports, IE Bulletins L correspondence 


B301040505 Foruards IE Insp Rept 50-537/82-01 on 821028-29, No 
noncomp 1 lance noted 

DANCE, H C, Division of Project tt Resident Programs 82/11/23 
bREUINGTON, P Energy, Dept of, Clinch River Breeder Reactor Plant 
2pp 16647 OOS 24X Flche 50-537,02/11/23,0301040505 


8212220443 Generic Ltr 82-38 to all pouer roactor I Icensees, app 1 Ic ante 
for OL, NB8 Xt reactor vendors S, A£s re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will bo held on 630211 re operator licensing Svc list end 
EtSENHUT. D. <? Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York, Inc. 12pp 16681 072 24X 

riche 50-000.82/12/22,8212220443 



DOCKETED ITEMS 
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B301 120078 Oancrtc Ltr 83-01 to ppuer rsactDr licensoes b applicants 
for OL re oporator licensing exam site visit requests 
schedule re eiain requests expected for submittal prior to 
891231 for listed categories 8vc list end 

ElBENMl/T, DO Division of Llconsing 83/01/11 Consolidated 

Ldlson Co Of Weu Tork, Inc llpp 16B73 243 34X 

richo 50-000, 03/01 /1 1< 0301 130070 


DOCKET 8TN-50-546 MARBLE HILL NUCLEAR STATION, UNIT I 


A App 1 lea tion/c one true 1 1 on stage documents & correspondence 


8301170236 Requests info re requirements for emergency response 
capatiliiy i possible Impact on plant, per NUf!E0-0737i Supp 1 
1, "Requirements for Emergency Response Capability " 

Schedules 6 completion dates also requested 

FRCV.D 0 Audubon Society 83/01/12 DOOLITTLE, E P Division oP 
Licensing 2pp 16810 276 SAX Riche 90-546,83/01/13,8301170236 


B301210305 Eoruards order extending const completion dates fc safety 
ovaluatlon in response to Q21124 Ibr 

EIBENHUT, D 0 Division of Licensing 83/01713 8HIELDB, 0 U 
Public Service Co of Indiana, Inc 3pp 16073 184 SAX 
Flche 90-546,83/01/13,8301310309 


--0301210307 Order extending const completion dates For CPPn-170 & 
CPPR-17i to 0BO3O1 tc 890701, respectively 

CIEENHUT, D 0 Division of Licensing H3/01/I3 Public Service 
Co of Indiana, Inc 3pp 16873 187 24X Fiche 90-546,83/01/13, 
8301 2 i 0309 


— 0301210310 Safety evaluation for extension of earliest ft latest const 
completion dates for site Extension acceptable 
t) 'CONNOR, P W , YdUNODLOOD, B J Licensing Branch 1 83/01/13 

3pp 16893 190 34X Flche 90-946,83/01/13,8301210305 


B301030041 Notifies that sve providing copies of NRC eorpespood once 60 
applicant uxil] be discontinued unless renoujat requested 
Correspondence available at LPOR 

YDUNODLOPD, B J Licensing Branch 1 82/12/22 HELM, U H 

Sr own. Todd t Heyburn 2pp 16630 343 a4X Flche 90-546.02/12/22* 

0301030041 


8301040039 Notifies that sve providing copies of NRC correspondence ■fc'O 
applicant tJlll be discontinued unless renewal requested 
Correspondence available at LPBR 

YOUNODLOOO, 0 J Licensing Branch 1 02/13/22 MARTIN. D K 

Kentucky, Commonuxea 1 1 h of, 2pp 1665S 278 24X 

Flche 80-546,02/12/22.8301040027 


0301040032 Notifies that sve providing copies of NRC corn espo-nd ence to 
applicant uxill be discontinued unless renewal requested 
Correspondence available at LPBR 

YOUNODLODDfD J Licensing Branch 1 BR/IB/RS DATTILO. J M 
Affiliation Unknotun 2pp 16695 280 24X Flche SO-946 , 0S/ 1 2/S3. 

0301040032 


0301 130047 Responds to 021223 Itr Author name on sve list should bo 
repleced u/cltent name 

HELMiJ D Brown. Todd «, Heyburn 03/01/10 YQUNOCLaOD. B ♦/ 
Licensing Branch 1 3pp 16790 223 24X Fiche 90-946 , 03 /01/10. 

0301130047 


P Operating license stage documents fc correspondence 


8212060356 Oeneric Ltr 02-30 to e 1 1 1 1 c ensees, app 1 icants for OL b 
holders dF CPs re Filings concerning iOCFR50 production U 
utilitation facilities Current listing of branch assignxnanfcs 
For nuclear reactor projects (t sve list end 

EISENHUT.D 0 Division of Licensing 02/12/28 Consolidated 
Edison Co of New York, Inc llpp 16868 001 24X 

Fiche 50-000, 82/12/20. 8212060396 


8301280488 Responds to 021207 Ur forwarding White Paper XIX. "Our 
Harblo Hill Prablom," propo-ilng that const of facilities be 
halted ASLll decision on need for facility supported on 
number of grounds 

DCNTON.H R Office of Nuclear Reactor Regulation, Director 
03/01/24 CABBIDY. H 0 Affiliation Unknown 15pp 16770 270 24X 

Fiche 90-946, 83/01/24, 0301 2BO430 


— 0301280471 Forwards White Paper XIX, "Our Marble Hill Problem, " 
proposing that const of facilities bo halted, since plant not 
Dosii 0 d 

CA8BIDY.H 0 Affiliation Unknown 02/12/09 PALUADINO.N J 
Commissioners Ip 16970 292 24X Flche 50-946,03/01/24, 

0301280408 


Q Inspection reports, IE Bulletins & correspondence 


8200170267 IE Info Notice 82-51, "Overe xpoiuros in PWR Cavltt«s " Sve 
1 let enc I 

DEVDUNOfR C Director's Office, Office of Inspection and 

Enforcement 02/12/21 Conso Hda t ed Ed 1 son Co of Naux Vork, Inc. 

IDpp 16607 237 34X Flche 90-000. 82/12/21,8206190269 


0212060351 IE Info Notice 02-92, "Equipment Environ Oual if 1 ca t i on 
Testing Experience - Updating of Test aummarios Previously 
Published in IE Info Notice 81-29 " Bve list end 
JanOAM, E L Division of Fngineerlng i. Quality Assurance <Pt« 
830103> 02/12/21 Consolidated Edison Co of New York. Inc 

llSpp 16601 oaa 24 X Fiche 50-000. 02/12/21.0212060391 


— 0301200492 White Paper XIX, "Our Marble Hill Problem " 

CABSIDV.H 0 , IIAlfCR,r Save the Valley - Save Marble Hill 
02/07/04 43pp 16970 373 84X F 1 c he- 90-946, 03/01 /24. B30 1S8O4B0 


r flecurlly, medical, emergency 6 Fire protection plans 


03 1 2060350 IE Info Notice 02-93, "Main Transformer Failures at; North 
Anna Nuclear Power Statlnn " 8vc list end 

JORDAN, E L Division of Engineering b Quality Assurance <Pr* 
0301031 02/12/22, Consolidated Edison Co of New York. Inc 

1 14pp 16790 017 84X Flcho 90-000,82/12/22,0212060350. 


8213060347 Oeneric Ltr 02-33 to all llcenseos of operating reactors, 
applicants for DU 6 holders of CPs re Suppl 1 to NUnEO-0737, 
"Bequiraments for Emurgancy Response Capability " 

NUR£0~0737> Buppl t b sve list end 

CISENHUTiDO Division of Licensing. 02/12/17 Consolidated 
Edison Co of New York, Inc 77pp 1668 1 208 24X 

richo 90 - 000 , 82/18/17. 8212060347 


0212220445 Oeneric Ltr 08-37 to all reactor licensees, CP holders t. 
applicants for CPs re problems ui/sobml ttals of 10CFfl73 21 
safeguards info for licensing review Procedures re 
transmittal of Info outlined 0vc list encl 

CISENHUT, D 0 Division of Licensing 83/18/22 Consolidated 
Edison Co of Neu York, Inc 13pp 16670 021 24X 

riche 90-000, 02/12/22.0212220449, 


8301200037 Requests evaluation L comments re util 821221 ltr concerning 
emergency operations facility by 030120 

VOUNOBLOOD, D J Licensing Branch 1 03/01/04 PAOAND. F, EP 
Licensing Drench Ip 16002 273 24X Fic he 90-946, 03/01/04, 
0301200037 


II general correspondence 


8301040234 Eipressos skepticism re applicant const schedule b projected 
costs !i performance of Westlnghouse D-4 b D-3 steam 
jenerator models NRC Caseload Forecast Panel rept of 021201 
site visit requested 

FREY, D 0, Sassafras Audubon Society 82/12/10 DOOLITTLE, 


rE.P 


Division of Licensing 
8301040234. 


IDpp. 16638:003 24X Fiche 90-546,82/12/10, 


8200190275 IE Info Notice 08-94, "Mestl ngheuso NDFD Relay Failures in 
Roactor Protection Sys " five list one 1 

JORDAN, E L Division of Engineering U Quality Assurance <F»-« 

6301031 02/12/27 Consolidated Edison Co of New York, Inc 

llOpp 16762 139 a4X Flche' 50-000. 02/12/27, 8208170275 


8200170273 IE Info Notice 82-95. "Seismic Qualification of Uentlnghouee 
AR Relay W/Latch Attachments Used in Mestlnghouse Solid 
State Protection Sys *' five list end. 

JORDAN. E L Division of Engineering A Quality Assurance <Pre 
B30103) 02/12/28 Consolidated Edison Co of New Yort, Inc 

107PP, 16060 014 BAX FU he , 90-000, 82/12/20, 8208170873 


0212060394 IE Info Notice 02-96, "Robartshaw Thermostatic Flou Contral 
Valvat " Bve list encl . „ 

JORDAN, E L Dlvlelon of Engineering l< Quality Assurance (Pro 
0301031 02/12/30. Consolidated Edison Co of New York. Inc 

1 1 Ipp 167S0 i37. 24X Flche, 50-000, 02/18/30, 8212060394 


03OII1O6O5 Act receipt of 021221 ltr informing NRC of steps taken to 
correct violations noted In IE Irsp Rapts 50-346/02-14 & 
S0-S47/B2-14. 

KNOPiR C Divlilor of Project b Resident programs. 03/Ol/OS 
SHIELDS. 8 H Public Service Co of Indiana, Inc Ip 16743.297. 
24X Flche. 50-546, 83/01/09,8301110605 


— B30U10656 Responds to NRC 82U22 ltr re violations noted lei IE In»p 
Repts 30-546/82-14 «< 90-547/82-14 Corrective actions- con ■ b 


areas inspected & Items chseked For internal cleanliness 
protective end caps Installed «< weld joints taped 
SHIELDS.a W Public Service Co of Indiana, Inc 02/:l2/31 

KEPPLERjJ 0 Region 3, Office of Director 3pp 16743.298 

Flche. 50-346, 83 / 01 /09. 8301 1 10609 


24 X 
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S30i2e02&S Adviie* that ihop fabrtcatod ASHE Code Cios< 1 (< 2 piping 
fubas simbliK w/plpt uall bhiekneiaet lest than 1/2 inch 
included in ontiti radiograph ravleu< tupp 1 ement ing util 
62121& rteponie to l£ Bulletin 62'01>Rev li Suppl 1 
EHlEtCS.S H Public Service Co of Indiana. Inc 03/01/20 

tiEPPLERi J 0 Region 3. Office of Director 2pp 16994 217 24X 

Fiehe- 90-946. 83/01/20.8301200269 


8 Reportable occurrences. LERs 6 related correspondence 


6301240199 Interim deflclencg rept re improper welding techniques used 
on Broun-floveri Electric. Inc safetg-related switchgear 
Initially reported on 620525 Vendor revised procedures (i 
adentified all affected equipment Neit rept by 630316 
SHJELOSiSU Public Service Co of Indiana. Inc 83/01/12 

KEPPLER.J 0 Region 3. Office of Director 2pp 16691 345 24X 

Flche 50-946.63/01/12.6301240155 


8301210024 Interim deficiency rept re undetectable failure mode which 
could eilst in on-line testing circuits of solid stats 
protection syi Initially reported on 820805 (festinghouse 
determining design alternatives Next rept by 630619 
SHIELDS. 8 M Public Service Co of Indiana. Inc 63/01/14 

KEPPLER.J 0 Region 3. Office of Director 2pp 16877 229 24X 

Flche 50-546.63/01/14.6301210024 


6301280230 Interim deficiency rept re potential for certain 
Utstlnghouse mfg gate valves to indicate closed prior to 
valve disc fully isolating flow Initially reported on 
621222 Wiring may require mods Neit rept by 630422 
SHIELOSiS W Public Service Co of Indiana. Inc 83/01/18 

KEPPLER.J 0 Region 3. Office of Director 2pp 16954 350 24X 

Fiche 50-546.63/01/16.6301260230 


6301260243 Flnel deficiency rept re sis sheared pinion keys in valve 
motor operators Initially reported on 820605 Pinion keys 
made of rtsulfurited carbon steel instead of required matl 
Keys replaced t. list of affected operators submitted 
SHIELDS. S U Public Service Co of Indiana. Inc 63/01/16 

KEPPLER.J 0 Region 3, Office of Director 2pp 16961 254 24X 

Ficht 50-546.83/01/18.8301260243 


6301280225 Interim deficiency rept re embedded plates w/deformed wire 
anchors missing or cracked welds between plate Si anchor 
Initially rtported on 620618 Embedded plates replaced u/ 
alternative support & welds tested Nest rept by 630511 
SHIELOSiS H Public Servlet Co of Indiana. Inc S3/01/20 

KEPPLER.J 0 Rtgion 3. Office of Director 2pp 16954 356 24X 

Ficht 50-546.63/01/20.8301200225 


V Operator Eiamlnatlens 


8212220443 Generic Ltr 62-30 to all power reactor 2 Icensees. app 1 Icants 
for OL.NSfl Si reactor vendors Si AEs re meeting to discuss 
recent developments for licensing eiams Advises that meeting 
will be held on 830211 re operator licensing Sve list and 
EI8EMH0T.D 0 Division of Licensing 82/12/22 Consolidated 
Ellison Co of New York. Ine 12pp 16661 072 84X 

F 1 c ha SO-000. 02/ 1 2/22. 82 1 2220443 


—0301210310 Safety evaluation for eatenolon of earliest fc latest C{ 
completion dates for site £« tens ion ac cep table 
O'CONNOR. P M I YOUNOSLOOD, B J Licensing Dranch I 83/01/13. 
3pp 16893 190 24X Flche 50-546.03/01/13,0301210308 


0301280400 Responds to 821209 ltr foruiarding White Paper XIX. “Our 
Harble Hill Problem." proposing that const of facilities bo 
halted ASLB decision on need for facility supported on 
number of grounds 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
63/01/24 CA88IDY.H0 Affiliation Unknown I5pp 169'70 2 7B 
Flche 50-546,03/01/24,6301200408 


— 8301200491 Forwards White Paper XIX. "Our Marble Hill Problem. “ 
proposing that const of facilities be haltad.since plant not 
needed 

CASSIDY. H 0 Affiliation Unknown 02/12/09 PALLADINO. N 
Commissioners Ip 16970 292 24X Flche 50-546. 83/OJ /24. 

6301260468 


—0301280492 White Paper XIX. "Our Marble Hill Problem " 

CA98IDY.H 0 . HAUCKi F Sava the Valley - Save Marble Hill 
62/07/04. 43pp 16970 293 24X Fiche 80-546.03/01/24,030120041 


F Sicurity, medical, emergency fc fire protection plans 


8212060349 Otnsrle Ltr 82-33 to all licensees of operating reactors, 
applicants for DL k holders of CPs re Buppl 1 to NUREO-0737, 
"Requirements for Emergency Response Capability " 

NUREO-0737. Suppl 1 U sve list end 

EISENKUT.DO Oivls ion of Lice ns ing 02/12/17 Consolidated 
Edison Co of Nsw York. Inc 77pp 16681 200 34X 

Ficht 50-000,82/12/17.8212060349 


8212220445 Generic Ltr 82-39 to all reactor lleensass.CP holders t< 
applicants for CPs ri problems w/iubmlttals of 10CFR73 21 
safeguards info for licensing review Procedures re 
transmittal of info outllntd. Bye list end 

EISENHUT. 0 0, Division of Licensing 62/12/22 Contolldated 
Edison Co of New York. Ine 13pp 16690 021 24X 

Ficht 50-000,62/12/22.8212220445 


8301200037 Requests evaluation tt comments rs util 821221 ltr conesrnl 
emergency operations fadlltg by 63O1S0 

YOUNGBLOOD, B J Licensing Branch 1 03/01/04 PAGANQ, r Cl» 
Licensing Branch. Ip 16082,293 24X Flche 50-546.03/01/04, 
8301200037 


H Genera 1 correspondence 


8301040234 Expretses skepticism re applicant const schedule l< project 
costs t< performance of Westlnghouse D-4 (. D-D steam 
gansrstor models NRC Caseload Forecast Panel rept of Q21S01 
site visit rsquested 

FREY. 0 0 Sassafras Audubon Society. 62/12/18 DOOLITTLE. E P 
Division of Licensing 19pp 16630*003 24X Flche 50-546. 02/IS/l 

8301040234 


6301120078 Generic Ltr 83-01 to power reactor lieensaes t. applicant 
for QL ra operator Ueansing axam site visit Requests 
schedule ri exam rcquists axpectad for submittal prior to 
BS123I for listed categaries 8vc list end 

EISENHUT. D 0 Divleion of Licensing 63/01/11 Consolidated 
Edison Co of New York, Inc lipp 16693 243 24X 

Flche 50-000. 63/01/1 {. 6301120076 


MCKBT STN-50-547 MARBLE HILL NUCLEAR STATION. UNIT 2 

***** documents & correspondence 


8301030041 Notifies that sve providing copies of NRC correspondent* | 
epplicant will be discontinued unless rsnsual requested 
Correspondence available at LPDR 

YOUNODLOOD. B J Licensing Branch 1 62/12/22 HELM, J D 

Brown. Todd k Hayburn 2pp 16630 343 y4X Flche 50-546. 02/ l2/&8i 

8301030041 


8301040029 Notifies that ivc providing copies of NRC correspond ene* t 
applicant will be discontlnuid unless rsnewal requested 
Correspondenet available at LPDR. 

YOUNGBLOOD. B J. Licensing Branch 1 02/12/22 MARTIN. B K 

Kentucky. Commonwealth of.. 2 pp 16695 278 24X 

Flche' 50-546, 82/12/22, 8301040029. 


? **,J?*®/* ’•*'l«l’'»'"«nts for emergency response 

capability k possible Impact on plant, par NUREO-0737. Bupp I 
It Raqulrenents for Emargtney Response Capability " 

Schedules k completion detes alto requested 

FREY, D O Auduton Bodety, 83/01/12 DOOLITTLE, B P Division 
Jetnsing 2 pp 16010 276 24X Fiehe. 50-546, 83/01/12, 8301 1702 


0301040032 Notifies that eve providing 
applicant will be discontinued unless 
Correspondence available at LPDR 
YOUNGBLOOD. B J Licensing Branch 1 
Affiliation Unknown 2pp, 16655:280 
6301040032 


copies of NRC correspondsne* 
renewal requested 

02/12/23, DATTlLOtJ M 

24X Flche 50-546x02/12/23, 


ll 


8301210309 Forwards order extending const completion datei k eafetu 
eveluation In response to 821124 ltr «< safety 

pihm'^si^vlc. , 03701/13 SHIELDS, 8 W 

et i .1,** Indiana, Inc 3pp 16693 184 24X 

Fiehe 80-946, 63/01/13,8301210309 * 


'IS - <■ 

“[''“‘on of Licensing 03/01/13, Public Servl 

eBOllIowS Flche- 50-546, 83 / 01/1 


8301130047 Responds to 821223 ltr, Author namt 
replaced w/c llcnt name, 

HELM. J B. Brown. Todd <« Heyburn 03/01/10 
Lieenelng Branch 1 2pp 16790 223 24X 
8301130047 


on eve ttet should be 

YOUNOBLOOB.B. J 
Fiehe' 50-546,03/01/10, 
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P Operating license itage documents b correspondence 


BSI80603S& Oonerit Ltr 92-30 to a 1 1 1 I ccnsees • epp 1 icants for OL & 
holders of CPs re filings concerning lOCFRSO praductlon b 
utilliation facilities Current listing of branch assignments 
for nuclear reactor projects b svc list one 1 

EI8ENKUT. D 0 Division of Licensing e2/i2/3S Consolidated 
Edison Co of Nsu York^ Inc I Ipp 16666 001 24X 

Fiehe 50-000102/12/36,8218060336 


O Inspection reports, IE Bulletins b correspondence 


H20B190869 IE Info Notice 82-31, "Qvereipoiur ea in PWfl Cavities " Bve 
list enc 1 

OEYOUNO, 9 C Director's Office, Office of Inspection and 

Enforceinont 88/18/21 Consolidated Edison Co of Nou, Vork, Inc 

11 Ipp 16689 839 84X Tic he 50-000,02/12/21,6808190869 


8212060331 IE Info Notice 62-S8i "Equipment Environ Qualification 
Tasting Esptr lento — Updating of Test Sommaries Prevtouslg 
Published in IE Info Notice 81-29 " Svc list end 
JORDAN,!! L Division of Engineering b Quality Assurance (Pre 
830103) 88/13/21 Consolidated Edison Co of Neu York, Inc 

lJ5pp 16661 086 84X Picha 50-000,62/18/21,8218060351 


8212060350 IE Info Notice QS~53, "Main Transformer Failures at North 
Anna Nuclear Pouter Station *' Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pro 
830103) 82/13/22 Consolidated Edison Co of Neu York, Inc, 

I14pp 16758 017 S4X Picha 50-000,62/13/22,8218060350 


0208190275 IE Info Notice 02-34, "Wes tlnghous e NBPD Relay failures in 
Reactor Protection Bgs " Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance (Pre 
830103) 82/13/27 Consolidated Edison Co of Neu York, Inc 

UOpp 16968 IS? S4X Picha 50-000,82/13/27,6308190275 


8208190273 IE Info Notice flS-SS, "Salsmic Qualification of Uesllnghuunr 
An Relay W/Latcit Attaclimants Used In Westlnghouse Solid 
State Protection 8ys " Svc list enc 1 

JORDAN, E L Olvlilon of Engineering b Quality Assurance (Pre 
830103) 83/13/38 Consolidated Edison Co of Neu Verb, Inc 

109pp 16668 014 24X Fiche 50-000, 03/18/26, 6208190373 


□213060354 IE Info Notice 83-56, "Robertshau Thermostatic Flout Control 
Ualvai " Bve list end 

JDR0AN,E L Division of Engineering b Quality Assurance (Pre 
□30103) 83/13/30 Consalidated Edison Co of Neu York, Inc 

lllpp 16758 137 34X Fiche 50-000,83/12/30,8318060354 


8301110605 Ac k receipt of 821221 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts S0-546/8S-14 b 
80-347/88-14 

KNOPi R C Division of Project b Resident Programs 63/01/05, 
SHIELDS, 8 W Public Service Co of Indiana, Inc Ip 16743.29/, 
S4X Fiche 50-946,83/01/09,8301110605 


— Q3011106S6 Responds to NRC 821128 ltr re violations noted in IE Insp 
Repts 80-946/82-14 b 60-947/02-I4 Corrective actions const 
areas inspected b items checked for internal cleanliness, 
protective end caps Installed b ueld joints taped 
SHIELDS, 3 M Public Service Go of Indiana, Inc 82/18/31 

KEPPLER, J 0 Region 3, Off ice of Director 3pp 1674 3 296 24X 

Fiche’ 50-546. 83/01/05, 8301110605 


8301880265 Advises lhat shop fabrlcotcd A8ME Code Class 1 b 8 plpi'ng 
subesiemb 1 1 as ui/plpe uall thicknesses less than t/3 inch 
Includsd in onsite radiograph revieu, supplementing util 
621216 response to IE Qulletin 03-01, Rev t,8uppl 1 
8HIE1.05, S H Public Service Co of Indiana, Inc 83/01/80 

KEPPLER, J.O. Region 3, Office nf Director, Spp 16954 217 84X 

Ficha 50-546, 83/01/86, 6301880869 


8 Reportable occurrences, LERs b related correspondence 


0301S401BS Interim deficiency ript re improper welding techniques used 
on Brown-Ooverl Electric, Inc safety-related switchgear 
rnltlally reported on 830589 Vendor revised procedures b 
identified all affected equipment Next rept by 830318 
SHIELDS, 8 (f Public Service Co of Indiana, Inc 83/01/13. 

KEPPLER, JQ Region 3, Office of Director. 2pp. t6S91‘345. 24X 

Ficha 50-946, 83/01/12, 8301240159. 


8301210024 Interim deficiency rept re undetectable failure mod* which 
could exist in on-line testing circuits of solid state 
protection sys. Initially reported on 620805 Westlnghouse 
determining design alternatives Next rept by 830819. 

SHIELDS, a W. Public Qervlc* Co of Indiana, Inc 83/01/14 

KEPPt-ER, J 0 Region 3, Office of Director app 16077 889 24X 

Ficha. 50-846, 83/01/14, 8301210024 


S30I280S30 Interim deficiency rept re potential for certain 
Nestinghouse oifg gate valves to indicate closed prior to 
valve disc fully isolating flow Initially reported on 
081238 Wiring may require mods Ne i t rept by 830422 
SHIELDS, 8 W Public Service Co of Indiana, InC 83/Ol/iD 

KEPPLER, JO Region 3, Office of Director 2pp 16954 358 24X 

riche 50-946,83/01/10,0301200230 


6301280243 Final defitloney rept re sli sheared pinion keys in valva 
motor operators Initially reported on Q30Q09 Pinion keys 
made of resulfurlied carbon steel instead of required matl 
Keys replaced b list of affected operators submitted 
SHIELDS, SN Public Service Co of Indiana, Inc 83/01/18 

KEPPLER, JO Region 3, Office of Director 2pp 16961 254 34X 

Fiche 50-546,83/01/18,8301880243 


8301280885 Interim ileficlancy rept re embodded plates w/deformed wire 
anchors missing or cracked uioids between plate b anchor 
Initially reported on 8S091B Embedded plates replaced w/ 
alternative support U welds tested Next rept by 830511 
SHIELDS, 8 H Public Service Co of Indiana, Inc 83/01/20 

KEPPLER, J 0 Region 3. Office of Director 2pp 16954 356 84X 

Fiche 50-546,83/01/86,0301230829 


V Operator Esaminatlons 


3212220443 Generic Ltr 82-38 to all power reactor 1 icenseos, app 1 1 cants 
for OL, N83 b reactor vendors b AEs re meeting to discuss 
recent development* for licensing eiams Advises that maetlng 
will bo held on 830211 re operator licensing Svc list dnet 
ElSENHUr, DO Division of Licensing 82/12/82 Consolidated 
Edison Co of Niu Vork, Inc 12pp 16681.072 S4X 
Ficha 90-000,82/12/22,0212220443 


8301120070 Generic Ltr 03-01 to power reactor licensees b applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam raquesti expected for eubnlttel prior to 
OS 1231 for listed ca t egor 1 es. Svc list enc 1 

ElOENHUT, 0. 6 Division of Licensing 83/01/11 Consolidated 

Edison Co of New York, Inc 1 Ipp 16893 243 24X 

Ficha 36-000,03/01/11,8301120078 


DOCKET BTN-SO-593 PHIPPS BEND NUCLEAR BTATION, UNIT I 


A App 1 lea t ion/ con* true tion stage documents b correspondence 


6301040616 Forwards SALP repts for Jul 1980 - June 19131 Util conduct 
of nuclsar activities shows proper concern for nuclear 
safety b is acceptable Area* of poor performance cited 
O'REILLY, JP Region 2, Office of Director 82/11/24 PARRia.HO 
Tenneesee Valley Authority Spp 16667 302 2iX 
Fiche’ 50-000, 82/11/24, 6301040616 


— Q301040690 Forward* 6ALP rept of util activities for Jul 1980 - Juno 
1981 Rept bated on results of NRC 8ALP Board 81 1036 meeting 
LEWIB,n C Dlviiion of Project b Resident Program* 82/08/20 
PARRIS, H 0 Tennessee Valley Authority Spp 16667 SOS 24X 
Fiche 50-050,82/11/24, 8301040616 


—8301040794 SALP Repts 50-259/02-13, 50-260/82-13, 90-296/D2-1.3. 90-327/82- 
18, 50-320/82-16, 50-390/02-26, 50-391/82-23, 50-438/82-25, 
50-439/02-29,60-918/82-10, 50-919/82-09, 50-520/82-10, 50-921/ 

02-07, 90-593/82-02, 50-554/82-02. 50-966/02-03 b 50-967/82-03 
LEWIS, n C Division of Project b Resident Programs 62/00/20 
eSpp 16667 307 24X Fiche 50-000,02/11/24,8301040616 


9301070337 RevI ted notification of 030104 meeting u/utll in Dethesdo.MU 
to discus* util future plan* b NRC requiremenii re 
licensing action at deferred b canceled plants b eilshlng 
CPe Time of meeting changed 

aCKWENCCR,A Licensing Branch 2 82/12/27 NOVAK, T M Assistant 

Director for Licensing 9pp 16690 234 24X Fiche 50-000,82/12/29, 

0301070337, 


F, Security, medical, emergency b fire protection plan* 


0212060349 Otneric Ltr 82-33 to all licensies of operating raachors, 
applicant* for OL b holders of CPs re Suppt 1 to N6RE0-0737, 
"Requir smsntf for Emargency Response Capability " 

NDRE0-O737,Suppl I b svc list end 

EISENHUr, D 0 Division of Licensing 82/12/17 Consollile ted 
Edison Co. of Neu Vork, Inc 77pp 16681.808 24X 

Fiche 50-000,82/12/17,0212060349. 


8218220449 Generic Ltr 82-39 to all reactor licensees, CP holders b 
eppllcants for CPs rs problems u/submlttals of 10CFn73 2i 
sefeguards info for licensing revtau Procedure* r* 
transmittal of info outlined, 8vc list end 

EISENHUr.D.O Division of Licensing 82/12/22, Consalidated 
Edison Co. of Neu York, Inc 13pp 16690 031 24X 

Fiche. 50-000, 82/12/22, 0212320445 


404 


DOCKETED ITEMS 


P Opvrattng Jlctnis ttag* clocufn»nf:> b corrpsponitenes 


B2J80i0356 C»nirje Lif 02-30 to <lt 1 >cent9et> app 1 icants for OL fc 
heliltrt of CPf r« fillngt conctrnlng 10CFR50 production b 
utiliiatlon fatllltid Curr*nt lilting of branch aitignnients 
for nuctaar raactor projvcts b tvc Hit and 

EIBEI.'HUTtD 0 Diviilon of Li canting 02/1 2/2B Contolidatad 
Ediion Co. of Nihi Yort> Inc 1 Ipp 16860 001 24X 

Ffcha 50-000, 02/ 12/20, 0212O6O3S6 


Q Impaction raportt, IE Bullatint b c orraip ondance 


S301040616 F-oruiardt SALP raptt for Jul 19B0 - June 1981 Util conduct 
of nuclear actlvitlet thout proper concern for nuclear 
tafatv S' *tceptable Areat of poor performance cited 
O'HelLLVi J P Region 2, Office of Director 02/11/24 PARRIS, H 0 
Tennetsee Valley Authority 3pp 16667 302 24X 

Fiche 50-000,92/11/24,8301040616 


— B30I040690 Foruiardi SALP rapt of util activitiet for Jul 1900 - June 
1981 Rapt bated on retultt of KRC SALP Board 811020 meeting 
LEWIS, R C Dlvitlon of Project b Ratident Pro gr amt 02/08/20 
PARRIS, H 0 Tennettce Valley Authority 3pp 16667 305 24X 

Fiebe 50-000,82/11/24,0301040616 


■0301040794 SALP Reptt 50-259/02-13,50-260/02-13,50-296/02-13,50-327/02- 
18, 50-328/02-18, 50-390/82-26, 50-391/82-23, 50-430/82-25, 

50-439/82-25, 50-518/82-10,50-519/82-09, 50-520/02-10, 50-521/ 
82-07.50-553/82-02,50-554/82-02,50-566/02-03 b SO-567/02-03 
LEWIS, R C Divltlon of Project b Retident Programt 02/00/20 
aapp 16667 307 24X Fiche 50-000,82/11/24,0301040616 


DOCKET STN-50-554 PHIPPS BEND NJCLEAR STATION, UNIT 2 


A AppI lea tlon/cont true t Ion stage docunventt b correepondance 


0301040616 Foruardt SALP raptt for Jul 1900 - June 1901 Util conduct 
of nuclear activitiet thout proper concern for nuclear 
tafetg b it acceptable Areat of poor performance cited 
O'REILLV, JP Regions, Office of Director 82/11/24 PARRIB.HO 
Tenneteee Valley Authority 3pp 16667 302 24X 

Fiche 50-000,02/11/24,0301040616 


— 0301040690 Foruardi SALP rept of otH activitiee for Jul 1900 - Juno 
19S1 Rept bated on retultt of NRC SALP Board 811020 meeting 
LEWIS, R C Division of Project b Realdent Programt 82/08/20 
PARRIS, H 0 Tannettae Valley Authority 3pp 16667 305 24X 

Fiche 50-000,82/11/24,0301040616 


—8301040794 SALP Repts 50-259/02-13,50-260/82-13,50-296/82-13,50-327/02- 
18, 50-320/82-18, 50-390/02-26, 80-391 /a2-23, 50-438/02-25, 

50-439/82-25, 50-518/02-10, 50-519/82-09, 30-520/82-10. 50-521/ 
82-07,80-553/82-02,30-554/02-02,50-566/82-03 b 30-567/02-03 
LEWIS, R C Division of Project b Retident Programt 82/00/20 
83pp 1666 7 307 24X Fiche- 80-000, 82/11 /24, 8301040616 


8301070337 Revlted notification of 030104 meeting u/utll In BothaadatMU 
to dlfcutt utn future plane b NRC reqoiramentt re 
llcenting action at deferred b cancelecf plants b aaittlng 
CPt Time of meeting changed 

SCHWENCER.A Lieemlng Branch 2 82/12/29 NOVAK, T M Attistanl 

Director for Llcenting Spp 16690 234 24X Fiche 50-000,02/12/29, 

0301070337 


0208190269 IE Info Notice 02-51, “Overeipoturet in PWR Cavitiet “ Bvt 
lilt and 

DEYOtINO.fi C Director's Office, Office of Inspection end 

Enfopcemtnt 02/12/21 Coneolidatcd Edison Co of Neui York, Inc 

tllpp 16689 239 24X Fiche 50-000. 02/12/21, 8208190269 


S2120603S1 IE Info Notice 82-52, "Enuipment Environ Oual i f icati on 
Testing Eiperience - Updating of Test Summariet Previously 
Published in IE Info Notice 01-29 “ Sve list end 
JORDAN, £ L Division of Engineering b Quality Attoranee (Pre 
0301031 62/12/21 Contelidated Edison Co of New York, Inc 

lISpp 16681 000 24X Fiche 50-000,82/12/21,0212060351 


0212060350 IE Info Notice 02-53, "Main Transformer Failures at 
Anna Kvelaar Power Station " Sve liit end 

JORDAN, £ L Division of Engineering b Ouatlty Assurance (Pre 
S30103) 63/12/22 Consolidated Ediion Co of New York, I 

114pp. 16750 017 24X Fiche- 50-000, 02/12/22, 0212060350 


North 


nc 


8208190275 IE Info Notice 82-54, "West inghoui e NBFD Relay Failures in 
Reactor Protection Sye " Sve list end 

JORDAN. E L Division of Engineering b Quality Assurance (Pre 
030103 ) 02/12/27 Coniolldated Edlion Co of New York, Inc 

llOpp 16962 139 84X Fiche 50-000,02/12/27,8208190275 


8209190273 IE Info Notice 02-55, "Seismic Qualification of Westinghous 
AR Relay W/Lateh Attachments Used in Westlnghouse Solid * 

State Protection 3yf " Sve list end 

Engineering b Quality Assurance (Pre 
030103) 82/12/23 Consolidated Edison Co of Neu York, Inc 

lOVpp 16860 014 24X Fiche- 50-000, 02/12/20, 0208190273 


F Security, medical, emerganey b fire protection plans 


0212060349 Generic Ltr 62-33 to all liconsoes of oparating raactors, 
applicants for OL b holders of CPs re Btippl 1 to NUREO-0737. 
"Requirements for Emergency Response Capability " 

NUREO-0737, Sup p 1 1 b eve list end 

EISENHUr.D 0 Division of Licensing 82/12/17 Consol i do tod 
Edison Co of Neu York, Inc 77pp 166Q1 208 24X 

Fiche- 50-000, 82/12/17, 8212060349 


8212220445 Generic Ltr 02-39 to all reactor licensees, CP holders b 
applicants for CPs re problems u/iubmlttals of I0CFR73 21 
safeguards info for licensing rovieu Procedures re 
transmittal of info outlined. Sve list end 

EISENHUT, D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York, Inc 13pp 16690 021 24X 

Fiche 50-000,82/12/22,6212220445 


P Operating license stage documents b correspondence 


0212060356 Generic Ltr 82-30 to alt 1 Icenseos , app 1 1 can ts for OL b 
holders of CPt re filings concerning 10CFR80 production b 
utiliiation facilities Currsnt listing of branch assignments 
for nuclear reactor projects b sve list one 1 

EISENHUT, D.O Division of Liesns ing 83/12/28 Consolidated 
Edison Co of Neu York, Inc llpp 16868 001 24X 

Fiche, 50-000, 82/12/28, 8212060356 


Q Inspection reports, IE Bulletins b correspondence 


“^VdyS^" Svc'utt^Sml* Thermostatic Flou Control 

^"9 Ins «< Ouality Assurance (Pre 
030103) 02/12/30 Consolidated Edison Co of Neu York, Inc 

lllpp. 1675B 137 24X Fiche 50-000,02/12/30,0212060354 


u i jTov, - uune ivui utu conduct 

of nuclear activities thous proper concern for nuclear 
S 1* •ceeptable Areas of poop parformanee cited 
0 REILLY, J P Region 2, Office of Director, B2/11/24 PARRIB.H O 
Tennessee Valley Authority 3pp. 16667-302. 24X 

Fiche - 50-000, 02/11/24, S30 1040616 


V Operator Examlnationi 

Hcanse.e, applicants 

for OCf NSS U rojetor vonrfon it AE» rt Atttins to diicusi 

“”'’•‘'‘9 •«"'» Advises that meatlng 

ElSEHHu/n'o Heensing Sve list end. 

clpEMHUTfD Q Divjfion of Lictrifind B2/IS/SS 4 

Edison Co Of Neu York, Inc iSp ® 16^1 07^ 

Fiche 50-000,82/18/22,8212220443 

T30U80078 Generic Ltr 83-01 to pouer reeetor licensees b 
llt.nslng elam site vidt 

051231 Po^'inV*’*”*', prior to 
-refwHuf ^ «t'9ories Sve list end 

: ^^^Oon.oUdated 

lehe: 50-000, 03/01/11,0301120078^^ 


Tin, D r*'’* •ctlvlties for Jul 1900 - June 

of NRC SALP Board 811020 meeting. 

“*''***“" of Project b Resident Programs 02/08/20 
PARRIS, H 0, Tannsssaa Valley Author itu 3pp 16667 nnn oav 
F iehs 50-000,02/11/24,8301040616 

—0301040794 BALP Rapts 50-259/82-13, 80-260/82-13, 80-296/03-19 nn-nnvyoa 
10, 50-320/82-10, 50-390/02-26, 50-391 /B2-23, 50-43 50-327/02- 
50-439/02-25, 50-510/02-10, 50-51 9/B2-09, SO-52O/02-IO 50-531/ 
f lw?R »°-?®y82-02, 50-821^2-03 b®5O-§67/02?O3 

03Bi^'”i6667^mft7*^‘’2A5^,r^^’'?'**‘'* Programs 82/00/20 

03pp 16667 307 24X Plcho, 50-000, 02/1 1 /24, 8301040616 


0208190269^ IE Info Notlea 82-81, “Oyerasposures In PWR Cavities " 

DEYOUNG, R C. Director's Offlcs, Off ice of Inspaction and 
Enforeemant 82/12/21 Consolidated Edison Co of N^u York, 

Ulpp 16689 239 24X Flchai 50-000. 02/1 2/21, 02081 5026? 


Bve 


DOCKETED ITEMS 
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G21SO£0391 IE Info Notlcs 82‘-S3> "Ei^ulpment Environ Qualification 
Tooting Eipsriance - Updating of Test Suirnarieo Previouslg 
Published in IE Info Notice 01-29 " Svc list one 1 
JOnOANi £ L Olvssion of Engineoring & Oual itg Assurance (Pre 
630103) 82/18/21 Consolidated Edison Co of Neu Vorki Inc 

il5pp 16681 088 24X Plcht SO-000, 82/12/21 . esi20£0391 


821S0603S0 IE Info Notice G2~53i "Main Transformer Failures at North 
Anna Nuclear Power Station “ Svc list end 

JORDANi E U Division of Engineering li Quality Assurance iPre 
830103) 88/12/22 Consolidated Edison Co of Neu yorli< Inc 

il4pp 16798.017 24X Flche 90-000.82/12/22.8212060390 


S208I90275 IE Info Notice 82-54. "Uesti nghouse NBFO Relay Failures in 
Reactor Protection Sys " Svc list end 

JORDAN. £ L Division of Enginearlng ta Quality Assurance iPre 
830103) 82/12/27 Consolidated Edison Co of Neu Tort. Inc 

llOpp 16962. 139 24X Flche 90-000,82/12/27.0206190279 


8208190273 IE Info Notice 62-55. ''Belsmle Qua 1 i f Ication of Uestinghouse 
AR Ralay 14/Latch Attachments Ussd In Mestinghouse Bolld 
State Protection Sys ” Svc list end 

JORDAN. E L Division of Engineering tn Quality Assurance (Pre 
830103) 62/12/26 Consol ideted Edison Co of Neu yarki Inc 

10?pp 16668-014 24X Fiche 50-000.82/12/28,8208190273 


8212060394 IE Info Notice 62-56. "Roberbshau Thermostatic Flou Control 
Valves ” Svc list enc 1 

JORDAN. E L Division of Engineoring Quality Assurance (Pre 
630103) 82/12/30 Consolidated Edison Co of Neu Voriir Inc 

Itlpp 16758 137 24X Flche 90-000,82/12/30.8212060394 


V Operator Esaitilnations 


8212220443 Generic Ltr 82-38 to all power reactor 1 Icensess. app 1 1 can ts 
for OL.NSS 6 reactor vendors ti ACs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
will be held on 630211 re operator licensing Svc list end 
EISENKUT. D 0 Division of Llctnsing 82/12/22 Consolidated 
Edison Co of Neui yort, Inc I2pp 16681' 072 24X 

riche 90-000,82/12/22.8212220443 


B301190078 Generic Ltr 83-01 ta power reactor licensees ti applicants 
for OL re operator licensing exam site visit Rtqussts 
schedule re exam requests expected for eubmlttal prior to 
891231 for listed categories 6vc list end 

EISENHUT. D 0 Division of Licensing 83/01/11 Consolidated 
Edifon Co of Neu Vork. Inc Upp. 16893 243 24X 

Fiche 50-000.63/01/11.6301120078 


DOCKET 9TM-S0-956 BLACK FOX STATION, UNIT 1 


r Security, medical, emergency << fire prnteetlon plans 


0212220449 Generic Ltr 82-39 to all reactor licensees. CP holders & 
applicants for CPs rt problems w/iubmittali of 10CFR73 21 
saftguards info for licensing review Procedures rs 
transmittal of info outlined. Svc list end 

EI8ENHUT, D 0 Division of Licensing 62/12/22, Consolidated 
Edison Co' of New york. Inc 13pp 16690 021 24X 

Flche 50-000,62/12/22.8212220445 


0 Adjudicatory correspondence 


8301070350 Notice of appearance In proc eeding . Cert 1 f Icate of 8vc end 
BTVLEG. L C Public Service Co of Oklahoma STYLES. L C. Isham. 
Lincoln t< Beale 83/01/04 3pp 16669' 100 24X 

Flche- 90-996, 63/01/04. 8301070390 


6301120228 Order requesting applicant to make decision re usage of sito 
for alternative power generation projects Staff it 
intervenors should respond within 14 days of licenses 
submi ttal 

WOLFE. B J. Atomic Safety and Llcsnslng Board Panel. 63/01/07, 

Public Service Co of Oklahoma 2pp 16773-243 24X 

richi. 30-996, 63/01/07,8301120228 


8301110049 Notice of appearance In proceedltig, Certificate of Svc end 
CHAN.E 1 Hearing Branch 2 63/01/10. 3pp 16743.327. 24X 

Flche* 50-996. 63/01/10. 6301110049 


8301120331 Notlcs of appearance In proceeding . Certificate of 6vc end 
CHAN.E 1 Hearing Branch 2 63/01/11. 3pp 16773-171. 24X 

Flche. 90-996. 83/01/11,8301120331 


8301290604 Motion for 2-day extension to respond to ASLB B30107 
order until 630183. Certificate of Svc end 

OALLOiJ Public Service Co of Oklahoma OALLO. J, Isham. Lincoln t, 
Beale 83/01/23. Atomic Safety and Licensing Board Panel 3pp 
16905 009 24X Flche . 90-596, 83/01/83. 6301290604 


--03OI29O6I9 Motion for termination of proceeding & (Withdrawal of 
application Site (will be used for alternative power 
generation facility Site Redress Flan will address return of 
site to undisturbed condition Certificate of Svc end 
OALLO, J , BTVLES.L C Public Service Co of Oklahoma (JALLO, J 

Ilham. Lincoln 6i Deale 63/01/23 Atomic Safety and Licensing 
Board Panel 29pp 16909 012 24X Flche 50-996.83/01/23. 

8301290604 


8301260396 Order granting applicant 830123 motion for leave to file 
out-O'f-tlme motion in response to ASLB 8301 07 order flood 
cause shown NRC (. intervenors are to respond to applicant 
mot ion by 830 207 

WOLFE. S j Atomic Safety and Licensing Board Panel 63/01/24 
Public Service Co of □klaho.na 2pp 16911 212 24X 

Fiche 90-996.83/01/24.8301260396 


8301310291 Notice of substitution of ML Dardricb for SJ Drake as State 
of OK representative Certificate of Bve enc 1 

DRAKE, S J OlLlehoma. State of 63/01/24 3pp 16969 169 24X 

Fiche 90-996.03/01/24.6301310291 


P Operating license stage documents 6 c orre spend enc e 


B2120603S6 (ienerlc Ltr 82-30 to a 1 1 1 ic ensee s. app 1 icants for QL !■ 
holders of CPs re filings concerning 10CFR90 production tr 
utlliiation facilities Current listing of branch assignments 
for nuclear reactor projects 6 ivc list enc 1 

EISENKUT. 0 0 Division of Licensing 02/12/28 Consolidated 
Edison Co of New york. Inc llpp 16868 001 24X 

Flcht’ 90-000. 82/12/28.6212060396 


Q Inspection reports. IE Bulletins & correspondence 


8208190269 IE Info Notice 82-51, "Overe xposures In PWR Cavities " Bve 
list end 

DEVQUNO.R C Director's Office. Office of Inspection and 

Enforcement 82/12/21 Consolidated Edison Co of New york, Inc 

Itipp 16689239 24X F 1 che* 90-000. 82/12/21. 6206190269 


8212060351 IE Info Notlcs 62-52. "Equipment Environ Quallf icatl an 
Testing Experience - Updating of Test SuAimaries Previously 
Published in IE Info Notice 81-29 " Bve list end 
JORDAN. C L Division of Enginetrlng ti Quality Assurance (Pro 
8301031 82/12/21 Consolidated Edison Co of New York. Inc 

U9pp I66SI 088 24X Fi cite 90-000, 82/12/21.6212060391 


8212060390 IE Info Notlcs 02-93. "Main Transformer Failures at North 
Anne Nuclear Power Station " Svc list end 

JORDAN. E L Division of Engineering (< Quallt-y Assurance (Pre 
030103). 82/12/22 Consolidated Edison Co of New York. Inc 

ll4pp, 16798 017 24X Fiche. 90-000. 82/12/22.8212060350 


620619027S IE Info Notice 82-54, "Wes t i nghouse NBFD Relay Failures li> 
Reactor Protection Sys " Gve list enc 1 

JORDAN. E L Dlvlelon of Engineering L Quality Assurance <Pre 
830103) 62/12/27 Consolidated Edison Co of Nsw Yerk. Inc 

llOpp 16962 139 24X Flche 90-000,02/12/27,8209190275 


8208190273 IE Info Notice 02-55, "Seismic Qua 1 i f 1 cat i on of Weetinghouee 
AR Relay W/La tch Attachments Used In Wastinghouse Bolld 
State Protection Sye " Svc list end 

JORDANiE L Dlvlelon of Engineering & Quality Assurance CPre 
630103) 62/12/26 Consolidated Edison Co of New York. Inc 

109pp 16868 014 24X FI che; 90-000, 62/12/28. Q8001 90273 


6212060394 IE Info Notice 82-56, "Robertshaw Thermostatic Flow Control 
Valves." Svc list and 

JORDAN, E.L. Division of Engineering U Guellty Assurance <Prc 
030103) 82/12/30 Consolidated Edison Co of New York, Inc 

lllpp. 16798 137 S4X Flche 90-000,82/12/30.8212060354 


V, Operator Exa(ninatlons 


8218220443 Oenerlc Ltr 62-36 to all power reactor 1 Icenseee, app licanta 
for OL, NSS 6 reactor vendors fc AEs re mtstlng ba discuss 
recent developments for licensing exams Advises that mseting 
will be held on 830211 re operator licensing Svc list tnci 
EISENHUr. 0 0 Division of Licensing 82/12/28. Consolidated 
Edison Co, of New York, Inc. 12pp 16661 072. 24X 

Flchs 90-000.82/12/22.0212220443 


0301120076 Oenerlc Ltr 63-01 to power reactor llce-nsaas t< applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests espseted for submittal prior to 
09i231 for listed ca t sgor tea. Svc list end 

EISENHUT.DO D I vlsl on o f Li eens Ing 83/01/11 Consol tdated 

Edison Co. of Neu York. Inc llpp 16893 243 24X 

Flche* 90-000, 83/01/11,8301120070. 



406 


DOCKETED ITEMS 


DOCKET STN-50-5S7 BLACK FOX STATION, UNIT 2 


F SccurltV' msificial, emergcticij t, Tire protection plong 


8212220445 Generic Ltr 02-39 to ell reactor llcBn«Be5,CP holder* fc 
applicants Tor CP* re problems bi/subml t tal s of 10CFR73 21 
xafcpirards info for licensing revieu Procedures re 
transnlttal of Info outlined Svc list end 

EISEKKUT>DO Division of Licensing 62/12/22 Consolidated 
Edison Co of Neu Vork, Inc 13pp 16690 021 24X 

Flche 50-000,02/12/22,0212220445 


0 Ad jud i cetorg correspondence 


B3O1D7035D Notice of appearance in proceeding Certificate of Svc end 
5TVLES»L C Public Service Co of Oklahoma STVLES, L C Isham, 
Lincoln 6 Beale 63/01/04 3pp 16695 100 24X 

Flclie SO-556, 03/01/04, 8301070350 


8301120228 Order requesting applicant to make decision re usage of site 
far alternative poutr generation projects Staff ti 
intervenors should respond uithin 14 dags of licensee 
submittal 

HOLFEi 9 J Atomic Bafatg and Licensing Board Panel 63/01/07. 

Public Service Co of Ohlahoma 2pp 16773 243 24X 

Fiche 50-536,63/01/07,6301120226 


8301110049 Notice of appearance in proceeding Certificate ot 6vc end 
CKAN.E I Nearing Branch 2 63/01/10 3pp 16743 327 24X 
Ftcfie 30-556,03/01/10,8301110049 


6301120331 Notice of appearance In proceeding Certificate of Svc enc 1 
CHAN.S I Hoarlng Branch 2 03/01/11 3pp 16773 171 24X 

Flche 50-356,63/01/11,8301120331 


6301250604 Notion for 2-dag estension to respond to A8LB 830107 
order until 030123 Certificate of Svc end 

GALL0,J Public Service Co of Oklahoma OALLO, J Iiham, Lincoln & 
Beale 83/01/23 Atomic Safetg and Licensing Board Panel 3pp 
16905 009 24X Flche 50-556,83/01/23,0301230604 


0212060350 IE Info Notice 02-53, "Main Transformer Failures at North 
Anna Nuclear Power Station " 0vc list end 

JORDAN, E L Division of Engineering t, Qualitg Assurance (Pre 
030103) 82/12/22 Consolidated Edison Co of Neu York, Inc 

114pp 16758 0i7 24X Flche 50-000,62/12/22,6212060330 


8206190273 IE Info Notice 02-55, "Seismic Qualification of Westinghouse 
AR Relag N/Latch Attachments Used in NGStinghouse Solid 
State Protection 6gs '' Svc list end 

JORDAN, E L Division Of Engineering & Qualitg Assurance (Pre 
030103) 02/12/20 Consolidated Edison Co of Neu York, Inc 

109pp 16660 014 24X Fiche 50-000,82/12/26,8206190273 


6212060354 IE Info Notice 02-56, "Robertshau Thermostatic Flou Control 
Valves " 6vc list end 

JORDAN, E L Division of Engineering j, Qualitg Assurance (Pre 
630103) 82/12/30 Consolidated Edison Co of Neu York, Inc 

lllpp 16750 137 24X Fiche 50-000,62/12/30,0212060354 


V Operator Examinations 


6212220443 Generic Ltr 92-3S to all power reactor 1 i ceneees, app 1 icants 
for DLi NSS J< reactor vendors Ji AEs re meeting to discuss 
recent developments for licensing exams Advises that meeting 
ulll be held on S30211 re operator licensing Svc list end 
EISENHUT.D 0 Division of Licensing 82/12/22 Consolidated 
Edison Co of Neu York, Inc 12pp 16681 072 24X 

Fiche 50-000, 02/12/22,6212220443 


6301120078 Generic Utr B3-0i to power reactor licensees fc applicants 
for OL re operator licensing exam site visit Requests 
schedule re exam requests expected for submittal prior to 
051231 for listed categories Svc list end 

EISENHUT,0 0 Division of Licensing 83/01/11 Consolidated 
Edison Co of Neu York, Inc ilpp 16893 243 24X 

riche 50-000,83/01/11,0301120078 


DOCKET 8TN-50-S66 YELLOW CREEK NUCLEAR PLANT. UNIT 1 


A App J 1 cat ion/coni true t ion stage documents & correspondence 


— 8301250619 Motion for termination of proceeding U withdrawal of 
application Site ulll be used for alternative power 
generation facllitg Site Redress Plan ulll address return of 
site to undisturbed condition Certificate of Svc end 
OALLOr J , STYLES, L C Public Service Co of Oklahoma GALLO, J 
Jsham, Lincoln 6 Beale 03/01/23 Atomic 8afetg and Licensing 
Board Panel 25pp 1690S 012 24X Flche 50-556,83/01/23, 

6301250604 


8301260396 Order granting applicant 630123 motion for leave to file 
out-oF-time motion in response to A5LB 030107 order Good 
cause ihown NRC tc intervenors are to respond to applicant 
motion bg 630207 

W0LFE<8 J Atomic Safetg and Licensing Board Panel 63/01/24 
Public Service Co of Oklahoma 2pp 16911 212 24X 

Flcha 30-556,83/01/24,8301260396 


0301310251 Notice of substitution of ML Bardrick for 8J Drake as State 
of OK representative Certificate of Svc end 

drake, S J Oklahoma, State of 83/01/24 3pp 16969 165 24 X 

Flche 50-556, 83/01/24,8301310251 


Operating license stage documents t« correspondence 


'1206(1356 Generic Ltr 82-30 to all liccniacs, appl icanti for DL ti 
holders of CPi re filings concerning 10CFR50 production tc 
utillxatlon facilities Current listing of branch assignments 
for nuclear reactor projects li svc list dne 1 

EI8E/1HUT. D 0 Division of Licensing 62/12/20 Consolidated 
Edison Co of New York, Inc Ilpp 16868 001 24X 

Flche 50-000, 82/ 12/26, 021 2060356 


6301040616 Forwardi 8ALP repts for Jul 1900 - June 1981 Util conduct 
of nuclear activities shows proper concern for nuclear 
safetg & Is acceptable Areas of poor performance cited 
O'REILLY, J P Region 2, Office of Director 82/11/24 PARRIS.H 0 
Tennessee Valleg Authorltg 3pp 16667 302 24X 

Flche 50-000. 02/11/24,6301040616 


— 8301040690 Forward* SALP rept of utii activities for Jul 1960 - Juno 
1961 Rept based on results of NRC SALP Board 611020 meeting 
LEWIS, R C, Division of Project ti Resident Program* 82/08/20 
PARRIS.H 0 Tennessee Valleg Authorltg 3pp 16667,305 34X 

Fiche 50-000,82/11/24,6301040616 


—8301040794 SALP Repts 50-259/82-13,90-260/82-13,50-296/82-13.50-337/82- 
16, 50-328/02-10, SO-390/02-26, 50-391/82-23, 50-430/82-25, 

50-439/02-25, 50-518/02-10, 50-519/62-09, 50-520/02-10, 30-521/ 

02-07, 30-553/82-02, 50-354/82-02, 30-566/02-03 t< 50-567/82-03 
LEWIS, H C Divielon of Project fc Resident Programs 83/08/20 
B3pp 16667 307 24X Fiche 30-000,82/11/24,8301040616 


0301070337 Revised notification of 630104 meeting w/util in Betheeda.ND 
to discuss util future plans & NRC requirements re 
licensing action at defsrred & canceled plants ti exieting 
CPs Time of meeting changed 

SCHWENCER.A Licensing Branch 2 02/12/29 NOVAK, T M Assistant 

Dlrsctor for Licensing Spp 16690,234 24X Fiche 50-000,62/12/29, 

0301070337 


0301250505 Application to amend CPs, extending CPs until 670901 
HILLS, L N Tennessee Valleg Authorltg 03/01/21 DENTON, H. R 
Office of Nuclear Reactor Regulation, Director 2pp 16905’ 103 
24X Flche 50-000,63/01/21,0301250505 


Q Tntpectian report*, IE Bulletin* b correipondence 


6208190367 IE Info Notice 02-51, "Overexposure* In PWfi Cavities " Bve 
list enc 1 

DEYOUNO.R C Director'* Office, Office of Inspection and 

Enforcement 82/12/21 Contolidated Edison Co of Neu York, Inc. 

illpp 1660? ’239 24X Fiche 50-000,62/12/21,8206190269 


8212060351 IE Info Notice 82-52, "Equipment Environ Qualification 
Testing Experience - Updating of Test Bummarles Previouslu 
Publiihed in IE Info Notice 81-29 " Svc list end 
JORDAN, E L Oivlfion of Engineering Ic Qualitg Assurance (Pre 
830103) 62/12/21 Consolidated Edison Co of Neu York, Inc 

IlSpp 16601.060 24X Fiche 50-000, 02/12/21, 6212060351 


F Securitg, medical, emergeneg b fire protection plans 


6212060349 Generic Ltr 82-33 to all licansees of operating reactors, 
applicants for OL i, holders of CPs re Suppl 1 to NUREO-0737, 
"Requirements for Emergeneg Response Capabllitg " 

NUREO-0737, Suppl 1 & svc list end 

EiaENHUT.O 0 Division of Licensing 82/12/17, Coneolldated 
Edison Co of Neu York, Inc 77pp 16681 200 24X 

Fiche 50-000. 02/12/17,8212060349 


6212220445 Generic Ltr 92-39 to all reactor licensees, CP holders t, 
applicants for CP* re problem* u/submi ttal* of 10CFR73 21 
safeguerd* info for licensing review Procedures re 
trenimlttal of info outlined Svc list end 

EISENNUT, D 0 Division of Licensing 02/12/22 Consolidated 
Edison Co of New York, Inc 13pp 16690,021 24X 

Fiche 50-000.82/12/22,6212220449 
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P Qjicratlng liceni* ttag* 'documtnt* Sc corraggandanea 


Q3lS0&03Sd> Oanarie Ltr 82-30 to all 1 icana aas i appl i cantt for OL Sc 
holdara of CP* re filing* concerning lOCFfiSO production Sc 
utilliation facilttle* Currant lilting of branch aaiignaient* 

Far nvclaar reactor project* Sc svc lltt anc 1 

EtSENHUTiOO Dlvlalon of Lleentlng B3/t2/28 Coniolidated 
Edieon Co of Neu Vorkc Inc ilpp 16BhB 001 54X 

Ficha 90-000c 82/1 S/2B, 8212060336 


Q Inapection raporta< IE Qulletln* tc corratpondanc a 


0301040616 Forward* 8ALP rapt* for -Jul 1980 - June 1901 l/tll conduct 
of nuclear actlvltia* thou* propar concern for nuclear 
safety Sc is accoptabla Area* of poor performance cited 
O'REILLVcJ P Region 2r Office of Director B2/11/24 PARRlScH 0 
Tenneasae Valley Authorltcy 3pp 16667 302 84X 

riche 30-000,82/11/24,0301040616 


--0301040690 Forwards 8AUP rept of util activities for Jut 1980 - June 
1901 Rept based on results of NRC SALP Board 011020 oieating 
LEMI8, R C Division of Project S< Resident Programs 02/08/20 
PARRIS, H 0 Tennassea Valley Authority 3pp 16667 309 24X 

Flche 30-000,02/11/84,0301040616 


—0301040794 SALP Repts 80-859/02-13.50-260/92-13,50-296/82-13. 50-327/02- 
10. 30-320/02-10. 80-390/02-86, 90-391/02-23. 30-430/02-25, 

30-439/02-23, 50-510/82-10, 30-519/82-09, 30-920/02-10, 80-521/ 

02-07. 50-353/02-02, 50-584/82-02, 50-566/82-03 Sc 90-567/02-03 
LEWIS, R C Division of Project b Resident Programs 02/00/20 
03pp 16667 307 84X Ficha 50-000,02/11/24,8301040616. 


8200190269 IE Info Notice 02-31, "Ovare iposur as in PWR Cavities " 8vc 
1 1st and, 

DEVOUWO, R C Director's Offlca, Office of Inspection and 

Enforcement 02/12/21 Consolidated Edison Co of Weui Vorl, Inc 

lllpp 16689 239 24X Flcht 30-000,02/12/21,0200190269 


0212060351 IE Info Notice 02-52, "Equipment Environ Quail f Icatl on 
Tasting Eiperlence - Updating of Test Summaries Previously 
Published in IE Info Notice 81-29. <' Svc list end. 

JORDAN, E L Division of Engineering b Quality Assurance iPre 
830103) 02/12/21 Consolidated Edison Co of New Vortc Inc, 

llSpp 16601 080 24X Flche 50-000,02/12/21,0212060331 


0218060350 IE Info Notice 82-53, "Main Transformer Fsl lores at North 
Anna Nuclear Power Station " Svc list end 

JORDAN, E L Division of Engineering b Quality Assurance <Pre 
030103) 62/12/82 Consolidated Edison Co of New Vorkc Inc, 

lt4pp 16738 017 24X Flche 50-000,82/12/22,8212060330 


0200190279 IE Info Notice 02-34, "Wastlnghous e NBFD Relay Failures In 
Reactor Protection Bys '' Svc list and 

JORDAN, E L Olvlsion of Engineering b Quality Assurance <Pre 
030103) 02/12/27 Consolldatad Edison Co of New York, Inc 

110pp. 16962' 139 24X Flche 50-000, 02/12/27, 0200190275. 


0200190273 IE Info Notice 02-38, '‘Selscnlc Qualification of Westinghouse 
AR Relay W/Letch Attachments Used In Wsstlnghouse Solid 
State Protection Sys " Svc list end 

JORDAN, E. L Division of Engineering b Quality Assurance (Pre 
030103) 02/12/28 Consolidated Edison Co of New York, Inc 

109pp 16060 014 24X Flche 50-000,02/12/20,0208190273 


6212060334 IE Info Notles 82-36, ''Robertshau Thermostatic Flow Control 
Valves " Svc li«t end 

JORDAN, E L Division of Engineering b Quality Assurance <Pre 
030103) 82/12/30 ContoUdated Edison Co, of Ntu York, Inc 

lllpp 16730,137 84X Flche. 50-000, 02/12/30,8212060394 


V Operator Eiamlnatlons 


0218280443 Generic Ltr 08-30 to all power reactor 1 Icensaae, app 1 leant s 
for OL, NSa b reactor vendors b AEs re meeting to discuss 
recent developments for licensing exams. Advl see that meeting 
will be held on 030811 re operator licensing 6vc list end, 

EtSENHUT, 0 9 Division of Licensing B2/12/22 Consolidated 
Edison Co of New York, Inc 12pp 16661 072 24X 

Flche 30-000,02/12/22.8212220443. 


8301120070 Generic Ltr 03-01 to power reactor licensees b applicants 
for OL re operator licensing exam sits visit Requests 
schedule re exam requests expected for submittal prior to 
091231 for listed categor les. Svc list end 

ElSENHJTcD 0 Division of Licensing 03/01/11 Consolldatad 
Edison Co of New York, Inc llpp> 16693' 243 24X 

Flche 30-000,03/01/11,8301120070. 


DOCKET 9TN-90-S67 YELLOW CREEK NUCLEAR PLANT, UNIT 2 


A App I i ca t i on/csn* t rue t Ian ttag* document* & corretpondence 


0301040616 Forwards SALP repts for Jul 1900 - June 1901 Util conduct 
of nuclear activities show* proper concern for nuclear 
safety & ts acceptable Area* of poor performance cited 
a 'REILLY, J P Region 2, Office of Director 02/11/24 PARRIS. H 0 
Tennessee Valley Authority 3pp 16667 302 24X 

Fiche 50-000, 62/11/24,0301040616 


— 8301040690 Forwards SALP rept of util activities for Jul 1900 - June 
1901 Rept based on results of NRC SALP Board 611020 meeting 
LEWIS, R C Division of Project b Resident Programs 62/00/20 
PARRIS, H 0 Tennessee Valley Authority 3pp 16667 305 24X 

Flche. 30-000, 02/ 1 1/24,8301040616 


—6301040794 SALP Repts 50-299/02-13.50-260/02-13.50-296/02-13,30-327/02- 
18, 50-320/8 2-10, 30-390/02-26. 30-391/02-23.50-430/02-28, 

90-439/62-2 3, 50-518/02-10,50-919/02-09. 30-520/02-10, 30-321/ 

02-07. 50-353/62-02,30-354/02-02,50-566/02-03 b 30-567/62-03 
LEWIS. R C Division of Project b Resident Program* 82/06/20 
63pp 1666 7 307 24X Flche 50-000.02/11/24,0301040616 


6301070337 Revised notification of 830104 meet 1 ng w/util in Beths sda. HD 
to discuss util future plan* b NRC requirements rs 
licensing action at deferred b canceled plants b axistlng 
CPs Time of meeting changed 

BCHHCNCER.A Licensing Branch 2 02/12/29 NOVAK, T M Assistant 

Director for Licensing Spp 16690 234 24X Flche 30-000.02/12/29. 

0301070337 


6301230305 Application to amend CPs. extending CPs until 070901. 
NILLS.L H Tennessee Valley Authority 83/01/21 DENTON. H R 
Office of Nuclear Reactor Regulation, Director 2pp 16906.103 
24X Flche 50-000.83/01/21,8301250505 


F Security, medical, emergency b fire protection plans 


0212060349 Generic Ltr 02-33 to all llcenseei of operating reactors, 
applicant* for OL b holder* of CPs re SuppI 1 to NUREO-0737, 
"Requirements for Emergency Response Capatllitv " 

NUREO-0737, Supp I 1 b svc list end 

ElSENHVr. D 0 Division of Licensing 82/12/17, Consolidated 
Edison Co of New York, Inc 77pp 16601 206 24X 

Fiche 50-000.82/12/17,0212060349 


G21222044S Oanarie Ltr 02-39 to all reactor licensees, CP holders b 
applicants for CP* re problems w/submlttals of tOCFR73 21 
(afe guards Info for Ilceniing review. Procedures re 
transmittal of info outlined 8vc list end 

EI8ENHUT.DQ Divi Sion of Liceni ing 82/12/22 Consolldatid 
Edison Co of New York, Inc 13pp 16690 021 24X 

Flche SO-DOO, 62/12/22, 0218220443 


P Operating license stage documents b correspondence 


6212060356 Generic Ltr 02-30 to all licensee*, app 1 Icanti for OL b 
holders of CPs re filings concerning 10CFR50 production b 
utilliation facilities Current listing of branch assignments 
for nuclear reactor projects b ive list and 

EIBENHJT. DO Oi vi sion of Lieens Ing. 02/12/26 Consolidated 
Edison Co of New York, Inc 1 Ipp 16060 001. 24X 

Flche 50-000,62/12/28.8812060336 


Q Inspection reports, IE Bulletins b correspondence 


0301040616 Forwards SALP repts for Jul 1900 - June 1901, Util conduct 
of nuclear activities shows proper concern for nuclear 
safety b is acceptable Areas of poor performance cited 
O'REILLY, J P Region 2, Office of Director 02/11/24. PARRIB.H O. 
Tennessee Valley Authority Spp 16667 302, 24X 

Flche 50-000.62/11/24,0301040616 


—0301040690 Forwards SALP rept of util activities for Jul 1900 - June 
1901 Rept based on results of NRC SALP Board 611020 meeting. 
LENIS.R C Division of Project b Resident Programs. 02/00/20 
PARRIB.H 0. Tennessee Valley Authority 3pp 16667 303. 24X 

Ficha 90-000,82/11/24,0301040616 


0301040794 SALP Repts 30-259/02-13.80-260/02-13.50-296/02-13.80-327/62- 
10, 50-320/02-18, 50-390/82-26, 30-391 /02-23. 50-438/02-25, 

80-439/02-25, SO-5l8/02-lOi 50-519/02-09. 50-520/02-10, 50-521/ 
02-07.50-553/82-02. 50-554/82-02,50-366/02-03 b 30-967/02-03 
LENtS. R C Divi I ion of Project b Resident Programs, 82/00/80. 

03pp 1666 7 307 24X Flche: 50-000, 02/11 /24, 0301040616 
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B30Si902'6? IE Infs Notice 8S'S1> "Overe iposur ss in fUR Cavities " Svc 
list end 

DEVflUN&i R C Director's Offiee> Office of Inspection and 

Enforcement 62/12/21 Consolidated Edison Co of Neu Vorlti Inc 

lllpp 16^09 23? 24X Fiche 50-000. 63/12/21.6200190269 


S213060351 IE Info Notice 63-S2. "Equipment Environ Oual if icati on 
Testing Experience — Updating of Test Summaries Previouslv 
Putllfhed in IE Info Notice 61-29 " Svc list end 
JORDAN. E L Division of Engineering fc Quality Assurance (Pre 
Q30103) 62/12/21. Consolidated Edison Co of New Yerli. Inc 

IlSpp. 16681 086 24X Fiche 50-000.83/12/21.0212060351 


82I20603S0 IE Info Notice 62-53. "Main Transformer Failures at North 
Anna Nuclear Power Station " Svc list end 

JORDAN. E L. Division of Engineering (t Qualitg Assurance (Pre 
630103) 82/12/22 Consolidated Edison Co of Neu York. Inc 

114pp 16758-017 24X Fiche 50-000. 62/12/22.6212060350 


6206190275 IE Info Notice B2-S4. "Ueitlnghouse NBFO Relay Failures in 
Reactor Protection 8ys " Svc list end 

JORDAN. E L. Division of Engineering it Ovality Assurance (Pre 
830103) 62/12/27. Consolidated Edison Co of Neu York. Inc 

1 1 Opp 1 6962 139. 24X F I c h e . 50-000. 82/1 2/ 27, 8208190275 


6208190273 IE Info Notice 62-55. "Seismic Oua 1 if Ication of Mestinghouse 
AR Relay N/Uatch Attachments Used in Uestlnghouse Solid 
State Protection Sys " Svc list end 

JORDAN. E L Division of Engineering & duality Assurance (Pre 
8301O3> 62/12/26 Consolidated Edison Co of New York. Inc 

109pp 16668 014 24X Fiche 50-000.62/12/26.6206190273 


631206D3S4 IE Info Notice 82-56i "Robertshaw Thermostatic Flow Control 
Valves " 8ve list end 

JORDAN. E.L Division of Englnitrlng (( Quality Assurance (Pre 
eSOlOS) 82/12/30. Consolidated Edison Co of New York. Inc 
lllpp 16756 137. 24X Fiche 50-000.82/12/30.6212060354 


V Operator Eianlnat 1 one 


6212220443 Oaneric Utr 62-38 to all pouer reactor 1 Icensees. app licants 
for C^. NS6 1. reactor vendors (< AEs re meeting to discuss 
recent developments for licensing eiams Advises that meeting 
ulll be held on 630211 re operator licensing Svc list tncl 
ElSENHUr.D 0 Division Of Llceniing 82/12/22 Consolidated 
Edison Co of Neu York. Inc t2pp 16681 072 24X 

Fieiie 50-000.62/12/22.8212220443 


8301120076 Ocnerlc Ltr 63-Ot to power reactor licensees & applicants 
for OL re opSTatcr licensing eiam site visit Requests 
schedule re exam requests expected far submittal prior to 
691231 for listed categories Svc list end 

EISEHHUT.O 0 Division of Licensing 83/01/11 Consolidated 
Edieon Co. of New York. Inc llpp 16893 243 24X 

Fiche 90-000.63/01/11.6301120078 


DOCKET 3TN-90-577 IBERDUERO. UNIT 4 


Q Inspection reports. IE Bulletins k correspondence 


6208190275 IE Info Notice 62-54. "Nest Inghaus e NBFD Relay Failures in 
Raector Protection Sys " Svc lilt end 

JORDAN. E L Division of Engineering t. Ovality Assurance (Pre 
630103) 62/12/27 Consolidated Edison Co of New York. Inc 

lIOpp 16962: 139 24X Fiche 50-000. 82/12/27. 6208190279 


DOMESTIC LICENSING OF SPECIAL NUCLEAR MATERIAL 

DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP , CANOOA PARK. CA 


6301030374 Approves of development project per 820716 ltr License 
condition added to License 8Nti-21. requiring licensee to 
perform work on decledding of SEFOR fuel in accordance 
u/HI Renley 820716 ltr. 

EVANS. L.J Fuel Facility Safeguards Licensing Branch 82/07/30 
RENLEY. N E Rockueli Intsmationat Corp ip, 16630.354 


8301030359 Ack receipt of 620116 page changes to physical protection 
plan Revision consistent w/tOCFRll 11(a) Due to limitation 
on processing app 1 icatlens. formsl approval not extended. 

EVANS.L J, Fuel Faeillty Safeguards Licensing Branch. 62/06/03 
REHLEY.N E Rockwell International Corp ip 16694.192 


6301090023 Advises that License Condition 2 2 of Amend MPP-1 to 
Llconsa 8NM-2I delated since condition is euperfluoue 
EVANS.L. J Fuel Facility Safeguards Licensing Branch 62/08/12 
RENLEVfH £ Rockwell International Corp Ip 16681 022 


6301050233 Responds to 620813 ltr describing development program 
involving addl SEFOR fuel pins Approval of project will not 
adversely affect common defense L security of public 
Unnumbered license condition added to Amend MFP-1 
EVANS.L J Fuel Facility Safeguards Licensing Branch 62/06/31 
REKLCY.NE Rockwell International Corp Ip 16669064 


6301170021 Amend to application for renewal of License SNM-2i removing 
Bldg 001 at headquarters k Bldg OSS at site as authorixed 
facilities for mfg k RLD activities Bldgs will remain as 
contaminated facilities until decommi ssione d 

REMLEY. H E Rockwell International Corp 62/12/17 PAOE.R 0 
Uranium Fual Licensing Brancl. llpp 16816 306 


8301170029 Advises that. ef fee tive 62121 7. inventory of high enriched U 
at Energy Sys Oroup headquarters facilities In Canoga Park. 

CA reduced to less than 1 kg U-233 Physical socurlty 
requirements modified until inventory reduced 

REMLEY, M E Rockwell International Corp 62/12/21 RENT8CHLER.R R 
Fuel Facility Safeguards Licensing Branch 2pp 16619 146 


6212200127 Forwards IE Safeguards Inep Rept 70-0029/62-12 on 
821129-1203 No noncompl lance noted 

NORDERHAUO.L R Division of Radiological Safety L Safeguards 
Program 62/12/22 FEILER.F W Rockwell Internatl onal Corp 2pp 
16962 320 


—6212260137 IE Safeguards Insp Rept 70-0025/62-12 on 621129-1203 No 
noncompliance noted Major areas inspected operations, 
shipping k receiving. Inventory verification k mgt of nuclear 
mail Details withheld (ref 10CFR2 790) 

WEIDER, A V . NELSON, 0 B . NORDERHAUO.L R Division of Radiological 
Safety k Safeguards Program 62/12/21 Ip 16562 322 


DOCKET 70-0027 BABCOCK It WILCOX CO . LYNCHDURO. VA 


6301030323 Responds to 620609 request for exemption from t0CFR70 51 
1. 70 97 re computation of limit of error of inventory 
difference Exemption acceptable License Condition 5 5 
of Amend MPP-1 added to License SNM-42 

EVANS.L J Fuel Facility Safeguards Licensing Branch 62/08/03 

KELLY, J W Babcock (i Wilcox Co Ip 16654 204 


8301090287 Responds to 620611 L 23 Itrs re temporary Isolation of 
portion of Bay-1 from MAA-6 to facilitate const associated 
w/physical protection upgrading program Area to be excluded 
must be inspected thoroughly for explosives 

EVANS.L J Fuel Facility Safeguards Licensing Branch 82/06/11 
CORDANI.R A Babcock k Wilcox Co Ip 16666 362 


6301030332 Informs of deletion of requirements of Matl Control k 
Accounting License Condition 2 2 of Amend MPP-1 to License 
8NM-42 re physical security 

a Fuel Feelllty Safeguards Licensing Branch 62/06/12 KELLY. J W 
Babcock k Wilcox Co Ip 16654 169 


6301040006 Responds to 620910 request for extension to perform serial 
number verification k overcheck measurements on clad 
research reactor fuel plates Request acceptable Safeguards 
Amend MPP-1 to License 8NM-42 revised 

EVANS.L J Fuel Facility Safeguards Licensing Branch 62/09/13. 
KELLV.J W. Babcock Ic Wilcox Co Ip 16655 223 


6301110012 Provides supplemental info re Naval Nuclear Fuels Div 820626 
environ rept in response to 621115 request. 

KELLY. 0 W Babcock l> Wilcox Co 62/12/13 8HUM. E Y Uranium Fuel 
Licensing Branch 22pp. 16779 197 


6301250261 Ack receipt of 821207 ltr Informing NRC of steps taken to 
correct violations noted in IE Safeguards Insp Rept 
70-0027/62-26. 

STOHRrJ P Division of Emergency Preparedness l< Operational Support. 

62/12/29 ECKERT, J P Babcock 1. Wilcox Co Ip 16899 186. 


"6301250263 Responds to NRC 621122 ltr re violations noted in IE 
Safeguards Insp Rapt 70-0027/62-26 Corrective actions, 
procedure developed to define verification of calculation of 
variance components 

ECKERT, J P Babcock k Wilcox Co 02/12/07 OIBBON. A. F Division 
of Engineering li Technical Programs 2pp 16899 iS7 


"6301250278 Forwards IE Safeguards Insp Rept 70-0027/82-26 on 631101-05 
k notice of violation Rept l< notice of violation withheld 
(ref 10CFR2.790). 

OIBSONiA F Division of Engineering t< Technical Programs 
62/11/22 ECKERT, J P. Babcock I* Wilcox Co 2pp 16693' 169. 


6301290406 Forwards IE Safeguards Insp Rept 70-0027/62-26 on 621213-17 
No noncomptlanee noted 

STOHR.J P Division of Emergency Preparedness h Operational Support 
83/Ol/OS ECKERT. J.P Babcock It Wilcox Co 2pp 16906 130 
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—8301350400 IE Safeguard* In»p Kept 70-0027/03-28 on 821213-17 No 
noncomp 1 lane e noted Major area* inspected MC-6S30&b 
(neaeur eeient 8 & statistical controls Details withheld 
(ref lOCFfiS 790) 

SABADOSt J 14 1 KCALPINEi E J Division of Emergency Preparedness & 
Operational Support 83/01/04 Ip 16906 133 


DOCKET 70-0036 COMBUSTION ENOINEERINO, INC , UINDEOR, CT 


8301080020 Advises that License Condition 2 3 of Amend MPP-3 to 
License SNM-33 deleted since condition is superfluous 
EVANS. L J Fuel Facility Safeguards Licensing Branch 02/08/13 
E8KRI00E. H Combustion Engineering. Inc ip 16681 033 


8301110680 Forwards draft "Radiological Survey of C-E Burial Site. 
Hematite. MO " 

BOOTH. L F Radiation Management Corp MRC-02-80-034 92/12/16 

CROW.H T Uranium Fuel Licensing Branch Ip 16787 144 


—8301110653 Draft "Radiological Survey of C-E Burial 6i te. Hema 1 1 1 e. MO " 
BOOTH. L F I OROFFi D W . PECK. S I Radiation Manageinent Corp 
NRC-03-S0-034 82/13/16 Division of Fuel Cycle «. Material 

Safety 66pp 16787. 145 


0301070481 Forwards request for addl info for review of 820226 
application for renewal of License 6NM-33 Info required by 
830130 

CRaMiU T Uranium Fuel Licensing Branch 82/12/29 ESKRIDOS. H B 
Combustion Engineering. Inc 7pp 1670S 332 


DOCKET 70-0048 WEST I NOHOUSE ELECTRIC CORP , PITTSBUROH, PA 


8301240089 Forwards Annual Financial Rept 1981 ti corporate Info for 
1 icenees 

NARDI.A J Hestlnghouse Electric Corp 82/12/09 DAVIS. J 0 
Office of Nuclear Material Safety fc Safeguards. Director 6pp 
16807 14S 24X Flche 30-000.82/12/09.0301340059 


—8301340094 Annual Financial Rept 1981 

KIRBY. R E Hestlnghouse Electric Corp 02/01/26 Slpp 
16837 131 84X Flche 50-000.62/12/09.0301240059. 


DOCKET 70-0135 BABCOCK t, WILCOX CO . APOLLO, PA 


8301030336 Responds to 820715 request for eitension to reconcile low 
enriched pyhsical inventory Safeguards Amend MPP-1 to 
License BNM-143 revised 

EVANS. L J Fuel Facility Safeguards Licensing Branch 82/07/23 
AUSTIN. H A Babcock b Wilcox Co Ip. 16654:187 


8301050018 Advises that License Condition 2 3 of Amend MPP-1 to 
License 8NM-14S deleted since condition Is superfluous 
EVANS. L J Fuel Facility Safeguards Licensing Branch 82/08/13 
AUSTIN. M A Babcock b Wilcox Co Ip. 16681,024 


8301110072 Forwards PA Operations Safety Advisory Board approvtd 
evaluation b summary of rev to Spec 1-4 of License BNM~145 
Revised pages Indicating rev & amend fee also end. 

AUSTIN. M A Babcock b Wilcox Co 02/13/03 PAOEiR 0. Uranium Fuel 
Licensing Branch 15pp 16776 334 


8301370459 Forwards IE Insp Rept 70-0135/82-10 on 831807-10 No 
noncompl lance nobed 

martin. T. T. Division of Engineering fc Technical Programs 83/01/12 
COLEMAN. M L Babcock b Wilcox Co Spp 16931.269 


— 0301270473 IE Insp Rept 70-0135/82-10 on 021207-10 No noncompliance 
noted Major areas inspected source inventory b leak test, 
field tnsp.bloBsaay.aff l vents . surveys, tra tning. termination 
repts b drl 1 Is 

CLEMONS. P.. ROTH. J . 0HANBAKV.M Division of Englneerirg b 
Tachnical Program* 03/01/06 Spp. 16951 271 


DOCKET 70-0143 NUCLEAR FUEL SERVICES. INC,. ERWIN. TN 


8211170375 Advises that new license condition issued to Amend MPP-1 of 
License 8NM-i24> granting 820701 request for S-day extension 
for completing 10CFR7O 51(e)(4) requiremente for 030609 high 
enriched U physical Inventory Record copy 

EVANS. L J. Fuel Facility Safeguards Licensing Branch 8S/07/09 
HEN6LEV.K D Nuclear Fuel Services. Inc, (subs of Oetty Oil Co ). 
ip. 16667.281 


0301030340 Informs that License Condition 3 1 revised b License 
Condition 4 9 added to Amend MPP-1 to License SNM-124.per 
63 0535 Rev 36 to Chapter 4 0 of fundamental nuclear matt 
contro 1 p Ian 

EVANS. L J Fuel Facility Safeguards Licensing Dranch 82/07/09 
HENSLEY. K O Nuclear Fuel Services. Inc (subs af Oetty Oil Co ) 
3pp 16654 184 


0301030353 Responds te 920714 Itr requesting delay for completing 
reconciliation of 020616 low enriched il physical inventory 
Request acceptable License condition Issued to Amend MPP-1 
of License SNM-t24 

EVANS. L U Fuel Facility Safeguards Licensing Branch 82/07/14 
HENSLEY, K 0 Nuclear Fuel Services, Inc (subs of Oetty Oil Co ) 
ip 16654*178 


830104005 5 Accepts 820524 Rev 4 to site security training plan Matic 
b plant protection Amend MPP-1 to License 8NM-124 License 
Condition 9 1 C revised 

EVANS. L J Fuel Facility Safeguards Licensing Branch 82/08/09 
MtCHELiC J Nuclear Fuel Bervices. Inc (subs of Oetty Oil Co ) 
Ip 166S5 296 


B30IOS0334 Notifies that Ma 1 1 Control b Accounting License Condition 
2 2 is superfluous h will be deleted from Amend MPP-1 to 
License 8NM-124 

EVANS. L J Fuel Facility Safeguards Licensing Branch 03/06/12 
HENSLEY. K D Nuclear Fuel Services. Inc (subs of Oetty Oil Co I 
Ip 16660.356 


8301050274 Supports b approves 020712 amends to physical protection 
plan describing physical protection measures for open 
storage area b physical vapor deposition operation 
EVANS. L J Fuel Facility Safeguards Licensing Qranch 82/06/18 
MICHEL. C J Nuclear Fuel Services. Inc. (subs of Oetty Oil Co ) 
Ip 16669.002 


8301170009 Submits proposed "Oroundwater Monitoring Program." per 
820727 Itr State of TM acceptance Itr requiring four 
additions enc I Addition I (relocation of Mall 10) details In 
p Ian 

MANSER. M C Nuclear Fuel Services. Inc (tubs of Oetty Oil Co ) 
82/10/15 PAOE.R 0. UraniumFuel Licensing Dranch 3pp 
16818 301 


— 0301170012 Proposed "Oroundwater Monitoring Program '* W/one oversiie 
drawing Aperture card Is available in PDR 

e Nuclear Fuel Servlcea. Inc (subs of Oetty Dll Co ) 82/00/31 

Spp 16818 284 


B3O1140491 Partial response to FOIA request for Info re Inventory 
differences at NFS Forwards App A documents Apps B b C 
documents partially b/or completely withheld (ref FOIA 
Exemptions 1.3 b 4). App D documents at DOE 

FELTON.J M Divlsien of Rules and Records 82/11/04 BARLETT.DL 
Philadelphia Inquirer 7pp 16S1S 234 


—7906060276 Discusses measures identified for maintaining Inventory 
Difference for below 5 kg Requests addl Info re evaluation 
of overall measurement sys b meeting to discuss balanced 
mode of plant operabton 

BURNETT, R F. Division of Safeguards 79/05/11 MANBER.WC 
Nuclear Fuel Services. Inc (subs of Oetty Qll Co ) 2pp 
1 681 5 308 


— 8301140502 Notifies of 600103 or 04 informal briefing on status of NFS 
for congressional aides from oversight committees Briefing 
requested by Acting Chairman Ahtarne Regional ofc 
part icipa 1 1 on not required 

HOWARD. E M Division of Safeguard* Inspections 79/12/30 
8 TELL 0 1 V Of Pice of Inspection b Enforcement. Office of the 

Dlrec tor Ip 16015: 2 50. 


—8301140506 Discusses news article In Atlanta Constitution re NFS 
inventory difference! associated w/last two inventories 
Briefing prepared for 791106 Commission meeting on NFS 
BLAYLOCK. J Division of Safeguards Inspections 79/11/06 
CHAPELL.O R Division of Safeguards Inspections Ip 16815253. 


—8301140909 Revises License Conditions 2 10.2 10 1 b 5 3 of Amend MPP-1 
to 8NM-1S4 re unadjusted Inventory differences or adjusted 
Inventory difference values 

PARTLOM.vf 0 Material Control b Aec O'Untab 11 1 1 y Development Branch 
79/00/14 HENSLEY. K. D Nuclear Fuel Services. Inc (subs of 
Oetty Oil Co ) 2pp 16815*254 


— 8301140513 Forwards preliminary rept documenting portion of regression 
analysts study performed to relate NFS matl flow b inventory 
data to inventory difference performance, 

MESSINQER.M Test b Evaluation Branch 79/01/25 ERICK80N.RA 
Test b Evaluation Branch 37pp. 16815.863 



410 


DOCKETED ITEMS 


Q30J140S16 Foru<r<lf M Httilnger 79082S memo rt regression analysis of 
NFS ifata Recomnenilations for resolution of inventory 
differences lleteii 

5HERR> T Material Control (< Accountability Development Drench 
79/09/19 PARTLOM, J 0 Material Control & Accountabi 1 i ty 
Development Drench 2pp 16Q15’300 


— 8301140S17 Recommends site investigation as result of continued 
regression analysis of NFS inventory difference data 
MESSINCERi K Material Control tc Accountability Development Branch 
79/08/28 SHSRRi T Material Control ti Accountability Development 
Branch App 16819 302 


8301040766 Foruards IE Insp Rapt 70-0143/82-47 on 821108-10 No 
noncompliance noted 

OtBBONiA F Division of Engineering (< Technical Programs 82/11/26 

MANSERiH C Nuclear Fuel Servleest Inc (subs of Oetty Oil Co > 

Ip 16649 203 


—8301040772 IE Insp Rept 70-0143/82-47 on 821108-10 No noncompliance 
noted Major areas inspected follouup on 0 leak in Bldg 303 
KAHLE.J 8 . BARR>K P Olvlslon of Engineering (i Technical 
Programs 82/11/23 Spp 16648 208 


6301040922 Act receipt of IE Insp Rept 70-0143/82-43 No proprietary 
info 

MANSERfU C. Nuclear Fuel Serviesst Inc (subs of Oetty Oil Co ) 
82/11/29 OIflSON<A F Division of Engineering & Technical Programs 
Ig. 16646 305 


6212230048 Act receipt of IE Insp Rept 70-0143/82-42 No proprietary 
info 

MANSERtW C Nuclear Fuel S»rvi<ti< Inc (subs of Oetty Oil Co ) 
82/1S/07 OIDSONtAF Division of Engineering b Technical Programs 
Ip 16944 267 


6301110026 Application for mod to License Condition 66 to License 
8NH-124i Chang ing compliance date from 821231 to 630430i due 
to recent rev in const schedule of ventilation upgrade 
project Revised estlmeted schedule b amend fee encl 
MANSCRi W C Nuclear Fuel Services) Inc (tubs of Oetty Oil Co ) 
82/12/07 PAOE)R 0 Uranium Fuel Licensing Branch 2pp 
16779 198 


63011900S9 Addl rasponsc to FOIA request for seven categories of info 
re NFSiEruln)TN facility App A document available in PDR App 
S documents partially b entirely ulthheld (ref FQIA 
Eiamptlons 3 b 9i respect! vcly ) 

FELTON) J H Division of Rules and Records 82/12/07 NEIS8)E R 
Harmon b Melts 4pp. 16848 264 


8301040725 Act receipt of 821201 Itr Informing NRC of steps taken to 
correct violations noted in IE Imp Rept 70-0143/82-37 
OIB&(}N)A F. Division of Engineering b Technical Programs 82/12/10 
HANSER)M C Nuclear Fuel Services) Inc (tubs of Oetty Oil Co ), 
Ip 16649 099 


—8301040738 Forwards IE Imp Rept 70-0143/82-37 on 821004-00 b 
notice of violation 

OlBBONiA F Division of Engineering b Technical Programs 
82/11/03. MANSEHi M C Nuclear Fuel Services) Inc (tubs of Oetty 
Oil Co ) 2pp 16649.098 


—9301040746 Notice of violation from insp on 621004-08. 

a Division of Englnetring b Technical Programs. 82/11/03 Ip, 
16649 too 


8301110063 Forwards summary rept re U-233 decontamination activitias 
IDEKER)R L Nuclaar Futl Sarvicet, Inc (subs of (}attv Oil Co.) 
82/12/20 PACE, R 0 Uranium Fuel Li cansing Branch Ip 16776 354 


— 630111006S "U-233 Decontamination Activitias '' summary rept 

a Nuclear Fuel Sarvleei) Inc (tubs of Oetty Oil Co 1 82/12/20 

13pp 16776 398 


8301030031 Staff raquirements memo summariiing 821221 meeting in 
Mashlngton) DC re plane for hFS hearing Oral praientations 
scheduled for 830110 until late Jan)allouing Commission to 
atamine altarnativas 

CHICK) 8 J Offics of the Sscretary of the Commission 82/12/22 
Offlct of the Secratary of the Committien Ip 16630 345 


0301030189 Order granting NRDC 821227 raquist for establishment of 
schedule for response to Issues raised by NRC b DOE re 
proper scope of hearing NRDC response due 830110 DOE b NRC 
may also respond Csrtlficate of Svc end 

CHILKiS U Office of the Secretary of the Commission 82/12/30 
Natural Resources Dafsnsc Council 3pp 16617 140 


8301290440 Forwards IE Saftguards Insp Rept 70-0143/B2-S0 on 621214-16 
No noncompliance noted 

8TaHR)J P Division of Emtrgancy Prepartdnass b Operational Support 
83/01/09 MANSER) N C Nuclear Fuel Services) Inc (subs of Oetty 
Oil Co ) 2pp 16897.394 


—8301290449 IE Safeguards Insp Rspt 70-0143/82-90 on 821214-16 No 
noncomp lianct noted Major areas inspected . measurament 
control program) Inventory observation b follouup on previous 
insp findings Details withheld (ref iOCFR2 790) 

BATES. U M . LANKFORD. U B , MC ALPINE. E. J Oiviiian of Emergency 
Preparedness b Operational Support 83/01/09 ip 16897’ 396 


8301120010 Response to NRDC request to comment on scope of proceeding. 
Scope of hearing determined by Commission 820808 order b 
should be limited to three issues spteified Enlargement of 
hearing unnacassary to develop record. M/Cer tlflcate of Svc 
FONNER.R L Regutatione Division 83/01/10. 8pp 16776010 


8301120224 Comments on scopt of procesdlng NRC may not decide on 
license amend b then allow public to participate In narrow 
tubtet of con eideratlons Certificate of Svc and. 

MEI8S. £ R > TOUSLEY) D R Natural Resources Defense Council 
MEI88. E R Harmon b Maiss 83/01/10 14pp 16776 129 


8301120239 Commants on scope of proceeding per Commission 82i230 order. 
Scope of proceeding is issued license amend. Record can be 
developed on totally unclassified basis Open oral 
prasentatian feasible b desirable Carttflcata of Svc end. 

BEROHOLZ) M. E. Energy) Dept of 83/01/10 20pp 16774*062 


8301140243 Comments on scope of proceeding All bases for NRC 
decision on llcenss amend relevant to racons ideratlon of 
dadslon Cartifleata of 8vc and 

ME 1 88) E R > TOUSLEY) D R Natural Resources Defense Council 
MEtSB) E R. Harmon b Weiss 83/01/10. i4pp. 16806.332 


6301240108 Summary of 830107 matting u/DOE re possibility of DOE taking 
over regulatory oversight of facility DOE firm position is 
not to assume regulatory oversight. Classlfi ed DOE info 
unnscessary for Commission dadslon in hearing. 

PALLADINO.NJ Coitimlsslonars. 83/01/13. OILINBKY.V. . AHEARNE. J. i 
ROBERTS>T Commissioners. App, 16692*033 


”8301040761 IE Insp Rept 70-0143/82-37 on 021004-08 Noncempl lance noted, 
failure to notify authorities re 021003 tiplosion in 
calctner at highly enriched U scrap recovery facility 
HRAY.J, R ) LEE) T. D t BARR.K P Olvlslon of Engineering b Technical 
Programs 82/11/01. Bpp 16649 101 


8301290368 Forwards IE Safeguards Insp Rept 70-0143/62-92 on 
821206-30, No noncompliance noted 

BTOHR.J P Division of Emsrgtncy Preparedness b Operational Support, 
63/01/13 HAN8ER) M C Nuclear Fuel Services) Inc, (subs, of Oettg 
Oil Co. ) 2pp 16697 397. 


301120401 Forwards "Dally Summary of Stack Monitoring UnItS)Nov 1902)" 
par Llctnse Conditions 61 b 67 

MANSER) M.C Nudsar Foil Bervicesi Inc, (subs of Oetty Oil Co ) 
82/18/14 0'RBILLY)JP Region 2, Office Of Director ip 
16781-340 


’8301290379 IE Safeguards Insp Rspt 70-0143/82-92 on 821806-30. No 
noncompllancs notad Major araas Inspected * action on privlous 
insp findings) facility epffratlon> changes b modst criticality 
saftty b radiation Dttails withheld (rtf 10CFR2, 790). 

LEE) T. D ) MCALPINE)E. J Olvlslon of Englnetring b Technleel 
Programs 83/01/12 Ip 16897-399. 


-8301120404 "Dally Summary of Btack Monitoring UnilS)Nov 1982, " 

» Nudsar Fusi Bsrvlces) Inc (subs, of Oetty Oil Co, ) 82/12/14 

4pp. 16781.341 


3301040709 Ack receipt of IE Insp Rept 70-0143/82-47 No proprietary 
Info 

MAN8ER1M C Nuclaar Fuel Servicat) Inc, (tube of Oetty Oil Co. ). 
62/12/16 OIBBONtA F Division of Engineering b Technical Programs, 
Ip. 16649-307 


8301210109 Advi sas that Amend 18 to Lictnst 8NM“124» aothorl ring uss of 
6NH in HFP facilltyiis approved. Saftty evaluation end 
PAOE)R 0. Uranium Fuel Licensing Branch. 83/01/14. IDECKER)R 
Nuclear Fuel Services) Inc, (subs of Oetty Oil Co ) 2pp 
16893: Oil. 


”8301210112 Safety evaluation supporting Amend 18 to Llcanse 8NM-184 
NIXON)W.A. Uranium Fuel Licensing Brench, 83/01/14, 9pp. 

16893 013 
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0301280355 PNO- 1 1-83-004 on S2I21 5, phg * It al jnventorg revealsd lo9« of 
matl Lots uithin rrgulatorg requirement t but greater than 
calculated limit of error Investigation initiated 

CLAY.E L Region S, Office of Director 63/01/35 Ip li6961 194 


0301040051 Responds to 820719 1 tr requesting exemptions from 
requirements of licanse amend involving matl control 
supervision Safeguards Amend MPP-1 granted for one-time 
exemption 

EVANSiL J Fuel Facllitg Safeguards Licensing Branch 02/07/23 
HENSLEY, K D Oeneral Electric Co Ip 1AA53 293 


— 8301280080 Requests approval of described methods for shipping drg tf 
oxide poiifder s, sup piemen ting 500416 Itr re U enrichments up 
to 107. U-333 Hr re onr ichmen 1 1 over 10;< sent to ICC for 
Bureau of Explosives approval U/o end oversiae draulngs 
LANDRUM, i. H Spencer Chemical Co 58/06/06 PRICE, HL Atomic 
Energg Commission Ip 16972 193 


—6301280093 Informs that IQ 3 Irg U-S3S applies to enrichment Up to ti 
including 3X par AEC 580620 Itr Color code sgs uili be 
used to avoid misldentificatson 

LANDRUH, L H Spencer Chemical Co 58/06/33 DELANEY, J C Atomic 
Energg Commission ip 16973 1 94 


DOCKET 70-0146 SPENCER CHEMICAL CO , KANSAS CITY, MO 


0301190099 FOIA request far matl status repts, 580838 compliance inap 
rept U Identltg or location of "Station CCC" re Spencer 
Che, nice I Co 

BARNES, C Affiliation Unknoun 92/11/13 FELTON, J M Division of 
Rules and Records 3pp 16048 S33 


8301280042 FQIA request for applications for licenses for Spencer 
Chemical Co 

BARNES, C Affiliation Unknoun 82/11/12 FELTON.JH Division of 
Rules and Records 2pp 16973 121 


—6301260096 Requests amend' to 980416 Itr bo include shipment of drg U 
pouiders bg less than truck load lots Amen d should cover 
cnr Ichmen ts up to tOX 

LANDRUM, L H Spencer Chemical Co SB/06/23 PRICE. H L Atomic 
Energg Commission tp 16978 199 


— 6301280114 Requests approval for method of shipping ceramic U dixoide 
at enrichments up to (c including 61t U-335 Certificate Will 
be obtained from carrier to prevent mingling 6NN shipment 
(u/other shipments during transit U/ o end oversiie drauings 
GREENLEE, N A Spencer Chenical Co 61/00/03 NUSSOAUMER, 0 A 
Atomic Energg Comnlaslon 4pp 16978 239 


6301190103 Responds to FOIA request for matl status repts (i 380020 
compliance liisp rept Forwards documents listed In App A 
No further Info on idantitg or location of "Station CCC," 
referenced in 621120 Itr to L Johnson 

FELTON, J H Division of Rules and Records 82/12/13 BARNES, C 
Affiliation Unknoun 2pp 16048 224 


— 6301260118 Requests approval for method of shipping fused U dioxide at 
enrichments up to & including SX U-S39 Nuclear safetg 
critlcalibg tables & memos to Process Development Dept 
personnel end U/o encl overs i i e draulngs 

OREENLEE.N A Bpancer Chemical Co 61/09/20 NUSBSAUHER, D A 
Atomic Energg Commission. I3pp 16972-243 


—8301190108 Forwards compliance insp rept for Jaghauk Horks at 
Pittsburg, K8 N/o encl 

HAYCOCK, T J Atomic Energg Commission 38/09/23 DUBlNSKIiL 
Atomic Energg Commission 2pp 16646 226 


“8301190113 "Matl Status Rept for Enriched U, " June - Dec i960 
« Spencer Chemical Co 60/12/31 4pp 16848,233 


--S301190117 Compliance Insp Rept 3 on 58062B Nencomp 1 lance noted 
radiation survegs of pilot plant & associated areas not 
recorded Processed matl from U pilot plant sent to location 
net author! ted for receipt of matl per License SNM-134 
WHITMAN, A J , HAYCOCK, T J Atomic Energg Commission. 50/09/11 
llpp 16848 237 


DOCKET 70-0233 CALIFORNIA, UN IV OF, LOS ANOELES, CA 


8301140526 Addl response to FQIA request for documents re UCLA lab (■ 
research reac tors. Forwards App A documents App 0 documents 
CQimpletelg withheld (ref FOIA Exemption 4) 

FELTON, J M Division of Rules and Records 82/11/24 HIRSCH.D 
Committee to Bridge the Oap, 3pp t6Bt5.310 34X 

Flche 90-000,03/11/34,8301140938 


— 8301140537 Forwards IE Insp Repts 50- 142/77-03 *< 70-0223/77-03 on 
83120S Sc 06 No noncomp 1 lane e noted 

NORDERHAUS, I. R Region S, 8an Francisco, Safeguards Branch 
77/12/28 BROWN, H V California, Unlv of, Los Angeles 3pp 
16813317 24X Flche 90-142.82/11/24,8301140330 


8301280045 Responds to FOIA request for license application! for 
Spencer Chemical Co Backup matl re License C-4353 6 580120 
application for License R-2I8 not found Forwards App A 
documents Drawings to bo released upon agreement on charges 
FELTON, J M Division of Rules a'nd Records 02/12/14 BARNES, C 
Affiliation Unknown 2pp 16972 123 


—0301280054 Forwards Apps I 4, II replacing Apps 1 (< 3 to 570919 
application for 8NM license, per AEC 370924 & 26 Itrs App II 
withheld (ref I0CFR2 790) 

BROWN, J B Spencer Chemical Co 97/10/07 JOHNSON, L Atomic 
Energg Commission 2pp 16973 130 


— 6301280055 App I to application for 8NM license for Gpeneer Chemical 
Co, Including process desc rip t i on, pi ant lagout 4. equipment 
discrlptlon & prevention of eriticalitg 
# Spencer Chemical Co 57/09/15. 6pp 16972 132 


— 8301280059 Application to amend 570915 8NM license application to 
parmlt handling of small lots containing less than 1 kg 
U-239 & application for license to process h conduct studies 
on thorium In amount up to 10 kg 

WOODWARD, H F Spencer Chemical Co 57/12/19 JOHNSON, L Atomic 
Energg Commission 2pp 16972 138 


— 3301280082 Requests approval of methods for shipping drg U oxide 
powders License 8NM-154 should be amended to include addl 
packaging mathods W/o end oyerslie drawing* 

LANDRUM, L H Spencer Chemical Co. 98/04/16 PRICE, H.L. Atomic 
Energg Camraistion Spp 16972 189 


— 83012B00S9 Requests approval for using bird cage to transport U 
hexafluoride from AEC plants Cage will be used w/AEC 
cgllnder loaded u/enrl ehments of U below 3 2)! H/o end 
drawing LH Landrum Itr to Bureau of Explosives end 
LANDRUM, L H Spencer Chemical Co 38/09/14 PRICE, H L Atomic 
Energg Commission Spp 16973 191 


— Q30U40S42 IE Insp Repts 30-142/77-03 U 70-0223/77-03 on B21205 & 06 
No noncompliance noted Major areas inspected facilitg 
organliation & op era 1 1 an, meas ur emen t S. co ntro 1 s, storage U 
internal control, Inventorg & records & repts 

HMIADA, O , MIEDERiA , NORDERHAUO, L R Region S, Gan Francisco, 
Safeguard! Branch 77/12/33 3pp I6B1S 319 34X 

Fiche 30-142,82/11/34,0301140528 


— 6301140334 Notification of 790730 meeting w/all licensees authoriied to 
possess 8NM at Region 3 ofc in Olen EJlgn<ll Meeting agenda 
t< registration form end Registration form should be 
completed b forwarded to J Donahue Immediately 

MILLER, J R. Assistant Director for Site b Sefeguerds <Pre 7910301 
79/00/17 DROWN,!!. Q California, Unlv of, Los Angeles 6pp. 
16813-335 24X Flche 30-143,82/11/24,8301140928 


DOCKET 70-0258 ILLINOIS, UN IV OF, URBANA, IL 


8301310170 Ack receipt of 830103 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-151/02-01, 

SO-356/83-01 t, 70-0250/62-01 

HILLER, J ft Division of Engineering b Technical Program* 83/01/16 
MILEY,® H Illinois, Univ of, Urbana-Champaign tp 16874,219 
S4X Flche' SO- 191, 03/01 /IH, 8301310170 


— 8301210179 Responds to NRC 6S130? Itr re violations natad In IE Insp 
Repts 90-151/82-01,50-356/82-01 fc 70-0298/82-01. Corrective 
actions Item will be added to status board ae reminder of 
times for filing repts It 8NH items phgslcally inventoried, 

BECK,0 P , MlLEY, 0. H Illinois, Unlv of, Urbana-Champa 1 gn. 
03/01/09 MILLER, J R Division of Engineering b Teehnlcsl 
Programs. Spp. 16374.220 24X Fiche 90-191,83/01/18,8301310170. 


DOCKET 70-0370 MISSOURI, UNIV OF, COLUMBIA, MO 


8301060309 Ac k receipt of 831301 Itr Informing NRC of ettps taken to 
correct violations noted in IE Insp Repts 30-183/82-01 b 
70-0270/82-01 

MILLER, J R. Division of Engineering b Technical Programs. 82/12/16 
WARNER, D Missouri. Unlv of. Rolla Ip, 16678' 829 24X 

Fiche 90-123,83/13/1^.8301060309 
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-~630I060316 nttpondf io NRC 821110 Itr r* vialatlon* noted in IE Insp 
Aeptt 50-123/82-01 U 70-0270/82-01 Corpse t£ve ectlone 
handling procedure! uiitl be reviewed ennuallg (c 
retponelfa 11 1 tg of fuel cutbodlan sisigned 

WARNER, 0 L Ml!»ouri, Univ of. Rolls 82/12/01 MILLER, J R 
Oiviyion of Engineering ti Technical Progratna. 2pp 1A676 230 
24X Fiche 50-123,82/12/16,830106030? 


DOCKET 70-030? WESTERN MICH 10 AN UNIV , KALAMAZOO. MI 


B30I040A4B Olicuiie! IE Inip of Liceniet 21-03336-08 8. SNM-2?1 on 
821307-08 No noncomp 1 iance noted Major area« inspected exam 
of procedure! It representative records, observations, 
independent measurements (< Intervleus w/personnel 
BRENIAWSKI, D U Region 3, Office of Director 82/12/23 
CLARKE, A B Meitern Michigan Univ ip 16647 17? 


docket 70-0340 SPENCER CHEMICAL CO , KANSAS CITV, MO 


8301280042 FDIA raq,uest for applications for llcanses for Bpeneer 
Chemical Co 

BARNES, C Affiliation Unknown. 82/11/12 FELTON, J M Division of 
Rules end Records 2pp 16?72 121 


B3011?0103 Responds to FOIA request for mitl status repts t, 580828 
compliance Insp rapt Forwards documents listed in App A 
No further Info on Identity or location of "Station CCC, " 
reftranced in 621120 Itr to L Johnson 

FELTDN.J M Division of Rules and Records 82/12/13 BARNES, C 
Affiliation Unknown 2pp 16B48 224 


--830119010? "Hatl Status Rapt for Enriched U, " June - Dec 1960 
* Spencer Chemical Co 60/12/31 4pp 16040 229 


8301280043 Responds to FOIA requast for llcenie applications for 
Spencer Chemical Co Backup matl re License C-4352 & S80120 
application for License R-218 not found Forwards App A 
locuments Drawings to be rtleesed upon agreement on charges 
ELTON, JH Division of Rules and Records 02/12/14 BARNES, C 
ffilletlon Unknown 2pp 16972 123 


3012B0104 Forwards application for SNM license for handling U up to 
8, including 5X enrichment in U~23S New facllitg under const 
for operation bg 590801 Sgs d'eilgned to process U 
hexafluoride or strap to oxide, nitrate or sulfate 

LAM8ERTU3,K Spencer Chemical Co 59/06/22 DELANE V, J C Atomic 
Energy Commission ip 16972 196 


—8301280108 Annual Financial Rep t 19S8 

SPENCER, K A Spencer Chemlcel Co 58/08/2S 24pp 16972 215 


DOCKET 70-0364 BABCOCK b WILCOX CO , APDLLD, PA 


B301050237 Notifies that Hatl Control tc Accounting License Condition 
2 2 is superfluous b will be deleted from Amend MPF-1 to 
License eNM-414 

EVANS, L J Fuel Facility Safeguards Licensing Branch. 82/08/12 
AUSTIN. M A Babcock b W1 Uox Co Ip 1666? 0B6 


1301110008 Forwards PA Operations Safety Advisory Board evaluation b 
approval of rev to Spec 1-4 of License SNM~4I4 

AUSTIN, M A Babcock b Wilcox Co 02/12/07 fiOUBE.LC Advanced 
Fuel & Spent Fuel Licensing Branch 17pp 16779’ 120 


0301170027 Forwards revised P 2 2 of, "PA Operations Security Plan 
for Safeguarding SNM of Moderate Strategic Significance 
(Parts Security Plan) " Rev removes requirement re patrols 
exceeding 4 h intervals Enel withheld (ref 1OCF02 790) 

AUSTIN. M A Babcock b Wilcox Co. 82/12/13 RENTBCHLER, R R Fuel 
Facility Bafaguardi Licensing Branch Ip. 16819:140 


0301060438 "Radiological Aisessment of Parks Township Burial Bite 
(SbW) Leechburg, PA, " final rept W/tuo ovarslie flgurai. 

Aperture cards are available In PDR 

FRAME. P W , BERBER, J.D., CONOR A. R, D Oek Ridge Associated Univ FIN 

A-9093 82/12/31 Division of Fuel Cycle b Material Safety 

107pp. 16682 033 


DOCKET 70-0371 UNO NAVAL PRQDUCTB, INC , UNCASVILLE, CT 


8301050047 Advises that unnumbared condition added to Amand MPP-1 to 
Llcanse eNM-368, eitandlng reconciliation period for 820709 
physical inventory to on or before 820S16 

EVAN8.L J Fuel Facility Safeguards Llcanslng Branch. 82/OB/OS. 
KIRK.HF United Nuclear Corp. Ip 16680 : 361. 


8301050010 Advises that License Condition 2 2 of Amend MPP~i to 
License 5NH-368 delated since condition is superfluous 
EVANS, L J Fuel Facility Safeguards Licensing Branch 82/08/12 
KIRK.W F United Nuclear Corp Ip 16681 025 


□301030040 Agrees that proposal to add fans to matl access area outside 
walls to improve plant cooling meats 10CFR70 32(e) 
provi si ons 

EVANS. L J Fuel Facility Safeguards Licensing Branch 02/08/25 
KIRK.W F United Nuclear Corp Ip 166B1 012 


0301110279 Requests lO-day extension of 021112 inventory reconciliation 
to 021222 to enable analysis completion 

COLLOPY, T J United Nuclear Corp 82/12/10 RENTSCHLER, R R Fuel 
Facility Safeguards Licensing Branch 3pp 16767 3S3 


0301210115 Informs of NRC denial of Items 1 b 5 in 010430 application 
to amend License SNM-360 re environ sampling for 
nonradloactl ve matl b de minimis U release concentrations 
Hearing may be requested within 20 days of notice date 
CUNNJNOHAM, R E Division of Fuel Cycle b Katerial Safety 03/01/14 
KIRK.W F United Nuclear Corp 2pp 16093 020 


DOCKET 70-0390 COMMERCE. DEPT OF, HASHINOTQN. DC 


0301050026 Advises that License Condition 2 2 of Amend KPP-3 to 
License 6NM-362 deleted since condition is superfluous 
EVANS. L J Fuel Facility Safeguards Licensing Branch 82/08/25 
HOBBS. T 0 Commcrc e. Dap t of. National Bureau of Standards Ip 
16601 021 


0301140153 Forwards IE Insp Rept 70-0390/82-05 on 821130-1203 b 
notice of violation 

MARTIN. T T Division of Engineering b Technical Programs 02/12/29 

PEVEV. L E Commerce, Dept of. National Bureau of Standards 2pp 

16805 207 


— B30114D160 Notice of violation from insp on 021130-1203 

* Division of Engineering b Technical Programs 02/12/29 Ip 
16805 209 


—8301140170 IE Insp Rept 70-0398/82-05 on 021130-1203 Noncomp 1 lance 
noted failure to survey waste compactor during operation 
to determine extent Of airborne contamination 

OODY, A T, / ROTH, J Region 1, Office of Director 02/12/23 7pp 
16805 210 


DOCKET 70-0498 EASTERN MiCHIOAN UNIV . VP8ILANT1, MI 


8301110601 Ack receipt o^ 820801 Itr Informing NRC of steps taken to 
correct violations notod in IE Inep of Licenses 21-06805-01 
b ENM-454 on 0101 14-15 

SRENlAWSKl.D J Region 3, Office of Director. 03/01/06. 

GRAVES, B B Eaetern Michigan Univ Ip 16745 079 


— 8301110606 Responds to NRC 010429 Itr re vlolotions noted in IE insp 
of Licenses 21-O6S0S-O1 b SNM-4S4 on 810114-15 Corrective 
actions true names of persons performing chemistry contacted 
b worker titles clarified 

ORAVESiB 6 Eastern Michigan Univ 02/00/01 SRENlAWSKl.D J 
Region 3, Office of Director ip 16745 000. 


DOCKET 70-0659 NEWPORT NEWS SHIPP INO b DRY DOCK CO > NEWPORT NEWS. VA 


8301110377 Discusses IE insp of Licenses SNM-602 b 34-1061B-0i on 
820930-1001 b forwards notice of violation. 

SRENlAWSKl.D J Region 3. Office of Director 82/12/13 
SCHAEFFER, H R. RMI Co 3pp 16747 160 


— 0301110303 Notice of violation from insp on 820930-1001 Noncompliance 
noted failure to perform weekly smear surveys in lunch room 
SRENlAWSKl.D J Region 3, Office of Director 02/12/07 Ip 
16747; 171 


DOCKET 70-0607 UNION CARBIDE CORP,, TUXEDO, NY 


8301030275 Informs of delation of License Condition 2 1 of Amend MPP-3 
to License BNH-639 re physical security p Ian, ef f ec tive 
immediately 

EVANS, L. J. Fuel Facility Safeguards Llcanslng Branch. 02/OS/iS 
MCGOVERN, J J Union Carblds Corp Ip 16654' 010 
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B30I070496 NotlFicAtlon of contract execution i Hod 2 to '’Environ 
Affotsment re Union Carbide Application for flenewat of 
License SNM-639 " Contractor Science Appl Ic ati on** Inc 
FLEENORtC Technical Assistance Contract* Branch NRC-OE-Sl -094 
82/11/04 OAVIS. J Office of Huclear Material Safety & 

Safeguards* Di rac tor LOVSEN* P HRC - Mo Detailed AfMliatlon Olven 
Ip 16705 330 


--B301070463 Mod 2* extending period of performance to 830515* revi sing 
billing instructions & incorporating new Manual Chapter 
3202* to "Environ Assessment re Union Carbide Application 
for Rsneual of License SNM-639 " 

PtNOLEY* D E Science Applications* Inc KAOAN* T Technical 
Assistance Contract* Branch NRC~02-ai-054 82/11/04 app 

16705 331 


6301060199 forwards IE Safeguards Insp Repts 50-054/82-04 ti 
7O-0687/S2-0B on 821130-1203 No none omp 1 ian ce noted 

MARTIN*T T Division of Engineering & Technical Programs 02/12/23 

KCOQUERN* J J Union Carbide Corp 2pp 16679 208 a4X 
Fiehe 50-054*82/12/23*8301060199 


—8301060200 IE Safeguards Insp Repts 50-054/02-04 & 70-0607/82-08 on 
821130-1203 No noncomp 1 lanc e noted Major areas Inspected 
facility organliation 6 opera t ion* measure men t 6 controls* 
storage 6 internal control Safeguards info delated 
HDLTNER. E * DELLA RATTA* A * ZIDWSKY. H Division Of Engineering b 
Technical Programs 82/12/23 Spp 16679 210 24X 

Ficho 50-054* 82/12/23. 8301060199 


DOCKET 70-0698 WEBTINOHOUSE ELECTRIC CDRP , P ITTSBUROH. PA 


0301240059 Forwards Annual Financial Rept 1991 6 corporate Info for 
1 Icenses 

MARDI.A d Hestinghouse Electric Corp 82/12/09 DAVIS. J 0 
Office of Nuclear Material Safety t< Safegua rds* Dlrec tor 6pp 
16887 145 24X Fleho 50-000*82/18/09*0301240059 


—0301240094 Annual Financial Rept 1981 

KIRSY. R E Nestlnghouse Electric Corp 02/01/26 5tpp 
16087 151 24X Flche 50-000,02/12/0910301240059 


DOCKET 70-0734 OA TECHNOLOOIESi INC , BAN DIEGO, CA 


0301050112 Advises that License Condition 2 2 of Amend MPP-1 to 
License 8NM-696 deleted since condition is superfluous 
EVANS* L J Fuel Facility Safeguards Licensing Branch 62/08/12 

MOURYtN R GA Technologies, Inc /General Atomic Co Ip 16600 219 


0301040105 Responds to 020027 Itr re proposed changes to fixed site 
facility physical protection plan Revisions reviewed tc 
acceptable Amend MPP-1 modified as listed 

EVANS* L J Fuel Facility Safeguards Licensing Branch 82/08/31 
MONRY* N R OA Technologies* tnc /General Atomic Co Ip 16666 323 


0301050230 Confirms 820927 discussion re safeguarde concerns Chapters 
20 (i 21 to physical protection plan received h reviewed 
License condition incorporating safeguards commitment* 
will be Issued 

EVANS* L J Fuel Facility Safeguard* Licensing Branch 02/00/31, 
PARKER, d N. GA Technologies* Inc /General Atomic Co Ip 
16669 085 


03O1O4OOB1 Confirm* 820923,24 b 25 conversations re submission of 
ravlstd physical protection plan Addl amplification b 
clarif Icatlon worli to be resolved through further revision* 
to plan 

EVANS* L d Fuel Facility Safeguards Licensing Branch 02/09/24 
PARKER, d U. OA Technologies, Inc /General Atomic Co Ip 
16655 324 


0301110009 Forwards response to NRC 820802 qtuestions b comments on 
renewal application Revised pages for spec b dsmonstratlon 
vol* also one 1 

HONRY, N R GA Technologies, Inc. /General Atonic Co 02/12/24 
CRONiN T Office of Nuclear Materia] Safety b 8a ft guards. Dir ic tor. 
84 pp 16778 106 


—0301110035 "Part 2 - License Specs.Rev I." 

« OA Technologies* Inc./Generel Atomic Co 02/11/30 78pp 
16778 191 


—8301110030 "Part 1 - Demonstration Vol* 1 b 2* Rev 1 

e OA Tfchti ologies* Inc. /General Atomic Co 02/11/30 219pp 

16770 261. 


8301030192 Forward* IE Safeguards Insp Rept 70-0734/82-10 an 021206-10 
No noncomp lian.ee noted 

WaRDERHAUG.L R Region 5, Office of Director 82/12/27 
PARKER. J U GA Tec hnolag 1 es* Inc /General Atomic Ca 2pp 
16616 340 


— 8301030196 IE Safeguards Insp Rept 70-0734/82-10 on 021206-10 No 
noncompliance noted Major areas inspected security plan b 
implementing proc edures, r ecor ds b repts b testing b malnt 
Details withheld (ref tOCFR2 790) 

MCQUEEN I A D . SCHUSTER, M D Region 5, Office of Director 
02/12/23 Ip 16616 342 


0301310196 Ack receipt of 030107 Itr informing NRC of steps taken to 
correct violation noted in IE insp rept 

BOOK. H E Division of Radiological Safety b Safeguards Program 
83/01/25 PARKER* d W OA Tseh nologl es* Inc /General Atomic Co 
2pp 16969 193 


— 0301310199 Responds to 821200 Itr re violation noted in IE insp ropt 
Corrective action appropriateness of package designs 
reviewed to meet strong tight package requirements 
MOHfiViW R GA Technologies* toe /General Atomic Co 83/01/07 
ENOELKENrR H Region 5. Office of Director 4pp 16969 195 


DOCKET 70-0754 GENERAL ELECTRIC CD, * PLEASANTON* CA 


03D1O6O161 Notice of ASLAB reconstitution AS Rosenthal* chairman b 
8F Ellperin b HA Mi Iber* member* 

BHOEHAKERiC d. Atomic Safety and Licensing Appeal Panel 03/01/04 
Ip 1667? 327 24X Flche 50-070,93/01/04.8301060161 


8301120285 Petition to intervene b request for hearing on license 
renewal. 

TURKid Affitlatlon Unknown 83/01/05 FRYE.d H , LINENBERGER. G . 
FORMAN, H Atomic Safety and Licensing Board Panel 4pp 16 774 215 
24X Flche 50-070*83/01/05*0301120205 


B3D112026G Forwards corrected B3010S petition to intervene 

TURKid Affiliation Unknown 83/01/06 FRYE* d H , LINENBERGER* 0 * 
FOREMAN. H Atomic Safety and Licensing Board Panel Ip 16774 109 
24X Flche 50-070,03/01/06*0301120268 


--830112027S Corrected petition to intervene b request for hearing on 
1 lcen«e ren ewa 1 

TURK, d Affiliation Unknown 83/01/05 Atomic Safety and 
Licensing Board Panel Spp. 16774 110. 24X Flche 50-070* 

03/01/06. 8301 120260 


8301140440 Discusses OE 020910 request for exemption from criticality 
alarm requirements of 10CFn70 24<Bi as part of application 
for amend to License R-33 Requested exemption justified b 
appropr ia te 

ROUSE* L C Advanced Fuel b Spent Fuel Licensing Branch 03/01/06 
THOMAS* C 0 Standardiiation b Special Projects Branch Ip 
16810 031 24X Flche 50-073,83/01/06,8301140440. 


8301270299 Forward* IE Insp Rept 70-07 5 4/02-05 on 821123-24,29 b 1201 
No noncomp I i ance noted 

BOOKiH E Division of Radiological Safety b Safeguards Program 
83/01/11 DAHMITZEL.R W General Electric Co 2pp. 16932 100 


— 8301270305 IE Insp Rept 70-0754/82-05 on 82 1123-24.29 b 1201 No 
noncompllance noted Major areas inspected independent insp 
effort* Safe ty Comml ttce, environ programs* training, emergency 
p Lann Ing, fire prevent lon/pro tee t Ion b f ac 1 1 1 1 1 es 

BROCK* 0 L * THOMAS* R 0 * BOOK, H E Division of Radiological Safety 
b Safeguard* Program 03/01/10 7pp 16932 190. 


8301100074 Response to A8LD 021112 mamorandum b order, providing views 
on OE procedural request* Consolidation of two license 
renewal proceedings inappropr iate OETR license renewal 
proceeding should be deferred. Cer tiflcate of Sve and 
SNANSON* D. T Hearing Branch 1 03/01/17 12pp 16033 170 24X 

Flche 50-070.03/01/17,8301100074 


8301250292 Response in opposition te NRC 0301 17 respoitse to ASLB 021112 
Hamoranduni b Qrifar, as amended by 021119 Memorandum b Order 
re renewal of license application Notice of proposed action 
misconstrued Certificate of 8vc end 

EDOAR.O L General Electric Co EDOAR.O L Edgar, 0 L. 03/01/24 
Atomic Oafetg and Licensing Board Panel Spp 16097 001, 24X 

Fiehe 50-070.83/01/24*8301250292 
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DOCKET 70-0920 UHlTED NUCLEAR CORP . WOOD RIVER JCT . RI 


8301050149 Notifies of deletion of License Condition 8 2 of Amend HPP-P 
to License 8NK-777 ee physical security plan per revieu 
EVANS) L U Fuel Facility Safeguards Licensing Oranch 02/08/25 
HELOESONiK United Nuclear Corp Ip 1A680 104 


0301260496 Forwards IE Intp Rept 70-0020/82-10 on 020927-29 No 
noncompliance noted, 

MASTINi T T Division of Engineering 6 Technical Programs 03/01/10 
ANY. 0 a United Nuclear Corp 2pp 16910 020 


—8301260499 IE Intp Rept 70-0820/82-10 on 820927-2? No noncomp 1 1 anc e 
noted Major areas inspected survey of processing facility 
due to licensee intention to repair roof & paint metal 
surfaces prior to future release of facility 

STEARNS, C F , KINNEMAN, J D Division of Engineering 6 Technical 
Programs 83/01/03 4pp 16910 022 


DOCKET 70-0824 BABCOCK t, WILCOX CO , LYNCHBURG, VA 


8301050295 Noti f let that Matl Control Si Accounting Uiconso Condition 
2 8 if superfluous & is being deleted from Amend KPP-i to 
License SMM-77a 

EVANSiL J Fuel Facility Safeguards Licensing Branch 62/08/12 
OLSEN, A F Babcoclc b Wilcoi Co Ip 16668 361 


8301120515 Reiiuetts eitension of 30-day reporting period for inventory 
period until 630119 due to unanticipated delays MVF uill be 
approl 200 g U-235 for U enriched to less than 20'/. 

Administrative action fee end M/o end 

OLSEN. A F Babcod b Milcoc Co BS/tl/29 EVANS, L J Fuel 

Facility Safeguards Licensing Branch 2pp 1677? 328 


— 8301260468 IE Safeguards Insp Rept 70-1100/02-12 on 621214-17 No 
noncomp 1 lance noted Major areas inspected fac i 1 i ty 
organiiatiom facility operat i on, sh i pper/r ecei ver 
ver i f icatiom internal control t, records & repts 

DELLA RATTA.A , WOLTNER.E F , GODY. A T Division of Engineering b 
Technical Programs 03/01/06 4pp 16911 310 


DOCKET 70-1113 GENERAL ELECTRIC CO . WILMINGTON, NC 


8301030370 Advises of addition of License Condition 4 10 to Amend 
MPP-3 to License ENfl-1097 re measuring sys, per findings 
questioning adequacy of corrective action to verify that 
sys returned to normal W/o end 

EVANS, L J Fuel Facility Safeguards Licensing Branch 02/07/20 
VAUGHAN.C M General Electric Co 2pp 16630 357 


8301050042 Responds to 8207(5 1 tr Procedures folloued by GE re receipt 
of matl originally sent offsite & returned a>/o GE tamper- 
saflng seals correct Applicability of t0CFR70 58(i><2) 
based on date returned containers measured at site 
EVANS, L J Fuel Facility Safeguards Licensing Branch 02/00/09 
VAUGHAN, C M General Electric Co Ip 16601 Oil 


8301050094 Advises that License Condition 2 2 of Amend HPP-3 to 
License 5NM-1097 deleted since condition is superfluous 
EVANS, L J Fuel Facility Safeguards Licensing Branch 82/08/12 
VAUGHAN, C General Electric Co Ip 16680 257 


0301250697 Discusses corrective action program re stack sampling 
me thodology, p er IE Insp Rept 70-1113/02-1? b Inspector 
Follouup Item 82-l?-’04 Mods to all sys uiill be completed by 
030601 

VAUGHAN, C M General Electric Co 02/11/03 GIBSONiAF Division 
of Engineering & Technical Programs 2pp 168?a 050 


□CKET 70-0997 ME8T1NGH0USE ELECTRIC CORP , PITTSBURGH, PA 


301240059 Forwards Annual Financial Rept 1981 b corporate info for 

I Icttltes 

NARDI.A J Westinghause Electric Corp 82/12/09 DAVIS, J 0 
Office of Nuclear Material Safety 6 Safeguards, Director 6pp 
16887 145 24X Flche 50-000,82/12/09,8301240059 


— 0301240094 Annual Financial Rept 1901 

KIRBY.R. E Westinghouie Electric Carp 82/01/26 Slpp 
16887 151 24X Flche 50-000,82/12/09,8301240059 


DOCKET 70-1067 MASSACHUSETTS COLLEGE QF PHARMACY, BOSTON, MA 


0301040474 Forwards IE Insp Rept 70-1113/92-23 on 821101-05 No 
noncomp 1 iance noted 

GIBSON, A F Division of Engineering & Technical Programs 62/11/22 
L0N0,J A General Electric Co 2pp 16647 209 


—0301040401 IE Insp Rept 70-1113/82-23 on 821101-05 No noncompUance 
noted Major areas inspected plant organ! i ation, procedure 
control , internal review audit, safety committees, IE info 
notices Ii criticality safety 

TROUP, 0 L , MCALPINE, E J Division of Engineering fc Technical 
Programs 82/11/22 7pp 16647 211 


0301040216 Ack receipt of IE Insp Rept 70-1113/82-23 on 021101-05 
No proprietary Info 

VAUGHAN, C M General Electric Co 02/12/01 OIDSQN.A R Division 
of Engineering ti Technical Programs Ip 16638,177 


6301070458 Requests confirmatory survey of measurements made in drain 
line stubs from sumps 1 & 3 to respective cross-connection 
points to aid In terminating License 3NM-1015 

CROW, W. T Uranium Fuel Licensing Branch 82/12/28 BROWN, 0 D 
Division of Vendor b Technical Programs Ip 16705 333 


8301100405 Discusses new raduaste treatment 
from liquid wastes t, decrease radioactive 
waste streams Meeting w/OE on 821102 held 
to License SNM-tO?7 

CROW, W T Uranium Fuel Licensing Branch 
Affiliation Unknown Ip. 16747 361 


sys which will recover U 
content of liquid 
re passible amend 

83/01/04 DREY.L A 


aCKET 70-1100 COMBUSTION ENGINEERING, INC , WINDSOR, CT 


DOCKET 70-1143 WESTINGHOUSE ELECTRIC CORP , PITT9BURQH, PA 


3010500B5 Advises that License Condition 2 2 of Amend HPP-4 to 
License 8MM-I067 deleted since condition is superfluous 
EVANS.L U Fuel Facility Safeguards Licensing Branch 02/08/12 
LICHTENBERGER Combustion Engineering i Inc Ip 16600 260 


301260411 Forwards IE Intp Rept 70-1100/82-11 on 021115-19 fc notice of 
violation 

MARTINiT T Division of Engineering «i Technical Programs 82/12/29 
LICHTENBERGER Combustion Engineering, Inc 2pp 16911 123 

*8301260414 Notice of violation from Insp on 821115-19 

I691l'^125'"' * ** Technical Programs 82/12/29 2pp, 


8301030362 Responds to 020715 Itr requesting exemption from 10CFR70 
requirements for facilitlei holding quantities of QNM equal 
to or greater than 1 kg Llcenee Conditions 2 1 S, 2 2 added 
to Amend MPP-1 of License ShW-1 120 

BURNETT, R F Division of Safeguards 02/07/27 NARDI.A U 
Westinghause Electric Corp 2pp 16654 G60 


0301240059 Forwards Arinual Financial Rept 1981 8< corporate Info for 
1 {censes 

NARDI.A J Westinghause Electric Corp 82/12/09 DAVIB.U 0 
Office of Nuclear Material Safety b Safeguards, Director 6pp 
16887-145 24X Fiche 50-000,82/12/09,8301240059 


•6301260420 IE Inep Rept 70-1100/82-11 on 821115-19 NoncompUance noted 
lAiJurv to fftanitor 4!! pjickagts on rocoipt for surface 
contamination b CE250-2 packages for surface contamination 
prior to fhipmant, 

fiOTH.J , METZGER, 0 R , GODY, A T. Region I, Office of Director 
82/12/20. llpp 16911 127 


— 8301240094 Annual Financial Rept 1981 

KIRBY, R E Weetinghouse Electric Corp 82/01/26 Slpp. 
16887 151 24X Flche 50-000,82/12/09,8301240059 


DOCKET 70-1151 WESTINQHOUBE ELECTRIC CORP , PITTSBURGH, PA 


31360460 Forwards IE Safeguards Insp Rept 70-1100/02-12 on 021214- 
Yo noncomp llanca noted. 

Engineering l< Technical Programs 83/01/ 
UCHTENBEROEfi Combustion Engineering, Inc 2pp 16911 316 


B301030372 Revises License Conditions 2 1,3 l,32t«33 to Amend MPP'l 
to License SNM-1107, per 820519 submittal of revised pages 
to fundamental nuclear matl control plan Revised licensing 
conditions end 

EVANS, L. J Fuel Facility Safeguards Licensing Branch 82/07/30 
NARDI.A U Wostinghousf Electric Corp 2pp 16630.355 
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Ba010S009i Advifv* that Licenst Condition S 2 of Amend MPP-1 to 
Lictnie SNti-t 107 deleted iince condition it tuperPluout 
EVAMSiL J Fuel Facllltg Safeguards Llcenting Branch G2/0B/13 
NARDI<A J Hcttlnghoute Electric Corp Ip. 16<!>a0 28t 


0301030036 Advitet that Condition 2 1 to Amend hlPP-1 to License 
SMH-1107 is revised to Include 02O61S revised page to 
fundamental nuclear matl control plan 

EVAN3.L J Fuel Fecilltg Safeguards Liceni Ing Branch 62/08/16 
NAROIiA J Hestinghouse Electric Carp Ip 166S0 339 


B301240039 Forufards Annual Financial Rept 1981 it corporate info for 
1 tcensas 

NARDIiA J Hestlnghouie Electric Carp 82/12/09 BAVISi J 0 
Office of Nuclear Hatcrlal Safety 6 Safeguardst Director 6pp 
16087 143 24X Flche 80-000.82/12/09,0301240039 


—8301240094 Annual Financial Rept 1981 

KIRBY. R 6 Hestinghouse Electric Corp 82/01/26 Slpp 
16087 131 24X Flche 30-000,82/12/ 09.6301840039 


B301I4001S Forwards info data re U heiafluorlde cylinder over packs 
for unrestricted use per Annex C of License SNM-lt07 Surface 
contamination t. radiation belou acceptatle levels Permission 
to release addl containers requested 

RElTLERiE K Hestinghouse Electric Corp. 82/12/17 CROU.H T 
Uranium Fuel Licensing Branch 4pp 16616:078 


B30t070423 Advises of issuance of amend to License 9NN-1107 author! ting 
moderation control criteria for bulk U dloilde powder 
handling operations. 

PAOEiR 0 Uranium Fuel Licensing Branch 82/18/21 NARDI>A U 
Hestinghouse Electric Corp ip 16703.606 


— 8301070432 SER supporting amend to License SNti-1107 re bulk U dioxide 
powder handling oparations. 

BIOINOER. 0 H Uranium Fuel Licensing Branch 82/12/21 4pp. 
16703,307 


6301810306 Responds to 821817 request re continuing release of U 
hexafluoride cylinder overpaks Release of addl ovarpaks 
acceptable if decontaminated overpaks meet requirements of 
Annex C of license 

CR6M. U T Uranium Fual Licensing Branch 03/01/14 REITLER.E K 
Hestinghouse Electric Corp ip 16893’ 112 


DOCKET 70-1201 BABCOCK b HILCOX CO . LYNCHBURO, VA 


B301Q30367 Responds to S20716 Itr requesting eitcnslon to complete 
reconciliation of B20629 physical inventory of low enriched 
U Request acceptable License condition added to Amend MPP-2 
to License 3MM-H6a 

EVAN3. L J Fuel Facility Bafeguards Licensing Branch 68/07/20 
FORD. J T Babcock & Uilcox Co Ip 16630 362 


0301050031 Advises of addition of Condition 4 12 to Amand NPP-2 to 
License 8NN-t 168. granting limited cxamptlan for 
requalifieation of operators for measurement sys 
EVANS. L J Fuel Facility Safeguards Licensing Branch 82/03/03 
FORD, U T Babcock << Ullcoi Co Ip. 16600 360 


8301050088 Advisos that Llcanse Condition 2.2 of Amend MPP-2 to 
License 8NM-i 168 deleted since condition is superfluous 
EVANS. L J Fuel Facility Safeguards Licanslng Branch 02/03/12 
FORO.U. T Babcock «< Hitcox Co Ip 16680 239 


8301030033 Requests revised pages to Part 4 of fundamental nuclear matl 
control plan which lists whethor measuremont sys to he 
monitored w/control charts 

EVANS, L.J Fuel Facility Safeguards Licensing Branch. 02/08/29 
FORD. J T Babcock & Hllcox Co. ip 16601.014 


6301030233 Forwards request for addl info raqulrsd to complete review 
of 820716 revised Chapter 3 to fundamental nucltar matl 
control plan 

EVAN3.L U Fuel Facility Safeguarde Licanslng Branch 02/08/31. 
FORD. U T Babcock ti HI loot Co 2pp 16669-082 


6301110033 Roquists 14-day extension for inventory per fundamental 
nucltar matl control plan Inventory delayed until end of 
contract claanout I, anrlchment ehangaovar due to longer than 
normal eintaring time In fuel pellet production, 

FORO.J.T Babcock t( Uilcox Co. 02/12/13 EVANS, L J. Fual FaclUtv 
Safeguarde Licensing Branch 2pp. 16779.147 


— B301 120397 Revised pages to 010227 application for ranewal of License 
SMM-ll6a 

« Babcock ti Uilcox Co 62/12/16 4pp 16781 346 


0301290547 Forwards IE Safeguards Insp Rspt 70-1201/02-19 on 
021213-17 No noncomp 1 tanc « noted. 

8TOHR, J P Division of Emergenev Preparedness (< Operational Support 
B3/01/09 ALTO. R A Babcock i. Hi Icot Co 2pp 16906 127 


—8301250334 IE Safeguarde Inep Rapt 70-1201/02-19 on 021213-17 No 
noncompliance noted Major areae inepectrd statistical 
control s, faci 1 ity organ i xat 1 on & mgt of matl control sys 
Datalts withheld (ref 10CFR2 790) 

JONES. D U , RICHARDS' B L . HCALFINE.E J Division of Emergency 
Preparedness tc Operational Euppert 83/01/03 Ip 16906 189 


DOCKET 70-1267 EXXON NUCLEAR CO , INC . RICHLAND, HA 


0301030093 Advises that Licenea Con'dition 2 8 of Amend HPP-2 to 
License 8NM-1227 delrtad since condition is superfluous 
EVANS. L J Fual Facility Safeguards Licensing Branch 82/00/12 
SCHNEIDER. R. A Exxon Nuclear Co . Inc (subs of Exxon Corp ) Ip 
16600 230 


B3010S0038 Advises that Rav 3 page changes dtd 820723 to physical 
protaetion plan for matl of low strategic significance 
acc eptable. 

EVANS. L J Fuel Facility Safeguard's Licensing Branch 82/08/30 
MALODViC H Exxon Nuclear Co , Inc (subs of Ei xon Corp ) Ip 
t66Sl’0t3 


8301210020 Forwards Endorsement 35 to NELIA Policy NF-193 L Endorsement 
27 to MABLU Policy MF-94 

NILSON.R Exxon Nucltar Co , Inc (tubs, of Exxon Corp ) 83/01/13 

SALTZHANrJ Antitrust Sc Economic analysis Branch (Utility Finance) 
3pp. 16374 359 


8301210274 Forwards Endorsement 36 to NELIA Policy NF-193 t. Endorsement 
28 to HAELU Policy MF-94 

NILSON.R Exxon Nuctoar Co , Inc (suts of Exxon Corp. > 83/01/13 

SALTZHANi J Antitrust It Economic analysis Branch (Utility Finance) 
3pp 16072 170 


DOCKET 70-1327 ALUIED-OENERAL NUCLEAR SERVICES, BARNWELL, BC 


8301120151 Ack receipt of B21203 Itr advising that name of partner of 
A 1 1 led-Otnera I Nuclear 6vcsi formerly known as OA Co. changed 
to Valley Pinas Associates <VPA1 Partners of VPA are Oulf 
Oil Corp (. Scallop Nuclear, Inc 

ROUSE. L C Advanced Fuel & Spent Fuel Licensing Branch 82/12/22 
OOSKEV. 0. Vo Ip a. Bos key «< Lyons Ip 1670? 240 24X 

Flche 30-332,82/12/22,0301120191 


—0301180150 Notifies that partnership fprnerly known at OA Co has bean 
changed to Valley Pines Assoc latas 

BaBKEY,D. Vulpe, Boskey b Lyons 02/12/03 EI8ENHUT. D Olvlsion 
of Licensing 3pp 16789.249 24 X Flche 50-332,82/12/22, 

S301180191 


DOCKET 70-1411 ST JOBEPH'B HOSP . MILWAUKEE, HI 


B212IO0S09 Discusses IE insp of Llcensss 40-00337-03.48-00937-04 6 
bnM- 1401 on 821117 b forwards notice of violation 
WIEDEHAN, D. 0. Division of Project << Resident Programs 82/12/06 
MECKLENBURG. O 8t Joseph's Ketp Ml Iwaukee, HI 2pp 16376 076 


— S2121002i0 Notice of violation from insp on 821117 Noncemplianct noted 
failure to adhere to Insp fa ssrvlcing schedule op 
teletherapy equipment 

WIEDEMAN.O G Division of Project b Resident Programs 82/12/02 
Ip 16376:070 


DOCKET 70-1430 MT SINAI HO Bp MEDICAL CENTER, CHIC AGO, IL 


0301200105 Discusses IE insp of License SNM-13B7 conducted on 030113 
No nonconp 1 la nco noted. Major areas Inspected: items of 
noncompliance found during 790131 Insp 

WIEDEHAN. 0 0. Region 3. Office of Dtractor. 83/01/19. RILL.L. 
Mount Sinai Chicago. IL Ip 16962.092 


0301120394 Forwards revlssd pages to 810827 license renewal application 
por recent discussions w/N Ketilach 

FORD.J T Babcock b Uilcox Co 82/18/16 PAOE.R. 0. Uranium Fuel 
Licensing Branch Ip 16781,349. 
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DOCKET 70-1433 WE8TIN0K0USE ELECTRIC CORP . PITTSDUROH, PA 


B3012400&9 Forwards Annual Financial Rept 1981 U corporate info for 
I Icecifes 

NAROltA J Uestinghouse Electric Corp 02/t3/’O9 DAVIS, J 0 
Office of Nuclear Material Safety & Safeguards, Direc tor 6pp 
16887 145 24i( FI the 50-000,82/12/09,83012 40059 


—0301240094 Annual Financial Rept 1981 

KIRBT. R E Ueitlnghouee Electric Corp 82/01/36 Slpp 
16807 151 24X Fiche 50-000,83/12/09,8301240039 


DOCKET 70-1503 HESTINOHOUSE ELECTRIC CORP , PITTSBURGH, PA 


8301340059 Forwards Annual Financial Rept 1901 l< corporate info for 
1 Icenses 

NARDI.AJ Uestlnghouse Elec trie Corp 83/12/09 DAVIS, J 0 
Office of Nuclear Material Safety i. Safeguards, Director 6pp 
16807 145 34X Fiche 50-000,82/12/09.0301240059 


— 8301240094 Annual Financial Rept 1981 

KIRBY, R E Uestlnghouse Electric Corp 82/01/26 Slpp 
16887 151 24X Fiche 50-000,83/12/09,8301240059 


DOCKET 70-1511 LOYOLA UNIV , CHICAOO. IL 


8301110658 Forwards revised pagas to Fundamental Nuclear Matl Control 
Plan Pages uithheld Iref 10CFR2 790) 

NARDt.AV Uestlnghouse Electric Corp 82/12/07 EVANS, LJ Fuel 
Facility Safeguards Licensing Branch Ip 1673B 357 


DOCKET 70-1729 ALLIED-GENERAL NUCLEAR SERVICES. BARNWELL, SC 


B3O1120151 Ack receipt of 831203 Itr advising that name of partner of 
Allied-Oenera 1 Nuclear Sves, formerly known as GA Co, changed 
fro Valley Pines Associafres <VPA) Partners of VPA are Gulf 
□ il Corp t> Scallop Nuclear, Inc 

RQUSE.L C Advanced Fuel L Spent Fuel Licensing Branch 82/12/22 
BOSKEY, B Volpe, Boskey (< Lyons Ip 16789 348 24X 

Fiche 50-333.82/12/23,0301120151 


-8301120150 Notifies that partnership formerly known as GA Co has been 
changed to Valley Pines Associates 

BDSKEV, B Volpe, Boskey ti Lyons 82/12/03 EISENHUT, 0 Division 
of Licensing 3pp 16789 249 24X Flch e 50-332, 82/12/33, 

03O112O1SJ 


DOCKET 70-1810 HE6T1N0H0USE ELECTRIC CQRP , PITTS0UROH, PA 


B30I2400S9 Forwards Annual Financial Rept 1901 1, corporate info for 
1 icenses 

NAROtaA J Uestlnghouse Electric Corp 82/13/0? DAVIE, J 0 
Office of Nuclear Material Safety t. Safeguards, Director 6pp 
16807 145 34X Fiche 50-000,02/12/09,8301240059 


— 8301240094 Annual Financial Rept 1981 

KIRBYiR £ Uaitlnghouse Electric Corp 82/01/26 Slpp 
16887 151 24X Fiche 50-000,82/12/09,8301240059 


DOCKET 70-2449 SACRED HEART H06P , ALLENTOUN, PA 


B301230370 Recommends that License 8NM-1707 be retired, per 821130 
reciuaafr. 

KlNNEMANrvI D Region 1, Office of Director 83/01/17, 

POZZUOLIiO R Sacred Heart Hosp Allentown, PA Ip 16904‘035 


DOCKET 70-2540 AKRON GENERAL MEDICAL CENTER, AKRON, OH 


8301170373 Discusses IE insp of Licenses 6NM- 1733, 39-13746-01 fri 
29-13746-08 on 081108 li forwards notice of violation 
MARTlNrT T Division of Engineering t. Technical Programs 82/18/20 
LOVELLiR Dover General Hasp Dover, NJ 8pp 16813 100 


•0301170370 Notice of violation from Insp on 821108 Noneompl lance noted 
raqvlrcd spot cheek miesurements not performed 
a Division of Engineering 1, Technical Programs 82/18/80 3po 
16013 182 


DOCKET 70-2830 CINCINNATI 0A8 t, ELECTRIC CO , CINCINNATI, OH 


8301210164 Forwards IE Safeguards Insp Rept 70-2838/02-01 on 831313-14 
No noncompliance noted 

MILLER, J R Division of Engineering ii Technical Programs 83/01/iS 
BOROMANN, E A Cincinnati Gas ti Electric Co 2pp 16874 310 


—0301210173 IE Safeguards Insp Rept 70-2030/02-01 on 821213-14 No 
noncompliance noted Major areas Inspected Security Plan, 
security organ! tat ion, access c ontro Is, phy sical barriers & 
response Details withheld (ref 10CFR73 21 ) 

PIRTLE, 0 L J CREED, J R Division of Engineering t. Technical 
Programs 83/01/11 Ip 16074 312 


DOCKET 70-3884 LONG ISLAND LIGHTING CO , HICKSVILLE, NY 


8301030334 Notifies that Rev 1 to “Shoreham Nuclear Power Station 
Physical Security Plan for Protection of 8NM of Low 
Strategic Significance" acceptable License SNM-ie37 amended 
U/o end 

EVANS, L J Fuel Facility Safeguards Licensing Draneh 82/07/23 
8MITH,J L Long Island Lighting Co Ip 16654 100 


DOCKET 70-2936 DETROIT EDISON CO , DETROIT. MI 


0301180000 Forwards description of Security Plan to protect 
unirradiated fuel assemblies Request for license issuance by 
630225 transmitted separately Security Plan withheld 
(ref 10CFR2 790) 

TAUBER, H Detroit Edison Co 88/12/06 EVANS, L J Fuel Facility 
Safeguards Licensing Branch Ip 16769 315 


0301110000 Forwards request for addl info re application to receive, 
possess U store fresh fuel assemblies 

SERINIiB L Uranium Fuel Licensing Branch 82/12/17 TAUBER, H 
Detroit Edison Co 4pp 16776 330 


DOCKET 70-2945 UNION ELECTRIC CO , ST LOUIS, MO 


8301170100 Forwards IE Safeguards Insp Rept 70-2945/03-01 on 021216-17 
h notice of violation Notice of violation withheld 
(ref 10CFR73 31) 

MILLER. J R Division of Engineering t. Technical Programs 03/01/11 
SCHNELLi D p Union Electric Co 3pp 16012 0B8 


“0301170103 IE Safeguards Insp Rept 70-2945/83-01 on 821316-17 
Noncompliance noted failure to change security-related 
locking devices Details withheld (ref 10CFR73 21) 

PIRTLE, 0 L , CREED, J R Division of Engineering S' Technlcel 
Programs 83/01/10 Ip 16812 090 


8301050039 Approves 020209 "Callaway Plant Interim Security Plan for 
Protection of SNM of Low 0trateglc Significance " 

EVANS, L vf Fuel Facility Safeguards Licensing Branch 88/08/11 
SCHNELL.D F Union Electric Co Ip 16601 017 


DOCKET 70-2946 LOUISIANA POUER «i LIGHT CO , NEW ORLEANS, LA 


8301140524 Forwards addl info re safety evaluation for license to store 
fresh fuel as semb lies ft neutron sources per 1 ir request 
MAURIN, L, V Louisiana Power & Light Co 02/12/13 SERINl.D L 
Uranium Fuel Licensing Branch llpp 16017 300 


--8301140S27 Informs that add! info identified in end required to 
complete safety evaluation per review of application for 
storage of fuel assemblies i, neutron sources 

SERINItB L Uranium Fuel Licensing Branch 03/01/13 KAURlNiL V 
Louisiana Power tt Light Co 3pp 16817 211 


DOCKET 70-2949 ARIZONA PUBLIC SERVICE CO , PHOENIX. AZ 


8301140456 Forwards request for amend to application for SNM license 
ra alternates for Operations ti Radiation Protection 
Supervisors U/o end request 

ANDOONINl.O C Arltona Public Service Co 03/12/20 Office of 
Nuclear Material Safety ii Safeguards, Director, 2pp 16018 004 
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DOCKET 70-8950 WASHINGTON PUBLIC POWER SUPPLY SYSTEM. RICHLAND, HA 


S3O1O5OSS0 Support* Rav 3 to fuel itorage phvsical «ocuritg plan 
Reviled plan moots requiroraenta of 10CFR73 i>7<f) for 
protection of SNH of lou strategic s Ignificance, provided 
end addl measures are incorporated W/o one I 

EVANS, L J Fuel Facility Safeguards Licensing Branch S2/OQ/17 
BQUCHEY/O D Washington Public Pouer Supply System ip 16&69 001 


DOCKET 70-3957 FLORIDA POWER b LIGHT CO . MIAMI, FL 


B3010303S8 Advises that 830505 “Physical Security Plan for Protection 
of SNH of Lou Strategic Significance at St Lucie Unit S, “ 
meets requirements of 10CFR73 67(f) i (g) 

EVANS, L J Fuel Facility Safeguards Licensing Branch 83/08/04 
UHRIO, R E Florida Pouer ti Light Co 3pp 16654 196 


8301110068 Application for amend to License 6NM-1902, al louing fuel 
assembly enrichments up to 3 80 u/o U-239 to provide 
statistical differences in enrichment 

UHRIO. R E Florida Pouer t< Light Co 82/13/0? PAGE. R G Uranium 
Fuel Licensing Branch Ip 16776'39S 


8301110057 Advises of issuance of Amend 2 to License 8NM-1902, 
increasing authorlied max fuel assembly enrichment to 
S 80/ 

PAOE, R 0 Uranium Fuel Licensing Branch 02/12/17 UHRIO, R E 
Florida Power & Light Co Ip 16779 137 


— 8301110062 Safety evaluation supporting Amend 2 to License 8MH-1902, 
increasing authorlied max fuel assembly enrichment to 3 SOVi. 
8ERIN1.B L , CROW, W T Uranium Fuel Licensing Branch 82/13/17 
2pp 16779 130 


DOCKET 70-2964 CONSUMERS POWER CO , JACKSON, MI 


030(210284 Requests region concerns position re issuance of matls 
license to store fresh fuel Issuance of license scheduled 
for 830201 

CROW, W T Uranium Fuel Licensing Branch 03/01/14 8HAFEN, H 
Region 3, Office of Director 2pp 16893 099 


DOCKET 70-2965 CONSUMERS POWER CO , JACKSON, MI 


8301310264 Requests region concerns ti position re issuance of matls 
license to store fresh fuel Issuance of license scheduled 
for 830201 

CROW. W T Uranium Fuel Licensing Branch. 83/01/14 SHAFEN. W 
Region 3, Office of Director 2pp 16093 099 


DOCKET 70-2972 COMMONWEALTH EDISON CO , CHICAOO, IL 


0301310186 Advises that info provided in application for BNM license 
to receive, possets ti store unlrradiated fuel assemblies at 
Byron StatloniUnlt l.not sufficient to complete review 
Proposed Rev 1 to Reg Guide 3 IS & addl guidance end 
CROW. W T Uranium Fuel Licensing Branch B3/01/14 TRAMM, T fi 
Commonwealth Edison Co 15pp 16693,064 


DOCKET 70-2973 COMMONWEALTH EDISON CO , CHICAOO. IL 


6301210186 Advises that info provided In application for 8NM license 
to rect ive. possess & store unirradiated fuel assemblies at 
Byron Statlon.Unit l.not sufficient to complete review 
Propoead Rev 1 to Reg Guide 3 15 tt addl guidance end 
CROW. W T Uranium Fuel Licensing Branch 83/01/14 TRAMM. T R 
Commonwealth Edison Co ISpp 16893 ’064 

PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 

DOCKET 71-0394 NUCLEAR SOURCES & SERVICES. INC 


6301100470 Forwards request for addl info re revised QC manual Staffing 
of proposed OA organiiation will not effectively discharge 
retpensib 1 1 1 t let for design. mfg or use of transport 
pactages Specific concerns identified in end 

MACDONALD. C £. Transportation Branch 63/01/06 OALLAOHER. R D 
Nuclear Sources tt Services. Inc 8pp 16712,359 


DOCKET 71-0413 CONSTRUCTION ENGINEER INO CONSULTANTS. INC 


B30i0S0ie9 Forwards OA program approval for Radioactive Matl 
Package 0413, Rev 1 

MACDONALOrC E Trans p or t a t ion Branch 83/12/37 MARTIN.OU 

Construe t ion Eng 1 neer ing Consu 1 tants, Inc ip 16669 344 


— B301050i92 OA program approval for Radioactive Matl Package 0413, 
Rev 1 

MACDONALD. C E Transportation Branch 03/13/27 ip 16669 345 


DOCKET 71-0474 NAVY. DEPT OF 


B3011106B8 Advises that OA program approval for Certificate of 
Compliance 0474 incluiTes encapsulated radioactive matl Amend 
not required for activity described in 621209 1 tr 
MACDONALD, C E Transportation Branch 83/13/23 PERRY. JK 
Navy, Dept of Ip 16756 360 


DOCKET 71-0476 TEXAS, STATE OF 


6301170006 Requests approval of OA Program for industrial radiography 
to transp ort sources in n on-Agr eement States 
BLAKE, C L Hlduest Insp. Services. Inc 02/13/16 GORDON, L 
Transportati on Branch Ip 16819.156 


— B30'tl700'07 QA Program for industrial radiography 

BLAKE, C L Midwest Insp Bervlcet, Ine 82/12/16 5pp 
16019 157. 


DOCKET 71-0490 INSPECTION 8ERVICEB CGRP 


8301050043 Forwards OA program approval for Radioactive Matl 
Package 0490, Rev 0 

MACDDNALBiC E Transportation Branch 02/12/37 DRDTTON. 0 C 
Inspection Services Carp Ip I666I 009 


"BSOlOSOOdS OA program approval for Radioactive Matl Package 0490, 
Rev 0 

MACDDNALOiC E Transportation Branch 83/12/27 tp 16681 010 


DOCKET 71-5026 MODEL CN8 14-190, CHEM-NUCLEAR SYSTEMS, INC 


8301 1 10046 Informs of change in mailing address 

ROUE.B S Hi ttnan Nuclear & Development Carp isubs Hittman Carp ) 
02/12/15 MACDONALD, C E Traneportation Branch Ip 16779 146 


DOCKET 71-5461 MODEL ORNL TRU, ENERGY, DEPT OF 


6301110002 Notification of registration at user of Models ORNL TflU 
Calif ORNL TRU, (n response to 831015 request 

MACDONALD, C E Transportation Branch 02/12/23 LAUDE, L L Bettis 
Atomic Laboratory Ip 16779 399 


DOCKET 71-5492 MODEL RMO-lSl-l, NUCLEAR FUEL SERVICES. INC 


8301130387 Responds to 831029 request for addl infotby forwarding 
revised pages to be Inserted In 820035 consolidated 
application for renewal of Certificate of Compliance 5492 
IDEKER,R L Nuclear Fuel Services, Inc (eube o-f Getty Oil Co ) 
62/12/10 MACDONALD, C E Transportation Branch Ip i67B6 327 


— 0301120391 Amend' to 820025 application for renewal of Certificate of 
Compliance 5492 

• Nuclear Fuel Bervices. Inc (subs of Getty Oil Co ) 02/12/10 

ISpp 16786 320 


6301140443 Forwards Rev 3 to Certificate of Compliance 5493 for 
Model RM9-1S1-I 

HACDONALDiC E, Transportation Branch 63/01/10 IDEKER.R L 
Nuclear Fuel Services, Inc. (subs of Getty Oil Co, 1 Ip 
16810.036 


"6301140445 Certificate of Compliance 5493, Rev 3, for Model RH6-181-I 
MACDONALD, C E Transportation Branch 83/01/10 4pp 16916 027 
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DOCKEf 71-5740 MODEL ORNL TRU CALIF , ENEHOY. DEPT OF 


83011100-02 Noti Hc-itlon of rogistration as user of Models ORNL TRU 
Cellf ORNL TRU> lit response to 6SI015 request 

MACDONALD.C E Transportation Branth 02/12/22 LAUDE, L L Bettis 
Atonic LaboratorV Ip 16779 29? 


DOCKET 71-5796 MODEL 101375. 101361, ADV/?1CED MEDICAL SYSTEMS, INC 


B301070014 Requests addl Info re 021101 application requesting design 
change to Model 1B1375 packaging 

MACOO.NALD. C. E Transportation Branch 82/12/29 IRUlNiK R 
Advanced Medical Systems, Inc Ip 1669S 353 


DOCKET 71-5014 MODEL NRBK-41, -49 t, -43, ENEROY, DEPT OF 


0301140382 Requests registration as user of Model NRBK-41 
HEHRV,L 0 Neu York, 6tate Unlv of. Buffalo 02/12/23 
MACDONALD.C E Transportation Branch Ip 16016 270. 


— 9301140590 QA Program for radioactive shipping cask 

HENRY, L 0 , ORLOSKY.P , OUFF, U P Neia York, State Unlv of. 
Buffalo 02/12/22 2pp 16016 271 


DOCKET 71-5694 MODEL 2 7 NEU FUEL. ENEROY, DEPT OF 


6301120025 Foruards Rev 2 to Certificate of Compliance SB94 for 
Model 2 7 

HACOONALD.C E Transportation Branch B3/0I/06 ENCEL, U P 
Energg. Dept of Ip 16789 237 


— 03O11SOO2B Certificate of Compliance SB94.Rev 2, for Model 2 7 

MACDONALD.C E Transportation Branch 63/01/06 4pp 16709 250 


DOCKET 71-5914 MODEL 57 3X100 CORE. ENEHOY. DEPT OF 


8301120120 Forwards Rev 1 to Certificate of Compliance 3714 for 
Model 57 SilOa 

MACDONALD.C E Transportation Branch 03/01/06 ENOEL. W P 
Energg. Dept of Ip 16769 2 32. 


— 8301120124 Certificate of Compliance 5914, Rev 1, for Hodei 57 SxlOB 
MACDONALD.C E Transportation Branch 03/01/06 4pp 167e9:SS3 


DOCKET 71-5926 MODEL. 6E-10D, GENERAL ELECTRIC CO 


B3011SOSOO Foruards revised certification drawings for Model OE-100, in 
response to S20930 Itr 

CUNNINOHAH.O E General Electric Co 82/12/14 MACDOMALD, C E 
Transportation Branch 7pp 16779 351 


0301110606 Foruards Rev 9 to Certificate of Compliance 5926 for Model 
CE-lOO 

MACDONALD, C E Transportation Branch 82/12/22 CUNHIMOHAM. 0 E 
Otneral Electric Oo 2pp 16757 3SB 


-0301110687 Certificate of Compliance 5926, Rev 9, for Model 0E~ 100 

MACDONALD, C E Transportation Branch 02/12/22 4pp 16737 360 


DOCKET 71-5939 MODEL OE-1500, OENERAL ELECTRIC CO 


630I12050S Foruards revised ccr ti f i catl on drawings for Model OE-ISOO, 
in response to 820930 Itr 

CUNHlNOHAH. 0 E General Electric Co 02/12/14 MACDONALD.C E. 
Transportation Branch 7pp 16779 333 


0301120170 Foruards Rev 9 to Certificate of Compliance 5939 for 
Model OE-tSOO 

MACDONALD, C E Transportation Branch 82/12/22 CUNNINOHAMt O. E. 
Ssntral Electric Co 2pp 16709:242 


— 8301120179 Certificate of Compliance 5939, Rev 9, for Model OE-1500 

MACDONALD, C E Tra-nsportatlon Branch, 82/12/22 4pp 16789 344 


DOCKET 71-8942 MODEL OE-700, OENERAL ELECTRIC CO 


0301110046 Informs of change in mailing address 

RGUE, 0 8 Hi ttman Nuclear ti Development Corp (subs Hittman Carp ) 
02/12/15 MACDONALD.C E Transportation Branch Ip 16779 146 


DOCKET 71-6049 MODEL 426A. 426D, ENEROY. DEPT OF 


0301120035 Foruards Rev 1 to Certificate of Compliance 6049 for 
Models 426 A b 4260 

MACDONALD.C E Transportation Branch 03/01/06 ENOEL, U P 
Energg. Dept of Ip 16789 294 


— 0301120043 Certificate of Compliance 6049, Rev l.for Models 426A ti 426B 
MACDONALD.C E Transportation Branch 83/01/06 4pp 16709 295 


DOCKET 71-6134 MODEL 11 9 NEW FUEL. ENEROY, DEPT OF 


0301120096 Foruards Rev 2 to Certificate of Compliance 6134 for 
Modal 11 9 

MACDONALD.C E Transportation Branch 03/01/06 ENOEL, H P 
Energg, Dept of Ip 16796 042 


— 8301120102 Certificate of Compliance 6134, Rev 2, for Model 11 9 

MACDONALD.C E Transportation Branch 03/01/06 3pp 16796 043 


DOCKET 71-6180 MODEL. 25 SPARE MODULE, ENEROY, DEPT OF 


8301100467 Forwards Rev 2 to Certificate of Compliance 
6100 for Model 25 0 spare module 

MACDONALD.C E Transportation Branch 83/01/06 ENOEL, U P 
Energg, Dept of Ip 16733 346 


— S30110D469 Certificate of Compliance 6180, Rev 2, for Model 23 0 spore 
module 

MACDONALD.C E Transportation Branch 83/01/06 4pp 16733 347 


docket 71-6272 MODEL 6272. U 8 ECOLOOV 


8301100464 Foruards request for addl info re 821005 application 
requesting revised contents for Models 6272 b 6400 
packaglngt 

MACDONALD.C E Transportation Branch 03/01/05 MOSER, R M 
Energg, Dept of 2pp 16719 351 


DOCKET 71-6294 MODEL- UNC-2901, COMBUSTION ENOINEERINO CO , INC 


0301110016 Forward* request for amend to Certificate of Compliance 6294 
as user of Model UNC-2901 Amend doe* not affect structural 
design & package intcgrltg Cnticalitg lafetg evaluation 
drawing b amend fee end 

FORD, J T Babcock b Mlleox Co 02/12/17 MACDONALD.C E 
Transportation Branch 14pp 16779 179 


— 8301110023 Informs of refund due to ovcrpagment of minor amend fee for 
021217 application re Certificate of Compliance 6294, 

JACKSON, 0 License Fee Management Branch 02/12/28, FORD.J T 
Babcock b Ullcox Co. 2pp 16779 195 


DOCKET 71-6400 MODEL 6400, HESTINOHOUSe ELECTRIC CORP 


0301100464 Forwards request for addl info r* 021005 application 
requesting revised contents for Models 6272 b 6400 
packaging* 

HACOONALD.C E Transportation Branch 03/01/05 MOSER, R M 
Energg, Dept, of Rpp. 16719.351 


DOCKET 71-6574 MODEL- HN-200, HITTMAN NUCLEAR b DEVELOPMENT CORP 


0301110046 Informs of change in mailing addrasi 

ROUE, D 3 Hittman Nuclear b Devalopment Corp (subs Hittman Corp,) 
02/12/15 MACDONALD.C E Transportation Branch Ip 16779 146 



DOCKETED ITEMS 
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ODCKET 71-6679 MODEL 6679. U 8 ECOLOOV 


83D1190023 Responds to 821019 Itr ro Model 6679 shipping package 
approval for Hods A utiiiiation Testing of Super Tiger for 
30-ft drop proved metis 6 methods of const adequate 
Supporting documentation end 

WALLER. W K OS Ecologg. Inc (Formorlg Nuclear Engincoringl 
02/12/23 MACDONALD, C E Transportation Oranch 9pp 16948 338 


— 83D1190026 Foreiards analgsis of thermal decag beat limits for Half 
Super Tiger Modes A 6 B, per 720321 telcon 

HANSEN, L J Protective Packaging. Inc 72/03/22 MACCaNALD. C 
Atomic Energg Commission 3pp 16048 347 


— 0301190029 Forwards mod to Half Super Tiger safetg analysis 

HANBEN.L J Protective Packaging, tnc 72/06/15 MACDONALD. C E 
Atomic Energy Commission 3pp 16048 350 


— 8301190060 Forwards PPI foam samples 1. samples pin for puncture 
testing li/o end 

HANBEN.L J Protective Packeging, Inc 72/06/22 MACDONALD, C 
Atomic Energy Commission Ip 16S48 333 


— 0301190064 Forwards detailed drawings of ANL cask & Half Super Tiger 
U/o end 

HANSEN. L J Protective Packaging, tnc 72/06/23 MACDONALD. C 

Atomic Energy Commission ip i604S 354, 


— 0301190065 Forwards revised cask drawings for Half Super Tiger, per 
720B24 telcon 

HANSEN, L J Protective Packaging, tnc 72/08/25 RINALDI. F 
Atomic Energy Commission Ip 16848 385 


DOCKET 71-6771 MODEL SN-l. METROPOLITAN EDIBON CO 


0301170019 Application for rev of Certificate otf Compliance 6771 
clarifying type << form of matl authoriied for shipment 
within Radioactive Package Model SN-1 

KANOAi B K General Public Utilities - CPU Service Corp 82/12/20 
MACDONALD, C Transporta t i on Drancb 3pp 16016 303 


DOCKET 71-9010 MODEL NLI-1/2, NL INDUSTRIES, INC 


0301110046 Informs of change in mailing address. 

ROUCi B 8 HI ttman Nuclear tc Development Corp (subs Hittmsn Carp ) 
82/12/15 MACDONALD.C E Transportation Oranch Ip 16779 146 


8301110070 Requests registration as user of Models TN-0L b NLI 1/2 
STEWART, W L Virginia Electric b Power Co. 82/12/21 
MACDONALD.C E Transportation Dranch 2pp 16776 350 


DOCKET 71-9015 MODEL TN-8, -BL, NO USERS 


B301110D70 Requests registration as user of Models TN-BL b NLI 1/2 
STEWART, W L Virginia Electric b Power Co 62/12/21 
MACDONALD.C E Transpor tation Dranch 2pp 16776- 350 


DOCKET 71-9032 MODEL 650, TECHNICAL OPERATIONB, INC 


93D1110021 Requests registration as user of Models 660 b 650 
FOX.C E International Minerals b Chemical Corp. 02/12/14 
MACDONALD.C E Transportation Branch tp 16779 170 


DOCKET 71-9033 MODEL 660 b 660E. TECHNICAL OPERATIONS. INC 


8301110027 Requests registration as user of Model 660 

SMITH. R Kokomo Tube Co 62/12/24 MACDONALD.C E. Transportatlan 
Branch 4pp 16779 132. 


DOCKET 71-9044 MODEL 0E-I600. GENERAL ELECTRIC CO 


8301110046 Informs of change in mailing address. 

ROUE. B S Hlttman Nuclear b Development Corp (subs Hlttmin Carp ) 
82/12/15 KACDONALD.C.E, Transportation Branch Ip 16779 146 


DOCKET 71-9079 MODEL HM-100. SERIES 2 b 2A, HITTMAN NUCLEAR 


8301110046 Informs of change in mailing address 

ROME. E 8 Hlttman Nuclear b Development Corp (subs Hlttman Carp ) 
82/12/15 MACDONALD. C. E Transportation Dranch ip 16779 146 


8301140566 Requests addl info re S21129 application for renewal of 
Certificate of Compliance 9079 for Model NUPAC 14D-2 0, 
formerly HN-100 Series 2 b 2A Info required within 60 days 
MACDONALD.C E Transportation Branch 03/01/07 SIMCHUK. J D 
Nuclear Packaging. Inc 3pp 16817 149 


DOCKET 71-9080 MODEL 9000. HITTMAN NUCLEAR b DEVELOPMENT CORP 


6301110046 Informs of change in mailing address 

RONE, B 5 Hlttman Nuclear b Development Corp (subs Hittman Corp ) 
82/12/15 MACDONALD.C E Transportation Branch Ip 16779 146 


DOCKET 71-90D1 MODEL CNS-i600, CHEM-NUCLEAR SYSTEMS, INC 


8301110046 Informs of change in mailing address 

ROHE. E 8 Hlttman Nuclear b Development Corp (subs Hittman Corp > 
82/12/15 MACDONALD.C E Transporta tion Branch Ip 16779 146 


B301I30163 Application for rev of Certificate of Compliance 9081 for 
Modal CN8-1-13C shipping package Certificate supersedes 
Certificate of Compliance 9031. Rev 2>dtd 790330 Approval 
constitutes authority to ship radioactive matl per 49CFR173 
MACDONALD.C E Transportation Branch 82/12/29 MARSH. C A 
Chem-Nuclear Systems. Inc 3pp 16809 100 


—8301130165 Certificate of Compliance 9081. Rev 3. for Model CN8-1-13(: 
MACDONALD.C £ Transportation Branch 82/12/29 Spp 16809 103 


DOCKET 71-9036 MODEL HN-100, SERIES I. HITTMAN NUCLEAR b DEV CORP 


B301I10046 Informs of change in mailing address 

ROWE, D 6 Hlttman Nuclear b Developmant Corp (subs Hittmsn Corp > 
82/12/15 MACDONALD, C E Transpor tatinn Drench Ip 16779 146 


B301170S44 Forwards addl info to support application for renewal of 
Certificate of Compliance 9066, in response to NRC 621129 
request W/three overslie proprietary drawings Drawings 
withheld Aperture cards are in Central Files 

MALLORY. C U Hittman Nuclear & Development Corp (subs Hittman 
Corp 1 62/12/30 MACDONALD.C Transportation Branch Qpp 

16818 too 


DOCKET 71-9089 MODEL HN-1003, HITTMAN NUCLEAR b DEVELOP CORP 


8301110046 Informs of change in mailing address 

ROWE. B. 8 Hlttman Nuclear b Development Corp (tubs Hlttman Carp ) 
82/12/13 MACDONALD.C E Transportation Branch Ip 16779 146 


DOCKET 71-9092 MODEL HM-300. HITTMAN NUCLEAR b DEVELOPMENT CORP 


8301110046 Informs of change in mailing address 

ROUE. 0.8 Hlttman Nuclear b Development Corp (subs Hittman Corp ) 
82/12/13 MACDDNALDi C E Transportation Branch Ip 16779 146 


DOCKET 71-9093 MODEL: HM-400. HITTMAN NUCLEAR b DEVELOPMENT CORP 


8301110046 Informs of change In mailing address 

ROUE. B 8 Hittman Nuclear b Development Corp (subs Hittman Corp ) 
82/12/15 MACDONALD.C E Transportation Branch !p 16779,146 


DOCKET 71-9151 MODEL- HM-100, BERIES 3, HITTMAN NUCLEAR b DEV. CORP 


8301110046 Informs of change in mailing address. 

ROWEtO 8. Hittman Nuclear b Development Corp. (subs Hlttman Corp > 
82/12/13 Macdonald. C E Transportation Branch Ip, 1677 9- 146 
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docket 71-9168 MODEL CMS 1-13CI1. CHEM-NUCLEAfi SYSTEMS, INC 


6301130057 FOTUard* A*v 3 to Cortllicato of Comp] i one* 9152 For 
Ko4*l CNS 1-1 aC II 

MACDONALD, C. E Tran«portation Branch. 62/18/83 MARSH, C A 
ChaW'NueltaT Syitani, Inc 3pp 1676? 303 


—6301180062 CartlFicata of Comp 1 la net 9153, Rav S, f or Hoi a I CN3 1-1 3C II 
KACDONALDrC E Tram portatlon Branch 83/18/33 4pp 16789 304 


DOCKET 71-9159 HQOEL MUR AC SERIES A. NUCLEAR PACK INS. INC 


8301130069 ftaituasti addl InFo rt 68062S application reituesting approval 
op Haiti NUPAC Sarlat A packaglnpi Info on atructural, 
containmant, thtrmal, optratlng procaoluTti (< accaptanca taatt 
tc aiatnt program ratuatial uithln 30 dag* 

HACDONALDiC E Tranapartation Branch es/ 13/20 SIHCHUK, J D 
Nuclaar Packaging, Inc 4pp 16789 311 


DOCKET 71-9166 MODEL 064 TYPE B, TECHNICAL OPERATIONS, INC 


B301140SS9 Fortiardf Rtv 1 to SAR Ptqircaitd in NRC 830924 Itr ra 821327 
application for approval of Nodal 864 packagt 

MONRO, d J Ttchnlcal Opfratlonc, Inc 82/1S/88 MACDONALD, C E 
Traniportatlon Branch 27pp 16817* 150 


DOCKET 71-9781 MODEL. M-I60, ENEROV, DEPT OF 


8301120186 Foruardt Rav 8 to Cartlflcata of Compliance 9701 for 
Nodal M-160 

MACDONALD, C E Transportation Branch 82/12/22 ENSEL, U P 
Enargg, Dipt of Ip 16786 357 


— B301120192 Cartlflcata of Compliance 9781, Rav 2, for Model M-160 

MACDONALD. C E Transportation Dranch 62/12/22 4pp 16786 350 


LICENSING OF INDEPENDENT SPENT FUEL STOt^AGE 


DOCKET 72-0003 VIRGINIA ELECTRIC «< POWER CO 


B301110001 Notifies of recant reorganl tatlon of Nuclear Operation Dept 
uithln util All correspondence re drg cask 18F8I license 
applications should be directed to WL Steuiart 
STEWART, U L, Virginia Electric h Pouer Co 62/12/14 
CUNNINOHAM. R E Office of Nuclear Material Safatg S, 

Safeguardf, Director. 2pp 16779 300 24X Flcha 50-280,82/12/14, 

0301110001 


I 
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lOCFR COMHISSIOH HEETINS RECORDS 


0212020392 Staff rsquireinenii memo re B2H1S briefing on action 
concerning steam generator problems No rei^uest made or 
requirements placed on staff 

CHILK.S J Office of the Secretary of the Commission N8211 tBA 
B2/il/24 Office of the Secretary of the Commission tp 
16308 133 


83010S03B6 Unofficial transcript of 821322 public affirmation/ 
discussion tt vote In Uashlngtoni DC re 8ECV-S2-473 k 
8ECV-B2-457 Pp 1-3 

• Commissioners A(.AB-6a7 82/12/22 7p p 16668 336 


8301070997 Transcript of 830109 public meeting in Nash ing tom DC re 
safety goals & staff evaluation plan Pp 1-118 
e Commissioners 83/01/09 128pp 16740’ 184 


8301100318 Transcript of 830104 public meeting in Nash ing ton> DC re 
Regulatory Rtfortn Task Force legislative proposals 
Pp 1-98 

* Commissioners 83/01/04 lOIpp 16796 239 


8301110084 Staff requirsments mamo re 630109 briefing on proposed 
safety goal policy statement k NRC evaluation plan Ofc of 
Policy Evaluation requestad to provide marked-up rev to 
821216 policy statement 6 revised evaluation plan 
CHILKi S J Office Of the Secretary of the Commlssian H83010SA 
83/01/06 ZERBE. J E Office of Policy Evaluations 0IRCK8. N J 
Office of the Executive Director for Operations Ip 16767 361 


8301110102 Staff requirsments memo re 621207 briefing on rev to 
Regulatory Reform Task Force legislative proposals 
contalnsd In 8ECy-82-447A 

CHILKiS J Office of the Secretary of the Commieslon He21207. 
82/12/13 BICKNlTit. Office of the Oeneral Counsel 
TOURTELLOTTEt U Regulatory Reform Task Force. tp 16776 329 


8301120534 Unofficial transcript of Commission 630106 afflrmatlont 
discussion k vote In Nash Ingtom DC re environ quality of 
electrical equipment Supporting documentation end 
« Coirimlssleners 80/01/06 169pp 1679? 016 


8301120976 Unofficial transcript of Commission 830107 public meeting in 
Nash tng ton< DC re discussion of severe accident policy 
statement (SECV-e2-lB) Pp 1-69 
* Commissioners 83/01/07 70pp 16796 149 


8301130199 Unofficial transcript of Commission B30111 meeting In 
Uashlngten< DC re dlscusslon/posslble vote on Human Factors 
Program Plan pp 1-116 Supporting documentation (< vltugrapht 
one 1 

« Commissioners 83/01/11 167pp 16799 1B9 


8301140923 Staff requirements memo re 830104 briefing by Regulatory 
Reform Task Force on legislative proposals 

CHILKt 8 0 Office of the Secretary of the Commlsslo'n H820t04. 
83/01/07 Office of the Secretary of the Commission Ip. 

16817 219. 


8301140577 Transcript of 830110 public meeting in Nash ing ten* DC re 
discussion k possible vote on proposed safety goals (c staff 
evaluation plan.Pp 1-180 

• Commlsslonars 83/01/10 IBSpp. 16816.277. 


8301210270 Unofficial transcript of 830114 hearing re discussion of 
Regulatory Reform Task Force legislative proposals in 
Nashlngton< DC. Pp 1-226 

* Commitsleners. 83/01/14 230pp. 16889 052. 


6301210337 Staff requirements nemo re discussion k vote on Regulatory 
Reform Task Force legislative packags at B3011B public 
meet ing 

CHILKi S U Office Of the Becrctary of the Commission K8301 IBA 
83/01/19 TOURTELLOTTE. J Regulatory Reform Task Force. tp. 

16669 307 


6301240237 Transcript of Commission 630116 public meeting in 
Nashlngtoni DC re implementa tl on of Public Lag 97-415 Pp 1- 
61 Supporting documentation ene 1 
« Commisilonera 83/01 /tB 64pp 16907 089 


6301240256 Transcript of Commission 830116 public meeting In 
Nash Ingtoni DC re discussion vote on Regulatory Task Force 
legislative proposals Pp 1-114 Supporting documentation 
enc I. 

» Commissioners 03/01/18 135pp 16906 230. 


ACRS ADVISORY CQMKITTEE ON REACTOR 8AFEGUARDS 


6301060203 Transcript of ACRB Bubconml t tee on Regulatory Activities 
830104 meeting in Nashingtoni DC Pp 1-195 

« ACRB - Advisory Committee on Reactor Safeguards 63/01/04 
160pp 16670 036 


6301070146 Transcript of ACRB Subcommittee on Generic Items 830105 
meeting In Na shi ng t on ■ DC Pp 1-65 

« ACRS - Advisory Committee on Reactor Safeguards 63/01/05. 67pp 
166S6 310 


8301100076 Transcript of 273rd ACRS general meeting on 630106 In 
Nash Ingtoni DC. Pp i-46 Supporting documentet ion end 

« ACRS - Advisory Committee on Reactor Safeguards 63/01/06 67pp 
16702 300 


0301120046 Transcript of 273pd ACRB general meeting on 030107 In 
Nash Ingtoni DC Pp 47-2BB Supporting documentation end 
* ACRS - Advisory Committee on Reactor Sefeguarde 63/01/07. 
360pp 1676? 031 


6301140585 Requests c airman ts from 273rd ACRB 830106-08 meeting rs 
821216 (( 830107 drafts of proposed Safety Ooal Policy 
Statement ALARA concept should be retained Risks from all 
various initiating mechanisms should be taken into account 
RAYi J J ACRS - Advisory Committee on Reactor Sefeguardt 83/01/10 
PALLADINO.NJ Commissioners 3pp. 16816267 


6301270159 Transcript of ACRS Subcommittee on Class 9 Accidents 630121 
meeting In Na shlng tana DC Pp 1-244 Supporting documentation 
end 

* ACRS - Advisory Committee on Reactor Safeguards 63/01/21 
427pp 16926 001 


0301310079 Transcript of ACRS Sub c omini t tee on DHR 830127 meeting in 
Nash Ingtoni DC Pp-1-29S Supporting documentation end 
» ACRB - Advisory Committee on Reactor Bafaguarde. 63/01/27 
370pp 16966’ 194. 


COMMIBSION NRC COMHIBSIQNERS 


6301100446 Forwards N6RE0-0090i Vo 1 Si Numb ar 2i "Rapt to Congress on 
AOsiApr - June 1982 " W/o enc I 

PALLADINOi N. J Coininlssl oner s 82/12/29 O'NElLLa T P House of 
Rep Ip 16757!091 


6301110666 Responds to 621210 request for vlewi on anrollsd bill 
K. R 6009i “Congras 1 1 ona I Repts Elimination Act of 1902 " 
Presidantlal signature recommended 

PALLADINOi N J Commissioners 82/12/14 FREYiJ. H Office of 
Management U Budget. Ip. 16758 346. 
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— S301 1 1O'&&0 Rvque-sti vieus an enct enrol l«d bill H R 600Si 
“Congressional Repts Elimination Act of 1983> “ uithin 2 
days 

FREY.J H Office of Management *4 Dodget 02/12/10 DICKMIT. L 
Office of the -Oeneral Counsel lOpp 1675B 347 


— 8301190412 Rei^uests responses to listed questions ro apparent improper 
conduct of NRC during Investigation of Hayuard Tyler Pump 
Co Response requested by 820517 

OTTINOERp fl L House of Rep < Energy ti Commerce 02/05/06 
PALLADINOp H J Commissioners 6pp 16866 166 


8301110671 Responds to 821221 request for views on enrolled bill 
H R 52301 “Orphan Drug Act " No objection to obtaining 
Presidential signature 

AHEARHE. J F Commissioners 82/12/23 FREV.JM Office of 
Management tr Budget Ip 16779 219 


■8301110674 Requests vieuis on end 
Act#" within 2 days 
FRCVp J M Office of Managciment 
Office of the General Counsel 


enrolled bill HR 523Bi "Orphan Drug 

U Budget 82/12/21 BICKUIT.L 
19pp 16779 220 


63011I067B Forwards summary actions taken by NRC in response to 
recoo'iendat 1 ons included In repts issued by Comptroller 
Oentrali per Section 236 of Public Law 9l~5IOi "Legislative 
Rcorganl lation Act of 1970 " 

PALUADINOpM J Commissioners 82/12/15 STOCKMAN. D A Office of 
Management U Budget BOMSHER.C Oeneral Accounting Office 
HATFIELDjM 0 Senatei Appropriations 22pp 167SB 324 


8301120026 Responds to Q210D1 questions re use of PRA Responses of 
Comnlss loners Otllnsky & Asseistlne also noted 

AHEARHEjJF Commissioners 82/12/27 UDALL.MK House of Hep , 
Interior b Insular Affairs 4pp 16781 352 


— 8209IS0011 Requests response to questions re discrepant eipert views of 
ability of PRA to provide reliable estimates of risk 
associated w/operatton of nuclear reactors 

UDALL.H K House at Rep , Interior J. Insular Affairs 002769 
B2/lO/0i PALLADINQ.N Commissioners 2pp 16781 356 


8301140457 Responds to 821119 1 tr requesting views on Implementing 
r ecomoiondations In House Rept 97-795. “Research Programs 
Conducted by NRC " 

PALLAOIKO. M J Commissioners 83/01/04 BOUQUARO.K L House of 
Rep r Science U Technology 3Spp 16817 339 


-8301140460 Requests views on implementing recommendations in House 
Rept 97-795 “Research Programs Conducted by NRC " Results of 
NRC resaarch not adequately reflected in NRC rules b 
regulations 

BOUQt/ARD. H L House of Rep i Science t Technology 82/11/19 
PALLADINOrN Commissioners 2pp 16818 002 


— 8205030632 Confirms that any meetings held between representatives of 
organl lations or individuals under Investigation will have 
written summary prepared b placed in files 

OlRCKSiH J Office of the Ekocutive Director for Operations 
82/04/06 DEYOUNO. R C Director's Office. Office of Inspection 
and Enforcement HAYNE8. R C Region 1. Office of Director 
O'REILLY, J P Region 2. Office Of Director 3pp 16066 172 


— 8301190420 Forwards IE investigation/insp rept of Hayward Tyler Pump 
Co. begun by Region 4 in late 1981 Enforcement 
recommendations to be made in nett few wks H/o rept 
DEYOUNO.R C Director's Office. Office of Inspection and 
Enforcement 82/11/16 CUMMINGS. J J Office of inspector b 
Auditor Ip 16866 175 


— 8301190422 Summariies 020720 meeting re JT Boese 820709 Itr requesting 
return of Hayward Tyler Pump Co documents given to NRC 
investigators 

8H0MAKCR.E C NRC - No Detailed Affiliation Oivon 82/07/27 
NRC - No Detailed Affiliation Given 2pp 16S66 176 


— 8301190425 Reviews Region 4 investigatlon/lnsp rept of Hayward Tyler 
Pump Co. per 820325 request Items listed not adequately 
investigate d, thus preventing assessment of criminality 
CUMMINGS. J J Office of Inspector b Auditor 82/06/04 
8NIEZEK. J H Director's Office. Office of Inspection and 
Enforcement 3pp 16866 178 


— 8301190428 Forwards continuation of preliminary draft ropt of insp 
conducted at Hayward Tyler Pomp Co on 820510-20 
PERAHICH. M Division of Reactor Programs <Pre 830103) 

DROMERICK. A Engineering b Technical Support Branch 82/06/03 
Division of Reactor Programs <Pre 830103) 4pp 16066 181 


— 0301190432 Forwards V Oilineky b L Bicfcuit questions re handling of 
Hayward Tyler Pump Co insp/investlgation 

HALLER.N Commissioners 82/05/19 CUMHINOS. J NRC - No 
Detailed Affiliation Oiven ip 16866 185 


— 8301190435 Submits questions re NRC handling of Hayward Tyler Pump Co 
insp/ Invest 1 gat ion 

OILINSKV.V Commissioners 82/05/13 PALIADINO. N J 
Commissioners 3pp 16066 187 


5301140496 Responds to 830104 request for views on Enrolled Bill 
H R 6211. "Surface Transportation Assistance Act of 1982 " 

Na objection to President signing bill 

PALLADINO.N 0 Commissioners 83/01/06 FREY, 0 M Office of 
Management b Budget Ip 16017 264 


— B301140499 Requests views on end Enrolled Bill H R 6211, "Surface 
Trans pur tat ton Assistance Act of 1982 " 

FREY. JM Office of Hanagoment b Budget 83/01/04 DICKHIT.L 
NRC - No Detailed Affiliation Oiven Spp 16817 265 


8301140574 Meekly info ropt for wk ending 830107 

REKMi T. A Office of the Eiecutive Director for Operations 
83/01/13 42pp 16017* 100 


8381140570 Informs that NAS will not issue Risk b Impact Panel Final 
Rept re risk comparison study of electricity generating 
alternatives due to reduction in funding 

DIRCKS.U J Office of the Executive Director for Operations 
83/01/05 AHEARNE, J F Commissioners 3pp 16816 273 


8301140583 Requests copy of IfAS forthcoming risk comparison study of 
electricity generating alternatives per SECY-82-413 Info 
Notification requested if rept not published by end of 19S2 
AHEARNE.J.F Commissioners 82/10/21. DIRCKS, U J Office of the 
Executive Director for Operations Ip 16816 276 


— 8301190443 Discusses followup to Region 4 investigation of allegations 
re Hayward Tyler Pump Co Insp on 820505-07 discussed Next 
Insp scheduled for 020518-20 

PERANICHiM Division of Reactor Programs <Pre 830103) 

DROMERICK. A Engineering b Technical Support Branch 82/05/17. 
Division of Reactor Programs (Pro 8301031 4pp 16866 190 


— 8301190445 Forwards Ofe of Inspector b Auditor 820330 recommendations 
to Commission re handling of Hayward Tyler Pump Co case, for 
reply to Congressional Itr 

CUMI1IN08.J J Office of Inspector S. Auditor 82/09/11 PARLER. U 
Office of the General Counsel Ip 16866 193 


— 6301190448 Summariies 820510 tclcon w/J Cummings re delivery of Hayward 
Tyler Pump Co pumps to MPP83 

PERANICH.H N NRC - No Detailed Affiliation Oiven 82/03/10, 
FQRTUNA.R . DROMERICK. A NRC - No Detailed Affiliation Oiven Ip 
16866 196. 


— 8301190451 Requests Input for response to end narked-up Congressman 
Qttlngor 820506 Itr re Ofc of Inspector b Auditor 
recommendations to Commission in connection w/Hayuard Tyler 
Pump Co case 

PARLER. H Office of the Osnoral Counsel 82/05/10 CDMMIN08.0 J 
Office of Inspector b Auditor 7pp 16866 197 


8301190409 Responds to 821110 request for addl Info re NRC 
investigation of Hayward Tyler Pump Co Relnvestigatlon rapt 
will bo available upon completion of proprietary review 
Responses bo questions b internal memo end 

PALLADINO. N. J Commissioners 83/01/04 MARKEYi E J House of 
Rep , Interior b Insular Affairs Spp 16866 148 


■8301190411 Responds to 620506' quesblons re NRC investigation of Hayward 
Tyler Pump Co 

PALLADINO. N J Commissioners 82/03/28 OTTINGER.R L House of 
Rtp. . Energy b Commerce lOpp 16566 156 


-8301190453 Requests Info re Hayward Tyler Pump Co file for House 
Subcommittee on Energy Conservation b Power 
KAMMEREfl.C Office of Congressional Affairs 62/05/04 
CUMMINGS. J J, Office of Inspector b Auditor ip. 16866,204 


—8301190457 Forwards D Gamble 820420 memo b 820423 responsa re 
disciplinary action for NRC personnel involved In Hayward 
Tylar Pump Co Insp/invastlgation 

CUHMINOS, J J Office of Inspector b Auditor 82/05/04 
PALLADINO, N. . OILINBKY. V. AHEARNE. J Commissioners Ip 
16866, 203 



IMONDOCKETED ITEMS 
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— 0301190459 Discusses innujri< into NRC handling of HagiDard Tg 1 er Pump Co 
ins p/invest i gat ion Facts in cate oiarrant some disctpllnarg 
action touard personnel involved 

GAMBLE, D H , RESNER. t1 E , SINCLAIR, J R Office of Inspector t, 
Auditor DS/04/20 CUMMINGS, J J Office of Inspector 8, Auditor 
lOpp 16B66 S06 


— 0301190463 Responds to 020420 memo re disciplinerg action for personnel 
involved In Haguard Tgler Pump Co case Diselplinarg action 
not uarranted 

CUMMINGS, 0 J. NRC - No Detailed Affiliation Given 02/04/23 
GAMBLE, D . RESNER, M , SINCLAIR, U NRC - No Detailed Affiliation 
Given 2pp 16866 216 


— B30119046S Responds to IE 820402 revieu fc (luestlons re Hayuar d Tgler 
Pomp Co final draft investigation P insp repts, 

COLLINS, J T Region 4, Office of Director 82/04/23 
FORTUNAiR A Enforcement Staff 12pp 16866 210 


— 8301190472 Requests retention of documents re Haguard Tgler Pump Co 
case until after matt revieued in connection u/FOlA 
requests 

FELTON, U t1 Division of Roles and Records 82/04/21 POTAPOVS, U 
Division of Vendor 8« Technical Programs Ip 16866 230 


— 03O119O47S Foriifards RK, Herr response to JT Doese 820414 Itr re Haguard 
Tgler Pump Co case 

COLLINS, 0 T Region 4, Office of Director 82/04/19 

OEYOUNOi R C Director's Office, Office of Inspection and 

Enforcement ip 16866 231 


— 0301190477 Responds to Fr led, Frani, Harr is, Shriver Kampetman 820414 
Itr requesting confirmation of remarks Statements attributed 
to author comments Inaccurate & misleading 

HERR, R K Region 4, Office of Director 82/04/19 C0LLtN9. J T 
Region 4, Office of Director 2pp 16866 232 


--0301190479 Requests confirmation of R Herr statement re participation 
of Haguard Tgler Pump Co emplogces In alleged hiding of 
doc uments 

BOESEiU T Fried, Frank, Harris, Shrlver b Kampelman 82/04/14 
DEYOUNG, R C Director's Office, Office of Inspection and 
Enforcement. 2pp 16866 234 


—0301190489 Responds to Commissioner Oillnskg (, L Dickuit questions re 
NRC handling of Haguard Tgler Pump Co Ini p/lnvestigation 
CUMMlNOSi J J Office of Inspector ti Auditor 82/05/25 
PALLADINO, N -J Commissioners 12pp 16866 262 


—0301190492 Foriuards L Blckult questions re handling of Haguard Tyler 
Pump Co Ins p /Investl gat Ion b release of documents to vendor 
HAULER, N Commissioners 82/05/20 CUMMINGS, J NRC - No 
Detailed Affiliation Qiven 2pp 16866 273 


— 8301190495 Requests add! info re NRC investigation of Haguard Tyler 
Pump Co, including retnvestlgation r ep t, re sponses to 
questions left outstanding from 820406 subcommittee hearing 
b internal tnemoranda concerning case 

MARKEY, E J House of Rep., Interior b Insular Affairs 82/U/lO 
PALLADINO, N J Commissioners 2pp 16866 276 

8212270950 Foruards quick look evaluation to document recurring 
problem re sve water ega Mods planned to prevent further 
Oiccurrences 

ZUHOR, D J Reactor Operations Analysis Branch AE0D/E257 
82/12/02 MICHEL80N, C Director's Office 2pp 16892 240 


8301310383 Foruards response to 820304 Itr to Chairman Palladino 
u/questlons re U mill balling regulations 

DIRGR.8,N J Office of the Eeecutlve Director for Operations 
82/03/26 SYNAR.M House of Rep 7pp 16972.282 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


0212010447 Notification of contract execution, Hod 3 to "Halnt b 
Operation of Local Public Document Rooms iLPORsI " 

Contractor.Or eenfield, HA Community College Library 
LITTLE, M Purchasing Section NRC-10-01-403 82/11/83 

FELTO,N<J M Division of Rules and Records, SOUDER. J NRC - No 
Detailed Affiliation Given Ip 16S01'333 


—8812010450 Mo d 2iaddlng govt-furnished microfiche filing cabinet to 
"Maint b Operation of Local Public Document Rooms (LPDRe) '' 

M Greenfield Community College REBELLOiJ E Division of 
Contracts NRC-lO-ai-403 88/11/83 Ip 16501 334 


8301030266 Notification of grant eiecut ion. Mod 1 to "Variance 
Propagation in Fault Trees " Grantee MIT 

HC0Eftl10TT,D H Research Contracts Branch G-1033 NRC"O-O4-08-OO2 

82/12/22 BATSON, IV Office of Nuclear Regulatory Research, 
Director DRAHE.A W NRC - No Detailed Affiliation Given Ip 
16654 028 


—6301030270 Mod 1, extending grant period to 021130, to “Variance 
Propagation In Fault Trees " 

DRUMMER, G H Ma s sach us e t ts Institute of Technotogg MORTON, K V 

Research Contracts Branch 0-1033 h«C-0-04-B2-002 82/12/22 

Ip 16654 029 


6301030354 No 1 1 t ica 1 1 on of contract execution, Mod 4 to "Statistical 
Revieu of Documents b Statistical Methods In Risk 
Assessment " Contractors SO A Subcontrac tor Automated 
Sciences Group, Inc 

PERLMAN, J Administrative Contracts Branch FIN 8-1321 
NRC-07-79-312 82/12/29 HALLER. N Office of Resource Management. 

Director AQRAHSON.L NRC - No Detailed Affiliation Given Ip 
16654 175 


--6301030357 Hod 4, increasing travel ceiling b cost of Task Order 3 to, 
"Statistical Revieu of Documents b Statistical Methods in, 

Risk Assess men t " 

DENNI8T0N, S F Small Business Administration DRADDOCK.C H 
Sanderson/S teuar t/Oas ton Eng , Inc SMITH, P A Division of 
Contracts FIN 11-1321 NRC-07-79-312 02/12/28 2pp 

16654 176 


0301040013 Notification of contract execution, Mod 2 to "Mobile 
Radiotelephones (16) b Accessories " Contractor Electronic 
Coinmunica tlon s, Inc 

SMITH, P A Division of Contracts NRC-10-7B-605 02/12/23 

FETROHi 0 Division of Facilities b Operations BRILLIANT, J NRC - 
No Detailed Affiliation Given Ip 16655 231 


— 6301040018 Mod 2, deob 1 1 ga 1 1 ng balance remaining under contract, to 
"Mobile Radiotelephones (16) b Accessories " 

MORGAN, R E Electronic Communicat ions, Inc SMITHiP A Division 
of Contracts Nf1C-10-7a-605 82/12/23 Ip 16695 232 


0301040077 Notification of grant exseu t ion, Mod 1 to "Formulation of 
Recommendations on Radiation Protection b Measurement re 
Technology Base Needed to Assets Safety of Nuclear Pouier “ 

Grantee Natl Council on Radiation Protection b Measurement 
MCDERMOTT, D Research Contracts Branch FIN 0-1030 
NRCG-04-ei-029 02/12/21 BATSON, H Office of Nuclear Regulatory 

Research, Director FAULKE,U NRC - No Detailed Affiliation Given 
Ip 16655 318 


— 0301040082 Mod 1 , inc or pora t ing renewal proposal b extending period of 
performance to 830930, t e "Formulation of Recommendations on 
Radiation Protection b Measurement re Technology Base Needed 
to Assess Safety of Nuclear Pouier " 

HAV.W R National Council on Radiation Protection b Measurements 
rtORTON>K V Research Contracts Branch FIN 0-1030 
NRCG-04-ai-029 82/12/21 Ip 16655 319 


8301040085 Not I f i cation of contract e x ecutl on, Med 2 to "Draft 
Performance Elements b Stds for Positions In Ofc of NRR " 
Contractor Luns f ord-McHee Assoc, Int 

SMITH, P A Division of Contracts NRC-lO-ai-441 82/12/23 
SPRINGER, M Office of Administration BLACK, P Division of 
Organ! iation and Personnel Ip 16655 331 


— 8301040087 Hod 2, deob I tga ting funds, to "Draft Performance Elements & 
Btds for Positions in Ofc of NRR " 

STAPLETON, R Lunsf ord-McKee b Associates, Inc SMITH, P A 

Division of Contracts NRC“10-Bi-44t 82/12/23 ip 1665S 332 


8301040127 Notification of contract ex ecublon. Mod 7 to "Ouant i tat Iwe 
C lass 1 f Icat 1 on of Two Phase Flow Regimes Using Global b 
Local Neutronic Pertubatlons II " Contractor Unlv of WA 
JACOBSiA Technical Assistance Contracts Drench FINQ-6324 
NRC-04-7B-24S 02/12/15 BATSON, H Office of Nuclear Regulatory 

Research, Director ZUDER, N NRC - No Detailed Affiliation Given 
Ip 16666 308 


— 8301040150 Mod 7, providing 3-month no-cost extension to 821231, to 
"Ouantitati ve Classif 1 c atiun of Two Phase Flow Regimes 
Using Global b Local Neutronic Perturbations 11 " 

TREIBEL, W C Washington, Univ. of GUSTAVE, R P Division of 
Contracts FIN 0-6324 hRC“04-7B-243 82/12/15 8pp. 

16666 309 


0301040170 Notification of contract execution, Hod 2 to "New Madrid/ 
Midwest Continent Geological b Bel smo loglca 1 Research 
program " Contractor Univ of MI 

aiLVlS,R H. Technical Assistance Contracts Branch FIN 5-0000 
NRC-04-01-195. 82/12/17 DATBON.W Office of Nuclear Regulatory 

Raeeareh, Director. MURPHV,A NRC - No Detailed Affiliation Given 
ip. 166SS 355 
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NONDOCKETED ITEMS 


-~&301040ISO Mod 2< adding Incremental Funds< to "Heui Kadrtd/Hidujest 
Continent Geological (i Seiemologiea 1 Reeearch Program " 

* Michigan. Univ of 0U3TAVE,R P Division of Contracts 
FIN8-aOaO NRC-04~ei“195 82/18/17 Ip 16659 396 


8301060450 Noti f i cat i on of contract execution. Mod 1 to "Monitoring Use 
of E4.uipinent Purchased bg NRC Under Contract 
NRC-04-74-ia7 " Contractor Sard. Inc. 

HCDERMOTT. 0 Research Contracts Branch NRC-O4-a2-0a3 02/12/21. 

BATSON. U Office of Nuclear Regulatory Research. Director 
MUSCARA.J NRC - No Detailed Affiliation Olven Ip 16604 359 


—6301060456 Mod !> deleting (< replacing Reporting Requirements A. fl 8. C of 
Article III. to "Monitoring Use of Equipment Purchased bg 
MRC Under Contract NRC-04-74-107 " 

SAIOH.P A Oard. Inc MORTON. K V Research Contracts Branch 
NRC-04-e2-033 02/12/81 Upf 16684 360 


6301060462 Notification of contract execution. Hod 26 to "Downcomer 
Effects Experimental Program " Contractor CREARE. Ine 
UOLLETT. S Research Contracts Branch FIN A-4070 NRC-04-7S-162 

82/11/17 BATSON. M Office of Nuclear Regulatory Research. 
Director REVES. U NRC - No Detailed Affiliation Given ip 
16604 397 


—8301060466 Mod 26. providing add! funding, to "Oounconer Effects 
Experimental Program " 

HICKIN. R A Creare. Ine OUSTAUE. R p Research Contracts Branch 
FIN A-4070 NRC-04-75-162 82/11/17 ip 16684 350 


830106052? Notification of contract execution. Mod 1 to "Transient 
Prototypical Steam Oenerator <MB-2) Research Testing 
Program " Contractor Uasttnghouse h EpRI 

8AI80EH.L Technical Assistance Contracts Branch FIN B-8292 
NRC-04-e2-020 82/12/21 BATSON. H Office of Nuclear Regulatory 

Research. Director HCPENFELO. K L NRC - No Detailed Affiliation 
Given tp, 16684 344 


— 8301060536 Ltr Contract Mod 1. extending period of performance to 881231 
to complata definitive contract to. "Transient Prototypical 
Steam Oenerator fMa-21 Research Testing Program " 

* Division of Contracts FIN B-8252 NRC-04-a2-020 82/11/32 

FEROUSON.K L Mestinghouse Electric Corp RYTKONEN.B B Electric 
Power Research Institute 2pp 16684 345 


6301070064 Notification of contract execution "Analysis of Hjstorlcal 
Deliveries of Enrichment Sves to Commercial Power Reactors 
in Six Nest European Countries." awarded to Nuclear 
Assurance Corp . 

MCNULTY. A Purchasing Section FIN B-1560 NRC- 1 7-83-396 
83/01/03 OILINSKY.V Commissioners GOLDSMITH, R NRC - No 
Detailed Affiliation Olven Ip 16710 348 


— 830107006B Contract "Analysis of Historical Deliveries of Enrichment 
Sves to Commerical Power Reactors in Six VJest European 
Countries.” auardsd to Nuclear Assurance Corp 

THORUP, C S . WOODHALLi C B Nuclear Assurance Corp REBELLQ, J B 

Division of Contracts FIN B-i360 hRC-1 7-83-396 83/01/03 

4pp 16710,349 


•301070384 Notification of contract exeeutf on. Mod 3 to "Aval lab 11 1 by 
of Medical Treatment to Hinlmlie Early Fatalities Post- 
Severe Reactor Accidents " Contractor , SBA 9obeontractor 
Andrulis Research Corp 

FLEENOR.C Technical Assistance Contracts Branch FIN B'S616 
NRC-03-82-12a 82/11/24 MATTSON, R U. Division of Systems 

Integration (post 811005) CHU.A NRC - No Detailed Affiliation 
Olven Ip 16690-237 


■8301070368 Hod 3. extending period of performance to B20314 l< modifying 
statement of work. to "Availability of Medical Treatment to 
Mlnimiie Early Fatalities Post-Sevtre Reactor Accidente " 

DEWNISTONiS F, Smell Business Administration. ANDRULIS. M W 
Andrulis Research Corp HAOAN, T F Division of Contract* FIN 
B-86I6 NRC-Oa-aS-lSa 82/11/24. 6pp 16690 228 


8301070413 Notification of contract execution. Mod 2 to "Radiological 
Evaluation of Burial Grounds " Contractor Radiation Mot 
Corp 

FL6ENDR.C Technical Assistance Contracts Branch NRc-02-80-034 
82/12/08 DAVIS, iJ. Office of Nuclear Material Bafetu (. 
fiafeguardf, Director, CRON, B NRC - No Detailed Affiliation Given 
Ip. 16705 274 


—8301070419 Hod 2, extending period of performance to 030215 fc revioing 
billing Ins true 1 1 one. to "Radiological Evaluation of Burial 
Grounds " 

» Radiation Management Corp, OUSTAVE, R P Technical Assistance 
Contracts Branch NRC-02-80-034 82/12/08, 2pp 16703 87S. 


B301070431 Notification of contract execution. Mod 20 to “Local ECCS 
Support Studies " Contractor MPR Associates . Inc 

GUSTAVE. R P Technical Assistance Contracts Branch FIN D-5537 
NRC-04-75-183. 02/11/22 BATSON. W Office of Nuclear Regulatory 

Research. Director RHEE. 0 NRC - No Detailed Affiliation Given 
ip 16705 314 


— 8301070437 Mod 20, spec 1 fy Ing task under contract, to "Local ECCS Support 
Studies " 

KANDlL. I H MPR Associates. Inc MORTON, K V Division of 
Contracts FIN 8-5537 NRC-04-79- 183 82/11/22 3pp 

16705 315 


0301070443 Notification of contract executl on , Hod 2 to “Ms h NE 
Seismograph Networks “ Contractor Unlv of KS 

SILVI8, R M Technical Assistance Contracts Branch FIN D-0272 
NRC-04-82-006 02/12/82 FOREHAND, W Office of Nuclear Regulatory 

Research, Director MURPHY, A NRC - No Detailed Affiliation Given 
Ip 16705 312 


— 8301070449 Ltr Contract Mod 2. adding incremental fund# (uni lateral 1, to 
"K8 ii NE 8e ismograph Networks " 

0U8TAVE.fi P Technical Assistance Contracts Branch FIN B-a27a 
NRC-04-a2-006-0 82/12/17 H ALLEN B EC K, C Kansas, Univ of ip 
16705 313 


8301070470 Notification of contract execution , Mod 4 to "Support of 
Continuing Activities of US Natl Committee for Rock 
Mechanics " Contractor U6 Bureau of Mines 

FLEENORiC Technical Assistance Contracts Branch NRC-02-8Q-036 
02/12/15 DAVia.J Office of Nuclear Material Safety tt 
Baf eguards, D1 rec tor SEAMANS, T NRC - No Detailed Affiliation 
Given Ip 16705 348 


—8301070479 Mod 4. extending period of performance to 040930 8. modifying 
Article IV repts. to "Support of Continuing Activities of 
U8 Natl Committee for Rock Mechanics " 

D0Z0I8.C L Interior. Dept of. Bureau of Hines KAGAN, T F 
Technical Assistance Contracts Branch NRC-02-80-03a 82/12/15 

Ip 16705 349 


8301070557 Notification of contract execution "Strategic Analysis of 
Safeguards Sys Feasibility Study." awarded to Maxima Corp 
MCDERMOTT. D Technical Assistance Contracts Branch FIN D~6763 
NRC-04-B3-001 82/12/16 FOREHAND, W Office of Nuclear Regulatory 

Research. Director BRAN8C0ME, J NRC - No Detailed Affiliation 
Given Ip 16695 278 


— 8301070961 Contract “Strategic Analysis of Safeguards Sys reaslbillty 
Study. " awarded to Maxima Corp 

NANEY, A P Maxima Corp MORTON. K V Di vision of Contracts FIN 
0-6763 NRC-04-03-001 82/12/16 llpp 16699 276 


8301100034 Notification of contract execution . Mod 1 to "Prioritiiing 
Selected Group of lesues Using Predetermined Model (t 
Attribute Data," Contractor Decision Science Consort! urn, Inc 
LITTLE. M Purchasing Section FIN D-ai70 NRC-23-B2-S17 83/01/04 

STELLOi V Regional Operations h Generic Requirements COX. T NRC - 
No Detailed Affiliation Olven Ip 16757 017 


— 830110003S Mod I. revising background article fc statement of work, tb 
"Prioritiiing Selected Group of Issues Using Predetermined 
Model h Attribute Data " 

CHINNIS, J 0, Decision Science Consortium. Inc REDELLO, J E 
Division of Contracts FIN 8-8170 NRC-83-02-517 83/01/04 

2pp 16797 018 


0301100342 Notification of contract execution, Mod 6 to "Fission Product 
Transport Analysis " Contractor DMI 

WOLLETT, 8 Technical Assistance Contracts Branch FIN B-6747 
NRC-04-00-177 02/12/29 BATSON. M Office of Nuclear Regulatory 

Research. Director WALKER, T NRC - No Detailed Affiliation Given 
Ip 167S6 397 


—8301100345 Mod 6. supplying incremental funds, to "Fission Product 
Transport Analysts " 

LUTZ. F J Dattelle Memorial Institute. Columbus Laboratories 
OUSTAVE. R P, Technical Assistance Contracts Branch FIN B-6747. 
NRC-04-a0-l 77 02/12/29 Ip 16796, 350 


8301110642 Notification of contract execution. Hod 3 to "Shuttle Bus 
Sve - Mtllste to Nicholson Lane " Contractor Beltway 
Limousine Sve. Inc, 

OILOENHORN. A J Administrative Contracts Branch NRC-lO-81-409 
82/01/10 SPRINGER. M Office of Administration GRANT, U. NRC - No 
Detailed Affiliation Olven ip 16798 39? 


-8301110649 Hod 3. termlna t tng contract, to "Shuttle Bus 0ve - Wiliste 
to Nicholson Lane " 

ROBERTSON. J Beltway Limousine Service. Inc LEBO. C D Division 
of Contracts NRC-10-01-409 02/01/18 2pp 1679B 360 
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93011S0393 No<;ificablon of contract e it e cut ion i Mod 2 to “Seitmol ogrical 
Invos tljation of Earthquakes in Neu Madrid Seismic Zone & 

8 e I srnol og 1C a 1 Investigation of Northeastern Extension of Neut 
Madrid Seismic Zone " Contractor St Louis Univ 
WDLLCrr. S Technical Assistance Contracts Dranch FIM B-8079 
NRC— 04-91-195 03/01/04 DAT80N. H Office of Nuclear ReguJatorg 

Researchi Director MURPHVpA NRC - No Detailed Affiliation Qiven 
ip ti7Bi 350 


— 0301120398 Mod 2< adding incremental funding; to “Sei smolog i cal 
Investigation of Earthquakes In Nbui Madrid Seismic Zone Si 
Sc 1 smo log ic a 1 Investigation of Northeastern Extension of Neui 
Madrid Seismic Zone ” 

a 8t Louis Univ OLfSTAVEiR P Division of Contracts FIN 
B-8079 NRC-04-ei-195 03/01/04 Ip 16781 351 


0301130402 Notification of contract executioni Mod 4 to "Seismic 
Qualification of Nuclear F'lant Mechanical & Electrical 
Equipment ' Contractor SWRI 

WOUUETT. S Administrative Contracts Branch FIN B-70B7 
NRC-04-8I-1B5 03/01/07 FOREHAND. W Office of Nuclear Regulatorg 

Raiaarch. Director CAMPBELL, W E NRC - No Detailed Affiliation 
Oiven Ip 36706 352 


--0301130406 Mod 4, changing name of NRC billing ofe & address for 
submission of Invoices, to "Seismic Qualification of Nuclear 
Plant Meehancial & Eioctneal Equipment " 

• Southuest Research Institute 0U8TAVE, R P Administrat iva 
Contracts Branch FIN B-7087 NRC-04-81 -185 03/01/07 Ip 

16706 353 


0301180414 Notification of contract e lecutlon, Mod 1 to "Seismic itg of 
Pacific Northtuesl INorthern QR> " Contractor Univ of WA 
M0LLETT.8 Technical Assistance Contracts Branch FIND-6614 
NRC-04-81-177 02/12/30 BATSON, N Office of Nuclear Regulatorg 

Research. Dirac tor ZURFLEUH, E NRC - No Detailed Affiliation 
Olven Ip 16706 284 


— 03O1ISO42O Mod 1, adding incremental funding & changing name of project 
officer, to "Seismicity of Pacific Northuiest (Northern OR) '' 

TREIBEL. W G Washington, Univ of CUSTAVE, R P Division of 
Contracts FIN D-6614 NRC-04-a 1-177 92/12/30 Ip 16706 383 


0301130509 Notification of grant execution "Proposal for Scaling of 
Mixing in Thermallg Stratified Flous, " auarded to Purdue 
Univ 

MCDERMOTT, D Research Contracts Branch FIN 0-1047 
MRC-a-04-83-003 33/01/07 BATSON, W Office of Nuclear Regulatory 

Researchi Director ZLIBER, N NRC - No Detailed Affiliation Given 
Ip 16779 330 


— 0301130514 Grant "Proposal for Scaling of Mixing in Thermallv 
Stratified Floiiis," awarded to Purdue Univ 

OREENKORNiR A Purdue Univ MORTON, K V Technical Assistance 
Contracts Branch FIN G— 1047 NRC -0-04- 03-003 03/01/07 8pp 

16779 331 


8301120510 Notification of contract e xecutlon. Mod 2 to "On Call Malnt 
for NRC Computer Peripheral Equipment " Contractor Computer 
8gs Support C orp. 

PERlMAN, J Administrative Contracts Branch FIND-8174 
NRC-33-03-4S1 63/01/07 DABSETT, H 8 Division of Data Automation 

b Management Information JOHNSON, C WIC - No Detailed Affiliation 
Given Ip 16798 280 


— 0301130527 Mod 2, adding addl equipment, to "On Call Malnt for NRC 
Computer Peripheral Equipment " 

ROOT, L E Computer Systems Support Corp SMITH, P, A Division of 
Contracts FIN 0-0174 NRC-33-a3-451. 83/01/07 2pp 

16793 201 


8301130531 Notification of contract execution, Mod 6 to "Technical 
Astlstance on Bite Choree tori la ti on U Monitoring " 

Contractor’ US Army Corps of Engineers 

FLEENOR.C Technical Assistance Contracts Branch FIN B-7324-3. 
NRC-02-BI-056 02/12/30 DAVIS, J Office of Nuclear Material 

Bafaty It Safe guards, Direc ter PENMIFILL, R NRC - No Detailed 
Affiliation Given Ip- 16796 360 


"0301180540 Mod 6, providing addl funding, to "Technical Assistance on 
Site Characterization b Monitoring " 

MARCUSONi W F Army, Dept of, Corps of Engineers HAGAN, T F 
Division of Contracts FIN D-7324-3 NRC-02-81-056 02/13/30 

2pp. 16796 361. 


8301130533 Notification of contract execution, Mod 14 to "Stenographic 
Reporting Svc s •' Contractor Alderson Reporting Co, Inc 
PAGE, M Administrative Contracts Branch FIN D-1311 
NRC-1 7-80-440-0 03/01/07 CHILK, 8 J , SULLIVAN.P Office of the 

Secretary of the Commission MCNAMARA, A Atomic Safety and 

Ltcenelng Board Panel. ip. 16798 278 


— 8301120537 Mod 14, i ncreas ing funding>to "Stenographic Reporting Svcs 
a Alderson Reporting SMITH.P A Division of Contracts FIN 
D-1311 NHC-l7-a0-449-0 83/01/07 Ip 16790 379 


8301 130300 Not 1 f ica 1 1 on of grant ex ecut ion. Mo d 3 to “Experimental Phase 
ef Development of Moninvastve Liquid Level & Density Gauge 
for Muclear Peuer Vessels " Grantee PA State Univ 

MCDERMOTT, 0 H Technical Assistance Contracts Branch FIN 0-1029 
NRC-G-04-01 -03 02/12/27 Office of Nuclear Regulatory Research. 

Director YOUNO, M NRC - No Detailed Affiliation Given Ip 
1600? 166 


--S3011302G2 Mod 3, extending grant period to 830531 & providing addl 
funding, to "Experimental Phase of Development of 
Noninvaslve Liquid Level I. Density Gauge for Nuclear Pouer 
Reactor Vessels " 

BAKERiR H Pennsylvania State Untv MORTCN.K V Technical 
Assistance Contracts Branch FIN G-1029 NRC-G-04-BI-024 

63/12/27 Ip 16909 £67 


8301140230 Notification of contract execution "Trench Cap Hydraulic 
Monitoring by Tracers, " awarded to AZ Board of Regents, Univ 
of AZ 

NOLLETT, S Technical Assistance Contracts Branch FIN B-7363-3 
NRC-02-a3-039 63/12/02 DAVIS, J Office of Nuclear Material 

Safety & Safe guar ds. D1 rec tor DUNKELMAN.M NRC - No Detailed 
Affiliation Given Ip 16818064 


—8301140234 Contract "Trench Cap Hydraulic Monitoring by Tracers," 
awarded bo AZ Doard of Regents, Univ of AZ 

CARR, 6 E Arizona, Univ of MORTON.K V Division of Contracts 
FIN D-7363-3 NHC-02-a3-029 62/12/02 i3pp 16310 065 


8301140469 Notification of grant ex eeution. Mod 2 to "Formation of 
Recommendations on Radiation Protection b Heasurefflent re 
Technology Base Needed to Assess Safety of Nuclear Pouer." 

Grantee NCRPM 

MCDERMOTT, D Technical Assistance Contracts Branch FIN 0-1030 
NRC-0-04-81-029 S3/0f/07 BATSON. W Office of Nuclear ftegulaiory 

Research, Director FOULKE,J NRC — No Detailed Affiliation Olven 
Ip 16809 325 


"8301140475 Mod 2, increasing funds to "Formation of Recommendations on 
Radiation Protection tt Measurement re Technology Base Needed 
to Assess Safety of Nuclear Pouer " 

« National Council on Radiation Protection b Measurements 
MORTON, K V Research Contracts Branch FIN G-1030 
NRC-0-04-61 -029 63/01/07 Ip 16009 326 


0301170011 Notification of contract e x ecu t i on, Mod 1 to "ACRB Study on 
Piping b Combination of Dynamic Loads " Contractor Battelle 
Columbus Labs 

SMITH, P A Division of Contract* FIN B-1557 NRC-H-Bt-426 
63/01/12 FRALEYiR I ACRS - Advisory Committee on Reactor 
Safeguards INGE, E NRC - No Detailed Affiliation Oiven Ip 
16619 154 


— 8301170014 Ho.d 1 . deob 1 iga t ing credit for closeout. to "ACRS Study en 
Piping b Combination of Dynamic Loads " 

LUKZiF J Dattelle Memorial Institute, Columbus Laborabories 
SMITH,? A Division of Contract* FIN 8-1557 NRC-l 1-01-426 
03/01/12 Ip 16619 155 


8301190391 Notification of contract e xecu t ion, Mod 3 to "Consulting Svcs 
in Connection M/Antltrost Hearing* " Contractor CH2H Hill, 

I ne 

SILVIS.R M Technical Assistance Co.ntracts Branch FIN 0-1119 
NRC-Oa -76-267 . 83/01/13 DENTON. H R Office of Nuclear Reactor 

Regulation. Director TOALBTON. A NRC - No Detailed Affiliation 
Given Ip 16949 397 


—0301190392 Mod 3, deob I iga ting funds, to "Consulting Svcs in Connection 
W/Antl trust Hearings " 

MOZERiH M Ch2m Hill. Inc OUSTAVE.R P Division of Contracts 
FIN 0-1119 NRC-03-76-267 83/01/13 Ip 16849 3S0 


0301 190402 Noti # 1 cation of contract execut ion, Mod 2 to “Maint b 
Operation of Local Public Document Room CLPDRs) " 

Contractor State Library of PA 

PERLMANiJ. Administrative Contract* Branch NRC-10-a2-696 
02/11/23 FELTON. J M Division of Role* and Record* SOUDER.J. 
NRC - No Detailed Affiliation Given tp 16849 205 


— 0301190484 Mod 2, including addl piece of govt-furnished property 
(one microfiche filing cabinetl.to “Malnt b Operation of 
Local Public Document Roomi (LPDR*) *' 

e p»nn*y Ivanla. Commonwealth of, SMITH,? A Division of 
Contract* NRC-lG-82-696 82/11/23 Ip 16B49 206 
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BSOtSOOOlS Notification of contract enacutlon “NRC laiuanca* & 
Indaiaai" auardad to Data Conpoaitian Svcii Inc 
COtEtlAM.R Adrainiitrative Contraeta Branch HRC-1 0-92-330 

02/O3/'2O BESAW/M Diviaion of Technical Information b Document 
Control SAVQLAINEN.A NRC - No Detailed Affiliation Given ip 
16602 302 


— 0301200013 Contract “NRC laauancea b Indecear" guarded to Data 
Coinpoaltion Svcei Inc 

*■ Data Compoaition Serviceti Inc MATTrAiN J Diviaion of 
Contracta NRC-10-a2-3aB 02/00/20 37pp 16662 303 


6301200161 Notification of contract execution “Ua-b Studlaa Dunamlc 
Rtcponae of Arototuplcal Piping Sgif" auarded to ANCO 
Englneara. Inc b EPRI 

6AI8DEN>L Technical Aaalatance Contracta Branch FIN B-a707 
NRC-04-a2-029 83/01/05 FOREHAND i U Raaourcae Management Branch 

O'BRIEN. J NRC - No Detailed Affiliation Given Ip 16882 093 


— 8301200107 Contract "Lab Studlea Dynamic Raaponae of Prototypical 
Piping Sya. " auardad to ANCO Engl neera. Inc 6 EFHI 
• Anco Taiting Laboratory' Inc RVTKCNEN. B B Elactric Pouer 
Raatarch tnatltuta MORTON. K V Technical Aaalatance Contracta 
Branch FIN B-a?D7 NRC-04-82-02S 03/01/05 3Spp 16882 094 


6301200 1 93 No t i fi cation of contract executlan. Teak Order 31 “Technical 
Aaaiatanct to Support IE Psraonnel in Invea ti gat iona of 
Incldenta.” auarded to Paramater. Inc 

UDLLETTiS Technical Aaiiitance Contracta Branch FIN B-1303 
NBC-05-02-249 03/01/11 BLAHA, J Director 'a Office. Office of 

Inapection and Enforcement LAUDAH.U NRC - No Detailed Affiliation 
Oiven Ip 16867 356 


-8301200201 Ltr contract Ittuing Taak Order 31 to "Technical Aaaiitance 
to Support IE Paraonnel in Inveitigattona of Incldenta. “ 
auarded to Paraireter. Inc 

0U3TAVE.R P Technical Aaaiatance Contracta Branch FIN B-1302 
NRC-05-02-249 83/01/04 LOFV. R A Parameter. Inc 2pp 

16367 357 


8301200200 Notification of contract e xec utlon. Taak Order 29 "Technical 
Aaalatance to Support IE Peraonnol in Invea tl gat iona of 
Incidental" awarded to Parameter. Inc 

W0LLETT.8 Technical Aaalatance Contracta Branch FIN 0-1302 
NBC'05-B2-249 03/01/11 BLAHA. J Director 'a Office, Office of 

Inapection and Enforcement LAUDAN. M NBC - No Detailed Affiliation 
Oiven Ip 16067:351 


— 8301200214 Ltr contract iaaulng Taak Order 29 to "Technical Aaalatance 
to Support IE Perionnel In Inveatiga tieni of Incidanta. " 
auarded to Parameter. Inc 

CUSTAVE.R P Technical Aaalatance Contracta Branch FIN B-1302 
NRC-OS~82-249 63/01/11 LOFY, R A Parameter. Inc 4pp 

16667 352 


01200218 Notification of contract execution. Taak Order 30 "Technical 
Aiaietanca to Support IE Peraonntl in Invea tlgat Iona of 
Incidental" auarded to Parameter. Inc 

UOLLETT.B Technical Aaaiitance Contracts Branch FIN B-1302 
NRC-05-B2-249 63/01/11 BLAHA. J Director 'a Office, Office of 

Inepection and Enforcement LAUDAN, W NRC - No Detailed Afflliatinn 
Given !p 16867 343 


— 6301200222 Ltr contract Iaaulng Taak Order 30 to "Technical Aaaietance 
to Support NRC IE Paraonnel in Invea tigat lana of Incldenta. " 
awarded to Parama tar. Inc 

OUSTAVE.H P Diviaion of Contracta FIN B-1302 03/01/04 

LOFY'fi A Paremettr. Inc 2pp 16667 346 


8301200297 Notification of contract execution "EEQ Counaelor Training 
Couraei," awarded to USDA 

LITTLEiM Admlntatretive Contracta Branch FIN 0-1325 
NRC-27-e3-447 03/01/10 KERR.HB Office of State Proorama, 

Director. BARBER. H NRC - No Detailed Affiliation Given Ip, 

16662 007 


—6301200307 Ltr Contract NRC-27-S3-447, "EED Counaelor Training 
Ceuraea " USDA will provide all courae matla & aufficient 
number of Instructora to conduct two training courica at 
NRC facility in Bttheada.HD 

REBELLQ. J E Diviaion of Contracta FIN 8-1325 NRC-27-83-447 

63/01/10 KELLY. H B Agricu 1 tore. Dept of, 9 pp 16862 060 


6301210139 Notl fl cet 1 on of contract execution. Hod 19 to "Analyala of 
Hypothetical Areidenta Rcaultlng From Core Analyala " 

Con tractor' 9M1 

UOLLETT.e Technical Aaalatance Contracts Branch FIN A-4067, 
NRC-04-76-293. 03/01/12 FOREHAND, H Office of Nuclear Regulatoru 

Research, Director. CUNNtNOHAM.M NRC - No Detailed Affiliation 
Given ip 16002 350 


— 8301210143 Mod 19, extending period of performance to 630131, to 
“Analyala of Hypothetical Accldenta Reaulting From Core 
Ana 1 y a i a " 

LUKZ.F J Battelle Memorial Inatltute, Columbua Laboratoriea 
GUSTAVE. R P Technical Aaalatance Contracta Branch FIN A-4Q67 
NRC-04-76-293 03/01/12 Ip 16802 351 


83012i02Sl Notification of contract execution. Mod 2 to “Nemaha Ridge 
Belimograph Network " Contractor Unlv of OK 

JACOBS. A Technical Aaaiatance Contracta Branch FIN 8-8136 
NRC-04-82-006 83/01/03 BATSON, W Office Of Nuclear Regulatory 

Reaearchi Director ZURFLUEH. E NRC - No Detailed Affiliation 
Given Ip 1 6S93 095 


— 0301210253 Ltr Contract NRC-04-02-006-01, Mod 2. increaaing funds, to 
"Nemaha Rldga Seismograph Network " 

OUSTAVEiR P Technical Aaalatanca Contracta Branch FIN 0-0136 
NRC-04-82-006 82/12/17 ANTHONY, T C Oklahoma. Univ of Ip 
16893 096 


8301210203 Notification of contract execution "Audioviaual Conaultant 
Svci. " awarded to N Hall 

COLEMAN. R Administrative Contracts Branch NRC-I7-83-390 
83/01/10 CHILK.8 Office of the Secretary of the Commission la 
16873 117 


— 8301210207 Contract "Audiovisual Consultant 8vca. " auarded to N Hall 
HALL, N Hall. N MATTIA.M J Division of Contracts 
NRC-i7-03-390 83/01/10 13pp 16893 110 


8301210286 Notification of contract eiecution. Mod 6 to "NRG Monitor 
for Heiaidamp freaktor Seismic Tests " Contractor ANCO 
Eng tneari, Inc 

HOLLETT. 8 Technical Assistance Contracts Branch FIN 0-6756 
NRC-04~79-S03 83/01/03 FOREHAND, W Office of Nuclear Regulatoru 

Research. Director O'BRIEN. J NRC - No Detailed Affiliation Given 
Ip 16693 113 


— 9301210291 Mod 6, granting no-cost extension to B30930, to "NRC Monitor 
for Hi i ssdampf reaktor Seismic Tests " 

SMITH. C ANCO Engineers. Inc GUSTAVE. R P Technical Assistance 
Contracts Branch FIN 0-6758 NRC-04-79-203 03/01/03 Ip 

16093 114 


B301310292 Notification of contract executl on. Mod 6 to "Sheffield 
Trench Cap Study " Contractor Univ of IL 

FLEENOR.C Technical Assistance Contracta Branch NRC-02-BO-074 
02/12/15 DAVIS, J Office of Nuclear Material Safety t, 
Safeguardi, Di rector STEFKENi D NRC - No Detailed Affiliation 
Given Ip, 16693 131 


— 0301210299 Mod 6. modifying Article III, to "Sheffield Trench Cap Btudu 
* tllinoli, Univ of. Urbana-Champal gn OUaTAVE. R P Diviaion of 
Contracta NRC-02-aO-074 02/12/19 2p p 16893 132 


0301210296 Notification of contract execution , Mod 3 to "Inaervice Inap 
Couriea " Contractor Rockwell Inti Corp 

UOLLETT.B Technical Aaalatanca Contracta Branch FIN B-1274. 
NRC-05-S1-243 03/01/13 COBD.L I Director's Office, Office of 

Inspection and Enforcement FOX. E NRG - No Detailed Affiliation 
Oiven Ip 16093 115 


'8301210300 Mod 3. exercising option for addi course in inservice Insp. 
to "Inservlct Inap Courses " 

JOHNSON, M Rockwell International Corp GUSTAVE, R P Division of 

Contracts FIN B-1274 NRC-O3-01~243 03/01/13 ip 16093 116 


8301210290 Notification of contract axecution , Hod 1 to "Publication 
Distribution 6 Inventory Svcs " Contractor Computer Data 
Sys. Inc 

COLEMAN. R Administrative Contracts Branch NRC-10-03-332 
83/01/07 BESAHi W J Division of Technical Information (i Document 
Control SCOTT, S NRC - No Detailed Affiliation Given Ip 
16093 134 


0301210301 Mpd i. deleting second paragraph of Article II In entirety b 
substituting new info, to "Publication Distribution b 
Inventory Svee " 

# Computer Data Systems, Inc. MATtIA.H J Division of Contracts 
NRC-IO-83-332 83/01/07. 47pp 16093 133 


0301210304 Notification of contract execution. Mod 13 to "Technical 
Assistance to Support IE Personnel in Investigations " 

Contractor Parameter. Inc 

WOLLETT. 8 Technical Assistance Contracts Branch, FIN B-1013 
NRC-09-00-291 03/01/10 BLAHA, J, Director 'a Office, Office of 

Inspection and Enforcement LAUDAN, M, NRC - No Detailed Afflllition 
Given Ip 16893 182 
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-“0301210309 Mod 13i b» tend i ng period at performanee through 830i01pto 
"’Technical Assistance to Support IE Personnel in 
Investigations " 

LOFYj n A Parameteri Inc OUSTAVEi R P Division of Contracts 
FIN B-1013 NnC-OS-aO-2Sl 33/01/10 Ip 1AB93 IB3 


3301S10312 Notification of contract ex ecutioni Mod 27 to "Dounconier 
Effects Experimental Program ” Contractor CREAREi Inc 
UOLLETTiS Technical Assistance Contracts Branch FIN A-4070 
NRC -04-75-163 B3/0I/07 BATSON, H Office of Nuclear Rogulatorg 

Research, Director REYES, J NRC — No Detailed Affiliation Oiven 
tp 18393 241 


— B30I210313 Mod 37, extending period of performance to 831231, to 
"Douncomer Effects Experimental Program " 

HICKIN. R A Croare, Inc OUSTAVE, R P Division of Contracts 
FIN A-4070 NRC-04-75-182 83/01/07 Ip 16993 242 


Q3D1210352 Notification of contract execution, Hod 6 to "Technical 
Assistance Assessment of Repositon; Siting ti Design " 

Contractor US Bureau of Mines 

FLEENOfi, C Technical Assistance Contracts Branch FIN B-6934-3 
NNC-O2-a0-O75 83/01/14 DAVIS, J Office of Nuclear Material 

Safety U Safeguards, Director TJKTINSKY, 0 NRC - No Detailed 
Affiliation Oiven Ip 18885 328 


--0301210324 Mod 8, obligating funds & changing project officer, to 
"Technical Assistance Assessment of Repositorg Siting & 

Design " 

« Inter lor , Dep t of. Bureau of Mines OUSTAVE, R P Division of 
Contracts FIN B-6934-3 NRC-02-80-075 83/01/14 Ip 

18BBS 327 


0301210325 Notification of contract e xecution. Hod 8 to "Core Melt Matl 
Interactions Evaluation " Contractor Applied Sciences 
Assoc lates 

FtEENOR,C Technical Assistance Contracts Branch FIN B-6023 
NRC-03-eO-104 83/01/14 MATTSON, R Division of Bgstems 

Integration (post StlOOS) MEYER, U NRC - No Detailed Affiliation 
Oiven ip 16085 324 


—0301210326 Mod Q, obligating funds, to "Core Melt Matl Interactions 
Evaluation " 

• Applied Science Associates, Inc GUSTAVEiR P Division of 
Contracts FIN D-6B23 NRC-03-80- 104 83/01/14 Ip 16885 325 


0301210327 Notification of contract execution, Mod 10 to "Structural 
Integrltg of Water Reactor Doundarg Components " Contractor 
EN8A. Inc 

BILVIBiR M Technical Assistance Contracts Branch FIN B-81 33 
NRC-04-e2-013 03/01/14 FOREHAND, W Office of Nuclear Regulatory 

Research, Director VA0IN8,M NRC - No Detailed Afflliabion Oiven 
Ip 16809 322 


— 0301210328 Hod 10, providing incremental funding, to "Structural 
Integrity of Water Reactor Boundary Components " 

• ENSA, Inc OUSTAVE, R P Division of Contracts FIN B-B133 
MRC-04-e2-0I3 83/01/14 Ip 18809 323 


6301210329 Notification of contract e xeeut ion. Mod 4 to "QA for 
Oeotechnical QC " Contractor US Armxj Corps of Engineers 
FLEENORfC Technical Assistance Contracts Branch FIN B-7326-3 
NRC-02-82-035 83/01/14 DAVIS, J Office of Nuclear Material 

Safety i Saf ogoat ds. Dir ec tor PENNIFILLiR NRC - No Detailed 
Affiliation Oiven ip 16085 320 


— 8301210330 Mod 4, obligating funds, to "OA for Geotechnical QC " 

* Army, Dep t of, Corps of Engineers OUSTAVE, R P Division of 
Contracts FIN B-7328-3 NRC-02-02-039 83/01/14 Ip 

16005 321 


6301210331 Notification of contract e xeeution, Mod 15 to "Improved 
Ultrasonic NOT of Pressure Vessels," Contractor Univ of MI 
HOUUETT, B Technical Assistance Contracts Branch FIN D-723B. 
NRC-04-75-102 83/01/10 FOREHAND, W Office of Nuclear Regulatory 

Research. Director MUSCARA, J NRC - No Detailed Affiliation Given 
Ip. 18885 317 


— 0301210332 Mod 15, extending period of performance until 830220. to 
'Minprovod Ultrasonic NDT of Pressure Vessels " 

MATTHEWS, C,W Michigan, Univ of OUSTAVE, R.P Technical 
Assistance Contracts Branch, FIN D-7238, NRC-04-75-182 

03/01/10 2pp 18808 310 


0301210333 Notification of contract e xec utlon, Mod 3 to "Technical 
Assistance to Support IE Personnel in Investigations of 
Incidents " Contractor Parameter, Inc 

WOLLETTi 8, Technical Assistance Contracts Branch FIN B-1302 
NRC-03-B2-249 83/01/11 DLAHA, J Program Support Branch 

LAUDAN, W NRC - No Detailed Affiliation Oiven Ip 16009 315 


— 8301210334 Hod 3, providing addl funding, to “Technical Assistance to 
Support IE Personnel in Investigations of Incidents " 

LOFY, R A ParametOTi Inc OUSTAVE, R P Division of Contracts 
FIN B-1302 NRC-05-a2-249 83/01/U Ip 16889316 


6301240191 Notification of contract ex ecuti on, Hod 6 to "Investigation 
of Use of Cyc 1 ici Tors 1 ona 1 Screu Plate Test to Determine In 
Situ Liquefaction Potential of Cohesionless Soil “ 

Contractor Unlv of FL 

8ILV1S,R H Technical Assistance Contracts Branch FIN B-82S4 
NRC-04-77-171 63/01/13 BASTOM. W Office Of Nuclear Regulatory 

Research, Director HARBOUR, J NRC - No Detailed Affiliation Given 
Ip 16B93 3 33 


— 8301240194 Hod 6 to Ltr Contract NnC-04-77-171 , "Investigation of Use 
of Cycl 1 e , T or s 1 ona 1 Screu Plate Test to Determine In Situ 
Liquefaction Potential of Cohesionless Soil " Deobllgates 
funds Executed by K Phillips on 821228 
GUSTAVE, R P Research Contracts Branch FIN a-6294 
NRC-04-77-171 02/11/22 CHITTV. J E Florida, Univ of. 

Gainesville Ip 16093 334 


6301250690 Notification of contract ex ecuti on, Mod 4 to "Conversion. 
Programming, I mp lementa t Ion, Documenta t ion 4, Acceptance 
Processing of IFMIS " Contractor SBA, Subc on trac tor 
Technassocla t es, Inc 

OtLDENHORN, A Administrative Contracts Branch FIN B-B172 
NRC-lO-91-399 83/01/07 BARRY, L Office c)f Resource Management, 

Director HR IGHT, G NRC - No Detailed Affiliation Given ip 
16907 303 


— 83012S069L Mod: 4. funding cost grouith , add ing neux uor k, Increasi ng 
contract amount & extending period of performance, to 
"'Conversion r Programihi ng I ImpI emantat ion, Documentat i on b 
Acceptance Processing of IFHlS " 

HILLiD Snail Business Administration OFFCRDiJ C 
Technassoc i ates, Inc SMITH, P A Division of Contracts FIN 
B-6172 NRC-10-B1-3S9 03/01/07 44pp 16907 304 


6301260029 Natl fication of contract execution "Electrostatic Copy 
Sves, " auarded to Literature Research Corp 

COLEMAN, R Administrative Contracts Branch NRC-17-a2“474 
82/09/17 HOYLE, J Office of the Secretary of the Commission 2pp. 
16916 288 


— 8301260040 Contract "Electrostatic Copy Sves, “ auarded to Literature 
Resaarch Corp 

a Literature Research Corp MATTIArM J Division of Contracts 
NRC-17-B2-4 7 4 82/09/17 97pp 16916 290 


8301260043 Notification of contract e i ecu t ion. Nod 3 to "Convars ion. 
Programming. I mp I ementation, Document at ion U Acceptance 
Processing of IFMia " Contractor SDA, Subeon trac tor 
Technassoc la t es. Inc 

0 ILDENHORN, A J Administrative Contracts Branch FIN B-0172 
NRC-lO-Bl-399 S2/11/05 BARRY, L Office of Resource Manag ament. 
Director HfllOHTiO NRC -No Detailed Affiliation Given Ip 
18953 064 


— 8301260048 Hod 3, adding DOE process i ng requ irement. Increasing funding 
k changing provisional rates, pro j ec t officer 8, billing 
instructions, to "Co over s ion, Programmi ng. Imp lamentation. 
Documentation b Acceptance Processing of IFHI8 “ 

♦ Small Business Administration » Tec hnassoc iates. Inc 
SMITH, P A Division of Contracts FIN 0-0172 NRC-lO-ai-359 
82/11/05 3pp 18953065 


8301260IBO Not! fication of contract execution "Subscriptions to Five 
Publications, " auarded to McOraw-Hi 1 1 , Inc 

HAOEV, H Administrative Contracts Dranch NRC-10~a3-321 82/12/28 

BESAW, W U Division of Technical Information b Document Co'ntrol 
CONVNOHAM.M NRC -No Detailed Affiliation Given Ip 18953' 001 


— 8301280187 Contract: "Sob seriptions to Five Publications,"’ awarded to 
McOraiu-Hi 11, Inc 

MOORE, 8 J HcOrau-Mill Publications Co MATTIA.M J Division of 
Contracts NRC~10-a3-321 82/12/28 ISpp 16953 002 


8301280197 Corrected notification of contract execution. Mod 2 to 
"Nemaha Ridge Seismograph Network " Contrae tor. Univ of OK 
HOLLETT, 8 Technical Assistance Contracts Branch FIN B-at38 
NRC~04-e2-006. 63/01/03. BATBON. W Office of Nuclear Regulatory 

Resaarch, Director ZURFLUEH, E NRC — No Detailed Affiliation 
Oiven Ip 18915 361 


8301280204 Notification of contract execution, Mod 6 to “Fire Protection 
Research Program " Contractor UL 

WOLLETT.S Technical Assistance Contracts Branch FIN 0-8197 
NRO-04-77-122 03/01/12, BATSON, M Office of Nuclear Regulatory 

Rasearch, Director NOTLEY.D NRC - No Detailed Affiliation Oiven 
Ip 16918 349. 
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— 8301260209 Hoi AiprovMing no~co9t ettens»ar«to "Fire Protsctlon 
fiiitarch ProsTam " 

BARTQHi R 0 UndBruri tera Laboratory 0U6TAVE<R P Division o# 
Contracts FIH B-6197 bRC-04-77-»22 83/01/12 2pp 

ld,9l6 3S0 


8301270514 Notification of contract «i acut 1 on> Hod 6 to "Slta 
auitabiliti; Assessments Based on Seepaas fc Orounditfater 
Condition Associated H/U Recovery Operations " Contractor: 
Uilltams-Robinette b Assoc 

FlELDBiJ Technical Assistance Contracts Branch FIN B-7301-3 
NRC-02-01-039 82/12/16 DAVIS. J Office of Nuclear Material 

Safety b Safeguards. Direc tor SARCIA. P NRC - No Detailed 
Affiliation Olvan Ip 16962 119 


— 8301270515 Hod 6. obligating funds, to "Site Suitability Assessments 
Based on Seepage b Orounduater Conditions Associated 
M/V Recovery Operations." 

WILLIAMS. R WllHarts-Robinotta b Associates. Inc OUSTAVE.ff P 
Technical Assistance Contracts Branch FIN B-7301-3 
NRC-02-e!-039 02/12/16 3pp 16962 120 


8301200023 Not 1 fieat ion of contract •> ecuti on. Hod IS to "POR 
Mlcrographie Storage b Retrieval Sys '' Contractor ’ ACCESS 
Corp 

PAOEiM Administrative Contracts Branch FIN 0-8033 
NRC-17-79-449 83/01/17 CHILK. S J Office of the Secretary of the 

Commission SCATTOLIMI.L NRC - No Detailed Affiliation Given Ip 

16970 3S9 


—0301280030 Mod IS. granting emergency relocation b reins tal la t ion of 
high pouer eiiulpment to. "POR Micrographic Storage b 
Retrieval 8ys " 

BAKER. N D Access Corp. SMITH, P A Division of Contracts. FIN 
8-0033 NRC- 17-79-4 49 83/01/17. Ip 16970 360 


83012Q0027 Notification of contract es ecutlon. Mod 3 to ''LEXIS Data 
Base ” Contractor Federal Library Conml ttee . Subcontractor 
Head Data Central 

PAOEiM Administrative Contracts Branch FIN B-166B 
KRC-14-82-446 63/01/18 OORIE, W Office of Administration 

DAVIDiC Office of the Esecutlve Legal Director Ip 16970 361 


— 8301280035 Hod 3> increasing funding ceiling to. "LEXIS Data Base “ 

* Library of Congress * Mead Data Central SMITH. P A 
Division of Contracts FIN D-166S SnC- 1 4-82-446 83/01/18 Ip 

16970 362 


9301280333 Notification of contract esecution. Hod 8 to "Pub 1 IcatloTi 
Distribution Svcs " Contractor Computer Data Bys. Inc 
PAOE.H Administrative Contracts Branch NRC-i0-60~363 63/01/18 

DORIE. W H Management Development & Training Staff. SCOTT. 8 
Document Management Branch Ip (6962 294 


— 6301 2S0360 Hod Q.ettending performance period for 2 uks to. 
"Putllcatlon Distribution Svcs " 

VDHNSON.H Computer Data Systams. Inc SMITH. P A Division of 

Contracts NRC-1 0-80-362 83/01/18 2p p 16962 295 


8301280516 Notification of contract esec-u t ion . Hod 6 to “'Card-Entry 
Access Control Sys " Contractor Racal Vllron 1 cs. Inc 
OILDENHORN, A J Administrative Contracts Branch NRC-10-a2-399. 
83/01/18 SPRINGER, ML Off Ice of Adminis tratlon FINDER. R NRC - 
No Detailed Affiliation Given Ip. 16970 275 


— 8301280518 Hod 6. changing requirements for door strihes b deleting 
prevision re lockout of alarm signal, to "Card-Entry Access 
Control Bys " 

HITCHCOCK. H Racal Vlkonics, Inc HAGAN. T F Division of 
Contracts NRC-10-a2-399 83/01/10 2p p 16970 276 


3301310015 Notification of contract execut 1 on. Med 4 to "Fire Protection 
Program Revlau b Evaluation " Contrac tor* Gaga - Babcock b 
Asfot. Inc 

FIELDB.J Technical Assistance Contracts Branch. NRC-03-B1-103 
83/01/03 VOLLMER.R H Division of Engineering NOLAN, F. NRC - No 
Detailed Affiliation Given Ip 16984:132 


— 6301310016 Hod 4. changing refs to Ofe of Controller to Dfe of Resource 
Hgtito “Fire Protection Program Revlau b Evaluation “ 

COHN. B M Oage-Babcoek Assoc iatas, Inc HASAN. T F Division of 
Contracts NRC-O3-01-1O3 83/01/03 ip 16984 133 


8301310412 Notification of contract asacutlon . Hod iO to "Technical 
Assistance in Support of NRC Reactor Licensing Actions 
Program 2 " Contractor Science App I Ic atlons. Inc 

FLYNN.M J Technical Asalstancf Contracts Branch hlRC-03-82-096. 
83/01/04 EISENHUT. D Division of Lieensing SILVER, H NRC - No 
Detailed Affiliation Olven. Ip 16972 265 


—8301310415 Mod 10. incorporating auard fee earned fat June~Aug 1982 (. 
account for auard fee not earned, to "Technical Assistance in 
Support of NRC Reactor Licensing Actions Program 2 " 

« Science Applications. Inc GUSTAVE. R P Division of Contracts 
NfiC-03-82-096 83/01/04 3pp 16972 266 


FOIA FREEDOM OF INFORMATION ACT REQUESTS AND RELEASES 


8209150060 FOIA request for uinnlng proposal under NRC-25“B2-3ia» 
"Keypunch b Verification Svcs " 

JARRETTrS T Washington Access NRC-25-02-318 82/10/13 

Division of Contracts ip 16758 ESI 


0301050071 Addl response to FOIA request for documents rc IE 
Invee tlgation Rept 50-350/81-13 Forwards documents listed in 
App A Documents b tapes available in POR Revleu of addl 
documents continuing 

FELTOiN.UM Division of Rules and Records 82/11/16 DEVINE.T 
Oovornment Accountability Project 6pp 16720 001 24X 

Fiehe 50-000,82/11/16,8301050071 


— S3010S0218 IE Insp Rept 50-358/77-02 on 770125-28 Noncompliance noted 
design document changes not designated as essential or 
nonessentia 1, subcon trac tor surveillance b repts not 
performed b anchor bolts not purchased from approved vendor 
VANOEL.T E , KELLEY, 0 L , HAYES. D W Region 3, Chicago. Office of 
the Director 77/03/25 30pp 16723 109 24X 

Flche 50-000,82/11/16.0301050071 


— 0301050240 16 Insp Rept 50-358/79-07 on 790123-26 NoncofflpUance noted 
unapproved Instrument Calibr Procedure IC-GGP-PlOl used to 
calibr Instrument IPT-CMOIO b 24 stubs b damaged E701S 
electrodes found on reactor bldg floor 

WESCOTT.H M . BARRETT, P . KNDP. R C Region 3, Chicago. Dffica of 
bhe Director 79/03/01 13pp 16723 140 24X 

Fiche 50-000,02/11/16.8301050071 


— 0301050271 Deficiency rept re silting condition in sve water intale 
structure Initially reported on 790610 Evaluation of cause 
of condition in progress Next rept uilt be submitted within 
30 days Also reported per Part 21 

BOROMANN, e A Cincinnati Oas b Electric Co QA-114e 79/06/20 

KEPPLERiJ 0 Region 3. Chicago, Office of the Director 8pp 
16725 180 24X Fiche 30-000,82/11/16.8301050071 


— 8301050277 Interim deficiency rept re increasing noise b vibration of 
SVC water pumps at tow to medium flows Initially reported 
on 790010 Temporary operating procedural changes 
implemented b three preliminary tests performed 

BOROHANNiE A Cincinnati Gas b Electric Co QA-1196 79/09/06 

KEPPLER. J 0 Raglan 3< Chicago. Office of the Director 8pp 
16725 184 24X Fiche 50-000,82/11/16,8301050071 


—8301050397 Forwards OA Program Insp Rept 99900021/75-01 on 730212-14 b 
notice of deviation 

TILLDV. J K Region 4. Dallas. Vendor Inspection Branch 75/04/09 

aaWES. J E Kellogg Co 2pp 16728 344 


—8301050401 Notice of deviation from Insp on 750212-14. 

* Region 4, Dallas. Vendor Inspection Branch 75/04/09 ip 
16728 346 


—0301050404 OA Program Insp Rept 99900021/75-01 on 750212-14 
Noneomp 1 lance noted Implementing Procedure EG-131 not 
available at pipe cutting station b ref instruments used to 
calibr welding machines not calibr 

OLLER.R.E , MILLIAMS.C C , WHITESELL.DE Region 4, Dallas. Vendor 
Inspection Branch 75/04/09 13pp 16726 347 


— 0301050409 Forwards QA Program Insp Rapt 99900021/76-01 on 760120-22 b 
notice of deviation 

TILUQUi J H Region 4. Dallas. Vendor Inspection Branch 76/02/09 

BOWES. J E Kellogg Co 2pp. 16728 360 


—8301050413 Notice of deviation from insp on 760120-22 

« Region 4, Oallas. Vendor Inspection Branch. 76/02/09 Ip 
16720*362 


—8301050419 QA Program Insp Rept 99900021/76-01 on 760120-22 
Noneompl iance notedirevieu of shop travelers prior to 
release for work could not be verified b revisions of 
drawings not removed from active shop traveler packages 
OLLER.fi E , WESCOTT.H M , VERRIOS, P I Region 4, Dallas, Vendor 
Inspection Branch 76/01/30 22pp 16729’ 001, 


—8301050423 Forwards QA Program Imp Rept 99900021/77-01 on 770388-0401 
Noneomp 1 iance noted 

TILLOU.J H Region 4. Dallas. Vendor Inspection Branch 77/04/18 
BOWES.J.E. Pullman Kellogg 2pp. 16729 023. 
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— 6301050426 QA Program Insp Pept 99900021/77-01 on 77032B-0401 
Noncompliancc notod stocl; matls not proeurod per min 
reiiulrement s of ASHE Code {< cooling rate used for Furnace 
Heat Number 6929 uas above man permissible rate 
SARNE 81 I > HUNNICOTTi D II Region 4i Oallasi Vendor Inspection 
Branch 77/04/18 IBpp 16729 025 


— B3010S0429 Forwards QA Program Insp Rept 99900021/76-02 on 760726-29 i< 
notice of deviation 

TILLOUi J H Region 4i Oallasi Vendor Inspection Branch 76/08/16 
BONES.JE Pullman Kellogg 2pp 16729 037 


--B3010S0431 Notice of deviation from insp on 760726-29 

* Region 4> Datlasi Vendor Inspection Branch 76/0S/I6 3pp 
16729 039 


— 8301050433 QA Program Insp Rept 99900021/76-02 on 760726-29 
Noncomptlance noted grinding wheel used on stainless steel 
weld not identified bg color coding 6 required control of 
submerged arc fluies not maintained 

RODEROS.H N , BARNES. I . HUNNICUTT, D N Region 4. Dallas. Vendor 
Inspection Branch 76/08/16 16pp 16729 042 


— 8301050436 Forwards QA Program Insp Rept 99900021 /7B-0I on 700424-27 t< 
notice of deviation 

HlINNICUTTi D M Region 4. Dallas. Vendor Inspection Branch 
78/05/12 MAC TER. R T Pullman. Inc 2pp 16729 05B 


— 8301050438 Notice of deviation from insp on 7B0424-27 

« Region 4. Dallas. Vendor Inspection Branch 78/05/12 4pp 
16729 060 


—9301080439 QA Program Insp Ropt 99900021/78-01 on 7B0424-27 
Noncompliance noted gas tungsten arc welding not performed 
per requirements of 10CFR30 Criterion tX & certain 
activities not audited within specified fraqueneg 
BARNES. 1 . RODEROS.H U . HUNNICUTT. D N Region 4. Dallas. Vendor 
Inspection Branch 78/05/11 ilpp 16729 064 


— 8301050441 Forwards QA Program Insp Rept 99900021/77-02 on 770830-0902 
Noncompliance noted 

HUNNICUTT. D H Region 4. Dallas. Vendor Inspection Branch 
77/09/15 WALTER. n T Pullman. Inc 2pp 16729 098 


— 8301050443 QA Program Insp Ropt 99900021/77-08 on 770830-0902 
Noncompliance noted heating rate of heat treatment run 
ecceeded max limit ii test coupons for Heat Number 50209 did 
not conform to roquiramants of welding procedures 
DARNE 81 I > HUNNICUTT. D H Region 4. Dallas. Vendor Inspection 
Branch 77/09/14 9pp 16729 100 


— 8301050445 Forwards QA Program Insp Rept 99900021/73-01 on 730116-17 
No noncompliance noted NRC understanding that MM Kellogg 
Spec 8416 will be revised h deleted/revised shop traveler 
operations will be signed bg authorised personnel 
HOWARD. E H Region 1. Philadelphia. Reactor Construction b 
Engineering Support Branch 73/02/02 DETl.J F Public Service 
Electric b Oas Co of New Uerseg 2pp 16729 169 


—0301050447 QA Program Insp Rept 99900021/73-01 on 730116-17 No 
noncompliance noted Major areas inspocted spec b procedure 
for piping fabrication at Salem 2. supplied fag MM Kellogg Co 
OROWN.R L Region I. Philadelphia. Office Of the Director 
HOWARD. E H Region 1. Philadelphia. Reactor Construction b 
Engineering Support Branch 73/02/01 6 pp 16729 171 


— D3010504Q4 Responds to 811009 roqueat re falsification of heat numbers 
for Meld MR K-523 on KE-1 b KE-2 forms No justification 
for allegation Identified 

ACDERTIN.M Kaiser Eng Ineors 81/10/15. FOSTER. J . OWN. P. 

Region 3. Chicago. Office of the Director (81/03/01). ip, 

16739 070 


B30t060031 Forwards proposed task interface agreement re review of 
inservice insps of thickwall large diameter recirculation 
sgs piping In BMR plants for approval Questions or comments 
should be provided bg 821104 

BAER. R C Division of Vendor b Technical Programs 82/10/29 
MARTIN. T T. Division of Engineering b Technical Programs 
OLSHINSKI.J. Division of Engineering & Technical Programs 
NORELIUS. C E Division of Engineering b Technical Programs 3pp 
16684 287 


B3011000SO Responds to FOIA request for 12 categories of documents re 
facilities Rspts re MARCH code mag be purchased from NTI 8 . 

Forwards documents listed in App A Search for Items 3.6.7. 9. 

11 b 12 Identified In request continuing 

FELTON. J M Division of Rules and Records 82/12/07. HIATT. S L 

Ohia Cltixens for Responsible Energy Spp 167S4 003 24X 

Flche. 50-000. 02/12/07. 0301100050 


— 7907050060 Forwards NRR 790309 memo re provotition of offgas explosions 
In BMRs 

JORDAN. E L Division of Reactor Qperations Inapactiona 79/03/21 
BRUNNER. E J Region 1. Philadelphia. Raactor Operations Nuclear 
Support Branch L0N9. F U Region 2. Atlanta. Reactor Operations 
Nuclear Support Branch I-EI 8 HHAN.R F Region 3, Chicago. Reactor 
Operations Nuclear Support Branch Ip 16755 003 


— 7907050064 Discusses acceptance criteria re prevention of offgas 
explosions In BWRs 

GRIKES.B Assistant Director for Engineers b Projects (Pro 
790625) 79/03/09 JORDAN. E L Division of Reactor Operatlone 

Inspections 4pp 16755 004 


"8301100053 Forwards DO Absfcon 790314 Itr transmitting OAO 780804 rept 
on offgas explosions Requests status ropt on closeout insp 
of licensee response to IE Bulletin 76-03 per IE Manual 
Chapter 92703 

WOODRUFF. R. M Dlviilon of Reactor Operations Inspec t ions 
IEa-7B-03 70/08/25 BRUJNER. E J Region 1, Philadelphia. 

Reactor Operations Nuclear Support Branch LONO.F J Region 2. 
Atlanta. Reactor Operations Nuclear Support Branch FIORELLI. D 
Region 3. Chicago. Reactor Operations Nuclear Support Branch 2pp 
16754 218 


— 8301100061 Forwards Commission 781026 Itr to Cangressman Brooke 
describing NRC action on offgas ex p losions. in responie to 
OAO rept 

JCRDAN.E L Office of Inspection b Enforcement. Office of the 
Director 70/11/29 BRUMdER.E J Region 1. Philadelphia. Reactor 
Operations Nuclear Support Branch LONO.F J Region 2. Atlanta. 
Reactor Qperations Nuclear Support Branch FIORELLI.O Region 3. 
Chicago. Reactor Operations Nuclear Support Branch Ip, 

16754 235 


— 830110007? Forwards response to IE Bulletin 78-03. ''Potential Explosive 
Oas Mixture Acc umulat 1 ons Associated W/BMR Offgas Bgs 
□peratlonsr " Including reviews of operating, amergeneg b 
malnt procedures b adequacy of ventilation 

ANDDONINl.O C Boston Edison Co 78-53 70/03/30 DRIER. BH 

Region 1. P h 1 ladelph la. Office of the Director 4pp 167S4 280 
24X Flche SO-000, 82/ 12/07. 830 1 100050 


—0301100080 "Review of Explosions in BMR Qffgas Bye " 

MCDERMOTT. R J Atomic Energy Comnlssinn. Directorate of Regulatory 
Operations 74/04/02 40pp 16754 010 24X 

Flche 50-000.82/12/07,8301100050 


— 8301100087 Discusses doss consequences at fence boundary for explosions 
occurring In BMR offgas tys Qf fslte doses on order of few 
rem cauld occur under poor meteorological conditions as 
result of offgas sys failure 

DENTON. H R Atomic Energy Commission. Directorate of Licensing 
73/08/29 KEPPLER. J. Atomic Energy Commission. Directorate of 
Regulatory Operations 3pp 167S4 050 


—8301100101 Advises that addl time required to adequately evaluate 
offgas sys b proc eduret. 1 n response to IE Bulletin 70-03 
Review of items noted in bulletin will be completed by 
780501 

HAMMDND.E L Iowa Electric Light b Power Co DAEC-7a-t04 
78/03/24 KEPPLER. J 0 Region 3. Chicago. Office of the Director 
ip 16754 306 24X Fi c he. 50-000. 82/12/07. B 301 100050 


— B30110010S Forwards "Review of Explosions In BMR Offgas Sys" b H Denton 
730829 memo Review of six explosions revealed that licensees 
did not have operating procedures available specifying 
action to be taken in event of explosion M/o ends 
DRIER. D H Atomic Energy Commission. Directorate of Regulatory 

Operations 74/04/03 DAVIS. J 0 Atomic Energy ComniBsion. 
Directorate of Regulatory Operations Ip 16754 070 


— 8301 100113 PNO-77-220 on 771213. explo slons occurred in offgas sys b 
stack bldg Site emergency Initiated b local authorities 
notified No airborne problem anticipated Injured individual 
taken to hosp for exam Plant proceeding to cold shutdown 
BlDINOER.O, Office Of Inspection b Enforcement. Office of the 
Director 77/12/13 Spp 16754 073 24X Ficho 50-000.82/12/07. 

8301 lOOOSO 


— 8301100115 Respondl to IE Bulletin 70-03. "Potential Explosive Oas 
Mixture Accumulations Asioclated N/BMR Offgas 8 ys 
□paratlons. '' Qperating Manual.Vol S.Sectian 9 ravised to 
assure proper operation within ays design parameters. 

MADOETT.jp Dairyland Power Cooperative. LAC-3244, 70/03/89 

KEPPLER. J O. Region 3. Chicago. Office of the Director Spp. 
1675430? 24X Flche 50-000.82/12/07.6301100050 


—0301100120 PND-77-i69. on 770925. hydrogen explosion occurred In offgas 
sys. Control led shutdown Inl tiatad. Environ samples taken to 
confirm that radioactivity released to environs is 
Insignificant No personnel overexposure occurred 
BlDINOER.O H. Office of Inspection b Enforcement. Office of the 
DlTeelor 77/09/26 2pp 16754:073 24X Flche' 50-000. 02/12/07, 

8301 lOOOSO 
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— SaOl 100131 RO 77-40/tP on 771 21 3i two detonations occurred in offgas sgs 
stack bassi rosulting in radioactive release & injury to 
one emplogee Cause not stated Bite emergency declared 
Detonations posed no significant environ threat to public. 

FCRLAKD> E J Northeast Nuclear Energy Co (subs of Northeast 
(Jbllltlesl HP-l-ii07 77/12/14 CRIER, 8 H Region 1, 

Philadelphia, Office of the Director 2pp 18754. 0B& S4X 
ft Che 50-000.82/12/07.8301100050 


— 8301100146 Responds to IE Oulletin 70-03, "Potential Eiplosive Qas 
Mixture Accumulations Associated H/nUR Offgas Bys 
Operations," per NRC 760210 I tr Ventilation floui 
sufficient to preclude undetectable explosive mixture 
HANKINS. vlL Philadelphia Electric Co IE8-76-03 78/03/27 

DRIER. 0 H Region 1, Ph i ladelphla. Office of the Director 3pp 
16754 328 24X Fiche 30-000,02/12/07,8301100050 


— 6301100167 Responds to IE Bulletin 78-03, “Potential Explosive Oas 
Mixture Accumulations Associated U/DHR Offgas Sys 
Operations “ Hods converting present loop seals to common 
large diameter reservoir In progress 

UTLEY, E E Carolina Power b Light Co 00-78-868 78/03/29 

O'REILLY, J P Region 2> Atlanta, Office of the Director 3pp 
16754 342 24X Fiche 50-000,82/12/07,8301100050 


—8301100169 IE Insp Rept 50-243/77-33 on 771213-16 U 22-23 No 
noncoeipl iancc noted Hajor areas Inspected 771213 offgas 
explosions, tnc lud'ing probable cause, corrective actions, 
emergency plan Impleaientatl on & radiological assessments 
SHEOLQSKV.J T Region 1, Philadelphia, Reactor Operations Nuclear 
Support Branch 78/01/16 34pp 16754 US 24X 
Fiche 50-000,82/12/07.8301100050 


—8301100175 Forwards LER 77-043/03L-0 Detailed event analysis end. 
FERLANDrE J Northeast Nuclear Energy Co (subs of Northeast 
Otltltiesl MP-1-632 78/01/16 ORIER. B H Region 1, 

Philadelphia, Office of the Director 3pp 16754 149 24X 

Fiche 50-000.82/12/07,8301100050 


— 830I100I79 Responds to IE Bulletin 7B~03. "Potential Eiplosive Oas 
Mixture Accumulations Associated U/BUR Offgas Bye 
Operations, “ per NRC 700210 Itr Jersey Central Power l< Light 
Co 730322 Incomplete response to bulletin end 
MOODY, D E Vermont Yankee Nuclear Power Corp HVY 76-37 
78/04/14 CRIER, B H Region 1, Ph i ladelphla. Office of the 

Director Spp 16754 343 24X FI che 50-000. 82/12/07. 0301 lOOOSO 


— 3301100181 LER 77-043/03L— 0 on 771219, stack gas monitor sample probes I, 
mounting bean discovered damaged Caused by 771213 stack base 
hydrogen detonation Monitor probes (i support beam replaced b 
sys operation restored on 771223 

PRZEK.OP, P J Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 78/01/18 Region 1, Philadelphia, Office of the 
Director Ip. 16734 1S2 24X Fiche' 50-000, 82/12/07, 0301 1 00050 


— 8301100186 Responds to IE Bulletin 78-03. "Potential Explosive Oas 
Mixture Accumulations Associated U/ONR Offgas Sys 
Operations " Malnt procedures will be revised to Include 
appropriate caution statements 

SCHNEIDER, R R Niagara Hohauk Power Corp NMP-0133 7B/03/13 

GRIER, B H Region 1, Philadelphia, Office of the Director Ip 
16734 353 24X Fiche 50-000,82/12/07.8301100050 


'8301100188 Responds to IE Oulletin 76-03. "Potential Explosive Oas 
Mixture Accumulations Associated N/OHR Offgas Bys 
Operations " Procedure for recomblner shutdown revised t, 
rupture discs & loop seals removed 

LEONARD, J D Power Authority of the State of New York JAF 
70-143 70/03/25 OSIER. 0 H Region 1, Phi ladolphia, Office of 

the Director Spp 16754 354 24X Fiche 50-000.82/12/07. 

83011000SO 


-8301100192 Discusses IE rovieei of licensee responses to IE Oulletin 
78-03 List of acceptance criteria for BUR offgas explosion 
prevention b summary of Div of Operating Reactors positions 
on IE suggested consl deratl o-ns end 

CRIMES, e K Assistant Director for Engineers b Projects <Ppb 
790625) lEB-7e-03 79/01/15. JDRDAN.E L Office of Inspection 

t Enforcement, Office of the Director Spp 16754 337 


*8301100197 Forwards Dlv of Operating Reactors proposed action on 
prevention of offgas eiplesions per IE Bulletin 76-03 Review 
of Criterion 2 b other comments requested by 790209 
Background info provided 

JORDAN, E L Office of Inspection b Enforcement, Office of the 
Director 1E8-70-O3 79/01/30 SROnneR. E J Region 1, 

Philadelphia, Reactor Operations Nuclear Support Branch LONO, F J 
Region 2, Atlanta, Reactor Operations Nuclear Support Branch. 
FI(3RELLI,0 Region 3, Chicago, Reactor Operations Nuclear Support 
Branch 2pp 16754 362 


— 8301100206 Agrees u/Dlv of Operating Reactors proposed acceptance 
criteria for BUR offgas explosion prevent ion, in response to 
790130 memo Scope of Criterion 2 should be modified per 
scope of responses to IE Bulletin 78-03 

LEUIS, R C Region 2, Atlanta, Reactor Operations Nuclear Support 
Branch IEn-7B-03 79/02/13 JORDAN.E L Office of Inspection b 

Enforcement, Office of the Director Ip 16755 002 


— 8301100223 Forwards response to 771219 Itr re offgas explosions at 
facilities Augmented offgas sys added to all large OURs 
reducing potential for collection of explosive hydrogen 
mixtures 

VOLOENAU, E Office of Inspection b Enforcement, Office of the 
Director 70/01/18 0 ADLER, 8 Minnesota Pollution Control 

Agency 9pp 16755 025 24X Fiche 50-000.82/12/07.0301100050 


— 8301100227 Requests info re hydrogen explosions at facilities 
0 ADLER, S Minnesota Pollution Control Agency 77/12/19 

ROUOEN. M A Commissioners 2pp 16755 034 a4X 
Fiche 50-000,02/12/07.8301100050 


8301100341 Partial response to F8IA request for documents re Thop- 
Uestdiffs Development. Inc Mar 1958. Aug 1959 b Jan 1960 
applications for licenses Documents not yet located Request 
for import license should be addressed to Dept of Commerce 
FELTON. J M Division of Rules and Records 82/12/16 BARNES.C 
Affiliation Unknown 2pp 16756 345 


8301100343 FOIA request for documents re Thor-Mestc 1 i f f e Development. 
Inc Mar 1958, Aug 1939 b Jan 1960 applications for licenses 
OARNEB. C Affiliation Unknown 82/11/19 FELTON, J Division of 
Rules and Records Ip 16756 347 


8301100346 Addl response to FOIA request for documents re Thor- 
Uestcllffe Development, Inc Mar 1950. Aug 1959 b Jan 1960 
applications for licenses Documents not located 

FELTON, J M Division of Rules and Records 82/12/17 BARNES, C 
Affiliation Unknown Ip 16756 348 


8301100401 FOIA request for NRC FY83 info collection budget package 
OQULD.R A Affiliation Unknown 02/11/26 FELTON, J M Division of 
Rules and Records Ip 16716 332 


8301100406 Responds to FOIA request for NRC FY83 info collection 
budget package Forwards document 

FELTON. J M Division of Rules and Records 82/12/14 OOULD, R A 
Affiliation Unknown Ip 16716 333 


--B301100406 Forwards FY63 Info collection budget package Request 
represents no increase over FY02 budget 

NORRY, P 0 Office of Administration 82/07/27 STOCKMAN, D A 
Office of Management b Budget 4lpp 16716 334 


B301100418 Responds to FOIA request for fourteen categories of 
documents re safety at facilities Forwards documents listed 
in App A NUflEO/CR-2930 b NUREO/CR-2239 available in PDR 
FELTON, J M Division of Rules and Records 82/12/10 SHOTWELLtO A 
Hassachueett s. Commonwealth of. 2pp I67SS 053 


■8301100432 Responds to 820717 request for Info re use of potassium 
lodate for thyroid blocking agent FDA approval of potassium 
lodate too costly b time consuming U/o stated end 
TANO.R C, ACRS - Advisory Committee on Reactor Safeguards 
02/07/30. MURRI.E L NU8 Corp 2pp 16756 199 


-8301100436 Submits list of questions re NRC draft action plan for 
Implementing Commission proposed safety goals Response 
requested prior to ACRS 820908 meeting 

FRALEY, R. F ACRS — Advisory Committee on Reactor Safeguards 
82/08/27 DIRCKBi W J Office of the Executive Director for 
Operations 7pp 16736 201 


8301110087 Responds to request for addl info supporting application 
for renewal of License SMB— 179 Temporary job sites, radiation 
survey program, in -p lant air quantity, environ control of 
effluents b airborne releases discussed 

OILMAN, A R Nuclear Metals, tnc 20002 82/09/30. NANO, J. C 

Licensing Management Branch 33pp 16766 176 


— 8301110141 "Rept of In Vivo Counting," peformed on 020719-23, 
6CHAAF, K K , HELOESON, 0 L Helgeson Nuclear Services, Inc, 
82/09/02 21 pp 16766 240 


8301110018 FOIA request for matl re elevated radiation levels in Log 
Angalei In 1958 as result of atomic bomb testing In State of 
NV 

CHHYSTIE.R J Los Angeles, CA 02/12/06 Office of 
Administration Ip 16767 356 
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SaOillOOSS Rttponds to FOIA rtifUKt for matlf rt tlfvatBd radiation 
lavalt In Lot Angalti In 1958 No rtcerd* loeattd DOE may 
liav* raltvant record* 

FELTON. J M Dlviiian of Rult* and Records 02/I2/S1 CHRYSTIE. R J 
Los Angela*. CA Ip 16767 357 


8301110034 Addl reeponee to FOIA request for document* re Spencer 
Chemical Co Feruiardt document* lilted in App A 

FELTON. J M Division of Rule* and Records SZ/'IS/IO QARNE 8 . C 
Affiliation Unknoun Spp ldi7S7 212 


—9301110037 "Spencer Chemical Co Procti* Development Dept Temporary 
Operating Instruction* U Pilot Plant 1 " Insp rept 
continuation sheet* dtd &10S02*-05 end 

STEVENSON. L 0 • GREENLEE. N A . NARHOFER.E 0 Spencer Chemical Co 
02/12/10 93pp 16797 2tS 


9301110041 Responds to FOIA request for winning proposal under 
NRC-89-e2-318. "Keypunch & Verification Sve* " Forward* 
nonproprletarg technical proposal. per 921020 telcon Document 
available in PDR 

FELTON. J M Division of Rules and Records NRC-29-02'318 
92/12/14 JARRETT. S T Nathington Aceese Ip 167SB 282 


—9301110044 Nonproprietary "Keypunch ti Verification Svci. " technical 
proposal Info partially deleted, 

a Information System* t. Network Corp NRC-25-02-31B 
R8-HPA-82-3ia 02/06/22 41pp 16730' 283 


8301110052 aubmlts preliminary Impact assessment of second round 
questionnaire on results of SEP analysis Results confirmed 
Increased seismicity in central U 6 Rept on individual expert 
responses will be submitted by 810113 

HORtOAT. C P TERA Corp 81/01/02 BERNREVTER. D L Lawrence 
Livermore Laboratory 5pp 16777 010. 


— B3011100SS Forwards listing of observed intensities at northeastern UB 
localities for 401220 6 24 earthquakes In Osslppee.NH. 

Including results of regression anelyies TERA Corp 
correspondence end 

KLIMKIENICZ.O Neston Geophysical Corp BO/OS/09 LEVIN. H NRC 
- No Detailed Affiliation Given 21pp 16777.019 


—8301110050 "Review of LLL Draft Seismic Hazard Analysl* " 

SLVME. J A John A Dlume L Associates. Engineers (tubs URS 
Corp 1 79/10/31 7pp 16777 049 


— 9301110061 Forwards Heston Geophysical Carp 791126 comments ti CA 
Cornell 791120 comments on methodology V findings of 
LLL/TERA rept re seismic hazard analysis Present approach ta 
developing slte-speelflc seismic spectra should be retained 
aCHAFFSTALL. R KMC. Inc 79/11/29 EISENHVT.D.O Division of 
Operating Reactors 12pp 16777 092 


—9301110066 Comments on TERA Corp draft "Seisnilc Hazard Analysis 
Methodology for Eastern UB. " Vot I. Sections 4 1.4 2 4. 4 3 
KM Newmark 800930 seismic hazard evaluation for SEP plants 
end 

AQRAMSONiL Applied Statistics Branch 79/12/18. REITER. L 
Geosciences Branch ISpp. 16777 064 


8301110242 Appeals denial of FOIA request for proposed rev to 
regulatory requirements concerning loose parts 
monitor Ing 

COTTIKOHAH.A H Oebevoi se It Liberman. 02/11/16 OIRCKS. H J 
Office of the Executive Director for Operations 2pp 16757 310 


8301110240 Responds to appeal re denial of FOIA requeet for rev bo 
regulatory requirements concerning loose parts monitoring. 

Forwards Document 1 6 portions of Document 2 Remaining 
documents withheld (ref FOIA Exemption 5), 

DIRCK 8 .U J Office of the Executive Director for Operation* 
82/12/20 GOTTINOHAM. A H Debsvelse (. Liberman 2pp 16797.319 


—8209270904 Forwards "Justification of Ltr to Licenses* for Evaluation t< 
Implementation of Loose Parts Monitoring Programs in 
Accordance H/Reg Guide 1. 133. " dtd Apr 1982 (i prepared for 
briefing GROR 

RUBENBTEIN. L. 8 Aeslstant Director for Cere k Plant Systems. 

82/09/06 KANAUER 18 H Division of Safety Technology 3pp. 

16797 317. 


—8301110270 Informs that Core Performence Branch. Div of Sys Integration) 
assigned lead responsibility for preparing briefing packege 
re loose parts dstectlon program Package will be forwarded 
to CROR by 820331 

DENTONiH R Office of Nuclear Reactor Regulation) Director 
02/03/03 8TELL0) V Regional Operatlone 1* Generic Requiremants 
Ip 16797 319. 


—0205270584 Forwards ''Justification at Ltr to Licensees for Evaluation It 
Implementation of Loose Parts Monitoring Programs in 
Accordancs H/Reg Guide 1 133. " dtd Apr 1903 & prepared for 
briefing CRGR 

RVfiENSTElN.L S Assistant Director for Core 6 Plant Systems 
82/09/06 HANAUERi 8 H Division of Safety Technology 2pp 
16757 317 


— 0301110270' Informs that Core Performance Branch. Div of Sys Integration, 
assigned lead responsibility for preparing briefing package 
re loose parts detection program Package will be forwarded 
to CROR by 820331 

DENTCN.K R (3ffice of Nuclear Reactor Regulation. Director 
82/03/03 6TELL0.V Regional Operations 6 Generic Requirements 
ip 16757 319 


830(110402 Responds to FOIA request for correspondence) repts. user 
manua 1 s. mee t i ng minutes it evaluations re RAMONA-1 1 1/3D 
computer codes Forwards app listing applicable documents 
for FraO'FYa 2 

FELTON. J H Division of Rules and Records 82/12/17 CONNOR.L 
Doc-Search Assaciatei Spp 16797 349 


8301110629 Responds to FOIA request for matl re steam quenching 
instability In QHRs from 1974 to present NURE0-04a7. 

NVREO-0661 it NURE0-0S08 c an b e purchased directly from GPO 
List of related NUREOs end 

FELTON. J M Division of Rules and Record* 02/12/20 HAFNER. B 
Affiliation Unknown 3pp 16797 346 


830111‘0632 FOIA request for matl re steam quenching instability in 
BHRs from 1974 to present 

HAFNER. a Affiliation Unknown 82/12/09 Office of 
Admlni f tration Ip 16757:348 


8301130024 FOIA request for documents re Bagstate Medical Ctr 

ROSENOAVM.P J Affiliation Unknown 82/11/10 NRC -No Detailed 
Affiliation Given ip 16779 302 


8301120031 Responds to FOIA request for documents re Baystete Medical 
Ctr Forwards documents listed in App A 
FELTON. J H Division of Rules and Records 02/12/16 
ROSENBAUM.P J Affiliation Unknown 2pp 16779 303 


—7902270198 In accordancs U/7B0B01 k 790108 I trsi Ha 1 1/By produc t License 
20-01412-03 for Daystate Medical Ctr is amended to 
Include RA Grugarv.HC Park.RA Btelni AJ Stark & DB Ross 
VACCA.P C Rad 1 0 isoto'pes Licensing Branch (Pre 790901) 79/02/01. 

ip 16779 329 


— 7907 230438 Ma t l/Dy produc t License 20-01412-03 for Baystatc Medical Ctr 
is amended in its entirety per 790329 application Amend 13 
authorize* use of Co-60 teletherapy sealed source* In unit 
for treatment of human* 

VACCA.P C Licenilng Managsment Branch 79/06/13 Spp 
16779 305 


— 0001250194 Ma t l/Byproduc t License 20-01412-03 for Daystate Medical Ctr 
is amended per 790718 ltr Amend t4 adds condition* for u*e 
of I Icint *d mat 1 

VACCA.P C Licensing Management Branch. 00606 79/12/27 Ip 

16779 311 


— 0010160315 Ma t l/Byproduc t Licanse 20-01412-05 for Baystate Medical Ctr. 
Spring! 1 eld I HA) i * amended in Its entirety per application 
Amend 12 authorizes use of Groups 1-VI for dlegnostic or 
therapsutlc procedures 

LAMASTRA.M A Licensing Managsment Branch 80/09/32. Spp 
16779,312 


— 8301120037 Amend 15 to Ma t 1 /Byproduct License 20-01412-03 authorizing 
radiation manltorlng device in teletherapy room & daily 
operational teeting of device) per 620415 ltr. 

VACCA.P C Licensing Management Drench. 82/07/29. Ip 
16779-310 


—0301120052 Forwards Amend S to Ma tl/Dyproduc t License 20-01412-06 
Submittal of radiation survey rept required when teletherapy 
source repl seed. Rept should comply w/NURE0-0339r App A, 

H/o end 

8 T MARY. F A Licensing Managsment Branch 08744 81/li/tB 
OIFFORDiH C. Bayetate Medical Center 8 pr Ingf itld. HA 8 pp 
16779' 320 


— 0301120059 Amend 1 to Matl /Byproduct License 20-01412-06. revi sing 
Subitem 8 , A to 7.000 Cl or two sources of 3.500 Ct.per 
761330 ltr 

VACCAtP. C, Rad 1 olsetopes Lictneing Branch IPrt 790501] 77/03/22, 

tp. 16779 322 
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— 0301180046 Amend 2 to Ma t l/Byprodut t License 20-01412-06 authariiing 
uae of licensed matl in Items 6i 7 i S per 700108 application 
& 750623; 740214. 740718. 761230 i 770607 Itrs 

WACCA. P C Badloiaotop es Licensing Branch (Pre 7905011 77/07/19 

Ip 16779 323 


— 0301120070 Amend 3 to Mat 1/Byprodiic t License 20-01412-06. auth or 1 1 ing 
use of licensed matl under RA Orugan.C Part.RA Stein or 
U£ Steuens supervision, per 7707H Itr 

VACCA. P C Radioisotopes Licensing Branch (Pre 790501) 77/08/04 

Ip 16779.324 


— 0301120079 Amend 5 to Mat 1/Qyprodue t License 20-01412-06. author i i ing 
use of radiation monitoring device in teletherepy room 1< 
dally operational testing of devlce.per 610803 Itr 
ST (1ARV.F A Licensing Management Branch 61/11/18 ip 
16779 326 


— 8301180085 Amend 6 to Mat 1/Dyprodoc t License 20-01412-06. auth or 1 1 ing 
callbr of dosimetry sys by MBS. per 02041 3 Itr 
VACCA. P C Licensing Management Branch 88/07/29 Ip 
16779 327 


8301130169 Responds to FOIA request that SECV-82-326 t< SECY-02-313 
be placed In PDR SECY-88-313 available in PDR Review of 
SECY-0a-326 lei progress 

FELTOM. J M Division of Rules and Records 82/12/21 DOVE. K L 
Affiliation Ontnoun Ip 16809 271 


B301I30171 FDIA request that SECV-B2-386 t SECY-B2-313 be placed in 
PDR 

DOVE.K Aff I J lation Unknown 02/11/30 FELTON. J. Division of 
Rules and Records Ip 16809 273 


8301140016 FOIA request for SECY-02-1HA 8. aECY-e2-l 1 IB 

QRABER. L Af f i 1 la t ion Un knoun 02/10/12 Division of Rules and 

Records Ip 16018 090 


8301140019 Responds to FOIA request for SECY-62-1 HA t. SECY-82- 11 IB 
Forwards S£CY~02-H1A Documents also available In PDR 
SECY-62-111B (Withheld (ref FDIA Exemption 3) 

FELTON. J M Division of Rules and Records 82/11/30 GRABER.L 
Affiliation Unknown 2pp 16818 091 


--B30 U 4002 1 sec V-02- 1 1 1 A 

Responds to ACRS 820511 Itr re SECY-82-111. “Requirements 
for Emergency Response Capability " Basic requirements 
incorporated in 8ECy-92-lll should remain unchanged 
DlRCKSiW J Office of the Eiecutlve Director for Operations 
82/08/30 7pp 16818 093 


9301140491 Partial response to FOIA request for info rs inventory 
differences at NFS Forwards App A documents Apps B b C 
documents partially L/or completely withheld (ref FOIA 
Eiemptlons 1.3 b 4) App D documents at DOE 

FELTOK.J H Division of Rules and Records 82/11/04 BARLETT. D L 
Philadelphia Inquirer 7pp 16815 234 


3206040192 For(jardt security plan re shipping of unirradlated fuel Plan 
(Withheld (ref 10CFR2 790) 

MECST.M F California. Unlv of, Los Angeles 82/03/14 BERNARD, H 
Standardl tat ton b Special Projects Branch 3pp 1681S 328 


--8301140548 Informs of program to comply u/Commisaton directive re 8NM 
license b requests addl listed' info 

HILLER. J R Assistant Director for Site b Safeguards <Pre 791030) 
79/07/30 QROW.H 0 California, Unlv of, Los Angeles 3pp 
16815 322 


--8301140S63 NRC licensed reactors using highly enriched U Info partially 
deleted 

• NRC - No Detailed Affiliation Given 82/11/24 2pp 
16015 329 


— 8301140566 Impact of plant shotdo(un chart Info partially deleted 
• NRC - No Detailed Affiliation Given 62/11/24 3pp 
16813 331 


830IH0531 Responds to FOIA request for five categories of documents 
re 6EP Forwards SECY-R-74-S0 b SECY-R-Sll Documents also 
avaiieble in POR 

FELTON. J H Division of Rules and Records 62/11/30 GALLO, J. 
Isham. Lincoln fc Beale Ip 16815*33? 


— -6203110368 Requests guidance on (fegree of compliance required by 
oldest licensed power reactors u/regulat i ons promulgated 
efter issuance of licenses b prompt reply requested 
LA1NA8, CC Assistant Director for Safety Assessment 02/02/10 
CHRISTENBURY, E Office of the Executive Legal Director 4pp 
16815 342 


—8301140589 8ECY-R-3il 

Recommends that proposed amend to lOCFRlOO. "Seismic b 
Geologic 91ting Criteria for Nuclear Power Plants," be 
approved for publication 

HCCOQL. W B Atomic Energy Commission 71/08/27 42pp 
16813 34S 


—0301140599 SECY-R-74-OSO 

Recommends that amends to lOCFRlOO "Reactor Site Criteria.'* 
modifying lOCFRlOO 10 b adding App A. “Seismic & Geologic 
Siting Criteria for Nuclear Power Plants. " b amend to 
I0CFR50 be approved for publication 

« Atomic Energy Commission 73/10/12 79pp 16816 025 


0301180003 FOIA request for four specified records b other repbs rs 
groundwater quest ions 

SCHLEIFSTEIN. N Clarion-Ledger Oackson.MB 82/12/06 NRC - No 
Detailed Af filiation Given Ip 16835 331 


0301100007 Responds to FOIA request for four specified records & other 
repts re groundiuater questions Foruiards documents listed in 
App A App 0 documents available in PDR 
FELTON, J M Division of Rules and Records 82/12/83 
SCHLEIFSTEIN, N Clar lon-Ledger Jac kson, MS 4pp 16835 332 


— 8301180010 Foruards agenda for 620107 meeting on Basalt Naste Isolatlan 
Project groundwater investigations In preparation for 820112 
meeting w/DOE re site charac ter 1 lat ion plane Agenda for 
820112 meeting also end 

MILLER. H J High Level Uaste Technical Development Branch 
NNHT 3001 3 81/12/31 High Level Waste Technical Development 

Branch 6pp 16835 336 


— 03O118OOII 8ubmlts outline of info needed for Basalt Waste Isolation 
Project hydrology program Escape pathways, accessib 1 e 
biosphere, pri mary parameters, geometric, hydraulic, geochemi ca 1 
b accessible environ at exclusion tone discussed 
BROWN. A Oolder Associates 82/01/12 MILLER. H NRC - No 
Detailed Af filiation Given lOpp 16835 342 


— 0301180013 Submits review of draft "Geochemical Interpretations of 
Groundwater Flow Sys in Central Columbia Plateau " Factor 
analysis therapy should be explained Addl data needed re 
Columbia Plateau b Pasco Basin 

WILSON, C R Lawrence Berkeley Laboratory 02/02/25 LEWMAN.L 
Office of Nuclear Material Safety b 8af eg uards. Olrec tor 2pp 

16833 352 


—8301160017 Submits revieiu of “Comparison of Model Studies-Hanfnrd 
Bite " Evaluation of "Oeochsinieal Interpretations of 
Groundwater Flow Sys In Central Columbia Plateau." by 
Lehnan b Quinn encl 

BROWN. A Oolder Associates 82/05/03 WRIGHT. R Division of 
Waste Management 4pp 16835 358 


—8301180021 Submits response to Basalt Waste Isolation Project revieiu 
of “Ooochemical Interpretations of Grounduiater F1 d(u Sys In 
Central C(Blumbia Plateau " Factor analysis allows comparison 
of water from many hy dros tra t igraph ic units 
LEHMAN. L. Affiliation Unknown 82/07/22 WRIGHT, R 
Commisslonors 47pp 16036 040 


—0301100024 Submits info to appear in draft rept on basalt for field 
modeling review 

QUINN. E NRC - No Detailed Affiliation Olven 82/09/11 NRC - 
No Detailed Affiliation Given 2pp 16636 006 


— 830HS0027 Forwards updated "Comparison of Model Studies Hanford 
Reservation " Areas of model difference between Battelle b 
Rockwell Identified co(np letel y 

QUINN. E J High Level Waete Technical Development Branch 
WMHL 101 82/08/26 KNAPP, N R High Level Waste Technical 

Development Branch Ip 16636 088 


— 0301180029 "Gomparlson of Model Studies Hanford Reservation." updated 
rep t 

LEHMAN. L L . QUINN. E J High Level Waste Technical Development 
Branch 02/08/26 69pp 16836 089 


— 8301100030 Forwards "Analysis of Boundary Conditions b Conductivity 
Ratios Used In Pasco Basin Modeling " 

QUINN. E J High Level Waste Technical Devolop(Rent Branch. 
82/08/27 KNAPPrM R. High Level Waste Technical Develop(nant 
Branch Ip 16636, 150 


—8301180033 "Analysis of Boundary Conditions b Conductivity Ratios Uied 
in Pasco Basin Modeling " NUREO/CR-2963. "Selected 
Hydrologic b Qeochemical Issues In Sits Characteritation for 
Nuclear Waste Disposal" encl 

QUINN, e J High Level Waste Technical Development Dranch 
82/08/27 11037PP 16836159 
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— 8301180036 Sumirary of 320921-22 ^RC Basal I; Wasta Isolation Project 
hv<l<'olo9U meeting In Sliver SpringiMD re use of 
hgdrochemi E a 1 data for flou sgs interpretation Schedule for 
uorl remaining under contract end 

a Solder Associates NRC-02-S2-045 0236 32/10/31 Oolder 

Associates 7pp 16337 036 


“-8301I80040 Trip rept of 320927-28 meeting u/Bat tel lep USDS. RHO t< UBU in 
Richland<UA re hydrologic modeling of Pasco Basin JM Mercer 
of Oeotrans trip rept of meeting enc 1 

KNAPPrM R j VERMAp T R High Level tplaste Technical Development 
Branch UMML 101 82/10/03 BELLp M J , MILLERp H J High Level 

Waste Technical Development Branch Bpp 16837 043 


"3209290306 Advises that board notification re semiscale feed ti bleed 
experiments not racommecided Test results have not produced 
n«u & uniiiue results indicating PUR uould have definite 
problem re feed U bleed 

BASSETTpQ E Division of Accident Evaluation 82/03/23 
SPEIS^ T P Assistant Director for Reactor Safety 22pp 
16367 315 


— 3211040527 Foruards Reactor Sys Branch responses to J Ebersols 
questions re RCS high point vents 4i feed ti bleed raised at 
ACRS ECCS Subcommittee 820923 meeting 

SHERONp 0 U Reactor Systems Branch B2/10/2S FRALEY, R F ACRS 
- Advisory Committee on Reactor Safeguards Spp 16867 108 


3301180044 Submits trip rapt of 820921-22 meeting lu/MRC in Silver 
Spring, MD re draft site character 1 lat ion rept Head 
measurement, hydraui 1C conduc 1 1 vi t y p s 1 ng le borehole tests (< 
effects of drilling on hydraulic measurements reviewed 
WILLIAMS, n E RE Williams I, Ass oc la tes, I nc NnC-02-32-044 
82/10/13 VERMA, T Division of Waste Management 4pp 
16837 OSl 


— 8301190166 Advises that discussions of data obtained on Semiscale SF-5 
test indicate that third steam line break unnecessary 
Outdance should ba given to EOitS to proceed ui/change out 
necessary for S-07-6 repeat 

LANDRY, R R Office of Nuclear Reactor Regulation, Director 
82/06/03 TILLCRpR E Energy, Dept of tp. 16366 282 


0301190089 Addl response to FOIA request for seven categories of info 
re NFSp Eriuin, TN facility App A document available in PDR App 
B documents partially & entirely withhold (ref FOIA 
Exen-ptions 3 *( 5, respec t i vely ) 

FELTON, O H Division of Rules and Records 82/12/07 UEISSi E R 
Harmon 6 Weiss 4pp 16843 264 


— 8301190168 Advises that Ofe of Nuclear Regulatory Research has 
requested that second semlscale feed bleed test be run Data 
needed on feed bleed control for lou head HPIS case Slippage 
in loss of electrical power series accept able 
SULLIVAN, L M Office of Nuclear Reactor Regulation, Director. 
82/07/02 TILLER, R E Energy, Oop t of Ip 16866 283 


3301190145 Partial response to FOIA request for documents re proposed 
rev tc/or update to reactor safety study ref In NUREO-O7a4, 

Chapter 10 as R8 II 6 documents re discussion of reactor 
cooling method Forwards App A documents 

FELTOpN. J H Division of Roles and Records 82/11/22 SHQLLYiS. C 
Union of Concerned Scientists 3pp 16366 278 S4X 
Fiche 50-000.82/11/22,830119014 5 


--3104280001 Forwards status summary of feed b bleed for emergency decay 
heat removal Feed ti bleed should be at relatively tow 
pressure & ui 1 1 not improve risk dominant sequences Further 
study probably warranted 

SHERON, D W Research 6 Standards Coordination Drench 31/03/31 
KNIEL.K Generic Issues Branch 19pp 16667 202 


■0202030307 Comments on L Rubens tein draft memo to R Mattson re 
proposed NRC position on acceptable methods of industry 
compliance u/auilliary feedwater sys reliability criterion 
MAZETISi 0 Reactor Systems Branch 81/12/30 LODEL, R Auxiliary 
Systems Branch 2pp 16867 106 


— 8204290437 Forwards B&W 790807 rept 86-1103985-00, "Bys Response to 
Total Loss of Steam Generator Heat Sink," in response to 
ACRS subcommittee 820317 questions re feed & bleed 
calculation s 

SHERON, B M Reactor Systems Branch 02/04/02 FRALEY, R F ACRS 

- Advisory Committee on Reactor Safeguards Ip 16867 123 


--0204290445 86-1103585-00 

"Sys Response to Total Loss of Steam Generator Heat Sink " 
* Babcock t< Wilcox Co 79/08/07 9pp. 16967 124 


— 3205050042 Comments on end ‘'Evaluation of Feed 8, Bleed as Backup to 
Auxiliary Feedwater 1< Very Small LOCA Core Melt Frequency" 

No immediate action required 

HANAUER, 8 Division of Safety Technology 03/04/02 MATTSON, R 
Division of Systems Integration Ipost 811005) 20pp. 16867’ 190 


--8205200347 Discusses concerns re App C 8ER Input << acceptability of 
Unresolved Safety Issue A-4S to meet ALAB-444 requirements 
Suggests meeting to discuss criteria (, develop working 
Interfaces for common basis for review 

MARCHES El A R Generic Issues Branch ALAC-444 02/04/29 
FARRiO Auxiliary Systems Branch 3pp. 16067 147 


— 8208250078 Provides followup to 820720 telcon re depres turlia tion l< 
decay heat removal sys for C-E plants u/o power operated 
relief valves Background matl end Plans for evaluating 
Issue to bs submitted within 2 wks M/o encl 

MARCHE8E, A R Goner ic Issues Branch 82/0B/06 BERRY, D.L. 
Sandia Laboratories 2pp 16067 145 


— 8209220434 Compares Westlnghouse feed & bleed analysis t semlscale 
8-8R-2 test ECCS flow rate at time of core une every in 
semlscale test was 5X less than Westlnghouse rata which 
probably accounted for differences In analysis 
KEANE, M E Reactor Systems Branch 82/09/07. SHERON, B W 
Reactor Systems Branch 3pp 16B6 7 309, 


— 8301190170 Proposes procedure for handling reporting of Semlscale Testa 
iSR-l 4 SR-2 in order to stay within funding constraints EGtiO 
820914 Hr to DOE tranami tting, "Analysis of Primary Feed 1, 

Bleed Cooling in PWR Sys" forwarded 

LANDRY, R R Office of Nuclear Reactor Regulation, Director 
82/07/06 TILLER, R E Energy, Dept of 2pp 16866264 


— 8301190172 Forwards "Analysts of Primary Feed & Bleed Cooling in PHR 
Sys, " inter Im rept 

DEARIENpJ a EGLG, Inc 32/09/14 TILLER, R E Energy, Dept of. 
Idaho Operations Office ip 16366 235 


— B3D1190207 Forwards raemas submitting Analyses Qrnup input to 
HUREO-0611, NUREO-0563 (< NURE0-063S Memos summariie findings 
derived from review of feed & bleed cooling 

ItaSZTOCZY.I n NRC - No Oetaltad Affiliation Given 82/11/16 
WILSON, V H NRC - No Detailed Affiliation Given Ip 16367 133 


— B3D119D2IO Forwards draft rept consisting of eval Uat ion, conct ua i ens t, 
recommendations re small break LOCA behavior for C-E 
operating plants Rept prepared as App VIII of NURE0-063S 
RCJ9ZT0CZV, Z R THl-2 Bulletins & Orders Task Force 79/12/26 
ROSSpO F TMl-2 Bulletins St Orders Task Force 2pp 16967,134 


--0301190213 Forwards draft rept consisting of evaluation, conclusions It 
recommendations re small break LOCA accident behavior for 
BSttpi operating plants Rept prepared as NURE0-0S65 
ROSZTOeZV, Z R TMI-a Bulletins & Orders Task Force 79/12/19 
ROSS, D F TMl-2 Bulletins St Orders Task Force 2pp 16867 136 


— 3301190219 Forwards draft rept consisting of eval uat ion, concl us l ons b 
recommendations re small break LOCA behavior for 
Westlnghouse operating plants Rept prepared as App VIII of 
NlIREO-0611 

RO3ZT0C2Y, r R TMl-a Bulletins *, Orders Task Force 79/12/18 
ROSS.D F TMt-2 Bulletins 6 Orders Task Force 2pp 16867 138 


—8301190270 Forwards std order for DOE Work ''Thermal-Hydraulic Analyses 
of RCS in Feed U Bleed Mode," Issued to Los Alamos Hatl 
Lab Statement of work encl 

KATTSON.R J Division of Systems Integration (post 811005} FIN 
A- 7275 32/09/30 ROMATOWSKI, R 0 Energy, Dept of 2pp 

16867 337 


—0301190279 8td order for DDE Work "Therma 1 -Hydrau 1 ic Analyses of RCS 
in Feed & Bleed Mode," issued to Los Alamos Natl Lab 
MATTSON.fl J Division of Systems Integration ipost SHOOS) FIN 
A-7275-2. 20-82-710 92/09/30 6pp 16867 339 


— 8203130382 Forwards definition of thermal hydraulic info raquireri as 
part of Subtask 2 1 of 011007 Task Action Plan A~4S> shutdown 
decay hear removal requ irepTien ts 

HARCHESE, A R Generic Issues Branch 91/12/18. SHERON, 8. W 
Reactor Systems Branch 16pp 16967 189 


8301200014 FOIA request for EECY-a2-lUA l< SECV-a2-lllD re emergency 
response capability. 

MALONE, T D Car t ow As soc iates, Inc 82/11/0? Office of 
Administration Ip 16871 326 
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6301:^00016 Responits to FOIA roquost for SECY-es-lllA b SECY-8S-1110 re 
• mergence rtiponi* capability Foruardt L Oraber similar 
requtit tc response under FOIA-S2~49i U/o ends Documents 
available in FOR 

FEUTON. H Division of Rules and Records 63/12/01 MALONE, T 6 
Carlou Associates, Inc ip 16871 327 


8301200039 ‘'Broadcast of Agency Proceedings Recommendation 
letp lementatlon Summary " 

* Administrative Conference of the W 8 78-1 77/08/29 9pp 

16860 283 


— 6801200042 Responds to 780322 Itr Personal judgement may be exercised 
re camera usage in courtroom Smoking not alloued 
PETEneON,S U S Court of Appeals 9th Circuit 76/04/05 
HANCHETT, J O Office of Public Affairs Ip I60BO 292 


--8301200044 Foruards Itr it other matl received from King Television in 
S*attle,l4A Requests info (t any regulation permitting one 
farm of electronic media to cover event uhile escludlng 
anotfier 

JACKSON, H H Senate, Energy it Natural Resources 77/03/11 
RONOEN.K A Commissioners Spp 16680 293 


— 8301200031 Foruards A5LD statement in response to 771212 request for 
comment re proposed policy statement on camera coverage of 
f/nC public hearings U/o end 

ENOELHARDT. T F Office of the Eiecutive Legal Director 77/18/15 
FOUCMARD, J J NRC - No Detailed Affiliation Oiven Ip 
16880 301 


— 83Di200DS4 Advises that Rule 7d applicable to use of cameras in US 
District Court In St PauliMN for judicial proceedings 
EILPERIN.S F NRC - No OetailBd Affiliation Olven 70/02/10. 
DEVITT.E J US District Court Ip 16880 302. 


--8301200058 Advises that neuigatherlng policy prohibits staff from 
interfering In event or proceeding being covered Member of 
nius dept assigned to cover Commission uill comply 
w/rtasonable request Supporting documentation end 
WEISS, H HDVH-TV Washington, DC 79/08/09 ROSENTHAL, A 8 
Atomic Safety and Licensing Appeal Panel 35pp 16680 305 


-8301200062 Forwards Kammirer 810S21 Itr 

COKSSi F Office of Congressional Affairs 61/05/27 Office of 
Public Affairs ip 16860 340 


—8301200064 Comminfes an 810429 itr re NRC policy concerning release of 
Info related to proposed imposition of civil penalties 
KAMrtERERiC Office of Congressional Affairs 01/05/21 HALL, T. 
House of Rep. 2pp 16880 341 


—0301200321 Oeneral statement of policy re camera coverage of hearings 
before ASLB & ASLAB 

CHJLKi S J Office of the Secretary of the Commission 73/01/87 
2pp 16880 303 


830'1860242 Responds to appeal re denial of FOIA request for Science 
Appileati ons, Ine repts for CRBR Project Foruerds portions of 
Documents 2-5 listed in app to JM Felton 621008 Itr 
Bemalnlng documents withheld (ref FOIA Exemption 3) 

DIRCKS, W J Office of the Executive Director for Operations 
82/12/10 WEI5S,E R Harmon 6 Weiss 2pp 16916 038 


B3D12602S8 Forwards “Sugg sited Answers to Questions to NRDC 14th Set of 
Interrogatories Which ere Rtf In NRDC 23th Set of 
Interrogator i ts, " for Assignment 6 Task 1-B Rept completely 
wl thhe 1 d 

JOHNSON, B H. Science Applications, Inc NRC -03 -82-096 82/06/03 

SILVER. H Division of Licensing 9pp 16918’ 050 


B301270019 "Portable Beta-Oamme Survey Meter Model E-I20 " 
e Eberline Instrument Corp 67/01/01 2pp 16953 175 


•8301270021 "PoTtabl# Lln-Log Oas Proportional Alpha Counter Model 
PAC-40 “ 

* Eberline Instrument Corp 68/05/15 2pp. 16953 177 


8301870477 FOIA request for SECy-02-323 6 8ECV-82-1S5 

oraber, L Affi nation Unknown 82/11/12 Divl lion of Rul es and 
Records Ip 16962 129 


8301870482 Responds to FOIA request for 8ECV-e2-323 8, SECy-B2-lS5 
Forwards 8ECy-B8-3a3 8ECy-B2-l55 released to PDR undar 
FOIA-82-474 (Meyerk Documents available in PDR 
FELTDN, J H Division of Rules and Records 82/18/22 ORABER, L 
Affiliation Unknown tp 16962 130 


—9809030093 SECV-02-323 

Recommends Commission approve encl draft FR notice of 
adoption of tnterpratat 1 ve rule re weight of authority 
accorded by licensing 6 appeal boards to Commission 
effectiveness decisions 

DICKWIT.L Office of the Oeneral Counsel 82/07/29 Spp 
16962 131 


8301270491 FOIA request for 8ECY-B2-896 

MIRTH, R Oilbcrt/Cammonwealth Cos 82/11/29 FELTON, J H Division 
of Rules and Records Ip 16953 094 


8301870493 Responds to FOIA request for 9£CV-a2-896 Forwards 
SECy-82-a96 to be published as NUREO-0937 

FELTOiN, J M Division of Rules end Records 82/12/22 MIRTH, R 
Oi Ibert/Commonwealth Cos Ip 16933 095 


— B2071S017B Submits conclusions as to whether tteamline break u/smali 
LOCA should be designated as unresolved safety issue (USD 
Combined pr imary /secondary side blowdown issue should ba 
classified as U8I for B6W supplied plants 

MICHEL80N, C Director's Office 82/06/23 DENTON, H R Office of 
Nuclear Reactor Regulation, Director. 3pp 16953 165 


—8207230202 8ECy-82-296 

Informs of results of NRR evaluation of steam/line break 
combined w/either steam generator tube rupture or primary 
sys small break LOCA 

DIRCKS, H J. Office of the Executive Director for Operations 
82/07/13 69pp 16953 096 


8301280063 KC-6 

"Health l< Safety in Handling U " 

THEISi 0 E , LANDRUM, L H , ZAONOLI.S A Spencer Chemical Co 
58/02/19 46pp 16972 140 


SEN TEC IS GENERIC TECHNICAL ISSUES 


8301880033 Discusses action taken in response to B21S23 Itr re 
frequency of pressuriied thermal shock events 6 Crystal 
River 3 L TMI-8 ovsrcootlng events BtiW Owners Group met 
w/NRC on 830111 Addl info request outlined 
DENTON, K R Office of Nuclear Reactor Regulation, Director 
83/01/20 TUCKER, H B Duke Power Co 2pp 16972 114 


—6301880040 Comments on prtssurlied thermal shock screening criteria 
based on 821220 meeting u/BtiW Owners Group NRC criteria of 
270 F axial U 300 F circumferential valid 
TUCKER, H B Duke Power Co 82/12/23 PALLADINO.N J. 
Commissioners 6pp 16972 116 


I&E INSPECTION AND ENFORCEMENT 


8208190269 IE Info Notice 82-51, "Overe xpesur es in PWR Gavltiis " Bve 
list end 

DEVOUNO.R C Director's Office, Office of Inspection and 

Enforcement 62/12/21 Consolidated Edison Co of New York, Inc 

lllpp 1668? 239 34)( Fiche 50-000,82/12/21,8208190269 


8208190273 IE Info Notice 82-53, "Seismic Qualification of Mastlnsbouie 
AR Relay U/Latch Attachments Ustd in Mestlnghouse Solid 
State Protection Sys " 8v'c list encl 

JORDAN, E L Division of Engineering L Quality Assurance (Pre 
830103) 82/12/28 Consolidated Edison Co of New York, Inc 

109pp 16868 014 24X Fie he- 50-000, 82/12/20, 8208190273 


8208190275 IE Info Notice 82-54, "Mestlnghouse NBFD Relay Failures in 
Reactor Protactlon Sys." Sve list encl 

JORDAN, E L Division of Engineering L Quality Assurance (Pre 
830103). 82/12/27 Consolidated Edison Co, of New York, Inc 

UOpp 16962,139 24X Fiche 50-000,82/12/27,8208190275 


8212060350 IE Info Notice 82—53, "Main Transformer Failures at North 
Anna Nuclear Poutr Station," Sve list encl 

JORDAN, £ L Division of Engineering 4i Quality Assurance (Pre 
830103), 82/12/22 Consolidated Edison Co of New York, Inc. 

114pp 16758 017. 24X Fiche 50-000,82/12/22,8212060350 


8212060351 IE Info Notice 82-52, "Equipment Environ Quel if Icati on 
Testing Experlenci - Updating of Test Summarise Previously 
Published in IE Info Notice 81-29 " 8vc list end, 

JORDAN, E L Division of Engineering L Quality Assurance (Pre 
830103) 62/12/21 Consolidated Edison Co of Naw York, Inc 

lISpp 16681,088 24X Fieht: 50-000, 82/12/21,8212060351. 
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8S120&03S4 IC Info Notice 82-36, "Rober tshaui Thcrmootatic Flow Control 
Valves '• Svc list end 

JORDANi E L Division of Engineering ti Quality Assurance IPre 
Q301031 82/12/30 Consolidated Edison Co of Netu Vorki Inc 

lllpp 16758 137 24X Fiche 50-000i a3/12/30> 6212060354 


8301030214 EN-82-043 confir/natory order issued on 621222 to confirm 
coicml tments in util 821029 Itr describing improvement 
program k implementation plan to ensure safety & operating 
efficiency at facilities 

BARBER'S Director's Office, Office of Inspection and Enforcement 
82/12/22 Ip 16617 2S2 


B301 040223 PNA-IV-82-0U on 821226. CO Dopt of Health not i fled that 
package containing 8 mCi I-I3i fell from van b broket 
contaminating 400 ft of t-70 Area decontaminated Driver b 
van sought to determine eiact amount/type of matls involved 
HEVERiR S Region 4. Office of Director 82/13/28 Ip 16639 214 


8301060354 PIsO- 1 1-82-141 on 821230. St Lucie Unit 1 expsrianced reactor 
trip folloued by turbine trip, causing shutdoun of Crystal 
Rivar 3 Caused by inverter failure due to trip circuit 
breaker being racked out for insp 

LANDIS, K D Region 2. Office of Director 82/12/30 Spp 
1667Q 271 24X Fiche 50-000.82/12/30.8301060354 


8301070215 PNO- 1 1-G3-001 on 631224. logg ing tool broken open to ro'fnove 
threaded, sea 1 ed 125 mCt Cs-137 source Caused by Prof Logging 
Sves employee action Complete decontamination It proper 
disposal of contaminated matt to be performed 

UOODRVFF, R L , STOHR. d P Region 2. Office of Director 83/01/03 
2pp 166SS 006 


8301100050 Responds to FOIA request for IS categories of documente re 
facilities Repts re MARCH code may be purchased from NTIS 
Foruiards documents listed in App A Search for Items 3, 6.7.9. 

I 1 ti 12 idontified In request continuing 

FELTON, d M Division of Rules and Records 82/12/07 HIATT. 9 L 

Ohio Cltiiens for Responsible Energy Spp 16754 003 24X 

Fiche 50-000,82/12/07.8301100050 


8301100078 EN-83-001 on 830107, notice of violation b proposed 
imposition of civil penalty to be issued for failure to 
provide shipping papers b labeling for shipment containing 
radioactive matls 

FLACK. E , AXELRAD. d Director's Office. Office of Inspection and 
Enforcement 83/01/04 Ip 16703 001, 


0301100081 EN-83-002 on 830107. notice of violation b proposed 
imposition of civil penalty to bo issued for failure to 
conduct adequate survey uihen using radiographic exposure 
device Tuo uiorkers exposed to excess uhale body doses 
FLACK. E . AXELRAD. d Director's Office. Office of Inspection and 
Enforcement 03/01/04 Ip 16703 002 


S301100033 PNA-SE-OllA as of a21230.all seven packages containing 
various uCl b mCi quantities of Tl-201. Xa-t33 b t-131, 
previously missing from Associated Currier van recovered 
Damaged 1-131 package decontaminated b disposed of 
HEYER.R 6 Region 4. Office ef Director 83/01/03 Ip 16703 003 


8301170094 PNO- II 1-83-003 on 8301 11. cargo plane carrying O 015 Cl 
Ain-241 in form of 10.000 sealed sources of 1 S mCi each 
crashed upon takeoff at Detroit Metro Airport Three crew 
members killed All sources maintained integrity 

DUROIN.R E , NIEDEHAN, D. 0 Region 3. Office of Director 03/01/11 
Ip 16010 347 


8301170427 PNO- 1 1-03-001 A on 821224. consultant decontaminated logging 
tool containing 125 mCl Cs-t37 source opened ui/paitfer drill 
Residence, van b associated equipment also decontaminated 
to background levels b released to unrestricted use 
UOQDRUFF.R L . TROdANOUBK 1 . R Region 2. Office of Director 

02/12/07 2pp 16013 151 


8301180117 PNO-V-83-003 on 630109. Coast Ouard reported observation of 
SS-gallon drum, marked as containing raduastoion beach. Drum 
recovarad tt uas not marked radioactive Drum appears to 
contain uaste oil No further action to to taken 

SOOK.H E. Regions. Office of Director 03/01/10 Ip. 16032:111 


8301210140 PNO- 1 1 1-03-006 on B301 IS. secur Ity officer tripped on ptairs. 
jarring pistol loos# uhich accidentally discharged No 
injuries reported. Investigation underuay 
BELANGER, d Region 3. Office of Director 83/01/17 Ip 
16074 313 


8301210154 PNA-e2-012A closeout rept of Nonroutine Event 82-12 re truck 
accident near Albany. NV involving packages of radioactive 
matl.Bome packages damaged but no radioactivity released 
Packages surveyed b repackaged before returned to customer. 

CAMPBELL. M. A. Region 1. Office of Director 03/01/03 Ip 
16885 363. 


030121015? PNA-82-00? on 02 1 1 10. r eg ion notified that package containing 
100 mCi 1-131 . de 1 1 vered to Qeth Israel Hosp in Noui York.NV 
on 021 103. rep orted missing City Dept of Health Inspector 
initiated search for missing package 

CAMPBELL. M A , KINNEMAN. J D Region 1, Office of Director 
82/11/ 12 ip 16005 397 


3301210212 PNA-82-0'12 on 82 1230. r eg ion notified that truck carrying 
large number of packages containing radioactive matl 
Involved in accident near Albany. NY Extent of damage 
unknown 

CAMPBELL. H A Region 1. Office of Director 02/12/30 tp 
16093 094 


9301240038 PNO- 1V~03-OO2 on Q301i6ibomb threat Tec si ved. stating bomb 
set to explode on 630117 Licensee conducted site search No 
explosive device found 

JAUDON, JP Region 4. Office of Director 83/01/17 Ip 
I 6092 043 


8301250372 PNO-1 1 1 -83-000 on 8301 18. reactor tripped automatical ly due 
to loss of ac pouer to non-nuclear instrumentation During 
trlp.liSIV 2 failed to fully close On 6301 17i unplanned 
gaseous release occurred due to biaste gas diaphragm rupture 
PEEBLES,! , MORELIUS.C B Region 3. Office of Director 03/01/19 
Ip 16904 036 


B3012S0579 PNO- IV-03-004 LA Nuclear Energy Dlv notified Region 4 that 
Dresser Atlas employee fourth quarter film badgo rept showed 
whole body exposure of 372 rams Individual received medical 
exam on. 830110 No odvarse effect found 

HEYER.R S . DROWN, 0 D Region 4. Of flee of Director 83/01/19 Ip 
16905 197 


B3012704I9 PNO- IE-93-002 mo b tings held w/FBI b Assistant U8 Atty on 
830106 b 07, li/doe on 830112 & w/OAQ on 6301 13. to discuss 
fraudulent practices of Roy Miller. Inc IE will issue info 
notice b fraudulent matl will be traced 

SAER.R L , CUNNINGHAM. L J Director's Office. Office of Inspection 
and Enforcement 83/01/17 2pp 16935 357 


8301270447 PND- lE-83-003 on 821206, Cap i to 1 Pipe b Steel Products Co 
notified Region 1 of deficiencies & nonconformities u/mitl 
supplied by Tube Line Corp uhich is not approved nuclear 
supplier per ASME Section III 

FAIR, vf R Director's Office. Office of Inspection and Enforcement 
83/01/25 Ip 16991 276 


8301280161 PNO- 1-83-002 on SSOIES. pac t ages of licensed matls stolen 
from disabled Meteor. Inc transport vehicle Officials found 
one package in possession of individual Container unopened 
No contamlnab 1 an to individual > or container 
KINNEMAN. J Region 1. Office of Director 83/01/29 Ip 
16961 358 


HI SC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


8212010028 Forwards. “Hatho-dology for Determining Generic Human 
Engineering Discrepancies In Nuclear Power Plant Alarm Eys." 
preliminary rept Rept withheld 

LONICRO. J K McDonnell Douglas Astronautics QS/lt/24 
ECHENRODE, R J. Human Factors Engineering Branch. Ip 16260 136 


8301070210 Comments on draft EOO-EA-6109 ra rav to lOCFRSOiApp B 
QA program requirements Although rept alludes to minimal 
Impact on Ind ui try. potantla 1 ly severe impact likely Rept 
fails to meat NRC objectives 

MARTIN. T J Public Service Electric & Gas Co of New Jersey 
63/01/03 HAA98,U P Quality Assurance Branch 2pp 16666 266 


B30112001S Responds te 821229 Itr requesting legal advice on 
participation In EPA proceeding Ofc af Executive Legal 
Director only provides legal advice b representation to NRC 
TURK.BE Hearing Branch 1 aS/Dl/lO UILLIAM3,L.O Affiliation 
Unknown Ip 16779 320 


8301140133 Provides hlatoTical contractor accomplishment Info from 
onset of LASL contract in Hay 1981 

BERNARD. H 6 tandardixa t ion b Special Projects Branch, FIN A-7234 
02/12/22 ORENIER. 8L Technical Support Branch 2pp 16018.086 


8301170334 Forwards "Seismic Simulation Test Program on EFCD 600 
Actuator Logic Cabinet." "Seismic Simulation Test Program 
on CFCO 600 Actuator" 6 "dual If icatlun Program Analysis 
for Rockbestos Firewall III <NEC Type 818) " 

UGISZ.D A. Oulf 4< Meskern Industries. Inc 83/01/13 THOMAS. C O 
Standardliatl on 6 Special Projects Branch 9pp |6913‘339 


— 0301170340 "Seismic Simulation Test Program on EFCO 600 Actuator 
Logie Cabinet. " 

» My It Lab orator las 79/06/15 81pp 16913 349 
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--03OI17O347 “Seisffiic Simulation Tost Program on EFCO 600 Actuator 
• Ugle Laboratories 79/06/06 132pp 66S6? ISO 


—0301170354 ER-Bl-i7 R02 

Rev 2 to "Qualification Program Analgsis for Rockbsstos 
Firauall III (NEC Tgpe SIS) Class IE Electrical Insulated 
Hire " 

SLEBlNSERrS D < EHlNOERiH , NElSZr 0 A Oulf b Meitsrn Industries, 
Inc 02/Oa/O2 23pp 16914 09B 


6301170430 Responds to 021217 Itr requesting NRC representation at Mine 
HUl Township Planning Board 830125 meeting J£ Olenn will b# 
available 

MARTIHiT T Division of Engineering & Technical Programs 03/01/13 
CLARK. R ! Dolan b Dolan Ip 16815 024 


— 0301170433 Requests NRC representation at Mine Hill Township Planning 
Board 830125 meeting re application for commercial use of 
process radiation to sterilise products 

CLARK. R I Dolan i Dolan 82/12/17 BRENNEMAN, F Region 1, 
Office of Director Ip 16B1S 025 


6301160296 Advises that JO Keppler 830110 Itr re Kress Creak survag 
stnt to listed property owners 

CARROLL, D E Rsglon 3. Office of Director 03/01/13 KEPPLER, J 0 
Region 3. Office of Director DAVIS, A B , LEWIS.® NRC - No 
Datalled Af fi 1 i at ion Given Spp 16825 046 


—8301180303 Advises that work re Kress Creek survey slowed from 
821200-17 due to weather conditions Survey expected to 
be completed by Apr or Kay 

KEPPLER. J 0 Region 3, Office of Director 83/01/10 
HURPHV.HP , KATKOVIC.N J . WHITLOCKiC Affiliation Unknown ip 
16825 052 


0301240126 Forwards draft branch procedure for performing unannounced 
Insps.ptr 620110 request Recommsnds plan of action be 
developed far responding to anticipated reaction prior to 
procedure imp 1 enenlat ion 

POTAPOVS.U Division of Vendor b Technical Programs 83/01/14 
COLLINS, J T Region 4. Office of Director 2pp 16090 321 


3301250061 Responds to 821124 Itr eipresstng concerns of Natl 
Organiiatlon of Test, Research b Training Reactors re NRC 
policy for replacement of high enriched V u/low enriched U 
Meeting to discuss concerns scheduled for 030208. 

EISENKVT.D 0 Division of Licensing 83/01/06 CLARK, L 
Massachusetts Instituts of Technology 4pp 16914 265 


—0301250067 Submits concerns of Natl Organliation of Test, Researc h b 
Training Reactors re NRC policy on use of high enriched U 
In research rsactors. stated in FR 37007 on 820824 Mseting 
w/NRC proposed to discuss listed concerns 

CLARK. L Massachusetts Institute of Technologg 82/11/24. 
PALLADINO.NJ Commissioners 7pp 16914 267 


8301250333 Comments on draft. "Training Guide for U Kill Workers " 
Document should lean more toward radiation b toxic niatl 
safety rather than radiation safety alona 

CAIN.C L Region 4. Office of Director 83/01/19 MCELROY. N L. 
Occupational Protection Branch 2pp 16905 037 


8301310359 "NRC Licensing of Spent Fuel Facilities" presented at 
INHH Spent Fuel Mgt b Waste Disposal Seminar on 621020-22 
ROBERTS. J P Office of Nuclear Material Safety ti 
Safeguards, Director. 03/01/26 9pp 16983 126 


6301310361 Abstract of "Estimation of Radon Daughter Related Long 
Cancer Risk Influence of Smoking. " to be presented at HP3 
Annual Meeting in Baltlmare.HD on 630619-23 

GINEVAM.M E , MILLS. W A Division of Health, Siting b Environment 
03/01/26 2pp 16983 113 


0301040173 Forwards proprietary "Westinghouse Small Break ECCS 
Evaluation Model Using N0TRL41P Code " Model addresses 
NUREO-0737, Item 1 1 K 3 30 Rapt withheld (ref 10CFR2 790) 

RAHE. E P Westinghouse Electric Corp SEO-SA-00232 02/12/22 

THOMAS. C 0 Standarditatlon b Special Projects Branch 2pp 
16632 260 


0301060184 LA-UR-82-3239 

"TRAC Analysis of Bteam Generator Overfill Transients " 

BASSETT, 8 Los Alamos Scientific Laboratory 03/01/05 NRC - No 
Datalled Affiliation Olven SOpp 16683 206 


8301060444 LA-Un-82-3233 

"TRAC PD-2 Calculation of Cold-Leg Small-Break in 
Westinghouse Four-Loop PWR " 

WILLCUTT.O I LIME, J Los Alamos Scientific Laboratory 03/01/09 
NRC - No Detailed Affiliation Given 39pp 16681 328 


8301060447 LA-Un-02-3234 

“TRAC Analysis of Coincident Main Steamline Break, Steam 
Generator Tube Rupture b Smell Primary-Coolant Piping 
Break " 

LAHKIN. D £ . WATSON. C E . DOBRANICH.O Los Alamos Scientific 
Laboratory 83/01/05 NRC - No Detailed Affiliation Given SBpp 

16682 OOS 


8301060455 Table of contents for "Westinghouse Owners Group Emergeney 
Response Guideline Seminar, Tral ning Package Vol 1 Program 
Description " 

» Westinghouse Electric Corp 81/09/30 Spp 16704 095 


8301070526 LA-TCA-TN-e2-2 DRFT 

"TRAC Analysis re Pumps On/Off Issue for Small Cold-Log 
Break in BbW Plant. '' 

IRELAND. J R . BASSETT. 8 Los Alamos Scientific Laboratory 
62/03/31 NRC - No Detailed Affiliation Given 41pp 16707.291 


6301070530 Submits computations re factors of safety against failure 
due to buildup of internal pressure for both steel b 
reinforced concrete containments 

SIHWeiL, I Structural Engineering Branch 77/01/10 LAINAB.OC 
Containment Bystems Branch (Pre 790101) 2pp 16707 292 


8301070597 Transcript of 830109 public meeting in Wash Ington. DC re 
safety goals b staff evaluation plan Pp 1-118 
• Commissioners 83/01/09 122pp 16740 104 


8301100001 NUREO/CP-002a V02 

PROCEEDINGS OF THE SYMPOSIUM ON LOW-LEVEL WASTE DISPOSAL 
SITE CHARACTERIZATION AND MONITORINO 

OALC1NT08. 0 Oak Ridge National Laboratory FIN D-0284 
CONF-820674 82/12/31 Low Level Waste Licensing Branch. 409pp 

16713 001 


8301100002 NURE0-0S40 V04 NOS 

TITLE LIST OF DOCUMENTS MADE PUBLICLY AVAILABLE August 1-31. 

1982 

« Division of Technical Information b Document Control 82/12/31 
587pp 16715 001 


8301100003 NURE0/CR-2eS8 

PAVAN AN ATMOSPHERIC OISPERBION PROGRAM FOR EVALUATING 
DESIGN BASIS ACCIDENTAL RELEASES OF RADIOACTIVE MATERIALS 
FROM NUCLEAR POWER STATIONS 

BANDER. T J, Battelle Memorial Institute. Pacific Northwest 
Laboratory 82/11/30 Division of Systems Integration (post 
811009) ISOpp Available at NRC $6 SO. 16712 177 


8301100004 NUREO-0030 V06 NOS 

LICENSED OPERATING REACTORS STATUS SUMMARY REPORT Data As Of 
July 31. 1902 (Orey Book) 

« Management Information Branch, 82/12/31 398pp 16717 014 


8301310368 Abstract of "Vibration Induced Failures In Nuclear Piping 
Sye" to be presented at Structural Mechanics In Reactor 
Technology meeting on 830622-26 

WEIDENHAMER. G Division of Engineering Technology, 03/01/26 2pp 
16903 116 


NUREG NUREO REPORTS AND RELATED CORRESPONDENCE 


8301040045 Recommends action statement for Spec 3 6 S 1 (hydrogen 
monitors) be separated Into two listed parts 

THOHAS.C 0 Standardization 6 Special Projects Branch. 82/12/15, 
IPPOLITO, T A Operating Reactors Aisenment Branch Ip 16695,291. 


8301100005 NURE0/CR~2946 

THE LONG-TERM STABILITY OF EARTHEN MATERIALS IN CONTACT WITH 
ACIDIC TAILIN08 SOLUTIONS, 

PETERSQN.S R. . ERIKSON.R L , GEE, 0 W Battelle Memorial Inetitute, 
Pacific Northweet Laboratory FIN B-2298 82/11/30 Division of 

Health. Siting b Environment 8Spp Available at NRC 96 00 

16714’ 126 


8301100011 NUREO/CR-3021 

REGIONAL TECTONICS AND SEISMICITY OF SOUTHWESTERN IOWA Final 
Report' 1976-1982 

VAN eCK.O J . ANDERSON. R.R , CUMERLATO. C, L, Iowa Geological Survey 
FIN B-6312. 82/11/30 Division of Health. Siting b Environment 

70pp. Avei table at NRC 99 00 16719'260. 
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0301100014 NUREO/CR-3035 

radiolooical auRvev of the reed-keppuer park site west 

CHICAGO. ILLINOIS 

BOOTH.L F . MCDOWELL. 0 S > PECK. S I Radiation Hanagairiant Corp FIN 
0-6901 83/1 1/30 Division of Fub 1 Cycle & Material Safety 

104pp Available at NRC >3 50 16716 23S 


8301100143 Package of tuo comments supporting proposed rule iOCFRSO. 
"Proposed Guidance for Imp 1 cmen ta 1 1 on of SRP Rule." 

NUftEG--0906 

MANOANiC V Niagara tiohauk Power Corp MITTL.R L Public Service 
Electric it Oa s Co of New Jersey 47FR4701? 83/12/30 Docketing 

& Services Branch 3pp 16702 162 


0301100017 NUREG/Cfi-2779 

ARAC TESTING FOR POTENTIAL MJCLEAR REOULATORV COHMISSION 
METEOROLOGICAL STAFF USE 

ROSEN. L C Laurence Livermore Laboratory FIN A' 0340 UCRL-S3a39 

82/11/30 Division of Systems Integration (post 811005) 43pp 
Available at NRC *4 75 16718 311 


8301100021 NUREO-0485 V04 Nil 

SYSTEMATIC EVALUATION PROGRAM STATUS SUMMARY REPORT Data As 
Of November 30.1982 (Beige Book) 

e Management Information Branch 82/13/31 59pp 16749 tSS 


8301100036 NUREQ/CR-3001 

FUEL PERFORMANCE ANNUAL REPORT FOR 1981 

OAILEY.W U Battelle Memorial Institute. Pacific Northuast 
Laboratory TORAR.M NRC - No Detailed Affiliation Oivan FIN 
P-3501 PNL-4343 82/12/31 Division of Systems Integration 

(post 811005) 83pp Available at NRC tS 00 16749 S12 


6301100330 Forwards rept on AOs at licensed nuclear facilities 
<NUR£0-0090. Vol S.Nunter 2). per Section 308 of Energy 
Reorgani tatio n Act. for Second Quarter CV62 N/o rept 
PALLADINOiNU Commissioners 82/13/39 O'NEIUL.TP House of 
Rep ip 16757 001 


—8301 £00333 Forwards. for final process ing. FR notice re draft rept to 
Congress on AOs at licensed facilities (NURE0-G090> Vol S. 

Number 21. for Second Quarter 1982 

DTRCKS. N J Office of the Eiecutive Director for Operations 
82/13/21 CHILK. S U Office of the Secretary of the Commissian 
3pp 167S7 002 


—8301100335 Forwards rept on AOs at licensed nuclear facilities 
(NUREO-0090. Vol S. Number 2>.per Section 208 of Energy 
Reorgani lat ion Ac t. for Second Quarter 1903 W/o enc 1 
PALLADINO.N J Commi ss i oners 82/12/29 BUSH. O H N Senate 
2pp 167S7 005 


8301100029 NUREO/CR-3066 

PARAMETERS AND VARIABLES APPEAR I N(7 IN REPOSITORY SITING 
MODELS 

MERCER. J W . THOMAS. S 0 . ROSS. B Teknekron Research. Inc FIN 
B-6985 82/12/31 Division of Waste Management 262pp 

Available at NRC 00 1671S 049 


8301100418 Responds to FOIA request for fourteen categories of 
documents re safety at facilities Foruards documents listed 
in App A NUREO/CR-2930 it NUREO/CR-223? available In PDR 
FELTON, J M Division of Rules and Records 83/12/1(0 SHOTMELL. J A 
Massachuset t s, Comnonuaa 1th of . 2p p 16755 053 


8301100033 NUREO/CR-3022 

PARAMETERS THAT INFLUENCE DAMPING IN NUCLEAR POWER PLANT 
PIPING SYSTEMS 

WARE, A 0 EO&O, Inc FIN A-60SS EOO-2233, 82/13/31 Office of 

Nuclear Regulatory Research. Director 43pp 16749 292 


—8301100436 Submits list of questions re NRC draft action plan far 
implementing Commission proposed safety g oals. Respons e 
requested prior to ACRS S20908 meeting 

FRALEY, R F ACRS - Advisory Committee on Reactor Safeguards 
82/00/37 DIRCKS.W. J Office of the Executive Director far 
Operations 7pp 16756 20i 


9301100038 NUREO/cn-1030 V04 

SEDIMENT Ar(D RADIONUCLIDE TRANSPORT IN RIVERS Summary 
RepartjField Sampling Program For Cattaraugus and Buttermilk 
Creeks. New York 

WALTERS. W H , ECKER, R M , DNISHl, Y Dattelle Memorial Institute. 
Pacific Northwest Laboratory FIN B-2279 PNL-3117 QS/11/30 

Division of Health. Siting It Environment 130pp Available at NRC 
♦6 00 16747 205 


8301100039 NUREO/CR-3029 

GRAVITATIONAL AGGLOMERATION OF PQST-HCDA LMFDR AEROSOLS 
NON3PHERICAL PARTICLES 

TUTTLE, R F . LOVALKA, 8 K Missouri. Univ of. Columbia FIN D-597S 
02/12/31 Division of Accident Evaluation 246pp Available at 
NRC *7 SO 16753 084 


8301100049 NUREO/CR-1672 V04 

RISK ASSESSMENT METHODOLOGY DEVELOPMENT FOR WASTE ISOLATION 
IN GEOLOGICAL MEDIA Technical Review Of NUREO/CR-1636 
Vol. 4, NUfiEG/CR-2344 And NUfiEO/CR-2343 

STEVENS. C A , FULLWOOD. ft ft . AMIftlUAFARl. B Science App H cat 1 one, 
Inc FIN B-6694 8AI-334-82-PA 82/12/31. Division of Risk 

Analysis 69pp Available at NRC *5 00 167S1 165 


8301100052 NUREO/CR-2000 VO INI 1 

LICENSEE EVENT REPORT (LER) COMPILATION For Month Of 
November 1982 

« Oak Ridge National Laboratory FIN D-1883 ORNL/NSIC-200, 
02/12/31 Director's Office 127pp Available at NRC, *6 00 

16751 23S. 


B30i 100056 NUREO-0090 VOS N02 

REPORT TO CONGRESS ON ABNORMAL OCCURRENCES, Apr i 1-June 1982 
» Director's Office 82/12/31. 50p p Available at NRC *4 75 

16757 040 


8301100137 Comments on proposed rule tOCFRSO. "Proposed Guidance for 
Implementation of SRP Rule," NUREO-0906 Proposed rule should 
be revised to include guidance to util applicants re level 
of detail for evaluations 

SALOARlNliJ C Ebasco Services. Inc (subs, of Enserch Corp ) 
47FR47019 008 82/12/17 Docketing h Services Branch 4pp 

16703 116 


8301100140 Comments on proposed rule IOCFRSO. "Proposed Guidance for 
Implementation of BRP Rule." NUREO-0906 Guidance requirement 
serves no useful purpose 

RAHE. E P Westinghousa Electric Corp 47FR470I9 009 82/12/20. 

CHILK. 8. U. Office of the Secretary of the Commiseion 2pp. 

16703 lt4 


0301100446 Forwards NUREO-0090, Vo i 5. Number 2. "Rept to Congress on 
AOs, Apr - June 1982 " M/o end 

PALLADINO.N J Commi sssoners 82/13/29 O'NEILL.T P House of 
Rep ip 16787 091 


8301100448 Forwards NUflEO-0'0'90. Vo 1 5. Number 3. "Rept to Congress on 
AOs, Apr - dune 1932 " 

PALLADINO.N J Commissioners 33/12/29 BUSH. 0 H Senate 92pp 
16797 093 


8301100461 Forwards revised 1. marked-up safety goal policy statement 
showing changes from 831105 version FR notice being prepared 
for release of policy statement l. evaluation program plan 
by Commission 821238 meeting 

2ERBE. JE NRC - No Detailed Affiliation Given 82/12/16 
PALLADINO.N . OILINSKY.V , AHEARNE.J Commissioners 2gpp 
16712 327 


83Q1110D94 Staff requirement! memo re 930105 briefing on proposed 
safety goal policy statement b NRC evaluation plan Ofc of 
Policy Evaluation requested to provide marked-up rev to 
921216 policy statement b revised evaluation plan 
CHILK. 8 d Office of the Secretary of the Commission HB30105A 
93/01/06 ZERBE. d E Of f 1 ce o f Pb 1 i cy Eveluations DIRCK8. W d 
Office of the Executive Director for Operations Ip 16767:361 


8301110629 Responds to FOIA request for mat 1 re steam quenching 
instability In BWRs from 1974 to present NURE0-04B7, 

NUREO-0661 b NUREO-OS08 can be purchased directly from OPO 
List of related NUREQs end 

FELTON. J M Division of Rules and Records 82/12/30 HAFNEft. B 
Affiliation Unknown 2pp 16757 346 


8301120023 NUREO/CR-2239 

TECHNICAL OUTDANCE FOR SITING CRITERIA DEVELOPMENT 
ALDRICH. D C , SPRUNG, J L , ALPERT. D. J Sandia Laboratories. FIN 
A-ti23 8AM0ai-l549 82/12/31 NRC - No Detailed Affiliation 

Given 462 pp 16782 001 


0301120080 NUftE0/CR-297l 

AN EXPERIMENTAL INVESTIGATION OF BOILING WATER NUCLEAR 
REACTOR PARALLEL CHANNEL EFFECTS DURING A POSTULATED 
L088-OF-COOLANT ACCIDENT. 

COHLON. W, M , LAHEV. R T Rensselaer Polytechnic Inst, FIN 8-9973 
92/12/31 Office of Nuclear Regulatory Research. Director. S77pp 
Available at NftC 419.00 16787' 001 


8301120087 NUREO/CR-8911 

MULTIROD BURST TEST PROGRAM PROGRESS REPORT FOR UANUARV-dUNE 
1982 

CHAPMAN.R H Oak Ridge National Laboratory FIN B-0120, 
□RNL/TM'S4a8 82/12/31 Office of Nuclear Regulatory Research. 

0 ire c tar B2pp 16780. 001 
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e30n200<f4 MURE^>/CP-OO^A 

PROCEED INOS OF THE WORKSHOP ON NUCLEAR POWER PLANT AOINO 
Bethestfji MD August 4-5i 1962 

DAOERrO E . HANCHEY/L A Sand i a Laboratories SANDa2-S264C 
SS/lS/at Offite of Nuclear Regulatorij Rea»areA< Director 2S9pp 

167Q3 103 


6301120093 NUREO/CR-2534 

CRITERIA FOR SAFETV-REUATED NUCLEAR POWER PLANT OPERATOR 
ACTIONS INITIAL BOILINO WATER REACTOR (BWfi) SIMULATED 
EXERCISES 

DEARS. A N . CROWE. D 8 . KOZINSKY, E J General Phgsfes Corp FIN 
B-04ai 0RNL/TM-B193 82/11730 Division of Facility Operations 
llOpp 16780 064 


6301120101 NUREO/CR-2767 

X-RAY MEASUREMENTS OF HATER FOG DENSITY 

CAMP. A L Sandia Laboratories FIN A-1246 SANDa2-ia92 B2/i2/3l 
Division of Accident Evaluation 42pp I678D 194 


6301120103 NURE0/Cfl-2B25 

BWR 4/llASK I ACCIDENT SEQUENCES ASSESSMENT 

YUEiD D . COLEiT E Oak Ridge National Laboratory FIN B-04S2 
0RNL/TM-B14a 62/12/31 Division of Accident Evaluation 130pp 
16760 237. 


6301120104 NURE0/CR-283a 

HYDROACOUSTIC BIOMASS ESTIMATION TECHNIQUES 
KANCIRUK.P Oak Ridge National Laboratorg FIN 6-0406 
□RNL/TM-a304 62/12/31 Office of Nuclear Regulatory Research. 
Director 291pp 16761 007 


8301120106 NUREO-0837 V02 N02 

NRC TLO DIRECT RADIATION MONITORING NETWORK Progress Report, 
Aprll-June 1982 

COSTELLO.F , THOMPSON, T , COHEN, L K Region 1, Office of Director 
62/11/30 190pp 16764 032 


B301I20109 NUReO/CR-2425 

SEDIMENTS AND RADIONUCLIDE TRANSPORT IN RIYERS Radionuclide 
Trensport Modeling For Cattaraugas And Buttermilk Creeks, 

Net! York 

□NlSHl.Y . YABUSAK1.6 0 . KINCAID.C T Battelle Memorial Institute, 
Pacific Northwest Laboratory FIN B-2294 PNL-4 U 1 62/12/31 

Division of Health, Siting t. Environment 39epp Available at NRC 
♦9 SO 16763.034 


8301120196 NURE0/CR-2aS7 

LWR STEAM SPIKE PHENOMENOLOGY DEBRIS BED GUENCHINO 
EXPERIMENTS 

OINSBERO. T , KLEIN, J , KLAGE8, U Brookhaven National Laboratorg 
FIN A-3024 DNL-NUREC~51S7I 62/12/31 Division of Accident 
Evaluation 83pp 167B9 156 


8301140377 Transcript of 630110 public meeting in Washing ton, DC re 
discussion 4 possible vote on proposed safe tg goals t< staff 
evaluation plan Pp 1-160 

f Gommlsslonars 63/01/10 iSSpp 16816 277 


6301140365 Requests comments from 273rd ACRS 630106-08 meeting re 
B2I216 (i 830107 drafts of proposed Safetg Goal Policy 
Statement ALARA concept should be retained Risks from all 
various initiating mechanisms should be taken into account 
RAYaJ.U ACRS - Advisory Committee on Reactor Safeguards 63/01/10 
PALLADINO.N U Commissioners 3pp 16616 267 


83Dli40600 Forwards ravlslon to proposed, "Plan to Evaluate Commission 
Safety Goal Policy Statement," incorporating comments from 
63010S maeting 

DTRCKSi W. U Office of the Executive Director for Operations 
83/01/07. PALLADINO.N . OILINSKY.U , AkCARNE.J Commissioners Ip 
16816 117 


— 8301140605 Revision to Proposed. "Plan to Evaluate Commission Safetg 
Ooal Policy Statement " 

* Office of the Executive Director for Operations 83/01/31 

ISpp 16616 lie. 


8301170018 "TMI Action Plan Tracking Sgs.Oct 1982 Issue " 

KINOiH Office of Resource Management, Director 62/10/31 162pp, 

16818 119 


6301170022 NUREO/CR-2394 

PATH I SELF-TEACHING CURRICULUM EXAMPLE PROBLEMS FOR 
PATHWAYS- TO-MAM MODEL 

HELTON, J C ( FINLEY, N C. Sandia Laboratories FIN A-115S, 
BAND8I-2377 82/10/31 Division of Waste Management 114pp. 

Available at NRC t7 00 16816 317 


8301170023 NUREO-0750 V14 COl 

NUCLEAR REGULATORY COMMISSION ISSUANCES Julg-October 1901 
Pp 1-931 

* Division of Technical Information & Document Control 61/10/31 
lOOapp 16819 164 


8301170025 Forwards OPE markcd-up rev of 821216 version of Safety Goal 
Policy Statement, per 830105 meeting Transcript page where 
each change discussed during meeting indicated in margin 
ZERBEi J E NRC - No Detailed Affiliation Olvan 63/01/07 
PALLADINO.N , GILINSKY.V , AHEARNE, J Commissioners t4pp 
16818 289 


0301170026 NUREO-0750 V13 

NUCLEAR REGULATORY COMMISSION ISSUANCES January-June 1901 
Pp 1-1, 140 

s Commissioners 01/06/30 1190pp 16060 179 


0301170020 Comments on revised policy statement it implementation plans 
on safety goals for nuclear power plants Safety goals should 
be trsatad In nonbinding way for several yrs so application 
of PRA re safety goals can be developed 

MUNTZINO.L M American Nuclear Society B3/01/07 PALLADINO.N J 
Commissioners Spp 16019 141 


8301180007 Responds to FOIA request for four specified records it other 
repts re groundwater questions Forwards documents listed in 
App A App D documents available in PDR 
FELTON, J M Division of Rules and Records 08/12/23 
8CHLEIFSTEIN, N Clarion-Ledger Jackson, MS 4pp 16838 332 


—8301180033 “Analysis of Boundary Conditions & Conductivity Ratios Used 
In Pasco Basin Modeling " NUREO/CR-2983, "Selected 
Hydrologic 6 Geochemical Issues In Site Characterization for 
Nuclear Waste Disposal" end 

QUIN.Ni E J High Level Waste Technical Development Branch 
02/08/27 11037PP 16036139 


0301180423 Forwards NUREO-0943, "FES on 10CFR61, 'Licensing 
Requirements for Land Disposal of Radwaste' " W/o end 
DRAGONETTE, K 8 Low Level Waste Licensing Branch 63/01/12 
DREY.K Affiliation Unknown Ip 16837 323 


0301190143 Partial response to FOIA request for documents re proposed 
rev b/or update to reactor safety study ref In NURBO“O704i 
Chapter 10 as RS II U documents re discussion of reactor 
cooling method Forwards App A documents 

FELTON, J M Division of Rules and Records 02/11/22 8M0LLV.S C 
Union of Concerned Scientists 3pp 16866 278 24X 

Flche 50-000.02/11/23.8301190143 


— 6301190207 Forwards memos submitting Analyses Group input to 
NUREO-0611, NUREO-0565 b NURE0-O63S Memos summarize finding* 
derived from review of feed b bleed cooling 

ROSZTOCZY, Z R NRC - No Detailed Affiliation Given 82/11/16 
WILSON, V H NRC - No Detailed Affiliation Given Ip 16067 133 


— 8301190213 Forwards draft rept consisting of evaluation, cond usionc )> 
recommendations re small break LOCA accident behavior for 
BbW operating plants Rept prepared at NURE0-0S6S 
R09ZT0CZV, Z R TMI-2 Bulletins b Orders Task Force 79/12/19 
ROSS, D F TMl-2 Bulletins b Orders Task Force 2pp 16867 136 


— 8301190207 Forwards memos submitting Analyses Group input to 
NUREO'061 1 1 NUREG-0S63 b NUREO-0635 Memos summarize findings 
derived from review of feed b bleed cooling 

ROSZTOCZY, Z R. NRC - No Detailed Affiliation Given 82/11/16 
WILSON, V H. NRG - No Detailed Affiliation Given Ip 16667.133 


— 0301190219 Forwards draft rept consisting of evaluation, cond uslons t, 
recommendations re small break LOCA behavior for 
Wastinghouie operating plants Rept prepared as App Vllt of 
NUREO-0611 

ROSZTOCZY, 2 R TMl-2 Bulletin* b Order* Task Force 79/12/16 
ROSS, 0 F THl-2 Bulletins b Orders Task Force Spp 16867 138 


—6301190207 Forwards memos submitting Analytes Group Input to 
NUREG-061 1 , NURE0-0S63 b NUREO-0633 Memos summarize findings 
derived from review of feed b bleed cooling. 

ROSZTOCZY, Z R, NRC - No Detailed Affiliation Given 02/11/16 
WILSON, Y H NRC - No Detailed Affiliation Given tp 16067 133 


—8301190810 Forwardt draft rept consisting of evaluation, cond usicns t, 
recommandationt re small break LOCA behavior for C-E 
operating plants Rept prepared as App VIII of NUREO-063S 
RO8ZT0CZV, Z R TMI-2 Bulletins b Orders Task Force 79/12/86 
ROSS, D F TMI-2 Bulletins b Orders Task Force 2pp 16067 134 
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03O11‘?O179 NUREc-oa05 103 

US NUCLEAR REOULATORV COMMISSION POLICV AND PLANNINO 
CO (DANCE 1983 

» NRC - No DetalleiJ Affiliation Biv«n 93/01/31 23pp Available 
at NRC *3 So lASAl 093 


9301190471 NUREO-0937 

EVALUATION OF PWR RESPONSE 
CONCURRENT STEAM GENERATOR 
LOCA 

LAARSONEN, U T , B HERON, B N 
B11005) B3/12/31 7lpp 


TO MAIN STEAMLINE BREAK UITH 
TUBE RUPTURE and SHALL BREAK 

Dlvielon of Ey stenil Integration 
Available at NRC *3 00 16949 


< post 
122 


B3OH9O104 NURE{>/CR~2872 

EXPERIMENTAL VERIFICATION OF A CRACKED FUEL MECHANICAL 
MODEL 

NIlJIFORD,R E Battelle Memorial Initituta, Pacific Northuieet 
Laboratory FIN B-2043 PM. -4377 B2/12/31 Division of 

Accident Evaluation t66pp Available at NRC *6 90 16960 158 


B301500109 Discusses assignment of revleu responsibilities for proposed 
rev to Generic Licensing Topical Rept EDR-l{P)-Ai "Ederers 
Nuclear Safety-Related Eitra-Safety 6 Monitoring <X-3AMJ 
Cranes " 

CLARK. C H Ederer, Inc 83/01 /IB THOMAB.C Standard I latl on «< 
Special Projects Branch 2pp 16863 037 


8301190188 NUREO/CR-2836 V03 

BUCKLING OF STEEL CONTAINMENT SHELLS Task 3 Parameter 
Studies 

ALMROTH, D 0 . RANKIN, C , BUSHNELL, D Lockheed Palo Alto Research 
Laboratory FIN D-6968 LMSC 0812990. BK/I2/31 Division Df 

Engineering B2pp Available at NRC *5 00 16S9B 110 


B301250695 NUREO-0790 V14 B02 

NUCLEAR REGUlATORV CO,'1MISS10N ISSUANCES No v emb e r-De c ember 
1981 Pp 933-1 , G12 

« Policy 6 Publications Management Branch 81/12/31 9S6pp 
16920 001 


8301190216 NURE0/CR-2B36 V04 

DUCKLING OF STEEL CONTAINMENT 3HEELS Task 4 Use Of The PANDA 
Pregram For Simple Duckling Analyses Of Stiffened 
Cylindrical Shells 

BUSHNELL. D Lockheed Palo Alto Research Laboratory FIN D-656B 
LMSC 0812990 02/12/31 Division of Engineering B3pp 

Available at NRC *5 SO 16860 079 


8301190220 NURE0/CR-2B36 V02 

BUCKLING OF STEEL CONTAINMENT SHELLS Task 2 Elastic Plastic 
Collapse Of Nonuniformly Aslally Compressed R Ing-St if faned 
Cylindrical Shells Mith Reinforced Openings 

MELLER, E » BUSHNELL. D Lockheed Palo Alto Research Laboratory FIN 
D-696B LMSC DB129S0 82/12/31 Division of Engineering 125pp 

Available at NRC «6 00 16866 023 


B30119041S NURE0/CR-303B 

TESTS FDR EVALUATING BITES FOR DISPQBAL OF LOH-LEVEL 
RADIOACTIVE HASTE 

LUTTON R J . butler. D K ■ MEADE. R B Army, Dept of. Army Enginaer 
Uateruiays Eiperlmant Station FIN D— 7324 9 2/12/31 Division of 

Waste Management I76pp Available at NRC S6 SO 16899 067 


03OU9O421 NUReo/CR-234S V02 

LHR PRESSURE VESSEL IRRADIATION SURVEILLANCE DOSIMETRY 

fluarterly Progress Report April 1981 - June 1901 

OUTHRIE, 0 L . MCELROY, W W Hanford Engineering Development 

Laboratory FIN B-99a8-7 HEDL-TME 01-34 82/12/31 Division of 

Engineering Technology 82pp Available at NRC $5 00 16696 031 


8301190426 NUREO/CR-2260 

METABOLIC FATE AND EVALUATION OF INJURY IN RATS AND DOGS 
FOLLOWING EXPOSURE TO THE HYDROLYSIB PRODUCTS OF URANIUM 
HEXAFLUORIDE! IMPLICATIONS FOR A DI0AS8Y PBDORAII RELATED TD 
POTENTIAL RELEASES OF URANIUM HEXAFLUORIDE 

MORROW. P , LEACH. L , SMITH.F Rochester, Univ of,, FIN A-4 093 
8S/12/31 Division of Health, Siting it Environment 172pp 
Available at NRC *6 90 16899 263 


0301190436 NUREO/CR-2999 

FINAL REPORT USNRC ANCHOR BOLT STUDY DATA SURVEY AND 
DYNAMIC TESTING 

LINDQUIST, M R Hanford Engineering Development Laboratory FIN 
B-I404 HEDL-MISC-7246 02/12/31 Division of Engineering 

Technology 84pp Available at NRC <9 5 0 16657 304 


0301190441 NUREO/CP-0039 

PROCEEDINGS OF THE HEALTH PHYSICS SOCIETY 1991 BUMMER SCHOOL 
CAT UNIV OF RY) SELECTED TOPICS IN REACTOR HEALTH PHYSICS 
CHRISTENSON, R, . BAYEO, J A , BIMMONS, 0 H Kentucky, Univ of 
83/12/31 NRC - No Detailed Affiliation Given 697pp Available 
at NRC «14 00 16991 209 


8301190446 NUREO/CR-2708 

PRELIMINARY NEUTfiONICS CALCULATIONS FOR THE SUPER BARA TEST 
PROORAH 

JENQUIN.U P Battelle Memorial Institute. Pacific Northwest 
Laboratory FIN B-2372 PNL-4266 02/15/31 Division of 

Accident Evaluation 4Bpp Available at NRC. *4.79 16S49 033 


9301190455 NUflE0/CR-109a 

A MATHEMATICAL MODEL FOR SIMULATION OF THE FATE OF COPPER IN 
A MARINE ENVIRONMENT 

ORLOB, 0 T . HROVAT. D , MAKEMAN, T Laupenes Livermore Laboratory 
fin A-0119 UCRL-9272e. 62/12/31. Office of Nuclear Regulatory 

Research, Director t06pp Available at NRC, <9 90. 16693^266 


9301190466 NURE0/GR-28S0 VOl 

POPULATION DOSE COMMITMENTS DUE TO RADIOACTIVE RELEASES FROM 
NUCLEAR POWER PLANT BITES IN 1979 

BAKER.DA. PELOQUIN.R.A Battelle Memorial Institute. Pacific 
Northwest Laboratory FIN B-2243 PNL-432I. 62/11/30 Office of 

Resource Management, Director 69pp Available at NRC <6 SO 
16S50 001 


B30 1270493 Responds to FQIA request for SECY-82-296 Forward s 
SECY-62-296 to be published es NUREa-0937 

FELTON, J M Division of Rules and Records 82/12/22 MIRTH. R 
01 Ibert/Comnonueal tb Cos Ip !6933 099 


B301310060 Discusses re-evaluation of OH Agriculture R&D Ctr llcensp 
amend request for onsite disposal of H-3 6 G-14 Potential 
dose eiposure estimated to be 1 mrem/yr Ground water 6 
intruder scenarios end 

HAWKINS. E F Lou Level Waste Licensing Branch 63/01/13 
MILLER, V L Assistant Director for Material Safety & Licensing 
3pp 16984 049 


OftO CORRESPONDENCE WITH OTHER ORGANIZATIONS 


B2O019O269 IE Info Notice 92-51. ''Overs x p osur os in PMR Cavities " 8vc 
list enc 1 

DEYQUNO.R C Director's Office. Office of Inspection and 

Enforcement 62/12/21 Consolidated Edison Co of New York. Inc 

lllpp 16669 239 24X Fiche 50-000.62/13/21,0208190269 


9200190273 IE Info Notice 02-59, "Ssismlc Qua li f lea t ion of Uestinghause 
AR Relay W/Latch Attachments Used In Mestinghouse Solid 
State Protection Bye " Sve list end 

JORDAN. E L Division of Engineering & Quality Assurance (Pre 
830103) 95/12/29 Cunsolidated Edison Co of Neu York. Inc 

10?pp 16866 014 34X Fiche 50-000.83/12/38.0200190273 


9308190275 IE Info Notice 92-34, "West i nghnus e NEFO Relay Failures in 
Reactor Protection Bye " Sve Hit enc 1 

JORDAN. E L Division of Engineering 6 Quality Assurance (Pre 
830103) 02/12/27 Consolidated Edilson Co of New Yort, Inc 

llOpp 16962 139 a4X Fiche 50-000.02/12/27.8209190279 


9212060351 IE Info Notice 82-52. "Equipment Environ Qualification 
Testing Experience - Updating of Test Summaries Prevlouiiy 
Publlehsd tn IE Info Notice 91-29 " Sve list end 
JORDAN, E L Division of Engineering 6 Quelity Assurance <Pre 
830103) 62/12/21 Consolidated Edison Co of Neu York, Inc 

llSpp 16631 088 S4X Fiche. 50-000, 92/12/21.8212060391 


0212060354 I£ Info Notice 02-56. “Robertihau Thermostatic Flow Control 
Valves " Bve list enci 

JORDAN, E L Dlvliiohi of Engineering & Quality Assurance <Fre 
8301031 82/12/30. Consolidated Edison Co of Neu York. Inc 

lllpp 16758 137. 54X Fiche 50-000,92/12/30,6212060354 


6301070005 Forwards std order for DOE work "Engineering Evaluation 
Assistance for Nonpauer Reactors," Issubd to LA8L 
EI8ENHUT, D 0 Division of Licensing FIN A-72S4 62/12/29 

RQMATOWSKl.R 0, Energy. Dept of 3p p 16704:182 


— 830107000? Std order for DOE uark "Engineering Evaluation Aeslstance 
for Nonpower Reactors,” issued to LASL 

EISENHUTiD 0 Division of Licensing a Las Alamoi Scientific 
Laboratory FIN A“72g4-3 20-83-127 82/12/23 t9pp. 

16704:193 


8301100326 Raspond* ta approval rBq.usst for info collectlan re 
compliance determination procedures for 40CFR 190, environ 
radiation protection stds for nuclear power operations - U 
milling Rsquest approved under 0M9 Number 31SO-OQ64 
SCURRY, N Office of Management 6 Budget OMB 3150-0064. 82/12/13. 

8COTT.S Document Management Branch. 2pp 16756*33? 


8301100329 Responds to approval request for info collection re 
lOCFRlOOiApp A, "Seismic 6 Geologic Siting Criteria for 
Nuclear Power Plants ” Request approved through 851231 under 
DHB Number 31 30-0093. per Paperwork Reduction Act 

SCURRY, N Office of Management U Budget OMB 3(50-0093 82/12/13 

8C0TT. 8 Document Management Branch 2pp 16756 233. 
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6301100331 Reiponds to approval renuast for info collection re lOCFflSli 
llcen-sing i rejulatorij pollci^ & procedures for environ 
protection Request approved through 631231 under 0MB Number 
31 50-0031> p er Paperwork Reduction Act 

SCURRYi N Office of Hanagement Budget 0MB 3150-0021 82/13/13 

BCOTTiS Document Management Branch 2pp 16757 03B 


8301100334 Reiponds to approval request for info collection re NRC Form 
398 concerning personal qua! if leotions statement - licensee 
Request approved' through 650631 under OKD Number 31SO-0090< 
per Paperwork Reduction Act 

SCURRY. N Office of Management & Budget 0MB 3150-0090 62/12/13 

SCOTT. S Oacunent Management Branch 2pp 167S6 341 


6301190145 Partial response to FOIA request for documents re proposed 
rev Ii/or update to reactor safetq study ref in NUREO-O7e4> 

Chapter 10 as RS II t< documents re discussion of reactor 
cooling method Forwards App A documents 

FELTG.V> J H Division of Rules and Records 62/11/22 SHOLLY. S C 
Union of Concerned Scientists 3pp 16866 376 2 4X 

Flchc 90-000.62/11/22.6301190145 


PR PROPOSED rule 


8301040061 Informs of delay In finaliiallon of LER rulemaking until 
BNL rept on LER sys alternatives reviewed LER rulemaking 
integrated u/IOCFRSO 72 rulemaking 

DIRCKS N J Office of the Ececutive Director for Operations 
62/12/16 PALLADINO, N . OILINSKY.V , AHEARNE. J F Commissioners 
3pp 16655 303 


8301060410 Requests that documents supporting notice of proposed 
rulemaking 10CFR170 re license fees be placed in POR.per 
821116 memo Lists documents already in PDR 

HOLLOWAY, C J License Fee Management Branch 82/12/22 BARTLCTT. J 
Document Management Branch Ip 16666 016 


— 0301060416 Forwards documents supporting notice of proposed rulemaking 
10CFR170 re license fees for placement in PDR 
HOLLOWAY. C J License Fee Management Branch 82/11/18 
LICHTMANi 0 Office of the Secretary of the Commission Ip 
16688 019 


— B301190270 Forwards std order for DDE Work "Thermal-Hydraulic Analyses 
of RCS ill Feed & Bleed Mode," issued to Los Alamos Natl 
Lab Statement of work end 

MATTSON. R J Division of Systems Integration (post 611005) FIN 
A-7275 82/09/30 ROHATOWSXl.R 0 Energy, Dept of 2pp 

16667 337 


6301200232 Transcript of 621130 meeting in Reston.VA to discuss NRC 
Charleston earthquake in context of eastern seismicity 
Pp 1-220 

e NRC — No Detailed Affiliation Oiven * Interior. Dept of. 
Oeological Survey 82/11/30 221pp 168B0 060 


830C2S0644 Forwards request for OMD review supporting statement re 
reporting 6 recordkeeping requirements of abandoned well- 
logging sources 

HORRY. P 0 Office of Administration 83/01/20 SCURRV.N Office 
of Management !< Budget Ip 16914 249 


— 6301060419 Responds to 811104 request for info re proposed license fee 
schedule in SECy-ei-615 

DIRCKS. W J Office of the Executive Director for Operations 
M81 11020 01/11/30 PALLADINO, N J . OILINSKY.V , BRADFORD. P. 

Commissioners 3pp 16686 020 


— 6301060422 Responds to commsnts fc recommendations on proposed licsnis 
fee schedule In SECY-81-615 

DIRCKS. W J Office of the Eiecutlvc Director for Operations 
02/04/26 AHEARNE. J F Commissioners 6pp 16680 023 


— 6301060426 Forwards revised tables of license fees I. insp feoSrin 
response to request for study to determine if use of actual 
costs in establishing license & insp fees for radioisotope 
licenses would have economic impact on small programs 
DIRCKS, W J Office of the Executive Director for Operations 
02/06/04 PALLADINO. N J , OILINSKY.V . AHEARNE, J F 
Commissioners 17pp 16666 029 


01350691 Responds to approval request for info collection re orders 
bo licensees on HWR scram discharge vat sys Request approved 
through 631231 under 0MB Number 31 50-0063, per Paperwork 
deduction Act 

SCURRV.N Office of Management & Budget OHB 3150-0063 63/01/11 

SCOTT.S Document Management Branch 2pp 16907 362 


— 6301060432 Advises that Commission approved proposed license fee 
schedule (SECY-61-619), subj to listed items 

CHILK, S J Office of the Secretary of the Commission 82/09/24 
DIRCKS. W J Office of the Executive Director for Operations Opp 
166SG 046 


301290699 Responds to approval request for info collection re 
notification of significant events. lOCFRSO 72(0 Request 
approved through 850430 under OMD Number 3150-0011 in/ 
stipulation that NRC establish & maintain accounting sys 
SCURRV.N Office of Management & Budget OMD 3150-0011 63/01/11 

SCOTT. S Document Management Branch 2pp 16907 359 


6301250694 Responds to approval request for Info collection re 
10CFR29 concerning access authorl la 1 1 on for licensee 
personnel Request approved through 660131 under OHO Number 
31 50-0046. per Paperwork Reduction Act 

SURRV.N Office of Hanagement 4 Budget OMB-3450-0046 03/01/11 

BCOTTi B Document Management Branch 2pp 16907 223 


11250696 Responds to approval request for info collection re 
(ualif i cation s investigation ( s ec re tar lal/c ler 1 cal 1 Request 
ipprovcd through 660131 under OMD Number 31 50-0034, per 
'aperuork Reduction Act 

5CURRV. N Office of Management 4 Budget OMB-31 50—0034 33/01/11 

ICUTT.S Document Hanagement Branch 2pp 16907 221 


11260004 Responds to approval request for Info collection re NRC 
orms 171, "Document Duplication Request." 171A, "Microform 
luplieation Request" 4 I71B. "Microform Blowback Request " 
lequest approved through 860131 under OMD Number 3150-0066 
WURRVtN Office of Management 4 Budget OMB 3150-0066 63/01/11 

iCOTT.S Docunenl Hanagement Branch Bpp 16953 092 


I126001S Responds to approval request for info collection re 10CFI130 
oncerning domestic licensing of byproduct matl Request 
ipprovBd through B60131 under OMD Number 31 90-0017, p er 
I aperwork Reduction Act 

SCVRHVi N Office of Management 4 Budget OMB 3150-0017 63/01/11 

SCOTT, S. Documsnt Management Branch Bpp 16953 073 


01310360 "NRC Perspective of Safety 4 Licensing Issues re Reactor 
Vessel Steel Embrittlement," to be presented at ANS annual 
meeting in Oetralt.MI on 630612-17 

TANDALLrP M Division of Engineering 03/01/26 7pp 16903 1 £9 


— 8301060435 Morkpapers supporting 621122 notice of proposed r«v of 
10CFR170 re license fee schedules 

» License Fee Management Branch 47FRS2494 02/12/22 ISOpp 

16668 049 


6301100124 Comments on proposed rule 10CFR70 re changes to matl control 
4 accounting requirements for low enriched U Proposed 
changes do not address methods that accomp 1 1 shed thieves 
would use 

LEWIS, H I Lewis, M 47FR55951 001 02/12/20 Office of the 

Secretary of the Commission Ip 16704 073 


630110012? Comments on proposed role 10CFR60 ro technical criteria for 
geological repositories Objects to DOE attempts to eliminate 
i.OOO yr containment criteria for high level waste 
packaging 

WALSH.P Wisconsin, State of 46FR33280 092 62/12/07 NRC - No 

Detailed Affiliation Given Ip 16703 249 


8301100133 Updates 620610 comments on proposed rule lOCFRSO re codes 
4 stds for nuclear power plants Adoption of end two-step 
process recommended 

COOPER. L J American Nuclear Society 47FR19801 015 02/12/20 

Docketing 4 Services Branch 9pp 16703 246 


6301100137 Comments on proposed rule lOCFRSO. "Proposed Guidanea for 
Implementation of SRP Rule," NVREG-0906 Proposed rule should 
be revised to include guidance to util applicants re level 
of detail for evaluations 

8ALDARINI.J C Ebasco Services. Inc (subs of Enserch Corp 1 
47FR47019 008 02/12/17 Docketing 4 Services Branch 4pp 

16703 116 


8301100140 Comments on proposed rule lOCFRSO, "Proposed Guidance for 
Implementation of SRP Rule." NUREO-0906 Guidance requirement 
serves no useful purpose 

RAHE. E P Mestinghouse Electric Corp 47FR47019 009 02/12/20 

CHILK. 3 J Office of tha Secretary of the Commission 2pp 
16703 114 
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B301I0014S Package of tuo commente supparkitig proposed rule lOCFASOi 
"Proposed Oul dance for Implementation of SRP Rule*" 

NUREO-0906 

MANGANi C V Niagara Mohawk Power Corp MITTLiR L Public Service 
Electric b Gas Co of New Jersey 47FR47019 82/12/20 Docketing 

b Services Branch 3pp 16702 162 


6301109149 Comments on proposed rule 10CFR2 re authority to issue 
notices of violation to nonlicensees b delegation of 
authority to regional administrators Deletion of requirement 
to admit or deny violation requested 

RAHE.E P Wostinghoose Electric Corp 47FR31402 009 82/12714 

Docketing tt Services Branch Ip 16702 159 


8301109151 Comments on proposed rule 10CFR2 re authority for copying 
of records by inspectors Concern expressed re availability 
of copied documents to public 

HUBBARD. L B Cook County Hosp Chicago, IL A7FR51402 007 
62/12/13 Docketing b Services Branch Ip 16702 156 


830I100IS7 Package of three comments opposing proposed rule 10CFR2 re 
authority to issue notices of violation to nonlicensees b 
delegation of authority to regional administrators 
SCHERER. A E Combustion Engineering. Inc BRADBURY. R B Stone b 
Uebiter Engineering Corp CURTIS.N Id Pennsylvania Power b Light 
Co 47FR51402 02/12/20 Docketing b Services Branch 6pp 

16702 114 


8301100164 Package of two comments opposing proposed rule 10CFR170 re 
increases in fees for license applications b amends 
OANTZ, D L Jersey Community Hosp . Jerseyvllle. IL SHIRAZI.P H 
Lutheran General Hosp Park Ridge. IL 47FR52454 62/12/29 

Docketing b Services Branch 2pp 16702 074 


8301100171 Package of two comments opposing proposed rule t0CFR170 re 
rev to license fee schedule 

PEEPLES. H P Oukf Nuclear, Inc PERRY.L 0 Bloomington Hosp 
Dloemington. IN 47FR32454 62/12/23 CHILH.S J Office of the 

Sacretary of the Commission 22pp 16702 264 


8301100176 Comments on proposed rule 10CFR20 re personnel dosimetry 
sves Improvements In personnel dosimetry processing can best 
be achieved through mandatory testing b certification 
program 

FOHINALE, E H Tennessee, State of 45FR20493 078 62/12/16 

PALLkOINO. N J Commissioner* Ip 16702 26 3 


6301100177 Comment* on proposed rule 10CFR170 re rev to license fee 
schedules Opposes rule 

KOWALSKI. R S Bt Marys Hosp Galesburg, IL 47FR92454 034 
82/12/29 Docketing b Services Branch 2pp 16702 261 


8301100182 Comments on proposed rules lOCFR 19, 21, 30, 40. 50, 70, 71 , 73 tt 
110 re authority for copying of records b retention periods 
for security records Licensee must he protected from 
Inadvertent disclosure of protected info 

HOBBS, T 0 C omieerce. Dept of, Natipnal Bureau of Standards 
47FR32452 002 62/12/29 Docketing b Services Branch Ip 

16702 260 


8301100220 Comments on proposed rules lOCFR 19, 21. 30, 40, 50, 70, 71 . 73 b 
110 re authority for copying of records b retention periods 
for security records NRC should furnish licensee listing of 
records copied within 72 h 

NAVARRO, H Affiliation Unknown 47FR524 52 001 82/12/23 Office 

of the Secretary of the Commission Ip 16702 057 


8301100226 Comments on proposed rule 10CFR2D re accredited personnel 
dosimetry sves Supports rule 

STOCKS. H 3 Indiana, State of 45Ffi20493 077, 02/12/17 

PALLADIND.H J Commissioners 2pp 16702 066 


8301100231 Comments on proposed rules iOCFR30, 40 b 70 re licensee 
responsibility for nuclear matls t termination of specific 
1 icenses 

8PELMAN, H J Harold J Spelman b Assoc la te • SPELMAN, H J West 
Chicago. IL 47FR47400 006 B2/12/SS Docketing & Services 

Branch 2pp 16702 06 B 


8301100233 Package of two comments opposing proposed rule tOCFR170 re 
rev of license fee schedule 

JOHNSON, C R Nuclear Assurance Corp COOPERflANiA S Coop e man b 
Weber, P C 47FR52434 82/12/20 Docketing b Services Branch 

3pp 16702 070 


8301100236 Comments on proposed rule 10CFR32 re recordkeeping b 
transfer reporting requirements for consumer products 
w/imall quantities of radioactive mat 1 Opposes rule 
BRADLEY. F J New York, State of 47Ffi62719 011 02/12/13 

SMITH, 0 A Office of Nuclear Regulatory Research, Director Ip 
16702 073 


6301100238 Comments on proposed role 10CFR32 re recordkeeping i 
transfer reporting requirements for consumer products 
w/small quantities of radioactive ma 1 1 Company should not be 
required to keep records for repts for 5 yrs 

HILTEBnAND, R Pyrotrontes, Baker Pro tec Sves Inc 47FR32719 010 
82/12/21 Of flee of the Seer e tary of the Commiss ion Ip 

16697 306 


6301109241 Comments on propiisetf rule 10CFR32 re recordkeeping b 
transfer reporting requirements for consumer products 
w/small quantities of radioactive ma t 1 Present annual 
reporting requirement favored 

DAVIS.WW Beckman Instruments. Inc 47FRS2719009 82/12/16 

Docketing b Services Branch 3pp 16697 309 


6301100242 Comments on proposed rules 10CFR2 b 55 re elimination of 
hearing on denial of reactor operator license Rev to 
Section 55 12 should include ref to specific time frame NRC 
will respond to applicant re-evaluation request 
CURTIS.N H Pennsylvania Power b Light Co 47FRS302B 005 

62/12/86 Office of the Secretary of the Commission Ip 

16697 312 


6301100248 Coi-nments on proposed rule 10CFR32 re recordkeeping b 
transrer reporting requirements for consumer products 
w/small quantities of radioactive mat! Repcirting requirement 
re byproduct mall in smoke detectors should be eliminated 
flORK, G R DRK Electronics 47Fn527l9 008 92/12/13 Docketing b 

Services Branch 2pp 1 6697 304 


8301100249 Informs NRC that LILCD should be Included in list of 
licensees on whose behalf 821227 comments on proposed rules 
1 0CFn2 b 55 re hearings for operator license denial were 
filed 

* Debevolse b Liberman 47FR 53028 004 82/12/28 CHILK.S J 

Office of the Secretary of the Commission Ip 16697 303 


B3D11002S2 Comments on proposed rule L0CFR32 re recordkeeping b 
transfer reporting requirements for consumer products 
ui/small quantities of radioactive mail Supports rule 
ZUNKEL.R L LCN Closers 47FH527t9 007 02/12/14 Docketing b 

Services Branch Ip 16697 302 


0301100254 Package of 14 comments opposing proposed rule 10CFRt7O 
re Increases in fees for license applications & amends 
TWYMAN. C Deaconess Hosp Bt Louis. MQ SHAPLIN.A D Scott 
Radiological Group St Louis. MQ SCOTT.H W Lutheran Medical Center 
St Louis, MQ 47FR324S4 02/12/27 Docketing b Services Branch 

22pp 16697 S35 


6301100255 Comments on proposed rules lOCFR 30,40 b 70 re licensee 
responsibilities pending license termination Rule should 
clearly differentiate between residual contamination b 
rad 1 oac t i vl by 

OLSOM. R C L Boston Edison Co 47FB47400 009 02/12/27 

Docketing b Services Branch Ip 16697 254 


8301100262 Comments on proposed rules 10CFR30.40 b 70 re licensee 
responsibilities pending license terailnation Section 
70 33tal should be revised to exempt licensee whose Part 70 
supersede* Part 50 license 

CURTIS.N If Pennsy Ivanla Power b Light -Co 47FR47400 004 
82/12/17 Docketing b Services Branch ip 16697 301 


0301100265 Comments on proposed rules 10CFR30,40 b 70 re licensee 
responsibilities pending license termination Supp orts 
ru 1 e 

PR I TCHARDi O, C Inter lor i Dep t of. Bureau of Mines 47FR47400 005 
82/12/20 Docketing b Services Branch Ip 16697 293 


0301100279 Package of eight canments on proposed rule 10CFR170 re 
Increases in fees for license applications b amends Qppasss 
rule 

DZWQNAR.J S LaPorte Hosp , Inc LaPorte. IN RUSSELL, 0 K Lutheran 
General Hosp Park Ridge. IL HACKETT.R M Berlin Memorial Hosp 
Berlin, WI 47FRSS4S4 B3/01/03 Docketing b Services Branch 

Bpp 16697 334 


8301100270 Comments on behakf of AR Power b Light Co. Northeast 
Iftlls.TX Util* b WPP8S on proposed rules 10CFR2 b 59 re 
hearings for operator license denials. Recommends that NRC 
adopt alternative approach 

t Debevolse b Liberman 47FR53028 004 02/12/27 CMILK.S J 

Office of the Secretary of the Commission 8pp 16697 226 


0301100281 Comments on proposed rule 10FR170 re rev of license foe 
schedule Suggests consideration for reduction in fee as 
opposed to increase since fiosps are being reimbursed for 
Medicare patients in amount equal to 807. of charge 
RADEMACHER.J N Rutland Hasp Rutland, VT 47FR92434 62/13/14 

Office of the Secretary of the Commission Ip 16697-223 
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fl301JO02B4 Comimnt* on propotsd rule 10CFH17O re rev of licen-si fee 
icfiedule, Oppo I e« role. 

COMPTON. P Compton. A P MD 47Ffl 52454 003 82/13/13 

Doctetinp A Service* Br4nc^ !p, 16697 233 


03OIIOO209 Comment* on propoied rules 10CFfl2 & 5S re eJimination ot 
heering on denlel of reactor operator license Opposes rule 
KOEHLER, r J, APflllatlon Unkncun 47FBS3028 001 82/12/1 + 

□ nice op the Secretary of the Commission 2pp 16697 335 


0301100293 Comment* on proposed rules 10CFB2 A 55 re elimination of 
hearing on. denial of reactor operator 1 fccn se. Oppose* rule 
NAVABRO. M A Affiliation Untnoun 47Ffl3302a 002 33/12/16 

Office of the Secretary of the Commission 2pp 16697 333 


B301100S79 Conments on proposed rules 10CFR3 & 55 re elimination of 
hearing on denial of reactor operator license Opposes rule 
DAVE7. H fl Affiliation Unknown 47PR53028 003 92/12/17 

Docketing & Services Branch 2pp 16697 331 


8301100297 Corments on proposed rule 10CFfll70 re rev of license fee 
schedules Rcgulatprg costs should be born entirely bg 
Federal govt 

MAVS.W M Everest Minerals Corp 47FRS345+ 025 82/12/28 

Docketing i Services Branch l7pp 16697 314 


8301100313 Comments on proposed rules 10CFF30. 40 tt 70 re licensee 
rtsponslbilltg for nuclear matls A procedures for 
termination of specific licenses Supports rules 

BALMOMSDN. B J e*ioo Corp 47FB+7400 006. 82/12/20 Docketing It 

Services Branch 3pp 16697 347 


0301100315 Comments on proposed rule* tOCFR‘30.40 & 70 re licensee 
refponsibllltg for nuclear matls Beiiuesti that units 
eipressed In microrads per hour not be used in reporting 
residual radiation levels. 

HILLER.WH Nuclear Madtcine Associate*, rnc 47FR47400 007 

82/12/16 Docketing & Service* Branch tp 16697-337 


8301140029 Comments on propoied rules 10CFR2 A S5 re elimination of 
hearing on denial of reactor operator llcenie internal 
revieu process to regrade contested failures supported! 
elimination of right to request hearing opposed. 

MORISJ.A V Boston Edison Co 47FAS302e 006 83/12/28 

Docketing A Services Branch 2pp 16006 074 


8301140028 Commenti on proposed rulei lOCFRS & 59 re eliminatian of 
hearing on denial of reactor operator license Internal 
review process supported! el imlnati on of right to request 
hearing opposed 

FAV.C M Hlseoniln Electric power Co 47FR5302a 007 83/01/03 

Office of the Secretary of the Commission Ip 16805 176 


8301140033 Connents on proposed rule 10CFR70 re iratl control A 
accounting requirements for SNM of low strategic 
significance Supports rule 

WILBON. D N Affiliation Unknown. 47FR959gi 002 83/01/05. 

Socketing A Services Branch Ip. 16009 232 


8301140038 Coitiments on proposed rules I0CFR2 A 55 re elimination pf 
hearing on denial of reactor operator license internal 
review process supported Elimination of right to request 
hearing opposed 

HEUFRICH, R E Yankee Atomic Electric Co 47FR5302a 008 93/01/04 

Docketing A Service* Branch 2pp 16005 1 77 


83D1H004S Comment* on proposed rules t DCFR19. 21 . 30. 40, 50. 70. 71 . 73 A 
110 re authority for copying of records A retention periods 
for security record* Provisions of 10CFfi2 790 re prlvilegeif 
info should tt appllcahle to documents copied by MRC. 

BRADBURY, R S, Stone A Webster Engineering Corp 47FR52452 003 
83/01/03 Docketing A Services Branch Ip 16908-050 


6301140008 Comments on proposed rules 10CFR30,40 A 70 re licensee 
responsibility for nuclear matls A proceduree for 
termination of 1 icensai. Upper limit for nondetec table 
radleactlv* Conteminatton needs to be established 
DIXON, 0 H South Carolina Electric A Gas Co, 47FR47400 Oil 

83/01/07. CHILK. 0 J Office of the Secretary Pf the Commission 
3pp. 16806 127. 


630] >40090 Comments on proposed rules 1 OCFRI?. 21 . 30. 40. SO. 70. 71 . 73 A 
110 re authority for copying of records A retention periods 
for security ricords Opposes ruld 

MiaaiMK.R, 0, 3M CD , Minnesota Mining A Mfg Co 47Ffl52452 004 
83/01/06, Docketing A Service* Branch. ip 16808 349. 


630II40240 Package of two comments opposing proposed rule 10CFR170 re 
tnereass* in fees for nuclear medicine licenses, 

HAHN.R W Dunn Memorial Hotp, Bedford, IN, TAUME, T House of Rep 
47Ffi52454 B3/01/07 Docketing A Bervlees Branch 2pp 

16806 203 


0301140244 Forwards AP Compton 821213 comments opposing proposed rol* 
10CFfil70 re increase* in licensing fees 

JONES, J ft House of Rep 47FR52454 003 03/01/05 KAHMCffER. C 

Office of Congress tonal Affair* 2pp 16007 096 


8301 140270 Forwards Calumet Memorial Hasp comments opposing proposld 
rule 10CFR170 re increase* in fee* for nuclear medicine 
1 I c«ns«s 

HASTEN, R H Senate 47FH524S4 047 83/01/06 KAMHERER.C Qfflt* 

of Congressional Affairs 2pp 16806 277 


0301140200 Package of i«ven comments opposing proposed rule lOCFWiJO 
re fee increases for llcen*# applications A amends 
POINDEXTER, C H, Boston Edison Co HIOOlNS.JC Long island 
Lighting Co, CAPRIO.M L Radiation Protection Service 47FR92454. 
83/01/10 Docketing A Services Branch 12pp 16007 065 


8301140304 Forwards Olendale Heights Community Hosp 821230 confflenis 
apposing proposed rule 10CFR170 re increases In fees for 
nuc lear medicine licenses 

DIXON. A J Senate 47FR52454 054 83/01/06 NRC - No Detailed 

Affiliation Olvtn 2pp 16806 201 


8301140309 Comments on propoied rule 10CFR170 re Increase* In fee* far 
nuclear medicine llcente applications A amsnds Opposes rule 
KHEDKAR.NH Lutheran Oeneral Hosp Park Ridge, 11- 47FR52434 048 

B3/12/23 Docketing A Service* Branch Ip 16806 197 


0301140336 Comment* on proposed rule I0CFR170 re increased fee for 
license applications A amends Opposes rule 

MILLER. 0,H St Elisabeth Hoip Oranlte City.lL 47FR934S4 039 
B2/12/29 Docketing A Bervlees Branch Ip 16007 299 


0301140339 Package of two comment* opposing proposed rule 10CFRI70 
re fee increase for 1 icenie, amends, renewal i A special 
projects 

KOH, B Hittman Corp MURPHY, M P Hinsdale Sanitarium A Hosp 
Hinsdale, IL 47Ffi924S4 83/01/06 Docketing A Service* Branch 

4pp 16807 283 


8301140353 Comment* on proposed rule* 10CFR30,40 A 70 re specifying 
licensee resp onslb 1 ti tg for nuclear matls A procedures for 
termination of specific license* Changes should define 
release criteria or de minimis radl oactlvlty 

DELOeOROEiL 0 Commonwealth Edison Co 47FR47400 010 83/0 1/09 

Docketing A Services Branch Ip 16807 301 


B301140354 Forwards Mercy Hosp 021223 comments opposing proposed rule 
10CFR170 re Increases In fats for nuclear medicine license* 
ORASSLEY, C E Senate 47Ffl924S4 049, 83/01/07 HAMMERER, C 

Office of Congrtsilonal Affairs 2pp. 168Q7 180 


8301140400 Package of two commsnti supporting proposed rule 
10CFR170 re elimination of ceilings on fee charges for sves 
rendered by NRC 

FREY, D 0 Audubon Society. BIMBEH.R.M Affiliation Unknown 
47Ffi524S4 83/01/12, HOYLE, J C Office of the Secretary of the 

CaiTuml ssion 2pp 16008,135 


0301140404 Package of two comment* oppoflng proposed rule 10CFR1.70' 
re fee Increases for license applications A amends 
OAKPL, F X St Eliiabath Chicago, IL CLARK, E T Technical 
Operafclonsi Inc 47FR924S4 83/01/12 Docketing A Servlcoo 

Branch, 3pp 16008 106 


B301 170216 Comment* on propoied rules 10CFH19/ 21. 30, 40, SO, 70, 71 . 70 A 
110 re authority for copying of record* A retention periods 
for security record* Opposes rule 

HUBBARDiL.fl Affiliation Unknown 47FRS2492 005 82/12/13 

Docketing A Services Branch Ip 16813 240 


8301170406 Forwards HJ Roger* comment* on proposed role H)CFR17Q r# 
fees rrom NRC for nuclear madicine license* Oppases rula, 

JEPSEM, R W Senate, 47FRS2454 OSS 03/01/10 Office of th« 
Seers t ary of the Commission 2pp 16B1S, 206 


8301170410 Forward* OJ Catchpoll comment* on proposed rula 10CFH170 ra 
Ineraaiad fea* paid by Industry for NRC regulatory sve 
□ppoias rule 

CHENEY, D House of Rep. 47FRS24S4 057 83/01/12 Office of the 

Secretary of the Commission 6pp 16819:189. 

8301170413 Comment* on proposed rule 10CFRi70 re rev to license fa* 
schedules Opposes rule 

DIXON, 0 M South Carolina Elactrlc A Oat Co, 47FR524S4 056 
83/01/10 CHILK, S J Office of the Secretary of the Cpmmlsslon- 
2pp 16S19 204. 
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S301170417 CQm4ients on proposed rulo 10CER]70 re license foe schedules 
Opposes rule 

BOGOSiL A American Mining Congress 47FR5S454 055 03/01/11 

CHlLKtS J Office of the Secretary of the Comnissian 9pp 
16815 198 


0301160423 Forwards NURE0-0945< "FES on lOCFRil. 'Licensing 
Re<iuireinents for Land Disposal of Radwaste' " M/o enc 1 
DRAOONeTTEiK S Lou Level Masts Licensing Branch 63/01/12 
DREY.K Affiliation Unknown Ip 1 6637 325 


8301190155 Order extending time until 830203 for public to comment on 
notice of proposed rulemaking re license fee schedules 
CHILK>S J Office of the Secretary of the Commission 63/01/10 
Ip 16647 010 


6301240250 Responds to 621222 tnguiry re AP Compton 1 tr commenting on 
Commission proposed schedule of revised fees Insp fees 
designed to cover Commission costs 

DIRCKStM J Office of the Executive Director for Operations 
83/01/13 BOREN. D Senate 2pp 16693 360 


6301240253 Responds to 621227 inquiry re R%J Cherny Iti on Commission 
proposed schedule of revised fees Fee for renewal of 
medical license designed to cover Commission cost of 
renewing license 

DIRCKSiW J Office of the Executive Director for Operations 
83/01/13 VANDER JAOT. 0 House of Rep 2pp 17112 215 


PRM PETIT ION FOR RULEMAKINO 


6301100116 Comments on petition for rulemaking PRM-50-a4 re local govt 
parttctpatton in full-scale emergency preparedness 
exercises Supports petition 

STEWART. H L Virginia Electric t< Power Co 47FR5O910 003 
82/12/23 CHILKiS J Office of the Secretary of the Commission 
Ip 16704 047 


6301100119 Comments on petition for rulemaking PRM-SO-34 re local govt 
participation in full-scale emergency preparedness 
exercises Supports petition 

ANDERSON/ H K Virginia. Commonwealth of. 47FR3O710 002 02/12/15 

Docketing & Services Branch 2pp 16704 071 


6301100123 Responds to 821115 Itr re need for separate Commission 
action on proper in torpr e tat ion of 10CFR50 47<c) ti ASLD 
order re Zimmer No views on correctness of interpretation 
will be offered until rulemaking process completod 
CHOPKO. M E Office of tho General Counsel 47Fll5tC99 02/12/02 

CURRAN. 0 I WEISS. E R Harmon U Weiss ip 16703 113 


0301100130 Comments on petition for rulemaking PRH-SO-SS NRC should 
not burden nuclear Industry ti public u/absurd regulation 
which can potentially delay plant operation 
KABKIE. D J Affiliation Unknown 47FJ13tBB9 037 62/12/20 

Docketing K Services Branch Ip 16704 074 


0301100245 Comments on behalf of Intervenors ME Balava 8< W Christy on 
petition for rulemaking PRH-50-3S re inadequacy of emergency 
planning Supports petition 

SIMPSON, JM Simpson, J M 47FR518a9 036 82/12/10 Docketing b 

Services Branch 2pp 16697 306 


0301140047 Package of four convnents on petition for rulemaking 50-34 
re reduction in frequency of nuclear power plant emergency 
training exercises Supports petition 

BAUSER. M A Lowans te In. Nowman, Reis. Ax elrad $. Tall KNUTH.D F HMC. 
Inc UHRIO, R E Florida Power «i Light Cc 47FRSO910 03/01/10 

Docketing & Services Branch ISpp 16005 262 


0301140055 Comments on behalf of listed utils on petition for 
rulemaking 50-34 re reduction in fronuency of nuclear power 
plant emergency training exercises Local govts should 
participate in full-scale or small-scale exercise 
8ILBER0.0 E. . ZAHLER.R E Shaw, Pittman, Potts 8. Trowbridge 
47FR509ia 005 03/01/10 Docketing ti Services Branch 13pp 

16808 352 


6301140091 Comments on petition for rulemaking 50-34 changing NRC 
rulemaking re frequency of nuclear power plant emargency 
exercises Supports petition 

DIXON. 0 H South Carolina Electric 8i Oas Co 47Ffi5O9t0 009 
83/01/07 CHILK. 8 J Office of the Secretary of the Commission 
2pp 16905 314 


0301140274 Package of two comments supporting petition for rulemaking 
PRM-50-3S re emergency planning 

DOUGHTY. J Seacoast Anti-Pollution League FREY. D 0 Sassafras 
Audubon Society 47FRS1809 83/01/12 HOYLE, J C Office of tha 

Secretary of the Commission 3pp 16007 077 


3301140327 Package of threo comments opposing UCS petition for 
rulemaking PRM-50-33 re emergency planning 1. preparedness 
LEMIS.M I Lewis, M HIATT, SL . EDDLEMAN.W Af fi 1 lati on Unknown 

47FR51G&? 63/01/10 CHILK.S J Office of the Secretary of the 

Commission 6pp 16808 192 


8301140330 Comments on UCS petition for rulemaking PRM-50-35 re 
licensing of plants prior to de t armina t ion of offsite 
emergency plans Opposes petition 

SENiB Affi 1 lat ion Unknown 47FRSiea903a 83/01/03 CHILK. 8 U 
Office of the Secretary of the Commis sion ip 16607 320 


3301140331 ComiTbents on UCS petition for rulemaking PnH-50-35 re 
emergency planning Sup ports petition 

ELLIOTT, CW Thomas *. Hair 47FRSIBa9 040 83/01/05 CHILK. S J 

Office of the Secretary of the Commission 3pp 16607 183 


6301180233 Order extending time until 630124 for parsons to file 
comments on UCS petition for rulemaking 50-35 on emergency 
p lanning 

CHlLK.8 J Office of the Secretary of the Commission 03/01/17 
Ip 16825 073 


PROJ PROJECTS - PREDOCKET LICENSING 


S30i040SD2 Notice of ASLB reconstitution MB Hargulies appointed 
presiding officer 

COTTER, B P Atonic Safety and Licensing Board Panel ISSUANCES A 
62/12/28 Ip 16643 173 


0301210263 Memorandum f< orxler granting applicant notion to withdraw 
application w/o prejudice U. on condition that util comply 
w/encl app provisions re preservation of discovery 
d O'Cuments 

HAROULIEO. ri 8 Atomic Safety and Licensing Board Panel ISSUANCES 
A 03/01/19 Pacific Gas 1. Electric Co 24pp 16072 213 


PT21 KONCOHPLIANCE REPORTS AND RELATED CORRESPONDENCE 


0381050071 Addl response to FOIA request for documents re IE 
Investigation Rept 50-358/61-13 Forwards documents listed in 
App A Documents 6 tapes available in PDR Review of add] 
documents continuing 

FELTON, J M Division of Rules and Records 62/11/16 DEVINE. T 
Oovernnent Accountability Project 6pp 16720 001 24X 

Fiche 50-000,82/11/16.0301050071 


8301130124 Part 21 rept re auxiliary feedwater pipe fittings from 
unapproved supplier Hatl certifications met purchase specs 
Destructive testing 6 radiographic tests initiated 
TAYLOR, J H Babcock i, Wilcox Co 83/01/10 DEVflUHO, R, C 
Director's Office. Office of Inspee tl on and Enforcement. 2pp 
16795 310 


0301250362 Potential Part 21 rept re long-term reliability problem u/ 
nuclear solenoid valve used to control PORVs 3750010 & 

37S0014 S. as end item SOW 3750030 tIatU 6 tolerances of 
detail components changed to alleviate matl galling 
JOHNSON. V M Oarrett Corp 83/01/14 Region 4, Office of 
Director 2pp 16904 049 


6301310201 Part 21 rept discussing corrective actions for B20715 
reportable deficiencies re dl s tr 1 bu t i on of procurement 
documents to vendors u/o Imposing customer safety-related 
requirements 

WEIGHTHAN.R T Lone Star OcTeu Co 83/01/11 COLLINS. J Region 4. 
CJfflce of Director 107pp 16969 202 


aA999 aUALITY ASSURANCE INSPECTIONS 


0301030226 Forwards OA Program Insp Rept 99900334/82-02 on 830023-26 fc 
notice of nonconformance 

POTAPOVS, U Division of Vendor 6 Technical Programs 82/12/08 
MATHEWS, C Transamerlea Delaval. Inc 2pp 16617 219 


— B3Di 030231 Notice of nonconformance from insp on 020833-26. 

» Division of Vendor 6 Technical Programs 82/12/06 2pp. 
16617 221. 


— 8301030239 QA Program Insp Rept 99900334/82-02 on 620823-26 
Noncomp I ian ce noted failure to update QA/OC organ! latienal 
chart. failure to survey supplier OA program for 3 yr period 
U Inadequate documentation re governor lube oil cooler. 

BUTTON. J W . BARNES. I , FOSTER, W E. Division of Vendor N Technical 
programs 82/U/24 13pp 16617 323 
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B3(>1040335 Foruards OA Program inap Dept 99900?04/e3-01 on BS07S7i 0983 
*» 0914-19 Np noTJConpUance' noted 

POTAPOVSi U Division of Vendor t< Teehniesl Programs 02/12/17 
DSNKOHSKI.M J Llmi torque Corp app 16640 177 


— 9301040341 OA Program Inap Rept 99900904/92-01 on 920787,0023 l< 
0914-18 No nOBCompl ianc e noted Major areas Inapeetsd first 
12 ^ np LOCA/high energg line braal environ qualification 
t«st for 1 - 1.101 torque valve control assemblg 
JONNgON. A R . PHILLIPS, H 8 Division of Vendor 4, Technical 
Programs 82/12/10 7pp 16640 179 


8301040372 Forward i OA Program Insp Wept 9990 0075/92-01 on 921101-02 b 
05 No noneonp ilanee noted 

POTAPOVS, U Division of Vendor b Technical Programs 62/12/17 

RANKIN, S S MM Pacific Valves 2pp 16639 346 


— 8301040399 OA Program Insp Rept 99900079/92-01 on 921101-02 b 05 No 
nencompl 1 ance noted Major areas inspected 10CFR50 3S(e> rept 
bv FL Pooler b Light re calculated stress for body to bonnet 
studs exceeding allowable stress in 17 valves 

KELUEViH 0 , BARNES, E Division of Vendor b Technical Programs 
82/12/lS App 16639 348 


0301040485 Forwards QA Program Insp Rept 99900404/92-02 on 821025-29 
No none ompl lance noted 

POTAPOVS, U Division of Vendor b Technical Programs 92/12/17 
SLEMBER.R J Uestlnghouse Electric Corp 2pp 16643 154 


— 8301040496 OA Program Imp Rept 99900404/82-02 on 921025-29 No 
noncompl 1 ance noted Major areas Inspected NRR request for 
participation in technical & OA programmatic audit of 
generic safety parameter display sys 

BftICKLEV,A H , HALE, C J Divislen of Vendor b Technical Programs 
82/12/10 Bpp 16643 136 


B301040702 FoTuards OA Program Insp Rept 99900266/02-02 on 821025-29 
b notice of nonconformance 

POTAPOVS, U Division of Vendor b Technical Programs 92/12/17 
EMPEYj D Roc bye 11 International Corp 3pp 16649 284 


"8301040709 Notice of nonconfarmance from Insp on 821025-29 
• Division of Vendor b Technical Programs 82/12/17 2pp 
16649 287 


"8301040719 OA Program Insp Rept 99900266/92-02 on 021025-29 
Noneonp 1 lance noted two purchase orders issued to vendor for 
supply of nuclear safety-related wire not listed as approved 
sourc e 

SUTTON, J U 1 BARNES,! Division of Vendor b Technical Programs 
02/11/30. 6pp 16649 269 


6301040726 Forwards QA Program Insp Rept 99900507/92-02 on 021019-21 b 
25-29 b notice of nonconformance. 

POTAPOVS, U. Division of Vendor b Technical Programs 02/12/17. 
PATTERSON, R V Sargent b Lundy, Inc 3pp 16650 137 


"0301040734 Notice of nonconformance from insp on 821019-21 b 25-29 
a Division of Vendor b Technical Programs 02/12/17 2pp 
1 6650 140. 


-B301040741 QA Program Insp Rept 99900507/02-02 on 821019-81 b 25-29 
Noncompl lance noted deelgn document changes not Incorporated 
into affected design document within specified time period 
b etatus repts not updated 

CHAMBERLAIN, D , HALE, C J Division of Vendor b Technical Programs 
02/12/03 27pp I66S0 142. 


B30 1040742 Forwards OA Program Inep Rept 99900323/02-01 on 021011-15 
b notices of nonconformance & violation 

POTAP0V8,O Division of Vendor b Technical Programs 02/12/17 
ADAHS, J. Canal Corp 2pp 16645' 126, 


— 8301040751 Notice of violation from insp on 821011-15 

e Divislen of Vendor b Technical Programs 02/12/17 Ip 
16645 128 


--0301040756 Notice of nonconformance from insp on 021011-15. 

* Division of Vendor b Technical Programs 02/12/17 2pp 
1664S 12? 


■9301040767 OA Program Inap Rept 99900323/82-01 on 021011-19 
Noncompl lance noted failure to specify that provisions of 
1DGFR21 applied in procurement document for Irradiation 
SVC a 

® ' ®''''NES, I Division of Vendor b Technical Programs 
82/12/02 I3pp 16645 131 


03O1OSOO7I Addl response to FOIA request for documents re IE 
Investigation Rept 30-350/01-13 Forwards documents listed in 
App A Documents b tapes available in PDR Review of addl 
documents continuing 

FELTON, J M Division of Rules and Records 0a/il/16 DEVINE,7 
Oevernment Accountability Project 6pp 16720 001 24X 

Fich* 50-000.02/11/16,0301050071 


--8301050397 Forwards QA Program Inap Rept 99900021/75-01 on 750212-14 b 
notice of deviation 

TILLOU, U H Region 4, Dallas, Vendor Inspection Branch 75/04/09 
BONES, J E Kellogg Co 2pp 16720344 


— 0301050401 Notice of deviation from map on 750212-14 

• Region 4, Dallas, Vendor Inspection Branch 75/04/09 tp 
16720 346 


— 8301050404 OA Program Insp Rept 99900021/79-01 on 750212-14 
Noncompl lance noted Implementing Procedure ES-19t not 
available at pipe cutting station b ref instruments used to 
calibr welding machines not callbr 

OLLER.R E , NILLIAHS, C C , HKITESELL, D E Region 4, Dallas. VondOT 
Inspection Branch 75/04/09 13pp 16728 347 


--03O1O5O4O9 Forwards QA Program Insp Rept 99900021/76-01 on 760120-226 
notice of deviation 

TILLOU, J H Region 4, Dallas, Vendor Inspection Branch 76/02/09 
BONES, J E Kellogg Co 2pp 16720 360 


—8301050413 Notice of deviation from inap on 760120-22 

* Region 4, Dellas, Vendor Inspection Branch 76/02/09 tp 
16720 362 


— 0301050419 QA Program Insp Rept 99900021/76-01 on 7601S0-22 
Noncomp 1 lance noted review of shop travelers prior to 
release for work could not be verified b revisions of 
drawings not removed fi om active shop traveler packages 
OLLER.R E , WESCOTT.H M , VERRIOS.P I Region 4, Dallas. Vendor 
Inspection Branch 76/01/30 82pp 16729 001 


— 0301050423 Forwards QA Program Insp Rept 99900021/77-01 on 770329-0401 
Noncomp 1 iance noted 

TILLOU, U H Region 4, Dalles, Vendor Inspection Branch 77/04/10 
BONEB.J E Pullman Kellogg 2pp 16729 023 


— 8301050426 OA Program Insp Rept 99900021/77-01 on 770320-0401 
Noncompliance noted stock natls not procured per min 
requirements of ASHE Code b cooling rate used for Furnace 
Heat Number 6929 was above mai permissible rate 
BARNES, I , HUNNICUTT, 0 M Region 4, Dallas. Vendor Inspection 
Branch 77/04/10 12pp 16729 029 


— 8301050429 Forwards QA Program Insp Rept 99900021/76-02 on 760726-29 b 
notice of deviation 

TILLOU. J H Region 4, Dallas. Vendor Inspection Branch 76/08/16 
□ONES. J E Pullman Kellogg 2pp 16729 037 


-“0301050431 Notice of deviation from insp on 760726-29 

• Region 4. Dallas. Vendor Inspection Branch 76/00/16 3pp 
16729 039 


--0301050433 QA Program Insp Rept 99900021/76-02 on 760786-29 
Noncompl iance noted grinding wheel used on stainless steel 
weld not Identified by color coding b required control of 
submerged arc fluxes not maintained 

RDBERDS.H N , BARNES. I , hUNNICUTT. D M Region 4, Dallas. Vendor 
Inspection Branch 76/00/16 16pp 16729 042 


— 0301050436 Forwards QA Program Insp Rept 99900021/70-01 on 700424-27 b 
notice of deviation 

HUNNICUTT, 0 H Region 4. Dallas, Vendor Inspaction Branch 
78/05/12 WALTER, R T Pullman, Inc 2pp 16729 OSS 


— 0301050438 Notice of deviation from Insp on 780424-27 

* Region 4, Dallas, Vendor Inspection Branch 70/05/12 4 bp 
16729 060 


—0301090439 QA Program Insp Rept 99900021/78-01 on 780424-27 
Noncompl lance noted gas tungsten are welding not performed 
per requirements of 10CFR50 Criterion IX b certain 
activities net audited within specified frequency 
BARNES, I , RDBERDS.H W , HUNNICUTT.DM Region 4, Dallas, Vendor 
Inspection Branch 78/05/11 llpp 16729 064 


— 0301050441 Forwards OA Program Insp Rept 99900021/77-02 on 770830-0902 
Noncomp 1 lance noted 

HUNNICUTT, D M Region 4. Dallas, Vendor Inspection Branch 
77/09/15 WALTER, R T Pullman, Inc 2pp 16729 090 
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•0301050443 OA Prosram ln»p Rept 99900021/77-03 on 770630-0902 
None onpliance noted heating rate of heat treatment run 
eiceeded max limit (i test coupons for Heat Number S0209 did 
not conform to requirements of luoldlng procedures 
BAflNESi I I HUNNICU7T. D M Region 4. Dallasr Vendor Inspection 
Branch 77/09/14 9pp 16729 100 


—8301100170 OA Program Insp Rept 99900401/82-03 on 020927-30 t 1004-08 
Nonconformance noted nine distributed document approval 
sheets lack ed required approvals^ detect or Itisulation mods 
made u/o evaluation & unqualified mutor operators supplied 
DRlCHLEYiB H i HALEi C J Division of Vendor b Technical Programs 
02/13/0? I9pp 16702 09S 


—8301050445 forwards QA Program Insp Rept 99900021/73-01 en 730116-17 
No noncompl lance noted NRC understanding that KU Kellogg 
Spec 8416 lulll be revised b d e le ted/r evt e sd shop traveler 
operations uill be signed b(j authoriied personnel 
HOWARDiE K Region 1> Philadelphia, Reactor Construction b 
Engineering Support Branch 73/02/02 BETZ, J F Public Service 
Electric b Oas Co of New Jerseg 2pp 16729 169 


— 83010SO447 OA Program Insp Rept 99900021/73-01 on 730116-17 No 
noncompliance noted Major areas Inspected spec b procedure 
for piping fabrication at Salem 2, supplied bg HN Kellogg Co 
BROMNiR L Region 1> Philadelphia, Office of the Director 
KONARDiE M Region 1, Philadelphia, Reactor Construction b 
Engineering Support Branch 73/02/01 6pp 16729 171 


8301060298 Forwards QA Program Insp Rept 99900401/82-04 on 0S1O35-29 b 
notice of nonconformance 

POTAPOVS. U Division of Vendor b Technical Programs 02/12/31 
ETHERIOOEiH V Combustion Engineering, Inc 2pp 16678 381 


—8301060304 Notice of nonconformance from Insp on 821039-29 
• Division of Vendor b Technical Programs 02/12/21 Ip 
16670 203 


—9301060311 QA Program Insp Rept 99900401/02-04 on 031025-29 
Moncompllante noted shoulder gap mod of Batch C assemblies 
accomplished u/o implementation of design change procedure 
MCNEILL, N M , BARNES, I Division of Vendor b Technical Programs 
83/12/08 8pp 16678 304 


0301070001 Forwards QA Program Insp Rept 99900902/82-07 on 020809-12 b 
16-20 No none omp 1 lance noted 

POTAPOVSiV Division of Vendor b Technical Programs 82/12/13 
MOLBRODKtU M Ug 1 e Laboratories 2pp 16686 290 


—8301070033 OA Program Insp Rept 99900902/02-07 on 02OBO9-I2 b 16-20 No 
noncompliance noted Major areas inspected first 24 h of 
LOCA/hlgh energy line break environ qualification test for 
Crosbg Valve b Oage Co lift indicating switch assemblies 
JOHNSON, A R , PHILLIPS, H 8 Division of Vendor b Technical 
Programs 82/12/02 6pp 16666 293 


8301100091 Forwards QA Program Insp Rept 99900912/82-02 on 021016-22 b 
notice of nonconformanco 

POTAPOVS, U Division of Vendor b Technical Programs 82/12/23 
COWOREYiR 6 Acton Environ Testing Corp 2pp 16704 OSB 


—8301 100093 No tice of nonconformance from Insp on 021018-22 
« Division of Vendor b Technical Programs 82/12/23 2pp 
16704 060 


—8301100096 QA Program Insp Rept 99900912/82-02 on 831010-22 
Noncompliance noted personnel responsible for preparing, 
ravleulng b approving revs to test procadures not 
das 1 gnatad 

AGEEiJ R , PHILLlPSrH 8 Division of Vendor b Technical Programs 
82/12/14 9pp 16704 062 


D30ilD0156 Forwards QA Program Insp Rept 99900390/82-01 on 821103-04. 
No tloncompHance noted 

POTAPOVS, V Division of Vendor b Technical Program# 02/12/23 

O'DEAy, C A Mooleg Hanuf actur ing Olv 2pp 16702* 120 


—8301100162 OA Program Insp Rept 99900390/02-01 on 821102-04 No 
ncncompllance noted Major areas Inspectad status of previous 
insp findings, mfg process control b nonconformances b 
corrective action 

OLLER.R E I BARNES,! Division of Vendor b Technical Programs. 
82/12/20 14pp. 16702 122 


8301100161 Forwards QA Program Insp Rept 99900401/82-03 on 820937-30 b 
1004-00 b notices of violation b nonconformance 
POTAPOVS, 0 Division of Vendor b Technical Programs. 82/12/21 
ETHERtOOE, M R Combustion Engineering, Inc. 2pp 16702 089 


—8301100166 Notice of violation from insp on 820927-30 b 1004-08 
a Division of Vendor b Technical Programs 82/12/21 tp 
16702 091 


•-8301100172 Notice of nonconformance from imp on 820927-30 b 1004-00 
e Division of Vendor b Technical Programs. 02/12/21 3pp 
16702 092 


8301100168 Forwards OA Program Insp Rept 99900796/82-01 on 821101-08 b 
notices of violation b nonconformance 

POTAPOVS, U Division of Vendor b Technical Programs 82/12/23 
AMBTELLl.J Custom Alloy Corp 2pp 16703 076 


— B301100173 Notice of violation from Insp on 021101-05 

• Division of Vendor b Technical Programs 83/12/32 Ip 
16702 078 


--03O1 100174 Notice of nonconformance from insp 
^ Division of Vendor b Technical Programs 
16702 079 


on 831101-05 
83/12/32 3pp 


—0301100100 QA Program Insp Rept 99900796/02-01 on 831101-05 
Nonconf orma nc e noted Energy Reorgani i ation Act of 1974 not 
posted w/Part 31 regulation b procedure Ncncompllance noted 
external audit repts review from 1979-82 missing 
CONNAY, J T , BARNES,! Division of Vendor b Technical Programs 
83/12/10 7pp 16703 083 


0301110363 Confirms 821308 telcon re QA Program insp to be held on 
830135-37 

POTAPOVS,!/ Division of Vendor b Technical Programs 83/01/04 
LINDOERO, J A Band Vi k Special Metals Corp Ip 16743 361 


0301110397 Confirms JN Sutton 831022 telcon re 830214-10 Insp o f OA 
program 

POTAPOVS, U Division of Vendor b Technical Programs 83/01/04 
HAOOARD.K D Dragon Valves, Inc. Ip 16743 331 


0301110447 Confirms JR Costello 821338 telcon w/HD Oreenwoll re QA 
program Inep scheduled for 820110-14 

POTAPOVS, U Division of Vendor b Technical Programs 83/01/04 
UAKL, H U Bechtel Corp ip 16743 033 


B3011104S6 Confirms LB Parker 821229 telcon u/rt Cohon re QA program 
insp schedule d for 830131-0204 

POTAPOVBiU Division of Vendor b Technical Programs 03/01/04 
POLLICK.J Johnson Controls, Inc Ip 16742 357 


8301110461 Confirms 831202 telcon re 630111-14 insp of vendor QA 
program implementation 

POTAPOVS. U Division of Vendor b Technical Programs 83/01/04 
MIONQONA.T Llmltorque Corp Ip 16741 857 


8301 110466 AeJi receipt of 821130 Itr Informing NRC of steps taken to 
correct nonconformance noted In QA Program Tnsp Rept 
99900081/82-01 

POTAPOVS, U Division of Vendor fc Technical Programs 03/01/06 
VQLMERtC J Eixon Nuclear Co , Inc (subs of Exion Corp. 1 Ip 
16746.308 


— 0301110469 Responds to NRC 821105 (tr ro nonconformance noted in OA 
Program Insp Rept 99900031/02-01 Corrective actions, Insp b 
teet plan revised b approved bg vendor to include cable 
spreading room test requirements 

VOLtlERiC, J Exxon Nuclear Co , Inc, <sub s of Exxon Corp I 
82/11/30 POTAPOVS,!! Division of Vendor b Technical Programs 
6pp 16746 209 


83O111O40S Confirms upcoming QA program insp on 630110-14 re equipment 
qual I f Icat ion testing of Class IE equ ipment , per B212Q7 
telcon 

POTAPOVS,!/ Division of Vendor b Technical Programs 03/01/04 
ELY,D National Technical Systems Ip. 16741 361 


B301IJ0493 Forwards OA Program Insp Rept 99900401/82-03 ro insulation 
In ex-cor* detectors supplied bg C-E Nonconformance noted 
detector Insulation mods made u/o prior eva luation. l4/o end 
POTAPOVS,!/ Division of Vender b Technical Programs lOCPRSO SSE 
B3/01/04 OAOLIARDOtJ Division of Resident, Reactor Project b 
Engineering Programs Ip 16741 362 


0301110541 Confirms 821207 telcon w/RE Oiler re QA program insp 
scheduled for 030807-11 Major areas to be inspected 
implementation of QA program b followup on tOCFRSO SSle) 
const deficleneg rept concerning dampers 

POTAPOVS,!/ Division of Vendor b Technical Programs 83/01/04. 
HESS, L R Pacific Air Products Co Ip 16745.362 
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930111054? Arfvlset that Action Item Tracking Sgi 7027002A1 re linear 
defect in fitting cieeed bg Vendor Program Branch Result* 
of B21I0l'-05 insp contained in Section 0-1 of QA Program 
Imp Rept 999007?6/a2-01 

POTAPOVS* U Division of Vendor 6* Technical Programs 03/01/05 
LCU18> R C Division of Project & Resident Programs Ip 1674t 009 


— 0301130193 "Meld Filler Metal Control t< Melding Surveillance Insp* ’ 
Rev 4 

SKATES.ML lack Co 02/11/05 12pp 16794 097 


—0301130194 
SKATES. M 


"Plant Visual 
L lack Co 


Weld Insp." Second Edition. Rev 0 
82/11/05 lOpp 16794 109 


0301110556 Confirms 021202 telcon ur/UD Kelley re QA program map 
scheduled for 03OI24-2B Insp uill relate to Implementation 
of QA program 

P0TAPQV3.U Division of Vendor *. Technical Programs 83/01/04 
MARLETT. J U Anchor/Darling Valve (subs Anchor/Oar 1 Ing Industries) 
Ip 16745 358 


0301110504 Confirms 821220 telcon re OA program Insp to be conducted at 
Flnksburg. KD plant or 030117-21 

POTAPOVS.y Division of Vendor h Technical Programs 03/01/06 
KENNCDY.O Oould. Inc Ip 16745 077 


0301110599 Confirms upcoming OA program insp On 030222-25. per 021203 
telcon 

POTAPOVS. y Division of Vendor U Technical Programs 03/01/04 
O'CONNEl-U. T J NP3 Industries. Inc tp I674S OlO 


— 0301130193 “Plant Visual Insp." Rev 0 

SKATES.ML Zack Co 02/11/03 09pp 16794 119 


8301140004 Forward* QA Program Insp Rept 99900709/02-01 on B3i019'-2D 
No noncoirtp 1 lance notod 

POTAPOVS. U Division of Vendor ti Technical Programs B2/12/06 
HOLLANDER. T C Presray Corp (Subs of Pauling Rubber Corp ) 2pp 
16806 053 


— 0301140005 OA Program Insp Rept 99900709/02-01 on 821019-20 No 
noncomp 1 lance noted Major areas inspected defective airlock 
door seals at Midland. McOuiro. Grand Gulf t< River Bend 
stations. nfg process control & 10CFR21 posting 
OLLERi R E > BARNES. I Division of Vendor & Technical Prograni* 
82/11/30 9pp 16B06 055 


0301110600 Forwards QA Program Insp Rept 99900390/02-01 on 821102-04 
M/o end 

POTAPOVB.y Division of Vendor & Technical Programs 03/01/05 
LEHlBi R C Division of Project 6 Resident Programs Ip 16745 024 


8301140211 Forwards QA Program Insp Rept 99900705/02-01 on 02OBO3-O6 ( 
0910 ti notice of nonconformance 

COLLINS, J T Region 4. Office of Director 02/10/12 DEZUTEL.C I 
Zack Co 3pp 16007 001 


8301130086 Confirms 830105 telcon r» 030117-20 QA program insp In 
Norco. CA lab 

POTAPOVS. U Division of Vendor 6 Technical Programs 03/01/10 
BADLIER.R C Hyle Laboratories Ip 16796 013 


8301130038 Confirms RH Brickleg 830103 telcen re proposed 830110-13 
insp concerning Implementation of OA program 

POTAPOVS. U Division of Vendor 6 Technical Programs 83/01/07 
BVPP.L P Ouadrei Corp Ip 16796 013 


8301130090 Forwards OA Program Insp Rept 99900401/02-04 & discusses 
observations made during insp re eicessive growth In C-E 
|6 i 16 fuel M/o end 

COLLINS.d T Region 4. Office of Director 83/01/07 DENTON. H R 
Office of Nuclear Reactor Regulation. Director 2pp 16796 011 


8301130094 Confirms 030104 telcon re Insp of Hanovor. PA plant on 
830124-28 dT Conway will be Inspector t insp will relate 
to Implementation of OA program 

POTAPOVB.y Division of Vendor i Technical Programs 83/01/10 
JACOBY. D ChemtPoo Corp tp 16795 357 


B301130I66 Ack receipt of 821124 Itr informing NRC of steps taken to 
correct nonconformance noted in OA Program Insp Rept 
99900705/02-0 1 

COLLINS. J T Divltlon of Vendor ii Technical Programs 03/01/10 
DEZUTEL.C I Zack Co Ip 16794 075 


— 8301130173 Forward* Zack Co response to nonconformances noted In OA 
Program Insp Rept 999007B5/82-01 Adequacy Of response being 
evaluated Verification of corrective I< preventlva measures 
will be made during future Insps 

COLLItie.J T Region 4, Office of Director 02/12/09 

KEPPLER, JG Region 3. Office of Director ip 16794 076. 


301130176 Advises that public release of QA Program Insp Rept 
99900705/02-01 Will not interfere u/enfor cement proceedings 
COLLINS.J T Region 4, Office of Director 82/12/06. 
BISCEOLIA.J G Jenner t< Block Ip 16794 077 


-B30(130178 Requests withholding of OA Program Insp Rept 99900709/82-01 
per 10CFR2 790 6 Zack Co request 

BISCEOLIA.J G jenner 6 Block 82/11/02, COLLINS, J,T Region 4, 
Office of Director 3pp 16794 07Q 


— 6301I3016I Confirms eitension for responses to 021012 QA Program Insp 
Rept 99900785/02-01. App A notice of nonconformance, per 
821030 telcon New effective date for responses is 821129 
SKATES, « L Zack Co ZC-ML8-OO8-02 02/10/22 COLLINS. J T 

Region 4. Office of Director 3pp 16794 OBO 


B3O11301B5 Responds to NRC 021012 Itr re nenconformanca noted in QA 
Program Insp Rept 999007B9/B2-01 Corrective actions 
Inprocess welding of angle ring* halted b weld procedure 
requallfled to Incorporate 0 039-inch diameter weld uire, 

SKATES.ML Zack Co 82/11/24 COLLINS, J T. Ikivlsionof Vendor 
b Technical Programs 9pp 16794 093 


'8301130188 "Meld Filler Metal Control b Melding Surveillance Insp." 
Second Edit Inn, Rev 0 

SKATES.ML i CALKINS. D E Zack Co 82/11/09 9jip 16794 088 


— 8301140214 Notice of nonconformance from insp on 020803-06 b 0910 
a Region 4. Office of Director 82/10/12 9pp 16807 004 


— 0301140222 QA Program Insp Rept 99900785/82-01 on 020803-06 b 0910 
Noncomp 1 lance noted essential variables changed w/o 
requa 1 1 f y ing procedure during welding of duct rings for 
Midland b QA manuals foi LaSalle b Clinton not audited 
ELLERSHAU.L E , BARNES, I Region 4. Office of Director 82/09/29 
16pp 16B07 013 


8301 140277 Forwards QA Program Insp Rept 99900352/82-01 on 82O920'-24 
No noncomp 1 lance noted 

POTAPOVS. 0 Division of Vendor b Technical Programs 02/11/18 
FIERKO.E General Electric Co 2pp 16806 291 


— 8301140290 QA Program Insp Rept 99900392/82-01 on 820920-24 No 
noncompliance noted Major areas Inspected status of 
previous insp findings, QA program/organl latlon. 
nonconformance/corrective action b calibr b insp 
SUTTON. J M , BARNES, I Division of Vendor b Technical Programs 
82/11/10 9pp 16806 233 


6301140300 Forwards QA Program Insp Rept 99900525/82-02 on B2I005-OB 
b notice of nonconformance 

POTAPOVS. U Division of Vendor b Technical Programs 82/11/26 
LQRENZiH 01 Ibert/Commonuealth Cos 2 pp 16806 17? 


— 8301140303 Notice of nonconformance from insp on 021005-08 
• Division of Vendor b Technical Programs 82/11/26 Ip 
16806 lal 


—0301140307 QA Program Insp Rept 99900525/02-02 on 821003-08 

Noncompliance noted procedures/instructions In effect before 
811102 o.mltted four safety-related valves from Engineering 
Change Notice 1427-FM Issued for VC Summer plant 
HARRELL, P H . HALE, C J Region 4. Office of Director 82/11/16 
tSpp 16806 182 


6301140333 Forwards QA Program Insp Rept 99900740/02-01 on 021004-05 1. 
06 b notices of violation b nonconformance 

POTAPOVS, U Division of Vendor b Technical Programs 62/11/26 
DUVALL. D 0 Brown Boverl Corp (subs Broun Boveri b Co . Ltd ) 

3pp. 16B07 270 


— 8301140338 Notice of violation from insp on 821004-09 b OB 
* Division of Vendor b Technical Programs. 63/11/36 If 
16807 273 


— 0301140340 Notice of nonconformance from Insp on 821004-05 b 08 
* Division of Vendor b Technical Programs 83/11/36 Ip. 
16807 274. 


—8301140343 QA Program Insp Rept 99900740/82-01 on 021004-05 b 08 
Noncomp 1 iance noted records of evaluation of Mestinghouse 
relays not completed b personnel not Instructed to Initiate 
records of evaluation 

FOSTER, H E , BARNES, I Division of Vendor b Technical Progren* 
82/11/16. 8pp 16807 275 
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a3OlH039Z Foruardi QA Program ln*p Rapt 79900762/02-01 on 021020-21 
No noncomplianct noted 

POTAPOVS. U Divielon of Vendor & Technical Program* 02/11/26 
HAKIONiU J Nuclear Energy Service. Inc 2pp 16000 135 


— 0301140397 OA Program In»p Rept 99900762/83-01 on 821020-21 No 
noncompllance noted Major area* inipected ttatui of prevtoui 
in«p finding* 

OLUER. R E . OARNES. I Diviilon of Vendor 6 Technical Programs 
02/11/23 12pp 16008 157 


8301 140399 Forward* QA Program ln*p Rept 79900529/82-01 on 021012-15 
No noncomplianct noted 

POTAPOVS. U Division of Vendor & Technical Programs 02/11/26 

MIULETT. J C Reactor Control*. Inc 2pp 16908 137, 


— 8301140405 QA Program In*p Rept 99900529/03-01 on 821012-15 No 
noncompllance noted Major areas Inspected control rod drive 
hydraulic sy* lupports S. control rod drive hydraulic ly* 
hydrodynamic loads at Orand Oulf Units 1 ti 2 

BRICKLEY.R H . HALEp C J Division of Vendor !< Technical Program* 
82/11/22 13pp 16800 139 


8301140426 Forwards QA Program Insp Rept 79900509/82-02 on 020016-20 b 
0330-0903 6 notice of nonconformance 

POTAPOVS. U Division of Vendor b Technical Program* 82/11/10 
KCCLV. R B Stone b Hebster. Inc 3pp 16000 295 


— 0301140430 Notice of nonconformance from insp on 020016-20 b 0030-0903 
# Division of Vendor b Technical Programs 02/11/10 2pp 
16B0B 297 


— 0301140436 QA Program Insp Rept 99900507/02-02 on 020016-20 b 
0030-0903 Noncomp 1 lance noted activities afftctlng iiualtty. 
specifically preparation b control of pip* stress anelysis 
b support calculation packages.nat performed per procedure 
CHAMBERLAIN, D . HALE, C J Division of Vendor b Technlcel Programs, 
02/10/22 50pp 16808 299 


0301170177 Confirms 831228 tcUon Request dtd 821215 that Info 
contained In Section D. Paragraph 1 of QA Program Insp Rept 
79900709/82-01 b Part 21 Rapt be withheld from disclosure, 
should be disregarded 

HOLLANDER. T C Presray Corp (9ubs of Pawling Rubber Corp > 
83/12/20 POTAPOVS, U Division of Vendor b Technical Programs. Ip 
16010 175 


0301170361 Requests that portions of QA Program Insp Rept 
79900709/02-01 to withheld Bectlon D. Paragraph 1 contain* 
mfg info 

HOLLANDER. T C Presray Corp (8ubt of Pauling Rubber Corp 1 
02/12/15 POTAPOVS. U Division of Vendor b Technical Programs tp 
16013 171. 


8301190256 Act receipt of 021220 Itr informing NRC of steps taken to 
correct nonconformance noted in OA Program Insp Rept 
79900509/92-02 

POTAPOVS. U Division of Vendor b Technical Programs 03/01/13 
KELLY. R B. Stone b Hebster Engineering Corp. Ip 16025 134. 


— 8301180258 Responds to NRc 021119 Itr re nonconformance noted in QA 
Program Insp Rept 99900509/82-02 Corrective actions 
evaluation procedure revised to eliminate requirement for 
use of Form Z. 

KELLY. R.B atone b Hebster Engineering Corp lEO-79-14. 

82/12/20 POTAPOVS. U Division of Vendor fc Technical Programs, 
3pp. 16025 135. 


B3Q11B0263 Act receipt of 821203 b 0915 Itrs informing NRC of steps 
taken to correct nonconformance noted in OA Program Insp 
Rept 99900764/02-01. 

POTAPOVS. U Dlvlilnn of Vendor b Technical Programe 83/01/13 
LINDBEROi J A Bandvlk Special Metal* Corp Ip 16031'oa4 


— 8301100270 Responds to NRC 021 1 IS Itr re nonconformance noted In QA 
Program Insp Rept 99900764/02-01 Correctlvt actions. QCOl 1 
form revised to include Identity of surface meaeurement 
equipment b procedures written for strain ratio test 
S0HLE8.K C Sand Vi k Special Metals Corp 02/12/03 POTAPQVB.U. 

Division of Vendor b Technical Program* >7pp. 16831 085. 


—8301180276 Ac ic receipt of B 2091 S Itr informing NRC of steps taken to 
correct nonconformance noted in QA Program Insp Rapt 
99900764/82-01. Addl info requested 

POTAPOVS. U Division of Vendor b Technical Programs 02/11/00 
LIND8ER0, U. A. Sandvik Special Metals Corp 2pp 16031 ’ 108 


—0301180284 Reiponds to NRC 820819 Itr re nonconformance noted an QA 
Program (nip Rept 77900764/82-01 Corrective actions OA 
manua 1 s, proc es i spec manuals b QA procedure manuals checked 
against naster manual 

SONLES.K C , LINDSERO. J A Sandvik Special Metals Corp 02/07/15 
POTAPOVS. U Division of Vendor b Technical Programs 21pp 
16831 104 


8301180307 Act receipt ef 821110 b 1213 Itrs informing NRC of steps 
taken to correct nonconformance noted in QA Program Insp 
Rept 99700325/82-01 

POTAPOVS, U Division of Vendor b Technical Programs 03/01/13 
ORAEBER.O Brand-Rei Co Ip 16825 004 


— 6301 160314 Re spends to NRC 621124 telcan requesting addl info re 
none onformance noted in QA Program Insp Rept 99700325/82-01 
Corrective actions records for braiing operator updated on 
821026 to conform to Procedure QA— 823. Rev 2 

KITCHEN, N S 0rand-Rex Co 02/12/13 PQTAPQVB. V Division of 
Vendor b Technical Programs 4pp 16625 005 


— 0301180323 Ac k receipt of 8211 10 Itr informing NRC of steps taken to 
correct nonconformance noted in OA Program Insp Rept 
99700325/02-01 

POTAPOVS. V Division of Vendor b Technical Programs 82/12/06 
QRAEBERiO Drand-Res Co Ip 16825 009 


— 8301180320 Responds to NRC 821025 Itr re nonconformance noted In QA 
Program Insp Rept 99900325/82-01 Corrective actions. records 
for brailng oparater updated to conform to Procedure <1A~S23, 

Rev 2 

KITCHEN.N a arand-Rei Co 82/11/10 POTAPOVS. U Division of 
Vendor b Technical Programs 3pp 16S2S 010 


8301250036 Discusses QA Program Imp Rept 99900104/82-03 on 621101-05 
No violation of QA Program or A8ME Code requirements 
Identified Tube lane blocking device broken during maint 
restored to drawing configuration 

POT^QVa.D Division of Vendor b Technical Programs 83/01/20 
DAERjR L Director's Office. Office of Inspection and Enforcomont 
2pp. 16895 276 


8301250046 Confirms 030103 telcan fcetween <3T Hubbard b HP Oorgelah re 
QA Program Insp Rept 97700914/83-01 on 830124-28 Imp will 
cover Implementet 1 an of QA Program for equipment 
qualification testing of Class IE equipment 

POTAPOVa, U Division of Vendor b Technical Program* 83/01/18 
ISON. H National Technical Systems tp 16B9S 348 


8301250127 Confirms 821207 to Icon re upcoming insp on 830228-0303 on 
implementation of QA Program 

POTAPDV 81 U Division of Vendor b Technical Program! 83/01/17 
FEDERQV.A Acme-Cl eve land Co Ip 16895 SSS 


6301250181 Confirms 830111 telcan re QA Program insp beginning 030107 
POTAPOVS, U Division of Vendor b Technical Programs 83/01/10 
BRUOOEHAN.H H Oenaral Electric Go tp 16895 354 


8301250272 Forward! QA Program Imp Rept 99900104/02-03 on 021101-05 
b no-tlce of nonconformance 

POTAPQVB.U Division of Vendor b Technical Programs 63/01/06 
HILLER.T D Meetinghouse Electric Corp 2pp. 16897 104 


— 63Q12S0S79 Notice of nonconformance from insp on 821101-05 

» Division of Vendor b Technical Program!. 03/01/06 3pp 
16897 106. 


— 8301250286 QA Program Imp Rept 99900104/82-03 on 821101-05 

Noncompl Ian ca noted welding metis not controlled as shown by 
lilted conditions b required visual exam of first cladding 
layer on tube sheet not performed 

ELLER0NAH.L E . 0ARNE8, I Division of Vendor b Technical Programs 
82/12/14 18pp 16897 t09 


0301250340 Forward* OA Program Insp Rept 97900262/82-01 on 031103-04 b 
notice of nonconformence, 

P0TAP0V8.U Division of Vendor b Technical Programs 03/01/04 
SEAUMONTiN Control Components. International Ceube, of Dabcock b 
Hileox) 2pf. 16897'272. 


— 8301250343 Notice of nonconformance from Insp on 021103-04 
• Division of Vendor b Technical Programs 83/01/04 Ip. 
16897.274. 


—8301250340 QA Program Imp Rept 97900262/82-01 on 831103-04 
Noncompllance noted design calculation* for completed mods 
of main sttam dump valvss furnished to plant not reviewed/ 
approved b signed off by second person 

KELLEY. U D. . BARNEB. 1 Olvltlon of Vendor h Technical Programs 
82/12/20. 7pp. 16897:273 
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B301250347 FoTiaards QA Program rrup Sept 9970050S/82-04 an 8211)5-19 
& notice of nonconformance 

POTAPDVa, U Oivleion of yendor U Technical Programe 83/OlfOA 
TENZERi D E Ebasco Services, Inc (sobs of Enserch Corp I 2pp 
1*897 289 


— 8381850349 IJotice of none onf ormanca from insp on 881115-19 
» Division of Vendor U Technical Programs 03/01/06 ip 
14997 291 


0301200340 Forwards QA Program Insp Rep t 99900364/82-01 on 021206-00 & 
notice of violation 

POTAPOVS, 0 Division of Vendor & Technical Programs 03/01/It 
ItnrDLE.A Mldland-fioss Corp 2pp 16961 17S 


— 0301290343 Notice of violation from insp on 821206-09 

• Division of Vendor i Technical Programs 03/01/11 ip 
16961 177 


— B3012S0352 QA Program Insp Rept 99900505/02-04 on 021115-19 
None amp 1 1 anc e noted evaluation of deviations against 
renulrements of lOCFRSO 55<e» or Part 21 not initiated when 
applicable ti evidence of safetg evaluation not documented 
HARRELL.P H , HALE, C J Division of Vendor & Technical Programs 
92/12/16 15pp 16097 892 


8301230401 Forwards QA Program Insp Rept 99900104/02-03 on 021101-05 
No none amp I lance noted Requests insp of bolting deficiency 
for Natts Bar 8i Sequoyah lower support bolts N/o enc 1 
POTAPOVS,!/ Division of Vendor h Technical Programs 03/01/20 
LEUISiR C Division of Project 4 Resident Programs 2pp 
16903 239 


0301250446 Act receipt of 821026,0023 & 0525 Itrs re deviation noted in 
OA Program Insp Rept 99900302/01-02 Ltrs dtd 020023 ir 0525 
not end 

POTAPOVS, U Division of Vendor 8, Technical Programs 83/01/19 
FRIEDMAN. K A Hestern Piping fa Engineering Co , Inc Ip 
J6905.0B7 


— 0301250452 Forwards official interpretation bg ASME re deviation noted 
in QA Program Insp Rept 99900302/01-02 Mat! requirements of 
NF-2OD0 do not apply Near shO'e in component std support 
permissible, 

FRIEDMAN.K a Western Piping fa Engineering Co , Inc 82/10/26 
POTAPOVS, U Division of Vendor & Technical Programs 2pp 
16905 086 


— 0301280346 QA Program Insp Rept 99900364/02-01 on 821206-08 
Noncompliance noted failure to post 1(XIFR21> Section 206 of 
Energy Reor gan 1 1 at 1 on Act of 1974, procedures per regulations 
fa description of regulations fa proceduros 

ELLERSHAH.L E , BARNES, I Division of Vendor & Technical Prograot 
83/01/07 9pp 16961 170 


0301310076 Ack receipt of 030106 Itr re QA Program Insp Rept 
99900764/03-01 

POTAPOVS, U Division of Vendor fa Technical Programs 03/01/25 
LINDBERO, JA SandvU Special Metals Corp Ip 16966 192 


— 0301310070 Requests verification of vendor Interpretation of NRC 833104 
Itr re QA Program insp to be held on 630125-27 Insp will 
relate to implementation of QA Program 

LINOBERO, J A Sandvik Special Metals Corp 83/01/06 POTAPOV8.U 
Division of Vendor fa Technical Programs Ip 16966 193 


0301310149 Confirms 830103 telcon re QA Program insp to bo conducted on 
830307-11 

P0TAPGV8, D Division of Vendor fa Technical Programs 03/01/26 
UiCHTENBEROER Combustion Engineering, Inc Ip 16965 019 


0301310150 Confirms 030103 telcon re QA Program Insp to be conducted on 
830321-25 

POTAPOVS, U Division of Vendor fa Technical Programs 83/01/26 
HOUSE, H C OA Technologies, Inc /General Atomic Co Ip 16964 024 


— 0301250456 Forwards Itr fa drawing sent to ASMS for interpretation of 
wear shoe deviation noted in QA Program Insp Rept 99900302/ 

01-02 

KORTl/EH, J D Western Piping fa Engineering Co , Inc 62/11/10 
POTAPOVS. U Division of Vendor fa Technical Programs 3pp 
16905 090 


B301250S35 Confirms OA program insp at Philadelphia ofc on 830124-28 
per 630112 telcon 

POTAPOVS. U Division of Vendor fa Technical Programs 03/01/18 
CI/RNANE> R A United Engineers fa Constructors. Inc (subs of 
Raytheon Co I Ip 160°7 353. 


8301290231 Confirms 030103 telcon re QA Insp scheduled for 830107-11 
POTAPOVS. U. Division of Vendor fa Technical Programs B3/01/21 
BISBONETTE.P E OA Technologies. Inc /Oeneral Atomic Co Ip 
169S4-360 


0301280261 Ack receipt of 021210 Itr informing NRC of steps taken to 
correct nonconformance noted In QA Program Insp Rept 
99900346/02-01 

POTAPOVS, U Division of Vendor fa Technical Programs 83/01/21 
FRANCOIS. E I Velan Valve Co Ip 16934 224 


03G131OIS1 Confirms 030106 telcon re QA Program Insp to be conducted on 
030214-18 

POTAPOVS. U Division of Vendor fa Technical Programs 03/01/26 
KEYES, M A Bailey Controls Co (subs of Babcock fa Wllcoi Co ) ]p 
16964 023 


0301310153 Confirms S30121 telcon re rescheduling of QA Program insp 
to 030228-0304 

POTAPOVS. U Division of Vendor fa Technical Programs 83/01/26 
DEMERS. H Suepco Tube Corp Ip 16964 022 


8301310179 Confirms 830104 telcon re QA Program Insp to be conducted 
on 830307-11 

POTAPOVS, U Division of Vendor fa Technical Programs 03/01/26 
METTA.a Applied Engineering Co Ip 16963 222 


6301310326 Confirms 030104 telcon re 630404-00 insp by UM Sutton re 
Implementation of OA program 

POTAPOVS, U Division of Vendor fa Technical Programs S3/01/26 
XAVIER. M A E-Hax, Inc Ip 16963 113 


REOOD REGULATORY GUIDES 


-6301280266 Responds to NRC 821118 Itr re nenconformancs noted in QA 
Program Insp Rept 99900346/82-01 Corrective actions all 
noncurrenfc calibr records placed in vault fa welding log 
book index re OC corrected by 621124 

FRANCOIS, £. 1 Velan Valve Co 82/12/18 POTAPOVS, U Division of 
Vendor fa Technical Programs 3pp 16954 223 


0301100321 Discusses proposed rule re increased training period for 
physicians seeking human use license utilliing radioisotopes 
& requests formulation of ad hoc committee to review 
training requirements for cardiovascular diagnostic studies 
KNOEQELiS B American College of Cardiology 47FR3220 62/11/29 

PALLAOINO.N J Commissioners 3pp 16701 330 


8301280288 Confirms 830106 telcon re IE Insp at Mt Vernon, DH plant 
on 830207-11 Insp will cover identified deficiencies w/ 

Agastat re lay s, control panels, high veltego cubicles fa 
imp! ementation of OA Program 

POTAPOVS. U Division of Vendor fa Technical Programs. 03/01/21. 
DEKKERi H A Cooper Energy Services Ip 16934 292 


8301280306 Confirms 821227 telcon re OA Program insp to be conducted 
on 030207-11 

POTAPOVS. U. Division of Vendor fa Technical Programs 03/01/21 
DEMERS, H Swop CO Tube Corp Ip 169S4 237. 


301280334 Discusses allegations re deficiencies in Mldland-Ross Corp. 
Superstrut Dlv. strut matl Results of 621206-00 insp 
documented in QA Program Insp Rept 99900364/62-01 
DTAPOVS. U Division of Vendor fa Technical Programs 83/01/21, 
RCWSi J L Division of Resident. Reactor Project fa Engineering 
rograns ip 16954,342 


— 8301100322 Rejects notice of proposed training fa experience criteria 
for nuclear medicine physicians fa nuclear cardiologists 
MCNAMARA, D 0 , HARRIEON, D C American College of Cardiology 
47FR322a 02/03/05 CHILK, S J Office of the Secretary of the 

Commission 7pp 16701 333 


S301140288 Com-nents on Rag Guide 3 8. "Preparation of Environ Itepti for 
U Mills " Detailed discussion of mining operations beyond 
cumulative impacts associated ut/mlnes & mills nob necessary 
HILLS, L K Tennessee Valley Authority 03/01/06 Docketing fa 
Services Branch Ip 16S06 250 


8301140293 Comment* on proposed Rev 1 to Reg Guide 5 23, Task SO 045-4. 
'■■Qtds fa Measurement Controls for NDA " 

SKOBLAR.L T Ebasco Services. Inc (subs of Enserch Corp ) 
P-NRO-83-15 83/01/05 Docketing fa Services Branch 4pp 
16806 237 


8301140441 Comment* on draft Reg Guide MS 146-4. "Design. Instel latton fa 
Insp of Seepage Control Liners at U Recovery Facilities " 

GROSSMAN. J E EO Associates 83/01/03 Docketing fa Bervfee* 

Branch Ip 16B0B 293 
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8301170424 Coniinents on Rev 2 to Rei} Ouide 5 9$ "Oui del ineg for 
Oermanluin Bp ec troetopij Sys for Measurement of SNM “ 

UTEOAARD. J H Qechtel Corp 83/01/07 Doclettn} k Services 
Branch Spp 1&810 01? 


8301170430 Comments on Reg Ouido OP 711-7 re requirements for personnel 
Prlslcing Requirements unjustified 

UATZLi E L Northern States Power Co 05/12/37 Docketing k 
Services Branch 2pp 16810 017 


RES RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


QS12200034 Forwards "FranVlin Research Ctr Review of Licensee ReEponse 
to NRC Equipment Environ Dual 1 f icat ion SER re Justification 
for Interim Operation< " for 71 operating plants 
CRANEi C J Franklin Inst 1 tute/Frank 1 in Research Center 
NRC'03-79-iia 13549 82/10/25 CLARK. R A Operating Reactors 

Branch 3 210pp 16474 042 


8212200067 Forwards actual eiamples of adequate rationale presented bg 
licensees as basis for justification of interim operation, 
in response to NRC equipment environ qualification GER 
CRANE.C J Franklin Institute/Franklin Research Center 
NRC-03-79-118 13S31 82/02/05 CLARK.R A Operating Reactors 

Branch 3 23pp 16474 011 


8301050207 Draft speech entitled. "Alternative Piping Dreak Criteria k 
Evaluations for SEP Plants.” to be presented at ANS 1983 
annual meeting on 830612-17 

HERMANN. R A . DOYLE. M L Division of Licensing 82/18/30 4pp 
16669 292 


8301120419 "Quick Look Rept for Semiscale l1od-2A Ham Steam Lino Oroak 
Teste 8-SF-4 k S-SF-5 " 

BERQLUND.O R , SHlMECK. D J EO*<G. tnc FIN A-603a E00-3En 1-6079 

02/11/30 LANDRY. R R NRC - No Detailed Affiliation Oivon g6pp 
16786 181 


8301120503 “Test OPTRAH l-I Resulbe.'' Tenth Hater Reactor Safety 
Research Info mertlng on 821012-15 

MARTINSON. Z R EO&O. Ihc E00-M-2l7e2 82/10/13 NRC - No 

Detai led Affil iation Given 9pp 16779340 


8301120338 "LOFT Monthly Progress Rept For Oct 1982 “ 

LEACH, L P eCfcO. Inc FINA-61iO e00-L0FT-6l 15 82/11/30 

HCPHERSON.O A NRC - No Detailed Affiliation Given 14pp 
16799 001 


8301120547 "Comparison of Theraiai-Hydraul ic Response of Three Scaled 
Test Facilities to Large-Break LDCE, {System 00k . Interim 
rept 

DRISKELL.H E EO&O. Inc FIN A-6040 EOO-LOFT- 5065 88/11/30 

HCPHERSON.O D Experimental Programs Branch 75pp 16797 OOl 


0301120352 "RELAPS Model Description of LOBI Facility k Calculation of 
AI-04 tPREXk Test. ” interim rept. 

BRABISH. J L EOt.0, Inc FIN A-60qa EOO-LOFt- 6063 02/12/31 
MCPHER80N.0 0 Experimental Programs Branch 6Ipp 16796 236 


8301120579 "Inti Std Problem II (LOFT Experiment L3-6/Le-l)." final 
comparison rept 

PETCRSON. A C . COOK, C EOiO, Inc FIN A-A047 EGO-NTAP-61 12 
02/11/30 QDAR. F. Office of Nuclear Regulatory Research. Director 
267pp 16797 076 


03D1O3O524 “Supplemental Stack Effluent Monitoring at Safety Light 
Corp. Bloomsburg. PA. " final rept 

FRAME.P U Oak Ridge Associated Univ FIN A-9090 83/11/30 

Office of Nuclear Material Safety th Safeguards. Director S7pp. 
16668 036 


8301120581 "Loop Blowdown Investigation (LODIk Facility Description. 
Interim rept 

KODAKA.A EOJ.O. Inc FIN A-604B EOO-LOFr-599B 82/12/31 
MCPHERBON.G 0 Experimental Programs Branch 29pp 16796 117 


D301070031 "Investigation of Accident-Induced Flow k Matl Transport 
in Nuclear Facilities." R673 monthly status rept for Oct 
1982 

MARTIN. R A . GREGORY, U S Los Alamos Scientific Laboratory FIN 
A-7029 52/12/20 BERNSTEIN. 8 Office of Nuclear Regulatory 

Research. Director 6pp 16690 357 


8301070048 "Liquefac t lon-Fl ou-8ol Idifac t i on Model {LIOSOD " 

BIEFKEN, L J EOfcO, Inc FIN A-6360 E00-CDD-570a 02/11/30 

MARINO, G P Office of Nuclear Regulatory Research. Director 93pp 
16690 243 


8301120583 “Post-Test RELAP5 Simulations of Semlscale 3-SF-4 b 5 Steam 
Line Break Experiments," l-nterlm rept 

SHAH. R. A EObO. Inc FIN A-603a E00-8EMI-61O6 92/11/30 

LANDRV. R R Office of Nuclear Regulatory Research. Director 68pp 
16796 046 


0301120599 “Fission Gas Release Nodellng for SCDAP/KDDO. " interim 
rept 

HOME. T M . A8LEY. S ■ BERNA. 0 A EGbO. Inc PIN A-6050 
EOa-NSMD-610B 82/11/30 MARINO.O P Office of Nuclear Regulatory 
Research. Director SSpp 16796 300 


0301100349 "Investigation of Accident-Induced Flow b Mail Transport in 
Nuclear Facilities." informal monthly progress rept for Nov 
1982 

MARTIN. R A . GREGORY. H 8 Los Alamos Scientific Laboratory FIN 
A-7029 82/12/21 BERNSTEIN. 8 Transportation b Materials Risk 

Branch 7pp 16756 350 


6301100351 "Investigation of Ventilation Component Response to Large 
Pressure pulses." informal monthly progress rept for Oct 
19B2 

OREOORY.U 8 Los Alamos Scientific Laboratory FIN A-702B. 
82/12/82 SOLDERO. D. E Transportation b Materials Risk Branch 
6pp 16757 032 


9301100356 "Definition of Scenarios b Evaluation of Methods for 
Analyilng Source Terms of Major Accidents Involving U 
Hexafluoride at NRC-Llconsed Fuel Cycle Facilities.” 
informal monthly progress rept for Nov 1982 
SIHON-TQV.M Union Carbide Corp FIN 0-0495 82/12/26 

BERN3TEIN.S Transportation b Materials Risk Branch 4pp 
16757 028 


8301110109 "Properties of Bolldlfied Decontamination Hastes. “ 
quarterly progress rept. Jul-Sept 1982 

EAGTROOD. D Drookhaven National Laboratory FIN A-3253 
DNL-NUREO-32072 82/11/30 MCNIEL.M NRC - No Detailed Affiliation 
Given 56pp 16776 276 


8301110126 "Flow Excursion Induced Dryout at Low Heat Flux “ 
KHATID-RAHBAR. CA7Z0LI.E 0 Drookhaven National Laboratory 
BNL-NUREO-32194 83/01/07 NRC - No Data lied Affiliation Given 
lipp 16767 338 


0301120410 ''Multimethods Approach to Safety Parameter Display 
Evaluation." Tenth Hater Reactor Safety Research Info 
meeting on 821012*15 

BANKS. U U , BLACKMAN. H 8 . GERTMAN. D I EObO. Inc EOO-M-20382 
02/10/15 NRC - No Detailed Affiliation Given ?pp 16786' 343 


6301120600 "Tist Results of Kuosheng Safety Relief Valve Tests. “ 
interim rept 

YUAM.C Y Idaho National Engineering Laboratory FIN A-6333 
EOO-EA-6130 62/11/30 O'BRIEN. J A Office ep Nuclear Regulatory 

Research. Director. 126pp 16798 152 


8301 [20602 "Monthly Rept Representing Research Portion of Hater Reactor 
Research Dept b Thermal Fuels Behavior Program." Informal 
Monthly Ript for Oct 1982 

BEARIEN. J A Idaho National Engineering Laboratory EGG-HRR-6113 
82/10/31 NRC - No Detailed Affiliation Given. ISIpp 16790 001 


0301140561 “Environ Assessments of Fuel Cycle Fee 11 i ties. “ Monthly 
Progress Rept for Nov 1992 

KELLY. M J Oak Ridge National Laboratory FIN 0-0279 
ORNL/ED/EI8-ieo 02/11/30 OILLEN. D. N Uranium Recovery Licensing 
Drench 6pp 16B17 152 


0301190462 "Interpretation of Reg Guide 1 97. Rev 2 Requ 1 rements 
U/Respect to Range. Accuracy. Response Time b dual i fleet 1 on. “ 
Informal Rept. 

FLITTON.V e. EObO. Ine. FIN A-6469 EOO~EE-5905 92/11/30 

FEITiR Instrumentation b Control Branch Ip 16849 207 


0301210148 "Acoustic Emission Character i iation of Flaw Growth in 
AS33Q Pressure Vessel Steel." monthly Itr rept for Dec 1992 
HUTTON. P H Battetla Memorial Institute. Pacific Northwest 
Laboratory FIN G-208e 83/01/17 MUSCARA. J. Materials 

Engineering Branch 7pp 16882 357 


0301260262 "Definition of Nuclear Data Link Vol 6 - Rationale for 
Functional Requirements '" 

CROPP.L 0 . FURGAL. D T Sandia Laboratories. FIN B-309? 

8A (4081-0240/6 82/06/30 Division of Emergency Preparadno ss IPre 

030103) SOpp 16915 240 


03O126O26S "Data Storage for Nuclear Data Link “ 

BMITH.N A Sandia Laboratories FI« 0-3099 BANDai-0306 
B2/O6/30 Division of Emergency Pr eparedness <Pre 8301031 39pp 
16913: 197, 
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6301360265 "Patential for Data Compression on Nuclear Data Link " 
BTtEFELD.fl Sand la Laboratories FIN fl-3099 SANDai-0336 
92/06/30 Division of Emergencij Preparedness IPre 030103) 3Bpp 
16915 157 


630IS60273 “Pre 1 iminarij Interface Spec for Nuclear Data Link Data 
Acquisition Sgs 6 NRC Terminal “ 

STJEFELD. tt Sanila Laboratories FIN B-3099 SAND80-276e 

02/06/30 Division of Emergency Preparedness (Pre 030103) 39pp 

16915 114 


8301360275 "Definition of Nuclear Data Link Vol 1 - Sys Description " 
CROfPiL O , LOHB, J P . FURCAL, D T Sandia Laboratories FIN D-3099 
SAND81-024B/1 62/06/30 Division of Emergency Preparedness (Pre 

630103> 37pp 16915 074 


6301360515 "ORNL Projects for NRC Ofc of Nuclear Regulatory RBaBarc))< 
Hentblii Hlghligtits Rept for Nov 1982 

LOTTS A L . DAYLORpV B • HOMAN. F J Oak Ridge National Laboratory 
83/01/31 Office of Nuclear Regulatory Research. Director 96pp 
16922 255 


0301380003 "Definition or Nuclear Data Link Vol 3 - Operations Ctr " 
CRCPP.L 0 , CRAFT, C H ■ DILLON. R T Sandia Laboratories FIN 
0-3099 SANDai-0248/3 02/06/30 NRC - No Detailed Affiliation 

Osven S@pp 16971 147 


830120001.1 “Definition of Nuclear Data Link Vol 4 - Communicat 1 ans " 
CROPP.L 0 . UN/ELHAEUSER. T , FUROAL, D T Sandia Laboratories FIN 
B-3099 SANOai-0240/4 82/06/30 NRC - No Detailed Affiliation 

Oiwen S9pp 16962 297 


8301380018 "'Definition of Nuclear Data Link Vol 2 - Functional 
Requirements Definition “ 

CROPP.L D , JEPPBSEN.OM , FUROAL. D T Sandia Laboratories FIN 
B-3099 SANDai-024S/2 82/06/30 NRC - No Detailed Affiliation 
Olven 70pp 16971 210 


8301280047 "Definition of Nuclear Data Link Vol 5 - Site Equipment " 
CROPP.L 0 . STIEFELD, a , FUROAL, D T Sandia Laboratories FIN 
B-3099 S,AN0ei-024B/5 82/06/30 NRC - No Detailed Affiliation 

Olven 33pp 16971 113 


0212300305 Requests review $< approval of staff proposals for lchi«<du]ln| 

4, exam methods to allow commencement of r equa 1 1 flea 1 1 on 
eiams early In FY83 Draft Itr to all power reactor 
applicants i. SECY-82-232 end 

DENTON. H R Office of Nuclear Reactor Regulation. Director 
82/12/03 STELLO, V Regional Operations 6 Ooneric Requireraetits 
26pp 16595 064 


— 0211020366 Comments on use of nonp Ian t-spoc i f ie simulators for initial 
replacement U roqual 1 f 1 cation eiams for licensed reactor 
operators 6 senior operators 

REHlCKiF J NRC - No Detailed Affiliation Olven 82/07/06 
PALLADINO, N Commissioners Spp 16S95 tOS 


— 0211020373 Agrees w/ SECY- 82-23 2 conclusion that info gained from 
nonp lant-sp ec i f Ic simulator does not allow accurate 
judgment of operator competence to juetify license denial 
Nonp lant-sp ec If ie simulator eiams should be terminated 
HAJEKi D K NRC - No Detailed Affiliation Olven 82/06/20 
REHlCKiF J NRC - No Detailed Affiliation Olven 3pp 16595 IlO 


0301040042 Notification of CROR Meeting 20 on 021221 to discuss IE 
actions to address check valve failures In dlesol generator 
engine sys t< rulemaking actions to address licensee event 
notification 

STELLO. V Committee to Review Generic Requirement# 02/12/14 
EI8ENHUT.D 0 Division of Licensing JORDAN, C L Director's 
Office. Office of Inspection and Enforcement CUNNINGHAM. R C 
Office of Nuclear Material Safety 6 Safeguards. Dlrec tor 8pp 
166SS 289 


8301040281 Forwards CROR activities monthly rept for Dec 1902 {« op«n 
items from previous meetings Rept will bo Included in 
Executive Director of Operations weekly rept for wk ending 
821231 

SClININK. U Committee to Review Generic Requiremontt 83/01/03 
STELLO. V . HURLEY. T Committee to Review Generic Requirement* 4pp 
16638 343 


83O1OSO130 Forwards minutes of ninth research review group 020916-17 
meeting on fuel cycle facility safety research program 
BERNSTEIN. 0 Transportation U Materials Risk Branch 02/12/14 
BERNERO, R M , 80LBER0, D E , DELOTE, C Office of Nuclear Regulatorv 
Research. Dir ec tor 73pp 166Q0 138 


0301280430 "Definition of Scenarios 6 Evaluation of Methods for 
Analyzing Source Terms of Major Accidents Involving U 
)feiaf luoride at NRC-Licenied Fuel Cycle Facilities," 

Monthly Progress Rept for Dec 1902 

SIMAM-TOV.H Union Carbide Corp FIN B-0495 83/01/25 

BERNSTEIN.S Transportation 8. Materials Risk Branch 4pp 
16970 355 


8301200436 "SCDAP/HDDO Computer Code for Analysis of LHR Fuel Bundle 
Behavior During Severe Accident Transients " 

DERMA. 0 A . HOWE.T M , BEERS, 0 H EObO. Inc HR-NSMD-02-070 
82/12/31 NRC - No Detailed Affiliation Given I18pp 16971 001 


0301070520 Responde to 621213 memo re doflnitlon of "standard 1 1 at ion " 
"Standardl tat 1 on" ehould Include present 4< future concepts ii 
be general to allow for Implementation flexibility 
DIRCKS.W J Office of the Executive Director for Opetations 
02/12/28 TOURTELLOTTE, J Regulatory Reform Task Force 6pp 
16704 351 


— 8301070555 Requests NRC version of appropriate definition of 
"standardl 1 atlon" by 021220 

TOURTELLOTTE. J Regulatory Roform Task Force 02/12/13 
DIRCKS, M J Office of the Executive Director for Operations Ip 
16704 357 


0301310022 ''Accident Aerosol Character! tation, “ Informal Monthly 
Progress Rapt for Dec 1902 

OWCZARSKI.P C Battelle Memorial Institute, Pacific Northwest 
Laboratory FIN 8-2287 03/01/19 BERNSTEIN. S Division of Risk 

Analysis 6pp 16904 121 


lEM GRP NRC RESEARCH REVIEW GROWS 


>200497 Forwards "Action Plan to Implement Commission Safety Goal 
oltcy Statement " Recommends issuance of revised policy 


tatement 6 implementation plan for public comment befor. 
trial use period begins 

DIRCKS, W J Office of the Executive Director for Operati 
PALLADINO. N J Commissioners Ip 16750.001 


82/12/14 


-S21220OSO2 "Action Plan bo Implement Commission Bafetu Goal Policu 
Statement " » » 

• Office of the Executive Director for Operations 82/12/31 
14pp 167S8 002 


8212300304 Advises that H Thompson will present proposed program 
staff-conducted reactor b senior reactor operator * 

requalification exams at CRGR Meeting 29 on 030106 
Attendance limited to persons addressing agenda items 
crBFwwitT n Requirements 02/12/20 

JORDAw'^F't’ ° Director 

ft Of^ite of Inspection and Enforc. 

CUNMINOHAn, R E Office of Nuclear Material Safotu & 
Safeguarde.Directop Ip 16595 063 


8301070597 Transcript of 030105 public meeting In WashingtomOC r* 
safety goals b staff eva luatlon plan Pp 1-110 
» Commissioners 83/01/05 122pp 16740 184 


8301100410 Responds to FOIA request for fourteen categories of 
documents re safety at facilities Forward# document* listed 
in App A NUREO/CR-2930 b NUREO/CR-2239 available In PDR 
FELTON. J M Division of Rules and Records 02/12/10 SHOTHCLL. J A 
Massachusetts. Commonwealth of. 2pp 16755 053 


0301100436 Submits list of question* re NRC draft action plan for 
Implementing Commission proposed eafrty goals Response 
requested prior to ACR8 020906 meeting 

FRALEY. R F ACR8 — Advisory Committee on Reactor Safeguards 
02/03/27 DIRCKS. W J Office of the Executive Director for 
Operation* 7pp 16756 201 


0301100461 Forwards revised bmarkod-up safety goal policy statament 
showing changes from 021105 version FR notice being prepared 
for release of policy statement (t evaluation program plan 
by Commission 821222 meeting 

2EREE, J E NRC - No Detailed Affiliation Olven 02/12/16 
PALLADINO, N , 0ILIN8KY, V . AHEARNE. J Commie sloner* 

16712 327 


aSpp 


0301110102 Staff requirements msmo re 021207 briefing on rev to 
Regulatory Reform Taek Force legislative proposals 
contained In 8ECY-B2-447A 

Secretary of the Commission Ma2ia07. 
82/12/13 BICKWITiL Office of the General Counsel. 
TOURTELLOTTE, J Regulatory Reform Task Fore* Ip 16776 329 
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8301140523 Staff requirements memo re 830104 briefing bg Regulatory 
Raforra Task Force on legislative proposals 

CHILKtS J Office of the Secretary of the Commission H02<I1O4 
83/01/07 Office of the Secretary of the Commission Ip 
1A917 ai<? 


8301140577 Transcript of B301 10 public meeting in Mash ing ton* DC re 
ifiscusslon ti possible vote on proposed safety goals 4c staff 
evaluation plan Pp 1-100 

» Commissioners 83/01/10 lQ3pp IcbBiS 277 


8301140583 Requests comments from 273rd ACR8 63010fi-06 meeting re 
82121^ b 830107 drafts of proposed Safety Ooal Policy 
Statement ALARA concept should be retained Risks from all 
various initiating mechanisms should be taken Into account 
RAVrJ J ACRS - Advisory Committee on Reactor Safeguards 03/01/10 
PALLADlNOiN J Commissioners 3pp IbBl-b 267 


0301140600 Forwards revision to proposed* "Plan to Evaluate Commission 
Safety Ooal Policy Statement*" incorporating comments from 
830105 meeting 

DFRCKS*M J Office of the Eiecutive Director for Operations 
83/01/07 PALUADINO. N . OILINSKY.V. AIEARNE.J Commissioners Ip 
16816 117 


— 8301140605 Revision to Proposed* “Plan to Evaluate Commission Safety 
Ooal Policy Statement “ 

a Office of the Executive Director for Operations 83/01/31 
ISpp <6816 118 


B301170025 Forwards OPE marled-up rev of 821216 vorsion of Safety Ooal 
Policy Statement, per 030105 mee ting Transcript page where 
each change discussed during meeting indicated In margin 
ZERDE.J E NRC - No Detailed Affiliation 0 iven 03/01/07. 
PALtADINO.N < OILINSKV.V . AHEARNE* J Commissioners Mpp 
16818 289 


830117C028 Comments on revised policy statement & implementatioti plans 
on safety goals for nuclear power plants Safety goals should 
be treated in nonbindlng way for several yrs so application 
of PRA re safety goals can be developed 

MUNTZINO, L M American Nuclear Society 83/01/07 PALLADtNO.MJ 
CoiT'dI ss loners Spp 16B19 141 


8301170033 Notifies of CROR 630126 Keeting 30 Agenda provided 
BTEU-O. V Committee to Review Oenerlc Requirements 83/01/13 
ElSENHUTiD 0 Office of Nuclear Reactor Regulation* Director 
JORDAN* E L Director's Office* Office of Inspection and Enforcement 
CUNNINCHAK. R E Office of Nuclear Katerial Safety & 

Safeguards* D1 rec tor 2pp 16818 810 


0301170484 Summary of 821208 CROR Meeting 27 re proposed Reg Ouide 
< IC 126-5)* “Instrument Sensing Lines '* Action plan to 
implement safety goal policy etatemont enc I 

STELLOt V Committee to Review Oenerlc Requirements 62/12/10 
DIRCKSf U J Office of the Executive Director far Operations 18pp. 
16815 097 


8301180140 Summary of CROR Meeting 20 on B21221 

STELLOa V Committee to Review Oeneric Requirements 83/Ot/l 1 
DIRCKSaM J Office of the Executive Director for Operations Spp 
16832 113 


3301200046 Notifies that listed item Is deleted from agenda of 830106 
CROR Meeting 29 

STELLOt V Committee to Review Generic Requirements 82/12/30 
EIEENHUT*D 0 Office of Nuclear Reactor Regulatlam Director, 

JORDAN* E L Director's Office* Office of Inspection and Enforcement, 
CITNNINOHAH.R E Office of Nuclear Material Safety & 

Safeguards* Director ip 16867 348. 


— 8301100360 Discusses Commission 820611 meeting re Pinal rulemaking 
concerning staffing at nuclear power plants (< draft policy 
statement on shift crew qualifications as stated in 
NLIREO-0737. Item I A I 3 

HtNOOUEiR D Office of Nuclear Regulatory Research* Director 
82/12/29 DIRCK8.M J Office of the Executive Director for 
Operations 2pp 16867 349 


6301210270 Unofficial transcript of 8301 14 haaring re dlecusslon of 
Regulatory Reform Task Force legislative proposals in 
Uashlngton.OC Pp 1-226 

• Commissioners 83/01/14 230pp 16885.052 


6301210337 Staff requirements memo re discussion tt vote on Regulatory 
Reform Task Force legislative package at S301I8 public 
meeting 

-CHILK* S. J. Office of the Secretary of the Commission M9301 16A. 
03/01/19 TOURTELLOTTEi J Regulatory Reform Task Force Ip, 

16985 307 


BECV POSITION PAPERS BEFORE THE COMMISSION 


830 1120513 SE'Cr-82~D0tB 

Recommends that Commission publish policy statement on 
severe accidents l< views on nuclear reactor regulation 
for public comment 

DIRCK8* N J Office of the Executive Director for Operatialis 
82/11/24 30pp 16798 300 


8301140019 Responds to FOIA request for 6ECV-a2-mA b SECV-82-11HJ 
Forwards 8ECy-02— IllA Documents also available in FDR 
SECV-82-IltD withheld iref FOIA Exemption 5) 

FELTON. J M Division of Rules and Records 82/11/30 ORABEfi.L 
Affiliation Unknown 2pp 16018 091 


—8301140021 SECY-a2-ltlA 

Responds to ACR9 020511 I tr re EecY-B2-lll. '‘Requirements 
for Emergency Response Capability “ Basic requirements 
incorporated in SECV-82-111 should remain unchanged 
DIRCHS.U J Office of the Executive Director for Operations 
82/08/30 7pp 16816 093 


6301140581 Responds to FOIA request for five categories of documents 
re SEP Forwards SECV-R-Td-SO b BECY-R-311 Documents also 
available in PDR 

FELTON* J M Division of Rules and Records 82/11/30 OALLO* J 
Ishatn* Lincoln k* Deals Ip 16615 337 


—8301140589 8ECY-R~3U 

Recommends that proposed amend to lOCFRlOO* “Seismic it 
Oeologic Siting Criteria for Nuclear Power Plants," be 
approved for publication 

MCCOOLiM B Atomic Energy Commission 71/08/27 42pp 
1681 5 345 


—0301140599 SECY-R-74-050 

Recomnonds that amends to lOCFRlOO "Reactor Site Criteria* “ 
■nodifylng lOCFRlOO 10 6 adding App A* "Bsismic b Geologic 
Siting Criteria for Nuclear Power Plants*" {< amend to 
10CFR50 be approved for publication 

* Atomic Energy Commlssio.n 73/10/13 79pp 16816 025 


8301210308 SHCY-a3-012 

Forwards proposed legislation for 1983 re draft bill 
amending Atomic Energy Act of 1754 to improve nuclear power 
plant siting 6 licensing process b for other purposes 
TOURTELLOTTE* J Regulatory Reform Task Force 83/01/12 29pp 
16893 193 


0301270482 Rosponds to FOIA request for SECY-82-323 t, 8ECY-e2-l55 
Forwards 8ECY-e2-323 SECY-SS-ISS released to PDR under 
F0IA-B2-474 (Meyer) Documents available In PDR 
FELTON, J M Division of Rules and Records 82/12/22 ORABER, L 
Affiliation Unknown (p 16962 130 


“8209030095 seCY-B2-323 

Recommends Commisflen approve end draft FR notice of 
adaption of Interpratat I ve ruto re weight of authority 
accorded by licensing 6 appeal boards to Commission 
effectiveness decisions 

EICKI-IIT.L Office of the General Counsel 82/07/29 Bpp 
16962 131 


0301270493 Responds to FOIA request for EECV-02-296 Forwards 
8ECY-B2-276 to be published as NUfiEO-0937 

FELTONtJ M Division of Rules and Records 82/12/22 UIRTH.R 
01 1 her t/Commo nweal th Cos Jp 16953 095 


—8207230202 SECY-82-396 

Informs of results of MRR evaluation of steam/line break 
combined w/either steam generator tube rupture or primary 
sys small break LOCA 

OIRCKSi M J Office of the Executive Director for Operations 
82/07/13. 69pp 16953 096 


STATE PROO STATE PROGRAMS 


B30104Q096 Confirms 330110-14 radiation control program review. List of 
questions to facilitate review proceis forwarded. 

UDQDRUFF.R. L Office of State Programs. Director B2/12/17 
FOENTE.E.S. Mississippi* State of App. 16632 270 


8301040223 PNA-IV-82-0U. on 821226. CO Dept of Health notified that 
package containing 8 mCt 1-131 fell from van & broke* 
contaminating 400 ft of 1-70 Area dec ontamlnatad Driver ft 
van sought to determine exact amount/type of matls invotvad 
HEYER.R 8 Ragion 4. Off lee of Director. 82/13/28 Ip. 16638 214 
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830104041? CofiMr(n» t«tcor betueen E Pu«nl;e & R Woodruff re NRC revieu 
of State ot H8 Radiation Control Prosrain for agreement matl 
Fcrmial revieu e<hodirled for 8309 10-14 

a'REfLLV. JP Region 3. Office of Director S3/12/30 COSB.A D. 
Hlestaiippi. State of Ip 16641 083 


8301050470 Requeite reeponee to encl technical eommente & 
rtcooirneitdatlons based on revieu of State of CO U mill 
regulatory program Addl visit necessary to eiamina Stats 
procedures used to evaluate embankment retention sys 
COLLINS. J T Region 4. Office of Director 82/12/23 TRAYLOR. F 
Colorado. State of 4pp 16668 237. 


8301100083 PNA-eS-OllA as of 821230. all seven packages containing 
various uCl tt mCl quantities of Tl-20 1 . Xa-133 & 1-131. 
previously missing from Associated Currier van recovered 
Danaged 1-131 package dec ontamlna ted disposed of 

KETER.R B Region 4. Office of Director 83/01/03 Ip 16703 003 


6301100492 Concurs In publication of "State Role in Regulation of 
Low Level Rad’uiasta*' as Nl/REO Ofc has no further comments on 

r ept 

DAVISiJ 0 Office of Nuclear Material Safety tc Safeguards. 01 rector 
82/12/28 KERRj 0 M Office of State Programs. Director ip 
liTif-sda 


8301120082 Confirms 621117 discussion following revieu of State 
Radiation Control Program re State of NH progress 
in implementing 320430 recommendations. 

HAYNES. R C Region I. Office of Director 83/01/04 HALLACE.MT 
Ntu Kampshlrt. State of 2pp 16776 023 


■83D112008? Forwards comments ti recommendations re technical aspects of 
State of NH Radiation Protection Program Review of 
recommendations & specific plans to Improve Agreement Hatls 
Program requested 

HAVNES. R C Region 1. Office of Director 02/04/30 WALLACE. W T 
New Hampshire. State of 7pp 16776 027 


8301170132 Foruardi Environ Monitoring Contract Performance Appraisal 
Rept ?? 9 90003 762-01 on 621122-24 No noncomp 1 lance noted 
HIND.J A. Division of Emergency Preparedness L Operational Bupport 
NRC-09-eo-275 62/12/30 RENTMEISTER, K Wisconsin. State of 2pp 

16612 037 


--6301170140 Environ Monitoring Contract Performance Appraisal Rept 
99990003/62-01 on 821122-24. No noneompllance noted Major 
areas Inspected contract requlrementsiorganiiatlonal 
structure & mgt support, pal ic Issi s tds t. technical staffing 
OeSTHANNrM J , SCHUMACHER. M C Region 3. Office of Director 
NRC-05-a0-27S 82/12/28 llpp 16812 039 


8301190289 Petition for review of Cammltslon 821115 Memorandum L Order 
CLt-82-34. denying Bunf lower Coalition 620511 petition for 
reconsideration of Comnisslon 820330 approval of State of CO 
agreement Certificate of 8vr encl Related correspondence 
SNTDER.P Sunflower Coalition CH-S2-34 83/01/14 U S. Court 

Bf Appeals 10th Circuit 2pp i6646 149. 


301190409 Respondi to 630104 Itr re NRC rept for use in 1963 
Blinniel Rept Submission of 821229 supplemented la/encl 
overvieu of NRC rale & function 

MENCZER.U 8 Region 3. Office of Director 83/01/12 WILLIAMS. 0 L 
Illinois. State of 2pp 16646 359 


3301210154 PNA-e2-012A closeout rept of Monroutine Event 03-12 re truck 
accident near Albany. NY involving packages of radioactive 
matl. Some packages damaged but no rad ioacti vl ty released 
Paclagei surveyed U repackaged before returned to customer 
CAMPBELL.rt A Region I. Office of Director 83/01/03 Ip 
16889. 363 


301210159 PNA-B2-009 on 62 1 1 10. reg i on notified that package containing 
loo mCi 1-131. delivered to Beth Israel Hasp in New York. MV 
sn 621103. reported missing City Dept of Health Inspector 
initiated search for missing package. 

lAMPBELL.M A . KINNEMAN, J 0 Region 1, Office of Director 
32/11/12. ip 16663 357 


'210212 PNA— 82-012 on 621230. region notified that truck carrying 
rga number of packegee containing radioactive metl 
volved in accident near Albany. NY. Extent of damage 
'noun 

PBELL. M. A. Region Ir Office of Director 82/12/30 Id. 

'3.094 


096 Advisee that case docketed tc petition for review filed, 
'en sent to NRC Docketing statement due by 030208 ti 
on appeal due 630227 Related correspondence W/o encl 
PS. H K US Court of Appeals 10th Circuit 63-1066 
16 Paul Snyder. P C Ip. 16690.230 


0301290374 Discusses review 6 evaluation of state Radiation Control 
Program Program staffing levels below recommended guideline 
of 1 0 to 1 9 person-yrs per 100 licenses Addl comments b 
recommendations on AL Radiation Control Program end 
O'REILLY. JP Region 2. Office of Director 03/01/12 HVERS.I.L 
Alabama. State of lOpp 16904 098 


0301260373 Forwards IE Investigation Rept 02-01 on 621117-19 

MARTIN.! T Division of Engineering It Technical Programs 83/01/10 
FRIEDMAN. M U S Priority Transport Corp 2pp 16911 224 


—6301260377 IE Investigation Rept 82-01 on 621117-19 Mejor areas 
investigated circumstances surrounding loss of shipment of 
radioactive matl by contract carrier b discovery of matl by 
pub lie 

FRIEDMAN. L F . OUENN. J E Region t. Office of Director 82/12/30 
8pp 16911 226 


8301270003 Responds to 021221 request re rept of NRC activities for 
1963 Biennial Rept Synopsis of major activities affecting 
licensees In State of IL for 1981-82 end Addl details will 
be provided upon request 

MENCZER.W B Region 3. Office of Director 82/12/29 MILLIAMSiD 
Ttllnois. State of 6pp 16962 108 


8301310035 Comments on proposed Amend 2 to NM State Agreement 
rt lend ownership requirements at tailings disposal sites, 

Info necessary for Commission to exorcise discretionary 
authority under UMfRACA lacking 

HAWKINS. E F Lou Level Waste Licensing Dranch 83/01/19 
NU8B0AUMER. D A Assistant Director for State Agreements Program 
2pp, 16984 048 


8301310067 Responds to 821119 request re DOE acceptance of Ain-34t waste 
for disposal, per Nuclear Watte Dill Meeting will be arranged 
w/DOE to pursue issue b discuss procedures based on 
provisions absent In bill 

DAY19.U 0 Office of Nuclear Material Safety b Safeguards. Director 
63/01/19 KERR.O W Office of State Programs. Director Ip 
169S4 031 


rOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


0301030136 Forwards proprietary addendum to “Uestinghouse Preheat Stiee 
Generator D2/D3 Design Mod Evaluation Package." 621229 
application for withholding b Affidavit CAW-81-86 Addendum 
withheld (ref tOCFR2 790). 

RAHB. E P Westinghouse Electric Corp NS-EPR-2699 62/12/29. 

ElSENHOTiD 0 Division of Licensing 3pp 16616 329 


—8301030160 Requests withholding of Dec 1982 addendum to "Wesblnghouif 
Preheat Steam Oenerator D2/D3 Design Mod Evaluation 
Package " Affidavit CAW-0I-B6 end 

WlESEMANNiR A Westinghouse Electric Corp AW-82-7B 82/12/29 

E18ENHWT. 0 0 Division of Licensing Bpp 16616 332 


6301030189 Forwards "Uattlnghouse Preheat Steam Oenerator D2/D3 Design 
Hod Evaluation Package " Withheld (ref 10CFR2 790) 

Application for withholding encl 

RAHE. E P Westinghouse Electric Corp NB-EPR-2696 82/12/23 

EISENHUT. DO Division of Licensing LAINAS.OC Assistant 
Director for Operating Reactors 3pp 16616 343 


— 8301030195 Requests "Westinghouse Preheat 8team Oenerator D2/D3 Disifs 
Mod Evaluation Pacicage" be withheld (ref 10CFR2 790) 

Affidavit end 

HIESEMANN. R A Westinghouse Electric Corp, AW-B2-75 82/12/23 

E18ENHWT.0, 0 Division of Licensing Bpp 16616 346 


8301030211 Forwards Rev 5 to XN-NF-IA. "QA Program for Nuclear Fuel 
Design b Fabrication " 

VOLMER.C J Exxon Nuclear Co . Inc. (subs of Exxon Carp ) 
82/12/20 HAA8S.WP Ouality Assurance Branch Ip. 1661? 280 


—0301030212 Informs that Rev 9 to XN-NF-IA acceptable b may be 
implemented Existing contracts covered by rev should be 
identified in transmittal Itr 

HAAsa. W P Ouality Assurance Branch 62/12/06 VOLLMER.C.J 
Exxon Nuclear Co . Inc (subs nf Exxon Corp, } 2pp 16617.290 


•830I0302I3 XN-NF-IA R05 ERR 

Errata to Rev 5. "QA Program for Nuclear Fuel Design b 
Fabrication " 

PERRY, a. K,. BEARD. S J . VOLMER.C J Exxon Nuclear Co.. Inc (subl. 
of Exxon Corp ) 82/09/26, Ip, 16617 292. 


•0301030215 XN-NF-IA R03 

Rev 5 to. "OA Program for Nuelaar Fuel Design b 
Fabrication " 

•» Exxon Nuclear Co . Inc (subs of Exxon Corp. >, 62/12/20. 

60pp 166t7 293 


I 


NONDOCKETED ITEMS 


453 


930)030345 Forwards raquest for addl info for review of Topical Rept 
EPRI-NR-1850-CCMi “RETRAN 02-A Program for Transient 
iriernal-Hydraul ic Analysis of Complex Fluid Flow Sys " 

THOMAS.C 0 Standardl lat ion t< Special Projects Qraneh 82/12/17 
SCHNATZi T U Kiddle South Servicesi Inc 3pp 1A5S4 ISO 


93010303SO Notifies of fee due for review of Rev I to Topical Rept 
XN-NF-82-07< "Exxon Nuclear Co ECC6 Cladding Buielling (i 
Rupture Kodeli" submitted 820312 

HlLLERiM D License Fee Management Branch 02/12/22 DHSLEVi 0 F 
Exxon Nuclear Co < Inc (subs of Exxon Corp 1 Ip li&94 17? 


8301040040 Notification of 830126 meeting w/OE it DNR licensing review 
group in OethesdaiMD to discuss questions re Topical Rept 
NEDE-‘S1I75 Amend 3i ''IlNR-6 Fuel Assembly Evaluation of 
Combined SSE it LOCA Loadings " 

BEROOREN) J Standard 1 lat ion h Special Projects Branch 82/12/23 

THOKASt C 0 Standard i lat Ion ti Special Projects Branch 2pp 

16658 285 


8301040114 Denies request for fee exemption for topical repts 
transmitted in 821101 Itrs Repts subj to fee requirements 
Fees will be assessed after review completion. 

HXLLERiM 0 License Fee Management Branch 82/12/20 TAYLOR. J H 
Dabcoct ti Uilcox Co Ip 16666 319 


8301040173 Forwards proprietary "Nestinghouse Small Break ECCS 
Evaluation Model Using NOTRLtIP Code " Model addresses 
NUREO-0737. Item 1 1 K 3 30 Rept withheld (ref 10CFR2 790) 

RAHEiE P Nestinghouse Electric Corp SEO-8A-00232 82/12/22 

TKOKASi C 0 Standard 1 lat ion tc Special Projects Branch 2pp 
16632 260 


— 8301040181 Requests withholding of proprietary "UastinghousB Small 
Oreak ECCB Evaluation Model Using NOTRUKP Code " 

WEISEMANN. R A Hosting house Electric Corp AN-92-77 02/12/23 

THOMAS. C D Standardization & Special Projects Branch, 8pp 
16632 262 


8301040353 Ack receipt of 821222 Itr re acceptance of OIBBAR i7-A. 
Amend 6. “OA Program Topical Rept " 

KEDDIS.N N Oibbs t. Hill. Inc (subs of Dravo Corp I 82/12/30 
HAA88.W P Quality Assurance Branch Ip 16641 151 


— 8301040135 Responds to 82 1025 Itr Amend 6 to QA topical rapt 
acceptable Amend provides description of organizational (• 
editorial changes 

HAASS. U P Quality Assurance Branch 82/12/22 KEDDIS.N N 

Oibbs & Hill. Inc (subs of Dravo Corp > 2pp 16641 153 


—8301040354 OI08AR-17-A A06 
“OA Program Topical Rept " 

• Oibbs ti Mill. Inc (subs of Dravo Corp ) 82/08/31 116pp 

16641 155 


6301040561 Forwards proprietary NEDE-22277-P. “Complianca of OE GHR 
Reactor Fuel Designs to Stability Licensing Criteria “ Rept 
ufthhald (ref 10CFR2 790) 

QUIRK. J F Oenaral Electric Co MFN-202-82 82/12/30. 

DERLtNOERiC H Core Performanea Branch 9pp 16646 278 


eSOIOSOOit Forwards Endorsement 121 to NELIA Policy NP-34 & Endorssmant 
57 to MAELU Policy MF-39 

ABHBURN.D U Marsh 6 McLennan. Inc . M ti M Nuclear Consu 1 tants. Inc. 
Div 02/12/27 8ALTZMAN. J Assistant Director for State ti Licantee 
Relations 3pp 16664 045 


6301060163 Discusses XN-NF-621 <P ) . Rev 1. "Exx on Nuclear DNB Correlation 
for PUR Fuel Oatlgnt. ” Apr 1962 & interim solution for 17x17 
& 16x16 fuel applications ENC-1 k 2 test sections removed 
from data base t. generic resolution of XNB proceeding. 

CHANDLER. J C Exxon Nuclear Co > Inc, (subs of Exxon Corp. 1 
JCC 001 03 83/01/03 PHILLIPS, L E Coro Performance Branch 7pp 

16680.040 


8301060455 Table of contents for "Hcsti nghous e Owners Oroup Eeiergency 
Response Ouidellne Seminar, Tral nlng Package Vol 1, Program 
Description " 

e Hestlnghouse Electric Corp 81/09/30 Spp 16704 095. 


6301070018 Summary of 821221 meeting u/Hestinghouse Owners Oroup Tech 
Spec Subcommittee re proposal for using reliability date for 
establishing Tech Spec out-of-svc times 6 surveillance 
frequencies 

BRINKMAN. 0.8 Standardization & Bpecial Projects Branch 62/12/23 
THOMAS. C.O Standardization 6 Special Projects Branch S2pp, 

16704 115 


8301070346 Forwards topical rept evaluation of Rev 1 to HCAP-8691(P) (< 
Rev 1 to WCAP -B692(NP ) I "Fuel Rod Bowing Evaluation '• 

Proposed methodology provides acceptable means for 

analyzing effects of fuel rod b owing & power peaking 

THOMAS. C 0 Standard 1 lat ion & Special PrO'jeets Branch 82/12/29 

RAHE. E P Ifestlnghouse Electric Corp 2pp 16705 283 


—8301070525 Topical rept evaluation of Rev 1 to HCAP-a69t{P) 6 Rev 1 to 
UCAP-8692(NP) , "Fuel Rod Bowing Evaluation “ Proposed 
method provides accep table means for ana lyzlng effects of 
fuel rod bowing. power peaking factor & DNOR 

* Standard (lat 1 on Special Projects Dranch 79/07/31 2lpp 
1670S 265 


B30111019'6 Forwards proprietary "Inadequate Core Cooling Detection In 
DWRi " Rept withheld (ref I 0CFR2 790) 

OENTE.T J BUR Owners Oroup BUROO 8263 82/12/17 DENTON, HR 

Office of Nuclear Reactor Regulation, Director MATTSON. R NRC - No 
Detailed Affiliation Given Spp 16747 ISS 


83D1I10S44 Forwards responses to questions re RETRAN-01 review 
transmitted in 821015 Itr Questions ref EPRt CCK-S 
(RETRAN-01 Manual) through equation number & not EPRI 
NP-105O-CCM 

SCHRATZ.TU Middle South Services, Inc 83/01/05 THOMAS. C 0 
Stendar dl lat i on t. Special Projects Branch 24pp 16745 236 


6301110590 Forwards corrected Table 2 to XN-NF-621 CP) duo to 
typographical error in hydraulic diameter limits sutmltted 
in 830103 Itr 

CHANDLER. J C Exxon Nuclear Co . Inc (sube of Exxon Corp 1 
JCC 004 83 83/01/06 PHILLIPS, L E Core Performance Srane)i 2pp 

1674S 229 


8301110592 Forwards comments on Science App I i catl one. Inc value impact 
anelyslf re potential steam generator related requirements 
per Oeneric Ltr 82-32 Lack of knowledge of once-through 
steam generators on BbN sys biased analysis results 
TUCKER. H B Duke Power Co 0L-e2-33 83/01/06 EISENHUT, D 0 

Division of Licensing 3pp 16745 004 


B30I170030 Forwards comments on ES&O Rept EOQ— EA-6l09i "Identification 
& Ranking of Nuclear Plant Structures. Sys b Components k 
Graded QA Guidelines - Draft " Rept inadequate 

LOOMIS. JS Sargent b Lundy. Inc 03/01/12 HAASS. U P Quality 
Assurance Branch 3pp 16812 204 


8301160285 Forwards Mark 111 Containment Hydrogen Contra] Owners Group 
Research Program status as of Dec 1902 Summary info includes 
discussion of hydrogen combustion f ae i 1 i ty. draft test matrix 
k scaling relationship 

RICHARDSON. J D Hydrogen Control Owners Oroup. DUR-6 Mark 111 
RICHARDSON. J D Mississippi Power tc Light Co HON-OOB 83/01/14 
DENTON. HR Office of Nuclear Reactor Regulation. Director 60pp 
16825 326 


D30116029S Advises that TJ Dente will be Acting Chairman of OUR 
Regulatory Response Group due to K Mayer resignation 
Replacement will be tough t at next general meeting 
DENTE, T J BUR Owners Oroup BWOOG-SOOl 63/01/11 EISENHUT, D Q 
Division of Licensing ip 16631 137 


8301160304 Forwards slide presentation entitled "BUR Suppression Pool 
Temp Evaluation for Mark I Plants." presented at 821217 
melting w/NRC 

PFEFFERLEN.H C General Electric Co MFN-002-B3 83/01/14. 

VASSAL LQ. 0 8 Operating Reac tors Branch 2 Ip 16826 122 


8301190085 Concurs w/teehnlcal content following review of NRC draft 
SER on proprietary UCAP-B92I. " TRANFLO Steam Oenerator Code 
Description." b UCAP-BB22. "Mass b Energy Releases Following 
Steam Line Rupture " SER withheld (ref I0CFRS790} 

RAHEi E P Westlnghouse Electric Corp AW-B3-04 83/01/06 

THOMAS. C 0 Standardization b Special Projects Dranch 2pp 
16047 049 


8301190087 Forwards proprietary "Uestinghousc Advanced PUR Licensing 
Control Document'' b request for withholding per 10CFR2 790, 

RAHE.E P Uestinghousc Electric Corp NS-EPR-267S 82/11/01. 
MIRAGLIA.F Assistant Director far Safety Aisaesment 2pp 
16947 054. 


—8301190091 Requests that proprietary "Hesti nghous e Advanced PUR 
Licensing Control Document." be withheld per 10CFR2, 790 
Affidavit enc 1 

HIESEMANN. R. A Uextinghouse Electric Carp Atf-02-57 02/11/01. 

MIRAOLIA.)^ Assistant Director for Safety Assiismcnt 9pp. 
16047 056 



t 


NONDOCKETED ITEMS 


a30ll‘?0'093 MotiHcatton of 830112 mBSting u/C-E Quners Group* INEL t 
ANL in Betheid*. HD re statue of C-E Owners Group {< Beaclor 
Bye Branch studies on decay heat removal ti depressur i la t Ion 
capabilities for C'E NSSS w/o PORV 

HARS-Hi L J1 Reactor Systems Branch 63/01/05 SHERDN* fl U Reactor 
Systems Branch 3pp 16BA8 060 


6301 1 <'01 33 Forwards proprietary “Hestlnghouse Advanced PUR Pretendering 
Module I " Primary Side Safeguards " Rept withheld Iref 
lOCFRS 790> Application for ulthholding & affidavit end. 

RAHC> E P Hestlnghouse Electric Corp NS-EPR-24S6 62/11/24 
HIRAGLIA. F Assistant Director for Safety Assessment 2pp 
lhe46 02? 


— e3011?012? Application for withholding proprietary "Uest inghouee 
Advanced PWR Pretendertng Module 1 - Primary Side 
Safaguards " Affidavit end 

HIESEMAHN.R A Hestlnghouse Electric Corp AU~B3-6B 62/11/24 
KtRAGLIA<F Assistant Director for Safety Assessment 9pp 
1*5645 031 


6301190144 Forwards proprietary marked-up addendum to “Preheat Steam 
Oanerator D2/D3 Had Evaluation Package “ Application for 
ujltiihold ing proprietary info encl Proprietary addendum 
withheld (ref 10CFR2 7701 

RAKE* E P Westinghouse Electric Corp NS-EPR-2701 83/01/14 

EISEMHUTj D 0 Division of Licensing LAINAS* 0 C Assistant 
Director for Operating Reactors 2pp 15847 03? 


— a3011?0i4? Application for withholding proprietary marked-up addendum 
to “Preheat Steam Generator D8/D3 Mod Evaluation Package “ 

Affidavit encl 

UiESEHAMM.R A Hestlnghouse Electric Corp AH-03-3 63/01/14 

EISENHUT. D 0 Division of Licensing Bpp 1 4647 • 041 


6301200105 Discusses assignment of review responslb 1 li ties for proposed 
rev to Generic Licensing Topical Rept EDfi-1 (Pl-Ai "Edereri 
Nuclear Safety-Related Extra-Safety h Monitoring (X-SAM) 

Cranes. “ 

CLARK, C U Ederer* Inc B3/01/18 THOMAS, C Btandardi jati on & 
Special Projects Branch 2pp 16 B 6 S 037 


1250092 Forwards PA Dallis resume,per telcon Oallis assigned to 
ermanent Bechtel team covering p tannlng/sc hedula area 
ONES, 0 0 Bechtel Corp 63/01/14 MILLER, J Region 3, Office of 
{rector 4pp 16B95 322 


01250197 Act receipt of NRC 821220 position re fee for review of 
DAW-IO092P, Rev 3, "CRAFT-2“ tt DAH-10I54P, “SBLQCA ECCB 
Evaluetion Model “ Requests that exchange of positlo'ns 
not result in delay or cessation of review 

TAYLOR, J H Babcock t, Hilcox Co 83/01/1? MILLER, U 0 License 
Fat Management Branch 2pp 14895 275 


8301250355 Forwards draft 1 tr to customer who purchased 8FF30 series 
relay tubj to tripping above undcrfrtquency setpoint 
MANKOFF.L L General Electric Co 63/01/20 DEYOUNG, R Director's 
Office, Office of Inspection and Enforcement 3pp 15897 33? 


1250357 Comments on EOO-EA-6109. "Identification 4 Ranking of 
ecltar Plant Struc tures, Sys e, Components h Graded QA 
ridel Ines - Draft " Mods recommended 

IDUFFIE, M A Carolina Power & Light Co 83/01/20 HAASS, H P 
uality Assurance Branch 4pp 15697 342 


JD125D495 Forwards second submittal of responses to requsst for addl 
info ra F3D 2539 Valva closure under high flow conditions, 
transmiss 1 hil 1 ty curves h piping response sys discussed. 

Next submittal eipected in 10 days 

WEIBZ, D A Gulf h Uistern Industries, Inc 83-21 83/01/20 

THOMAS. C 0 Standardi xation 8< Special Projects Branch, 4pp 
14899 078 


6301250511 Forwards Errata t. Addenda Sheet 2 to Vol 1 of 

NEDE-237e5-l-P, "OESTR-LOCA b SAFER Models for Evaluation of 
LOCA, “ Affidavit end Rept withheld (ref I0CFR2 7901 
QUIRK, JF General Elaetrtc Co MFN-004-B3. 83/01/18 THOMAS, C 0 

Standardi lat ion b Special Projects Branch 4pp 14897 350 


8301270315 Forwards Endorsemsnt 30 to MAELU Policy HF-95 

R0SB1NS,U 0 Harsh b McLennan, Inc , M b M Nuclear Consul tants, I nc 
Dlv, 83/01/07 SALTZMANi J Assistant Director for State b Licensee 
Reletlons 2pp 15?3S‘275 


8301270438 Forwards Endorsement 123 to NELIA PoUey NF-1 

ROBBINS, U O Harsh b HcLennam Inc , M b M Nuclear Consultants, 1 nc 
Div 83/01/07 BALTZMAN,d, Assistant Director for State b Llceneee 
Relations 2pp 15939 353 


8301280033 Discusses action taken in response to 821223 Itr re 

frequency of pressuriied thermal shock events b Crystal ' 
River 3 b TMI-2 overcooling events BbH Owners Group met i 
w/NRC on 830111 Addl info request outlined , 
DENTON, H R Office of Nuclear Reactor Regulation, Director J 
83/01/20 TUCKER*H B Duke Power Co 2pp 15972 114 j 


— 8301280040 Comments on pressuriied thermal shock screening criteria 
based on 821220 meeting w/DbU Owners Group NRC criteria of 
270 F axial b 300 F circumferential valid 
TUCKER. H Q Duke Power Co 82/12/23 PALLADINO*N J 
Commissioners 5pp 15972 1 15 


8301310347 Forwards third sat of responses to NRC Questions 13* 14*17 b 
18 Fourth b final responses will be submitted in approx 10 

days 

HEiaZ*D A Gulf b Hestern Industries. Inc 03-20 83/01/24 

THOMAS, C 0 Standard! lat ion b Special Projects Branch 5pp 
14953 037 


WASTE MOT NUCLEAR HASTE MANAGEMENT 

j 

6301030045 Forwards Nov 1982 breathing lone rept it cumulative breathing * 
lone summary for 1962 

CAlNiU Cotter Corp 20903 82/12/08 HAZUE, A J Colorado. State 

of 2pp 14530 330 


— 8301030049 Breathing lona rept for Nov 1902 

a Cotter Corp 20903 02/12/08 Ip 14530 340 


— 03OIO3OOS1 Cumulative breathing lone summary for 1902 
« Cotter Corp 20903 82/12/00 2pp 15430 341 


B3010300S6 Forwards Rn-222 rept for Oct 1982 

CAIN.U Cotter Carp 20093 02/11/29 HAZLE, A J Colorado* State 

of Ip 15630 335 


— 0301030052 Rn-222 rept for Oct 1902 

* Cptter Corp 20093 82/11/27 2pp 15530 336 


33-01030059 Forwards water quality rept for Oct 1902 Corrections to 
Sept rept also submitted 

CAIN, J Cotter Corp 20904 02/12/07 HAZLE, A J Colorado, State 

of 2pp 15630 329 


—8301030075 Hater quality rept for Oct 1902 

e Cotter Corp 20904 82/12/07 4pp 16630 331 


8301040057 Forwards FR notice of availability of technical position 
paper on near-surface disposal facility design b operation 
Expeditious publication requested 

SCAHANOj R A Low Level Haste Licensing Branch 82/11/24 
FELTON, U M Division of Rules and Records Ip 1559S 312 


— 8301040071 Notice of issuance b availability of "Facility Dasign b 
Operation of Near-Surface Radwasts Disposal Facilities “ 
SCARANO.R A Lou Level Haste Licensing Branch 82/11/24 Spp 
155S9 3i3 


0301070393 Forwards NUTEK topical rept, ''Results of Tost Program 
Solidification of Contaminated Haste Lubrlcatllng Oils," 
for review 

IRUINS, B A Ulltem Industries, Inc 02/12/13 BROUNINO.RE 
Division of Haste Management ip 15590 101 


— 8301070395 "Results of Test Program for Solidification of Contaminated 
Haste Lubricating Oils " 

e NUTEK (Nuclear Technology Corp 1 82/12/13 41pp 14690 1B2 


6301070407 Advises that topical rept on oil sol idi f icatlon using 
NUTEK-30OA b 330II products w/cement qualifies for review 
Content incomplete for reasons listed Formal review will be 
Initiated upon receipt of rept copies 

BROHNINO.R E Division of Haste Management HHLL 3413 7 82/04/30 

BOUCHARD.U F Ulkem Industries, (nc 14pp 1470S 248 


B30107041S Forwards BNL rept re evaluation of high level waste package 
performance in salt repository Potentially adverse environ 
encountered in ground waste package as result of interaction 
of irradiated salt w/salt brine 

COOK, F R High Level Haste Licensing Management Branch, 02/12/27, 
NEFF, J O Energy, Dept, of 9pp 14709 277 


8301070422 Requests suggestions on review process for encl proposed 
EPA Std 40CFR19t re disposal of high level wastes 
Publication in FR expected during wk of 821227 H/o encl 
KNAPP, M,R, High Level Haste Licensing Management Branch 82/12/2J 
CRANHELL.R, Bandia Laboratories ip 14709’282. 



NONDOCKETED ITEMS 


4SB 


9301070430 Re(iues<;9 suggestions on revieuj process for end praposod 
EPA Std 40CFRI91 re disposal of high level uastes 
Publication in PR eipected during uk of 921527 U/o end 
KlfAPPi M R High Level Masts Licensing Management Branch 95/12/51 
SCHtfEITZER. 0 0 Brookhaven National Lahoratorg Ip 16703 311 


8301070439 Forieards documents re Schleifstein FOIA request (i uork 
performed uhlle employed by NRC M/o encls 

5 TILL.N Licensing Process t< Integration Branch 82/12/33 
LEHMANiL Minnesota. State of Ip 16705 31S 


9301070450 Ack receipt of Topical Rept WMO lOlP- "RADMAN, Comput er Code 
to Classify 6 Document Packaged Lou Level Uaste in 
Accordance W/10CFR61 Regulations " Schedule for revleui of 
rept ontl 

JdHMSONi T C .Lou Level Haste Licensing Branch 82/12/09 
TUITEi P T Haste Management Oroup. Inc 2pp 1670S 320 


3301070459 Forwards proprietary version of Topical Rept WMO lOlP. 
"RAOMANi Compu ter Code to Classify li Document Packaged Lou 
Level Waste in Accordance W/10CFR61 Regulat ions. *' Vols 1 U 
II M/o end 

TUITErP T Waste Management Group, Inc 02/11/11 JOHNSON. T NBC - 
No Detailed Affiliation Given 3pp 16704 360 


8301070475 Confirms 821201 conversation! advi s Ing that Waste Mgt Group 
hai no objection to forwarding Vol I of RADMAN topical rept 
to states for review Vol is proprietary Sections from Vol 11 
tiiill be reproduced upon request 

TWITE.P T Waste Management Oroupi Inc. 02/12/03 JOHNSON. T NRC - 
No Detailed Affiliation Given ip 16705 333 


8301100339 Advises that Div of Waste Mgt mission ti activities not 
applicable to Dept of Interior! Ofc of Water Policy, 
groundwater activity questionnaire when applied to criteria 
for Identifying federal groundwater activity 

MARTIN. J D Division of Waste Management 92/ 12/ IS ARSENAULT, F J 
Division of Health, Siting & Environment Spp 16757 OSS 


0301100391 Forwards overlays of RADMAN symbols It formats on eii sting 
raifloaetlve shipment records Suggestions welcomed 
TUITEiP T Waste Management Group, Inc 82/08/06 JOHNSON. T 
Division of Waste Management 3pp 16753 360 


0301100396 Provides anticipated dates for receipt of preliminary 
environ assessment for ravieu, FQNSl-EIB decision i 
availability of remedial action concept paper 

LECHEL!D Jacobs Engineering Oroup, Inc 82/11/23 HAM ILL, K. NRC 
- No Detailed Affiliation Given Ip 16753 359 


8301100397 Discusses fee for actual cost of review of RADMAN waste 
classification program topical rept W/o enc 1, 

WEISS. D License Fee Management Branch 82/12/29 TUITE. P T 
Waste Management Group, Inc Ip 16753 359 


9301 100399 Summary of DOE/NRC 820721-27 workshop re Basalt Waste 
Isolation Project hydrogeology 

WRIGHT. R J NRC - No Detailed Affiliation Given. SQUIRES. D J 
Energy, Dept of 62/08/06 NRC - No Detailed Affiliation Given 
3pp 16753 355 


6301100400 Discusses fee for review of topical rept re Nutek-Vikem oil 
solldi f ication process W/o end 

HE 1 88. D License Fee Management Branch 92/12/29 IRVING, B A 

Vltem Industries, Inc Ip 16753*354 


9301100403 Forwards proposed EPA std, 10CFR40 191, for high level watte 
disposal Suggestions re ORNL role in review process 
welcomed W/o end 

KNAPP, M R High Level Waste Licensing Management Branch 82/12/21 
CHESTER, R Oak Ridge National Laboratory Ip 16753 3S1 


8301100410 Grants approval for 0 Uidmayer to serve on Peer Review Panel 
for post-closure liability trust fund simulation model 
HAWKINS, £ F Low Level Waste Licensing Drench 82/12/14 
GUERRERO, P Environmental Protection Agency Ip 16747:336 


8301100415 Trip rept of 821104 meeting kr/DOE It contractors in Denver, CQ 
re Grand Junction It Rifle sites 

HAMILL.K J Lou Level Waste Licensing Branch 62/12/22 
SCARANO.R a Low Level Waste Licensing Branch 3pp 16747*340. 


8301100420 Requests review of topical rept, "RADMAN, Computer Code to 
Classify it Document Packaged Low Level Waste in Accordance 
H/tOCFR61 Regulations” Ik affidavit to determine proprietary 
status Response requested by 821231 W/e end. 

JOHNSON, T Lou Level Waste Licensing Branch 92/12/08 SHaHAKER,E 
Operations b Administrative Division Ip 16747.335. 


8301100424 Requests review of topical rept. " RADMAN, Computer Code to 
Classlry i. Document Packaged Low Level Waste in Accordance 
W/60CFR61 Regulations ” Commants requested by 830114 

JOHNSON, T Low Level Waste Licensing Dranic h 82/12/09 GRELLA.A U 
Fuel Facilities b Materials Branch OAMMILL.M Effluent Treatment 
Systems Branch MACDONALD, C E Transportation Branch Ip 
1 6719 363 


8301100425 Forwards addl info re goundwater flow, per FOIA 
Request B2-591 

MILLER, H J High Level Waste Technical Development Qraneb 
82/12/22 DROWN, R S Program Support Branch Spp 16719 359 


9301100427 Summary of NRC 821118 meeting u/DOE (, EObO re low level 
waste ditposal data requirements 

JACKSON, K C Leu Level Waste Licensing Branch 62/15/21 
DROWNING, R E D1 vis ton of Waste Management 3pp 16719 356 


6301100428 Forwards notices of intent to prepare EIS b conduct public 
meetings re remedial actions to be taken at Grand Junction S, 

Rifle 011TRAP sites 

MORLET, J A Energy, Dept of 92/12/81 SCAfiANO, R NRC - No 
Detailed Affliiatlon Given. 28pp 16749 335 


6301100431 Trip rept of attendance at ASLD hearings held during wk of 
951114 at facility re environ Issues concerning const & 
operation 

DOYLE, R R High Level Waste Technical Development Branch 82/13/21 

BELL, M J High Level Waste Technical Development Branch Ip 

16718 362 


0301100452 Concuri in publication of "State Role in Regulation of 
Lou Level Raduaste" as NUREO Ofc has no further comments on 
rept 

DAVIS, J G Office of Nuclear Material Safety b 8a feguards, 01 rector 
92/12/20 KERR.G W Office of State Frogrami, Director Ip 
16719 348 


8301180070 Forwards fact sheet prepared for meeting u/agencies involved 
u /application Various aspects O'f proposed Montrose- West 
uaste mgt facility discussed 

JACCBI.W Colorado, State of 92/09/17 SCARAND, R Uranium 
Recovery Licensing Branch 26pp 16939 305 


8301180394 Summary of 821214 meeting w/M LopeiiD Siefken b QC Pangburn 
to discuss Branch Technical Paper on Facility Design & 

Operation 

PANOBVRNrO C Lou Level Waste Licensing Branch 82/12/29 
HAWK 1 NS, E F Lou Level Waste Licensing Branch, 2pp 16837 348 


8301 I8G401 Responds to 621250 memo requesting review of draft rept on 
pr i ori ti latlon of non-NRR TMl action items. Item IV C 1, 

“Eitend Lessons Learned From TMl to Other NRC Programs," 
only item identified for ofc action 

MARTIN, J D Division of Waste Managoment 92/15/30 DENTON, H R 

Office of Nuclear Reactor Regulatiem Director Ip 16937 347 


8301 180406 Natl f les of Nuclear Info Resource Sve 921209 public info 
slide show 

DROWNING, R E Division of Waste Management 62/12/09 DELL.M J 
High Level Waste Licensing Management Branch QUNTING, J Q 
Licensing Process b Integration Branch MILLER, K J High Level 
Waite Technical Development Branch Ip 16837 346 


8301 180406 Comm ents on procedures far developing MOUs u/states 

DAVIS, J 0 Office of Nuclear Materiel Safety it Safeguards, Director 

82/12/10 KERR, 0 W Office of State Programs, Director Ip 
16937 345 


8301180410 Confirms Oct 1985 tekeon re rept of 620930 meeting 
w/Taledyne Isotopes b UHL NRC requested list of generators 
of Class B uaste who use Tsledyne as broker not yet 
rtc el vad 

JACKSON, K C Lou Level Uaste Licensing Branch 95/12/17 BLACK. B 
Ttledyne Isotopes ip 16837.344, 


6301180413 Provides input to review of Agreement State programs. Jan - 
June 1992, in response to 821109 memo 

0AVI8. J 0 Office of Nuclear Material Safety b Sa feguards. Di rector 
85/15/06 KERR,0 W Office of State Programs, Director 2pp 
166 37 342 


8301160419 Trip rept of attendance at DWPF/Repoi I tor les Ihtersite 
Coardlnetlon Oroup 82i013 organ 1 cat l anal meeting in Atlanta. 

GA Info exchanged on organl tat i ons. p lens, schedules b lines 
of communica t Ion Meeting agenda b list of attendees end 
DEULiK J High Level Waste Licensing Management Branch 83/01/11 
DROWNLINO. R £ Division of Waste Management. 16pp. 16837.386. 
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830tia0423 Forwards NUREO-0949, "FES on 10CFR61, 'Licensing 
Requirements for Land Disposal of Raduaste' “ U/o end 
DRAOOWETTE/K S Lou Level Uaste Licensing Branch 63/01/12 
DRETiK Affiliation Unknown Ip 16837 3 2 5 


6301180434 Forwards list of matl for H Schleif stein FOJA Reousst 
62-991 

BUHTIMSiJ 0 Licensing Process U Integration Branch 82/12/17 
BEVERIDCEpO Program Support Branch 3pp 16637 322 


0301180436 Forwards DOE Rept, "Character! lati on of EPICOR-II Prefllter 
Liner 16 " IV/o end 

BROWNINOiR E Division of Watte Management 02/12/13 BATNi J N 
Carella. Bain, Ollfllan i, Rhodes Ip 16837 321 


8301180427 Notifies that Lou Level Haste Licensing Branch will not be 
able to provide technical assistance to Ofc of State 
Programs on 830110-14 NV Program Review List of necessarg 
topics for discussion enc 1 

DRQHNlN0<fl E Division of Waste Management 82/12/23 
NUS58AUMER, 0 A Assistant Director for State Agreements Proorams 
2pp 16837 319 


8301180428 Comments on draft notices of intent to prepare ETS on 
Grand Junction it Rifle UKTRAP s ites, provided bg 021221 1 tr 
If consolidation of tailings will be evalua ted, EIS should 
address cumulative Impacts of movement from sites 
SCARANOi R A Lou Level Waste Licensing Branch 03/01/03 
MORLEYiJ A Energgi Dept of Ip 16937 318 


6301180490 Notifies of RADMAN computer code developed to support 
radwaste mgt activities Suggestion of reasonable cutoff 
for listing nuclides when using code requested Printouts 
end 

TUITEiP T Waste Management Group, Inc 03/01/05 RAHL. B 
Transportation, Dept of 4pp 16837 087 




-- OU bUtlUVI 

Selection of NRC representative for technical panel 




requested 

MORLEV, J A Energg, Dept or 83/01/07 
Waste Licensing Branch Ip 16837 091 


8CARAN0, R Low Lovel 


8301180499 Forwards list of DES t FES issuances since final OEIS of 
Sept 1900 Statements do not address changes in ea 1 culati onaE 
models for estimating radiological impacts Proposed amend to 
1970 U Mill Tailings Radiation Control Act not enacted 
MARTIN, D E Low Leva 1 Was te LI cens Ing Branch 82/12/10 LAMBERT,* 
Affiliation Unknown 5pp 16837 113 


0301190183 Forwards std distribution list WH-High Level Waste Hat 
fiopts W/o enc 1 * 

STILL, N Division of Waste Management 83/01/07 QALPIN.F 
Environmental Protection Ageneg Ip 16862 3S7 


8301310030 Reviews Topical Rept, "RADMAN - Computer Code " RADHAM 
shipping papers acceptable at Hanford Site 

KIRNERiNP Washington, State of 83/01/19 JOHNSON. T C. Low 
Level Waste Licensing Branch Ip 16904 128 


6301180429 Forwards ONHI rept on fracture behavior for transmittal to 
Unlv of AZ W/o end 

OORDDNiH J High Level Waste Licensing Management Branch 82/12/07 
DOYLE. F L Waste Management Branch Ip 16837 317 


8301310021 Forwards, for review it commen t, draf t RACPs f 
it Rifle Sites Comments requested bg 830218 
MORLEY, JA Energg, Dept of 83/01/10 SCARANO, R 
Detailed Affiliation Given Ip 169B4 127 


or Grand June tip's 
A NRC - No 


8301180434 Responds to 821214 request for Info re low level radwaste 
Repts on methods for storage ti treatment of low level waste 
it on above-ground containment as feasible meane of 
disposal enc 1 U/o end 

MARTIN, J B Division of Waste Management 82/12/20 KRIOOAUM, M 
Conservative Law Foundation of New England, Inc 2pp 16837 314 


8301310024 Comments on failure prediction & release simulation porttoni 
(Modules 4 6 51 of Post-Closure Habllitg Trust Fund 
Simulation Hodol Methodologg emp loged , w/minor revs, should 
adequatelg perform task 

HIDHAYER.D A Lou Level Waste Licensing Branch 83/01/13 
GUERRERO, P Environmental Protection Ageneg 4pp 16984 117 


0301180440 Comments on Final Draft Bemedial Action Concept Paper for 
Shlprock Inactive U Hill Tailings Site, in response to 
821203 request Revised paper addresses mc 820920 comments 
Several addl revs appropriate 

SCARANO, R A Lou Level Waste Licensing Branch 02/12/30 
MORLEY, J A Energg, Dept of 2pp 16837 312 


0301310025 Forwards Cooperative Agreement DE-FCO4-02AL2O936 bu t, 
between DOE it State of NO, por 821222 request Agreement 
satisfies requirement of U Mill Tailings Radiation Control 
Act of 1978 

HAWK1N3,E F Low Level Waste Licensing Branch 83/01/17 HILCiT U 
Energg, Dept of Ip 16984 116 


8301160443 Forwards list fc documents available within Div of tfaste 
Mgt re A Reid FOIA Request 83-3 on eiploratlon for U In 
State of NE t< info on MOU w/NE List of documents onlg end. 

STILL, N Division of Haste Management 83/01/07 BEVERIEJGE.O 
Program Support Branch 2pp 16837 308 


0301310030 Forwards proceedings of 1982 Natl Waste Terminal Storage 
Program Info Meeting on 821212-14 in Las Vegas, NV. 

MCGEE, L Oattelle Memorial Institute, Columbus Laboratories 
B3/01/11 Oattelle Memorial Institute, Columbus Laboratories le 
16983 144 ^ 


0301160453 Summarg of 821200-09 meeting w/CO State Uni v, Oeotech nlcal 
Consultant it QRNL in Fort CollinsiCO re review of first 
draft of long-term stabilltg rept 

FLEMING,! E Region 4, Office of Director 83/01/04 SCARANO, ff A 
Low Level Waste Licensing Branch 18pp 16837 265 


—6301310032 DOE/NWTS-30 

Proceedings of 1982 Natl Waste Terminal Storage Program Info 
Meeting on 821214-16 in Las Vegas, NV 

• Battelle Memorial Institute, Columbus Laboratories 82/12/31 
22app 16983 14S 


0301160454 Discusses financial responsi bl 11 tg for unanti e Ipated 
contingencies at low level waste disposal site during 
institutional control period 

uo2h* Licensing Process fc Integration Branch 82/12/09 

BTUBBa. A Coalition for Northeastern Governors 2pp 16637 263 


8301310047 Forwards 8 Parker Itr requesting support for Water aelend ( 
Technologg Board of Natl Research Council W/o end 
HAWKINS, E F Lou Level Waste Licensing Branch 03/01/83. 

BERATAN, L L Earth Sciences Branch Ip 16984 057 


8301160463 Expresses opinion that representative from Div of Waste M 
not needed re data base for 10CFfi2l it I0CFR50 5S(el 
reporting 

A ® ^•*'•'’“''9 Process it Integration Branch 82/12/06 

JERRY, O A Uranium Fuel Licensing Branch ip 16837 261 


? wu r'' nf meeting u/State of WA & 821815 meeting 

u/State of NV in Olgmpla, WA ti Carson Ci tg, NV, respect Ive lu, 
re inplementatlen of 10CFR61 watte form & waste 
classification requirements 

Level Waste Lf censing Branch. 03/Oi/O7. 

SCARANO, R A Lou Level Waste Licensing Branch. 9pp 16037 282 


830I3100SO Forwards table re status of ground water models for analvil] 
of near-surface tow level waste disposal facilities 
WIDMAYERiD. A Low Level Waste Licensing Branch 83/01/16 
HAWKINS, E F Lou Level Waste Licensing Branch. 3pp 169B4 034 


8301310055 Comments on proposed Amend 2 to NM State Agreement 
re land ownership requirements at tailings disposal sites 
Info necessarg for Commission to exercise d 1 scrotionarg 
authoritg under UMTRACA lacking 

HAWKINS, E.F Low Level Waste Licensing Branch 83/01/19 
NU68BAUMER, D A Assistant Director for State Agreements Program* 
2pp 16984 048 


8301160474 Requests comments on guides for std format k content 
low level waste applications bg 030120 Issues to be 
addressed In review listed 

HAWKINS, EF Lou Level Waste Licensing Branch. 63/01/03 
Level Waste Licensing Branch 2pp 16837.247 


statement on financial tea 

bs'^used* *“®Dsees Std form for corporate guarantees should 

SCARAMDRA I"! ‘"9 Proces s fc Integrat 1 on Branc h 82/11/02 

acARANO, R A Low Level Waste- Licensing Branch. 3pp 16837-06; 


8301310060 Discusses re-evaluation of OH Agriculture RtD Ctr license 
amend request for onsite disposal of H-3 it C-14. Potentla I 
dose exposure estimated to be 1 mrem/gr Ground water it 
intrutfoT scenarios and 

HAWKINS, E F Lou Level Waste Licensing Branch 83/01/13. 

MILLER, V L Assistant Director for Material Safetg it Licensing 
3pp 16984 045 
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e3013l00i>7 Responds to 821119 reciuest re DOE acceptence of A.n-241 uestc 
tor dltposaliper Muelaar Masts Bill Meeting uill be arranged 
iji/DOE to pursue issue % discuss procedures baaed on 
provisions absent in bill 

DAt*I5t 3 0 Office of Nuclear Material Safetij & 8af eg usrds > Oi r ac tor 
B3/'Ot/!9 KGRRtO W Office of State Programs. Director Ip 
1498'}; 031 


G301310096 Rcduests revlou ti approval to publish, for comtnenti f i nal DES 
for processing site at Salt Labe CitgiUT NRC concurs 
lefFH publication for public review 

COFFMAN, F E Energy, Dept of NE-24 B3/01/21 STERN, R Energy, 

Dept of Ip 16984 026 


8301100036 Staff findings re Transnuc 1 ear. Inc application to import 
irradiated fuel from Turkey Import will not be mimical to 
common defense License should be issued 

MOORE, R N Assistant Director for Ei p ort/Impor t i. International 
Safeguards 82/12/27 Assistant Director for Eiport/Iiriport Ii 

Interna tiona E Safeguards Ip 16756 362 


6301100040 Discusses Oak Ridge isotope Sales request. on behalf of 
Sa under'^Roe, f or Amend 6 allowing export of one 100.000 Ci 
container to United Kingdom Executive Branch agencies have 
no objection to request 

HEMBV. E 0 NRC ~ No Detailed Affiliation Oiven 82/12/30 NRC - 

No Datailed Affiliation 0 1 Ven Ip 16757 021 


8301310100 Requests comments re review of DES on disposal of 
decommi ssione di def ue 1 ed naval submarine reactor plants 
Response requested by 830128 

R-EHFELOT.W R High Level Waste Licensing Management Branch 
83/01/17 FENRINOER.D J High Level l/aste Licensing Management 
Branch Ip 16984 025 


8301310102 Comments on proposed rev to Manual Chapter 0515 Director, 
NMS8 61111 notify NRC mgt for events reported to NMS8 Events 
reported to other ofes should be reported by relevant ofes 
MARTIN, J B Division of Waste Management 83/01/12 
CUNNlNCHAHiR E Division of Fuel Cycle t. Material Safety Ip. 
16984 024 


D301310104 Forwards summary of technical NRC regulations t, other 
technical guidance in area of waste mgt affecting NMSS 
MARTIN, J D Division of Waste Management 83/01/04 BROWN, R S 
Program Support Branch tSpp 169S4 009 


8301310106 Requests comments on review of DES on disposal of 
dacom.'nlssioned, defueled naval submarine reactor plants 
Response requested by 830125 

BELL.M J High Level Waste Licensing Management Branch 83/01/17 
8CARAI40<R A Low Level Waste Licensing Branch Ip 16984 OOB 


XPORTLIC EXPORT AND IMPORT LICENSES 


8301030>260 Forwards application for export license for minor nuclear 
export Ltr of assurance required N/o end 

ZlliMERMANiJ V Assistant Director for Export/Iraport t International 
Safeguards 82/12/27 ORIFFIN, J A Energy, Dept of Ip 
16654 031 


5301030261 Advises that export license was issued to NBS ui/o 15-day 
waiting period 

6HEA,vl R Office of International Programs, Director 82/12/20 
Office of International Programs, Director Ip 16634 030 


8301030276 Requests Executive Branch position re OA Co application to 
amend export 1 Icenso, add ing 21 g 0-233 609 g Pu W/a enc 1 
ZIMMERMAN, J V Assistant Director for Export/Import i. International 
Safeguards 82/12/28 STOIBERiC R State, Dept of, Bureau of Oceans 
& Internatl Environ 6 Scientific Affairs Ip 166S4 007 


0301030279 Requests Executive Branch position re Transnuc tear, Inc 
application for license to export 1,200,00 bg source matl to 
Euratom countries for ultimate use as fuel in light water 
commercial power reactors W/o end 

ZII1MERMAN,J 9 Assistant Director for Export/Import tt International 
Safeguards 82/12/28 ST01DER,C R State, Dept of. Bureau of Oceans 
6 Internatl Environ 6 Scientific Affairs Ip 16653 252 


6301060485 License for Aldrich Chemical Co, Inc to export 20 O kg 
deuterium oxide to Chile 

ZIMMERMAN, J V Assistant Director for Export/Import ti International 
Safeguards 82/12/29 ip 16684 333, 


8301100041 Application ro-r license bo export ball screw assemblies 
to Argentina 

SCHALID.J B General Ketors Corp HO 84063 82/12/15 Ip 

16757 020 


830L10004S Forwards application to export nuclear Fuel hardware to 
Hast Germany 

KIELiO R Exxon Nuclear Co , Inc (subs of Exxon Corp ) 82/12/16 

DEVINE, J Assistant Director for Ex port/ Import & International 
Safeguards Ip 16757 023 


— 8301100048 Application for license to export nuclear fuel hardware, 
springs 6 tage assemblies to West Germany 

KIEL. G R Exxon Nuclear Co , Inc (subs of Exxon Corp 1 
82/12/16 Ip 16757 022 


8301100054 Forwards application to export 29,246 kg U, enriched to 
3 407, U-23S, te West Germany 

KIEL.G R Exxon Nuclear Co , Inc (subs of Exxon -Carp > 62/12/16 

DEVINE, J B Assistant Director for Export/ Impart 1, International 
Safeguards Ip 16737 010 


— 830110003B Application for license to export 29,246 kg of LI as sintered 
U dioxide fuel pellets to West Germany 

KIEL.G R Exxon Nuclear Co , Inc (subs of Exxon Corp 1 
82/12/16 Ip 16757 Oil 


6301100060 Application for license to export moderator kit to Belgium 
FOCHAL. W F Hestinghouse Electric Corp ZE 02/12/15 Ip 
16757 024 


8301100317 Forwards application for license to export 0,041 kg LI. 
containing 269 3735 kg LI -235 > to West Germany 

HANNETTiBA Tran S nuc I ea r, Inc 02/12/22 tISORE, N Office of 

International Programs, Director Ip 167S6 338 


— 6301100319 Application for license to export 8,041 kg U, containing 
269 3735 kg U-235i to West Germany End use statement end 
HANNETT, B A Transnuc! ear, Inc RDL»-428 82/12/22 2pp 

16756 336 


8301100324 Forwards application for license te export 9.002 kg U-233. 
enriched to 3 9SK If, to Japan Matl to he used as reload fuel 
ICHIKAWA, Y Marubeni America Corp isubs of Marubeni Corp > 
82/12/27 NRIOHTiB L Assistant Director for E x par t / Impor t & 
International Safeguards Ip 16757 009 


— 8301100325 Application for license to export 9.002 kg U-235. enriched to 
3 9S',i U, to Japan 

ICHIKAWA. Y Marubeni America Corp (subs of Marubeni Corp ) 

ZH02902W 82/12/27 Ip 16757 008 


8301100404 Application to amend export Keens a, changing supplier to 
Goodyear Atomic Co 

KANNETT, B A Transnuc 1 ea r , Inc Nl/K-392 02/12/13 MOORE. M 

Office of International Programs, Director Ig 16747 362 


8301060491 License for Aldrich Chemical Co, Inc to expert 20 0 kg 
deuterium oxide to Chile 

ZlKHERMANiJ V Assistant Director for Export/ Import & International 
Safeguards 82/12/29 Ip 16684 352 


830-1060496 License for Aldrich Chemical Co, Inc to export 20 0 kg 
deuterium oxide to Mexico 

ZIMMERMAN, JV Assistant Director for Export/Import *< International 
Safeguards 82/12/29 Ip 166B4 35i 


8301060503 License for Aldrich Chemical Co, Inc to export 20 O kg 
deuterium oxide to Jamaica 

ZIMMERMAN, J V Assistant Director for Export/Import 6 International 
Safeguards 82/12/29 Ip 16684 350 


3301060535 License for NDS to export 567 00 uCi Np-237 to Belgium 
SHEA, J R Assistant Director for Export/Import (< International 
Safeguards 82 / 12/28 Ip 16684 340 


8301100407 Requests Executive Branch position re OA Technologies 
application for license to export highly enriched H bo 
I ndonesia 

ZIMMERMAN. J V Assistant Director for Export/Import & Internatio-nal 
Safeguards 82/12/30 STDIBERiC R Stats. Dept of. Bureau of Qcaans 
& Internatl Environ 6 Scientific Affairs If 16747 360 


8301100409 Forwards application for licatisa to export 1.200.000 kg 
source matl to various European countries 

HANNETTiBA Transnuc loar, Inc MIBC-427 82/12/21, MaORE.N 
Office of International Programs, Director ip 16747 359 


— 6301100414 Application for license to export 1,200,000 kg source matl. 
Including natural 6 depleted U L thorium, to various European 
countri es 

HANNETTiBA Transnuc 1 oar, Tnc MISC-427 02/12/21 2pp 
16747 357 
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S30ll004t2 Application to amond liconoo to oxport one container 
contalninp 9S-tOO liilacuriet to United Kingdom 

RATLEOOErJ Oat Ridge National Laboratorg 3S-19S3 B2/1S/19 

HEMDYi e Aeaistant Director #or Eiport/tmp ort & International 
Baieguardi 2pp 16747 343 


6301100416 Application for licenet to export 12 depoilte of Mp-237 to 
Belgium 

PEVEV> L E C ominerce> Dep t ofi National Bureau of Gtandardi 
82/12/22 Ip 16747 339 

6301100419 Foruardi application for license to export Cf-2S2 in cermet 
wire to France 

HANNETTi B A Tranenuc 1 ear* Inc TNP-426 B2/12/20 MOOSE. N 

Office of International Programsi Director Ip 16747 336 


— 0301100423 Application for llcenie to export Cf-2S2 in cermet uire to 
Francs 

HAMMETT. B A Transnuc I ear, Inc TNP-426 02/12/21 2pp 

16747 337 


8301100422 Foruards application for licenie to export radio chemical 
targets. each containing 9 g of plated U~239.to Indonesia 
HQURV. U R OA Technologies. Inc /General Atomic Co TEi--4O30 
32/12/23 ZIHHERNAN.J Asiiitant Director for Export/ Import J< 
International Safeguards Ip 16719 362 


— 0301100426 Application fo’F license to export radio chemical target!, 
eech containing 9 g of plated U-235. to Indonesia 
HOURY. U R GA Techno 1 og let. Inc /General Atonic Co IEL-4030 
82/12/23 Ip 16719 361 


6301100433 Application for llcenie to export 91.160 Ig U. containing 
1.942 kg U-233i to Uapan. 

ICHIKAMA. Y Marubeni America Corp (sobe of Marubeni Corp. 1 
ZH0290-IH 82/12/27 2pp 16718 360 


8301100441 License for Carpenter Tichnologg Corp to export 90 
Zlrcalog-4 allog fuel channels to Japan 

ZIMMERMAN.J V Assistant Director for Esport/Impor t It International 
Safeguards SPD-19204 63/01/03 ip 16714 362 


8301100442 Foriaardi application for export license for minor nuclear 
export Ltr of assurencB regulred U/o end 

ZIMMERMAN. J V Assistant Director for Export/Impor t & tnternati onal 
Safeguards 82/12/23 GRIFFIN. J A Energg. Dept of Ip 
16714 361 


6301100444 Foruiardf applications for export license for minor nuclear 
export Ltr of assurance required 

Z I HMERff AN. J Y Assistant Director for Export/Impor t (< International 

Safeguards 82/12/30 ORIFFIN.J A Energg. Dept of Ip. 

16719 343 


-6301100447 Foruards application for license to export 1.942 kg U-239i 
contained in 91.160 kg U hexafluoride, to Japan 
ICHIKANA. V Marubeni America Corp (subs of Marubeni Corp ) 
82/12/27 MRIOHT. B L Assistant Director for Export/Impor t << 
International Safeguards Ip 16719 344 


— 6301 100449 Ap p 1 icat Ion for license to export 1.942 kg U-839> c ontained 
in 51.160 kg U he laf luori-de. to Japan 

* Marubeni America Corp (subs of Marubeni Corp ) ZH0290-1U 

82/12/27 Ip 16719 345 


— 6301 100450 For uierds application for license to export 249 kg U-235> 
contained in 9.002 kg IT bexaf luoridc. to Japan 
tCHIKAMAiY Herubenl America Corp (subs of Marubeni Corp.) 
62/12/27 IfRIGHT. B L Assistant Director for Export/Import ti 
international Safeguards ip 16719 346 


—6301100451 Application for license to export 249 kg U-23Si con tained in 
9.002 kg U hexafluoride, to Japan 

• Marubeni America Corp (subs of Marubeni Corp. 1 ZH0290-2H 

62/12/21 ]p 16719 347 


B301100434 Amend 6 to Saunders-Roe Deve lopments. Inc export license, 
alloulng individual shipment of tritium gas In amount not to 
exeted 100.000 Cl to be exported to United Kingdom before 
821231 

ZIMMERMAN. JV Assistant Director for Esport/Import ti Intemational 
Safeguards 62/12/20. ip 16712 394 


1100499 Amend 2 to OA Technologies. Inc export 1 i cense, ex tend ing 
iplration data to 831231. reflecting change in licensee 
■me ic increasing quantity of U-239 from 2 047 kg. contained 
I 10 28? kg U to 3 047. contained in 19.369 kg U 

MMERHANiJ V Assistant Director for Export/Import li international 
ifeguards lEL-2013 82/12/30 Ip 16712.393 


8301100459 Informs that items to bo exported revalued to 46.000 

NILSON. B D General Electric Co 0014-113-82 82/12/19 HEMBY.EO 

Office of International Programs. Director Ip 16712 352 


6301100469 License for Marubeni America Corp to export 56 tg U. 
enriched to 0 711X U he xaf luor i do. to Japan 

ZIMMERMAN.J V Assistant Director for Export/Import 6 International 
Safeguards 2H0293-0U 82/12/20 2pp 16714 399 


8301100466 Application to amend export 1 icense. increasing value of 
export 

T6UKUDA. T Mitsui fc Co (0 8 A l.Inc (Bobs of Mitsui «< Co .Ltd ) 
62/12/30 NRIOHT. 8 L Assistant Director for Export/Import t< 
International Safeguards Ip 16712 362 


8301100468 Application to amend export license. revising quantitg to 
3 047 kg U-23S> contained In 19 369 kg U 

MARCHAL.J European Communities. Commission of 82/12/16 
ORIFFIN.J A Energy. Dept of Ip 16712 361 


0301100471 Application to amend export 1 icense. revising quantity of 
matl to 10.800 9 thorium. 900 g U. containing 399 g U-239 ti 
21 9 11-233 t< 0 9 g Pu> containing 0 6 g Pu-239 
MARCHAL.J European Communities. Commission of 82/12/17 
ORIFFIN.J A Energy. Dept of Ip 16712 398 


6301100472 License for Uestinghouse to export 2 proportional counttrs. 
Model (4L22792. to Japan 

ZIMMERMAN.J V Assistant Director for Export/Import t< Internatlonel 
Safeguards ZE60297 82/12/21 Ip 16712 337 


8301100473 Licenie for Transnuc 1 ear. Inc to import 3 641 kg (/.contained 
In 5 237 kg U-239 & 29 21 g Pu. contained in spent fuel 
assembllBs. from Turkey 

ZIMMERMAN.J V Office of International Programs. Director 
62/12/27 2pp 16712 358 


8301110004 Foruards FR notice re applications for licenses to export 
nuclear facilities or matls 

SHEA. J R Office of International Programs. Director 83/01/03 
COMBS. T R Correspondence h Records Branch Ip 16779 239 


— 8301110006 Notice of applications for licenses to export nuclear 
facllltlss or matls Request for hearing or petition to 
intervene may be filed uithin 30 days after FR publication 
SHEA. J R Office Of International Programs. Director 83/01/03 
2pp 16779 240 


8301110064 License for Carpenter Technology Corp to export 24 
ZlrcaIoy-4 alloy fuel channels to Japan 

ZIMMERMAN. J V Assistant Director for Export/Import & International 
Safeguards CARTECH-SPD 152 63/01/03 Ip 16776-353 


6301160433 Amend 1 tg Mitsui Air Inti. Inc export I icense. increasing 
value of equipment tc changing licensee name 

ZIMMERMAN.J V Assistant Director for Export/Import 6 International 
Safeguards 63/01/04 Ip I6B37 316 


6301180442 Amend 1 to Edlou Inti Co export 1 1 cense. chang ing quantities 
of matls approved for export to 16.471 17 kg U-239i contained 
in 483.939 073 kg 0 

ZIMMERMAN.J V Assistant Director for Export/Impor t & Internationa] 
Safeguards 63/01/06 2pp 16637 310 


8301180448 License for Edlou Inti Co to export 517.513 016 kg U. 
enriched to 4 OSX u/o max. to Ssieden 

ZIMMERMAN.J V Assistant Director for Export/Import tt International 
Safeguardi 82/12/30 3pp 16637 284 


B3011804S1 Application to amend export license. defining quantity at 
1 704 kg U-23S. contained in 175 991 kg U 

MARCHAL.J European Communltlti. Commission of 83/01/05. 
ORIFFIN.J A. Energy. Dept of. Ip. 16837 283. 


6301160458 Amend 2 to OE export 1 icense. extend log expiration date to 
630301 

ZIMMERMAN. J Y Assistant Director for Export/Impor t (< International t 
Bafaguards BDU-003-83 83/01/12 Ip 16837 262 f 


9301160467 Application for license to export compensation ioniiation 
chamber UL-6377 to Zaire, 

POCHAL. WF Westlnghoose Elactrlc Corp ZE 20594 83/01/04 Ip 

16637.244 


8301180471 Application for license to export fission chamber WL-6376A 
to The Netherlands 

POCHAL. W F Uestinghouse Electric Corp ZE 10902 03/01/04 Ip 

16637 251 
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G3Oiie047& Application to amend eiport 1 1 cens e< e< tend mg etpiration 
date to 8S030 1 

WILSON. 8 D Oeneral Electric Co BOU-003-03 83/01/06 HEMBV. E 0 

Office of International Programsi Director Ip 16637 250 


G3OI1G0479 Request* Eiecutive Branch position re Uestlnghouse 
application for license to eiport one loniiatlon chamber to 
Zaire for use in Triga HK tl research reactor W/o end 
Z ItiKERNAHi J V Assistant Director for Export/Import ti Internati onal 

Safeguards 03/01/lS STOIDER.C R State. Dept of. Bureau of Oceans 
ti Internati Environ I. Scientific Affairs Ip 16837 249 


8301160507 Requests Executive Oranch position re QE application for 
license to export ZIrcalog rods to To luan for use as test 
cladding matl for R&O on fuel performance at Inst of Nuclear 
Energy Research W/o enc I 

ZIHiHEfttlAN. J V Assistant Director for Export/Import 6 Internati onal 
Safeguards 83/01/04 STOIDER.C R State. Dept of. Bureau of Oceans 
(i Internati Environ ft Scientific Affaiis Ip 16037 120 


8301160511 Advises of consolidation of Edlou Inti Co export licensee 
for Sweden until 900101. covering 10 ABEA-ATOM power 
facilities for total of S17.S13 816 kg U. enriched to 4 OSM 
U-235 

NOOfiE. R N Assistant Director for Export/Import 6 International 
Safeguards 83/12/23 Assistant Director for Export/Import b 

International Safeguards Ip 16837 134 


G3011Q0514 License for Transnud ear. Ine to export 2.003 mCi Cf-352i 
as cermet wire, to Franco 

ZIKllERMAW.J V Assistant Director for Export/Import & International 
Safeguards TNP-426 83/01/10 3pp 16837 LS9 


6301180514) License for Hostinghousc to export moderator Kit for 
detection assembly to Belgium 

ZIHIHERMAN.J V Assistant Director for Export/Import b International 
Safeguards 83/01/04 Ip 16837 135 


BSOI 130519 License for Westinghouse to export O 0596 g Pu-23P. 
contained in one neutron callbr source. to Taiwan 

ZIKHERHAN.J O Assistant Director for Export/Import b International 
Satejoards HMH-217 83/01/06 2pp 16037 126 


9301 130522 License for Exxon Nuclear Co to export miscellaneous 
specially designed hardware. Inc ludlng fuel rod hardware b 
cage assemb 1 1 es. to West Ocrmany 

Z IHHERMAhl. J V Assistant Director for Export/Import b International 
Safoguaids 83/01/04 ip 16037 128 


8301180525 Amend 6 to Transnuc 1 ear. Inc export 1 Icense. Increasing 
quantity df U-23S to 1 704 kg. contained in 173 991 kg id 
ZIHMERMAM.J V Assistant Director for Eiport/Impor t b International 
aafegiiards ITNP 3091 81-27 83/01/06 Ip 16B37 211 


8301180527 Forwards application for license to export aiJdl 35 metric 
tons tin concentrate to United Kingdom 

VAN HIPER. G 0 AHAX. Inc 82/12/30 HEMBY.EO Office of 
International Programs. Director ip 16037 212 


'B301IQ0529 Application for license to export addl 35 metric tons tin 
concentrate. derived from processing of molybdenum are 
tailing matl. to United Kingdom 

flILHORM, M W AHAX, Ine SN-EXP 82/12/28 Ip 16937 213 


0301250676 Application for license to export 4 g of U dioxide pellets 
to United Kingdom 

HERSCH.tl K Westinghouse Electric Corp WKH-221 83/01/11 Ip 

16907 350 


8301250678 Application for license to export 4 units tlL-23196 
componsated loniiatlon chambers to Japan 

POCHAL.W F Hestinghouse Electric Corp, ZE 60260 83/01/11 Ip 

16907 349 


8301350661 Application for license to export one unit WL-23773 
proportional counter to Belgium 

SCHNAUTZ.C Westinghouse Electric Corp 2 E 20603 83/01/11 tp 

16907:348 


B30I260007 Application for license to export U-23& & Pu. as RISO 12 
test segment & HALDEN 23 test segments. to Denmark 
UILS0.V<8 D Oeneral Electric Co 3DN-06S-83 83/01/06 tp 

16953.090 


8301260011 Application for license to export 40 kg deuterium oxide 
to Uni ted Kingdom 

• Aldrich Chemical Co . Inc (subs of Slgma-Al dr 1 ch Corp >. 31182. 

82/12/29 ip 16953 091 


8301260049 Application for license to export one unit E-404 penetration 
conversion to Switiarland 

SCHflAUrZiC Westinghouse Electric Corp ZE 10499 03/Oi/lO Ip 
1 6953 063 


8301260053 Forwards application to export 600 kg U. containing 24 kg 
U-235. to France 

MANNETTiB A Transnuc 1 ear. Inc TNP-429 83/01/14 MOORE. N 

Office of International Programs. Director tp E6953 052 


— 8301360056 Application for license to export 600 Kg U. containing 34 kg 
U-23S. to France 

HANNETT. B A Tr ansn u c 1 ear, Ine TNP-429 83/01/14 Ip 

169S3 053 


8301260060 Forwards application for license to export 23 3 kg U-83S. 
contained in 25 kg U. to France 

HAWETT. fl A Transnuclear. Inc TNP-430 83/01/17 MOORE. N 

Office of Int ernat 1 ana 1 Programs. Director 5pp I69S3 046 


— 8301260062 Application for license to export 23 3 kg U-23Si c oniained 
in 25 kg U. to Franc e 

HANNETT, B A Transnuclear, Inc TNP-430 83/01/10 Jp 

16953 051 


9301260093 Application for license to export 4 g U dioxide pellets 
to France 

HERSCH.rt M Westinghouse Electric Corp KMH-221 B3/0I/U Ip 

16953 031 


3301260113 Ltr of assurance re Westinghouse application for licensa to 
export 10 9 U-235 to France 

» European C ommunl 1 1 gs, Commission of 83/01/12 ORIFFJM. J A 
Energy. Dept of tp 16951 360 


8301260122 Application for license to export two type K gas cylinders 
complete w/valve b cap. filled w/3iOOO liters each of 
douterlum gas 99 3'/ purity for total of 10.000 liters of 
d euter 1 urn. to Canada 

« Liquid Carbonic Corp 0 0 7046 83/01/14 Ip 16951 350 


030i260i?7 Application for Amend 1 to export I icense. add ing 
intermediate consignee b 1.500 kg natural enrichment U 
as U dioxide 

WILSON, a 0 Oeneral Electric Co DDW-001-03 03/01/06 

WRIGHT. D L Office of International Programs. Director ip 
16951 327 


8301260134 Informs that License X&NH-1990 may be issued No matl changed 
circumstances since issuance of License X'BNM-I9a7 
MOORE. R N Assistant Director for Export/Import b International 
Safeguards B3/01/1B Assistant Director for Export/Import fe 
International Safeguards Jp 16924 358 


8301260137 Informs that no credible accident would result in 
significant environ impact re import of 250 milligrams of 
8NK from United Kingdom 

HQORE. R N Assistant Director for Export/Import b International 
Safeguards 83/01/21 Assistant Director for Export/Import b 

International Safeguards Ip 16922 362 


8301260142 Amend 6 to Trans nuclear. Inc import 1 icense. inc roasin g 
quantity to 5,441 089 kg U-23S 

ZIMMERMAN.d V Assistant Director for Export/Import b International 
Safeguards 83/01/13 Ip 16922 36i 


B30t260'l45 Ltr of assurance re Nuclear Fuels industries application for 
license to export 591 g U-23S. c onta insd in 23.000 g U> 
to Japan 

SHIRAKAWA.T Japan, Oovt of. 83/01/12 GRIFFIN, J A Energy, 

Dept of Ip 16922 360 


8301260149 Ltr of assurance re application to export 19 7i g U-23S, 
contained in 943 3 g U. to Japan 

SHIRAKAWA.T Japan. Govt of, 83/01/07 ORIFFIN.J. A Energy, 
Dept of. Ip 16922 358 


8301260153 Ltr of assurance re Exxon Nuclear Co, Inc 821216 application 
to export low enriched U to West Germany 

MARCHAL, J European Communities, Commission of 83/01/12 
GRIFFIN. J A Energy. Dept of Ip 16922 359 


8301260157 Ltr of assurance re Transnuc tear. I ne 821206 application for 
license to export low enriched LI te The Netherlands 
MARCHAL, J European Communities, Commission of 83/01/07 
GRIFFIN. J A Energy. Dept of Ip 16922 354 
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S3O13&0I6S /Application for license to import fully clad Irradiated lou 
enriched U test fuel segments as U dloiide from Noriuag 
WILSON. B 0 Oeneral Electric Co DDH-OOS-03 S3/01/06 MOORE, ft N 

Office of International Programs. Director Ip 169SS 333 


030IS^017& Application for Amend 4 to eiport 1 icense, ei tending license 
for add] 6 months from 930401 eipiration date 

IfAMANA, K Nissho-Iwai American Corp ltiM-01Q4 B3/01/H MOORE, N 
NRC - No Detailed Affiliation Civen Ip 16916 359 


9301260101 Application for license to import detection chamber 
containing U-235 from United Kingdom 

PEt/EVi L E Cemmcrce, Dept of. National Bureau of Standards 
93/01/20 Assistant Director for Eiport/Import L International 

Safeguards Ip 16916 357 


9301260190 Application for Amend 1 to export license extending license 
for tuQ add! yrs 

MOftOENS TERN, A Sigma Chemical Co fi-13 93/01/12 HEMQY, E 

Assistant Director fer Eiport/Import k International Safeguards Ip 
16916 352 


9301260199 Application for Amend 1 to export license extending 
eepiration date to 960201 

UILSO.N, 9 0 Qaneral Electric Co BDN-004-93 03/01/06 

WRIDHr, 0 L Office of Internationa] Programs, Director ip 
16915 362 


0301260516 Foruards application for license to export 249 tg U-235, as 
anricheil U he xaf luoride, to Japan, rep ) ac mg previous 
application 

ICHIKAWA, V Harobpni America Corp fsubs of Marubeni Corp ) 
ZHO290-2tf 93/01/07 Wfi ICHT, D L Assistant Director for 
Eiport/Import it International Safeguards Ip 16922 351 


— 6301260520 Application for license to export 249 kg 11-235,05 enriched 
U hexaf luor ide. to Japan Submittal replaces provlnus 
application 

a Marubeni America Corp (subs of Marubeni Corp 1 ZM0290-2W 

82/12/27 Ip 16922 352 


8301260540 Application ror license to export 4 g U dioxide pellets to 
Belgium 

HERSCH, M H Westlnghouse Electric Corp NMH 221 03/01/11 Ip 

16922 237 


93D1270071 Ltr of assurance re application fer amend to export license 
increasing quantity of U to 445 kg i extending eipiration 
date to 060601 

ELLYSON, C Canada, Atomic Energy Control Board ll~2-3 62/09/16 

GRIFFIN, J A Energy, Dept of 3pp 16962 105 


B301270509 Ltr of assurance re export of lou enriched U to Belgium 
MARCHAL, J' European Commun i 1 1 e s. Commission of 83/01/13 
CBlFFtN, J A Energy, Dept Of tp 16962 129 


9301270509 Ltr of assurance re export of lou enriched U to United 
Kingdom 

MARCHAL, J European Communities, Commission of 93/01/12 
OBIFFIN<J A Energy, Dept of Ip 16962 127, 


93012705)0 Ltr of assurance re export of lou enriched U to West 

Oermanv 

HAACHAL, J European Communities, Commission of 03/01/13 
ORlFFINiJ A Energy, Dept of Ip 16962 126 


0301270511 License for IftT Corp to export 591 g U-235. con tamed in 
23, 000 g U, to Japan 

ZIMMERMAN, J U Assistant Director for Expert/Imp or t t, tnternatisnal 
Safeguards 03/01/19 2pp 16963 124 


9301270512 License for AMAX, Inc, Climax Molybdenum Co to export 140 tg 
U tc 140 kg th or lum, conta Ined In 35 metric tons of tin 
concentrate, to United Kingdom 

ZIMMERMAN, J V Assistant Director for Export/Import 8< Internatlortal 
Safeguards 8N-EXP 03/01/20 Ip 16962 133 


9301290022 Issues expert licenses u/o customary t5-day (Jaitlng porlad 
due to urgency of applicant request 

ZIMMERMAN, J V Assistant Director for Export/Import I, International 
Safeguards 03/01/10 Assistant Director for Export/Import fr 
International Safeguards Ip 16970 246 


■0301280036 License for Westinghouse to export io g U-335, contained in 
320 g U, to Belgium 

ZIMMERMAN, J V Assistant Director for Export/Import t. 
International Safeguards MMH-221 83/01/10 3pp 16970 247 


— 8301280029 Requests uaiver of 15-day waiting period for issuance of 
licenses for export of U dioxide sample pellets to Belgium, 
France, Sued en United Kingdom 

HERSCH, M M Westlnghouse Electric Corp MMM-224 83/01/14 

ZIMMERMAN, J U Assistant Director for Ex port/lmport t. 
International Safeguards Ip 16970 250 


— 8301290032 Forwards applications for licenses to export U dioxide 
sample pellets to Delg lum, France, Sweden 6 United Kingdom 
HERSCH, M M Westlnghouse Electric Corp MMH-221 63/Ol/J 1 

ZIMMERMAN, J V Assistant Director for Export/Import 6 
International Safeguards Ip 16970 251 


— 8301290036 Application for license to export iO g U“23Si conta Ined in 
220 g U dioxide pellets, to OelglUFii 

HERSCH, M M Westinghouse Electric Corp MMH-221 03/01/11 Ip 

16970 252 


— 6301290039 License for Westinghouse to export 10 g U-235, contained in 
220 g U, to France 

ZIMMERMAN, J V Assistant Director for Export/Import li 
International Safeguards MMH-221 93/01/19 2pp 16970 954 


— 0301280049 Application for license to export 10 g U-235i conta ined in 
220 g U dioxide pellets, to France 

HERSCH, M M Westlnghouse Electric Corp MMH-221 03/01/11 Ip 

16970 959 


— 03OI2BOO5O License for Westinghouse’ to export 10 g U-23S, contal’ned in 
220 g U, to Gyedon 

ZIMMERMAN, J V Assistant Director for Export/Import b 
International Safeguards MMH-221 03/01/18 2 pp 16970 261 


— 83OI20OO5I Application for license to export 10 g U-23Si conta mod in 
220 g U dioxide pellots,to Sweden 

HERSCH, M M Hea 1 1 nghou se El e c tr i c Corp MMH-221 83/01/11 Ip 

16970 265 


— 9301280052 License for Westinghouse to export IS g U-235, contained (n 
330 g U, to United Kingdom 

ZIMMERHAN, J V Assistant Director for Export/Import k 
International Safeguards MMH-221 83/01/19 2pp 16970 269 


— 8301280053 Application for license to export IS g U-23S, conta Ined In 
330 g U dioxide pallets, to United Kingdom 

HERSCH, K H Westinghouse Electric Corp KMH-22t 63/01/11 Ip 
16970 272 


PERSONAL AUTHOR INDEX 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 60-320 P. The docket subject 
categories are defined in Appendix A. 
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An asterisk foiiowing the accession number in this Index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents." 



ACCESSION 

SUBJECT 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

number 

CATEGORY 

AAMODT, k « 

0301120240 

50-209 

0 

adleh.b w 

8301130199* 

50-209 

G 

AAMODT. K M 

0301120294 

SO-209 

0 

ADLER. R 14 

0301340139 

50-392 

0 

AAMODT.tf (i 

0301210235 

90-289 

0 

AFTERODDD. 8 

3301130283* 

50-142 

G 

AAMODT. M M 

8301210259 

90-209 

0 

aftergood. S 

03OI1SO361* 

50-142 

0 

ABELBON, H 

8301070020 

90-461 

A 

AFTEROODD. 3 

0301100397* 

50-142 

0 

A BEL SON. H 

B301070339 

90-461 

A 

AOEE. J R 

0301100096* 

0A999 


AQRAHSON.L 

0301110066* 

FOIA 


AHEARNE.J F 

0301110671 

COMMISSION 

ACHAfiyA.S 

0301250479* 

50-247 

T 

AHEARNE. u F 

0301120026 

COMMISSION 

ADAMKUB. V V 

8301110637 

40-2061 


AHEARNE.J F 

0301140503* 

COMMISSION 

ADA«S. J A 

8301100006 

50-115 

N 

ALBERT. J H 

030 ISO 022 6* 

50-416 

8 

ADEN SAM. E 0 

8301050430* 

50-369 

P 

ALBERT. J M 

8301200257* 

50-416 

S 

ADENSAM, E 0 

03O1O5O4B6 

50-327 

P 

ALBERT. W 0 

B 30 1030061* 

50-508 

<i 

ADENSAM, E 0 

0301050489* 

30-397 

P 

ALBERT. N 0 

8301100171* 

50-508 

Q 

AOENSAM, E 0 

8301050496* 

50-327 

P 

ALBERTIN.M 

830109 0484* 

FDIA 


ADENSAM. E Q 

8301050501 

50-327 

P 

ALDRIOHT.R H 

0301040436* 

50-369 

Q 

ADENBAM.E 0 

830 1090504* 

50-327 

P 

ALBRICHTiR H 

0301250220* 

50-324 

Q 

ADENSArt, E 0 

8301050510* 

50-327 

P 

ALBRIOHT. R H 

0301290249* 

50-261 

Q 

ADENBAM.E 0 

8301060001 

50-327 

P 

ALDEREONi C E 

0301040219* 

50-43B 

Q 

ADENBAM.E 0 

8301060002* 

50-327 

P 

ALDRICH. D C 

0301120023 

NUREO 


ADENBAM.E 0 

8301060005* 

50-327 

P 

ALEXIOM. T 

0301190079* 

50-346 

P 

ADEN3AM. E 0 

8301060013 

50-327 

P 

ALMROTH.D 0 

8301190108 

NUREO 


ADENBAM.E 0 

8301060017* 

50-397 

P 

ALPERT. D J 

0301120023 

MUREO 


ADENBAM.E 0 

8301060081 

50-327 

P 

AMATO. F 

0301190426 

NUREO 


ADENBAM.E 0 

8301060022* 

50-327 

P 

AHIRIJAFARI. B 

0301100049 

NUREO 


ADENBAM.E 0 

8301060025* 

50-327 

P 

AK9TUTZ.S R 

0301270272* 

50- I 55 

R 

A DENS AM. E 0 

8301060029* 

50-327 

P 

ANDERSON. C 

6301310178* 

50-410 

0 

ADENSAKiE 0 

8301060030 

50-397 

P 

ANDERSON. C J 

0301310290* 

50-277 

G 

ADENBAM.E 0 

8301060044* 

50-327 

P 

ANDERSON. D R 

0301270254 

90-329 

T 

ADENBAM.E 0 

8301 06004 B 

50-327 

P 

ANDERSON. D R 

6301270254 

90-329 

T 

ADENBAM. E 0 

8301060052* 

80-397 

P 

ANDERSON. 0 R 

6301250596* 

40-0774 


ADENBAM.E 0 

83010600SB* 

50-327 

P 

ANDERSON. H K, 

6301 1001 19 

PRH 


ADENBAM.E 0 

0301070360 

50-413 

A 

ANDERSON. P 

6301120221 

50-266 

0 

ADENBAH. E 0 

830 1070407 

50-327 

P 

ANDERSON. H R 

6301100011 

NUREO 


ADENBAM. E. 0 

6301070496* 

50-327 

P 

ANDOONINl. 0 C 

6301100079* 

50-293 

Cl 

ADENBAM.E 0 

0301070910* 

50-327 

P 

ANDOONINIr 0 C 

6301120290* 

90-520 

0 

ADENBAM.E 0 

8301100019* 

50-327 

P 

ANDOONINl. 0 C 

6301140456 

70-2949 


ADENBAM.E 0 

8301 100434 

50-399 

A 

ANDRENSiD L 

6301040221* 

90-200 

Q 

ADENBAM.E D 

0301130140 

50-413 

A 

ANDRULIB. H. N 

6301070308* 

CONTRACT 


ADENBAM.E 0 

0301130214 

50-327 

P 

ANDHUB.N J 

6301030206 

40-4492 


ADENBAM.E 0 

0301130216* 

50-327 

P 

ANO. N. P 

S30I040637* 

50-369 

Q 

ADENBAM.E 0 

8301130221* 

50-327 

P 

APrCELUA. F. L 

6301210129 

50-331 

r 

ADENBAM. E.O 

8301140452 

50-413 

A 

ARAMD. J 

8301070102* 

50-373 

a 

ADENBAM.E 0 

8301 140547 

50-329 

0 

ARCHINAL. 0. e 

6301270230* 

40-7327 


ADENBAM. £ 0 

0301170017 

50-413 

A 

ARCHINAL. 0. E 

6301270243* 

40-7327 


ADENBAM.E 0 

0301180008* 

SO-413 

D 

ARCHINAL. 0 E 

6301270290* 

40-7327 


ADENBAM.E 0 

8301100092* 

50-413 

D 

ARCHITZEL, R.E 

6301170393* 

50-317 

Oi 

ADENBAM.E 0 

8301100094* 

50-413 

D 

ARNOLD, R C 

6301120174 

90-2B9 

p 

ADENBAM. E 0 

0301180096* 

50-413 

0 

ARNOLD. R C 

6301160294 

90-330 

p 

ADENBAM.E 0 

0301190043 

50-413 

E 

ASH.R F 

6301260064 

50-310 

p 

ADENPAM. E. 0 

9301190124 

50-395 

P 

ASH.R F 

6301310332 

50-317 

p 

ADENBAM.E 0 

B301190128* 

50-399 

P 

ABHBAUOH, C E 

6301140573* 

50-142 

p 

ADENBAM. E D 

0301200045 

50-522 

A 

ABHBURN.D J 

6301050011 

TOPREP 


ADENBAM.E 0 

0301210171 

50-424 

A 

A9HBURN, D J 

6301160354 

50-113 

J 

ADENBAM. E 0 

0301260529 

50-369 

P 

ASLEY. 8 

6301120599 

RES 


AER-ER.R M. 

0301100196 

30-209 

0 

ATA.H 

6301170929* 

50-237 

s 


author 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ATA, H 

0301160347* 

50-237 £ 

AUSTIN, 0 

8301110561* 

50-295 f 

AUSTIN. O 

0301250066* 

50-295 f 

AUSTIN. H A 

0301110008 

70-364 

AUSTIN. H A 

S30t 110072 

70-135 

AUSTIN. M A 

8301 170027 

70-364 

AUTIO. H A 

0301170294 

50-29 [ 

AUTIO. H A 

8301 1705 J 5 

50-29 i 

AUTRY, V R 

0301180495 

27-47 

AXEiLRAD. J 

0301030007 

50-302 i 

AXEL6AD. J 

0301030214 

50-324 ( 

AXELRAD. J 

0301100076 

I&E 

AXELR AD, J 

0301100081 

I«<E 

AXELRAD, J 

0301140196 

50-259 ( 

AXELR AD, J 

0301210222 

50-360 ( 

AXEL6DN. H- L 

8301140070* 

50-331 ( 

AXELS ON. N L 

6301 140132* 

50-463 1 

AXELS ON. N. L 

0301 140190* 

50-202 < 

AXELS ON. N. L 

0301140295* 

50-2S4 < 

AXELSON. U. L 

0301170273* 

50-329 < 

AXLINE, J N 

6301040116* 

50-331 1 

DACKHANN. R 0 

6301070074 

90-266 ( 

0ACHHANN. R 0 

6301110340 

50-266 ( 

0ACHMANN. R G 

6301120231 

50-170 < 

BACKUS. R A 

6301120233 

50-443 < 

BACKUS. R A 

6301120353 

50-443 ( 

BACKUS. R A 

6301240127 

50-443 ( 

BACKUS. R A 

6301240127 

50-443 ( 

BADER. B E 

3301120094 

NUBEO 

BAEFSKY. L 

8301160305* 

50-142 ( 

BAEFBKY, L 

830110041 I* 

50-142 1 

BAER, R 

6301060012* 

50-263 1 

DAER. R. L 

8301060031* 

FOIA 

BAEH.R L 

8301270419 

UE 

BAKR, J 

6301250120* 

50-247 1 

DAI LEY. R J 

6301110165* 

50-322 ( 

DAILEY, n J 

9301190226* 

50-209 < 

BAILEY, N J 

0301100026 

NUREO 

BAIBDEN. L 

0301060529 

CONTRACT 

0A19DEN. L 

0301200101 

CONTRACT 

BAKER. C E 

9301310360 

40-8691 

BAKER . D A 

6301190466 

NUREO 

BAKER. N. D 

0301280030* 

CONTRACT 

BAKER. R H 

0301130202* 

CONTRACT 

□ALL. L.L 

0301250371* 

50-400 1 

BALLARD, B E 

8301160253* 

50-380 i 

BALLARD, M F 

6301060176* 

50-253 1 

BALLINGER. P L 

630 1 270202* 

90-298 1 

BALUKJIAN, H 

0301200095* 

50-316 1 

BANDER, T J 

0301100003 

NUREO 

BANKS. N N 

6301120410 

RES 

a ARAN, R 

6301270276* 

50-219 

BARBER. G. 

0301030214 

50-324 

BARKS, D. B 

0301120096 

NUREO 

BARNES, C. 

0301100346 

FOIA 


461 



462 


AUTHOR 


SARNE8> C 
QARNES. C 
BARNES, C R 
BARNES, I 
BARNES. 1 

DAHNES, I 
BARNES. I 
BARNES. I 
BARNES. I 
BARNES. 1 

BARNES. 1 
BARNES. I 
BARNES, I 
BARNES. I 
BARNES. I 

BARNES. I 
BARNES. I 
BARNES. 1 
BARNES. I 
BARNES. I 

BARNES. 1 
BARNES, I 
BARR. K 
BARR. K P 
BARR. K P 

BARR, K P. 
BARR. K P 
BARR. K P 
DARR. K P 
BARR. K P 

BARR.K P 
BARR. K P 
BARR, K P 
BARR, K P 
BARR.H P 

BARR.K P 
'ARflETT. U 
\RRETT. L H 
%RRETT, 1. H 
WRETT, L H 

\RRETT,L H 
^RRETT, L H 
WRETT. L H 
ARHETT. L H 
ARRETTiL H 

DARRETT. P 
BARTH, C A 
BARTH. C A 
BARTH, C A 
BARTH, C A 

BARTH. D E 
BARTH, D E 
BARTON. R 0 
BASIN, S L 
BASK IN. K P 

ASK IN. K P 
ASK IN, K P 
ASK IN. K P 
ASK IN, K P 
ASK IN, K P 

ASKIN.K P 
ASK IN, K P 
ASKIN.K P 
ASKIN.K P 
ASKIN.K P 

ASKIN.K P 
ASK IN, K P 
ASKIN.K P 
ASKIN,K P 
ASKIN.K P 

ASSETTi B 
ASSET?, B 
ASSET?, 0 E 
ASS IN, N 
ASS IN. N 

ASS IN. N 
iSO. L, F 
iSa.L F 
EHAN, N H 
EHAN, W. H 

EB.C N 
ES. N 
?ERSON, S 
?£RSa.N. 8 
)ER. B» 0 


PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR 

accession 

number 

S30I 190099 
0301230042 
030105011 U 
8301 030239# 
8301040369# 

70-146 

40-1476 

50-358 

QA999 

QA999 

0 

BAUER. T L 
BAUSER.D B 

SAU5ER, 0 a 
BAUSER.M A 
BAXTER,? A 

8301180182 
0301250472 
0301250472 
0301 140047 
8301180190 

8301040719* 
8301040767* 
8301050426* 
8301050433* 
B301 050439* 

QA999 

0A999 

FOIA 

FOIA 

FOIA 


BAXTER,? A 
BAXTER,? A 
BAXTER, T A 
BAXTER,? A 
BAXTER,? A 

8301180190 
8301190131 
8301190223 
830 1 1 90223 
6301200344 

83010S0443* 
830106031 1* 
8301100162* 
8301100180* 
8301140005* 

FOIA 

0A999 

QA999 

QA999 

0A999 


BAXTER.? A 
BAXTER, T A 
BAXTER,? A 
BAXTER,? A 
BAXTER.? A 

0301200344 

8301250305 

8301250305 

0301270326 

6301270326 

8301140222* 

830(140290* 

8301140343* 

0301140397* 

8301250286* 

QA999 

QA999 

QA999 

QA999 

QA999 


BAXTER,? A 
BAXTER, r A 
BAXTER. T A 
BAXTER,? A 
BAYLOR, V B 

6301260251 

6301280251 

6301200318 

6301280318 

8301260515 

8301250346* 

0301260346* 

8301040460* 

6301040193* 

6301040342* 

QA999 

QA999 

50-320 

50-321 

50-399 

0 

0 

0 

DAVNARO.P Y 
DAVNARD, P Y 
BAVNARD. P V 
BAVNARD, P Y 
DAYNARD, P Y 

6212300266 

6301040369* 

B30I040370* 

03O1O4O37S* 

0301040470* 

9301040432* 

8301040456* 

6301040761* 

B30I040772* 

6301250132* 

50-416 

50-369 

70-143 

70-143 

50-364 

0 

0 

0 

BAVNARD, P Y 
BAVNARD, P V 
BAYNE, J P 

BAYNE, J P 

BAYNE. J P 

6301250234* 

8301250457* 

6301040539 

6301040744 

8301040754* 

8301250226* 

6301250249* 

6301250467* 

6301250518* 

6301250646* 

50-324 

50-261 

50-335 

50-395 

50-259 

0 

0 

0 

0 

0 

BAYNE, J P 

BAYNE, J P 

BAYNE, J P 

BAYNE, J P 

BAYNE, J P 

9301070082 

6301170293 

8301170349 

6301180111 

6301160113* 

6301250663* 

8301060273 

6301110047 

6301110051 

0301120417 

50-302 

50-320 

50-320 

50-320 

50-320 

Q 

s 

p 

p 

R 

BAYNE, J P 

BAYNE, J P 

BAYNE, J P 

BAYNE, J P 

BAYNE. J P 

0301160249 

6301250321 

6301250498 

8301250390 

8301260133 

8301190357 

6301200103 

8301210111 

83DI280S03 

6301310016 

50-320 

50-320 

50-320 

50-320 

50-320 

P 

R 

P 

P 

P 

BAYNE, J P 

BAYNE. J P 

BEARD, S J 

BEARE.A N 
BECHHOEFER, C 

6301310126 

8301310131* 

8301030213* 

8301120098 

6301030242 

6301050246* 

8301070065 

6301070269 

6301120252 

6301160161 

FQIA 

SO- 350 
50-400 
50-358 
50-358 

0 

0 

0 

0 

DECHHOEFER, C 
BECHHOEFER, C 
BECHHOEFER, C 
DECHHOEFER, C 
DECK, 0 P 

6301120213 

6301120326 

8301190194 

6301270332 

6301210175* 

B301040460 

6301040467* 

6301260209* 

8301100049 

8301030016 

50-329 

50-329 

CONTRACT 

NUREO 

50-361 

0 

0 

P 

BECKER, B D 
BECKHAM, J T 
BECKHAM, J T 
BECKHAM, J T 
BECKHAM. J T 

0301160124 

6301040326 

8301040568 

8301070340 

6301110329 

8301040265 

6301060122 

6301100309 

6301100313 

83011202B9 

50-361 

50-206 

50-362 

50-361 

50-206 

P 

F 

P 

P 

D 

BEDNAR, U F 

BEERS, 0 H 
BEILMAN, T P 
BEILMAN, T P 
BEILMAN, T P 

6301310139* 

6301260436 

0301110524* 

0301170474* 

8301280213* 

6301120302 

6301130014 

6301130022 

6301180061 

8301160204 

50-361 

50-361 

50-361 

50-361 

50-361 

P 

P 

P 

S 

P 

DEITER, H 
BELANGER, J 
BELANOER.J L 
BELISLEiO A 
BELIBLE.O A 

8301190426 

8301210140 

6301070127* 

8301040198* 

6301250490* 

6301200306 

6301210228 

6301210249 

0301270394 

6301280248 

SO-206 

50-206 

50-206 

50-206 

50-206 

P 

P 

P 

F 

P 

DELL, J h) 

DELL, J M 

DELL, M J 

DELL, M J 

BELL, N 

6301110039* 

0301110042* 

6301180418 

8301310106 

8301140095 

8301060184 

6301070526 

6209290306* 

7903010447* 

6301270236* 

NUREO 

NUREO 

FOIA 

40-672 

40-7327 


BELL, N 

DEMIS, P R 

SENOA. D. J 

BENSON, M L 
DENSON, M L 

6301280308 
6301250184* 
6301 110073* 
6301070540* 
6301160526* 

6301270302* 

6301060336* 

6301260306* 

6301040597* 

6301270476* 

40-7327 

50-316 

80-317 

50-354 

50-354 

S 

s 

0 

Q 

DEROER.J D 
OERGOREN. J 
BERGHOFF, J C 
BEROHOFF, J C 
BEROHOLZ, U E 

8301060436 

8301040040 

0301210299* 

6301210299* 

6301120239 

8301040717 

6301250449* 

0301270154* 

6301270194* 

6211300322* 

50-247 

70-143 

50-309 

50-29 

50-277 

T 

R 

R 

P 

BEROHOLZ, N E 
OEROIN, J M 
BERGLUNO, 0 R 
BERLIN, K 

BERLIN, K 

6301120256 

6301040617* 

0301120419 

0301190209 

0301190209 


SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

50-192 

P 

DERNA.O A 

8301120399 

RES 


50-403 

0 

DERNA.O A 

8301280436 

RES 


50-463 

0 

BERNARD, H 

8301140133 

HISC 


PRM 


DERNHOFT, S L 

8301210278* 

50-305 

S 

50-400 

0 

BERNSTEIN, S 

030105013a 

REVIEW GRP 

50-400 

0 

BERRY, D L 

6211010137* 

50-361 

P 

50-312 

P 

DERRY, D L 

8301190377 

50-247 

P 

50-312 

P 

□ESS. J E 

8301 100218* 

50-432 

0 

50-312 

P 

□ ETTENHAUSEN, L 

8301170267* 

50-352 

0 

50-269 

0 

DETTENHAUSEN, L 

8301190321* 

50-309 

Q 

50-269 

0 

U ETTENHAUSEN. L 

8301250306* 

50-322 

0 

50-463 

0 

DETTENHAUSEN. L 

0301270333* 

50-236 

0 

50-4B3 

0 

BEVAN. R 

8301050050 

50-234 

P 

50-269 

0 

BEVANiR B 

8301030361 

50-254 

P 

30-269 

0 

DEUAN, R D 

0301040191 

50-254 

P 

50-312 

0 

DEVAN.R D 

6601260009 

50-254 

P 

50-312 

0 

DEVCRLY. K 

0301210119* 

50-237 

6 

50-209 

0 

OEYEA, J 

8301180367* 

50-142 

0 

50-289 

RES 

0 

DEVEA. J 

BICKWIT.L 

8301100367* 

8209030095* 

50-142 

FOIA 

0 

50-302 

P 

DICKWlTiL 

8301050457* 

50-350 

a 

50-302 

0 

BICKWIT.L 

8301050461* 

50-358 

a 

50-302 

0 

DICKWir.L 

8301 140434 

50-3 

(J 

50-302 

Q 

DIDINGER, 0 

6301100113* 

50-245 

8 

50-302 

0 

DIDINOER, 0 H 

0301070432* 

70-1131 


50 -302 

Q 

BIDINOER, 0 H 

8301100120* 

50-10 

B 

50-302 

0 

BIELAW5KI, A P 

6301120261 

50-454 

0 

50-266 

P 

DIELAWSKI, A P 

8301120261 

50-434 

0 

50-333 

P 

DIOOS, H A 

8301 1S027S 

50-443 

a 

50-333 

P 

□1008, H A 

8301180281* 

30-443 

0 

50-333 

Q 

DILANIN, A J 

8301040606* 

50-373 

p 

30-266 

P 

BILHORN, W W 

8301180529* 

XPORTLIC 


50-266 

P 

BILLINGSLEY, D 

8301140(14 

50-247 

T 

50-266 

P 

BINDER, R M 

8301140400 

PR 


50-266 

P 

DINOOELI, D L 

8301070234* 

50-295 

S 

50-286 

F 

BINZ.R D 

3301140068* 

50-219 

s 

50-333 

P 

DIRKEL, R 

8301030324 

30-369 

p 

50-286 

P 

DISBEE, 0 D 

8301 120234 

50-443 

0 

50-333 

<3 

□ ISBEE. 0 D 

8301120312 

50-443 

0 

50-286 

H 

DISDEE, 0 D 

8301 120323 

50-443 

e 

50-333 

P 

DISBEE, 0 D 

8301210231 

50-443 

0 

30-247 

TOPREP 

P 

BISDEE.O D 
BIBCEGLIA, J 0 

8301210256 
9301 130179* 

50-443 

aA999 

0 

NUREG 


BISHOP, L 

8301120229 

50-443 

c 

50-329 

0 

□ISHOP, L 

8301120229 

50-443 

0 

50-329 

0 

BISHOP, L 

8301 120238 

50-443 

0 

50-498 

0 

D ISHOP, L 

8301 120238 

90-443 

0 

50-329 

0 

DISHOP, L 

0301 120260 

50-443 

0 

50-329 

0 

BISHOP, L 

8301120260 

30-443 

0 

50-151 

0 

DISHOP, R W 

8301200340* 

SO-423 

Q 

50-454 

0 

BISHOP. R M 

8301200340* 

50-423 

0 

50-321 

Q 

BISHOP, T W 

8301030021 

50-362 

Q 

50-321 

0 

DIBHOP.T W 

8301030033 

50-206 

0 

50-321 

P 

BISHOP, T W 

8301030101 

50-361 

0 

50-321 

P 

DISHOP, T W 

8301030216 

50-275 

0 

50-298 

s 

DISHOP.T W 

8301030219 

60-206 

0 

RES 


DISHOP, T W 

8301140242 

50-275 

0 

50-316 

8 

DISHOP.T W 

8301 180228 

50-206 

9 

50-315 

S 

DISHOP.T W 

8301180273 

50-361 

e 

50-316 

8 

DISHOP.T W 

8301180352 

50-362 

Q 

NUREO 


DISHOP.T W 

0301250112 

50-36! 

0 

60-373 

6 

BISHOP, T W 

8301250211 

50-206 

0 

50-331 

6 

DISHOP.T W 

8301250332 

50-361 

fl 

50-416 

0 

BISHOP, T W 

8301250351 

50-206 

4 

50-269 

0 

DISHOP.T W 

0301250636 

50-36! 

G 

40-672 


DISHOP.T W 

8301310281 

50-275 

4 

40-672 


DiaSETT, P 

9301260449* 

50-289 

0 

WASTE MOT 

DiaSETT. P H 

8301060247* 

50-322 

0 

WASTE MOT 

DiaSETT, P H 

8301260400* 

50-322 

4 

50-460 

0 

BLACKMAN, H S 

6301120410 

RES 


50-522 

0 

BLAKE, C L 

8301170006 

71-476 


50-62 

0 

BLAKE. C L 

0301170007* 

71-476 


50-206 

p 

BLAKE, J J 

8301040562* 

BG~4I3 

0 

50-320 

F 

BLAKE, J J 

8301040583* 

50-250 

0 

50-320 

F 

BLAKE, J J 

8301040637* 

50-369 

0 

70-364 


BLAKE, J J. 

8301040652* 

50-321 

4 

TOPREP 


BLAKE, J J 

8301040654# 

50-321 

4 

40-2061 


BLAKE, J J 

8301350013* 

a 0-230 

1 

40-2061 


BLAKE, J J 

8301350264* 

50-348 

4 

70-143 


BLAKE, J J 

8301250317 

50-325 

8 

50-537 

0 

BLAKE, J J 

8301250398* 

50-309 

9 

50-336 

RES 

8 

BLAKE, J J 
BLAYLOCK, J 

0301250578* 

8301140506* 

80-389 

70-143 

4 

50-528 

0 

BLEY, D C 

8301170218 

50-247 

T 

50-528 

0 

BLEY, D C 

8301170218 

50-247 

1 



PERSONAL AUTHOR INDEX 


463 


,UTH2R 


ACCESSION 

number 

SUBJECT 

CATEOORY 

D C 


8301170218 

50-847 

T 

0 C 


0301170221* 

90-247 

T 

0 C 


8301170221* 

90-247 

T 

D C 


8301170221* 

50-247 

T 

0 C 


8301100248 

30-247 

T 

B C 


8301180248 

50-247 

T 

D C 


8301180248 

50-247 

T 

0 C 


0301270300 

90-247 

T 

D C 


8301270300 

50-247 

T 

I.P D 


0301030181 

50-440 

0 

t,P B 


8301040471 

90-195 

0 

I.P a. 


8301030119 

90-440 

G 

l.P B 


8301250496 

50-266 

0 

I.P B 


030 1260398 

50-440 

0 

I.R 


8301230521* 

50-247 

T 

LR 


8301230581* 

90-247 

T 

I.R M 


8301230426* 

50-247 

T 

i.R M 


S301230479* 

30-247 

T 

l.R M 
,U9H.R E 


8301230500* 

8301030288 

50-247 

40-3493 

T 

J M 


8301030137 

90-247 

0 

J K 


8301030179 

50-247 

0 

J K 


8301140084 

90-847 

0 

ERO.N 


0301140069* 

90-322 

T 

'CRO.N 0 


8301060247* 

50-322 

0 

EROrN J 


0301260400* 

SO-328 

0 

lERO.N J 
. J A 


8301260449* 

0301110058* 

50-889 

FOIA 

Q 

IMAH.U R 


0301030072* 

50-498 

0 

IHAM.J R 


8301030294* 

90-498 

0 

IHAN.J a 


8301240100* 

50-890 

0 

IHAN.U R 


0301280171* 

80-498 

0 

O.U L 


0812080481* 

50-266 

F 

IE. J 


8301050103* 

50-244 

F 

IS.U c 


8301190387* 

50-244 

F 

1 J T 

N.O 

1. L. A 


8301190479* 

8301060007 

0301170417 

COMMISSION 

40-1162 

PR 

t.A E 


030105000a 

90-123 

V 

K E 


8301030107 

90-362 

0 

H E 


8301030110* 

50-362 

0 

H E. 


0301110361 

90-206 

0 

H E 


8301140271 

50-312 

0 

H E 


8301140283* 

50-312 

0 

H E 


8301140329* 

90-206 

0 

H E 

H £ 


8301140409 

8301180117 

50-394 

I6E 

Q 

H E 

H e 

H E. 


0301180226* 

8301270299 

9301270309* 

90-326 

70-794 

70-794 

0 

H E 


0301310161 

90-397 

a 

H E 

H E. 


8301310166* 

8301310196 

90-397 

70-734 

0 

H e 


8301310268 

90-344 

0 

H E 


8301310276* 

90-344 

0 

H E 


8301310327* 

90-113 

Q 

R.J.E 


8301040247 

90-490 

s 

R.J e. 


8301070071 

90-498 

A 

R. J.E 


8301110250 

30-498 

A 

R.J.E 


8301130101 

30-490 

6 

R.J.E 


8301140318 

50-459 

8 

R.J.E 


8301140346 

90-490 

S 

R.j.e 


8301140388 

90-438 

8 

R.J.E 


8301140403 

90-458 

S 

R.J.E 


8301170269 

90-438 

a 

R.J.E 


9301190181 

50-493 

A 

R.J E 


8301850113 

90-459 

a 

R. J. E. 


8301250124 

50-450 

s 

R. J. E. 


8301230145 

90-458 

8 

R. J E 


8301230107 

30-490 

8 

R.J E. 
IrL F 
<rL F 
<rL F 


8301250369 

0301100014 

0301110650 

8301110653* 

30-490 

NUREO 

70-36 

70-36 

a 

lERT.R. 


0301230216* 

90-336 

a 

NICK, a 

M 

0301040607 

90-332 

G 

NICK. B 

M 

8301040620* 

90-322 

0 

NICK. a 

H 

0301140050 

90-322 

0 

NICK. a 

M 

0301140061 

90-322 

0 

NICK. B 

M. 

0301140064 

90-322 

T 

INEtT C 


0301060332 

90-139 

0 

INE.T C 


8301110252 

90-199 

s 

INE.T C. 


0301110376 

90-193 

8 

INE.T C 


8301180399 

90-199 

P 

INE.T C 


830119012S 

90-lSS 

P 


AUTHOR 

AC CESS tow 
NUMBER 

SUBJECT 

CATEGORY 

BDRDINE. T C 

8301310329 

30-195 1 

BORES. R J 

8301260340* 

50-219 ' 

BOROMANN. E A 

8301030291 

90-358 1 

BOROMANN. E A 

0301040297 

50-358 

BORGMANH. E A 

830(040319 

50-358 

borgmann.e a 

8301040988* 

30-358 

BOROMANN. E A 

8301040990 

50-398 

DDROHANWiE A 

0301040649* 

90-398 

D0fiGMANM.E A 

0301040747 

90-358 

BOAOMANMi E A 

8301050164* 

90-393 

BDROMANHiE A 

8301050182* 

90-358 

BORGMANN.E A 

8301090199* 

S0-39B 

BCROMANNiE A 

8301050309* 

90-353 

BORGMANN.E A 

8301050224* 

50-358 

borghann. e a 

8301050254* 

80-358 

aoROMANN. E. A 

8301050271* 

50-398 

BORGMANN.E A 

83010S0277* 

50-35B 

aORGMANN. E. A 

0301050204* 

50-358 

BORGMANN.E A 

0301050304* 

50-358 

borgmann.e a 

8301060049 

90-398 

BORGMANN.E A 

8301060049 

50-350 

borgmann.e a 

8301060037 

50-398 

borgmann.e a 

8301060099 

50-358 

BORGMANN.E A 

8301060063 

50-358 

borgmann.e a 

8301060084 

50-353 


AUTHOR 


QOftOMAMHtE A 
E0R9HAHM>E a 

oorqhann>e a 

OORCHANH<E a 
COROHANNiE a 

COROHAKHiE a 
BORQKANNiE a 
DORSKANHiE a 
fiOROKAKNiE A 
BOROHANNiE a 

BOROrlANHiE A 
BaROHANNrE A 
BOROMAHNrE A 
BOReMANNrE A 
DDfiteflAMMrE A 


EOROMAHN. E 
BDRCMAMNrE 
BQRQflANNrE 
BORIS. M R 
BOBNEKANf L 


BOeKEY, B 
BOSKEY. B 
BQUCHEYiO. a 
eaUCHEY, 0. D 
BDUCHEV.O- tt 

BoucHev. 0 . 0 

BOUCHEY.O d 
BOUCHEY. 0 0) 
BOUCHEY, 0. D 
BOUCHEY.O 0 

BOUCHEY.O. D 
BOUCHEY.O 0 
BOUCHEY.O D. 
BOUCHEY.O D 
BOUCHEY.O D 

BOUCHEY.O D. 
BOUCHEY.O D 
BOUCHEY.O D. 
BOUCHEYrC 0. 
BOUCHEY. 0. D 

BOUCHEY.O 0 
BOUCHEY.O 0 
BOUOUARD. M L 
BOURHIA.A 
aOURHIA. A 

BOUTOH. B A 
BOWLES. K C. 
BOWLES. K C 
BOWMAKER.M J 
BOWBERi E. 

BOYD. B. C 
BOYD. D C 
BOYD. R. 

BOYER. V 8. 
BOYLE. H L 

BOYLE. R. R 
aRADBURN.P. 
BRADBURY. R. B. 
BRADBURY. R 8. 
BRAD DOCK. C. H 


83010706034 
9301110170 
9301 1 iOS3e« 
B3011 10390 
S30113009S 

8301140298 
8301 140386 
8301170371 
8301180069 
83018100374 

93012 1009 1 

8301S101B1 

8301810188 

8301810303* 

9301810816 

9301210288* 

8301840033 

8301880313* 

8301810110 

8301130088 

8301110641 

8301120198* 

8301040403 

8301040738 

8301040762 

8301030318 
8301110163 
8301110169 
8301110470 
830 U 80037 

8301810007 

8301810244 

9301840009 

9301890303 

8301830389 

8301830323 

9301230583 

8301250664 

8301200066 

8301290233 

9301290301 
8301310114 
8301 14046 04 
8301040084 
8301800178 

83011IOS394 

8301160270* 

8301160264* 

8301110313 

8301040317 

9301240136* 
930 12901 IS* 
0301040490* 
8301270176 
8301090207 

8301100431 

8301140280 

8301100197 

8301140045 

9301030337* 


60-358 

30-3S8 

30-358 

50-330 

80-3Sa 

50-350 

50-359 

50-358 

S0-3SB 

50-350 

50-350 

S0-35S 

50-358 

50-358 

50-358 

30-350 

50-359 

50-358 

50 -ass 

50-528 

S 0-332 
50-332 
50-508 
50-397 
30-397 

80-397 

30-397 

50-503 

50-509 

30-397 


S 

S 

8 

3 

S 

K 

8 

S 

B 

A 

S 

0 

H 

K 

0 

S 

s 

s 

a 

8 

8 

0 

A 

a 

0 

8 

0 

J 

A 

A 

H 

A 

B 

F 

A 

E 

K 

A 

K 


BRADFORD. W H 
BRADISH.J L 
BRADLEY. E J 
BRADLEY. E J 
BRADLEY. B J 

ERAOLEV.E U 
BRADLEY. E J 
BRADLEY. E J 
BRADLEY, e J 
BRADLEY. E J 

BRADLEY. E J 
BRADLEY. B J 
BRADLEY. E J 
BRABUEY.E J 

BRADLEY, e J 
BRADLEY. F J 

CRAMueTTi L. a 
BRANCH, ti W 
BRANCH. H W 

brandenburo. a 
brandenburo. a 

SRANOENaURO. B 

brandenburo. a 
BRANDENBURO. B, 
BRANDENBURO. B. 

BRAMOENBURQ.D 

brandenburo. b 

BRANDENBURO. D 

brandenburo. a 
BRANOEHaURO. D, 

brandenburo. B 
qrandcnsuro. b. 
BRANDeMBURO, B 
BRANDENBURO. B 
BRENIZER.J 8 

BRENNER. L 
BRE6LER. 0 
BREV. H L 
8REV> H L 
BRICKLEVtR H 

BftICKtEY.R H 
BRICKLEY.R N 
BRICKCEYiR H 
BRIOSB. L 
BHtOOS. L E 

DRiOHT. 0 0 
BRIOHr.O 0 
BRINKMAN. C. B 
BRINKMAN. C B 
BRINKMAN. C D 

BRINKMAN. C 9 
BRINKMAN. C B 
BRINKMAN. » 8 
BROCK. D. L 
BROEHL. » J 


ACCESSION 

SUBJECT 


NUMBER 

CATEGORY 

8301230342* 

50-34 B 

0 

8301120992 

RES 


8211300320 

50-277 

P 

8S1 1300322* 

50-277 

P 

0212020094 

50-352 

K 

8301040169 

50-352 

C 

0301040250 

50-278 

P 

8301040296* 

50-270 

P 

8301040309 

50-352 

K 

8301040324 

50-352 

A 

8301060277 

50-352 

A 

0301 120314 

50-392 

F 

8301180099 

90-352 

K 

8301 2000 19 

50-352 

A 

0301200072 

50-392 

A 

0301100236 

PR 


0301270267* 

50-368 

R 

6301040940* 

50-409 

0 

0301070320* 

90-409 

0 

8301 0404 01 

50-247 

0 

8301040400 

50-247 

0 

8301 100183 

90-247 

Q 

0301 100189* 

50-247 

0 

8301 100176* 

50-247 

0 

8301(20325 

50-247 

G 

8301180213 

50-247 

0 

0301180220* 

50-247 

0 

8301180224* 

90-247 

0 

6301210046 

90-247 

G 

0301210097* 

90-247 

0 

0301210262 

50-247 

0 

0301250260 

30-247 

0 

830(270339 

50-247 

T 

8301310239 

50-247 

0 

8301290166* 

90-62 

a 

6301290430 

80-392 

0 

030(290623* 

50-344 

p 

8301100212 

30-267 

p 

0301280310 

50-267 

p 

6301040496* 

QA999 


8301100178* 

QA997 


8301140405* 

06999 


0301200174* 

50-443 

Q 

8301260406* 

80-293 

G 

8301260388* 

30-423 

0 


03010301 B1 
9301 130066 
8301190369* 
8301 190371* 
8301190375* 

8301190378* 
8301 190379* 
8301070018 
8301270305* 
8301180177 


50-500 

c 

BROEHL. D. J 

oroehl. d. j 

9301290304 
83013 100S6 

50-500 

F 

ORONS. J. C 

8301110536 

90-460 

A 

ORON3. J C 

3301110625* 

90-460 

50-397 

A 

A 

BRONS. J C 

0301 170194 

90-500 

A 

BRONS. J C 

BRONSON. F L 

8301170190* 
8301 100014 

80-397 

F 

BROOKS. E H. 

0301040536* 

90-397 

A 

brooks. E H 

0301250360* 

50-397 

50-397 

F 

K 

BROTIHANiW a 

6301240141 

90-460 

A 

brown. a 
aRQUNi A. 

830118001 1* 
8301180017* 

90-397 

A 

brown. C. 

8301040089 

COMMIE SIUN 

BROWN. C H 

8301070169* 

50-373 

50-373 

r 

P 

BROWN. E J 

8211030016 

50-298 

P 

brown. 0 D 

DROWN. 0 D 

8301140146 

8301180312 

06999 


brown. 0 D 

8301180327 

06999 


brown. 0. D 

8301180371 

90-317 

90-440 

F 

0 

BROWN. 0. & 

8301230573 

50-299 

0 

EROHH.K. W 
brown. H H 

8301120248 

8301120240 

50-255 

a 

BROWN. H V 

7908300702* 

90-320 

0 

BROWN. J R 

8301200046* 

50-392 

RES 

A 

BROWN. J R 

03O120DO4S* 

WASTE HQT 

BROWN. J R 

BRONMiR U 

8301200054* 

83010SD447* 

PR 


brown. R.L 

8301200329* 

PR 


browning. R A 

0301040266* 

PN 

CONTRACT 

brown INO. R. E. 

8301070407 


90-440 

50-400 

50-239 

30-235 

30-235 

90-255 

50-295 

TOPHEP 

70-754 

50-344 

90-344 

50-344 

30-236 

30-286 

50-247 

50-247 

NUREO 

30-302 

30-327 

50-440 

FDIA 

FOIA 

50-263 

50-263 

50-282 

40-299 

40-8786 

40-8643 

40-8786 

r&£ 

90-322 
30-322 
30-224 
40-1 4 7S 
40-1478 


70-146 

FOIA 

so-4sa o 
50-273 F 
WASTE MOT 


464 


PERSONAL AUTHOR INDEX 


AUTKOa 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGQfiV 

AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEQORV 

BAOMNINO. R E 

B30UB0406 

WASTE MOT 

CABA. E 


8301270213* 

50-346 

R 

CARR, F T 


8301040638* 

50-220 

P 

DROUMIN?. R E 

8301180426 

WASTE MGT 

CAONETTA. J 

P 

6211290147 

50-423 

A 

CARR, F T 


8301040647* 

50-220 

P 

BRaigN!N«. R E 

8301160427 

WASTE MOT 

CAONETTA, J 

P 

3211290147 

50-423 

A 

CARR.F T 


8301040655* 

50-220 

P 

BROWNLEE. V L 

SS01G40205« 

50-424 

0 

CAONETTA, J 

P 

3301040268 

50-336 

P 

CARR.F T 


8301040662* 

50-220 

P 

BROUIKILEE>V L 

8301040338* 

50-302 

0 

CAONETTA, J 

P 

8301040268 

50-336 

P 

CARR.S E 


0301140234* 

CONTRACT 


BROUNtEE. V L 

830104049 1» 

SO-302 

0 

CAONETTA, J 

P 

0301060069 

50-213 

P 

CARROLL, 0 E 


8301100296 

MISC 


BROMNLEEi V L 

B301250185* 

50-321 

a 

CAONETTA, J 

P 

8301060069 

50-213 

P 

CARTWRIGHT. W 

R 

030110031 1 

50-336 

S 

DBOWNLEE. V L 

8301250265* 

50-302 

0 

CAONETTA, J 

P 

3301060127 

50-213 

P 

CARTWRIGHT, W 

R 

0301100314* 

50-338 

8 

BROHNLEE. V L 

8301250444* 

50-395 

Q 

CAONETTA, J 

P 

0301060265* 

50-213 

0 

CARTWRIGHT, W 

R 

0301110120 

50-338 

S 

ORaMNLEE. V L 

8301250474* 

50-302 

0 

CAONETTA, J 

P 

3301060269 

60-336 

P 

CARTWRIGHT, W 

fi 

0301110132* 

50-338 

8 

BRUGGEMAN. H K 

8301210231* 

50-461 

0 

CAONETTA. J 

P 

0301060269 

50-336 

P 

CARTWRIGHT, W 

R 

8301110194 

50-338 

8 

BRUGSEHAN. U H 

8301210381* 

50-461 

6 

CAONETTA, J 

P 

0301 100221 

50-423 

S 

CARTWRIGHT, W 

R 

8301110200* 

50-338 

8 

BRUNNERiE J 

8301100057* 

50-219 

0 

CAONETTA. J 

P 

8301110221 

50-213 

P 

CARTWRIGHT. W 

R 

8301170117 

50-339 

8 

BRUNNER, E J 

8301100163* 

50-245 

0 

CAONETTA. J 

P 

8301120172 

50-213 

F 

CARTWRIGHT. W 

R 

8301170126* 

50-339 

6 

BRUTSCHiU A 

83 01110572 

50-213 

p 

CAONETTA. J 

P 

3301 120172 

50-213 

F 

CARTWRIGHT. W 

R 

0301170162 

50-339 

S 

BRYANT, J C 

8301040465* 

50-269 

0 

CAONETTA. J 

P 

3301 120172 

50-213 

F 

CARTWRIGHT, W 

R 

8301170170* 

50-339 

8 

BRYANT. J C 

8301040S14* 

50-537 

0 

CAONETTA, J 

P 

3301120173 

50-213 

P 

CARTWRIGHT. W 

R 

8301170496 

50-336 

S 

BRYANT. J C 

6301040531* 

50-413 

0 

CAONETTA. J 

P 

8301 100404 

50-245 

D 

CARTWRIGHT. W 

R 

0301170503* 

50-330 

e 

BRYANT, J C 

8301040679* 

50-269 

0 

CAONETTA, J 

P 

0301 100404 

50-245 

0 

CARTWRIGHT, W 

R 

6301200246 

50-339 

s 

BRYANT, J C. 

8301040793* 

50-369 

0 

CAONETTA, J 

P 

8301 1902S7 

50-213 

P 

CARTWRIGHT. W 

R 

6301200258* 

50-339 

a 

BRYANT, J C 

8301250630* 

50-269 

0 

CAONETTA, J 

P 

0301190285 

50-245 

P 

CARTWRIGHT, W 

R 

8301200271 

S0-33B 

3 

BUCHANAN, C R 

8301270077* 

40-8007 


CAONETTA, J 

P 

8301190285 

50-245 

P 

CARTWRIGHT, W 

R 

8301200202 

SO-339 

S 

nUCHBINOER. G 

8301250454* 

50-247 

T 

CAONETTA, J 

P 

0301250082 

50-423 

S 

CARTWRIGHT, W 

R 

8301200204* 

50-330 

5 

DUDNJTZiH J. 

8301250443* 

50-247 

T 

CAONETTA, J 

P 

3301250032 

50-423 

s 

CARTWRIGHT, W 

fi 

8301200293* 

50-339 

3 

BUDNITZ.R J 

8301250443* 

50-247 

T 

CAONETTA, J 

P 

0301200133 

50-245 

p 

CARTWRIGHT, W 

fi 

8301200323 

50-330 

a 

BUDZ1K,D H 

8301130100 

50-329 

A 

CAONETTA, J 

P 

3301230133 

50-245 

p 

CARTWRIGHT, W 

R 

8301200330* 

50-338 

a 

RUOZIK,D H 

8301130103* 

50-329 

A 

CAONETTA, J 

P 

8301230163 

50-213 

p 

CARTWRIGHT, W 

R 

8301260425 

50-339 

a 

BUDZIi^, D H, 

8301 250063 

50-329 

K 

CAONETTA, J 

P 

3301310059 

50-245 

F 

CARTWRIGHT, W 

R 

8301260433* 

50-339 

a 

BUFE.J L 

8301200305* 

50-302 

8 

CAHILL. P C 


8301120578 

40-1341 


CARTWRIGHT, W 

R 

8301260464 

50-339 

a 

BiUNCH. R 

S301040S23 

50-454 

0 

CAHILL, W J 


8301110531* 

S0-4S8 

0 

CARTWRIGHT, W 

R 

8301260472* 

50-339 

s 

BUNTING. J 0 

8301130424 

HASTE MGT 

CAIN. C L 


3301250353 

MISC 


CARVER, A M 


0301030020* 

50-323 

s 

BUNTING, J 0 

8301130463 

WASTE HOT 

CAIN, J 


8301030046 

HASTE MOT 

CARVER, A H 


3301260431* 

50-327 

a 

BUNTING, J 0 

8301180480 

WASTE MGT 

CAIN, J 


8301030056 

WASTE MGT 

CASHATT. M E 


0301240073* 

50-290 

0 

BURDQIN.J F 

8301030125* 

50-503 

0 

CAIN. J 


8301030069 

WASTE MOT 

CASSIDY, B P 


8301100225* 

50-356 

0 

BUROOfN, U F 

8301140250* 

50-275 

0 

CALDER. L 


8301180109 

50-440 

0 

CASSIDY, H 0 


8301200491* 

50-546 

A 

BURGER, C 

8301040792* 

50-261 

0 

CALDWELL. R 

A 

0301110565* 

50-112 

Q 

CASSIDY, H 0 


8301280492* 

50-546 

A 

BURGER, C W 

8110030250* 

50-206 

p 

CALKINS, 0 E 


3301130133* 

QA999 


CAUSEY, J C 


8301260006 

50-321 

P 

BURGER, C M 

8301040788* 

50-400 

0 

CALLAN.L J 


0301 100036* 

30-313 

Q 

CAVANAUGH. W 


8301240060 

50-313 

P 

BURGER, C W 

8301110091* 

50-206 

p 

CALLAN.L J 


8301100200* 

50-313 

Q 

CAVANAUGH, W 


8301250072 

30-313 

P 

BURGER.G U 

0301110103* 

50-206 

p 

CALLAN.L J 


0301130099 

50-360 

6 

CAZZOLt.e G 


8301110126 

RES 


BURGER. C N 

8301110114* 

50-206 

p 

CALLAN.L J 


0301240030 

50-313 

B 

CERNE, A 


8301180493 

50-443 

0 

BURGER. F J 

8301170133* 

50-271 

R 

CALLAN.L J 


8301250077 

50-368 

8 

CERNE, A 


0301310357* 

50-309 

Q 

JQUROIN.R E 

8301170094 

UE 


CALLAN, L. J 


3301250111 

50-368 

S 

CERNE, A C 


8301270408* 

50-443 

0 

BUROHEIER.K. 

8301140199* 

50-220 

S 

CALL! HAN, A 

B 

8301030163 

50-528 

0 

CERNY, R J 


0301 100254 

PR 


BUROHEIER. K 

B301140207* 

50-220 

S 

CALLIHAN.A 

D 

3301030249 

50-528 

0 

CHAFFEE. A 


0301030210* 

50-361 

0 

BURGNEIER.K 

3301260363* 

50-220 

S 

CALL I HAN, D 


0301070354 

50-454 

0 

CHAFFEE, A 


0301180280* 

50-361 

0 

BURQHEIEH.M 

8301260366* 

50-220 

s 

CAL VO, J 


03O119OO7S* 

50-346 

p 

CHAMBERLAIN, C 

1 

8301040741* 

<1A999 


BURGHEIER, H 

8301260370* 

50-220 

s 

CAMP, A L 


0301120101 

NUREO 


CHAMBERLAIN, D 

8301140436* 

aA999 


BURGHEI£R,M 

8301260375* 

50-220 

s 

CAMP, M J 


0301200150* 

50-315 

a 

CHAMBLE8S, P 


8301250130 

40-8011 


BURQMEICR, H 0 

8301210172 

50-220 

0 

CAMPBELL. M 

A 

0301210154 

I&E 


CHAN, E I 


8301050022 

30-397 

0 

BURGMEIER, M J. 

8301260353* 

50-220 

5 

CAMPBELL, H 

A 

030121015? 

ItE 


CHAN, E 1 


8301110049 

50-556 

0 

BURN, R.R 

8301170254 

50-2 

S 

CAMPBELL. H 

A 

0301210212 

I6E 


CHAN, E 1 


03OU2O331 

30-556 

0 

BURNETT.P T 

8301040526* 

50-395 

0 

CANtZIO.C 


03O110OI9S 

50-247 

T 

CHAN. E I 


330 1260005 

50-397 

0 

BURNETT, P T 

8301040732* 

50-416 

0 

CANNY, J 


8301060343 

50-443 

D 

CHAN, E I 


8301260320 

30-397 

0 

BURNETT.P T 

8301040300* 

50-395 

0 

CANTER.H L 


0301030077* 

50-312 

0 

CHANDLER, J C 


0301060163 

TOP REP 


BimWETT, P T 

8301250671* 

50-395 

0 

CANTER, H L 


0301310175* 

50-312 

0 

CHANDLER, J C 


8301060443 

30-3J6 

p 

BURNETT, R F 

7906060276* 

70-143 


CANTRELL, F 

S 

0301040569* 

go-259 

0 

CHANDLER, J C 


8301110500 

TOPREP 


BURNETT. R F 

8301030362 

70-1143 


CANTRELL, F 

8 

0301040750* 

30-416 

0 

CHANDLER. J C 


8301180132 

50-237 

p 

BURNS, R. O 

9202120262 

50-295 

p 

CANTRELL, F 

3 

0301250093* 

50-510 

Q 

CHANDLER, L J 


0301070060 

30-361 

0 

BUSHNELL. 0 

8301190183 

NUREO 


CANTRELL, F 

3 

8301250342* 

30-340 

0 

CHANDLER, L J 


0301140264 

30-361 

0 

BUSHNELL, G 

8301190216 

NUREO 


CANTRELL, F. 

S 

3301250553* 

50-259 

0 

CHANDLER, L J 


8301260290 

50-276 

0 

BUSHNEUL, D 

8301190220 

NUREO 


CANTRELL, F 

3 

3301250640* 

50-416 

0 

CHANDLER, L J 


0301280001 

50-361 

0 

BUSHNEUt, G 

8301190224 

SO-397 

p 

CANTWELL, P 

F 

3301280239* 

go-304 

6 

CHANG, K C 


8301040384* 

30-261 

p 

BUSHNELL, G 

8301190372 

50-437 

A 

CAPHTON, 0 


0301140069* 

50-322 

T 

CHANG, K C 


8301 1 10554* 

50-402 

A 

BUSS. R. D. 

8301140377* 

50-254 

R 

CAPHTON.D L 


0301060247* 

50-322 

0 

CHAO, J. 


8301130074 

50-440 

0 

BUTLER, D. K 

S30119041S 

NUREO 


CAPHTON, D L 


8301260400* 

50-322 

0 

CHAPLIN, 8 D 


8301140027* 

30-320 

8 

BYRD, R 

3301040034* 

50-416 

S 

CAPHTON.D L 


8301260449* 

50-289 

a 

CHAPLIN, 8 D 


0301260282* 

30-320 

8 

BYRD. R 

S301040183* 

SO-416 

s 

CAPRIO.M L 


8301140230 

PR 


CHAPLIN, S D 


03O126OSO7* 

50-320 

8 

BVRG, R 

3301060370* 

50-416 

s 

CAREY, J J 


8301 100104 

50-334 

0 

CHAPMAN, R H 


0301120087 

NUREO 


BYRG, R 

3301100143* 

50-416 

8 

CAREY, J. J 


0301 100254 

PR 


CHAPPLE, K fi 


S30 1170194 

50-247 

T 

BYRD, R 

8301100303* 

50-416 

8 

CAREY, J J 


8301130009 

50-334 

p 

CHARNLEY, J E 


8301060035* 

50-263 

P 

BVRO, R 

B30I170111* 

50-416 

8 

CAREY, J J 


0301140046 

50-334 

p 

CHARNLEY, J 8 


8301040266* 

50-278 

P 

QVRD. R 

8301170166* 

50-416 

B 

CAREY, J, J 


8301140057 

50-334 

p 

CHARNLEY, J 8 


83011902S8* 

50-331 

P 

BYRD. R. 

8301170191* 

50-416 

S 

CAREY, J,J 


0301140105 

50-334 

p 

CHARNOFF, 0 


8301050144* 

30-358 

0 

BYRD. A 

8301200245* 

50-416 

8 

CAREY, J J 


0301100170 

50-334 

p 

CHARTER INA.J 


8301060146* 

30-219 

S 

BYRD, R 

8301200264* 

50-416 

8 

CAREY, J J 


3301210015 

50-334 

p 

CHASE, J W 


8301040569* 

50-259 

3 

BYRD, R 

8301200275* 

50-416 

8 

CAREY, J J 


8301260312* 

50-334 

0 

CHAUDHARV, a K 


0301270320* 

50-352 

0 

BYRD, R. 

8301210002* 

50-416 

8 

CAREY, J, J, 


3301260318* 

50-334 

0 

CHEN, J C 


8301120196 

NUREG 


BYRO, R 

8301260299* 

50-416 

S 

CAREY, J. J 


3301270162 

50-334 

R 

CHENEY, D 


0301 170410 

PR 


BYRD, fl 

8301260332* 

50-416 

S 

CARLSON, J, 0 


3301030217* 

30-275 

0 

CHERRY, M M 


0301050103 

50-454 

fr 

YRD. R 

8301260333* 

50-416 

a 

CARPENTER, J 

H 

0301130066 

go-400 

0 

CHERRY, M H 


8301050103 

50-454 

9 

'HD, R. 

3301260434* 

50-416 

S 

CARR, A V 


0301040394 

50-413 

G 

CHIANOI.N J 


8301200269 

50-400 

B 

’RD, R 

8301260451* 

50-416 

s 

CARR, A V 


0301040438 

50-413 

G 

CHIESA.R L 


3301260302 

50-443 

9 

BA, E 

8301 170S46* 

50-346 

8 

CARR. A V 


0301140207 

50-413 

0 

CHtESA, R L 


0301260302 

50-443 

0 

JAr E 

83O1270S00* 

50-346 

R 

CARR. A V 


0301170220 

50-413 

0 

CHILKiS J 


8212020392 

lOCFR 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORV 

CHILK.8 J 

830103003) 

70-143 


CHIUK. 8 J 

8301030140 

30-289 

0 

CHILK.8 J 

8301030147 

50-247 

6 

CHILK.S J 

830 10301 B5 

70-143 


CWILK.S J 

8301030387 

SO-327 

P 

CHILK.S J 

8301030308 

50-289 

P 

CHILK.S J 

0301040041 

50-247 

0 

CHILK.S J 

83010404SA 

50-352 

0 

CHILK. B J 

8301060165 

50-289 

0 

CHILK.S J 

8301 060433* 

PR 


CHILK.S J 

8301070305 

50-537 

6 

CHILK.S .1 

0301100109 

50-307 

0 

CHILK.S J 

0301100117 

50-247 

0 

CHILK.S U 

8301100213 

50-275 

0 

CHILK.S J 

8301100333 

50-312 

0 

CHILK.S 0 

8301110084 

IOC PR 


CHTLK.S J 

8301110102 

lOCPR 


CHILK.S J 

8301120267 

50-289 

0 

CHILK.S ^ 

B301140S23 

lOCFR 


CHILK.S J 

8301170267 

50-289 

0 

CHILK.S, J 

8301180205 

50-373 

0 

CHILK.S U 

8301180233 

PRM 


CHILK.S J 

8301190155 

PR 


CHILK.S U 

8301200321* 

FOIA 


CHILK.S 

8301210040 

S 0-289 

0 

CHILK.S J 

8301210337 

lOCFR 


CHILK.S J 

8301240133 

50-352 

0 

CHILK.S J 

0301260348 

50-416 

0 

CHILK.S. J 

0301260351 

50-440 

0 

CHILK.S vl 

0301270384 

50-277 

0 

CHIH.S-Y 

8301070110* 

50-295 

s 

0 

0301100035* 

CONTRACT 


CHOPKS.H E 

0301100123 

PRM 


CHOULES. H 

8301030365* 

50-315 

Q 

CIWJSSOTIMas.N 

0301110386* 

50-331 

Q 

CHRISTEL. D 

8301170539* 

50-237 

8 

CHRISTEL. Q 

83O1S0OI25* 

50-249 

S 

CHRISTEL. D 

8301200198* 

50-237 

S 

CHRISTENSDN.R 

0301190441 

NUREO 


CHflISIOFFBR. 0 

0301070127* 

50-331 

0 

CHRISTOPHER, R 

S3013102S4* 

50-272 

Q 

CHRISTOPHER. R 

8301310261* 

50-272 

Q 

CHRISTOPHER. W 

8301040348* 

50-259 

8 

CHRISTOPHER. H 

0301210191* 

50-296 

S 

CHHVSrtE. R J 

0301110010 

FOIA 


CHUANO. T V 

81 12300340* 

50-206 

P 

cHUAiNo. r V. 

8301110071* 

50-206 

P 

CHUANO. r Y. 

0301110073* 

50-206 

P 

CHUAHO.T Y 

0301110074* 

50-206 

P 

CHUANO, r V 

830111007B* 

50-206 

P 

CHUANO, T V 

8301110082* 

50-206 

P 

CHUARO. T Y. 

0301110089* 

50-206 

P 

CHUANO. T Y 

0301110099* 

50-206 

P 

CHUANO, T Y 

8301110108* 

50-206 

P 

CHUANO. T. Y 

8301110119* 

50-206 

P 

CHURCHILL. 0 H 

8301070309 

50-266 

0 

CHUACHILL.S W 

0301070309 

50-266 

0 

CHURCHILL, B H 

0301070312* 

50-266 

0 

CHUftCHILL.n W 

0301070312* 

30-266 

0 

CHURCHILL. B W 

0301170242 

50-266 

0 

CHURCHILL. B W. 

8301170242 

50-266 

0 

CHURCHILL. 0 W 

8301190212 

50-266 

0 

CHURCHILL. B H 

8301190212 

50-266 

0 

CHURCHILL. B W 

8301250489 

50-382 

0 

CHURCHILL. D H 

8301250489 

60-382 

0 

CHURCHILL. B H 

8301200275 

50-302 

T 

CHURCHILL. 0. W 

8301280275 

50-382 

T 

CILLIS.H 

03010301 to* 

50-362 

Q 

CILLIS.H 

8301070230 

50-361 

a 

CILLIS.M 

8301100226* 

50-326 

0 

CILLIS.H 

0301310276* 

50-344 

Q 

CLANCY. R C 

8301170373 

50-220 

F 

CLAROY.L 

8301110386* 

50-331 

Q 

CLARK. A T 

8301140533 

50-201 

P 

CLARK. C M 

8301200105 

TOPREP 


CLARK. £ T 

0301140404 

PR 


CLARK. L 

8301250067* 

MISC 


CLARK. P. R 

8301030180 

50-219 

P 

CLARK. R. A 

S212010471 

50-282 

P 

CLARK. R A 

0301050245 

50-266 

P 

CLARK. R, A 

B301050405 

50-266 

P 

CLARK. R A 

0301060180 

50-317 

0 

CLARK. R A 

8301060194* 

50-317 

0 

CLARK. R. A 

8301070021 

50-317 

Q 

CLARK. R A 

8301070348 

50-266 

P 


PERSONAL AUTHOR INDEX 


AUTHOR 


ACCESSION 

MUMPER 

SUBJECT 

CATEOORV 

CLARK. R A 


8301070389 

50-262 

P 

CLARK. R A 


8301070483 

go-360 

P 

CLARK, R A 


8301070500* 

50-333 

P 

Ci ARK, R A 


0301070529 

50-309 

P 

CLARK. R A 


8301120472* 

50-282 

P 

CLARK, R A 


8301120476 

50-205 

P 

CLARK, B A 


830(120490* 

50-202 

P 

CLARK, R A 


03a!t2O533* 

50-318 

P 

CLARK, R A 


8301120567* 

30-313 

P 

CLARK, R A 


8301120593* 

50-283 

P 

CLARK, R A 


8301120597* 

50-205 

P 

CLARK, R A 


8301130224 

SO-202 

F 

CLARK, R A 


8301140467* 

50-360 

P 

CLARK, H A 


8301140470 

50-309 

P 

CLARK, R A 


8301140480* 

50-360 

P 

CLARK, R A 


8301140495 

50-313 

P 

CLARK, R A 


8301140504 

50-330 

P 

CLARK, R A 


830114031 1 

50-205 

Q 

CLARK, R A 


8301140539 

50-335 

P 

CLARK, R A 


8301170031 

50-313 

P 

CLARK, R A 


8301170559 

50-202 

F 

CLARK, R A 


8301190402 

50-263 

F 

CLARK, R A 


0301200101* 

50-310 

P 

CLARK, R A 


0301200310 

50-368 

P 

CLARK, R A 


0301210116 

30-333 

P 

CLARK, R A 


0301210121 

50-335 

P 

CLARK, R A 


0301210(30 

50-338 

P 

CLARK, R A 


0301210132 

50-335 

P 

CLARK, R A 


0301210159 

50-317 

P 

CLARK, R A 


0301210317 

50-205 

P 

CLARK, R A 


0301210339 

50-245 

P 

CLARK. R A 


0301250642 

50-335 

F 

CLARK, R A 


8301260165 

50-266 

F 

CLARK, R I 
CLARY. T A 

CLAY, E L 
CLAYTON. F U. 


0301170453* 

8301200473 

0301200255 
8301 04036 S 

MISC 

40-0752 

70-143 

50-364 

0 

CLAYTON, F L 


8301060272 

50-348 

P 

CLAYTON. F L 


6301060270 

50-364 

8 

CLAVTON. F L 


0301060306 

50-348 

S 

CLAYTON. F L 


S30 1060350 

50-364 

8 

CLAVTON. F L 


8301060394 

50-340 

P 

CLAVTON. F L 


6301(10532 

50-340 

P 

CLAYTON. F L 


0301110626 

50-340 

P 

CLAYTON. F L 


8301130113 

50-340 

P 

CLAYTON. F L 


8301140203 

50-364 

P 

CLAYTON, F L 


0301170209 

50-340 

P 

CLAYTON, F L 


0301 170433 

50-340 

9 

CLAYTON, F L 


0301170435 

50-348 

P 

CLAyTO,N,F L 


8301100091 

50-364 

P 

CLAYTON. F L 


0301(80292 

50-348 

P 

CLAYTON, F L 


0301210063 

50-340 

P 

CLAYTON. F L 


0301240034 

50-348 

R 

CLAYTON. F L 


8301240082 

50-364 

R 

CLAYTON, F L 


0301250201 

60-348 

P 

CLAVTON, F L. 


0301250559 

50-348 

0 

CLAYTON, F L 


8301260210 

50-364 

P 

CLAYTON, F L 


0301310083 

50-364 

R 

CLEMONS, P 
CLINE. H E 


B301270472* 

0301040210* 

70-135 

50-259 

0 

CLINE. U E. 


0301250647* 

50-416 

Q 

COOELL, R 


8301250500* 

50-247 

T 

CODELL, R 


8301260017 

50-454 

0 

CQFFIELD, R. C 

1 

6301280202* 

50-537 

A 

COFFMAN. F, E 


0301310090 

HASTE HOT 

COQAN.N J 


B30 1060247* 

50-322 

0 

COSAN.N J 


030(260400* 

50-322 

0 

COHEN, 0 L 


830I27027I 

50-247 

T 

COHEN, B. L 


830(270271 

50-247 

T 

COHEN. D L. 


8301270271 

50-247 

T 

COHEN, I. 


0301270344* 

50-266 

0 

COHEN, J 
COHEN, L K 
COHN, 0. M 


0301100049 

8301120108 

6301310016* 

NUREO 

HUREO 

CONTRACT 

COLARULLI. P 

F. 

0301040401 

50-247 

0 

COLARULLl.P 

F 

8301040401 

50-247 

0 

COLARULLI. P 

F 

0301040408 

50-247 

0 

COLARULLI. P 

F. 

8301040400 

50-247 

0 

COLARULLI. P 

F, 

0301120325 

50-247 

0 

COLARULLI, P 

F 

0301120325 

50-247 

0 

COLARULLI. P 

F 

0301180315 

50-247 

0 

COLARULLI. P 

F 

030I1B02IS 

50-247 

0 

COLARULLI. P 

F 

8301 100220* 

50-247 

0 

COLARULLI. P 

F. 

0301 180220* 

50-247 

0 

CDLARULLIrP. 

F. 

0301180224* 

50-247 

0 


46S 


AUTHOR 

ACCESSION 

NUMSEft 

SUBJECT 

CATeeoRV 

COLARULLl.P F 

8301100224* 

50-247 

0 

COLARULLl.P F 

8301210046 

30-247 

0 

COLARULLl.P F 

8301210046 

50-247 

0 

COLARULLl.P F 

8301210057* 

50-247 

0 

COLARULLI. P F 

8301210057* 

50-247 

0 

COLARULLl.P F 

8301250260 

50-247 

0 

COLARULLl.P F 

8301250260 

50-247 

0 

COLARULLl.P F 

8301270339 

50-247 

T 

COLARULLl.P F 

8301270339 

50-247 

T 

COLARULLI, P F 

8301280247 

50-247 

0 

COLARULLl.P F 

0301280247 

50-247 

0 

COLARULLl.P F 

03O12SO2SO 

90-247 

0 

COLARULLl.P F 

0301260230 

50-247 

0 

COLARULLl.P F 

0301260250 

50-247 

0 

COLE, R F 

0301030163 

50-528 

0 

COLE, R F 

0301030249 

50- 528 

0 

COLE, R F 

0301070354 

30-454 

0 

COLE, R F 

COLE, T E 

0301250430 

8301120103 

30-352 

NUREO 

0 

COLEMAN, J M 

0301210026 

80-339 

0 

COLEMAN. J M 

0301210026 

50-339 

0 

COLEMAN, U H 

0301210032* 

50-330 

0 

COLEMAN, J M 

0301210032* 

50-339 

0 

COLEMAN, J M 

0301210036 

50-338 

0 

COLEHAN.J M 

83012(0036 

SO-338 

0 

COLEMAN. J M 

8301210030* 

50-338 

0 

COLEMAN. J H 
COLEMAN, ft 
COLEMAN, ft 
COLEHAN, R 

COLEMAN, R 

8301210038* 

9301200012 

0301210283 

0301210290 

0301260029 

30-338 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

0 

COLLINS, D J 

8301040627# 

50-247 

0 

COLLINS, D J 

0301040675* 

50-247 

Q 

COLLINS, 0 J 

8301190231* 

50-272 

0 

COLLINS, 0 J 

0301310174* 

50-213 

<k 

COLLINS. J T 

0301050097* 

50-350 

8 

COLLINS. J T 

8301030470 

Stats Prog 

COLLINS. J T 

0301100155 

50-402 

a 

COLLINS, J T 
COLLINS, J T 

COLLINS, J T 
COLLINS, J T 
COLLINS, J T 
COLLINS, J T 

83011 10528 
8301130090 

8301130168 
8301 130173*- 
8301130176* 
030114021 1 

50-450 

0A999 

0A999 

0A999 

QA999 

0A999 

0 

COLLINS, J T 

8301140311 

50-285 

P 

COLLINS, J. T 

8301140344 

50-313 

P 

COLLINS, J T 

0301 140376 

50-298 

p 

COLLINS, J T 

8301 190460* 

COMMISSION 

COLLINS, J T 

8301 19047S* 

COMMISSION 

COLLINS, 0 J 

8301060284* 

50-29 

Q 

COLLINS. T R 

8301040432* 

50-416 

a 

COLLINS, T R 
CDLLOPY, T U, 

6301250640* 
0301 110279 

50-259 

70-371 

0 

COLOMOa, R M 

8301030080* 

50-312 

8 

COLDHSO, R. H 

8301030148* 

50-312 

B 

COUOHQD, R, H 

8301030207* 

30-312 

8 

COLOHaO.R, H 

0301170300* 

30-312 

8 

COLOHaOrR U 

0301170469* 

50-312 

8 

CQLOHaO.R H 

0301250410* 

30-312 

8 

COLOMBO. R H 

8301250419* 

90-312 

S 

CDLDMaO.R H 

8301250536* 

50-312 

S 

coLuxao. R 

COMBS, F 

COMPTON. A P 
CONBRA, ft 0 

8301310093* 
8301200062* 
8301100284 ' 

8301060430 

30-312 

FOIA 

PR 

70-364 

R 

CONLOM, T £. 

6301040262* 

90-400 

0 

CONLON.T E 

0301040409* 

50-416 

0 

CONLQH. T. E 

0301040457* 

SO-400 

0 

CONLON.T E 

0301040567* 

90-261 

a 

CONLON.T E 

0301040585* 

50-438 

a 

CONLOfl.T. E 

Q301040B01* 

50-390 

0 

CONLON.T E 

0301040807* 

50-395 

a 

CONLON.T E, 

0301250214* 

50-330 

a 

CONLON.T E 

0301250248* 

50-424 

0 

CONLON.T E. 

8301350429* 

30-370 

0 

CDNLON. T E 

8301250491* 

50-438 

0 

CONLON.T E 

830 1250663* 

50-416 

a 

CONLON.T E 

8301230674* 

50-339 

0 

CDNLON. T e 
CONLQN.M M 

0301230666* 

6301120080 

50-370 

NUREO 

0 

CONNER. T a 

0301140297 

50-277 

0 

CONNER, T a. 

0301140297 

50-277 

0 

CONNER, r B. 

0301140297 

80-277 

0 

CONNER, T a. 

0301270324 

50-277 

0 

CONNER, r 0. 

8301270324 

50-277 

0 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NOHBER 

SUBJECT 

CATEGORY 

CDNNERiT 8 

6301270384 

50-277 

1? 

CONNER, r B 

83012703SQ* 

50-277 

0 

CONNER, r 0 

8301870350* 

50-277 

0 

CONNER. T B 

CONROY. 9 M 

CONSLER. T 

6301270350* 

6301140182 

eSOllWASA 

50-277 

40-8502 

NUREO 

0 

CONSTABLE. 0 L 

6301860161* 

50-382 

Q 

CONTE. R 

CONHAV. J T 

COOK. C 

8301040379* 

6301100160* 

6301180579 

50-289 

QA999 

RES 

0 

COOK.F R 

6301070415 

HASTE HOT 

COOKi J 

6301170442* 

90-333 

R 

COOKi J W 

B3010S0003 

50-329 

R 

COOK . J W 

0301050005 

50-329 

R 

COOK . J W 

6301110820 

60-329 

S 

COOK . J H 

8301110430 

50-329 

S 

COOK. J M 

8301110577 

50-329 

Q 

COOK. J U 

6301110597 

50-329 

0 

COOKiJ W 

6301130091 

50-329 

E 

COGK.U H 

0301140044* 

50-329 

0 

COOK.J U 

6301160202 

50-329 

A 

COOK.J W 

8301210266* 

90-329 

a 

COOK.U U 

6301210267* 

90-329 

0 

COCK.J U 

6301210266* 

50-329 

0 

COOK. J (4 

6301210272* 

50-329 

A 

COOK. J U 

6301830493 

50-329 

A 

COOK.J U 

6301870193 

60-329 

K 

COOK. J N 

83012702! 4* 

50-329 

K 

COOMEV.M J 

8301060063 

50-277 

6 

COONEY. M J 

8301060060* 

50-277 

8 

COONEY. M J 

8301060151 

50-277 

6 

COONEY. H J 

6301060155* 

50-277 

8 

COONEY, ti J 

6301060160* 

50-277 

S 

COONEY. H J 

8301060164 

50-277 

S 

COONEY. M d 

8301060170* 

50-277 

8 

COONEY. M d 

8301060852 

50-277 

8 

COONEY. H J 

6301140284 

50-277 

B 

COONEY. M J 

6301860394 

50-278 

S 

COONEY. H J 

6301860462 

S0-27B 

8 

COONEY. H d 

8301360470 

50-277 

S 

COONEY. M J 

6301260476 

50-270 

8 

COONEY. H d 

COOPER. L d 

8301860513 

8301100133 

50-278 

PR 

S 

COOPER. H E 

8812010102 

50-275 

P 

COOPER. W E 

6301040553 

50-275 

P 

COOPER. U E 

8301 190307 

90-273 

P 

COOPER. U E 
COOPERMA44.A S 

e3012100?6 

8301100233 

50-275 

PR 

H 

COOPERHAN.E L 

6301100374* 

50-142 

0 

COOPERHAN.E L 

8301 180374* 

50-142 

0 

OPELAHDiV 0 

8301040493 

50-155 

0 

OPELAND.V 0 

8301040493 

50-155 

0 

DPELAND.V 0 

8301250471 

50-155 

0 

OPELAND. V. 0 

8301250471 

50-155 

0 

OHE.H R 

9301140009* 

50-205 

B 

•DRMIER.H H 

8301140310 

50-142 

0 

CDRREN. 0 fi 
COSTELLO. F 

COTTER. B P 

8301140247 

8301120100 

8301040502 

50-247 

NUREO 

PROJ 

0 

COTTER. B P 

830107034S 

90-261 

0 

COTTER. B P 
C0TTIN8HAM. A U 

8301260246 

8301110242 

50-440 

FOIA 

0 

COTTON. 0 D 

8301100107* 

50-361 

P 

COTTON. 0 D 

8301270064* 

50-362 

P 

COTTON, d P 

6301130067 

90-440 

0 

COUNSIL.W 0 

6211290147 

50-423 

A 

COUNSIL.U 0 

6211290147 

SO-423 

A 

CDUNBIL.N 0 

8301030240 

90-245 

P 

COONS rL.W 0 

6301030240 

50-245 

P 

COUNSIL.N 0 

8301040229 

90-245 

P 

CDONSIL.M 0 

6301040229 

50-249 

P 

COONS IL.U 0 

6301040268 

50-336 

P 

;qonsil.n 0 

6301040260 

90-336 

P 

OUNSlLi U, 0 

6301040490* 

90-245 

Q 

□ONSIL.N 0 

6301040490* 

90-245 

0 

DUN6IL.H 0 

8301040530 

50-213 

a 

DONStL.N 0 

6301040530 

50-213 

0 

DONS IL.U 0 

8301040538 

50-213 

0 

DUN8IL.W a 

8301060069 

50-213 

p 

DONSIL.U 0 

8301060069 

90-213 

p 

"ONSIL.M 0 

8301060069 

90-213 

p 

UNSILi N. 0 

8301060127 

50-213 

p 

ONSIL.U 0 

8301060265* 

50-213 

Q 

UN8IL. N 0 

8301060269 

50-336 

P 

UNSIL.U 0 

8301060269 

50-336 

P 


AUTHOR 

accession 

NUKOER 

SUBJECT 

CATEGORY 

COUNSIL. N 0 

8301070590* 

50-213 

F 

COUNSIL. H 0 

8301100221 

50-423 

S 

COUNSIL. H 0 

6301110150 

60-213 

P 

COUNSIL. M C 

6301110221 

50-213 

P 

COUNSIL. U 0 

8301110296 

50-336 

P 

COUNSIL. H G 

9301110296 

50-336 

P 

COUNSIL. H 0 

6301110476 

50-213 

F 

COUNSIL. N G 

6301110476 

50-213 

F 

COUNSIL. H 0 

6301110476 

50-213 

F 

COUNSIL. H 0 

6301110533 

90-336 

P 

COUNSIL. U 0 

6301110533 

50-336 

P 

COUNSIL. H 0 

8301110600 

50-213 

C 

COUNSIL. U 0 

8301120172 

50-213 

F 

COUNSIL. N G 

8301120172 

50-213 

F 

COUNSIL. H 0 

8301120172 

50-213 

F 

COUNSIL. U 0 

8301120178 

50-213 

P 

COUNSIL. H 0 

83011S015S 

S0-24S 

F 

COUNSIL. H 0 

8301180155 

50-245 

F 

COUNSIL. 41 G 

B30I1B0404 

90-249 

D 

COUNSIL. N 0 

8301180404 

90-249 

0 

COUNSIL. N 0 

8301190257 

50-213 

P 

COUNSIL. H G 

8301190285 

90-24 9 

P 

COUNSIL. W 0 

8301190265 

50-245 

P 

COUNSIL. N G. 

6301190390 

50-213 

P 

COUNSIL. U 0 

0301190373* 

50-213 

F 

COUNSIL. U G 

6301200057 

50-245 

P 

COUNSIL. U 0 

8301200057 

50-249 

P 

COUNSIL. H 0 

8301200099 

50-245 

P 

COUNSIL. H 0 

6301200069 

50-245 

P 

COUNSIL. 41 0 

8301200340* 

50-423 

0 

COUNSIL. VI 0 

8301200340* 

50-423 

0 

COUNSIL. H 0 

0301210239 

50-213 

P 

COUNSIL. H 0 

8301250082 

50-423 

s 

COUNSIL. M 0 

3301250082 

50-423 

8 

COUNSIL. 41 0 

0301200133 

90-245 

P 

C0UN81L.lt 0 

8301230133 

90-249 

P 

COUNSIL. N 0 

8301230163 

50-213 

P 

COUNSIL. H 0 

0301310059 

90-249 

F 

COHO ILL. C 

8301230236 

50-219 

8 

COUOILL. C 

03O131O185* 

50-219 

Q 

COX.H T 

9301170258* 

50-261 

S 

COYLE. L 

8301170916* 

50-237 

S 

CRAFT. C M 

CRANE. C J 

0301230003 

0207010173* 

RES 

50-247 

P 

CRANE. C d 

820702039 6* 

50-206 

P 

CRANE. C J 

B207130S75* 

50-261 

P 

CRANE. C J 

0207270256* 

50-311 

P 

CRANE. C. d 

0207270472* 

60-272 

P 

CRANE. C d 

8207290294* 

50-254 

P 

CRANE. C J 

0208110129* 

50-259 

P 

CRANE. C d 

6208110137* 

50-259 

P 

CRANE. C d 

0208110157* 

50-259 

P 

CRANE. C d 

0208200043* 

90-324 

P 

CRANE, C J 

0208310203* 

90-331 

P 

CRANE. C. d 

0209080322* 

50-263 

P 

CRANE, C d 

CRANE, C. d 

CRANE, C d 

0212200034 

0212200067 

0301030162* 

RES 

RES 

90-237 

P 

CRANE. C d 

0301030166* 

50-237 

P 

CRANE, P A 

0301040104 

90-279 

P 

CRANE, P A 

0301070099 

90-279 

P 

CRANE. P A 

0301070494* 

50-279 

F 

CRANE, P, A 

0301100154* 

90-133 

a 

CRANE, P A 

0301100225 

50-275 

p 

CRANE, P A 

8301120200 

90-275 

p 

CRANE, P, A 

6301130002 

50-133 

d 

CRANE, P. A 

0301130003 

50-279 

d 

CRANE, P A 

0301140435 

50-275 

p 

CRANE, P A 

8301200173* 

90-275 

A 

CRANE, P. A 

0301210170 

50-279 

R 

CRANE, P A 

0301270432 

50-279 

I 

CREED. J 

6301210140 

50-373 

8 

CREED, J 

0301200207 

50-341 

S 

CREED, J R 

9301070127* 

50-331 

0 

CREED, J. R 

9301110412* 

50-202 

0 

CREED, J. R 

CREED, J. R 

9301170103* 
0301 170386* 

70-2945 

50-295 

0 

CREED, J. R 

CREHS. J. L 

8301210173* 

8301030200 

70-2030 

50-361 

0 

CREHS, J L. 

0301040706* 

50-344 

0 

CRENS, d. L 

8301250398* 

50-397 

a 

CROCKER>H H. 

6301140145* 

50-334 

Q 

CROCKER. H ». 

9301270292* 

50-333 

Q 

CROCKER. H.H 

0301270344# 

50-206 

a 

CROCKER, K, 41 

0301310157* 

90-309 

Q 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEOOfiV 

CROPP.L 0 

6301260262 

RES 


CROPPi L 0 

0301260275 

RES 


CROPP.L 0 

8301280003 

RES 


CROPP.L 0 

8301280011 

RES 


CROPP.L 0 

0301280018 

RES 


CROPP.L 0 

0301280047 

RES 


CROSSMAN. M A 

8301030072* 

50-496 

O 

CROSSMAN, W A 

0301030294* 

90-498 

0 

CROSSMAN. H A 

6301100074* 

90-498 

0 

CROSSMAN. M A 

8301110342* 

50-456 

o 

CR08BMAN. W A 

0301240100* 

50-296 

0 

CROSSMAN, H A 

8301260161* 

50-362 

0 

CROSSMAN, W A 

8301200171* 

50-498 

0 

CROSSMAN, H A 

8301280329* 

50-498 

0 

CROUSE, R P 

8301030078 

50-346 

p 

CROUSE, R P 

0301060079 

S 0-346 

p 

CROUSE, R P 

8301060139 

50-346 

p 

CROUSE, R P 

8301060142* 

50-346 

p 

CROUSE, R P 

8301060156 

50-346 

p 

CROUSE. R P 

0301060300 

50-346 

p 

CROUSE, R P 

9301110557* 

50-346 

Q 

CROUSE, R P 

0301120094 

50-346 

P 

CROUSE. R P 

8301100126 

50-346 

P 

CROUSE, R P 

0301200066 

50-346 

P 

CROUSE, R P 

0301200070* 

50-346 

P 

CROUSE. R P 

8301210031* 

50-346 

0 

CROUSE, R P 

8301210241 

50-346 

p 

CROUSE, R P. 

8301290334 

50-346 

p 

CROW, W T 

8301070367 

4 0-6027 


CROW, W T 

8301070444 

40-0035 


CROW, W T 

8301070451 

70-36 


CROW, W T 

0301070490 

70-1067 


CROW, W T 

0301 I0040S 

70-1113 


CROW, W T 

0301 1 10062* 

70-2997 


CROW, W T 

8301210174* 

40-0763 


CROW. W T 

0301210186 

70-2972 


CROW. M T 

0301210204 

70-2964 


CROW, W T 

0301210306 

70-1151 


CROW, W T 

0301310037* 

40-6027 


CROWE, D S 

8301120096 

NUREO 


CROWLEY, D R 

8301040652* 

50-321 

0 

CROWLEY, B R 

0301040694* 

50-321 

0 

CROWLEY. 6 R 

0301250972* 

50-389 

9 

CRDWTHER, B 

0301140200 

PR 


CRUTCHFIELD, D 

8208120308* 

50-206 

0 

CRUTCHFIELD, D 

8210100029 

50-219 

P 

CRUTCHFIELD, D 

0212070310 

30-206 

P 

CRUTCHFIELD, D 

0212070310 

50-206 

P 

CRUTCHFIELD, D 

8301030194 

30-237 

P 

CRUTCHFIELD, D 

8301040207 

50-206 

P 

CRUTCHFIELD, D 

0301040211* 

50-206 

P 

CRUTCHFIELD, 0 

8301090204 

50-806 

P 

CRUTCHFIELD, D 

0301060109 

50-206 

P 

CRUTCHFIELD, D 

8301060192 

50-409 

P 

CRUTCHFIELD, D 

8301060192 

30-155 

P 

CRUTCHFIELD, D 

0301100207 

50-219 

P 

CRUTCHFIELD, D 

0301110309 

30-206 

P 

CRUTCHFIELD, D 

8301110362 

50-409 

P 

CRUTCHFIELD, 0 

8301120092 

50-245 

F 

CRUTCHFIELD, D 

0301130006 

30-244 

F 

CRUTCHFIELD, D 

6301130043 

50-244 

P 

CRUTCHFIELD, D 

6301130004 

50-409 

P 

CRUTCHFIELD, D 

8301100191 

90-29 

P 

CRUTCHFIELD, D 

0301180194* 

90-29 

P 

CRUTCHFIELD, D 

0301180190* 

90-29 

P 

CRUTCHFIELD, D 

0301100380 

90-255 

0 

CRUTCHFIELD, D 

8301200260 

90-219 

P 

CRUTCHFIELD, D 

8301210209 

90-237 

P 

CRUTCHFIELD, D 

8301210247 

90-206 

P 

CRUTCHFIELD, D 

8301240004 

90-196 

P 

CRUTCHFIELD, D 

8301240011* 

30-199 

P 

CRUTCHFIELD, D, 

8301240015 

90-298 

P 

CRUTCHFIELD, D 

8301240020* 

50-195 

P 

CRUTCHFIELD, D 

8301240024* 

90-295 

P 

CRUTCHFIELD, D 

8301240020 

90-237 

F 

CRUTCHFIELD, D 

8301240035* 

90-258 

P 

CRUTCHFIELD, D 

6301240061 

90-213 

P 

CRUTCHFIELD, D 

0301250350 

50-249 

P 

CRUTCHFIELD, D 

0301250600 

90-255 

P 

CRUTCHFIELD, D 

B30125060S* 

50-389 

P 

CRUTCHFIELD, D 

8301250614* 

50-299 

P 

CULVER, B K, 

8301110527# 

50-350 

0 

CUMERLATO, C L. 

8301100011 

NUREO 


CUMMINGS, 0, E 

8211090341* 

50-247 

a 

CUMMINGS, J J 

0301190425* 

COHKISBlON 


PERSONAL AUTHOR INDEX 


467 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORY 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

CUMMINOS. J J 
COHHIMOSrJ J 
COHrtINOSfJ J 
CUHrtINOSfJ J 
CUHrtll-lS. U £ 

8301190445* 
0301190457* 
0301 190463* 
0301190499* 
0301100006* 

COMMISSION 

COMMISSION 

COMMISSION 

COMMISSION 

50-313 Q 

DANCE, H C 

DANCE, H C 

DANCE, H C 

DANCE, H C 

DANCE. H C 

9301040445 

8301040453 

9301040464 

9301040505 

8301040524 

50-369 

50-269 

50-309 

50-537 

SO-413 

0 

0 

Q 

0 

Q 

DELOELLO. A (3 
DELOEORGE. L 0 
DEL6E0R0E, L 0 
DELOEORGE, L O 
DELGEORCE.L 0 

CUHHINS.J £ 
CUMMINS. J E 
CUNNINOHAH, A L 
CUKNINOHAtf. A L 
CUNNINGHAM. S E 

9301100200* 

0301280161* 

9301040736* 

8301250337* 

0301120500 

50-313 

50-302 

50-335 

50-327 

71-5926 

Q 

Q 

Q 

0 

DANCE, H C 

DANCE, H C 

DANCE, N C 

DANCE, N C 

DANCE. H C 

8301040529 

0301040570 

0301040572 

8301040573 

9301040387 

50-302 

50-369 

50-413 

50-250 

50-369 

0 

V 

0 

0 

0 

DELGECROE.L 0 
DELOEORGE. L 0 
DELGEORGE.L 0 
DELLA RATTA, A 
DELLA RATTA, A 

CUNNINGHAM. 0 E 
COMNINOHAM. 0 M 
CUNNINGHAM. 0 H 
CUNNINGHAM. 0 H 
CUNNINGHAM. L J 

0301120508 

8301070054 

8301170184 

0301310063 

0301100113* 

71-5939 

50-201 

50-275 

50-324 

50-245 

0 

G 

P 

S 

DANCE, H C 

DANCE. H C 

DANCE. H C 

DANCE, K C 

DANCE. K C 

9301040602 

830104D628 

9301040645 

9301040648 

8301040630 

50-369 

50-367 

50-321 

50-338 

50-321 

0 

0 

0 

fl 

Q 

DEUONO.S D 
DENI80,N. £ 
DENISON, E 
DENISON, E 

DENI 6 ON. £ 

CUNNIN0HAI1. L J 
CUNNINGHAM. L J 
CWJN1H0HA.M. R E 
CUNNINGHAM. R E 
CURRAN. A S 

8301100120* 

8301270419 

8301100439 

8301210115 

8301040707 

50-10 

IbE 

40-2061 

70-371 

50-247 

s 

T 

DANCE, H C 

DANCE, H C 

DANCE. H C 

DANCE, H C 

DANCE. H C 

8301040661* 

8301040694 

8301040727 

8301040780 

9301040790 

50-330 

50-309 

50-335 

50-369 

50-395 

0 

0 

a 

Q 

a 

DENNISTON.B F 
DENNISTON.S F 
DENTE, T J 

DENTE, T J 

DENTON, H R 

CURRAN. 0 

CURRAN. D 

CURRAN. 0 

CURRAN. 0 

CimRAN. 0 

0301120229 

8301120229 

8301120230 

8301120238 

0301120260 

50-443 

50-443 

SO-443 

50-443 

50-443 

0 

0 

0 

G 

0 

DANCE. H C 

DANCE, H C 

DANCE, M C 

DANCE, H C 

DANCE, H C 

8301040796 

03O1O6D354 

0301250007 

9301250131 

0301250148 

50-395 

50-302 

50-250 

50-364 

50-370 

0 

s 

0 

0 

Q 

DENTON, H R 
DENTON, H fl 
DENTON. H R 
DENTON, H R 
DENTON, H R 

CURRAN. 0 

CURRAN. D 

CURRAN. 0 

CURRAN. D 

CURRAN. D 

8301120260 

0301100120 

0301180120 

8301180183 

0301100183 

50-443 

50-443 

50-443 

50-443 

50-443 

0 

G 

0 

G 

0 

DANCE, H C 

DANCE, H C 

DANCE, H C 

DANCE , H C 

DANCE , H C 

0301250150* 

0301250168 

9301230206 

0301250239 

8301250246 

50-370 

50-335 

50-330 

50-424 

50-369 

a 

a 

0 

a 

a 

DENTON. K R 
DENTON, H R 
DENTON. H R 
DENTON. H R 
DENTON. H R 

CURRAN. D 

CURRAN. D 

CURflT. J 

CUftTIS.N W 

CUflTlS. N W 

0301250576 

0301280339 

0301250120* 

0301040149 

8301040212 

50-443 

50-443 

50-247 

50-337 

50-307 

0 

0 

R 

F 

F 

DANCE, H C 

DANCE. H C 

DANCE, H C 

DANCE. H C 

DANCE, H C 

9301230247 
B3012S0257* 
0301250399 
930(250396 
030 12 5042 S 

50-250 

50-250 

50-309 

50-309 

50-370 

a 

a 

a 

a 

a 

DENTON, H R 
DENTON, H R 
DENTON. H R 
DENTON, H R 
DERRS, P 3 

CURTIS, N U 
CLWTIS.N W 

CURTIS. N H 

CUflTlS. H H 

CURTIS. N M 

0301040249 

8301060341* 

8301100157 

8301100242 

0301100262 

50-307 

50-387 

PR 

PR 

PR 

P 

a 

DANCE, H C 

DANCE, H C 

DANCE, H C 

DANCE, H C 

DANCE, H C 

0301250425 

0301250436 

0301230437* 

0301250451 

0301250465* 

60-393 

50-309 

50-395 

50-302 

50-302 

a 

a 

0 

0 

Q 

DEBLAN0E3.H D 
DEUTCH. S 

DEUTCH, a 

DEUTCH, S 

OEUTC H, 8 

cunris. N w 

CURTIS. N M 

CURTIS. N N 

CURTIS. N W 

CURTIS. N W 

0301110390 
8301110479 
0301110523 
0301 140003 
8301 180370 

50-307 

50-387 

50-387 

50-307 

50-387 

0 

p 

p 

F 

P 

DANCE, H C 

DANCE, H C 

DANCE. H C 

DANCE. H C 

DANCE. H C. 

0301250473 

0301250481* 

8301250509 

Q30I250S13 

0301250543 

50-269 

50-269 

30-250 

S 0-395 
50-309 

a 

0 

0 

Q 

0 

DEUTCH, B 

DEUTCH, 8 

DEUTCH, 3 

DEUTCH. 3 

DEUTCH. S 

CURTIS. N tJ 

CURTIS. H W 

CURTiB. N t( 

CURTIS. N W 
CU3T0GIQ. D B 

0301260046 

0301270159 

0301200293 

8301280295* 

0301060150* 

50-387 

50-387 

50-337 

50-307 

50-219 

F 

F 

P 

P 

8 

DANCE. H C 

DANCE. H C 

DANCE. H C 

DANCE, H C 

DANCE. H C 

Q3012S062S 

0301250667 

0301250668 

8301250680 

8301250605 

50-269 

30-395 

50-309 

50-302 

50-370 

Q 

Q 

0 

a 

0 

DEUTCH, 8 
DEUTCHrB 

DEUTCH. 8 

DEUTCH. 8 

DEUTCH. S 

CUTCMIM. J M 
CUTCHIM, J. M 
CUTCHIM. J H 
CUTCHIN. J H 
CUTCHIN J M 

9301030003 

8301060171 

9301070297 

0301110059 

9301180050 

50-209 

50-440 

50-440 

50-440 

50-440 

0 

0 

0 

0 

0 

DANFORTH, D D 
OAMIELSON, D 
DAMIELBON. D 
DANIELSON. D H 
DANIELSON. D H 

8301240094* 

8301210099 

8301240091 

0301060191* 

0301170045* 

50-82 

50-237 

50-282 

50-346 

50-254 

I 

s 

8 

a 

0 

DEVINCENTIB. J 
DEVINCENTtS. J 
DEVINCENTIS. J 
DEVINCENTIB, J 
DEVINCENTIS, J 

CUTCHIM. J H 
CUTCHIN, J, M 
COTCHIN.J M 
CUTCHIN. J M 
CUTCHIN. N 

9301210135 

8301240114 

9301260012 

0301200169 

0301190197* 

50-440 

50-440 

50-209 

50-440 

50-289 

0 

0 

G 

0 

P 

DARBY, J U 
DAVEY.W B 
DAVIDSON. D R 
DAVIDSON. D R 
DAVIDSON. D R 

0301120115 

0301100295 

8301040121 

8301040167 

9301040337 

50-295 

PR 

50-440 

50-440 

50-440 

p 

E 

A 

A 

DEVINCENTIS, J 
DEVINCeNTlS. J 
DEVINCENTIS. J 
DEVINCENTIS, J 
DEVINCENTIB, J 

CJAJXOWSKt. C 
CIAJKOWSKI. C 
DALE. L F, 

DALE. L F 

DALE. L F 

0301110160 

8301240241 

0301110513 

0301130039 

8301130146 

50-261 

50-261 

50-416 

50-416 

50-416 

P 

P 

P 

A 

P 

DAVIDSON, D R 
DAVIS, A. D 
BAVIB.F C 

DAVIS, F C. 

DAVIS. J 0 

0301040347 

0301270287* 

0301270135* 

9301270155* 

9301100452 

50-440 a 

40-7327 

40-7327 

40-7327 

WASTE MOT 

DEVINCENTIB, J 
DEVINCENTIS, J 
DEVINCENTIS. J 
DEVINCENTIS. J 
DEVINCENTIS, J 

DALE,L F 

DALE. L.F. 

DALE. L F 
DALTROFF. 8 U 
DALTRQFf . 8. L 

8301140002 

9301200079 

9301270310 

9211300322* 

0301040493* 

50-416 

50-416 

50-416 

50-277 

50-277 

J 

P 

J 

P 

Q 

DAVIS, J 0 

DAVIS. J 0 

DAVIS, J 0 

DAVIS. J.H 

DAVIS. J. N 

9301190409 
0301100413 
930 1310067 
030 1 1 00279* 
9301180279* 

WASTE MOT 

HASTE MOT 

WASTE MOT 

50-142 0 

50-142 Q 

DEVINCENTIS, J 
DEVINCENTIS, J 
DEVINCENTIS, J 
DEVINCENTIS, J 
DEVINCENTIS, J 

DALTROFF. S L 
DALTROFF. 8 L 
DALTROFF. 8. 1. 
DALTROFF- 8 t. 
DALTROFF. S L 

9301060196* 
830114039S* 
0301 140433 
0301170350* 
0301240049 

50-277 

50-277 

50-277 

50-277 

50-277 

F 

0 

F 

0 

P 

DAVIS, M A. 

DAVIS, W H 

DE GUZMAN, M T 

DE GUZMAN, M T 
DEAR TEN. J A 

9301190118* 

8301100241 

9301170527* 

9301170533* 

0301120602 

50-263 

PR 

80-29 

50-29 

RES 

F 

P 

P 

DEVINCENTIB. J 
DEVINCENTIS. J 
DEVINCENTIS. J 
DEVINCENTIS. J 
DEVINCENTIS, U 

DALTROFF. a U 
DALTROFF. 8 L 
DANCE. H C 

DANCE. H C. 

DANCE, H C. 

0301260025 

8301270163 

8301040103 

0301040190 

8301040202 

50-277 

50-277 

50-330 

50-321 

50-424 

V 

F 

V 

Q 

Q 

DEARIEN.U A 

DEAS. 0 C 
DEOBAGE.A 0 
OEDBAGE.A 0 
OEBL.IEUX, R B 

0301190172* 
8301030149 
030(250164* 
9301250329* 
830 1 070303 

FOtA 

50-328 

30-370 

50-390 

50-382 

9 

0 

0 

A 

DEVINCENTIS. J 
DEVINCENTIB, J 
DEVINCENTIS. J 
DEVINCEMTia. J 
DEVINCENTIS. J 

DANCE, H C. 

DANCE. H C 

DANCE, H C. 

DANCE. H C. 

DANCE. H C. 

8301040210 

0301040232 

0301040338 

0301040371 

8301040420 

50-280 

50-330 

50-309 

50-309 

50-369 

Q 

Q 

0 

0 

V 

DEDS, 0. T 
DELANEY, J C, 
DELANEY. J C 
DELANEY, J C 
DELHELLOi A B 

8301250249* 

8301200071* 

8301280079* 

8301280126* 

B3D1040576 

50-261 

40-147& 

40-1470 

40-1478 

50-247 

0 

T 

DEVINCENTIS. J 
DEVINCENTIS, J 
DEVINCENTIS, J 
DEVINCENTIB. J 
DEVINCENTIS, J 


accession 

NUMgER 


9301040576 
B30 10403 17 
Q301 140047 
S301 140353 
0301 1 BOO 6 S» 

0301 lS007a» 
83012S0263» 
e30l2a02S9o 
830l06020e« 
030 I 3604 60* 

0301110516* 

0301180362 

8301200300 

8301210211 

0301310213* 

6301030357* 

0301070380* 

0301110196 

0301180295 

8203170149* 

8211010431* 

8212300305* 

8301030321 

9301030356 

8301050492 

8301070362 
0301 100087* 
0301100090* 
8301100098* 
830 1 1 10270* 

0301210343 

8301240199 

0301200033 

0301200409 

8301270290* 

83010402B4* 

0104210431* 

8301870025* 

8301270020* 

8301270034* 

8301270036* 

8301270030* 

8301270040* 

8301270047* 

8301270063* 

9301270095* 

8301270102* 

0301870111* 

9301270143* 

9301270145* 

9301050001 
930 1 OSOOO 1 
8301050046 
8301050046 
8301060251* 

8301060251* 

9301060339* 

8301060338* 

8301100077 

0301100077 

6301IDOOB9 

8301120106 

0301120106 

83OU2OI0S 

8301120185 

8301130019 
8301130010 
9301170369* 
0301 170369* 
8301210246 

0301210246 

8301250229 

0301250229 

8301250251 

030125025$ 

0301250346 

0301250420 

0301250428 

8301250606 

9301250606 

0301270412 

8301270412 

8301270425 

0301270425 

0301310125 


SUBJECT 

CATEOORY 


50-247 T 
50-237 P 
PRM 
PH 

50-295 0 

50-295 0 

50-454 0 

SO- to 0 
50-54 a 
70-1100 

50-315 S 
S0-27S P 
50-275 R 
50-275 P 
50-875 P 

COUTH ACT 
CONTRACT 
TOPfiEP 
TOPREP 
50-289 P 

50-209 H 
review OflP 
50-373 P 
50-447 E 
50-397 A 

50-373 H 
FOtA 

50-254 P 
50-245 P 
FOIA 

50-327 0 

50-437 A 
TOPREP 
SO-546 A 
50-133 fl 

50-236 S 

40-8007 

40-8007 

40-8007 

40-8007 

40-8007 

40-8007 

40-8007 

40-8007 

40-8007 

40-8007 

40-0007 

40-8007 

40-0007 

40-8007 

50-443 A 
50-443 A 
50-443 A 
50-443 A 
50-443 0 

50-443 Q 
50-443 0 

50-443 <J 
50-443 A 
50-443 A 

50-443 F 
50-443 A 
50-443 A 
50-443 A 
50-443 A 

50-443 A 
50-443 A 
50-443 a 
50-443 a 
50-443 P 

50-443 P 
50-443 P 
SO-443 / 

50-443 F 
50-443 f 

50-443 i 
50-443 i 
50-443 t 
50-443 I 
50-443 I 

50-443 I 
50-443 I 
50-443 1 

30-443 
30-443 


PERSONAL AUTHOR INDEX 


468 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

nFVINC£NTI5* J 

6301310125 

50-443 

A 

DIETZ. C R 

8301170443 

50-324 

S 

DIXON, 0 W 

8301170402 

50-395 

S 

niuiNCeNTISi J 

6301310133 

50-443 

A 

DIETZ. C R 

0301 170456 

50-324 

S 

DIXON, 0 U 

8301170413 

PR 


QE^>iNCENT18> J 

6301310133 

50-443 

A 

DIETZ. C R 

8301170472 

50-324 

S 

DIXON, 0 U 

0301170402 

SO -395 

S 

HFVfNiCEhtriS. J 

6301310137 

50-443 

A 

DIETZ. C. R 

0301170517 

50-325 

S 

DIXON, 0 H 

6301170S30 

90-395 

s 

DEVI NC ENT IS. J 

6301310137 

50-443 

A 

DIETZ. C R 

8301170921 

50-324 

S 

DIXON, 0 N 

6301200217 

50-395 

a 

DEUINCENTIS. J 

6301310140 

50-443 

F 

DIETZ. C R 

8301180324 

50-325 

S 

DIXON, 0 W 

Q301300322 

50-395 

s 

nF^INCEfiTlSi J 

6301310140 

50-443 

F 

DIETZ. C R 

8301180356 

90-325 

s 

DIXON, 0 N 

0301210008 

90-395 

s 


6301 160357 

50-409 

J 

DIETZ. C R 

8301200324 

50-324 

S 

DIXON, 0 U 

6301210010 

50-395 

s 


621 21 70033 • 

90-322 

A 

DIETZ. C. R 

6301200346 

50-325 

8 

DIXON, 0 W 

6301210043 

50-395 

s 

DEVINE. T 

62120202304 

50-373 

H 

DIETZ, C R 

03012502044 

50-324 

Q 

DIXON, 0 N 

6301240040 

50-395 

P 

nPUIHlsi T 

B301050119* 

50-358 

Q 

DIETZ, C R 

0301250210* 

90-324 

0 

DIXON, 0 N 

8301350432* 

90-395 

0 


830105012S» 

50-358 

0 

DIETZ, C R 

8301250597 

50-324 

0 

DIXON, 0 N 

8301260447 

50-395 

s 


63010602614 

50-358 

Q 

DIETZ, C R 

8301260303 

SO-325 

s 

DIXON, 0 W 

6301270160 

50-395 

R 

nFVIATE. T 

83010703664 

50-373 

K 

DIETZ, C. R 

8301260417 

90-324 

s 

DIXON, 0 W 

6301310263 

50-395 

P 

DEWEV. L a 

8211270735 

50-528 

G 

DIGGS. R H 

8301030310 

50-295 

p 

DOBRANICH. D 

8301060189 

50-289 

P 

neuEV. L 5 

8301040015 

90-522 

G 

DIOOS.R K 

0301090240 

50-267 

p 

DOBRANICH. 0 

0301060440 

50-295 

P 


8301070275 

50-522 

G 

DIG66, R M 

8301070030 

50-213 

0 

DOBRANICH, D 

6301060447 

NUREO 


D£N£Vr L 6 

0301310073 

50-522 

6 

DIOOS.R H 

8301070454 

50-409 

p 

DODDS, R T 

6301030029* 

50-460 

Q 

nEUITT.R B 

8301110300 

50-255 

Q 

DIGGS. R H 

8301070474 

50-155 

p 

DODOS. R T 

6301030061* 

90-508 

0 

DEYOUNO. R 

8301210222 

50-368 

0 

DIGGS. R K 

8301070534 

90-261 

p 

DODDS, R T 

8301030039* 

50-397 

0 

DEVaUNO.R C 

8208190269 

50-3 

0 

DIOOS.R H 

S30U 10695 

50-272 

p 

DODDS, R T 

6301030125* 

50-508 

a 

DEVaUNO. R C 

8301050365 

SO-324 

0 

DIOOS.R K 

03O1I0OS17 

90-395 

p 

DODOS, R T 

6301 030234* 

50-344 

0 

DEVOUNOi R C 

B30 1090369* 

50-324 

0 

DIOOS.R M 

03O121O33S 

90-311 

p 

DODDS. R T 

8301070229* 

50-344 

0 

DEYOUNOr-R C 

8301190420* 

COMMISSION 

DIONAN. T 0 

8301120235 

50-443 

0 

DODDS, R T 

8301120273* 

50-460 

0 

biCKERSON. K W 

9301180173* 

50-267 

0 

DIONAN, T 0 

8301120235 

90-443 

0 

DODDS, R T 

8301170496 

50-344 

9 

DICKEV.F 

0301040148* 

50-311 

s 

DIONAN, T 0 

0301180187 

50-443 

0 

DODDS, R T 

9301100171* 

so-5oa 

0 

DlCKEYiF 

8301040340* 

50-311 

8 

DIONAN, T 0 

8301180187 

50-443 

0 

DODDS, R T 

0301310307* 

50-908 

0 

DICKEYi F 

8301170537* 

50-31 1 

S 

DIONAN, T 0 

83011802304 

50-443 

0 

DODDS, R T 

8301310313* 

50-503 

0 

DiCKEVrF 

8301190313* 

50-272 

s 

DIONAN, T 0 

83011802304 

50-443 

0 

DDERFLEINiL T 

8301040643* 

50-333 

0 

DICKEV.F 

8301250433* 

50-311 

s 

DIONAN. T 0 

0301180235 

50-443 

0 

DOLAN, J E 

0301070276 

60-315 

ft 

DIEDERtCH.O 0 

8301070093 

50-373 

s 

DIONAN. T 0 

0301180235 

50-443 

0 

DDNDVA-OANTZ.N 

8301180291* 

50-142 

0 

DIEDERKH. G J 

8301070109 

50-373 

s 

DIONAN, T 0 

8301310220 

90-443 

0 

DonoaHON. J 

6301100338 

50-239 

p 

DIEOERICH. 0 J 

0301070142 

90-373 

8 

DIONAN, T 0 

8301310220 

90-443 

0 

DOUGHERTY, C J 

8301110263 

50-483 

A 

DIEOERICH. G J 

8301070167 

50-373 

S 

DIONAN, T 0 

8301310225 

50-443 

0 

DOUGHERTY, J 0 

0301210016 

50-333 

a 

DIEOERICH. C J 

8301070192 

50-373 

8 

DIONAN. T 0 

6301310225 

90-443 

0 

DOUGHERTY. J D 

0301210016 

90-333 

0 

lEDERICH.O J 

8301070365 

50-373 

s 

DllANNl.D C 

8301120462 

50-282 

p 

DOUGHERTY. J B 

6301210023 

50-338 

0 

lEDERICH. 0 J 

8301110338 

50-373 

S 

DILLON. 0 N 

0301310127 

50-247 

p 

DOUGHERTY, J B 

6301210023 

90-333 

0 

lEDERICH.O J 

8301110416 

50-373 

S 

DILLON, R T 

8301280003 

RES 


DOUGHTY, J 

6301140274 

PRM 


lEDERICH. 0 J 

8301110495 

50-373 

R 

OIRCKS. H J 

8105080473* 

90-358 

0 

DOVE, K 

8301130171 

FOIA 


lEDERtCH. 0 J 

8301240113 

50-373 

S 

0IRCK8. H J. 

8205030632* 

COMMISSION 

DOYLE, J 

6301240122* 

50-445 

0 

lEDERICH.O J 

8301280117 

50-373 

8 

DIRCKS, U J 

8207230202* 

FOIA 


DOZOIS, C L 

8301070479* 

CONTRACT 


lEDERICH. 0 J 

8301280151 

50-373 

6 

DIRCKS. N J 

8212130064* 

50-247 

p 

DRAGONETTE. K S 

8301160423 

HASTE HOT 

lEDERICH. 0 J 

8301280323 

50-373 

S 

DIRCKS, U J 

0212280497 

REV I EM 

ORP 

DRAGONETTE, K 8 

0301270039* 

40-8007 


MEGERT. K 

8301120023 

NUREO 


DIRCKS. H J 

8301030283 

50-327 

E 

DRAGONETTE, K 8 

6301270106* 

40-8007 


>IETCH. R 

8301030169 

50-362 

P 

DIRCKS. M J 

8301040061 

PR 


DRAKE, 8 J 

8301310251 

SO- 556 

0 

>IETCH. R 

8301040254* 

50-361 

Q 

DIRCKS, U J 

0301050151* 

50-358 

0 

DRIBKELU.W C 

6301120547 

RES 


}IETCN.R 

8301040283 

90-361 

P 

DIRCKS, U J 

8301060419* 

PR 


DROMERICK, A 

6301190428* 

COHMISSION 

}IETCN. R 

6301100103 

50-361 

P 

DIRCKB, W U 

830 I 060422* 

PR 


DROMERICK, A 

8301190443* 

COMMISStON 

JIETCN.R 

830U00107* 

90-361 

P 

DIRCKS. 14 J 

830 I 060428* 

PR 


DRUMMER, 0 H 

8301030270* 

CONTRACT 


JIETCH.R 

8301100191 

90-361 

8 

DIRCKS, H J 

0301070520 

REVIEU 

ORP 

DUBOIS, 0 L 

6301240073* 

50-290 

0 

>IETCH. R 

8301100266* 

50-206 

Q 

DIRCKS. U J 

8301100333* 

NUREO 


DUDOIS, D L 

8301280332* 

50-290 

0 

JIETCH. R 

83011 70044 

50-206 

P 

DIRCKS. (4 J 

8301110248 

FOIA 


DUCK. J. R 

8301040570 

50-302 

J 

JIETCH. R 

8301170047* 

50-206 

P 

DIRCKS. W J 

8301120513 

9ECY 


DUCK, J R 

0301190126 

50-250 

J 

lETCH. R 

8301180227 

50-361 

P 

DIRCKB. U J 

6301140021* 

FOIA 


DUDLEY, R 

8301070270 

50-155 

p 

•TCH, H 

8301180232* 

50-361 

P 

DIRCKS, 14 J 

8301140576 

COMMISSION 

OUOSTAD, D 

8301270173* 

50-202 

R 

CH.R 

8301200111 

50-361 

K 

DIRCKS. U J 

0301140600 

REVIEU 

ORP 

DUNAWAY, F R 

8301240136* 

50-295 

Q 

CN.R 

8301290121* 

50-361 

0 

DIRCKS, H 0 

6301 180481 

90-247 

H 

0UNDA6, W J 

03011 1061 S 

90-266 

J 

CH.R 

8301290394* 

50-206 

0 

DIRCKS. H. J 

8301190107 

50-358 

R 

DUNLAP, J M 

S301040454* 

S 0-334 

0 

CN.R 

8301270095 

50-362 

P 

DIRCKS, H U 

8301200023 

50-373 

H 

DUNLAP, J M 

6301310187* 

50-247 

0 

rCH. R 

8301270064* 

50-362 

P 

DIRCKS. U J 

8301240290 

PR 


0UPLE8SI8, S 

6301310205 

50-302 

T 

-T2.C R 

8301040399* 

50-324 

Q 

OIRCKS. H J 

8301240253 

PR 


DUPONT, D R 

6301180417* 

50-142 

G 

lETZ.C R 

8301070101 

50-325 

S 

OIRCKS. N J 

8301250026 

50-409 

H 

DUPONT, R L 

B301270279* 

90-247 

T 

^lETZ.C H 

8301070205 

50-325 

8 

OIRCKS, «4 J 

8301260242 

50-537 

A 

DUPREE, D 

8301270176* 

50-327 

B 

JIETZ.C R 

8301070207 

50-325 

8 

OIRCKS, «4 J 

8301280484 

50-359 

R 

DURGIN, W W 

8301260330* 

60-460 

A 

GIETZ.C R 

8301070221 

50-325 

8 

OIRCKS. (4 J 

83013103S3 

COMMISSION 

DURR, J P 

8301170300* 

90-272 

0 

>IETZ.C R 

8301070254 

50-324 

8 

OIRCKS, U J 

8301310391 

50-327 

P 

DURR, J, P 

8301170315* 

90-247 

0 

HETZ.C. R 

8301070267 

50-325 

8 

DIXON. A J 

6301140304 

PR 


DURR, J P 

6301170390* 

50-286 

0 

JIETZ.C R 

8301070285 

50-324 

8 

DIXON. D R 

8301290089 

90-262 

R 

DURR, J P. 

6301190328* 

50-443 

0 

DIETZ. C R 

8301170039 

50-325 

8 

DIXON, D R 

8301250093* 

50-262 

R 

DURR, J P. 

6301190353* 

50-220 

a 

DIETZ. C R 

8301170092 

50-324 

8 

DIXON. 0 14 

8212220401 

50-399 

S 

DURR, J P 

8301360399* 

50-410 

a 

DIETZ, C R 

8301170062 

50-324 

B 

DIXON. 0 H 

6301040252 

50-399 

8 

DURR, J P 

8301260445* 

90-247 

0 

DIETZ, C R 

8301170107 

50-329 

8 

DIXON. 0 14 

8301040320 

50-395 

P 

DURR, J P 

8301270457* 

60-354 

0 

DIETZ, C R 

8301170147 

50-324 

S 

DIXON. 0 H 

6301040373 

90-395 

P 

DUS, R 

6301070164* 

50-373 

fi 

DIETZ, C R 

8301170193 

SO-324 

8 

DIXON, 0 (4 

6301040507* 

50-395 

0 

DUTTON, D 

8301070010 

90-424 

8 

DIETZ, C R 

8301170206 

50-324 

8 

DIXON, a (4 

8301040681 

50-399 

P 

DUTTON. D 

8301070010 

90-424 

B 

DIETZ. C R 

8301170213 

50-325 

8 

DIXON, 0 H 

0301040718 

90-395 

P 

DUTTON, D 

0301070465 

50-424 

B 

IIETZ.C R 

8301170219 

50-325 

8 

DIXON, 0 (4 

8301040804* 

90-395 

G 

DUTTON. D. 

8301070465 

50-424 

s 

IIETZ.C R 

8301170222 

50-325 

S 

DIXON. 0 14 

8301060293 

90-395 

S 

OZWONAR.J 8 

8301100275 

PR 


IIETZ.C R 

8301170224 

50-325 

S 

DIXON. □ 14 

6301060360 

90-395 

B 

EAPEN.P K 

6301270418* 

50-272 

0 

IIETZ.C R 

8301170237 

50-325 

8 

DIXON, a H 

8301110209 

90-393 

6 

EARLEY, A F 

8301060145 

30-322 

0 

IIETZ.C R 

8301170297 

90-325 

8 

DIXON, a (4 

8301130026 

50-395 

P 

EARLEY, A F 

8301060145 

50-322 

0 

IIETZ.C R 

8301170328 

50-324 

8 

DIXON. 0 U 

8301130032 

90-399 

R 

EARLEY, A, F 

8301100114 

50-322 

0 

IIETZ.C R 

6301170365 

50-024 

8 

DIXON. □. H 

8301140088 

PR 


EARLEY, A F 

8301100114 

50-322 

Q 

IIETZ.C R 

6301170376 

90-324 

8 

DIXON. 0 H 

8301140091 

PRM 


EASTERLING, R G 

8301190377 

50-247 

P 

IIETZ.C R 

8301170423 

90-025 

a 

DIXON, 0 H, 

8301170095 

50-399 

8 

EASTERLING, R 0 

03O12SO434* 

50-247 

r 
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EASTWOOD, 0 

8301110109 

RES 


ECCUEBTOM, « T 

8301 190051 

50-293 

P 

CCKARDT, J H 

0301030104* 

50-520 

Q 

FCKER.R H 

0301 100038 

NURGO 


ECKERT, J P 

0301250268* 

70-27 


ECONOKCS, M 

8301250264* 

50-349 

0 

ESDI NOS, M 

8301270178* 

50-327 

R 

EDDLErrA.Nt N 

8301070321 

50-400 

0 

eddlekam, H 

8301130068 

50-400 

G 

eodleman. m 

8301140327 

PRH 


EDDl-EHANt N 

8301190150 

50-400 

0 

EEDLEMAN, U 

0301190215 

50-400 

G 

EDELHAfl. M R 

0301070306 

50-440 

S 

eOEUMAMtH R 

0301170227 

50-440 

S 

EDELHAW. M R 

8301170261 

50-440 

S 

EDEUHAN. M R 

0301210104 

50-440 

8 

EflELHMJ. M R 

0301210217 

50-440 

8 

EDELHANtH R 

0301250003 

50-440 

A 

EDELHAM. M R 

0301250101 

50-440 

E 

EDEUHANtM R 

0301250194 

50-440 

A 

EDEUHAN. M R 

0301250305 

50-440 

A 

EOELHAN. M R 

0301270210 

50-440 

A 

EDEUHANtM R 

0301200170 

50-440 

a 

EDEUHAN, H R 

8301200222 

50-440 

S 

EDOARtO U 

8301120256 

50-537 

0 

EDCARiO L 

8301250201 

50-537 

T 

EDOARtO L 

0301250201 

50-537 

T 

EOOARi 0 U 

0301250292 

50-70 

0 

EDOARtO U 

0301290292 

50-70 

G 

EDOAR.O L 

8301230477 

50-537 

0 

EDWARDS, D U 

S3010600B5 

40-3453 


EFFENDEROER. E 

0301240207* 

50-437 

A 

EFFENBEROER.E 

8301240213* 

50-437 

A 

EFFENDEROER. E 

8301240215* 

50-437 

A 

EFFENDEROER. E 

0301240219* 

50-437 

A 

SCAN. K 

0301060303 

50-302 


ECLE. D K 

8301290502* 

50-112 

0 

EICH. E 

8301250128* 

30-247 

R 

EICHEMHOLZ.H 

8301060284* 

50-29 

0 

EICHENHQUZt H 

0301200340* 

50-293 

Q 

EICHFNHOLZ. H 

0301260406* 

50-293 

Q 

EILPEfilN. S F 

0301200034* 

FOIA 


EISENHUT, D 0 

0212010507* 

50-338 

P 

EISENHUT, 0 0 

8212060349 

SO-3 

F 

EISENHUTt 0 0 

0212060356 

30-3 

P 

EISENHUT. D 0 

0212060336 

50-3 

P 

EISENHUT, D 0 

0212100336* 

50-330 

P 

EISENHUT. D O 

0212140103 

50-29 

P 

EISENHUTt D 0 

8212220443 

50-3 

V 

EISENHUT. 0 0 

8212220445 

50-3 

F 


E1S£NHUT< D 0 a2J227016<l)t 30-338 P 

EISEHHUTi D 9 0212200042 30-209 P 

EI8ENHUr-D 0 82I2a80032» 50-209 P 

ElBENHUrrO 0 8301030204 50-373 P 

EISENHjr. D O a30I030289« 50-373 P 

EISENKUTi D 0 8301030309 50-373 P 

ElBENHUr* D 0 0301030310# 30-373 P 

EIB£NHJr#D O 0301030329 50-458 A 

ErG£MHUT> 0 0 03O1O3O331* 30-488 A 

ElSENHUTiD Q 03O1O4OOO4# 50-220 P 

ElSENHUTi D 0 0301040009 50-341 A 

EISENHUTi 0 0. 8301040125 50-209 P 

EISENHUTjO 0 8301050031 50-443 0 

EtBENHUT* 0 0 030106004 1# 50-327 P 

EISENHUTj 0 O 0301070005 ORO 

EISENHUTi D 0 8301070009* ORO 

EI6EHHUT< 0 0 0301070369 30-134 P 

EISENHUTi 0 0 8301070372* 30-134 P 

EISENHOTi D 0 8301070375* 50-134 P 

EISENHUTt D 0 8301070396 50-350 A 

E1BENHUT>D 0 8301110134 50-10 P 

EISENHUri D 0 0301120070 50-3 V 

EISENHUTt DO 8301130182 50-275 P 

EISENHUTt D 0 8301140451 50-312 P 

EISENHUTt 0 0 8301140518 50-312 F 

EISENHUTt 0 0 0301140522* 50-312 F 

EISENHUTt D 0 0301190001 50-402 A 

EISENHUTt D.O 0301190002* 50-402 A 

EISENHUTt 0. 0 8301190004 50-440 A 

EISENHUTt D O 8301190008* 50-440 A 

EISENHUTt D O 8301200131 50-275 P 

EISENHUTt D 0 0301210107 50-275 P 

EISENHUTt D. 0 8301210133 50-247 P 

EISENHUTt D- 0 8301210209 50-520 A 

EISENHUTt D 0 8301210305 50-546 A 
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EISENHUT, D G 

8301210307* 

50-546 

A 

EISENHUT, D 0 

8301240232 

50-275 

P 

EISENHUT, 0 G 

830 1 250061 

HtSC 


EISENHUT, D 0 

0301260274 

50-277 

F 

EISENHUT, D 0 

0301200023 

50-362 

P 

EISENHUT. D 0 

0301280031* 

50-362 

P 

EISENHUT, D 0 

8301310034 

90-200 

F 

EISENHUTH.F T 

8301060268* 

50-307 

S 

EISENHUTH. F T 

8301060364* 

S 0-307 

S 

EL-ASHRY, M T 

0301060396 

50-259 

s 

EUDRED, D T 

8301240 1&9* 

50-346 

e 

ELIN. J 

0301140250* 

50-275 

Q 

EUIN, j 0 

6301030089* 

90-397 

Q 

EUIN. J 0 

6301250380* 

50-397 

0 

ELKINS, 0 6 

0301060087* 

50-317 

s 

ELKINS, D S 

6301060095* 

50-317 

s 

ELLERSHAH, L E 

0301140222* 

04999 


ELLERSHAU. L E 

0301250236* 

QA999 


ELUER6HAW. U E 

0301280346* 

0A999 


ELLIOTT, C M 

0301140331 

PRM 


ELLIS, J 

0301240103 

50-445 

0 

ELLIS. J 

8301240116 

50-445 

0 

ELLIS , J 

8301280254 

50-445 

0 

ELLIS, J 

0301280256* 

50-445 

0 

ELLIS , J 

8301200262* 

30-445 

0 

ELLIS, J 

0301310215 

50-445 

0 

ELL I a, T. S 

8301 120206 

50-322 

0 

ELLIS, T. 8 

0301120286 

50-322 

0 

ELLIS, T 8 

0301120327 

50-322 

0 

euLia, T s 

0301120327 

50-322 

a 

ELLY3DN. C 

0301270071 

XPORTLIC 


ELMS, A 

6301270377* 

50-213 

R 

EL8A9SER, T 

030 1 07004 1 

50-293 

0 

EL8AS8ER, T 

8301200346* 

50-293 

0 

ELSASSER, T 

8301260380* 

50-423 

0 

EUeASSER, T 

0301260406* 

50-293 

0 

ELSASSER, T C 

8301040799* 

50-245 

0 

EL8AS8ER,T C 

0301170339* 

50-213 

0 

EMCH, R 

0301070270 

50-155 

F 

EMINOER, H 

0301170354* 

NtSC 


ENGELHARDT. T F 

030 1 20005 1 *• 

FOIA 


ENGELKEM, R H 

8301040245 

50-361 

a 

ENGELKEM, R K 

8301040596 

50-460 

0 

ENGELKEM, R. H 

0301040769 

50-344 

a 

ENGELKEM, R. H 

0301070207 

50-508 

a 

ENGELKEM. R H 

B30U00253 

50-206 

a 

EPSTEIN. H 

8301270063* 

40-7327 


ERD, C 

8301090240* 

50-338 

0 

ERO.C H 

03010502014 

50-358 

0 

EffOMANtC A 

8301050070* 

50-59 

F 

ERIK80N, R. L 

9301100005 

NUREO 


ERNST. <1 L 

8301190165 

50-245 

a 

ERNST. 11 U 

8301190227* 

90-245 

a 

ETZWEILER. 0 F 

0301240036* 

50-322 

T 

EUOOKIMDFF.V N 

8301 100254 

PH 


EURV. L M 

8301030031 

50-324 

P 

EURY. L N 

8301040220 

50-324 

P 

EURY, L N 

8301040265 

50-261 

F 

EURYiL N 

0301040330 

50-261 

P 

EURY, L M 

6301050322 

50-324 

P 

EURY, L M. 

0301100210 

50-324 

P 

EURY. L W 

0301130011 

50-261 

P 

EURY. L N 

6301140201 

50-261 

P 

EURY. L U 

8301 1701 20 

50-400 

0 

EURY, L W 

8301260126 

50-26 1 

P 

EURY, L W. 

8301260249 

50-261 

P 

EVANS, C A 

0301240096* 

30-296 

0 

EVANS, C D 

8301040608* 

50-369 

0 

EVANB, C D 

B3O1290441* 

50-309 

0 

EVANS. L U 

0211170375 

70-143 


EVANS, L J 

8301030275 

70-607 


EVANS, L J 

8301030323 

70-27 


EVANS, L. U 

0301030320 

70-2957 


EVANS, L U 

8301030334 

70-2684 


EVANB. L. J. 

0301030336 

70-135 


EVANS, L. 0 

0301030340 

70-143 


EVANS. L. U 

0301030353 

70-143 


EVANS, L. U 

630 1030359 

70-25 


EVANS, L J 

6301030367 

70-1201 


EVANS, L U 

0301030370 

70-1113 


EVANS, L. J 

0301030372 

70-1151 


EVANS, L J 

830 1 03037 4 

70-25 


EVANS, L. J 

830 1 040000 

70-27 


EVANStU U 

8301040051 

70-143 


EVANS. L J 

830 104005 5 

70-143 
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EVANS. L J 
EVANStU J 
EVANS. L U 
EVANS. L J 
EVANS. L U 

EVANS, L U 
EVANS, L J 
EVANS. L J 
EVANS, L U 
EVANS, L J 

EVANStU J 
EVANS. L J 
EVANS. L J 
EVANStU J 
EVANStU J 

EVANS. U J 
EVANStU J 
EVANStU J 
EVANS. U J 
EVANS. U J 

EVANStU J 
EVANS. U J 
EVANS. U J 
EVANS. U J 
EVANS. U J 

EVANS. U J 
EVANB , U J 
EVANS , U J 
EVANS, U J 
EVANB, U J 

EVANStU J 
EVANStU >J 
EVANS, M 
FAIR. J R 
FAIRTIUE.K 0 

FAUCONGR. D 
FALCONER. 0 
FALCONER. D 
FAUUER, T H 
FAN, 9 8 

FAN, 8 9 
FARRAR. J P 
FARRELL, R E 
FA9AN0. A 
FASANO. A 

FAUUER, J R 
FAY, C.H 
FAY, C W 
FAYtC U 
FAY, C H 

FAY.C M 
FAY, C H 
FAYtC M 
FAY, C W 
FAY, C W 

FAYtC U 
FAYtC M 
FAYtC H 
FAY, C W 
FAY, C W 

FAY. C M. 
FAY.C W 
FAY.C H 
FAY.C M 
FAY.C M 

FAY.C M 
FAY.C W 
FAY.C W 
FAY.C M 
FAY.C W 


0301040060 

8301040081 

8301040105 

8301050010 

8301050018 

8301050020 

8301050023 

0301050026 

0301050029 

0301050033 

0301050030 

0301050040 

0301050042 

0301050047 

0301050051 

0301050056 

0301050089 

8301050000 

0301050093 

8301030094 

0301090096 
8301050112 
0301030149 
030 1030227 
8301050230 

0301050233 

0301050235 

8301050274 

S3010S02B0 

8301050267 

8301050299 

8301050324 

0301070260 

8301270447 

0301110639 

6301040463* 

8301040679* 

8301250630* 

0301100011 

8301210231 

8301210296 

6301260092 

8301210076* 

8301040400* 

0301060273 

8301310376 

0301040395 

8301070237 

0301070247* 

8301070349 

0301110171 
8301110100* 
8301110250 
830 1 1 40028 
0301170127 

6301170129* 

0301210019 

0301210042 

0301210050* 

0301210104 

0301210108* 

8301210192 

8301210195* 

0301210214 

8301210220* 

6301210254 

0301210250* 

8301240111 

0301240110* 

8301270148 


90-70 F 

70-734 

70-734 

70-371 

70-135 

70-36 

70-25 

70-390 

70-2945 

70-1201 

70-1297 

70-371 

70-1113 

70-371 

70-1201 

70-1151 

70-1100 

70-1201 

70-1257 

70-1113 

70-1151 

70-734 

70-820 

70-364 

70-734 

70-25 

70-1201 

70-143 

70-2950 

70-27 

70-824 
70-143 
50-275 0 

liE 

50-302 H 

50-269 Q 
90-269 0 

90-269 Q 
NUREO 

50-443 0 

50 - 44 ^ 0 

90-62 ' R 
90-319 O 
90-320 0 

90-320 8 

40-8502 
50-266 P 
50-266 S 
SO- 266 0 

50-266 P 

50-266 8 
50-266 3 

50-266 P 
PR 

50-266 B 

50-266 R 
50-301 a 
50-266 8 

50-266 0 

50-266 S 

50-266 S 
50-266 S 
50-266 6 

50-266 S 
50-266 8 

50-266 8 

50-266 9 

50-301 S 
50-301 8 

90-266 H 


FAY.C W 
FAY.C M 
FEIERABENOtC D 
FEIL. R A 
FEITHNECHT, C 


8301270104 
0301270395 
8301 140000* 
0301250308* 
8301040556 


50-266 P 
50-266 0 
50-202 0 
SO-397 0 
90-334 R 


FEITKNECHT, C, 
FELTON, 0 M 
FELTON, 0 M 
FELTON, U M 
FELTON, J M 


8301040560* 

0301030131 

0301040158 

8301050034 

@301050063 


SQ-334 R 
50-348 F 
50-295 F 
50-320 R 
50-313 F 


FELTON, J M 
FELTON. J M 
FELTON. J ti 
FELTON. J M 
FELTON, J M 


8301050071 

0301050079 

8301090000 

8301090120 

0301050176 


50-350 Q 
S0-S9 F 
50-280 F 
50-307 F 
50-244 F 
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NUMBER 
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FELTONr J H 


9301030185 

50-313 F 

FELTON, J « 


8301050219 

50-32! F 

FELTON. J t1 


83O10S0497 

50-285 F 

FELTON. J f1 


B3O1O&O0OA 

50-267 F 

FELTON. J M 


8301000008 

50-263 P 

f ELTON. J rt 


8301060178 

50-263 F 

FELTON. J N 


8301060193 

50-277 F 

FELTON. J N 


8301060212 

50-454 F 

FELTON. J f1 


830107001! 

50-254 F 

FELTON. J t1 


8301070034 

50-10 F 

FELTON. J n 


B301070057 

50-264 F 

FELTON. J « 


8301070472 

50-369 F 

FELTON. J 11 


8301070485 

50-275 F 

FELTON. J « 


8301070302 

50-205 F 

FELTON. J h 


8301070313 

50-317 F 

FELTON. J M 


0301070539 

50-320 F 

FELTON. J h 


8301070547 

50-254 F 

FELTON. J n 


8301070534 

50-29 F 

FELTON. J » 


8301070567 

50-369 F 

FELTON. J H 


8301070586 

50-213 F 

FELTON, J H 


8301070597 

50-309 F 

FELTON. J H 


8301070601 

50-373 F 

FELTON. J 11 


8301070606 

50-29 F 

FELTON, J N 


0301070609 

50-298 F 

FELTON, J M 


0301070614 

50-182 F 

FELTON, J M 


0301070620 

50-346 F 

FELTON, J M 


0301100050 

30-440 A 

FELTON, J M 


0301100336 

50-269 P 

FELTON. J M 


0301100341 

FOIA 

FELTON. J M 


0301100346 

FOIA 

FELTON, J H 


0301100393 

30-280 0 

FELTON, J M 


0301100406 

FOIA 

FELTON, J M 


8301100411 

50-313 F 

FELTON, J M 


8301100418 

50-443 F 

FELTON, J H 


83011 10010 

40-672 

FELTON, J H 


0301110032 

FOIA 

FELTON. J M 


8301110034 

FOIA 

FELTON. J M 


0301110041 

FOIA 

FELTON, J M 


0301110048 

50-155 P 

FELTON. J M 


0301110090 

50-312 F 

FELTON. J N 


8301110402 

FOIA 

FELTON, J « 


0301110622 

50-286 F 

FELTON. J « 


0301110629 

FOIA 

FELTON, J « 


0301110633 

50-271 F 

FELTON. J M 


0301110648 

50-254 F 

FELTON. J M 


0301110652 

50-367 F 

FELTON. J tt 


8301110664 

50-10 F 

FELTON. J M 


8301120012 

50-282 F 

FELTON. J M 


8301120021 

50-373 F 

FELTON. J H 


8301120031 

FOIA 

'^ELTOH.J H 


8301120034 

50-317 F 

ELTON, J M 


8301130169 

FOIA 

LTON,.; H 


8301140019 

FOIA 

■LTON,J M 


8301140491 

70-143 

LTON, J H 


8301140528 

50-142 0 

LTaN,J K 


8301140501 

FOIA 

LTQN.J H 


8301180007 

FOIA 

iLTON.J H 


8301 180055 

50-440 0 

ELTON. J H 


8301180524 

50-320 F 

FELTON. J M 


8301180530 

50-259 F 

FELTON, J K 


3301180533 

50-369 F 

FELTON. J K 


3301190020 

50-346 F 

FELTON. J M 


8301190031 

50-155 F 

FELTON. J M 


830117(1041 

50-387 F 

FELTON. J H 


8301170063 

50-348 F 

FELTON. J. H 


8301170081 

50-335 F 

FELTON. J K 


8301170089 

70-143 

FELTON, J « 


8301170096 

50-321 F 

FELTON, J H 


8301190103 

70-146 

FELTON, J H 


8301170111 

50-263 F 

FELTON, J « 


0301170135 

50-223 F 

FELTON, J M 


8301170143 

50-3 F 

FELTON, J. M 


8301170145 

50-3 p 

FELTON, J. M 


0301170147 

30-315 F 

=ELTflN, J M 


0301170160 

50-3 F 

ELTON. J N, 


0301170169 

30-313 F 

ELTON. J (1 


0301170173 

50-305 F 

ELTON, J H 


0301170173 

30-230 F 

ELTOM, J H 


0301170186 

30-220 F 

ELTON, U M 


0301190370 

50-213 F 

ELTON. J H 


03OU7O3BO 

50-219 F 

ELTON, J H 


03OU7O3B5 

30-244 F 

ELION. J f1 


e301170472Hl 

COMM 1 68 ION 

ELTON, J M 


0301200016 

FOIA 

ELTON, J H 


0301200021 

50-622 A 
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8301200153 

50-275 

A 

FELTON, J M 

8301200167 

50-329 

A 

FELTON, J M 

8301260261 

50-352 

F 

FELTON, J rt 

G30i260Z66 

50-219 

F 

FELTON, J M 

8301260304 

50-206 

F 

FELTON. J M 
FELTON, J H 
FELTON, J H 

8301270015 

8301270482 

8301270493 

40-6007 

FOIA 

FOIA 

FELTON, J M 

8301260045 

40-1478 

FELfON, J M 

8301310007 

50-346 

F 

FELTON, J M 

0301310010 

50-346 

F 

FELTON. J M 

8301310026 

50-346 

F 

FELTON. J M 

0301310398 

50-346 

F 

FELTON. J M 

8301310420 

50-77 

F 

FELTZ, D E 

8301310082 

50-128 

P 

FEROUSON.O A 

8301050129 

50-338 

0 

FERGUSON, R E 

83011804051* 

50-155 

P 

FERGUSON, R L 

0301040614** 

50-460 

0 

FERGUSON, R L 

a3oioso49a« 

50-397 

A 

FERGUSON, R L 

8301070313* 

50-508 

0 

FERUAND. E J 

8301100044* 

50-245 

P 

FEHLAND.e J 

8301100044* 

50-245 

P 

FERLANOrE J 

8301100131* 

50-245 

S 

FERUAND, E J 

8301100131* 

50-245 

s 

FEPLAND. E J 

3301100147* 

50-245 

0 

FEKLAND. E J 

0301 100147* 

50-245 

S 

FEHLAND.E J 

8301100175* 

50-245 

s 

FERNANDEZ, W 

8301170476* 

50-333 

8 

FERNANDEZ. W 

8301190362* 

50-333 

s 

FIDERELLI.O 

8301140362* 

50-528 

Q 

FIEDLER. P D 

0301080059 

50-219 

0 

FIEDLER. P Q 

8301060090 

50-219 

8 

FIEDLEK.P B 

030/060138 

50-219 

0 

FIEOLER.P 8 

8301060150 

50-219 

6 

FIEDLER. P B 

8301140062 

50-219 

8 

FIEDLER. P B 

8301140135 

50-219 

8 

FIEOLER.P B 

8301170144 

50-219 

P 

FIEOLER.P B 

8301190333 

50-219 

S 

FIEOLER.P B 

8301190382* 

50-2/9 

F 

FIEOLER.P B 

830I1903S3* 

30-2/9 

F 

FIEOLER.P B 

8301200312 

50-219 

P 

FIEOLER.P B 

8301260267* 

50-219 

F 

FIEOLER.P B 

8301260404 

30-219 

S 

FIEOLER.P B 

8301260415 

50-219 

0 

FIEOLER.P 8 

8301260449* 

50-219 

0 

FIEOLER.P B 

8301260453* 

50-219 

Q 

FIEOLER.P B 

0301270269 

30-219 

R 

FIEDLER. P B 

Q3QtSB00B{ 

50-2/9 

P 

FIEOLER.P B 

83012800S6* 

50-219 

P 

FIEOLER.P B 

8301260111* 

30-219 

0 

FIEOLER.P B 

8301280179 

50-219 

8 

FIEOLER.P B 

8301260291 

30-219 

P 

FIELDS. H C 

B21S22Q407* 

50-393 

s 

FIELDS, H C 

8301040290* 

50-395 

6 

FIELDS, H C 

8301060299* 

50-395 

8 

FIELDS, H C 

8301170535* 

50-395 

S 

FIELDS, H C 

6301210009* 

50-393 

S 

FIELDS, H C 

8301210053* 

50-395 

8 

FIELDS. H C 

FIELDS, J 

FIELDS, J 

8301260454* 

8301270514 

8301310015 

50-395 

CONTRACT 

CONTRACT 

S 

FIELDS, J A 
FINOLEV.D E 

8301260007 

8301070463* 

50-320 

70-687 

P 

FINKEL, A 

8301190321* 

50-398 

0 

FINKEL, A E 

8301170287* 

50-352 

0 

FINKEL, A E 

FINLEY, N C 

8301310176* 

8301170022 

30-410 

NUREO 

0 

Flt/BTON.ft A. 

8301070219 

50-141 

P 

FIORELLI.O 

8301050239* 

50-358 

0 

FISCHER. D C 

8301160090 

50-272 

F 

FISH, H 

8301160464* 

50-247 

H 

FISH.R F. 

8301070094* 

50-275 

0 

FISH, R F 

6301310293* 

50-344 

Q 

FITZ.C T 

8301070332 

50-522 

0 

fitzoerald 

8301140393* 

80-445 

Q 

FITZOERAUD, J A 

8301310250* 

50-272 

0 

FITZOERALD, J A 

S30I3102S4* 

50-272 

0 

fitzoerald, j a 

8301310261* 

50-272 

0 

fitzoerald, M J 

8301140140* 

50-219 

8 

FITZPATRICK,® 

FLACK, E 

FLACH , E 

FUEENOH.C 

FLEENSR.C 

FLEENQH.C. 

030(100149* 

8301100078 

030(100081 

8301070384 

8301070413 

6301070456 

50-266 

lt<E 

I6E 

CONTRACT 

CONTRACT 

70-607 

0 



ACCESSION 

SUDJECT 

AUTHOR 

NUMBER 

CATEGORY 

FLEENOR, C 

8301070470 

CONTRACT 

FUCENOR, C 

8301120531 

CONTRACT 

FIEENOR.C 

8301210292 

CONTRACT 

FLEENOR, C 

8301210322 

CONTRACT 

FLEENOR, C 

B30121032S 

CONTRACT 

FLEENOR. C 

0301210329 

CONTRACT 

FLEISHER.W L 

6301040716 

50-247 


FLEISHER.W L 

0301170201 

50-247 

1 

FLEISHER. Z S 

0301210219 

30-247 

0 

FLEIOHER. Z S 

0301280241 

50-247 

« 

FI EMI NO. T 

0301060032 

40-8743 


FLEMING. T E 

8301120373 

40-8452 


FLEMING, T E 

0301180453 

HASTE MOT 

FLEMINO.T E 

0301250661* 

40-0452 


FLEMINO. T E 

8301310366 

40-299 


FLIPPO, T A 

9301280161* 

50-302 

0 

FUITTON.V E 

8301190462 

RES 


FLOYD, J M 

83011 70431* 

50-416 

fi 

FLYNN. J 0 

8301110121 

30-358 

K 

FLYNN, J. 0 

8301210064 

50-358 

K 

FLYNN, J D 

8301210245 

50-358 

A 

FLYNN. M J 

8301310412 

CONTRACT 

FLYNN, S F 

0301250447 

50-261 

c 

FOGARTY, 0 J 

8301(10373* 

50-206 

0 

FOLEY, r 

8301140171* 

50-247 

0 

FOLEY. T. 

6301310200* 

50-247 

0 

FONNER.R L 

8301120010 

70-143 


FONNERiR L 

8301180494 

27-48 


FOOTE, 8 

8301040638* 

30-220 

p 

FOOTE, 8 

8301040647* 

50-220 

p 

FOOTE, a 

8301040655* 

50-220 

p 

FOOTE, 8 

8301040662* 

50-220 

p 

FORD. G V 

03OIO7OI99* 

50-373 

a 

FORD, 0 V 

8301380159* 

50-373 

6 

FORD, J T 

8301110016 

71-6274 


FORD.J T 

8301110033 

70-1201 


FORD, J T 

8301120394 

70-1201 


FORTUNA.R A 

8301 140393* 

30-445 

0 

FOGTER. L 

8301030365* 

30-315 

Q 

FOSTER. L E 

8301180344* 

30-142 

0 

FOSTER, g E 

8301030239* 

0A999 


FOSTER, g E 

0301140343* 

flA799 


FOULEY. J M 

8301110539* 

50-293 

P 

FOgiNKLE. E g 

0301100176 

PR 


FOX, C 

8301210280 

S0-4ol 

Q 

FOX.C 

8301210280 

50-461 

0 

FQX.C D 

8301210215 

30-461 

0 

FOX.C 0 

8301210215 

30-461 

0 

FOX.C D 

0301210215 

30-461 

0 

FOX.C 0. 

0301210215 

50-461 

0 

FOX.C E 

6301110021 

71-9032 


FOX.G 

8301040327* 

30-135 

0 

FRAHM. R 

B301030161* 

50~3El 

e 

FRAHM, R 

8301040160* 

50-31 1 

8 

FRAHM, R 

8301060239* 

50-31 1 

s 

FRAHM. R. 

0301060301* 

50-311 

8 

FRAHM, R 

8301060405* 

50-311 

8 

FRAHM, R 

8301140191* 

50-31 1 

S 

FRAHM, R 

8301140266* 

50-272 

S 

FRAHM. R 

8301170419* 

50-311 

a 

FRAHM. R 

8301190348* 

50-311 

s 

FRAHM. R 

8301190361* 

50-311 

a 

FRAHM, R 

8301250373* 

50-311 

e 

FRAHM, R 

8301280203* 

50-311 

s 

FRALEY, R F 

8301100436* 

FOIA 


FRAME, P g 

8301050524 

RES 


FRAME. P g 

8301060438 

70-364 


FRANCIS, E 

8301140111 

40-299 


FRANC IS, E 

8301140422 

40-299 


FRANC IS, E 

8301310377 

40-4492 


FRANCIS. E 

8301310378 

40-299 


FRANCOIS, E 1. 

8301280266* 

aA999 


FREDRICKSON, P 

830125D490* 

90-269 

a 

FREEMAN, M 6 

9301100199* 

30-416 

s 

FREEMAN. H 8 

0301170240* 

90-416 

s 

FREEMAN, K 3 

8301170422* 

90-416 

s 

FREEMAN, M S 

0301170479* 

90-416 

6 

freeman, M 6. 

8301200277* 

90-416 

S 

FREEMAN, H 6 

9301210004# 

30-416 

6 

FREEMAN, M 8 

8301260456* 

30-4 J6 

fi 

FREEMAN, M 8 

6301260489* 

90-416 

8 

French, L d 

8301170320* 

90-29 

S 

FREY, D 0 

9301040234 

50-946 

H 

FREY, 0 0 

8301140274 

PRM 


FREY, D 0 

8301140400 

PR 
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ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEOOfiY 


fSEViO 

8301170336 

50-546 

A 

fiiEVxJ H 

a301I1066S» 

COMMISSION 

fAEVaJ K 

83011 I0674» 

COMMISSION 

FEEV>J K 

8301140499* 

COMMISSION 

FUICK^FI J 

8301370376* 

50-219 

R 

friedhani k a 

8301350433* 

QA999 


friedham. L r 

S301S60377* 

State Prog 

FflOUNEELKER. R 

8301110204 

50-155 

U 

FflOUN-PELKeR. R 

esoiiiosss 

50-255 

J 

FfiOUHFELRER. fi 

8301 110563 

50-265 

J 

FItYEi J H 

8301310255 

50-142 

0 

FUHRKAH. 0 R 

0301250398 

50-317 

R 

FULLEAi C 

8301 laoiss* 

50-267 

S 

FULLER • C 

8301100329* 

50-267 

8 

FULLER. C 

8301180364 

50-267 

8 

FULLER. C 

0301180372* 

50-267 

S 

FULLER. C 

8301310344* 

50-267 

8 

fuller. C H 

8301180003* 

50-267 

8 

fuller. C H 

8301200176* 

50-267 

S 

fULLUOOD.R R 

8301100049 

NUREO 


FUROAL. 0 T 

8301260263 

RES 


furoal. D T 

830136027S 

RES 


FUROAL. D T 

830138001 1 

RES 


FUROAL. D T 

8301200018 

RES 


furcal. d t 

8301200047 

RES 


FURR. 0 U 

8301180308 

50-261 

F 

CADiA K 

8301120235 

50-443 

0 

CAD, R K 

8301120335 

50-443 

0 

OAO. R K 

8301180107 

50-443 

0 

OAD.R K 

8301100187 

50-443 

G 

CAO.R K 

8301 180329 

50-443 

0 

OAD.R K 

0301100229 

50-443 

0 

OAD. R K 

0301100330* 

50-443 

0 

OAD.R K 

0301100230* 

50-443 

0 

OAO.R K 

8301180235 

50-443 

0 

OAD.R K 

8301180235 

50-443 

0 

OAD.R K 

0301310220 

50-443 

0 

OAD. R. K 

0301310330 

50-443 

0 

OAD.R K 

8301310235 

50-443 

0 

OAD.R 

830131022S 

50-443 

0 

CADLER.3 

8301100237* 

50-245 

8 

OADOU.O R 

8301270192* 

50-409 

R 

OACE. L 

8301040400* 

50-320 

0 

OAOHARQO.d E 

8301040204 

50-382 

0 

OAOLIAROa. U E 

8301100075 

50-267 

p 

OACLIARDQ. J E 

8301210225 

50-267 

p 

9ALCINT0S.0 

8301100001 

NUREO 


OALLC. J 

0301040453 

50-155 

0 

OALLO. J 

8301040453 

50-155 

0 

OALLO, J 

0301120232 

50-155 

0 

OALLO. U 

0301120232 

50-155 

0 

OALLO. J 

8301130064 

90-454 

0 

OALLO. J 

8301130064 

50-454 

0 

OALLO. J 

8301250471 

50-155 

0 

OALLO. J 

8301250471 

50-155 

0 

OALLO. J 

8301250604 

50-556 

0 

OALLO. J 

8301250604 

50-556 

0 

OALLO. J 

8301250619* 

50-556 

0 

OALLO. J 

8301250619* 

50-556 

0 

OALLO. R 

8301310357* 

90-309 

0 

OALLO. R. H 

8301040720* 

90-322 

0 

OALLO. R K 

0301060284* 

90-29 

0 

GALLO. R H 

8301260430* 

50-271 

0 

OALLO. R H 

8301270488* 

50-443 

0 

0AHBLE.D H 

0301050330* 

50-390 

T 

0AK9LE.D H 

8301050305* 

50-350 

0 

OAHDLE.D H 

0301190459* 

COMMISSION 

OAmiE.O 11 

8301 110598 

90-317 

J 

OAHMILC-.M P 

8211180534* 

90-334 

0 

OAHPU. F. jC 

8301140404 

PR 


emz.D L 

8301100164 

PR 


8ARCIA.e M 

8301140416* 

50-394 

0 

GARCIA. E H 

8301310327* 

SO-113 

0 

OARCIA.P J 

8301120359 

40-3453 


oarcia.p j 

8301260108 

40-1162 


OARCIA.P J 

8301 260 11 5 

40-8690 


OAROE. R 

8212020230* 

50-373 

H 

GARDE. a P. 

0301070366* 

50-373 

H 

GARNER. L U 

0301040434* 

90-324 

Q 

GARRICK. B J 

8301210039* 

50-329 

T 

OARRICK. Q J 

8301210039* 

50-329 

T 

GARRICK. B 0 

0301270300 

50-247 

T 

GARRICK. B J 

0301270300 

50-247 

T 

GARRiriS. S 

8301180264 

50-443 

0 

OARFITV. J. H. 

8301030159 

50-309 

F 



ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

OARRITY.J H 

3301040179 

50-309 P 

OARRITV.J H 

6301060369 

50-309 S 

OARRITY. J H 

8301070286 

50-309 P 

OARRITY.J H 

8301070338 

50-309 P 

OARRITY. J H 

83011 10483 

90-309 P 

OARRITV.J H 

8301140233 

50-309 F 

OARRITY, J H 

8301 170505 

50-309 0 

OARRITY, J H 

8301240120 

50-309 P 

OARRITY, J H 

8301250041 

50-309 P 

OARRITY, J H 

8301250084 

90-309 P 

OARRITV.J H 

8301250579 

50-309 P 

OARY, R J 

8301040945 

90-445 S 

GARY, R J 

8301060271 

50-446 S 

OARY. R J 

8301100073 

50-445 S 

GARY.fi J 

0301100355* 

90-446 Q 

OARV.R J 

8301210122 

90-445 8 

GAVNDR.R K 

8301100305 

27-39 

OAYNOft, R K 

8301280139 

27-39 

GEARS, G 

8301140510 

90-277 P 

GEARS, 0 

8301260267 

50-277 P 

GEE. 0 U 

8301100005 

NUREO 

GEIGER. E L 

0301270050* 

40-8007 

OELEIN.R 

0301 190426 

NUREO 

OERDEMAM.F H 

8301030303 

40-8690 

OERETV, H F 

8301250313 

50-219 J 

GERETY.H F 

03OJ2SQ44S 

50-219 J 

GERNER.L 

8301 110649* 

90-294 F 

OERBTNER. W C 

8301240026 

SO- 461 0 

OERTMAN, 0 1 

0301120410 

RES 

QERT8CH, A J 

030 1270190* 

90-313 R 

OETTV.B C 

8301200020* 

60-133 8 

OHOSH.T K 

0301100400* 

90-155 P 

OtnOONS, T D 

0301250663* 

90-416 0 

GIBSON, A F 

8301040474 

70-1113 

OIDBBN.A F 

8301040725 

7G-143 

01D8DN. A F 

8301040738* 

70-143 

OlOSON.A F 

8301040766 

70-143 

OIOSON.A F 

8301250278* 

70-27 

01 BOON, J 

8301270031* 

S 0-336 R 

OIDSON.L S 

0301(10552 

50-329 P 

OIDBON.L 8 

8301210039* 

50-329 r 

OIESLER.C N 

8301040557 

90-305 P 

OIESLER. C. U 

8301070264 

50-305 P 

OIESLER.C H 

830(100200 

50-305 P 

OIESLER.C H 

8301110464 

90-305 0 

OIESLER.C VI 

8301110506 

90-305 J 

OIESLER.C H 

8301170232 

50-305 P 

OIESLER.C U 

8301170412 

50-30 S P 

OIESLER.C N 

0301170420 

90-305 P 

OIESLER.C U 

8301180078 

90-309 P 

OIESLER.C It 

8301 1801 15 

50-309 P 

OIESLER.C N 

8301 180376* 

90-305 0 

OIESLER.C VI 

0301190176* 

90-309 F 

OIESLER.C M. 

830 12 10035 

50-309 P 

OIESLER.C H 

8301210276 

50-309 S 

OIESLER.C VI 

0301270277 

50-309 R 

OIUDERT.L D 

8301100074* 

50-490 0 

OILBERT. L D 

6301170233* 

50-446 0 

GILBERT. R A 

8301210167 

90-237 P 

OILBERTO. D E 

8301040452* 

50-263 0 

OILCHRIST.J E 

8301260147 

40-0064 

OILDENHORN.A 

8301250690 

CONTRACT 

OILDENHORN.A J 

8301110642 

CONTRACT 

OILDENHORN. A J 

0301260043 

CONTRACT 

OILDENMORN. A J 

8301280516 

CONTRACT 

0IUIN9KY. V 

8301190435* 

COMHiaSION 

OILLELAND.J E 

8301100127* 

90-259 0 

OILLELANO.J E 

8301200103* 

50-327 A 

OILLELANO.J E 

8301200108* 

90-327 A 

OIULELAND. J E 

8301200191* 

90-327 A 

GILLEN. D. M 

8301120473* 

40-8681 

GILLEN. 0 M 

8301260075* 

40-4498 

OILLEN. D, M 

8301260120 

40-4492 

OILLEN. D. M 

8301260221 

40-8681 

OILLEN. D H 

8301260292 

40-4492 

OILMAN. A R 

7902060189* 

40-672 

OILMAN, A R 

8001020309* 

40-672 

OILMAN, A. R 

6301110024* 

40-672 

OILMAN. A R 

0301110050* 

40-672 

OILMAN. A R 

0301110053* 

40-672 

OILMAN, A. R 

0301 110056* 

40-672 

OILMAN. A R. 

8301110060* 

40-672 

OILMAN. A R. 

8301110077* 

40-672 

OILMAN. A R 

8301110079* 

40-672 

OILMAN. A. R 

8301110081* 

40-672 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

0 1 LMAN. A R 

03011 10087* 

40-672 


OILMAN, A R 

0301 110(35* 

40-672 


eiNEVAN. M E 

8301310361 

MISC 


OINSDERG. T 

8301120(96 

NUREO 


GLASS. S M 

0301140026* 

50-247 

0 

GLEASON, J F 

6301240086* 

50-322 

T 

GLEASON, J P 

0301120315 

50-247 

0 

GLEASON, J P 

8301 120339 

50-247 

G 

GLEASON. J P 

8301 120344 

50-247 

0 

GLEABON, J P 

0301100267 

90-247 

0 

OLEABON.J P 

6301190177 

50-247 

0 

GLEASON. J P 

8301250455 

SO -247 

0 

GLENN. J 

8301110015* 

40-672 


GLENN. J E 

03011(0032* 

40-672 


GLENN, J E 

6301260377* 

8t«.6e Prog 

GLOVER. M 

6301070460* 

50-369 

F 

GLOVER, M S 

8301180542* 

50-369 

F 

OODDARD. R J 

8301090199 

50-461 

G 

OODMIN. N A 

0301 120236 

50-440 

0 

ODDY. A T 

8301040454* 

50-334 

0 

ODDV. A T 

8301060093* 

50-220 

0 

OODY. A T 

8301060800* 

50-54 

0 

OODY. A T 

B301UOI6S* 

90-322 

Q 

OODY. A T 

8301 140091* 

50-271 

Q 

OODV, A T 

8301 140170* 

70-398 


OODV, A T 

8301190226* 

50-289 

0 

QDDY. A T 

8301260420* 

70-1100 


GODY, A T 

8301260466* 

70-1100 


OODY, A T 

830(310187* 

50-247 

0 

GOESER.D K 

8301270300 

50-247 

T 

ODESER.D K 

8301270300 

30-247 

T 

GOGOL, E 

0301300034* 

50-373 

H 

ODLDDERO. J H 

8301040104 

90-493 

K 

GDLOOERG.J H 

8301280131 

90-496 

A 

OOLOOERG.J H 

0301280135* 

50-490 

A 

GOLDBERG. J R 

0301 no 337 

50-289 

0 

OOLOOERG.J R 

0301260008 

90-273 

0 

GOLDBERG. J R 

0301260301 

30-275 

G 

GOLDBERG, S C 

8301110507 

50-454 

G 

DDLOBERO. 8 C 

8301200005 

90-454 

G 

GOLDEN. M P 

B301040S19 

50-272 

J 

GOLDEN. M P 

0301 110264 

50-346 

J 

GOLDEN, M P 

0301 110611 

50-346 

J 

OaODMAN.L 5 

0301 110233* 

50-409 
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MEHBCH, K M 
HERSCH. H H 
HERSCH, rt H. 
HERSCHrtI H 
HERBCH.M M 

0301260098 

03O126OS4O 

0301200029# 

0301200032# 

8301200036# 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

HERSCH. M H 
HERECH. H h 
HERRCH. H H 
HEUREUX.U. L 
IIEVEH.R 9 

B3O120OO49# 

0301280051# 

8301280053# 

0301260439# 

0301040223 

XPORTLIC 
XPORTLIC 
XPORTLIC 
50-318 8 

IttE 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRV 

HEYER.R S 

0301100003 

liE 


NEVER. R a 

6301250575 

IbE 


HIATT, S L 

8301030129 

50-440 

0 

HIATT, 8 L 

8301030133# 

50-440 

G 

HIATT, 3 L 

0301100046 

50-440 

A 

HIATT, S L 

0301 120321 

50-440 

0 

HIATT, 8 L 

830(140327 

PRM 


HIATT, S U 

8301260329 

50-440 

0 

HICHEY.J H 

8301110159# 

40-672 


HICHEV, J W 

8301270142# 

40-0007 


HICKIN, R A 

8301060466# 

CONTRACT 


HICKIN, R A 

B30I2I0313# 

CONTRACT 


HICKMAN, J 

8301250434* 

50-247 

T 

HIGGINBOTHAM, L 

8301100113# 

50-245 

S 

HIOOINBOTHAH. L 

8301100120# 

50-i0 

0 

HIGGINS, J C 

6301040720# 

50-322 

0 

HIGGINS, J C 

0301140280 

PR 


HILL. 0 

8301250691# 

CONTRACT 


HILL. K L 

0301110107* 

50-331 

s 

HILL,K L 

0301110599# 

50-331 

0 

HILL.K L 

8301170540# 

50-331 

6 

HILL.R T 

8301040266# 

50-278 

P 

HILL.U M 

0301030072* 

50-498 

0 

HIUL.W K 

0301030294# 

50-498 

0 

HILLMAN. C 

8301210028# 

50-329 

T 

HILTEBRANO, R 

8301100238 

PR 


HINCKLEY, 0 

8301030365# 

50-315 

0 

MIND, J. A 

8301040444* 

50-263 

0 

KIND, J A 

8301040479* 

50-263 

0 

HIND, J A 

8301040595* 

50-358 

0 

HIND, J A 

8301110244 

S 0-253 

0 

HIND, J A 

8301110277 

50-315 

G 

HIND, J A 

8301110443 

50-409 

F 

HIND, J A 

0301140074 

30-331 

G 

HIND, J A 

8301 140179 

50-282 

Q 

HIND, J A 

0301140281 

50-254 

0 

HIND, J A 

8301170062 

50-315 

Q 

HIND, J A 

6301170132 

State Prog 

HIND, J A 

83O11B014S 

50-282 

Q 

HIND, J A 

8301280136 

50-409 

F 

HINDS. J H 

8301 180306# 

50-454 

Q 

HINKLE, L S 

8301060061# 

50-310 

8 

HinSCH, D 

0301040413 

50-142 

0 

HIR8CH, D 0 

8301180274 

50-142 

0 

HIRBCH, D 0 

0301100377# 

50-143 

0 

HITCHCOCK. H 

0301280510# 

CONTRACT 

HITT, L A 

0301100359 

50-443 

fi 

HO, A 0 

8301110539# 

50-295 

P 

HOAOLAND.K E 

8212270480 

50-219 

P 

HOAOLAND. K E 

0301 100018 

50-219 

P 

HO008, T 0 

8301100182 

PR 


HOCH, J B 

8301210180# 

50-275 

R 

HODODON.A P 

0301110500 

50-352 

0 

HODOOON.A P 

8301 1 10510 

50-352 

0 

HOEDEMAN. R A 

0301040094# 

50-331 

P 

HOEDEMAN, R A 

0301040098# 

50-331 

P 

HOEDEMAN, R A 

8301040101# 

60-331 

P 

HOEDEMAN, R A 

8301040106# 

50-331 

P 

HOEDEMAN, R A 

8301040110# 

50-331 

P 

HOFFMAN, D P 

8301270264 

50-1S5 

R 

HOFFHAN.O L 

8301260281# 

40-299 


HOFFMAN, J 

8301130093 

SO-322 

J 

HOFFMAN, J 

8301190132 

50-322 

J 

HOQAN.J P. 

6301120319 

50-322 

0 

HOGARTH, M T. 

8301250391# 

50-400 

R 

KOLAHAN, 0 K 

8301140332# 

50-247 

T 

HOLDER, e T 

8301100376# 

50-260 

S 

HOLDER, 0 

6301040178# 

50-259 

8 

HOLLAND, N 

8301040697# 

50-352 

0 

HOLLANDER, T, C. 

8301170177 

0A999 


HOLLANDER, T C 

8301170361 

QA999 


HOLLINOWORTH, 0 

6301160109 

50-443 

Q 

HOLLOWAY, C J 

6301060410 

PR 


MOLLOWAYi C J 

6301060415# 

PR 


HOLMES-RAY, P 

0301250105# 

50-321 

Q 

HDLONICH, wl J 

8301030364 

30-482 

A 

hqlonich, j. U 

0301 190003# 

50-482 

A 

HOLT. J 

0301040493 

50-247 

0 

HOLTZ 1 J. L 

0301270165# 

30-334 

R 

holzmer. M K 

0301280115# 

50-255 

Q 

HOMAN, F J 

0301260515 

RES 


HQOO» D. 

6301240252 

50-329 

A 

HOOPER, F F 

0301210022 

50-522 

0 

KOPK 1 NS. J. 

8301 190139* 

50-395 

P 

HOPRIMS, J B 

0301200119 

50-369 

P 


473 


AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HOPKINS.P 


0301040798# 

50-369 

0 

HORNE, M P 


0301070623# 

50-346 

F 

HQROWITr.S 


0301030172 

50-247 

6 

HOSEY.C M 


0301250249# 

50-261 

0 

HOUSTON, R 


0301070197# 

50-373 

S 

HOUSTON, R W 


0301280129# 

50-373 

S 

HDUTMAN, J L 


0212070355# 

50-482 

E 

HOYIS, J 


0301280308 

50-522 

G 

HQVIS.J B 


0301310229 

50-522 

6 

HOVia, J S 

HOWARD, E M 
HOWARD, E H 
HOWARD, E K 


0301310229 

8301050445* 

6301050447# 

6301140502# 

50-522 

FOIA 

FOIA 

70-143 

0 

HOWARD, J E 


6301240023 

50-293 

e 

HOWE, P W 

HOWE, T M 
HOWE, T H 
HDWLETT, L H 


6301040092 

6301120599 

6301280436 

6301260281# 

50-324 

RES 

RES 

40-299 

0 

HOYT, 0 W 


5301100107# 

50-361 

p 

HOYT, 0 W 


6301270064* 

50-362 

p 

HOYT, H F 


6301170276 

50-443 

G 

HOYT, H F 


8301190152 

50-443 

0 

HOYT, H F 


8301190163 

50-443 

G 

HOYT. H F 
HROVAT, 0 


8301270398 

6301190455 

50-443 

NUREO 

G 

HUB ACER, W 0 


6301030072* 

50-490 

G 

HUB ACER, W 0 


6301030294* 

50-490 

G 

HUBACEK.U 0 
HUBBARD, L B 
HUBBARD, L B 


6301280171* 
8301 tOOlSl 
8301 170216 

50-499 

PR 

PR 

Q 

HUDSON, 0 


8301060185# 

50-263 

F 

HUDSON, S 0 


6301 100277# 

50-220 

G 

HUDSPETH, J B 


G3O1O3O130# 

50-346 

F 

HUDSPETH, J B 


8301190074* 

50-346 

F 

HUETER, L J 


6301110614* 

50-454 

a 

HUFFMAN, 0 N 


B301 040221* 

50-290 

a 

HUFFMAN, 0 N 


6301250175# 

50-335 

G 

HUGHES, J 


8301050248# 

50-356 

a 

HUGHES, R M 


6301210041 

50-247 

G 

HUGHES, R M 


830 12 10041 

50-247 

G 

HURILL.H 0 


6301040095 

50-269 

F 

HUK ILL, H 0 


8301040724 

50-289 

F 

HWILL.H D 


8301060382 

50-209 

G 

HURILL.H D 


8301110303 

50-289 

P 

HUK ILL, H D 


8301110505# 

50-289 

P 

HURILL.H D 


9301140217 

50-289 

P 

HUK ILL. H D 


8301140226# 

50-209 

P 

HUKILL, H D 


B30 1160270 

50-289 

F 

HUKILL.H 0 


6301 160350 

50-289 

P 

HUKILL, H D 


6301210243 

50-289 

P 

HUKILL.H D 


8301240039 

50-289 

R 

HUKILL.H D 


0301250586 

50-209 

P 

HUKILL.H D 


6301250601# 

50-209 

Q 

HUKILL.H 0 


6301250622 

50-209 

P 

HUKILL.H D 


6301260461# 

50-289 

0 

HUKILL.H D 


8301200305 

50-209 

P 

HUKILL.H D 


8301310146 

50-209 

F 

HUNN ICOTT, D 

M 

6301030158# 

50-359 

G 

HUNNICUTT.D 

M 

8301050169* 

50-356 

G 

MUNNICUTT.D 

M 

6301050426* 

FOIA 


HUNNICUTT.D 

M 

0301050433* 

FOIA 


HUNNICUTT, 0 

M 

6301050436* 

FOIA 


HUNNICUTT, D 

M 

6301 0504 39# 

FOIA 


HUNNICUTT.D 

M 

6301050441# 

FOIA 


HUNNICUTT, 0 M 

6301050443* 

FOIA 


HUNNICUTT, D 

M 

8301100074* 

50-450 

Q 

HUNNICUTT, D 

M 

6301100218# 

50-482 

0 

HUNNICUTT.D 

M 

0301170233* 

50-446 

G 

HUNNICUTT, 0 

M 

0301210070* 

50-402 

G 

HUNSTAO.A A 


0301070138# 

50-306 

S 

HUNSTADiA A 


0301070250* 

50-306 

S 

HUNSTAD, A A 


0301070404* 

50-306 

S 

HUN ST AD, A A 


8301110240* 

50-306 

s 

HUNSTAD, A A 


0301210227# 

50-262 

S 

HUNT, M 0 


6301040585# 

50-430 

0 

HUNT, H D 


0301040590# 

SO-369 

G 

HUNTiM D 


0301250674* 

50-389 

0 

HUNTER, 0 


0301110299 

50-358 

6 

HUNTER, D 


0301260292 

50-350 

S 

hunter, R a 


0301070147# 

50-318 

G 

HUNTER, R S 


0301170006# 

50-313 

G 

HUNTER, R a. 


6301170331 

50-31S 

P 

HUNTER, R a 


0301 160004 

50-316 

P 

HUNTER, R 8 


6301310081 

50-315 

0 

HUNTER, R 8 


6301310086 

50-31 S 

P 
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PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

HUNTER, 8 M 
HURFORD, U J 
HUSEBV, D e 
HUSEOV. D E 
HUTTON, P H 

830 13 1020 9* 

83012S0080 

8301260374* 

8301260380* 

8301210148 

50-302 T 
50-324 P 
50-318 8 
50-318 8 

RES 

JCWAN8EN, E 
JOHANSEN, E 
JOHNSON, A R 
JOHNSON. A R 
JOHNSON, a 0 

6301270323 

B301270446 

8301040341* 

8301070033* 

8301040376 

50-344 

50-344 

QA999 

aA999 

50-255 

J 

J 

Q 

JORDAN, E L 
JORDAN, E L 
JORDAN, E L 
JORDAN, E L 
JORDAN, E L 

8208190273 

8208190275 

8212060330 

8212060351 

8212060354 

IBRAHIM, A H 
tCHlKANA. V 
rCHlKANA, Y 
rCHIKAWA, V 
ICHIKAWA. Y 

8212290292* 
8301100324 
8301100325* 
8301100435 
8301 100447* 

50-424 A 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

JOHNSON, D 0 
JOHNSON, B 0 
JOHNSO,N, B 0 
JOHNSON, B 0 
JOHNSON, B 0 

8301060172 

8301070091 

8301070113 

0301070137 

8301110174 

50-255 

50-255 

50-255 

30-255 

30-255 

P 

8 

S 

8 

0 

JORDAN, E L 

JORDAN, E L 
JORDAN, E U 
JORDAN, E L 

JORDAN, E L 

8301050177* 

8301050184* 

8301050188* 

8301050201* 

8301100061* 

ICHIKAWA, V 
ICHIKAWA. Y 
lOEKER.R L 
IDEKER.R L 
IQNATONIS, A 

8301100450* 

8301260518 

8301110063 

8301120387 

8301040798* 

XPORTLIC 

XPORTLIC 

70- 143 

71- 5492 

50-369 0 

JOHNSON, D 0 
JOHNSON, 8 D 
JOHNSON, B 0 
JOHNSON, B 0 
JOHNSON, B W 

8301110178 

8301250051 

8301250154 

6301310237 

8301260256* 

50-255 

50-255 

50-255 

50-255 

FOIA 

a 

8 

p 

p 

JORDAN, E L 

JORDAN, E L 

JORDAN, M J 

JORDAN, M J 

JORDAN, R L 

S301 100064* 
8301100197* 
8301070310* 
8301280269* 
8301130095 

IPPDLITO, T 

IRBY, 8 J 

IRBY. B J 

IRELAND, J R 
IRUtNO.O A 

8301060012* 

8301030126* 

8301030280* 

8301070526 

8301070393 

50-263 P 
50-296 8 
50-260 8 
NUREC 

WASTE HOT 

JOHNSON. C E 
JOHNSON, C E 
JOHNSON. C R 
JOHNSON, 0 F 
JOHNSON, 0 E 

8301100074* 

8301100218* 

8301100233 

0301040427* 

8301100092 

50-438 

50-482 

PR 

50-330 

50-413 

a 

0 

Q 

0 

JORDAN. R L 

JORDAN, R L 
JORQENSEN, 6 L 
JOSIOER.H 

JOYCE, J P 

8301140182 

8301140431 

8301280115* 

8301170198* 

S301230S63* 

IRWIN. D P 

IRWIN. D P 

IRWIN. D P 

IRWIN, 0 P 

IRWIN. D P 

8301120313 

8301120313 

8301210257 

8301210257 

8301240079 

50-322 0 
50-322 0 
50-322 0 
50-322 0 
50-322 T 

JOHNSON. 0 E 
JOHNSON.© e 
JOHNSON. 6 E 
JOHNSON. 0 E 
JOHNSON. 0 E 

8301110512 

8301180193 

8301190262 

8301260014 

8301260290 

50-413 

50-413 

50-413 

50-413 

50-413 

0 

0 

0 

0 

0 

JULIAN, C 

JULIAN, C 

JULIAN, G 

JULIAN, C 

JULIAN, C 

8301040241* 

8301040374* 

8301040680* 

8301250266* 

8301250540* 

IRWIN. D P 

IRWIN. 0 P 

IRWIN. 0 P 

IRWIN. 0 P 

IRWIN. 0 P 

8301240079 

8301250420* 

8301260345 

0301260345 

8301310212 

50-322 T 
50-322 0 
50-322 0 
50-322 0 
50-322 0 

JOHNSON. H J 
JOHNSON. J 
JOHNSON, J 
JOHNSON, J 
JOHNSON, J J 

8301280360* 

8301140093* 

8301200348* 

6301260406* 

8301110073* 

CONTRACT 

50-277 

50-293 

50-293 

50-206 

0 

Q 

0 

p 

JULIAN, C A 

JUNOE, M A 

JUNOE.M A 

JUNOE, M A 
JURKOHSKl.R S 

8301040427* 

8301060087* 

8301260306* 

8301260355* 

8301040610 

IRWIN, D P 

IBUEV, T 

18LEY, T 

IBLEY, T 

ISRAEL. 8 

8301310212 

8301070081* 

6301210061* 

8301240081* 

8301250434* 

50-322 0 
50-346 S 
50-346 S 
50-346 8 
50-247 T 

JOHNSON, L 
JOHNSON, L 
JOHNSON, L D 
JOHNSON, M 
JOHNSON, P 

8301270088* 

8301270091* 

8301240071 

8301210300* 

8301140265* 

40-7327 

40-7327 

50-322 

CONTRACT 

50-312 

T 

0 

KACYRAT, J R 
KACYRAT.J K 
KADAMBt.N P 
KAOAMSl.N P 

KAHLE, J D 

8301170541* 

8301170542* 

8301120072 

8301200016 

8301040772* 

JABLONBKl.F J 
JACK. H A 

JACKIN. I N 

JACK I M, I N 

JACK I U, t.N 

8301050218* 
830 1070063* 
8301060094* 
63012100SS* 
8301210242* 

50-358 Q 
50-201 0 
50-346 0 
50-373 0 
50-373 Q 

JOHNSON. P H 
JOHNSON, T 
JOHNSON, r 
JOHNSON, T C 
JOHNSON, T C 

8301180114* 

8301100420 

8301100424 

0301070450 

8301180464 

50-528 Q 

HASTE MOT 

WASTE MOT 

HASTE MOT 

HASTE MOT 

KAHLE.J B 

KAKU, M 

KALER.J 0 
KALIVIANAKIS, N 
KALtUIANAKIS, N 

8301250683* 
8301180414* 
8301180264 
8301140361 
8301 140442 

JACKIM, I N 
JACKSON, 0 

JACKSON, 0 

JACKSON, H h 
JACKSON, K C 

6301250387* 
8301110023* 
8301270137* 
8301200044* 
8301 100427 

50-373 Q 
71-6894 

40-8007 

FOIA 

HASTE MOT 

JOHNSON, T L 
JOHNSON, T L 
JOHNSON, r L 
JOHNSON, V M 
JOHNSON, N 0 

8301260027 

8301260103* 

8301260253 

8301250362 

8301040385* 

40-8674 

40-7869 

40-7S69 

PT8I 

50-285 

0 

KALIUIANAKIS, N 
KALIUIANAKI8, N 
KALIVIANAKIS, N 
KALMAN, K L 

KALMAN, K L 

0301170076 

8301210185 

8301310160 

8301250669* 

0301260031 

JACKSON. K C 
JACKSON, L H 
JACKSON. L N 
JACOBI, W 

JACOBS A 

8301180410 
8301040198* 
0301 250490* 
8301180070 
6301040127 

WASTE MOT 

50-416 0 

50-269 Q 

WASTE HOT 
CONTRACT 

JOHNSON, H 0 
JOHNSON, M 0 
JOHNSON, M 0 
JOHNSON, M 0 
JOHNSON, M 0 

8301100086* 

8301100102* 

8301100125* 

8301100160* 

6301100200* 

50-313 

50-482 

50-482 

50-482 

50-313 

Q 

a 

0 

Q 

a 

KALMAN, K L 

KALMAN, K L 

KALMAN, K L 
KALTMAN, (1 

KAMMER, 0 S 

8301260037 

8301260072 

8301310379 

8204010035* 

8301040172* 


SUBJECT 

CATEflOftV 


UAC0B&, A 
JAFFE. 0 H 
UAFFE. D, H 
JAFFE.D H 
JAFFEtD H 

JAOOER.R E 
JAKUBAITfS, T C 
JANE. R A 
JANQ. J C 
JAN9. J. C 


JARRETT.8 T 
JAUDONt J F 
JENI80N.K H 
JENKtNS.O. 0 
JENKEN5.0 R 

JENKIM3.0 R 
JENNlHaa.C C 
JENNINOS.R T 
JENNINOS.R. T 
JENaUIM.U.P 

JENSEN. L. 
JEPPESEN. D H 
JEF8EN.R M 
JHAM, II N 
JOADDER, P 


0301310231 

eSOlO&OlSB 

8301120546 

8301200080 

8301310027 

8301050308* 

8301210131* 

8301100269* 

8301260340* 

8301310192* 

8301040475* 

8301040526* 

8301040536* 

8301040598* 

8301040732* 

8301040800* 

8301250252* 

0301250360* 

8301250394* 

8301250671* 

8209150068 

8301240038 

8301040374* 

8301040221* 

8301040218* 

9301SS0175* 
8301060018* 
8301060117* 
8301260390* 
8301 190446 

B30U10640* 

8301280018 

8301170406 

8301100275 

8301170527* 


CONTRACT 
50-317 P 
S0-31B P 
50-310 P 
50-318 P 


40-2061 

RES 

PR 

PR 

50-29 P 


JOHNSON. W D 
JOHNSON, H 0. 
JOHNSON. W 0 
JOHNSON. 14 0 
JOHNSON. N 0 

JOHNSON. U D 
JOHNSON. U P 
JOHNSON. W P 
JOHNSRUO.J H 
JOHNSTON, C 

JOHNSTON. N V 
JONES, B N 
JONES, D. M 
JONES, 0 8 
JONES, 0 r 

JONES, J R 
JONES. R A 
JONES, U C 
JONES. N C 
JONES, W C 

JONES, U C 
JONES, U C 
JONES, N C. 
JONES, N C 
JONES, N C 

JONES, U. C 
JONES, 14 C 
JONES, N C 
JONES, W C 
JONES, U C 

JONES, W C, 
JONES, N C 
JONES, (4 C 
JORDAN, E 0. 
JORDAN, E L 


0301130099 

8301210070* 

8301210161* 

8301240055* 

8301250077 

83012501 1 1 

8301040305* 
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LEHMAN, L 

8301180021* 

FOIA 

LEHMAN, L L 

8301 180029* 

FOIA 

LEMPOES.T E 

8301040696* 

50-220 

LEMPOES.T E 

8301060154 

50-220 

LEMPQES, T E 

8301140038 

50-220 

LEMPOES.T £ 

8301140112 

50-220 

LEHP0E9, T E 

8301140192 

50-220 

LEMPOES, T E 

8301260353 

50-220 

LEMPOES, T E 

8301310140 

50-220 

LENAHAN. J J 

8301040262* 

50-400 

LENAHAN. J J 

8301040409* 

50-416 

LENAHAN. J J 

8301040567* 

50-261 

LENAHAN, J J 

8301250429* 

50-370 

LENTINE.F 0 

8301050302 

50-295 

LENTINE.F 0 

8301110534 

50-295 

LENTINE.F 0 

8301210136 

50-295 

LEON, J 

8301250412* 

50-275 

LEONARD, 0 A 

8301120237* 

50-135 

LEONARD, J 0 

8301100188* 

30-333 

LESSOR, L C 

8301270198 

50-298 

lessor, L C 

8301310122 

50-290 

LESSOR, L C. 

0301310135 

50-290 

LES8V, R P 

8301100037 

50-443 

LESSY.R P 

8301110320 

50-312 

LE83Y,fi P 

8301250100 

50-443 

LESBV, R P 

8301250104 

50-443 


P 

P 

a 

0 

a 

a 


T 


a 

8 

Q 

R 

8 

8 

a 

a 

a 

a 

a 

p 

p 

p 

0 

0 

a 

R 

8 

8 

0 

G 

G 

0 


8301 130307 
8301120307 
8301 180207 
8301 100207 
8301250417 


50-328 0 
50-332 0 
50-322 0 
50-322 0 
50-322 0 


LEasy.R P 
LE8SY.R P 
LE8SY, R P 
LETSCHE.K J 
LETSCHE.K J 


8301250110 

8301350118 

8301250123 

8301120218 

8301120218 


50-443 0 
50-443 0 
80-443 0 
50-322 0 
50-322 0 


8301350417 

8301250420* 

8301110303* 

8301110485 

8301350420* 


50-322 0 
50-322 0 
50-283 a 
50-282 0 
50-322 0 


LETSCHE.R J 
LET8CHE,K J 
LBT8CH£,K J 
LETSCHE.K J 
LETSCHE.K J 


8301120222* 

8301120232* 

8301120244 

8301120244 

8301270396 


50-322 0 
50-322 0 
50-322 0 
50-322 0 
50-322 a 


8301180318* 

8301120245 

8301240137 

8301180189 

8301270022* 


50-335 8 
50-482 0 
30-482 0 
50-440 0 
40-7327 


LETSCHE.K J 
LEVIN, J J 
LEVIN, J J 
LEVIN, d J 
LEVIN, J J 


8301270398 

8301030230 

8301030230 

8301100183 

8301100183 


50-322 0 
50-247 0 
60-247 0 
30-247 0 
50-247 a 


AUTHOR 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8301100109* 50-247 G 

8301100IS9* 50-247 a 

8301100196* 50-247 0 

0301050194* 50-313 F 

8301140355 50-313 S 

8301140390 50-368 3 

8301100124 PR 
8301110509* 50-352 0 

0301140327 PRH 
8301120246 50-522 0 

8301040109 50-418 F 

030 1040209 50-259 Q 

0301040323* 50-269 H 

8301040357 50-349 0 

8301040360 50-302 0 

8301040370* 50-302 a 

8301040463 50-302 a 

8301040477* 30-302 0 

8301040498 50-259 0 

8301040499 50-395 0 

8301040511* 50-395 0 

8301040530* 50-259 0 

8301040558 50-390 Q 

8301040580 50-327 0 

830 1 040594 50-259 a 

8301040811* 50-259 D 

8301040834 50-438 0 

8301040844 50-269 0 

8301040860* 50-269 Q 

0301040690* 50-259 0 

0301040895 50-430 0 

8301040721* 50-438 0 

0301040794* 50-259 0 

0301040805* 50-395 0 

03O1O8O2B5 50-250 8 

0301100208* FOIA 
0301250128 50-259 P 

8301250182 50-321 0 

8301250174* 50-321 8 

0301 2502 12 50-259 0 

0301250226 50-302 Q 

0301250232 50-400 0 

8301250230* 50-302 0 

0301250242* 50-281 0 

0301250450 50-335 Q 

03O125O4S0* 50-335 0 

8301250494* 50-302 0 

0301250515 50-418 Q 

0301250557* 50-261 0 

8301250361* 30-389 Q 

030125061 1 S0-2S9 a 

0301250615 50-438 A 

0212160720* 60-358 R 

6301060264* 50-358 0 

0301100429* 50-443 0 


LEVIN, J J 
LEVIN, J J 
LEVIN. J J 
LEVINE, J M 
LEVINE, J M 

LEVINE, J M 
LEWIS, M I 
LEWIS. M I 
LEWIS, M r 
LEWIS, N D 

LEWIS, R C 
LEWIS, R C 
LEWIS. R C 
LEWIS, R C 
LEWIS, R C 

LEWIS, R C 
LEWIS, fi C 
LEWIS, R C 
LEWIS, R C 
LEWIS, R C 

LEWIS, R C 
LEWIS, R C 
LEWIS, R C 
LEWIS, R C 
LEWIS, R C 

LEWIS, R C 
LEWIS, R C 
LEWIS, R C 
LEWIS, R C 
LEWIS, R C 

LEWIS, R C 
LEWIB.R C 
LEWIS, R C 
LEWIS, R C 
LEWIS, R C 

LEWIS, R C 
LEWIS, R C 
LEWIS. R C 
LEWIS, R C 
LEWIS, R C 

LEWIS, R C 
LEWIS, R C 
LEWIS, R C 
LEWIS, R C 
LEWIS, R C 

LEWIS, R C 
LEWIS, R C 
LEWIS, R C 
LEWIS, R C 
LEWIS, R C 

LEWIS, R C 
LEWIS, R C 
LEWIS, 8 H 
LEWIS, S H 
LIBARKIN. M W 

HCITRA, E A 
LICITRA, E A 
LICITRA. B A 
LICITRA, E A 
LICITRA, £ A 

LICITRA, E A 
LIDEN, E A 
LIDEN.E A 
LIHOU.H, 
LILLEVANO, 0 J 

LIME, J 

LINOBERO, J A 
LINDOERO.J A 
LINDER, F 
LINDER, F 

LINDER, F 
LINDER, F 
LINDER, F 
LINDER, F 
LINDER, F 

LINDER, F. 
LINDER, F 
LINDER, F 
LINDER, F 
LINDER, F 

LINDER, F 
LINDER, F 
LINDQUIST, M R 
LINEMAN. J, J 
LINEMAN, J J 


8301050533 

8301120030 

8301120075 

8301210293 

8301200008 

8301200013 

8301100290 

8301200091 

8301210190* 

830112020?* 

8301060444 

8301180284* 

0301310078* 

8301040603 

8301070139 

8301110225 
0301 130027 
0301140007 
0301100100 
0301200299 

6301240058 

8301240135 

0301260020 

0301260130 

6301260337 

8301270180 

8301200260* 

8301190436 

8301050519 

8301050532 


50-528 A 
50-528 A 
50-520 A 
50-528 A 
50-520 F 

50-520 A 
50-272 P 
50-272 P 
50-254 S 
50-275 P 

NUREO 
0A999 
QA999 
50-409 P 
50-409 F 

50-409 S 
50-409 F 
50-409 3 

50-409 F 
50-409 P 

50-409 P 
50-409 8 

50-409 P 
50-409 P 
50-409 P 

50-409 R 
50-409 a 
NUREO 
40-6302 
40-8706 
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author 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

H.IWEHAN.-J U 
LtHEHAN,J J 
LIffEMAN.U. J 
(.tMEHAN.J J 
LtHEHAN.J J 

83011S0461« 

8301120473*. 

8301120966 

8301120380 

8301140410 

40-8706 

40-0601 

40-8502 

40-8505 

40-0681 


LONOENECKER, J 
LONOENECKER.d 
LONOENECKER. d 
LONOENECKER, d 
LONIOROi d K 

8301280281 

0301 200304 
8301310092 
8301310272 
8212010028 

50-537 A 

50-937 A 

50-937 A 

50-537 A 

ttisc 

MADSEN. 0 L 

MADSEN, a L 

MADSEN. O L 

MADSEN, O L 

MADSEN, O L 

8301030285 

8301100070 

8301100204* 

8301110525 

8301110536* 

90-496 a 
50-498 9 
50-298 9 
50-382 9 
S0-4S8 0 

LINEHANiJ j 
L tNE^Atb'J 

LliREKAI^tJ -J 
LIMEKANiU J 
LlfSHAN. J J 

0301140419 

8301140428 

8301250669** 

8301260027 

8301260031 

40-8681 

40-8681 

40-8064 

40-0674 

40-0064 


LOOKAOAUOH.A L 
LOOKABAUaH. A L 
LOOMIS, d S 
LOrCHIN, P 

LOTHROP, R. 

8301280044* 

8301280044* 

8301170030 

0301170226 

830(200300 

90-382 T 

90-382 T 

TOPREP 

90-400 0 

SO-922 0 

MADSEN. 0 L 

MADSEN, 0 L 

MADSEN, 0 L 

MADSEN, 0 L 

MADSEN, 0 L 

8301110542* 
8301 110960 
8301130116 
830(140385 
8301170226 

90-458 9 
90-1(3 9 
50-296 9 
90-445 9 
50-446 9 

LIHEHAN. >1 U 
L.1NEHAN<«J U 
LIHEHAN.O J 

lthehan-o J 

LIMEHAM. J J 

8301260037 

8301260072 

8301260075** 

8301260120 

8301260132** 

40-8380 

40-0697 

40-4492 

40-4492 

40-8743 


LOT I TO, E 

LOriTO, E « 

LOTTS, A L. 

LOU, 8 C 

LOUDERBACKi T E 

0301260140* 
8301260144 
030126091 9 
0301200075* 
0301310374 

50-317 R 

90-317 R 

RES 

50-352 A 
40-0714 

MAOSEN,0 L 

MADSEN, 0 L 

MADSEN, O L 

MADSEN, 0 L 

MADSEN, 0 L 

8301180163 
8301100164 
8301 180244 
B30I 180338 
83011B034B 

50-267 F 
50-267 a 
50-382 9 
50-267 9 
59-446 9 

UIMEHAN, J J 
UtMEilAHi J J 

LS NEMAN. J J 
CINEHAK. J J 

ljnehah. j j 

8301260163** 

8301260177** 

8301260221 

8301260227 

8301260233 

40-8703 

40-0783 

40-0681 

40-8743 

40-7069 


LOVE. R a 

LOVE, n B 

LOVE, R 8 
LOVENDALE, P 
LOVENDALE,? C 

8301210060* 

8301210233* 

03O12SO6O2* 

0301040274 

0301110364* 

50-461 0 

50-461 0 

50-454 0 

50-266 0 

50-266 0 

MADSEN, 0 L 

MADSEN, 0 L 
MADSEN,® L 

MADSEN, 0 L 

MADSEN, 0 L 

8301240062 
0301240090 
0301 240092 
0301250497 
6301200157 

50-398 9 
50-296 9 
90-298 Q 
50-112 0 
50-302 0 

T.JMEHAW. J 0 
LIMEHAH. J d 
HK&IAW. d d. 
LIHEHAM.d J 
LtNENSEROERi 0 

8301260284 

8301260305 

8301260933 

8301260568** 

8301210022 

40-0728 

40-0783 

40-8745 

40-8745 

50-322 

0 

LOYAUKAiS K 

LUCK, W. D. 

LUCK, N 0 

LUDITIO.U C 

LUOOYi F.C 

0301100039 

B3012S02S1 

8301290477 

0301170093* 

0301280282* 

NUREO 

90-537 T 

50-537 0 

50-327 S 

90-537 A 

MADSEN, 0 L 

MADSEN, Q L 

MADSEN, 0 L 

MADSEN, 0 L 

MADSEN. 0 L 

B3012SOI62 

6301200166 

0301280327 

8301280331 

8301310186* 

50-498 9 
50-445 9 
50-458 0 
90-298 Q 
50-267 P 

LtNVILLEiJ C 
CIPARUl-O.N J 
i.IPAflW.O,N J. 
LrPiHSKI.D R. 
lipin&kt.r E 

8301040643-* 

8301270300 

0301270300 

0301040799* 

8301210242* 

50-333 

50-247 

50-247 

90-245 

50-373 

0 

T 

T 

0 

Q 

LUK7. F d 

LUKZ, F J 
LUNDVALL,A E 
LUNDVALL,A E 
LUNDVALLi A E 

0301170014* 

83012110143* 

8301070246 

0301070329 

0301140293 

CONTRACT 

CONTRACT 

90-317 P 

50-367 P 

90-317 R 

MADSEN, 0 L 

MA(ER,d E 

MAIER,d E 

MAIER, d E 

MAI£R,d E 

83013(0190* 
8301040700 
8301050180* 
83011 10302 
8301180254 

S 0-267 P 
50-244 P 
50-244 r 
50-244 T 
30-244 F 

LITTLE. n 

little. « 

LITTLE. H 

LITTLE. N S 

LITTLE. U 9 

8301100034 

8212010447 

8301200297 

8301060187 

0301170039 

CONTRACT 

CONTRACT 

CONTRACT 

50-346 

50-294 

8 

Q 

LUNDVALL, A E 
LUNDVALL, A E 
LUNDVALL, A E 
LUNDVALLi A E 
LUNDVALL, A E 

B30U70314* 

0301170320* 

0301290102 

0301290907 

6301260151 

50-317 0 

90-317 0 

90-317 P 

50-317 P 

50-317 P 

HAlER.d E 

MAIER, J E 

MAIER, d E 

MAIER. J e 

MAIER, J E 

8301 180293 

8301190386* 

830131009S 

8301310142 

8301310322 

50-244 P 
50-244 F 
go-244 9 
90-244 P 
50-244 P 

LITTLE. H 9 

LITTLE. N S 

LITTLE. H S 
tlU.H D 

LJO.R C 

8301210033 

8301210072 

8301210232 

8301180400* 

8301040982* 

50-461 

90-319 

90-461 

90-199 

90-413 

Q 

0 

Q 

P 

0 

LUTTaN,R J 

LUrZ.F d 

LYNCH, 0 0 T 

LYON. I 

LYONS, P d 

830(1.90415 

0301100345* 

8301140463 

830(180349* 

8301140151* 

NUREO 

CONTRACT 

90-368 P 

90-142 0 

40-29? 

MAlEfl . J E 
HAKATURA. L 
MALLORY, C H 
MALMROS.tl H 
MALONE, T D 

8301310345 

8301070271* 

830(170944 

8301070225* 

0301200014 

50-244 P 

50-346 S 
71-9006 
50-344 0 

FOIA 

LJVERHQRE. H H 
LOBEL.R H 

LOFV.R A 

LOFY.ft A 

LOFV.R A 

8301280134* 

8202240183* 

8301180103 

0301210309* 

8301210334* 

90-461 

90-299 

90-317 

CONTRACT 

CONTRACT 

Q 

P 

0 

MACDONALD. C E 
MACDONALD. C E 
MACDONALD. C E 
MACDONALD. C E 
MACDONALD. C E. 

030(050043 

0301090045* 

0301050139 

0301050192* 

03010700(4 

7 (-490 

71-490 

71-413 

71-413 

71-5796 

MANDIL, I H 
HANEATIS-O A 
HANOAN, C V 

MANOAN, C V 
HANGAHiC V 

830(070437* 

9301040108* 

9301030163 

9301040100 

0301040117 

CONTRACT 
90-279 P 

90-220 P 
90-220 P 
50-410 0 

LOCEL. J. D. 
LOaSDOR.K d 
LOHONACO.L M 
LONO.f J 

LOTO.d P 

0301100011 
8301030519 
0301 1 10628* 
0301100059* 
8301260279 

NUREO 

40-8302 

50-286 

90-259 

RES 

F 

0 

MACDONALD, C E. 
MACDONALD, C E 
HACDaNALD,C E 
MACDONALD, C E 
MACDONALD, C E 

0301100464 
8301100467 
8301100469* 
8301100470 
0301 110002 

71-6272 

71-6100 

71-6100 

71-394 

71-5461 

MANQAN, C V 

MANOAN. C V 
MANOAN. C V 
MANOAN. C V 
HANOAN. C V 

0301040631 
0301040743 
9301070265 
0301100142 
S30I2 10049* 

30-220 P 
SO-220 P 
50-220 P 
PR 

50-410 9 

LVi&.d U. 

LOW.R L 
LON&SROOK. B 
LONffENECKER. d 

L ONCE NEC KER. J 

8301070190* 

0301100250 

8301200393 

8301030202 

8301030223 

50-346 

90-320 

50-206 

50-537 

50-537 

e 

p 

0 

E 

A 

MACDONALD, C E 
MACDONALD, C E 
MACDDNALD, C E 
MACDONALD, C. E 
MACDONALD, C.E 

8301 110696 

9301110687* 

8301110688 

0301120029 

0301120020* 

71-5926 

71-5926 

71-474 

71-8Q94 

71-9094 

MANOAN. C V 
HANOAN, C V 
MANOAN. C V 
MAMKQFF. L L 
NANND.B F 

8301210052* 

0301210077* 

0301290228 

03O12SO3S6 

0301040132 

50-410 0 

90-410 9 

50-220 P 
TOPfiEP 
50-4(0 A 

LWWENECKER. d 
LOfWENECXER. J 
LONCENSCAER. d 
LONOEAfECKER. d 
LONOENECKERr J 

8301070224 
8301070299 
830111018? 
8301110303 
83011 10326 

50-937 

90-937 

50-937 

30-937 

90-937 

A 

A 

A 

A 

A 

MACBONALO, C. E 
MACDONALD, C E 
MACDONALD, C E 
MACDONALD, C E 
MACDONALD, C E 

8301120035 

8301120043* 

0301120097 

8301120062* 

830112006? 

71-6049 

71-6049 

71-9152 

71-9152 

71-9199 

MANND.6 F 

NANND.B F 

NANNO.S F 

MANND.S F 

MANSER. U C 

0301110210 
8301 110245 
8301200336* 
8301260371* 
0312230040 

50-4(0 3 

90-4(0 a 
50-4(0 9 

90-410 a 

70-143 

LOHCENECKER.d 
LOWCENECKER. d 
LONeCNECKER.d 
LOWeEKECKER. d 
LmWENECKER. d 

8301110347 

83011201B8 

8301180203 

0301120257 

8301120269 

90-937 

90-937 

90-937 

50-937 

90-937 

A 

A 

A 

0 

A 

MACDONALD, C E 
MACDONALD, C £. 
MACDONALD, C.E 
MACDONALD, C, E 
MACDONALD, C E 

8301120096 

e301(20!02» 

8301120120 

8301120124* 

0301120170 

71-6134 

71-6134 

71-5914 

71-5914 

71-593? 

MANSER. U C 
MANSER. M C 
MANSER. W C 
MANSER. H C 
MANSER, N C 

8301040922 
830 1040705 
8301110026 
8301120401 
830117000? 

70-143 

70-143 

70-143 

70-143 

70-143 

LONfiEKECKER. d 
LONCENECKER. d 
LOWEHECKER. J 
LOI.FGENECKER. d 
UOWaENECRER. d 

8301 120274 
0301120279 
8301 130102 
0301140398 
8301180136 

50-537 

90-937 

90-537 

90-937 

50-537 

A 

A 

A 

A 

A 

MACDONALD, C E 
MACDONALD. C E 
MACDONALD, C E 
MACDONALD. C E 
MACDONALD. C E 

8301 (20179* 

8301120186 

8301120192* 

8301(30163 

830(130169* 

71-5939 

71-9701 

71-9781 

71-9001 

71-9001 

MARADITO.fi J 
MARASCO, A R 
MARCHAL, d 

MARCH At, d 
MARCHAL. d 

8301180062* 

8301040387 

0301100468 

8301100471 

0301180451 

50-440 0 

50-247 T 
XPORTLJC 
XPORTLIC 
XPORTLIC 

LDN&ENECKER. d 
UONifENECKEft. J 
LQNOENECRERi d 
LONeENECKER. d 
LONSENECKER. d 

8301100159 

8301180168 

8301180291 

8301210090 

8301240009 

50-537 

50-937 

90-937 

50-937 

90-937 

A 

A 

A 

a 

A 

MACDONALD. C E 
MACDONALD. C B 
MACDONALD. C.E 
MACDONALD. D. 0 
MACEKiL d 

8301140443 
B301140449* 
0301140566 
0301070045 
0301 1O027S 

71-5492 

71-9492 

71-907? 

90-290 P 

PR 

MARCHAL, d 
MARCHAL, d 
MARCHAL, J 
MARCHAL, J 
MARCHAL, d 

8301360153 
9301260157 
Q30 1270900 
B30 1270909 
8301270910 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

LDNSENECKER. d 
LONOENECKER. d 
LONOENECHER. d 
LONOENECKER. d 
LCNQENECKER. J 

8301240018 

8301240027 

8301240093 

8301260279 

0301260407 

50-537 

50-937 

30-937 

50-937 

50-937 

A 

A 

A 

A 

A 

MADDEN, H 

MADDEN, H. d 
MADCDA, T 

MADEDA, T. d 
MADOETT.d, P 

0301060090* 

8301310187* 

8301200207 

8301170396* 

0301100115* 

50-220 Q 
50-247 0 
50-341 8 
90-295 0 
50-409 0 

HARCHESE.A R 
MARCHESE.A R 
MARCHESe.A R 
MARCHESE.A R 
MARCUSDN.N F 

8203(80302* 

8209200347* 

8209390076* 

8301040046* 

8301120940* 

FOIA 

FOIA 

FOIA 

30-528 A 

CONTRACT 

LONCENECKER. J. 
LDNSENECKER. d 
LDNSENECKER. d 
LDNSENECKER. d 
LDNSENECKER. d 

8301270880 

8301270328 

8301270349 

8301280249 

8301200279 

90-537 

90-537 

90-937 

50-537 

90-937 

A 

A 

A 

A 

A 

MADISON. A. L 
MAQEENiO L 
MAD8ENrO L. 
HADfiENrO L. 
MADSEN. 0. L 

8301070169* 

8301030001 

8301030029 

8301030067 

8301030116 

50-263 Q 
90-445 0 
90-445 0 
90-490 0 
50-449 0 

KARGULIES.M Q 
MARGULIESiM B 
MARMOFER.E 0 
HARKEE, E H 
MARKET, E d 

8301210263 
8301240132 
8301 1 10037* 
830(140149* 
8301 1?04?5» 

PROJ 

30-261 0 

FOIA 

90-334 0 

COMMISSION 



PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HABKT. D 

6301110636* 

50-271 

f 

MARKTi D 

8301110636* 

50-271 

f 

HARt^T.D t 

8301070592* 

50-309 

f 

HARKT.D I 
harsh, L B 

8301070610* 

8301190093 

50-29 

TOPREP 

F 

harsh ALL. J R 

830103006S 

50-313 

P 

MARSHALL. J R 

8301 030074 

50-313 

P 

MARSHALL. J R 

8301030113 

50-313 

P 

marshall. J n 

8301030233 

50-313 

P 

MARSHALL. J R 

8301040273 

50-313 

fl 

Marshall, u r 

8301 04032 S 

50-368 

P 

MARSHALL. J R 

B301040S50 

50-313 

P 

marshall, j R 

8301040626* 

50-313 

0 

MARSHALL. J R 

8301060254 

50-313 

Q 

MARSHALL. U R 

8301130096 

50-360 

P 

MARSHALL. J R 

6301 140067 

50-368 

P 

MARSHALL. 0 R 

6301140149 

50-360 

S 

MARSHALL. J R 

6301140248 

50-313 

8 

MARSHALL. U R 

8301140361 

50-313 

S 

MARSHALL. J R 

8301140415 

50-368 

s 

MARSHALL. J R 

6301170366* 

50-313 

Q 

MARSHALL. J R 

6301170440 

50-36B 

Q 

MARSHALL. J R 

8301200239 

50-368 

P 

MARSHALL. J R 

8301200292 

50-368 

P 

MARSHALL. J R 

8301210102 

50-313 

P 

MARSHALL. J R 

8301210166 

50-368 

8 

MARSHALL. U R 

8301210179 

50-313 

S 

MARSHALL. 0 R 

8301210275 

50-368 

s 

MARSHALL. J R 

5301250156 

50-360 

s 

MARSHALL. J fl 

B30 1250654 

50-360 

s 

MARSHALL. J R 

8301270105 

90-313 

R 

MARSHALL. J R 

830(270226 

50-368 

R 

MARSHALL. J R 

8301270259 

50-360 

n 

MARSHALL. J R 

8301310167 

50-313 

F 

MARSHALL. J R 

6301310282 

50-368 

s 

MARSHALL. J R 

8301310316 

50-368 

3 

MARSHALL. J fl 

8301310333 

50-368 

S 

MARSHALL. J S 

8301120168 

50-445 

A 

MARSTOH.fi R 

8301040218* 

50-259 

0 

MARSrotV. U 

8301180201* 

50-443 

0 

MARTIN. 0 e 

8301180499 

WASTE MCT 

MARTIN. J B 

8301100389 

WASTE MOT 

MARTIN. J a 

8301180401 

WASTE HOT 

MARTIN. J 0 

8301180434 

WASTE MOT 

MARTIN. d a 

8301310102 

WASTE MOT 

MARTIN. J B 
MARTIN, R A 
MARTIN. R A 

8301310104 
8301070031 
8301 100349 

WASTE MOT 
RES 

RES 

MARTIN. T J 
MARTIN. T vf 

8301060308 

8301070210 

50-354 

HIBC 

S 

MARTIN. T J 

8301190343 

90-354 

S 

MARTIN. T T 

8301040439 

50-334 

0 

MARTIN. T T 

8301040436 

50-245 

Q 

MARTIN. T T 

8301040469 

90-277 

0 

MARTIN. T T 

8301040613 

50-247 

0 

MARTIN. T T 

8301040630 

50-293 

0 

MARTIN, T T 

8301040663 

50-247 

0 

MARTIN. T T 

6301040683 

50-220 

0 

MARTIN, T T 

8301060080 

50-220 

0 

MARTIN, T T. 

8301060119 

50-333 

0 

MARTIN, T T. 

8301060199 

50-54 

0 

MARTIN. T T. 

8301060241 

50-322 

0 

MARTIN. T T 

8301060240 

50-443 

0 

MARTIN, T T 

8301060305 

50-387 

0 

MARTIN, T T 

8301060313 

60-322 

0 

MARTIN, T T 

0301060329 

50-443 

0 

MARTIN. T. T 

6301060335 

90-387 

0 

MARTIN. T T 

8301060339 

50-412 

0 

MARTIN. T T 

8301110157 

50-322 

0 

MARTIN. T T 

8301140048 

90-271 

0 

MARTIN. T T 

83011 40087 

50-309 

Q 

MARTIN. T T 

83-01140099 

90-333 

0 

MARTIN. T T 
MARTIN, T T 

8301140138 

8301140153 

90-334 

70-398 

0 

MARTIN,? T 

8301140164 

50-29 

Q 

MARTIN, T T 

8301140181* 

50-245 

0 

MARTIN, T T 

8301140378 

50-334 

F 

MARTIN, T T 

830(140380 

50-35S 

A 

MARTIN. T. T. 

8301140383 

50-29 

F 

MARTIN, T T 

8301170284 

50-352 

0 

MARTIN. T T 

6301170296 

50-272 

0 

MARTIN. T T 
MARTIN. T T 

8301170310 

8301170372 

50-247 

70-2548 

0 

MARTIN, T T 

8301170375 

50-309 

0 

MARTIN, r T 

8301170388 

50-266 

0 


AUTHOR 

ACCESSION 

number 

BURdECT 

CATEGORY 

MARTIN. T T 

MARTIN. T T 

8301170438 

8301170500 

riisc 

90-380 

A 

MARTIN. T T 

8301190222 

60-289 

0 

HART IN. T T 

8301 190220 

50-272 

0 

MARTIN, T T 

8301190316 

50-296 

0 

MARTIN. T T 

9301 19031 

50-388 

Q 

MARTIN. T T 

8301190323 

50-443 

0 

MARTIN, T T 

8301190332 

50-309 

0 

MARTIN, T T 

8301190336 

50-272 

0 

MARTIN, T T 

8301190342 

50-220 

0 

MARTIN. T T 

8301200337 

90-423 

0 

MARTIN, T T 

8301250301 

50-322 

0 

MARTIN, T T 

8301260323 

50-219 

0 

HARTIN, T T 

8301260356 

50-410 

0 

MARTIN, T T 

8301260373 

Prog 

HARTIN, T T 

8301260396 

50-322 

Q 

MARTIN, T T 
MARTIN, T T 

8301260411 

8301260440 

70-1100 

90-247 

0 

HARTIN. T T 

8301260441 

90-219 

0 

MARTIN. T T 

8301260442 

50-209 

Q 

MARTIN. T r 

8301260444 

50-219 

0 

MARTIN. T T 
MARTIN, T T 
MARTIN, T T 

8301260460 

8301260496 

8301270206 

70-1100 

70-820 

50-333 

0 

MARTIN, T r 

8301270329 

50-286 

a 

HARTIN. T r 

8301270338 

50-286 

a 

HARTIN. T T 

9301270435 

50-29 

a 

MARTIN. T T 

8301270452 

50-354 

a 

MARTIN. T T 
MARTIN, T T 

8301270459 

8301310155 

70-135 

50-309 

a 

MARTIN, T T 

8301310159 

90-293 

a 

martin. T T 

8301310170 

50-213 

a 

HARTIN, T T 

8301310176 

50-410 

0 

MARTIN, T T 

8301310100 

50-247 

0 

MARTIN, T T 

8301310189 

50-334 

a 

MARTIN, T T 

8301310278 

50-277 

Q 

MARTINSON. Z R 
NASON. C C 

8301120903 

8301270170 

RES 

50-327 

R 

MASRl.S 

8301100031 

50-390 

A 

MASTEHSON, V 

0301070378* 

90-373 

s 

MATAKAS.R A 

0301310250* 

50-272 

0 

HATERS. B R 

8301270444 

50-16 

d 

HATHENY. 0 C 

8301240129* 

50-346 

s 

MATHENY. R 

9301240117* 

50-373 

s 

MATHEWS, T P 

9301160082* 

50-805 

R 

MATHIS. C J 

8301060047 

50-293 

s 

MATHIS. C d 

0301060141 

50-293 

s 

MATHIS. C d 

0301060162 

50-293 

s 

MATHIB, C J 

8301110319 

50-293 

8 

MATHIS. C J 

8301260324 

50-293 

s 

MATHIS, C d 

8301270246 

50-293 

R 

MATLOCK. R 0 

8301040329 

90-397 

0 

MATLOCK. R 0 

9301040331 

50-397 

3 

MATLOCK, R 0 

8301140314 

50-397 

S 

MATTHEWS, fl A 

8301100116 

50-261 

0 

MATTHEWS. C W 
MATTIA.d C 

8301210332* 

8301260388* 

CONTRACT 

90-423 

a 

MATT I A, M J 
MATTIA. M J 

MATT I A, M d 

MATTIA, M d 
MATTIA. M d 
MATTIMOE, d d 

9301200013* 

8301210287* 

8301210301* 

8301260040* 

8301260187* 

8301030073 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

90-312 

8 

MATTIhOE, J d 

8301030143 

50-312 

5 

MATTIMOE. d d 

8301030206 

50-312 

6 

MATTIMOE, d d 

8301040260 

50-312 

P 

MATTIMOE, J J 

8301110571 

90-312 

a 

MATTIMOE. d J 

8301130008 

50-312 

p 

MATTIMOE. J d 

8301130016* 

50-312 

p 

MATTIMOE, d J 

8301140197 

50-318 

a 

MATTIMOE. J J 

8301170123 

50-318 

0 

MATTIHOE, d J 

8301170342 

50-312 

8 

MATTIMOE. d J 

8301180351 

50-312 

a 

MATTIMOE, d J 

830)200298 

50-312 

p 

MATTIMOE. d. J 

0301210223 

50-312 

p 

MATTIMOE. J d 

8301250407 

90-318 

s 

MATTIMOE, d d 

8301290414 

50-312 

s 

MATTIMOE, d d 

8301250333 

50-318 

s 

MATTIMOE. d d 

8301260143 

50-312 

d 

MATTIMOE, d d 

B3012802S7* 

50-312 

0 

MATTIMOE, d. d 

8301310228 

50-312 

p 

MATTSON, R, d 

0211030118* 

50-3 

p 

MATTSON, R d 
MATTSaW.R d 
MAORIN, L V 

830 11 90270* 
8301190279* 
9301030005 

FOIA 

FOIA 

30-382 

K 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATECORV 

MAURI N.L V 

8301030006* 

S 0-382 

K 

MAUHIN. L V 

8301030043 

90-382 

a 

MAURIN. L V 

8301030151 

50-392 

A 

MAUflIN, L V 

8301030173 

50-382 

S 

MAURIN. L V 

0301040402 

50-302 

A 

MAURIN. L U 

8301040705 

50-393 

A 

MAURIN. L V 

0301110433 

50-392 

F 

MAURIN. L V 

9301110529* 

50-332 

0 

MAURIN. L V 

8301130175 

50-382 

0 

MAURIN. L V 

8301120183 

90-383 

0 

MAURIN. L V 

8301140041 

S0-3B2 

9 

MAURIN. L V 

8301140316 

50-393 

3 

MAURIN. L V 

0301140387 

50-332 

S 

MAURIN. L V 

8301 140394 

S0-3S2 

B 

MAURIN. L V 

3301140396 

50-382 

S 

MAURIN. L U 

8301140524 

70-2946 


MAURIN. L V 

0301100172 

50-302 

A 

MAURIN. L V 

8301250552 

50-332 

S 

MAURIN. L V 

8301310193 

50-382 

S 

MAUSSHARDT. D fl 

0301070406 

40-2061 


MAUSSHAROT. D B 

8301070409 

40-2061 


maxwell. 0 F 

03O1O4O7BB* 

50-400 

0 

MAY. E L 

0301170302* 

50-29 

s 

HAY, U R 

0301040082* 

CONTRACT 


MAYS, U M 

8301100297 

PR 


MAVWEATHER. L 

e3012;0t83« 

50-36 J 

R 

MAZETIS.O 

8202030307* 

FOIA 


KCALPINE.E d 

8301040481* 

70-1113 


MCALPINB, E d 

0301040761* 

70-143 


HCALPINE. E d 

0301290375* 

70-143 


MCALPINE. E J 

8301290408* 

70-27 


HCALPINE. E J 

0301290449* 

70-143 


MCALPINE, E d 

8301290554* 

70-1201 


MCBREARTY, R A 

8301170300* 

50-272 

a 

MCDHEARTV, R A 

8301260445* 

50-247 

a 

MCBRIDE. L M 

8301180084* 

50-267 

R 

MCBRIDE.L M 

8301200080* 

50-267 

n 

MCBRIDE. M 

8301190322* 

50-236 

0 

MCBRIDE. M H 

8301060124* 

90-333 

Q 

MCBRIDE. M H 

8301310164* 

S 0-293 

0 

MCCABE, E 

0301190046 

90-277 

0 

MCCABE. E C 

0301100143* 

90-245 

6 

MCCABE, E C 

8301100169* 

50-249 

0 

MCCABE, E C 

8301170393* 

50-317 

Q 

MCCABE. E C 

8301270320* 

50-352 

0 

MCCANN, d F 

B301040597* 

50-354 

a 

MCCANN. H W 

0301190377 

50-247 

p 

NCCARTEN, d B 

0301050330* 

50-359 

T 

HCCARTV. C L 

8301260193 

40-8728 


MCCLANAHAN. 0 K 

8301050462* 

S0-3SB 

a 

MCCLINTOCK. R 0 

8301110019* 

40-672 


MCCLINTOCK, R Q 

8301110032* 

40-672 


MCCOOL, W D 

8301140589* 

FOIA 


MCDERMOTT, 0 

8301040077 

CONTRACT 

MCDERMOTT, D 

8301060450 

CONTRACT 

MCDERMOTT, D 

8301070557 

CONTRACT 

MCDERMOTT, D 

8301120509 

CONTRACT 

MCDERMOTT, 0 

8301 140469 

CONTRACT 

MCDERMOTT. D K 

8301030268 

CONTRACT 

MCDERMOTT, D K 

8301130200 

CONTRACT 

MCDERMOTT, R d 

0301 100080* 

50-10 

8 

MCDONALD, 0 0 

8301 06044 B 

50-250 

P 

KCOOMALD, 0 0 

830 106052 1 

90-250 

P 

MCDONALD. D 0 

8301060527 

50-250 

P 

MCDONALD, D. 0 

8301100339 

50-250 

P 

MCDONALD. D 0 

8301240179 

50-250 

P 

MCDOWELL, 0 S 

8301100014 

NUREO 


MCDUFFIE. M A 

8301240101 

90-400 

A 

MCDUFFIE, M A 

8301250357 

TOPREP 


MCELROY, W W 

8301190421 

MUREO 


NCFAHUAND.C R 

8301250164* 

50-370 

0 

MCFARLAND. C R 

8301250329* 

50-390 

a 

MCGARR Y.d M 

8301120249 

50-413 

0 

MCOARRY, d M 

8301120249 

50-413 

G 

HCGARRY; d M 

8301260452 

50-413 

0 

MCGARRY.d M 

8301260452 

SO-413 

0 

MCOAUOHlf. d P 

8301040079 

50-416 

s 

MCOAUOHY.d P 

8301040119 

50-416 

s 

NCOAUOHV. d P 

8301040182 

50-416 

s 

NCGAUOH/. d P 

8301040186* 

50-416 

0 

MCOAUOHY.d P 

8301040733* 

50-416 

Ql 

MCOAUOHV.d P 

0301060243 

50-416 

s 

MCOAUOHY.d P 

8301060295 

90-416 

8 

MCOAUOHY.d P 

8301060362 

50-416 

s 

MCOAUOHV.d P 

8301070187 

50-416 

s 
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HCflAUffHY.U P 
KCSAUCHYjO P 
HCflAUSMV.Hj P 
HCflTIUOHY.J P 
MCSAUOHVi J P 

nccAuoRVt j p 
HCCAVOHV. J P 
TKOAUAHY. J P 
fKOAUGHV. U P 
HCCAUGHY. J P 

hSCOAUOW. J P 
MCGAUfiriVi J P 

mcgaughy. j P 

HCflAUCHVf -J. P 
KCGAUeKY'U P 

KCOAUGHV.J P 
KCCAUOHYi J P 
HCOAUOHV.J P 
MCCAUOHY. J P 
MCOAUOHY* J P 

mSAUOHY. J P 
HCGAUSHY. J P 
HcaAUOHV. J P 
HCe-AUOHV. J. P 
HCOAUOMY.J P 

HCCAUOHY.-J P 
MCOAUOHY.J P 
HCflAUOHYi J P 
WCOAUCHVfJ P 
HCCAUOHYrJ P 

tKOAUOHV. J P 
HCMUOHV.J P 
«C«AUfiHYiO P 
UCCAlKJHYt J P 
HCQEEfL 


ACCESSION 

NUMQER 

8301070231 

0301070233 

0301100145 

0301100193 

0301100224 

8301100302 

0301170090 

0301170151 

0301170140 

8301170105 

0301170234 

0301170268 

8301170418 

8301170426 

0301170473 

0301200323 

8301800235 

8301200238 

0301200255 

0301200267 

0301200272 

8301210001 

8301210003 

8301250519* 

8301230531* 

0301250626* 
8301260295 
030 126032 5 
8301260381 
0301260302 

0301260428 

0301260429 

8301260443 

8301260477 

0301310030 


SUGJECT 

CATEOORV 

50-416 S 
50-416 S 
30-416 6 
50-416 S 
50-416 8 

50-416 S 
50-416 8 
30-416 R 
50-416 8 
50-416 S 


50-416 3 
50-416 8 
50-416 S 
30-416 S 
WASTE MOT 


HCOLIEEN. A D 
MEADErR. B 
KECPaRD.rt 0 
MCDFORO.H 0 
HEDFOROjH O 

HEDFORQjH 0 
HEOPaRD.M a. 
MEOLQCK.R L 
MEDONCAi K 
»a.LER. E 

HELLER. E 
HELLER, e. 
HELSTAO. K 
HENCZERi H. B 
RCNC2ER. H B 


930 U 80237 
8301190415 
8301100205 
8301100217 
8301120000 

0301170363 

8301200076 

0301270325 

8301070094* 

0301190220 

0301190224 

0301190372 

8301170248* 

8301050475* 

8301190405 


50-275 3 

NUREO 

50-361 P 
50-362 P 
30-361 F 

50-361 P 
50-361 P 
40-8452 
50-273 Q 
NUREO 

50-397 P 
30-437 A 
50-346 S 
50-358 Q 
Stata Prof 


AUTHOR 

ACCESSION 

NUMBER 

HENCZER. U 0 
MENOONCA. M M 
MENDONCA.M li 
MERCER. U W 
MERRIHEATHER, N 

0301270003 
830103011 i» 
8301030217* 
8301100029 
8301250164* 

HERR I HEATHER. N 
MERRY. T C 
MEBSINOERi M 
HES8IN0ER. K 
METZGER. J R 

8301250674* 

8301030000 

8301140513* 

8301I40S17* 

0301260420* 

MEYER. 0 

MEYER, J F 

MEYER . J F 

MEYER. R 
HICHELSaW.C 

8301260449* 

0301140324* 

B3012S0470* 

8301270294* 

8207150170* 

MJDURA, H J 

HI DURA. H J 

MIDURA, H J 

MIDURA. H J 

HIDURA. H U. 

B301030157 

8301040128 

8301040142 

8301040153 

6301040334 

MIDURA, H U 

MIDURA, H J 

MIDURA, H U 
MIDURA. H J 
HIDURA, H J 

8301040339 

3301040361 

0301040301 

8301040508 

0301060236 

HIDURA. H J 
MIDURA, H J 
MIDURA. H J 
MIDURA. H U 
MIDURA. H J 

8301060292 

8301060400 

8301140185 

0301140256 

0301140427 

HIDURA. » J 
MIDURA. H U 
MIDURA, H J 
HIDURA. H J 
HIDURA. H J 

8301170255 

8301170411 

0301170534 

030 11 90230 
0301 1 9030 5 

MIDURA, H J 
MIDURA, H U. 
MIDURA, H J. 
MIDURA, H J 
MIDURA, H J 

8301190341 

8301190352 

8301250361 

8301250367 

8301250371 

MIDURA. H J 
MIDURA, H J. 
MIUEV.O H 

MILLAR, F 

MILLER. 0 0 

8301250424 

8301280195 

8301210175* 

8301100390 

0301040269 

MILLER. D e 
MILLER, 0 P 
MILLER, 0 P 
MILLER. 0 IV 
MILLER, H 0 

8301060001* 
B2l 1160287* 
0211160207* 
8301140336 
8301100425 

MILLER. H 0 
MILLER. J R 
HILLER. J R 
MILLER. J R 
MILLER. U R 

8301160010* 

0301060077 

0301060099 

0301060102* 

0301060309 

MILLER, J R 
MILLER, U R 
MILLER. J H 
MILLER. J R 
MILLER. 0 R 

0301070114 
0301070252 
0301110357 
6301110395 
83011 10610 

HILLER. U R 
MILLER, J H 
MILLER, J R 
MILLER, J R 
MILLER, J R, 

0301140548* 
0301140554* 
8301 170100 
0301170344 
8301210164 

MILLER. J R 
MILLER, L. 

MILLER, L 

MILLER, L. 

MILLER. L K 

8301210170 

0301030221* 

8301070126 

8301180231* 

8301140432* 

MILLER. L K 
MILLER. M 

MILLER, M A. 
KILLER, M A. 
KILLER, M E, 

8301170259* 

8301100012* 

8301120453 

8301260539 

8301060157 

HILLER, M I 
MILLER, M I, 
MILLER. H I 
MILLER, M. I 

miller, R L 

8301070314 
830107031 4 
8301240105 
8301240105 
0301100006 

MILLER, H D 
MILLER, M H 
MILLER. H H 
MILLER. W H. 
MILLER. W H. 

0301030350 

0301040801* 

0301040307* 

B30H003I5 

8301250686* 


SUBJECT 



CATEGORY 


AUTHOR 

State Prog 

MILLER. H 0 

50-361 

0 

MILLER, W 0 

50-275 

0 

MILLER, W 0 

NUREG 


HILLER. M 0 

50-370 

0 

HILLER. W Q 

50-389 

Q 

MILLER. W 0 

40-1341 


HILLER, H 0 

70-143 


MILLER, W 0 

70-143 


MILLER, H 0 

70-1100 


MILLER, H 0 

50-2S9 

0 

MILLS, L M 

30-247 

T 

MILLS, L f1 

50-247 

T 

HILLS, L K 

40-7327 


MILLS, L K 

FOIA 


MILLS. L M 

50-311 

S 

HILLS, L M 

50-273 

8 

HILLS, L H 

50-311 

0 

MILLS, L H 

50-311 

S 

MILLS, L K 

50-31 1 

S 

HILLS. L K 

50-31 1 

8 

MILLS, L K 

50-311 

0 

MILLS. L M 

50-311 

S 

MILLS, L K 

50-31 1 

8 

HILLS, L M 

50-31 1 

S 

MILLS, L K 

50-311 

s 

MILLS, L H 

50-31 1 

s 

MILLS, L K 

50-311 

s 

MILLS, L H 

50-272 

8 

MILLS, L M 

50-272 

R 

KlLLBrL M 

50-311 

R 

HILLS, L M 

50-311 

8 

HILLS, L M 

50-31 1 

S 

HILLS, L.M 

50-311 

s 

HILLS. L H 

50-272 

s 

HILLS, L. H 

50-311 

8 

HILLS, U H 

50-311 

0 

MILLS.L M 

50-272 

0 

HILLS.L M 

50-31 1 

s 

MILLS.L K 

50-272 

8 

MILLS.L M 

50-31 1 

8 

MILLS.L M 

50-311 

8 

MILLS.L M 

50-151 

0 

HILLS.L M 

50-200 

Q 

MILLS.L M 

50-329 

A 

HILLS.L M 

50-373 

0 

MILLS.L M 

50-289 

0 

HILLB.L H 

50-209 

0 

MILLS.L M 

PR 


HILLS.L M 

WASTE MOT 

MILLS.L M 

FOJA 


MILLS.L M 

50-373 

0 

MILLS.L K 

50-303 

0 

MILLS.L M 

50-305 

0 

MILLS.L H 

50-123 

a 

MILLS.L H 

50-331 

Q 

MILLS.L H 

50-235 

0 

HILLS.L H 

SO- 266 

0 

HILLS.L M 

50-202 

0 

MILLS.L M 

50-454 

0 

MILLS.L M 

FOIA 


HILLB.L M 

30-142 

p 

HILLS.L K 

70-2945 


MILLS.L M 

50-295 

a 

HILLS.L M 

70-2038 


HILLS.L H 

50-151 

a 

HILLB.L H 

50-206 

0 

HILLS.L M 

50-272 

R 

HILLS.L H. 

50-206 

0 

HILLS.L M 

50-272 

R 

HILLS.L H 

50-311 

R 

MILLS.L M 

50-327 

P 

HILLS.L M 

50-424 

A 

MILLS.L, M 

50-424 

A 

MILLS.L M 

50-445 

0 

MILLS.L M 

50-454 

G 

MILLS. L. H 

50-454 

0 

MILLS.L H. 

50-454 

0 

HILLS.L H 

SO-434 

0 

MILLS.L, M 

50-115 

W 

HILLS.L M 

TDPREP 


MILLS.L K 

50-390 

0 

MILLS, L M 

50-393 

Q 

MILLS.L, M, 

PR 


MILLS.L M 

50-370 

0 

HILLS. L.H 


ACCESSION 

NUMBER 


8301040114 
8301070511 
8301110634 
83011 10665 
8301250022 

030 1250025 

8301270122* 

0301270126* 

0301270129* 

8301270227* 

0212270255 

8301030026 

8301030028 

8301030032 

8301030034 

8301030039 

0301030040 

8301030044 

8301030146 

8301030166 

830103010? 

8301040200 

8301040275 

8301040300 

8301040316 

8301040326 

0301040512* 

0301040513 

8301040363 

8301040364* 

8301040600 

0301040603* 

8301040636* 

8301040642* 

8301040668 

8301040712* 

0301040753* 

8301040777 

8301060114 

8301060283 

8301060291 
0301060310 
0301 06038 S 
0301070255 
8301070351 

030 1 1 00200 
8301100268 
83011 10444 
83011 10450 
8301110585 

8301110646 

0301120296 

8301130045 

8301140033 

8301140208 

B 30 I 170066 
B301170139 
8301170169 
8301170109 
8301170250 

0301170200 
8301170306 
030117032? 
0301170335 
83011 7039 S 

8301170437 

8301170441 

8301170475 

8301170406 

8301170499 

0301170513 

8301180043 

0301100241 

8301190249 

8301180381 

9301100535* 

8301200220 

8301200231 

8301200247 

8301200254 

9301200294 

8301200295 

8301200325 

8301200357 

8301210040 


SUBJECT 

CATEODRY 


TOPREP 
50-390 A 
30-409 P 
50-387 P 
50-315 P 

50-409 P 

40-7327 

40-7327 

40-7327 

40-7327 

50-438 H 
50-390 8 

50-390 S 
50-390 S 
50-390 S 

50-390 S 
50-390 8 

50-390 S 
50-430 S 
50-390 9 

50-390 S 
50-390 A 
50-259 0 

50-327 P 
50-327 P 

SO-390 A 
50-259 0 

50-430 8 

50-327 P 
50-390 Q 

50-327 F 
50-259 a 
50-390 0 

50-438 a 
50-430 3 

50-430 a 
50-390 a 
50-327 P 
50-327 P 
50-390 S 

S0-43S 8 

50-438 A 
SO-390 S 
50-430 S 
50-390 8 

50-438 8 

50-438 8 

50-259 F 
50-327 F 
50-327 P 

50-327 F 
50-259 P 
50-327 P 
SO-390 F 
REOOD 

30-439 S 
50-090 6 

50-430 S 
30-090 S 
50-430 S 

50-390 S 
50-430 3 

50-430 S 
50-390 S 
50-390 S 

50-439 a 
50-438 8 

50-390 S 
50-438 8 

50-260 P 

50-390 S 
S 0-438 A 
50-259 P 
50-259 P 
S 0-327 P 

50-259 F 
50-438 B 
50-390 8 

50-390 S 
50-438 S 

50-390 B 
30-390 S 
30-390 S 
50-430 e 
50-390 A 



480 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATECORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

author 

ACCESSION 

NUMBER 

SUB JEC r 
CATEGORY 

hills, t H 

030121009? 

50-438 

S 

MORGAN, C 

8301310246 

50-247 

0 

MURPHY, W P 

6301180369 

50-271 

•a 

HILLS. L H 

B3012I0065 

50-390 

S 

MORGAN, C V 

8301190190* 

50-220 

F 

MURRAY, T D 

0212280104 

90-346 

s 

HILLS. L H 

B301210350 

50-390 

F 

rtOROAN, H E 

830117031 1 

50-361 

8 

MURRAY, T D 

8301070076 

30-346 

s 

HILLS. L.11 

8301230109 

50-259 

P 

MORGAN, B E 

8301040018* 

CONTRACT 


HURRAY, T 0 

8301070163 

50-346 

s 

HILLS. L M 

8301250157* 

50-327 

Q 

MORGAN, W 

0301070193* 

50-249 

9 

MURRAY, T D 

8301070266 

50-346 

3 

HILLS. L.H 

030125021 S* 

50-430 

Q 

MOflOENSTERN. A 

6301260190 

XPORTLIC 


MURRAY, T D 

8301070292 

50-346 

9 

HILLS. L H 

83D12S0224* 

50-259 

Q 

MORISI.A V 

8301040237 

50-293 

P 

MURRAY, T 0 

0301170244 

50-346 

8 

HILLS. L M 

030 1250299 

50-390 

A 

MDRISI.A V 

8301110477 

50-293 

R 

MURRAY, T D 

830 1 190025* 

90-316 

F 

HILLS. U H 

0301250300* 

50-327 

a 

MORISI.A V 

8301140025 

PR 


MURRAY, T D 

0301210056 

50-316 

6 

MILLS. L It 

0301250423* 

50-438 

Q 

MORIBI.A V 

8301140186 

50-293 

0 

MURRAY, T D 

8301240076 

50-344 

S 

HILLS. L M 

0301250462 

50-327 

Q 

MORISI.A V 

8301250196 

50-293 

0 

MURRAY, T D 

0301240104 

50-346 

s 

HILLS. U-H 

0301250505 

50-518 

A 

MORKIN, K M 

0301260485* 

50-296 

s 

MURRAY, T 0 

0301240121 

50-346 

S 

HILLS. L H 

8301250629* 

50-259 

a 

MDRLEY, J A 

9301100428 

HASTE MOT 

MURRAY, T D 

8301270196 

90-344 

FI 

HILLS. L H 

8301250650* 

50-390 

a 

MORLEV, J A 

8301180491 

WASTE MOT 

MURRAY. T D 

0301270200 

50-346 

R 

HILLS, L 11 

0301250650* 

50-390 

a 

MORUEV', J A 

8301310021 

WASTE MOT 

MURRAY, r 0 

0301200294 

50-346 

3 

MILLS. L H 

8301260203 

50-390 

s 

MORRILL, P 

0301140265* 

50-312 

a 

MURRAY,! B 

0301310009* 

50-346 

F 

MILLS, L H 

8301260209 

50-438 

s 

MORRIS, P A 

8301250430 

50-352 

G 

MURRAY,! D 

8301310017* 

50-346 

F 

HILLS. L H 

8301260327 

50-390 

s 

MORBIS.R J 

8301120301* 

50-275 

p 

MURRAY, T D 

B30I310406* 

50-346 

r 

MILLS, L M 

8301260347 

50-390 

8 

MORROW, P 

0301190426 

NUREO 


MURRAY, T 0 

0301260427* 

50-213 

s 

HILLS, L H 

0301260391 

50-438 

S 

MORTOAT.C P 

0301110052* 

FOIA 


MUSELER.M J 

8301060149* 

50-322 

« 

MILLS. L M 

0301260393 

50-438 

s 

MORTON, K V 

8301030270* 

CONTRACT 


MUSOLF, D 

8301070129 

50-306 

B 

HILLS, L K 

8301260435 

50-438 

s 

MORTON, K V 

0301040082* 

CONTRACT 


MUSOLF, D 

9301070238 

50-306 

S 

HILLS. L M 

830126045? 

50-439 

s 

MORTON, K V 

9301060456* 

CONTRACT 


MUSOLF, D 

0301070390 

50-306 

S 

HILLS. L M 

B301 280074 

50-438 

A 

MORTON, K V 

8301070437* 

CONTRACT 


MUSOLF, D 

6301110230 

50-306 

® 

HILLS. IT A 

6301310361 

MISC 


MORTON, K V 

0301070561* 

CONTRACT 


MUSOLF, P 

6301 1 10291 

50-202 

f 

niNECK.O L 

0301110179 

50-331 

S 

MORTON, K V 

0301120514* 

CONTRACT 


MUSOLF, D 

8301110520 

50-263 

F 

HINECH. D L 

6301110582 

50-331 

e 

MORTON, K V 

0301130202* 

CONTRACT 


MUSOLF, 0 

0301 1 10537 

90-263 

P 

HIHECK.P L 

8301170538 

50-331 

s 

MORTON, K V 

8301140234* 

CONTRACT 


MU80LF, 0 

0301120049 

50-202 

P 

HIHECK.S L 

0301190052 

50-331 

a 

MORTON. K V 

8301140475* 

CONTRACT 


MUSOLF, D 

8301140219 

50-202 

P 

HIHER, 8, 

0301240245 

50-269 

p 

MORTON, K V 

8301200107* 

CONTRACT 


MUSOLF, 0 

0301170319 

80-263 

P 

HINER, B. 

0301200480 

50-312 

p 

HORZA.H E 

8301030179 

50-361 

s 

MUSOLF, D 

0301170322 

50-263 

P 

HIHOOUE.R a 

0301 100360* 

REVIEW OflP 

MOflZA.H E 

8301030197 

50-361 

s 

MUSOLF, D 

0301100246 

50-202 

P 

HINOR.O C 

0301240064 

50-322 

T 

KOURY.W R 

0301100422 

XPORTLIC 


MUSOLF, D 

0301180257* 

50-202 

P 

HIRAOLIA.F J 

0301190227* 

50-245 

0 

HOWRY, H R 

8301100496* 

XPORTLIC 


MUSOLF, D 

0301210224 

50-209 

9 

MITCHELL. 0. 0 

0301030017* 

50-387 

s 

MOWRY.W fi 

8301110009 

70-734 


MUSOLF, 0 

8301270167 

50-202 

A 

HITCHELL. D. O 

8301060169* 

50-307 

s 

MQURV.W R 

8301310199* 

70-734 


MUSOLF, D 

8301270400 

50-263 

K 

HITCHELL. D O 

0301060175* 

50-397 

s 

MOZER. H M 

0301190392* 

CONTRACT 


MUSOLF, 0 

0301200217 

30-263 

0 

MITCHELL. D 0 

S301060263* 

50-307 

s 

MROCZKA.E J 

0301040279 

50-336 

s 

MUSOLF, B 

8301310317 

30-263 

P 

MITCHELL, D. 0 

6301110301* 

50-387 

s 

MfiOCZKA, E J 

8301040379 

50-336 

s 

MYERS. D 0 

0301040434* 

30-324 

a 

HITCHELL. D O, 

8301170270* 

50-337 

s 

MfiOCZKA.E J 

93010405S9 

50-336 

B 

MYERS, fi V 

0301040612 

90-322 

B 

MITCHELL. 0 0 

6301170275* 

50-387 

s 

MRDCIKA,E J 

630104DSB9 

go-336 

s 

MYERS, R V 

0301040730 

50-522 

c 

HITCHELL. c 0 

0301170290* 

50-387 

s 

MROCZKA, E J 

83010406B5 

50-245 

3 

MYRABO.A L 

0301270414* 

50-263 

R 

MITCHELL. D 0 

8301170323* 

50-387 

s 

MROCZKA, E, J 

8301040685 

50-245 

s 

NAJUCH, R J 

8301240006* 

50-322 

r 

MITCHELL. B 0 

8301170337* 

50-387 

s 

MROCZKA, E J 

8301060297 

50-245 

8 

NALIflOFF, L 0 

0301170199 

S0-i42 

0 

MITCHELL. D 0 

8301170403* 

50-387 

0 

MROCZKA, E J 

8301060397 

50-245 

s 

NALIDOFF, L 0 

03O117O2OS* 

50-142 

0 

MITCHELL. D 0. 

8301170408* 

50-307 

s 

MROCZKA, E J 

0301140034 

50-945 

3 

NANEY, A P 

9301070S61* 

C DNTRAC1 


MITCHELL. D 0. 

8301260322* 

50-387 

s 

MROCZKA, E J 

0301140034 

50-245 

S 

NAPUBA, 0 

0301060247* 

50-322 

0 

MITCHELL. D 0 

8301260379* 

50-387 

s 

MROCZKA, E U 

0301140056 

50-336 

3 

NAPUDA, 0 

0301140069* 

30-322 

T 

MITCHELL. B 0 

9301260419* 

50-387 

5 

MROCZKA, E J 

8301140056 

50-336 

S 

NAPUDA, 0 

0301260400* 

50-322 

a 

MITTL, R L 

B30U00142 

Pfi 


MROCZKA. E J 

8301 140166 

SO-336 

8 

NARBUT, P P 

0301030104* 

30-520 

<3 

MIZUHO. 0. S 

0301120242 

50-537 

0 

MROCZKA, E J 

8301140166 

50-336 

s 

NARBUT, P P 

6301120273* 

SO-460 

4 

MIZUMD. 0. B 

8301260321 

50-537 

G 

MROCZKA, E J 

0301140237 

50-245 

s 

NARDACCI.O A 

0301050320* 

go-209 

R 

MOEOOENSERO, D 

0301140389* 

50-313 

s 

MROCZKA, E J 

0301140237 

50-245 

s 

NARDACCI.O A 

0301060320* 

go-289 

R 

MOECCENBERO, D 

0301210977* 

50-368 

8 

MROCZKA, E J 

8301190300 

50-245 

s 

NAROI.A J 

0301110650 

70-1511 


HOEGOENBERO. D 

8301310285* 

50-368 

s 

MROCZKA, E J 

0301190300 

50-245 

s 

NARDIiA J 

8301240059 

50-22 

1 

HOEGGENBERO. D 

0301310325* 

50-363 

S 

MROCZKA, E J 

0301200200 

50-245 

8 

HARDOCIiP B 

8301200249* 

50-369 

B 

WDELUEft.M P 

8212060457 

50-443 

F 

MROCZKA, E J 

8301200200 

50-245 

S 

NAVARRO, M 

8301100290 

PR 


MOHRHAN. B A. 

8301120237* 

50-155 

G 

MROCZKA, E J 

8301250344 

50-245 

S 

NAVARRO. M A 

0301100293 

PR 


MOJTA.K T 

8301 140145* 

50-334 

Q 

MROCZKA, E J 

8301250344 

50-245 

s 

NEILP. R C 

8301060159* 

SO-220 

S 

MQJTA.M r 

8301270292* 

50-333 

0 

MROCZKA, E J 

8301250381 

50-245 

8 

NELSON, F M 

0301110164 

50-262 

H 

HONOSSCH, I H 

8301100325* 

50-142 

0 

MROCZKA. E J 

8301250301 

50-245 

a 

NELSON, 0 B 

0212200137* 

70-25 


HOMTGOKCRy, B M 

0301040600* 

50-36? 

a 

MROCZKA. E J 

0301270012 

50-245 

R 

NELSON, R H 

0301060370* 

50-309 

8 

MOMTOOMERT.D M 

8301040736* 

50-335 

0 

MROCZKA. E J 

8301270012 

50-245 

R 

NERSES, V 

9301070029 

50-389 

F 

MDMTODMEfiY'.D H 

8301250337* 

50-327 

a 

HROCZKA.E J 

8301270029 

50-336 

R 

NERSES, V 

8301190077 

50-309 

F 

MOMreOMERV. D. M 

8301250441* 

50-399 

a 

MROCZKA, E J 

0301270029 

80-336 

R 

NERSES, V 

0301 120223 

50-389 

A 

HDNZdN-DESPANO 

8301120301* 

50-275 

p 

MROCZKA, E J 

8301200103 

50-336 

S 

NERSES, V 

0301210315 

50-389 

A 

MOOBV, D E 

8301100179* 

50-271 

Q 

MROCZKA, E J 

8301280183 

50-336 

8 

NESSE, R J, 

0301250484* 

50-247 

1 

MOOMET'. B C 

0301110007 

40-672 


MROCZKA, E J 

8301200208 

50-336 

s 

NEBSE, R J 

8301250404* 

30-247 

r 

HOONEV', 0 

8301 140425 

40-0743 


MROCZKA, E J 

0301280200 

50-336 

S 

NEWBERRY, S. F 

0301260017 

30-4S4 

0 

HOONET. 0. 

8301140454 

40-8714 


MUCHA, E 

8200040257* 

50-254 

P 

NEWMAN, J R 

8301240112 

50-498 

0 

MOORE. 0. E. 

B30 1040706* 

50-389 

0 

MUELLER, R J 

8301180104* 

50-285 

S 

NEWMAN, J R 

8301240U2 

50-490 

0 
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9301170112* 

50-325 

S 

PERLIS.R 0 


0301170157* 

50-324 

S 

PERLI8. R 0 


8301170195* 

50-324 

S 

PERLIS.R G 


B301170210* 

50-324 

B 

PERLIS.R 0 


8301170217* 

50-325 

6 

PERLIS.R G 


8301 170219* 

50-325 

S 

PERLMAN. J 


8301170223* 

50-325 

s 

PERLMAN, J 


8301170230* 

50-325 

8 

PERLMAN, ■J 



0301170347* 
0301170263* 
0301170336* 
0301170360* 
0301 170380* 

0301170429* 
0301170449* 
0301170467* 
0301 1 7040 S» 
9301170523* 

0301170525* 

6301190334* 

6301180366* 

0301200331* 

6301200349* 

6301360310* 

6301360423* 

8301030023* 

0301100360* 

9301260005 

8301190415 

8301140190* 

8301130029 

8301180020 

6301350100 


50-32-5 

50-325 

50-324 

50-324 

50-324 

50-325 

50-324 

50-324 

50-324 

50-325 

50-334 

SO-325 

50-325 

50-324 

50-325 

50-325 

50-324 

50-362 

50-363 

50-397 

NUFIEQ 

50-202 

50-443 

50-443 

50-443 


PESHDTTI, D J 
PERRY, D T 
PERRY, L O 
PERRY, H V 
PERRY, B K 

PESCHEL, J M 
PETERS, R S 
PETERSEN. H E 
PETERSON. A C 
PETERSON. S 

PETERSON. S R 
PETRICK, N A 
PETRICK, N A 
PETRICK, N A 
PETRICK, N A 

•PETRICK, N A 
PETHONEr C- 
PETRQMBKI. S 
PETTENOIUL. H J 
PETTENOIUL, H J 

PETTENOIUL. H J 
PETTENOILL. H J 
PETTENOILL.H J 
PETTENOILL.N J 

pettenoill.h j 


8301250104 

50-443 

0 

PE7TENGILL. H J 

8301230110 

50-443 

0 

PETTENOILL.H J 

8301250116 

50-443 

0 

PETTENOILL.H J. 

8301250123 

50-443 

C 

PETTENOILL.H J. 

8301260296 

SO-443 

0 

PETTENOILL.H J 

8301100254 

PfI 


PETTENOILL.H J 

8301060106* 

50-305 

a 

PETTENOILL.H J 

030 1040569* 

50-259 

a 

PETTENOILL.H J 

8301250353* 

50-259 

a 

PETTENOILL, H J 

8301250640* 

50-416 

Q 

PETTY, J C 

8301060053 

50-206 

p 

PETTY, J C 

8301060116 

50-206 

p 

PETTY, J C 

8301120304 

50-206 

p 

PEVEY, L.E 

8301030258 

50-206 

p 

PEVEV, L E 

8301040214* 

50-206 

p 

PFAFF, 6 J 

8301 060406 

50-206 

p 

PFEFFeRLEN, H C 

83011 80399 

50-206 

p 

PHILLIPS.H K 

8301210144 

50-206 

p 

PHILLIPS.H S 

0301280099 

50-206 

p 

PHILLIPS.H 8 

0301060117* 

30-318 

6 

PHILLIPS.H S 

8301260330* 

50-317 

5 

PHILLIPS.H P 

8301260374* 

50-318 

S 

PHILLIPS, H P, 

8301260380* 

50-318 

s 

PJCAND, J 

8301260386* 

50-317 

3 

PICKU8, H 

8301260439* 

50-318 

B 

PIEHL.R H 

830 1250461 

50-537 

0 

PIEHL, B H, 

8301250482 

50-537 

0 

PIEHL.R H. 

8301140280 

Pfi 


PIEHL.R H 

8301100014 

NUREO 


PIEHL.R H 

8301110653* 

70-36 


PIEHL.R H, 

8301230372 

50-346 

B 

PIGOTT.D R 

9301070209* 

50-346 

a 

PIQOTT.O P 

8301100171 

PR 


PILANT. J M 

6301250132* 

50-364 

Q 

PILANT. J M 

8301250518* 

50-395 

a 

PILANT. J M 


ACCESSION 

NUM0ER 


6301180390* 
8301110315 
830-11 10323* 
8301 190235 
8301 190240* 

8301 190265 

8301190276* 

0301190466 

0301190420* 

0301190443* 

0301 190440* 
0301 1200B4 
0301060542 
0301200125 
@30 1 270300 

030 1 270300 
0301250100 
0301250104 
0301250110 
0301250116 

0301250123 

0301260315 

8301030354 

6301120510 

8301190482 

8301280043* 

8301270254 

8301100171 

0301280286* 

83010302134 

8301210076* 
8301 1 10576* 
8301240032 
0301)20579 
S3 01 20004 2* 

8301100005 
62 1 2070338 
6301030222 
8301070204 
soon 10543 

B3012B0182 
0301260449* 
830 1180143* 
8301 120359 
6301120366 

830 1 1 20370 
8301120372 
830 1 1 20373 
8301120489* 
0301 140414 

8301 250661* 
030 1 260092 
0301260108 
0301260115 
8301260123* 

8301260125 
0301260192 
0301260225 
0301260230 
S3 01 060234* 

6301170202* 
8301200345* 
8301 100416 
830I260I61 
8301030300 

8301100304 
8301240056 
8301040341* 
0301070033* 
0301 100096* 

8301140070* 
8301 140295* 
8301190426 
8301100254 
8301070299* 

8301170330* 

8301210127* 

8301210134* 

0301210130* 

0301200102* 

8301100203 
8301100203 
830 1 030229 
6301040197 
8301040270 


SUBJECT 

category 


author 

ACCESSION 

NUnSEfi 

SUSvJCCT 

CATECCIi 

40-8786 

50-271 

50-271 

50-271 

50-271 

6 

S 

S 

S 

PILANT, J ft 
PILANT. J ft 
PILANT, J ft 
PILANT, 0 ft 
PILANT, J ft 

8301070259 
030107061 1* 
8301100135* 
8301130119* 
9301140137 

50-298 

50-39S 

50-298 

50-293 

50-290 

50-271 S 

50-271 6 

NUREO 

COMMISSION 

COMMISSION 

PILANT, J ft 
PILANT. J ft 
PILANT, J H 
PILANT, J ft 
PILANT. J M 

8301170381 
0301180)29 
8301 100403 
6301210123 
8301240098 

50-293 

50-293 

50-258 

50-298 

50-298 

COMMISSION 
50-207 0 
50-307 P 
50-387 P 
50-247 T 

PIRTLE.G L 
PIRTLE. 0 L 
PIRTLE, 0 L 

PLANT, R L 
PLAYTOH. S J 

83011 10412* 

8301170103* 

0301210173* 

8301120343 

8301260281* 

50-2B2 
70-294 5 
70-2839 
30-461 
40-299 

50-247 

50-443 

50-443 

50-443 

50-443 

T 

0 

0 

0 

0 

PLIML.O 

PLISCQ. L 

PLISCO. L 
PLiaCO.L R 

PLOBK I , T J 

830104016** 
8301170287* 
8301190321* 
8301310290* 
0301 140132* 

50-295 

50-352 

50-309 

50-277 

50-4B3 

50-443 

50-443 

CONTRACT 

CONTRACT 

CONTRACT 

Q 

0 

PLOSKI.T J 
PLOTKIN. a C 
PLOTKIN.S C 
PLOTKtN.S C 
PLOTKIN, S C 

8301170273* 

6301180207* 

8301180287* 

0301180321* 

8301180321* 

30 -329 
50-142 
50-142 
50-142 
SO- 142 

50-382 

50-329 

PR 

50-3B2 

TOPBEP 

T 

T 

T 

PLOTKIN, a C 
PLOTKIN. S C 
PLOTKIN, 8 C 
PLOTKIN. 8 C 
PLOTKIN. S C 

6301180353* 
6301 180353* 
8301 180402* 
8301180402* 
6301160409* 

50-142 

30-142 

80-142 

50-142 

50-142 


V 

F 

» 

4 

4 

4 

f 

4 

f 

t 

i 


t 


f 

« 

4 

4 

4 

» 

E 

B 

« 

fi 

« 

9 

9 

« 

9 


50-315 0 

50-333 8 

50-285 J 
RES 
FOIA 


PLOTKIN, S C 
PLUftLEE.O U 
PLUMLEE.K 
PLUMLEE, K 
PLUMLEE, K 


8301180409* 

0301180173* 

8301190322* 

8301190337* 

0301270442* 


50-142 E 
50-267 0 

50-206 0 

50-309 0 

50-29 0 


NUREO 
50-482 E 
90-402 F 
5CP-4B2 A 
90-492 A 


PLUMLEE.K E 
PLUMLEE.K E 
PLUMLEE.K E 
POCHAL, W F 
POCHAL, W F 


0301140094* 

6301260446* 

03O131O174* 

8301100060 

8301180467 


SO-M? 0 
50-219 O 
SO-213 0 

JfPOflTLJC 

xpoRajc 


50-492 3 

90-299 0 

50-293 S 
40-3453 
40-6622 

40-6622 

40-1341 

40-8452 

40-6622 

40-1162 

40-8452 

40-299 

40-1162 

40-8698 

40-6034 

40-3453 
40-8504 
40-1162 
40-0102 
50-267 6 

50-269 8 

SO-269 S 
XPORTLIC 

xportlic 

40-6659 

toprep 

State Pros 

QA999 

QA999 

QA999 

go-331 0 

50-254 0 

nureo 

PR 

50-315 S 

go-316 B 
50-316 S 
50-316 S 
50-316 8 

50-316 S 

50-361 0 

SO-361 0 

30-298 P 
50-298 P 
50-290 F 


POCHAL, M F 
POCHAL, W F 
POINDEXTER, C H 
POINDEXTER, T C 
POLK.P J 

POLK. P , J 
POLLARD. R D 
POLLOCK, M S 
POSTLEWAIT, T 
POTAPOV8. U 

POTAPOVS. U 
POTAPOVS. U 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 

POTAPOVS. U 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 

POTAPOVS. U. 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 

POTAPOVS, U 
POTAPOVS, U, 
POTAPOVS, U, 
POTAPOVS, U 
POTAPOVS, U 

POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 

POTAPOVS, U 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS. U 
POTAPOVS. U 

POTAPOVS. U 
POTAPOVS. U. 
POTAPOVS, U 
POTAPOVS, U 
POTAPOVS. U 


8301160471 

8301250678 

8301140280 

8301310046 

8301120483 

8301210142 

8301130060 

8301060320* 

8301210028* 

8301030226 

8301040335 

6301040372 

8301040465 

8301040702 

8301040726 

8301040742 

8301060298 

8301070001 

6301100091 

03O1IOOI56 

8301100161 

8301100168 

8301110363 

8301110397 

8301110447 

8301U04S6 

8301110461 

8301110466 

8301110480 

6301110493 

8301110541 
0301110549 
@301 1 10556 
0301110534 
0301110599 

0301110608 
8301130066 
8301 130008 
8301130094 
0301 140004 

8301140277 
8301 140300 
8301140335 
8301140392 
8301140399 


XPOfiTHC 

XPOPfLlC 

PR 

50-370 A 
50-206 P 

50-206 r 
50-289 0 

50-322 0 

30-329 T 
aA99? 

04999 

0A999 

OA999 

04999 

0A999 

OA999 

0A999 

OA999 

QA999 

QA999 

0A999 

QA999 

0A999 

0A999 

■0A999 

0A999 

0A999 

DA999 

0A999 

0A979 

0A999 

<1A999 

0A999 

aA999 

aA999 

QA999 

0A999 

0A999 

0A999 

0A999 

0A999 

0A999 

0A997 

0A999 

OA999 
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rtUTHOR 


roTAPOVSt u 
PDF/iPOVS, U 

por/^povsi u 
PDr«=0V3i u 
POTAPOVS. O 

POTAPOVS. U 
POTAPOVS. U 
POTAPOVS I U 
POTAPOVS. O 
POTAPOVS. U 

POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. U 

POTAJ^OWS. U 
POTAPOVS. U 
POTAPOVS. 0 
POTAPOVS. U 
POTiAPOVSr U 

POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. U 
POTAPOVS, y 

POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. 0 
POTAPOVS. U 

POTAPOVS. O 
POTAPOVS. U 
POTAPOVS. U 
POTTER. T E 
POTTER. T E 

POTTER. T E 
POTTER. T E 
POTTER. T E 
POTTER. T E 
POULK.R M 

POWERS. D 
PRA3HAKARA.M K 
PRATT. W T 
PRATT. W T 
PHiTCHARD, 0 C 

PHOXKIRE.W 
PRTEKOP.P J 
PflIEKOP.P J 
POOL I A. A 
POLAK. B 

PULIDO. H A 
PULLANI.S V 
PTLE. R B 
PVLE.R a 
PYLE. R B 

QUICK. 0 R 
QUICK. D R 
QUICK. 0 R 
QUINN. E 
QUINN. E J 

QUINN. E J 
QUINN. E J 
QUINN. E V 
QUIRK . J F 
QUIRK. J F. 

QUIRK. J. F 
RADENACHER.J N 
RANE, E P. 

RAPIE. e P 
RAKE. E P 

RAKE. E P 
RAKE. E. P. 

RAHE. E P 
RAKE. E P 
RAHE. E P 

RAHE. E P. 
BAICHLEN. F 
RANDALL. P. N 
RANOAZZA.J D. 
RANKIN. C 

BATLEOOe. %f 
RAUSCH. T J 
RAUSCH. T J 
HAUSCK.T J 
RAUSCH, T J 


ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 


AUTHOR 

accession 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

8301140426 

0A999 


RAUSCH. T 

J 

8301 170067 

50-237 

P 

REED. J 0 

8301100256 

QA999 


RAUSCH, T 

J 

0301 180318 

50-237 

0 

REED. J W 

8301180263 

0A999 


RAUSCH, r 

J 

6301210201 

50-237 

Q 

REED. J M 

8301180276* 

QA999 


RAUSCH. T 

J 

8301240046 

50-295 

0 

FEED* J 

0301 1B0309 

QA999 


RAUSCH, T 

J 

8301250134 

50-237 

P 

REOAN, 0 

0301100322* 

QA999 


RAUSCH, T 

J 

6301250351 

50-237 

P 

BEHFELOT. H « 

8301240126 

MISC 


RAUSCH. T 

J 

8301260236 

50-254 

P 

flEHM. r A 

6301240140 

50-413 

8 

RAUSON, R 

J 

8301040696 

50-322 

0 

REHM. T A 

6301250036 

QA999 


RAMSQH. R 

J 

6301180100 

50-322 

0 

REICH. H 

0301250046 

QA999 


RAMSDN, R 

J 

6301190247* 

50-259 

0 

REIMAKM. F H 

0301250070 

50-416 

S 

RANSOM, R 

J 

8301270314 

50-322 

0 

REIS, £ J 

8301250127 

QA999 


RAV.H 0 


6301030036 

50-361 

S 

REIS. E J 

0301250181 

QA999 


RAY.H 0 


6301030030* 

50-36 1 

S 

REI8« E J 

0301250191 

50-202 

0 

RAV.H B 


6301 030050 

50-361 

s 

RE3S* E J 

8301250272 

QA999 


RAV.H D 


9301030064* 

50-361 

s 

REITLEHiE K. 

0301250340 

QA999 


RAV.H 0 


0301030070* 

50-361 

s 

REKITO, W A 

0301250347 

QA999 


RAY. H B 


83010301 19* 

50-362 

Q 

REMICK, F J 

0301250401 

0A999 


RAV.H B. 


0301030150 

50-361 

s 

REHLEY, M E 

6301250446 

QA999 


RAV.H D 


0301030153* 

50-361 

s 

REMLEV, M E 

8301250535 

QA999 


RAY, H B 


8301030155* 

50-361 

8 

REPKA, D A 

8301260231 

QA999 


RAY.H B. 


0301030103* 

50-361 

s 

REPKA. D A 

0301280261 

QA999 


RAV.H D 


0301030184 

50-361 

5 

REPKA. 0 A 

0301260286 

QAV99 


RAV.H B 


8301030186* 

60-361 

6 

REPKA. D A 

0301200306 

0A999 


RAY.H B 


8301 0301 88 

SO -361 

s 

REPKA, D. A 

8301200334 

OA999 


RAY. H. 6 


6301030193* 

SO-361 

8 

REOUA. 0 

8301200340 

QA999 


RAY.H S 


830 1030200* 

50-361 

8 

REOUA, 0 

0301310076 

QA999 


RAV.H 0 


0301030227 

50-362 

S 

REQUA. 0. 

0301310149 

QA999 


RAY, H B 


6301030232* 

50-362 

0 

FbtiUAp 0 

0301310150 

QA999 


RAY, H. B 


8301 170292 

50-361 

s 

RESET AR, J 0 

8301310151 

QA999 


RAY.H B 


8301 170299 

90-361 

S 

RESNER.M E 

B301310153 

QA999 


RAV.H B 


8301170297* 

50-361 

S 

REVELEY.W T 

8301310179 

QA999 


RAV.H 0 


6301170301* 

50-361 

s 

REVELEV.W T 

8301310326 

QA999 


RAV.H n. 


6301170303* 

50-36J 

s 

REYES, L 

030 1270256* 

50-247 

T 

RAY.H 0 


6301170304* 

50-361 

8 

REYES. L 

0301270256* 

50-247 

T 

RAV.H 0 


6301170316* 

50-361 

S 

REyE8rfL A 


S301270300 

8301270300 

8301270347* 

0301270347* 

8301070291* 

50-247 

50-247 

50-247 

50-247 

SO-324 

T 

T 

T 

T 

8 

RAY.H B 

RAY.H a 

RAV.H a 

RAY.H B, 

RAY.H 0 

8301170341 

6301170345* 

8301170353 

8301170359 

6301170364 

50-361 

50-361 

50-362 

50-361 

50-362 

S 

8 

S 

a 

s 

REYES, L A 
REVEB.U A 
REYNOLDS, J R 
REYNOLDS, J R 
REYNOLDS, N 8 

0301200095* 
0301100400* 
0301250470* 
8301250470* 
0301 100265 

90-319 

S0-1S9 

50-247 

50-247 

PR 

P 

P 

T 

T 

RAY.H B 

RAV.H B 

RAV.H B 

RAY.H B 

RAV.H D 

8301170367* 
6301 170458 
8301 170464* 
8301170471 
8301170477* 

50-362 

50-361 

50-361 

50-362 

50-362 

s 

s 

5 

s 

s 

REYNOLDS, N 8 
REYNOLDS. N 3 
REYNOLDS. N S 
REYNOLDS. N 0 
REYNOLDS, N S 

8301250029* 

8301100153* 

6301100101* 

9301050330* 

8301070123* 

50-409 

50-245 

50-245 

50-358 

50-373 

H 

S 

8 

T 

8 

RAY.H D 

RAY, H B. 

RAY.H B 

RAY.H B 

RAV.H B 

0301170481 

830 1 1 70407 
8301170492* 
8301170494 
B30I170S0B* 

50-362 

50-361 

50-361 

50-361 

50-361 

e 

s 

S 

B 

s 

REVNDLD3.N S 
REYNOLDS. N 8 
REYNOLDS. N 8 
REVNDLDS.N S 
REYNOLDS , 9 

8301180407* 

8301250306* 

8301190237 

0301190237 

0301190247* 

50-142 

50-322 

50-259 

50-259 

50-259 

0 

0 

9 

0 

Q 

RAV.H D 

RAY.H.D 

RAY.H D 

RAY.H B 

RAY. H D 

8301200017 

8301200010* 

8301200063 

8301200067* 

8301200084 

50-361 

50-361 

50-361 

50-361 

SO-361 

s 

8 

6 

s 

0 

REYNOLDS, S D 
RHEE, 8 

RHEE, 8 

RHINELANDER. J 
RHODES. K J 

8301040293* 

0301040748* 

0301250235* 

03O11BOO24* 

8301100027* 

50-390 

50-438 

50-438 

FOIA 

FOIA 

<3 

Q 

a 

RAY.H D 

RAY.H B 

RAV.H B 

RAY. H. a 

RAY. H B 

8301200080* 

8301200093 

0301200097 

8301200102* 

6301200104 

50-361 

50-362 

50-206 

50-206 

50-361 

8 

0 

8 

S 

8 

RICCARDELUA.P 
RICHARDS. 0 L 
RICHARDS, P 0 
RICHARDS, 8 
RICHARDSON. 0 C 

0301100029* 

8301180030* 

8301180033* 

8301040561 

0301040665 

FOIA 

FOIA 

FOIA 

TOPREP 

50-271 

p 

RAY.H B 

RAY, H a 

RAY.H a 

RAY.H a 

RAY.H a 

8301200108* 
8301200109* 
6301200113 
8301200120* 
83012001 4S 

50-361 

50-362 

50-362 

50-362 

SO-361 
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POTAPOVS' O 
POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. O 

POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. O 
POTAPOVS. U 

POTAPOV0. U 
POTAPOVS" O 
POTAPOVS. U 
POTAPOVS, u 
POTAPOVS. U. 

POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. U 

POTAPOVS. O 
POTAPOVS. U 
PQTAPOVB. U 
POTAPQVa. U 
POTAPOVS. U 

POTAPOVS. U 
POTAPOVS. U 
POTAPOVS. TJ 
POTAPOVS. U 
POTAPOVS. U 

POTAPOVS. O 
POTAPOVS. U 
POTAPOVS. O 
POTTCR. T e 
POTTER. T e 

POTTER. T C 
POTTER. T E 
POTTER. T E 
POTTER. T. E 
POULK.R M 

P0UER8. D 
PRADHAPARA. M « 
PRATT. « T 
PRATT. U T 
PRITCHARD. O C 

PPOXHIRE. VI 
PBIEKQP.P J 
PBZEKOP.P J 
PUCUtA. A 
PVLAK. B 

PULIDO. M A 
plT-LAMIrS V 
PVLE. R 0 
PVLE.ft 0 
PYLE. R B 

QUICK, 0 R 
OVICH. a R 
OllICK. D R 
aiiiRM. e 
auiNM. e ’J 

OUINN.E J 
Ql/IKN. E V 
OVtMR'£ 'J 
quirk. J F 
aUlHK. V E 

QUIRK. J F 
HADCMACHER. j n 
rAHE. E p 

rahe. e p 

rAHE. E p 

RATiE. E P 
RAME. E P 
flAHE. E P 
rAME, E P 
rAHE. £. P 

RAHE. E P 
HAICHLEXI.F 
rANDAUL. P M 

ranoazza. j s 

RANKIN' C 

ratledoe. j 
pauscM. r J. 
RAUeCM. T J 
RAUSCH. T, J 
RAUSCH, r. J 


accession 

number 

SUBJECT 

CATEGORY 

AUTHOR 


accession 

number 

SUB J£C T 

CATEGOnV 

AUTHOR 

accession 

NUMBER 

SlfBJEC T 
CATEGORY 

0301 140426 

0301100236 

0301100263 

0301190276 * 

0301180309 

0 A 999 

aA 999 

QA 999 

QA 999 

QA 999 

RAUSCH. T J 
RAUSCH, r J 
RAUSCH. T J 
RAUSCH. T J 
RAUSCH. T J 


0301170067 
8301 180210 
8301210201 
0301240046 
0301250134 

50-237 

50-237 

50-237 

50-295 

50-237 

P 

D 

0 

0 

P 

REED. J 0 

REED. J H 

REED. J U 

REED. J H 

REQAH. G 

0301120241 
8301190377 
6301250440 * 
6301 2504 40 * 
030111064 0 * 

50-483 0 
50-247 P 
50-247 r 
50-247 T 
40-2061 

0301 I 8032 S* 

0301240126 

0301240140 

8301250036 

9301250046 

QA 999 

MISC 

50-413 5 

QA 999 

QA 999 

RAUSCH. T J 
RAUSCH. T J 
RAUSON.R J 
RANSON.R J 
RAUSON.R J 


0301250551 
8301260286 
8301040650 
0301 100180 
8301190247 * 

50-237 

50-354 

50-322 

50-322 

50-259 

P 

P 

G 

0 

0 

REHFELOT.U fi 
REHK. T A 

REHK. T A 

REICH. H 
REIMAWI.F U 

0301310100 
8301140 5 74 
6331210344 
6301240202 * 
8301210242 * 

waste mct 
COMMISSION 
50-200 R 

50-273 P 

50-373 0 

0301250070 

0301250127 

0301250101 

0301250191 

0301250272 

50-416 S 

QA 999 

QA 999 

50-202 0 
QA 999 

RAUSON.R J 
RAV.H D 

RAV.H B 

RAY. H B 
RAV.H B 


930127031 4 

8301030036 

8301030038 * 

8301030058 

8301030064 * 

50-322 

50-361 

50-361 

50-361 

50-361 

0 

s 

5 

S 

s 

REIS, E J 

REie.e J 

REIS. E J 

REIS. E J 
REITLER.E K 

8301040646 
8301100095 
0301140003 
8301 IBOG 26 
830114001 9 

50-522 G 
50-522 C 
50-277 0 
50-277 0 
70-1151 


B 30 I 250340 QA<?‘?'? 
0301230347 QA 999 
8301250401 0 A 999 
8301250446 QA 999 
8301250335 QA 999 

8301200231 QA 999 
8301200261 QA 999 
0301280208 QA 999 
0301200306 QA 999 
8301280334 0 A 999 


0301280340 

0 A 999 


RAV.H B 

0301310076 

0 A 999 


RAV.H B 

0301310149 

0 A 999 


RAV.H B 

0301310150 

0 A 999 


RAV.H B 

0301310151 

0 A 999 


RAY.H D 

0301310153 

0 A 999 


RAY. H B 

0301310179 

0 A 999 


RAY.H a 

0301310326 

0 A 999 


RAY.H 0 

8301270236 * 

50-247 

T 

RAY.H a 

0301270236 * 

30-247 

T 

RAY.H B 

0301270300 

50-247 

T 

RAV.H D 

0301270300 

50-247 

T 

RAY.H B 

0301270347 * 

30-247 

T 

RAV.H B 

0301270347 * 

30-247 

T 

RAY.H B 

0301070291 * 

30-324 

S 

RAY.H B 

8301200093 * 

50-310 

P 

RAY.H D 

0301100400 * 

60-155 

P 

RAV.H B 

6301250470 * 

50-247 

T 

RAY.H fl 

0301250470 * 

60-247 

T 

RAV.H D 

8301 1 D 026 S 

PR 


RAV.H B 


0301230029 * 

9301100153 * 

0301100101 * 

0301050330 * 

8301070123 * 

0301100407 * 

8301250306 * 

0301190237 

0301190237 

0301190247 * 

8301040293 * 

0301040740 * 

0301230235 * 

8301100024 * 

8301100027 * 

0301100029 * 

0301180030 * 

0301180033 * 

0301040561 

0301040663 

0301230511 

8301100281 

8301030156 

0301030109 

0301040173 

0301100140 
0301100149 
03011 9000 S 
0301190087 
0301190123 

8301190144 

0301120293 * 

0301310360 

0301280276 

8301190100 

8301100412 

0301030164 

0301040289 

0301140102 

0301140193 


toprep 

30-275 

ORO 

50-309 

NUSEO 

XPORTUIC 

50-237 

50-237 

30-237 

50-237 


BAY.H B 
RAV.H B 
RAV.H B 
RAY.K B 
RAYiH B 

BAY. J J 
RAY.J V 
bayhond. h j 
RAYNOR. J H 
REAVIS. J A 

REBELLO.V E 
REBELLO.J £ 
REBEVLOiJ £ 
rebello. j E 
rebelowski. T. 

hedabo.r t 

REDANQ.fi T. 
REED. C 
REED. C 
heed. 0 V 


0301030070 * 50 

9301030119 * 50 

0301030150 50 

0301030133 * 5 fl 
8301030155 * 50 

0301030183 * 5 C 
0301030104 5 < 

8301030186 * 5 ( 

8301030180 5 ( 

9301030193 * 5 ( 

0301030200 * 5 ' 

0301030327 S< 
8301030232 * 5 

8301170292 5 

B 30117 O 29 S 3 

0301170297 * 5 

a 30 U 7030 I* 5 

8301170303 * S 
9301170304 * 5 

8301170316 * 5 

0301170341 S 
8301 170345 * S 
3301170353 5 

0301170339 J 
0301170364 : 

0301170367 * ! 

8301170450 ! 

0301170464 * ! 

0301170471 : 

0301170477 * 

8301170401 

0301170487 

8301170492 * 

8301170494 

0301170508 * 

0301200017 

0301300018 * 

0301200063 

0301200067 * 

9301200054 

8301200098 * 

0301200093 

©301200097 

8301200102 * 

8301200104 

6301200100 * 

8301200109 * 

8301200113 

0301200120 * 

930*200145 

8301200135 * 

0301210075 

0301210093 * 

8301270043 

0301270171 

8301140399 

8301180540 * 

0301260438 * 

8301260386 * 

8301180306 * 

0212010450 * 

8301070068 * 

B 30 H 00035 * 

0301200307 * 

8301170339 * 


8301040305 * 

8301240055 * 

0301040516 * 

8301200211 * 

8301310017 * 


50-361 

S 

REKITO.U A 

50-362 

0 

REMICK.F J 

50-361 

s 

REMLEV.M E 

50-361 

s 

REMLEV.H E 

50-361 

s 

repkA. d a 

50-361 

s 

repka. d a 

50-361 

s 

REPKA. D A 

50-361 

s 

repka. D A 

50-361 

s 

REPKA. D A 

50-361 

0 

REQUA . 0 

50-361 

s 

REOUA.O 

50-362 

s 

REQUA. G 

50-362 

s 

REQUA . 0 

SO -361 

s 

RESET AR. J 

30-361 

5 

REENER. M E 


ACRB 

50-245 O 
30-271 0 

50-317 S 
50-369 R 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
50-213 0 


0301270333 * 

0211020366* 

8301170021 

8301170029 

8301040636 


50-236 0 

revieu CRP 

70-25 

70-25 

30-322 G 


8301140022 50-322 0 
8301140079 50-322 C 
0301230095 50-322 0 
8301250420 * 50-322 C 
0301030355 50-261 P 


REVEUEV.H T 
REVELEY.W T 
BEYES.U 
REYES, t 
REYES, L A 

REYEB.L A 
REVES.L A 
REYNOLDS, J R 
nEYMQLOS. J R 
REYNOLDS. N 8 

REYNQLDB.H S 
REYNOLDS. N S 
REYNOLDS, N S 
REYNOLDS, H S 
REYNOLDS, M S 

REYNOLDS, H 8 
REYNOLDS. H S 
REYNOLDS. M S 
REYNOLDS. N S 
REYNOLDS, S 

REYNOLDS. S D 

hhee.s 

RKEE.S 

RHINELANDER. J 
RHODES. H J 

RKCAROELLA.P 
RICHARDS, fl L 
RICKARDS. P 0 
RICHARDS. S 
RICHARDSON. D C 

RICHARDSON. D C 
RJCHABDSOH.O C 
RICHARDSON, D C 
RICHARDSON, D C 
RICKAROSON'D C 

RICHARDSON. 0 C 

RICHARDSON. 0 C 
RICHARDSON- J D 
RICKARDSaH-J D 
RICHARDSON. J D 

RICHtlAN.V 
RICHTER. L 
RIDOWAY.D 
RIDOVIAY.D 

ridouav-d a 

RIDOHAY.D a 
R I DOW AY. D A 
RIDOHAV.D a 
BIDCMAY.J.E 

ridchay.j E 

rischlino.j l 
rischlino.j u 
rischlino.j l 
RITCHIE. « I 
riVENBARK. 0 


0301120426 S< 
8301140512 5 

8301140596 5 

8301140177 * 5 

8301190459 * C 

8301200355 5 

8301200355 5 

8301140080 * 5 

8301250372 t 
8301070209 * : 

8301100149 * 

830(240091 

8301210261 

8301210261 

0301180118 

8301180110 

8301200351 

8301200351 

8301250273 

8301250273 

8301250466 

8301250466 

8301250641 

8301250641 

8301260449 * 

8301050099 * 
8301210162 * 
0301200320 * 
8301 14 0508 
8301310037 * 

8301060035 * 

0301250554 * 

0301260308 

8301260449 * 

0301170221 * 

8301170221 * 

0301100242 

0301160242 

0301270268 * 

8301270268 * 

8301270300 

0301270300 

0301170155 * 

8301180285 

0301100285 

8301270070 * 

0301070319 * 

0301120310 

9301120318 

0301070316 

0301070316 

0301120247 

8301120247 

9301280253 

0301290253 


8301 1 10519 * 
03011 10526 * 
8301160213 * 
8301260293 * 
0301110096 


50-261 P 
50-261 P 
50-261 P 
50-336 S 
COHHISSJON 


50-359 

50-249 

50-249 

40-2061 

40-8027 


50-316 

50-316 

50-316 

40-2239 

50-321 
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ACCESSION SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

niVENBARK.Q U 

8301310381 

50-321 

P 

ROBBINS.^ S 

S30iS70315 

TOPREP 


ROSaiNS. J 0 

830(270438 

TOPREP 


RODERD8.H H 

B3010S0433* 

FOIA 


NOBERD3.H M 

83010S0439* 

FOIA 


ROBERTS. B V 

83012700820 

40-8007 

ROBERTS. J P 

8301310399 

MISC 


SOBER TSOH. J 

830tll0A49» 

CONTRACT 

ROB f NEON. D 1. 

83010600941 

90-346 

0 

ROBINSON. D 1. 

83012100830 

50-373 

Q 

ROBINSON. 8 

8301270369 

50-440 

G 

RODDIS. L H 

83010505080 

50-397 

A 

RODDIS. t. H 

83012503270 

go-397 

A 

RODCER.M A 

83012703470 

50-247 

T 

RQDQER, U A 

83012703470 

SO-247 

T 

ROOCERS. P 

83013103380 

50-368 

S 

RQDRICUEZ.R J 

8301210088 

50-312 

R 

RODRIQUEZ, P 

8301030176 

50-247 

0 

ROE. J. 

830 I 040 1300 

50-289 

P 

ROGERO. D 

8301240143 

80-iaa 

8 

ROOERS. D 

8301250328 

50-59 

S 

ROGERS. 0 

6301250339 

50-128 

S 

ROGERS. 0 

83012S0568 

30-128 

s 

ROGERS. D 

8301280072 

30-59 

s 

ROGERS. D 

0301280122 

50-59 

s 

ROGERS. H R 

8301030232O 

50-328 

S 

ROGERS, H R 

S3010403S2O 

50-328 

s 

ROGERS, H R 

63012003380 

90-327 

B 

ROGERS, P 

83011401370 

50-368 

3 

ROGERS. P. 

830 11 4025 70 

30-313 

S 

ROGERS, P. 

8301140420* 

90-368 

S 

ROGERS. P 

S301210ia2o 

50-313 

B 

ROGERS. P. 

830 1250 1630 

90-368 

S 

ROGERS. P 

83012306620 

50-368 

S 

ROGERS. R F 

830104049 10 

90-302 

0 

ROGERS. R F 

83012501850 

30-321 

0 

ROGERS. M 0 

63010702090 

50-346 

a 

ROWER, H V 

630 10401 240 

50-416 

s 

ROWER, « V 

630 106024 60 

S0-4I6 

3 

ROWER, H V 

63010603070 

50-416 

8 

nOHREfl.M V 

830 10701 980 

50-416 

5 

■OWER.K V 

63010702450 

50-416 

S 

3WER.M V 

83011002300 

50-416 

e 

3MAN. T H 

8301 1401 170 

50-220 

R 

JNANO.F R 

8301200162 

50-358 

A 

lOQ. H 

8301120091 

60-362 

P 

UD.H 

830121031 1 

50-361 

P 

XID.H 

630(280012 

90-361 

P 

OOT.L D 

8301040091 

50-331 

P 

DOT.i. D 

6301120042 

50-331 

Q 

fiOOT.L B 

8301130033 

50-331 

F 

ROOT.L D 

8301170116 

50-331 

a 

Roar.L D 

B30 1190269 

90-331 

p 

ROOT.L D 

8301190314 

50-331 

p 

ROaT. L B 

6301250125 

50-331 

p 

ROOT.L D 

8301310110 

50-331 

p 

fiOOT.L D 

0301310243 

50-331 

Q 

floor. L. E 

8301120527* 

CONTRACT 

fiOOT. R. N 

8301030262 

50-460 

S 

ROOT. R, M 

8301140438 

50-460 

9 

lOOT. R W 

8301250203 

50-397 

0 

lORK. 0. R 

8301100248 

PR 


JOBANO.R 

8301030087 

50-302 

S 

503AN0.R 

6301140196 

50-259 

0 

.T03EN.L C 

6301100017 

NUREG 


AOSENBAVN. p, j 

6301120024 

FOIA 


acsduie. E 

8301140106 

90-397 

0 

ROSS. B. 

8301 100029 

NUREO 


floss. B, C 

6301270064* 

50-362 

p 

ROSS. F. W 

8301120566 

40-8502 


ROSS.F u 

8301260227 

40-8745 


R038.F H 

8301260284 

40-8728 


BOSS. F. H 

8301260289 

40-8302 


ROSS, J. R 

6301100245 

90-322 

0 

ROSS, H J 

8301060524 

50-272 

p 

ROSS, U J. 

8301190142 

50-311 

p 

flOSZTOCZY, Z R. 

6301190207* 

FOIA 


ROSZTOCZV, Z ft 

6301190210* 

FOIA 


ROaZTOCZV. Z R 

8301190213* 

FOIA 


ROSZTOCZV. Z R 

8301190219* 

FOIA 


R0TELLA,T s 

8301040093* 

50-335 

s 

ROTELLA.T B, 

8301040246* 

50-335 

s 

ROTELLA.T 3 

8301180332* 

50-335 

B 

ROTELLA.T B 

8301210012* 

50-335 

S 

ROTH, J. 

8301140170* 

70-396 



ACCESSION SUBJECT 


AUTHOR 

HUMOER 

CATEGORY 

ROTH, J 

B30126D42O* 

70-1100 

ROTH. J 

8301270472* 

70-135 


ROTHSCHILD. M U 

8301040635 

50-445 

G 

ROTHSCHILD. H U 

8301260003 

50-445 

0 

ROTHSCHILD. (1 U 

6301270308 

50-445 

T 

ROTHSCHILD. N U 

6301310069 

50-445 

0 

ROTIKSTEIM. S 

8301170212 

50-247 

T 

R0TH8TEIN. S 

8301170214 

50-247 

T 

ROTKaTElN, S 

8301160200* 

50-247 

T 

ROUSE. L C 

8301120151 

50-332 

H 

ROUSE, L C 

8301140440 

50-73 

P 

ROUSE, L C 

8301140544 

50-387 

X 

ROWE, B a 

8301110046 

71-5026 


ROUE. C A 

830 1040675* 

SO-247 

0 

ROUE, C A 

8301140172* 

50-29 

0 

ROUSOME, F 

8301140328* 

50-247 

T 

ROHBQME, F 

8301290521* 

30-247 

T 

ROUSOME. F H 

8301 140317* 

SO-247 

T 

ROUSOME, F H 

8301140332* 

50-247 

T 

ROUSOME, F H 

8301250426* 

50-247 

T 

ROUSOME. F H 

8301250463* 

90-247 

T 

ROUSOME. F H 

8301250508* 

90-247 

T 

ROUSOME. F H 

8301230529* 

50-247 

T 

ROWSOKE.F H 

8301250539* 

50-247 

T 

ROUSDHE.F H 

8301250374* 

50-247 

T 

R02AK, S 

B30 1040699* 

50-315 

8 

RUOENSTEIN.L 6 

8205270564* 

FOIA 


RUBENSTEIN. L 8 

821 2290904* 

50-29 

P 

RUDD, C C 

8301270410 

90-440 

0 

RUFF, A 0 

8301290164* 

50-370 

0 

RUFF, A B 

8301290214* 

50-338 

Q 

RUFF, A 8 

8301250329* 

50-390 

Q 

RUOER, C J 

S21 1040251* 

50-282 

F 

RUITER, 0 H 

6301270288* 

50-305 

R 

RUNNER, U R 

8301090083* 

50-280 

F 

RUSSELL, L S 

8301060056 

50-318 

S 

RUSSELL. L 0 

8301060082 

50-317 

8 

RUSSELL, L D 

8301060091 

90-317 

S 

RUSSELL. L B 

B30I060113 

50-310 

8 

RUSSELL. L B 

B30 10 60323 

90-318 

a 

RUSSELL, L D 

8301120045* 

50-317 

r 

RUSSELL, L B 

B30I20D30B 

50-318 

8 

RUSSELL, L 0 

8301260300 

50-317 

B 

RUSSELL. L B 

8301260316 

50-317 

8 

RUSSELL. L B 

6301260350 

90-317 

S 

RUSSELL, L B. 

8301260372 

50-318 

B 

RUSSELL. L B 

8301260376 

50-318 

S 

RUSSELL. L B 

830I2603SS 

50-317 

B 

RUSSELL. L B 

8301260389 

50-317 

B 

RUSSELL, L B. 

8301260432 

50-316 

B 

RUSSELL. L B. 

6301260489 

50-317 

B 

RUSSELL, 3 K. 

0301100275 

PR 


RUTHERFORD, U 

8301050419* 

FOIA 


RYTHOHEN, B B 

8301200187* 

CONTRACT 


SABADOS. J U. 

8301250408* 

70-27 


8ADIL.R D 

8301240115* 

50-445 

E 

SAFER, P U 

8301180130* 

50-409 

0 

BAQER.H R 

6301090472* 

50-358 

0 

SAIGH.P A 

8301060496* 

CONTRACT 


BALDARINlrJ C 

8301100137 

PR 


6ALM0N60N.B J 

B301100312 

PR 


SALTZMAHi J 

8301140567 

50-801 

J 

SANCHEZ, R A. 

8301040094* 

50-331 

P 

SANCHEZ. R A 

8301040116* 

50-331 

P 

SANDERS, U F 

8301040205* 

50-424 

a 

SANGER. H L 

8301190247* 

50-899 

0 

SARGIS, D A 

8301180405* 

50-155 

p 

8A88, J 

8301 120250 

60-440 

0 

8ASS, S. 

8301130120 

50-440 

0 

SAS3. S. 

8301140320 

50-440 

0 

BASS, S E 

8301120322 

50-440 

G 

SAUICKI.S, 0 

82071S0050 

50-440 

H 

8AYEG, J A 

8301190441 

NUREO 


SCARANO.R A 

9301040067 

WASTE HOT 

SCARANO.R A 

8301040071* 

WASTE MGT 

SCARANO.R A 

8301180428 

HASTE HOT 


SCARANO.R A. 

8301180440 

WASTE MOT 

SCARANO.R A 

83011 80446 

27-48 


SCHAAF. M K 

8301110141* 

FOIA 


SCHAEFER. D 

8301060390 

50-875 

6 

SCHAEFFER. M. R 

8301110616* 

40-8304 


SCHAFFSTALL, R 

8301110061* 

FOIA 


BCHAPKER, J F 

0301 3 50098* 

50-518 

Q 

BCHAUB.J 8 

8301100041 

XPORTLIC 


SCHEINER. C 

8301210279 

50-847 

9 


ACCESSION SUBJECT 


AUTHOR 

NUMBER 

category 

SCHEINER, C A 

6301280321 

50-247 

c 

SCHERER. A E 

8301100157 

PR 


SCHERER, A E 

8301250591 

50-470 

A 

9CHICRL1N0, H 

8301140402 

S0-27S 

P 

SCHIERLINO, H E 

8301120095 

50-27S 

P 

SCHLC1F8TEIN, N 

B301 180003 

FOIA 


SCHMIDT. H C 

8301180365 

50-445 

F 

SCHMIDT. H C 

8301190068 

50-445 

A 

SCHMIDT. H C 

83012401 10 

50-445 

E 

SCHMIDT. H C 

830(240(31 

50-445 

E 

SCHMIDT. H C 

8301310(38 

50-445 

A 

SCHMIDT. H C 

8301310162 

50-445 

F 

SCHMITENDORF, 0 

8301270 I8B* 

50-338 

R 

SCHNAUTZ. C 

8301250681 

XPORTLIC 

8CHNAUTZ. C 

8301260049 

XPORTLIC 

BCKNEBELEN. A 

8301050326* 

50-358 

0 

SCHNEIDER. R R 

8301100106* 

90-220 

Q 

SCHNELL. D F 

8301060276* 

50-403 

0 

8CHNELL. 0 F 

8301110152* 

50-403 

Q 

SCHNELL, D F 

8301110482* 

50-483 

0 

aCHRATZ.T H 

8301110544 

TOPREP 


SCHROEDER.B A 

8301140065* 

90-10 

R 

SCHROEOER.C W 

6301030238 

50-373 

P 

8CHROEOER.C H 

8301040139 

30-373 

P 

SCKROEDER.C U 

8301040591 

SO-373 

P 

SCHROEOER.C W 

8301210114 

50-374 

A 

SCHRQEDER.C W 

8301210194 

90-373 

P 

SCHROEDER.C W 

8301240036 

50-373 

A 

SCHROEOER.C W 

83012B0DB4 

50-373 

S 

8CHUELKE. D A 

8301120022* 

50-282 

F 

SCHULTZ. U H 

8301310060* 

50-461 

0 

SCHULTZ. W H 

8301270252* 

40-7327 


SCHULTZ, M H 

8301270274* 

40-7327 


SCHULZ, R D 

630(260490* 

50-410 

0 

8CHUM. U 8 

a30( (00(25* 

50-482 

0 

SCHUMACHER, J L 

8301100275 

PR 


SCHUMACHER, H C 

8301040699* 

50-315 

Q 

SCHUMACHER. M C 

8301170140* 

State Proa 

SCHUSTER. K D 

8301030196* 

70-734 


SCHUSTER. H D 

8301260140 

50-275 

e 

eCHUYLER.J 0 

8301140447* 

90-275 

p 

SCHWARZ. C E 

8301120196 

NUREO 


SCHUEIBINZ.E 

8301110299 

50-350 

S 

SCHWEIKERT-THOL 

8301140245* 

50-245 

S 

SCHUENCER, A 

8301030272 

50-352 

A 

8CHUENCER, A 

8301030299* 

50-373 

P 

SCHUENCER, A 

8301030338* 

50-373 

P 

SCHUENCER, A 

8301050410 

50-367 

P 

SCHUENCER, A 

8301070337 

50-518 

A 

SCHUENCER . A 

8301070518 

50-397 

e 

SCHUENCER, A 

6301100462 

50-410 

A 

SCHUENCER, A 

8301110617 

50-322 

A 

SCHUENCER, A 

8301130190 

50-397 

A 

SCHUENCER, A 

8301140446 

50-461 

A 

SCHUENCER. A 

8301140465 

50-416 

P 

SCHUENCER, A 

6301170557 

50-416 

E 

SCHUENCER. A 

8301160531 

50-416 

P 

SCHUENCER, A 

8301260427 

50-322 

E 

SCHUENCER, A 

8301310041 

50-322 

A 

BCHUINK.W 

8301040201 

REVIEW ORP 

3C0TT, D 

8301290105* 

50-321 

0 

SCOTT. D E 

0301040758* 

50-416 

0 

SCOTT. D J 

821 1290756 

30-249 

3 

SCOTT, D. J 

0301070046* 

50-10 

F 

SCOTT, D J 

8301070108 

50-249 

S 

SCOTT, D J 

8301070199 

90-237 

B 

SCOTT. D J 

8301140060 

50-10 

R 

SCOTT, D J 

8301170512 

50-237 

a 

SCOTT, D. J 

8301170518 

50-237 

a 

SCOTT, D J 

6301170532 

50-237 

s 

SCOTT, D J 

8301160339 

50-237 

a 

SCOTT. D J 

6301210117 

90-237 

s 

SCOTT, D J 

8301210157 

50-249 

s 

SCOTT, D J 

8301280119 

50-249 

8 

SCOTT, D J 

6301280194 

50-237 

S 

SCOTT, D J 

8301260300 

50-249 

e 

SCOTT, D. J 

6301280316 

50-249 

s 

SCOTT, H M 

8301100254 

PR 


SCOTT, J 

8301 190426 

NUREO 


aCOVlLLE, H 

8301160369* 

50-142 

0 

6C0UN. K 

8301070094* 

50-275 

0 

SCOUN. K 

8301310292* 

50-275 

3 

SCURRY. N 

6301100326 

ORO 


SCURRY, N 

6301100329 

QRO 


SCURRY, N 

6301100331 

ORG 




PERSONAL AUTHOR INDEX 


ACCESSION SUflJECT 
ftOTHOR NUHnER CATEGOHr 


SCCfIRY. N 

SCURRY. N 

SCURRY, N 

SCURRY. N 

SCURRY. N 

SCURRY, N 

SEARS, J R 

8301100334 

0301850651 

B3012S065S 

8301250696 

8301260004 

8301260015 

83012S0555* 

ORO 

ORG 

ORO 

ORO 

ORO 

ORO 

SO-247 

T 

SEEHAN.M J 

8EIOLE, U C 

830118045.) 

8301040379 

WASTE HOT 
50-285 

0 

SEIDLE, U C 

0301040615 

50-313 

Q 

SEIDLEiU C 

8301040793 

50-285 

P 

SEIDLE,U C 

8301050505# 

50-205 

F 

SEI0Le,U c 

8301100084 

50-313 

Q 

6EIDLE, U C 

8301100094 

50-482 

0 

SEIDLE. W C 

6301 100106 

50-482 

Q 

SE10LE,U C 

8301100160# 

50-482 

0 

SEIDLE.M C 

8301100190 

50-313 

Q 

8EI0LE, M C 

0301100209 

50-482 

0 

8EI0LE,U C 

8301140210 

50-313 

0 

SEIDLE.M C 

8301170183 

50-285 

0 

SEIDLE.M C 

8301170382 

50-368 

Q 

SEIDLE.M C 

0301170383 

50-313 

0 

SEIDLE.M C 

8301190174# 

50-3)3 

F 

SEIDLE.M C 

8301210066 

50-402 

0 

SEIDLE.M C 

83012101SS 

50-285 

0 

SEIDLE.M C 

8301240048 

50-313 

0 

BEIEDE. P 

8301100031 

50-390 

A 

SELLS, D E 

8301070395 

50-335 

F 

SELLS. 0 E 

8301070490 

50-335 

P 

8EHHEL, H 

830110011 1 

50-155 

0 

SEHHEL.H 

830110011 1 

90-155 

0 

SEN,B 

6ERINI.B L 

SERINI. B 1. 

SERINt, D L 

BEST AH. F 

8301140330 

8301110062# 

8301110000 

0301140527# 

0301040261* 

PRM 

70-2957 

70-2926 

70-2946 

50-275 

p 

SE9TAK, F 

8301040263# 

50-275 

p 

BESTAK, F 

8301200134 

50-275 

R 

SESTAK. F 

8301200148# 

50-279 

P 

SESTAK. F 

8301240147# 

90-279 

P 

SEWELL, B 

8301190048# 

50-321 

R 

SEYFRIT. K 

8301100080# 

50-10 

B 

SEYFRir. K V 

8211120259 

50-202 

8 

SHADER, D 

0301 100373 

50-271 

J 

SHAFER, M 0 

8301040146 

50-329 

A 

SHAFFER. J F 

8301190198# 

50-398 

R 

SHAH, H H 

0301040098# 

50-331 

P 

SHAH, H H 

0301040101# 

50-331 

P 

SHAH, H H 

8301040106# 

50-331 

P 

SHAMLA.M A 

8301060019# 

50-263 

S 

8HAMLA. M A 

8301060037# 

50-263 

s 

BHANBAHY. H 

8301040675# 

30-247 

Q 

SHANBAKY, H 

8301060124# 

50-333 

Q 

SHANBAKY. M 

8301140094# 

50-309 

Q 

SHANBAKY. H 

8301190322* 

50-286 

S 

SHANBAKY. H 

8301190337# 

90-309 

a 

SHANBAKY. M 

8301260446# 

50-219 

n 

SHANBAKY. M 

8301270442# 

90-29 

0 

SHANBAKY. K 
SHANBAKY. ti 

0301270472# 

8301310164# 

70-139 

50-293 

Q 

SHANBAKY. M 

8301310174# 

50-213 

0 

SHANRAKY.H 11 

0301140110# 

50-333 

0 

SHANBAKY. t1 M 

0301140172# 

50-29 

Q 

SHANBAKY. H M 

0301170379# 

80-309 

0 

SHANBAKY. M M 

8301190231# 

50-272 

Q 

SHANBAKY. M « 

8301190344# 

50-272 

Q 

BKAPLIM. A D 
SHAUB.E T 

8301100254 

8301060247# 

PR 

50-322 

0 

sHAUB.e r 

8301260400# 

50-322 

Q 

SHAUD, T 

8301260449# 

50-289 

Q 

SHAH. R A 

SHEA. J R 

8301120583 

8301030261 

RES 

XPORTLIC 

SHEA. U R 

8301060535 

XPORTHC 

SHEA. J R 

8301110004 

XPORTLIC 

SHEA, U R 

8301 1 10006# 

XPDRTLIC 

GHEA.K H 

8301210054 

50-331 

J 

SHEARS, 0 8 

830 1 060176# 

90-259 

P 

SHEDLOSKY.J T 

8301040799# 

50-245 

0 

SHEDLOSKY.J T 

8301100169# 

50-249 

0 

SHEETS. H E. 

8301050908# 

90-397 

A 

SHEETS, H E 

8301250327# 

50-397 

A 

SHELLEY. M. J 
SHELLEY, M J 
SHELLEY, M J 
SHELLEY. M J. 

8301110003 

8301110017 

8301140485 

8301170004 

40-206 1 
40-8027 
40-206 1 
40-0027 




ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

SHEHANSKt. P 

8301050293# 

50-298 

P 

SHEPHERD, R E 

S30 1310230# 

50-272 

0 

SHEPHERD, R E 

0301310261# 

90-272 

0 

S)1ERMAN, C 

8301140203# 

SO-312 

0 

SHERMAN, C I 

0301310166# 

50-397 

0 

SHERON, B M 

8104280001# 

FQIA 


SHERON, B M 

8203090091# 

50-317 

p 

SHERON, B M 

0204290437# 

FOIA 


SHERON, B 11 

8211040327# 

FOIA 


SHERON, B M 

8301 190471 

NUREO 


6HERR, T 

8301140516# 

70-143 


SHERMQDO, 0 0 

8211240343 

50-447 

A 

GHERMOQD, 0 0 

8212130219 

50-447 

A 

SHERNOOD, 0 0 

6212130221# 

50-447 

A 

SHEnMOOO.O 0 

8301030128 

50-447 

A 

SHERMOOD, 0 0 

8301030338# 

50-447 

E 

SHERWOOD, 0 0 

8301110462 

50-447 

K 

SHERMOOD, 0 0 

B30II10471# 

50-447 

K 

SHERMOOD, 0 0 

8301110550 

50-447 

0 

SHERMOOD, 0 0 

8301290589 

50-447 

A 

G))ERMOQD, 0 0 

8301270262 

50-447 

A 

SHERMOOD, 0 0 

8301270360 

90-447 

A 

SHEWHON, P 

8212220540# 

50-327 

a 

SHIELDS, 6 14 

8301110656# 

50-946 

0 

S)1IELDS. B M 

B301210D24 

50-546 

8 

SHIELDS, S M 

8301240155 

50-946 

a 

SHIELDS, a M 

8301280225 

50-946 

8 

SHIELDS, 8 M 

8301280230 

90-946 

8 

SHIELDS, S M 

8301280243 

50-546 

8 

SHIELDS, 8 M 

8301280265 

90-946 

0 

SHIPPER. J D 

8301030092 

50-275 

B 

BHIFFER, v» D 

83012000 IS 

90-133 

8 

SHIN, K 

8301210229# 

90-304 

8 

8HIMECK. D J 

0301120419 

RES 


SHIRAKAMA, T 

8301260145 

XPORTLIC 


SHIRAKAMA.T 

8301260149 

XPORTLIC 


SHIRAZI.P H 

8301100164 

PR 


SHIVELY, C. 

8301280333 

50-360 

P 

SHOEMAKER. C J 

0301050121 

90-483 

0 

SHOEMAKER, C J 

8301060193 

90-341 

0 

SHOEMAKER, C J 

8301060161 

50-70 

0 

SHOEMAKER. C J 

8301070343 

90-279 

0 

SHOEMAKER. C J 

0301070344 

50-269 

0 

SHOEMAKER. C J 

8301070347 

50-266 

0 

SHOEMAKER, C J 

8301070363 

9 0-275 

0 

SHOEMAKER. C J 

8301130070 

50-299 

0 

SHOEMAKER, C J 

8301130073 

50-312 

0 

SHOEMAKER, C U 

8301140291 

90-399 

0 

SHOEMAKER, C J 

8301190199 

90-289 

0 

SHOEMAKER, C J 

8301210049 

90-209 

0 

SHOEMAKER, C J 

8301210221 

90-209 

0 

SHOEMAKER , C J 

8301210260 

30-445 

0 

SHOEMAKER, C J 

8301210264 

50-275 

0 

SHOEMAKER, C J 

8301240146 

50-259 

0 

SHOEMAKER, C J 

8301250409 

90-275 

0 

SHOEMAKER, C J 

8301270373 

30-275 

0 

SHOEMAKER, C J 

8301270407 

90-209 

0 

SHOEMAKER, C J 

8301310293 

50-920 

0 

SHOEMAKER, C J 

830I31033I 

50-920 

0 

OHOLLY.B C 

8301030167 

50-247 

T 

SHDMAKER, E C 

B301 190422# 

COHMIBBION 

SHON, F J 

8301 120339 

90-247 

0 

8H0N, F J 

8301120344 

50-247 

0 

SHORT) A 

8301060004 

50-263 

p 

SHOSHO, M R 

8341240086# 

50-322 

T 

BMOTMELL, J A 

8301100413 

90-443 

F 

8HRCVE, D D 

8301210333# 

50-247 

F 

SHUNMUOAVEL, P 

8301200244# 

50-329 

T 

SHUNMUOAVEL, P 

9301280244# 

50-329 

T 

BHYMLOCK, M D 

8301040241# 

SO-330 

0 

8HYMU0CK, M. D 

8301040427# 

50-330 

0 

BHYMLOCK, H B. 

8301040680# 

90-330 

0 

BIEBER, J 0 

S3010S0320 

90-334 

p 

SIEFKEN.U J 

8301070048 

RES 


SIEGEL, B 

8301250693 

50-219 

p 

BIETZ.J D 

8301040110# 

90-331 

p 

8IHMEIL, t 

8301070930 

NUREO 


SILBCRO, J E 

8301040446 

50-440 

0 

SILBERO.J E 

8301040446 

50-440 

0 

SILDERO, J E 

8301070301 

50-440 

0 

8ILBER0, J E 

8301070301 

50-440 

0 

BILOERO.O E 

8301100104 

90-440 

0 

SILDERO, J E 

8301100104 

50-440 

0 

8ILDER0, J E 

8301120227 

50-440 

0 

SILDEROiO E 

8301 120227 

50-440 

0 


AUTHOR 

accession 

NUMBER 

SUUJCCT 

CATEGORY 

SILOERG, J E 

0301 140055 

PRM 


BILDEHG , J E 

0301 140275 


0 

SJCBERG , J E 

8301140275 

50-277 

0 

SJLDERQ, J E 

030(290296 

50-307 

0 

BJLBERG, J E 

0301250296 

50-307 

0 

SlLDEflO, J E 

0301250296 

50-307 

G 

SILQERO , J £ 

8301270300 

50-277 

0 

SILDERG, J E 

8301270300 

30-277 

0 

8ILDER0, J E 

0301270301 

30-440 

0 

SILQERO , J E 

8301270301 

50-440 

0 

SlLVia, R H 

0301040170 

CONTRACT 


BILVIS. R M 

8301070443 

CIDNTRACT 


SILUIS, R M 

0301190391 

CONTRACT 


siuvis.R M 

0301210327 

CONTRACT 


BILVIS. B M 

0301240191 

CONTRACT 


SIMAN-TOV. H 

0301200430 

RES 


8 IMH0N9, 0 H 

0301190441 

NUREO 


SIMMS, L L 

8301050494# 

90-358 

0 

8IMDN-T0V.M 

8301100396 

RES 


SIMPSON. J M 

0301100245 

PRM 


SINCLAIR.J D 

0301270370 

90-271 

0 

SINCLAIR. J R 

0301190439# 

caHHISSlON 

SINCLAIR. M 

0301060143 

30-329 

0 

BINOERMAN.R H 

0301290478# 

30-193 

0 

SINGER. D 

8301270248# 

40-7327 


BINISl, J K 

8301040255 

30-244 

J 

aiNISI, J It 

83(}10SOOIS 

90-293 

3 

aiZEMORC.H M 

8301200040# 

90-522 

A 

QKAO03, R L 

8301 120109 

NUREO 


SKATEQ, M U 

8301 130101# 

flA999 


3KATEB, M L 

0301 130105# 

0A999 


SKATES, K L 

8301130180* 

0A999 


SKATES. H L 

830(130193# 

QA999 


SKATES. M L 

03OII3O194# 

0A999 


SKATES. M L 

0301130195# 

0A999 


SKINNER. P H 

0301040639# 

90-299 

(1 

SKINNER. P H 

8301250490# 

50-269 

0 

BKODLAR.L T 

0301140293 

REGOD 


SKOLDS. 0 L 

0301250444# 

90-393 


SLADE, 0. )I 

8301270294 

90-329 


SLEBINOER, 8 0 

8301170354# 

I118C 


SMITH. B H 

□301040313e« 

90-30 


8HITH.B M 

0301040491# 

90-30 


SMITH, B M 

030(250265# 

90-30 


BHITM.C 

0301210291# 

CONTB 


9HITH.F 

8301190426 

NUREO 


6NIT)I. 0. C 

0301040494# 

90-33 


etllTH. 0 C 

8301110169# 

50-32 


SMITH. 0 C 

0301 140091# 

50-27 


BMITH, 0 H 

8203030106# 

90-21 


SMITH, I H 

8301070354 

S0-4S 


SMITH, I M 

8301 120328 

90-494 


BMITH, I. W 

0301100272 

90-494 


SMITH, r W 

0301 (90208 

30-914 


SMITH, I W 

030(260344 

50-454 


SMITH. J C 

B301U0594 

40-6622 


GMITK, J E 

0301060014# 

90-269 


BMITH, J L 

030(040314 

90-322 


GMITH, J L 

0301100203 

90-322 


SMITH , J L 

8301170238 

90-322 


SMITH, J L 

8301170494 

90-32? 


SMITH. J L 

0301210177 

90-32) 


SMITH, J.L 

0301290093 

90-381 


SMITH, J L 

0301250096 

90-321 


BMITH, J L 

8301270296 

30-321 


BMITH, L 

8301200259# 

90-44' 


SMITH, L C, 

8301040384# 

90-26 


SMITH, L. C 

8301110994# 

90-40 


SMITH. M A 

3301100294 

PR 


BMITH.M A 

8301310304 

40-00 


SMITH, N. A 

Q30 1260269 

REB 


BMITM.P A 

0301030357# 

CONTR 


BMITH, P A 

0301040013 

CONTR 


SMITH. P A 

0301040010# 

CONTR 


BMITM.P A 

0301040009 

CONTR 


SMITH. P A 

8301040087# 

CONTR 


SMITH, P A. 

0301 120927# 

CONTfN 


BMITH, P A 

0301120537# 

C0NIR7 


BMITH, P A 

030117001 1 

CONTR » 


SMITH, P A 

8301170014# 

CONTR/ 


SMITH, P A 

830(190484# 

CONTR, 


SMITH, P A 

0301250691# 

CONTRA' 


SMITH, P. A 

8301260040# 

CONTRA 


BMITH, P, A 

0301200030# 

CONTRA 


SMITH, P A 

8301280039# 

CONTRA 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SMITH, P A 

SSOlSaOSiiO* 

CONTRACT 

SMITH. P D 

S301 110074* 

50-206 

P 

SMITH. R 

8301110027 

71-9033 


SMITH. R 

8301270292* 

50-333 

a 

SMITH. fl D 

B3010i>0027 

40-8763 


SMITH. S D 

8301120454 

40-8786 


SMITH. n 0 

8301120467 

40-8681 


SMITH. fl 0 

8301120480 

40-6622 


SMITH, fl D 

8301140406 

40-8584 


SMITH. R D 

B3012S06S3 

40-8452 


SMITH, R D 

8301250665 

40-0064 


SMITH. R 0 

8301260070 

40-4492 


SMITH. R D 

0301260099 

40-7869 


SMITH. R 0 

8301260117 

40-0034 


SMITH, fl D 

8301260129 

40-8745 


SMITH. R 0 

83012601 SB 

40-0783 


SMITH, R D 

8301260170 

40-0793 


SMITH, R 0 

8301260562 

40-0745 


SMITH, R H 

0301060035* 

50-263 

P 

SMITH, R H 

S301140145* 

50-334 

0 

SMITH, R H 

8301310157* 

50-309 

0 

SMITH, H 0 

S30I070161 

50-315 

S 

SMITH, W 0 

8301070173 

50-316 

8 

SMITH, W 0 

8301070262 

50-316 

8 

SMITH. II 0 

8301070274 

50-316 

S 

SMITH. W 6 

8301070295 

50-315 

s 

SMITH. H 0 

8301110515 

50-315 

8 

SMITH, W 0 

8301110517 

50-316 

S 

SMITH. H 0 

8301110530 

50-316 

s 

SMITH, W 0 

8301170330 

50-316 

s 

SMITH, M 0 

83011703SS 

50-315 

s 

SMITH, W 0 

0301170468 

50-315 

8 

SMITH, H 0 

8301180072 

50-316 

S 

SMITH. M 0 

830118021 1 

50-316 

B 

SMITH. H 0 

8301210062 

50-316 

S 

SMITH, U 0 

8301210096 

50-316 

8 

SMITH, H 0 

8301210126 

50-316 

S 

SMITH, W 0 

8301280093 

50-316 

S 

SMITH, W 0 

8301280149 

50-315 

s 

SMITH, H 0 

0301280197 

30-316 

s 

SMITH, U 0 

8301280206 

50-315 

s 

SMITH, M 0 

6301280336 

50-316 

s 

MVTH.C H 

8301240047* 

50-289 

R 

OH, 5 A 

8301270297 

50-244 

R 

DER.B J 

8301200499 

50-320 

P 

BER.D T 

8301260330* 

50-317 

8 

OER.P 

8301190289 

8t*t« Prog 

FER.L 

8301250492* 

50-247 

T 

IIHKI.S M 

8301030230 

50-247 

G 

.LENaeflCER, 0 

8301060036 

40-3453 


JLLEHeeRCER, D 

8301120366 

40-6622 


aUEHSEROER. D 

8301120370 

40-6622 


jOLLENSERCER. 0 

8301120377 

40-0584 


SOLCEHBEROER. 0 

8301120468* 

40-6622 


SORRELL, E C 

8301050228* 

50-321 

F 

BDUTHHOnO.R 0 

8301110288* 

50-315 

Q 

SPATARO, M 

8301170194 

50-247 

T 

SPEER, H 

8301270049* 

50-206 

R 

SPEIS.T- P 

8301210321 

50-247 

F 

BPELMAN. H d 

8301100231 

PR 


IPELMAH. H J 

6301100231 

PR 


PELHAM, H J 

8301140521* 

40-2061 


PENCER.O 8 

8301070086 

50-275 

0 

pencer.o S 

8301140321 

50-206 

0 

PENCER.O S 

8301180216 

50-326 

Q 

PENCER.O 8 

8301180282 

40-0713 


.PENCER.O 8 

8301310286 

50-344 

0 

SPENCER. 0 5 

0301310293* 

50-344 

0 

SPENCER. 0 B 

0301310320 

50-113 

Q 

SPENCER. K A 

8301280108* 

70-340 


BPESSARD.R L 

8301040143 

50-254 

6 

SPESSARD.R L 

8301040525 

30-409 

0 

SPESSARD.R L 

8301040534* 

50-409 

0 

SPESSARD.R L 

8301040703 

50-10 

0 

SPESSARD.R t 

8301060012* 

50-263 

p 

SPESSARD.R L 

8301060015* 

50-263 

p 

SPESSARD.R L 

83010600284 

50-263 

p 

SPESSARD.R L 

8301070304 

50-10 

Q 

SPESSARD.R L 

830I070320* 

50-409 

Q 

BPESBARD.R L 

8301110142 

50-483 

Q 

SPESSARD.R L 

8301110285 

50-341 

A 

SPESSARD.R L 

8301110387 

50-155 

Q 

SPESSARD.R L 

0301110475 

50-483 

0 

SPESSARD.R L 

8301180068 

50-295 

0 

SPESSARD.R L 

8301180290 

50-454 

Q 



ACCESSION 

SUBJECT 


ACCESSION 

SUBJECT 

AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

SPESSARD.R L 

8301180298* 

50-454 

0 

STAROSTECKl, R 

8301260399 

50-293 

<1 

SPESSARD.R L 

8301100368 

SO- 305 

G 

STAROSTECKl, R 

8301260430 

50-271 

0 

SPESSARD.R L 

8301250256 

50-454 

0 

STAROSTECKl, R 

8301260471* 

50-289 

0 

SPESSARD.R L 

8301280107 

50-255 

0 

STAROBTECKI.R 

8301260470 

50-410 

G 

SPESSARO. R L 

0301280113* 

50-255 

0 

STAROSTECKl, R 

8301270223 

50-333 

a 

SPRUNG, J L 

8301120023 

NUREO 


STAROSTECKl, R 

8301270312 

30-352 

0 

S0UIRE8, D J 

8301100399 

UASTE MOT 

STAROSTECKl, R 

0301270417 

50-278 

0 

SRENIANSKl, 0 

8301210140 

50-373 

S 

STAROSTECKl, fi 

8301270474 

50-354 

0 

6REN1AUSKI, D J 

8301040415 

40-8774 


STAROSTECKl, R 

8301270483 

30-443 

G 

BRENIAHSKI, 0 J 

8301040426* 

40-8774 


STAROSTECKl, R 

8301280105 

50-219 

G 

SRENIAhSKI, D J 

8301040448 

70-309 


STAROSTECKl. R 

83012S02B5 

30-277 

0 

SRENIAUSKI.O J 

8301110377 

70-659 


STAROSTECKl. R 

8301310101 

50-219 

0 

SRENIAHSKt. 0 J 

8301110383* 

70-659 


STAROSTECKl, R 

8301310195 

50-247 

Q 

SRENIAWSKI. D J 

8301110601 

70-498 


STAROSTECKl, R 

8301310242 

50-272 

0 

SRENIAUSKI, D J 

8301110612 

40-2384 


STAROSTECKl, R 

8301310348 

50-309 

G 

SRENIAN5KI, D J 

0301210027 

50-346 

0 

STASEK, S 

8301070310* 

50-10 

0 

SRENIAUSKI, D J 

0301250573 

40-0774 


8TASEK, 8 

8301280289* 

50-10 

0 

SRENIAUSKI, D J 

8301280218 

50-10 

0 

STEARNS, C F 

8301260499* 

70-820 


SRENIAUSKI, D J 

8301280238 

50-409 

0 

STECKEL. A 

8301200140 

50-275 

A 

ST MARV.F A 

B301 120052* 

FOIA 


STEFANO, J J 

8301030292 

50-440 

D 

ST MARY. F A 

8301120079* 

FOIA 


8TEFAN0, J J 

8301190010 

50-440 

A 

STADNICK.S 

8301280193* 

50-336 

8 

STEIGER, U 

8301130071 

50-332 

T 

8TAFFA, R U 

0301100139* 

50-321 

a 

STELLO, V 

8212300304 

REVIEW CRP 

STAHLE, C 

8301050499* 

50-327 

p 

STELLO, V 

8301040042 

REVIEW 

ORP 

STAHLE, C 

83010SOSI5* 

50-327 

p 

STELLO, V 

8301100158* 

50-245 

8 

STAHLE, C 

0301060009* 

50-327 

p 

STELLO, V 

8301170033 

REVIEW 

ORP 

STAHLE. C 

0301060033* 

50-327 

p 

BTEULO, V 

8301170484 

REVIEW 

ORP 

STAHLE. C 

0301060034* 

50-327 

p 

STELLO, V 

8301180140 

REVIEW 

CRP 

STAHLE, C 

6301060046* 

50-327 

p 

STELLO, V 

8301200046 

REVIEW QfiP 

STAHLE, C 

8301060062* 

50-327 

p 

STEPHENSON, R L 

8301260343 

50-413 

D 

STAHLE, C 

0301070517* 

50-327 

p 

BTEPTOEiP P 

8301200347 

50-329 

G 

STAHLE, C 

8301 100012* 

50-327 

p 

STEPTOE.P P 

8301200347 

50-339 

0 

STAHLE, C 

S30U30222* 

50-327 

p 

BTEPTOE, P P 

8301210021 

50-339 

T 

STAMM, M C 

8301040638* 

50-220 

p 

STEPTOE.P P 

8301210021 

50-329 

r 

STAMM, M C 

8301040647* 

50-220 

p 

STEPTOE.P P 

8301280240 

50-329 

T 

BTAMM.M C 

8301040655* 

50-220 

p 

STEPTOE.P P 

8301280240 

50-329 

1 

STAMM, M C 

0301040662* 

50-220 

p 

STERNBERG, D M 

0301030027 

50-460 

9 

STANSBERRY, E R 

0301070616* 

50-102 

F 

STERNBERG, D M 

8301030054 

50-S0a 

9 

STAPLETON, D H 

03OU1O4I2* 

50-202 

Q 

STERNBERG, D H 

8301030071 

SO-313 

9 

STAPLETON, R 

0301040007* 

CONTRACT 


STERNBERG, D M 

8301030085 

50-397 

9 

STARKEY. R Q 

0301040547* 

50-261 

0 

STERNBERG, D M 

8301030094 

50-528 

9 

STARKEY, R B 

0301040776* 

50-261 

0 

STERNBERG, D M 

8301030121 

30-508 

9 

STARKEY, R D 

0301110217 

50-261 

8 

STERNBERG, D M 

8301030130 

50-503 

a 

STARKEY, R B 

0301140368 

50-261 

R 

8TERND£RO,0 M 

8301030228 

50-344 

a 

STARKEY, R 0 

8301170253 

50-261 

S 

STERNBERG, 0 (-1 

8301040625* 

50-460 

9 

STARKEY, R Q 

8301250237* 

50-261 

0 

STERNBERG, D H 

8301070220 

50-344 

a 

BTAROSTECKl, R 

8301040303* 

50-443 

0 

STERNBERG, D M 

8301070317* 

50-50 B 

9 

STAROSTECKl, R 

8301040332 

50-170 

0 

STERNBERG, 0 It 

8301120264 

50-460 

9 

BTAROSTECKl, R 

8301040472 

50-320 

Q 

STERNBERG, 0 K 

8301120273* 

50-460 

9 

STAROSTECKl, R 

8301040495 

50-286 

0 

STERNBERG, D M 

8301120282 

50-52 B 

9 

STAROBTECKI.R 

0301040571 

50-209 

0 

STERNBERG. D M 

8301140254 

50-312 

9 

STAROSTECKl, fi 

8301040586 

50-354 

a 

STERNBERG. 0 H 

8301140360 

30-528 

9 

STAROSTECKl, R 

8301040632 

50-333 

a 

STERNBERG, D M 

0301 180112 

50-520 

9 

STAROSTECKl, H 

0301040704 

50-322 

Q 

STERNBERG, D M 

0301180167 

30-500 

9 

STAROSTECKl, R 

0301040781 

50-245 

Q 

STERNBERG, 0 M 

6301250386 

go-397 

9 

STAROSTECKl , R 

0301060244* 

50-29 

Q 

STERNBERG, D M 

8301250308* 

50-397 

9 

STAROSTECKI.fi 

0301060262 

50-213 

G 

STERNBERG, 0 H 

830I3IO171 

50-312 

9 

STAROSTECKl, R 

8301060200 

50-29 

0 

STERNBERG. D M 

8301310305 

50-508 

9 

STAROSTECKl, R 

0301 100272 

50-220 

0 

STETKA, T F 

8301040388* 

50-302 

9 

STAROSTECKl, R 

aaoi 100299 

50-271 

0 

STETKA, T F 

0301040491* 

50-302 

9 

STAROSTECKl. R 

0301110206 

50-333 

Q 

STETKA, T F 

8301250265* 

50-302 

0 

STAROSTECK I . R 

0301141)156 

50-247 

Q 

STETKA, T. F 

830125047,1* 

50-302 

9 

STAROSTECKl, R 

0301140261 

50-271 

0 

STEUEN8, 0 J 

8301180359 

50-443 

C 

BTAROSTECKl, R 

6301140272 

50-272 

0 

STEVENS, C A 

8301100049 

NUREO 


STAROSTECKl, R 

8301140369 

50-272 

0 

STEVENS, d L 

8301170509* 

50-309 

G 

STAROBTECKI.R 

0301140391 

50-277 

Q 

STEVENSON, L 0 

8301110037* 

FOIA 


STAROSTECKl, R 

0301140444 

50-320 

0 

STEUART, W L 

8301030095 

50-338 

P 

STAROSTECKl, R 

0301170303 

50-317 

Q 

STEWART, W L 

8301030178 

50-339 

P 

STAROSTECKl, R 

8301 170333 

50-213 

Q 

BTEWART, W L 

8301030237 

30-338 

F 

STAROBTECKI.R 

8301170343 

50-277 

0 

STEUART, W L 

8301040318 

50-280 

P 

STAROBTECKI.R 

8301170362 

50-443 

0 

STEWART, W L 

8301040358 

50-200 

P 

STAROBTECKI.R 

8301170391 

50-317 

0 

STEWART, W L 

8301040396* 

50-338 

9 

STAROBTECKI.R 

0301170446 

50-412 

Q 

BTEWART, W L 

8301040637* 

50-338 

Q 

STAROSTECKl, R 

0301170493 

50-244 

Q 

STEWART. W L 

8301070308 

50-280 

F 

STAROSTECKl, R. 

8301190366 

50-334 

a 

STEWART, W L 

8301100116 

PRM 


STAROSTECKl, R 

8301200332 

50-410 

0 

STEWART, W L 

63011 10001 

50-200 

V 

BTAROSTECKl, R 

8301200342 

SO-293 

a 

STEWART, W L 

8301110070 

71-9010 


STAROSTECKl, R 

8301210044 

50-410 

0 

STEWART, W L 

8301 1 10604 

50-280 

F 

STAROBTECKI.R 

0301250415 

50-307 

0 

STEWART. W L 

8301110623 

50-281 

0 

STAROSTECKl, R 

8301250542 

50-322 

0 

BTEWART, W L 

8301130036 

50-280 

0 

STAROSTECKl, R 

8301250594 

50-289 

0 

STEWART, W L 

830 U 30079 

50-280 

P 

STAROSTECKI.fi 

6301260307 

50-334 

0 

STEWART, W L 

8301130098 

50-338 

P 

STAROSTECKl. R 

0301260367 

50-5 

a 

STEWART, W L 

8301130196 

60-330 

F 

STAROSTECKl. R 

6301260368 

50-410 

0 

STEWART, W L 

8301170483 

50-280 

P 

STAROSTECKl, R 

0301260384 

50-423 

a 

STEWART, W L 

8301180391 

50-280 

P 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

STEUART. IT L 

8301330103 

50-280 

P 

3TE(TART. IT U 

8301230103 

50-338 

a 

StEUART.IT L 

8301270183 

50-338 

R 

STEUART.IT L 

8301 270404 

50-280 

R 

sriEOE. IT L 

8301 0407 13» 

50-10 

a 

SlIEFELD. 8 

83012&02A8 

RES 


SriEFELD. 0 

0301260273 

RES 


SriEFELDi 8 

Q30I2S0047 

RES 


STILL. N 

8301070439 

WASTE MOT 

STILL. N 

8301180443 

WASTE NOT 

STILL. N 

6301190163 

WASTE MOT 

STILWELL. T C 

8206030 123» 

50-244 

p 

STIHAC. K V 

8301030141 

SO-522 

0 

STOCKS. H 8 

8301100226 

PR 


SrOHRrJ P 

0301040330 

S 0-335 

F 

STOHR. J P 

G30 107021 5 

ILE 


srOHRi J P 

S30 1230261 

70-27 


STOHR, J P 

8301230368 

70-143 


STOHR, J P 

8301250406 

70-27 


STOHR, J P 

8301230440 

70-143 


STOHR, J P 

8301250347 

70-1201 


STOLZ,J F 

8212270493 

50-313 

F 

STOLZ,J F 

e2I2270497> 

50-313 

P 

STOLZ,s/ F 

8301040074 

50-277 

P 

STOLZ.J F 

8301030028 

30-312 

F 

8T0LZ,J F 

8301050035 

30-302 

P 

STOLZ.J F 

0301050062 

50-346 

P 

3TOLZ.U F 

0301050353 

50-289 

P 

STOLZ.J F 

8301030442 

50-289 

P 

STOLZ.J F 

8301060016 

50-346 

P 

STOLZ.J F 

6301060023 

50-346 

8 

STOLZ.J F 

8301060129 

30-312 

P 

STOLZ.J F 

8301060131 

50-209 

P 

STOLZ.J F 

8301070026 

50-269 

P 

STOLZ.J F 

8301070176 

50-321 

P 

STOLZ.J F 

8301130136 

50-277 

P 

STOLZ.J F 

8301140336 

50-312 

0 

STOLZ.J F 

8301140453* 

30-312 

P 

STOLZ.J F 

8301140455 

30-277 

P 

STOLZ.J F 

830 1 140461 

50-289 

P 

STOLZ.J F 

8301140477 

50-346 

P 

STOLZ.J F 

8301140495 

30-313 

P 

STOLZ.J F 

8301170020 

30-302 

F 

STOLZ.J F 

830 1 170031 

50-313 

P 

STOLZ.J F 

8301180421 

30-346 

P 

STOLZ.J F 

8301 180489 

50-269 

P 

STOLZ.J F 

8301100496 

30-277 

P 

STQLZ. J F. 

8301 1 9001 5 

50-302 

P 

OTOLZ. J F 

8301190040 

50-289 

P 

STOLZ.J F 

0301190069 

50-346 

P 

STOLZ.J F 

0301190104 

50-312 

Q 

STOLZ.J F 

0301200106 

50-302 

P 

STOLZ.J F. 

8301240239 

50-209 

F 

STOLZ.J F 

8301250014 

50-312 

P 

STOLZ . J F 

8301260336 

50-312 

P 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATECDRV 

SUMMERS. R 

0301140283* 

50-272 

0 

SUMNER, H L 

0301060353* 

50-366 

s 

8UND. H J 

8301040094* 

50-331 

P 

SUND. H J 

8301040090* 

50-331 

P 

SUNS. H J 

8301040101* 

30-331 

p 

SUND. H J 

830 1040106* 

50-331 

p 

SUND. H J 

0301040110* 

50-331 

p 

8UNSER. J J 

8301270177 

50-220 

F 

SURRY. N 

0301250694 

ORO 


5UTPHIN. R N 

8301230322* 

50-454 

Q 

BUTTON, J M 

8301030239* 

0A999 


SUTTON, J W 

8301040719* 

QA999 


SUTTON, J W 

8301140290* 

QA999 


SUTTON. L A 

0301100009 

50-443 

D 

SWAIN, A S 

B3012S0434* 

50-247 

T 

SWAN.W 0 

0301040514* 

50-537 

0 

SWANSON. D T 

8301100074 

50-70 

G 

SWANSON. D T 

830 126032 1 

50-537 

0 

SWARTZ, e 0 

8301140365 

50-237 

F 

SWARTZ. E 0 

8301180317 

50-237 

P 

SHETLAND, P 

8301310357* 

50-309 

0 

SWITZER. 0 C 

8301100126* 

50-245 

s 

SWITZER, S C. 

8301IO0I26* 

50-245 

6 

TABDERT. J L 

8301280299* 

50-346 

S 

TAM.P a 

8301070077 

50-334 

P 

TAM.P S 

8301070318 

50-334 

P 

TAM, P a 

6301200494 

50-334 

P 

TANO wee. 0 

0301070226* 

50-237 

S 

TANO, R C 

8301100432* 

FQIA 


TANO, V 3 

6301200262* 

50-537 

A 

TAUBER. H 

6301120000 

70-2926 


TAUBER. H 

6301180107 

30-341 

F 

TAUBER. H 

8301210094 

50-341 

A 

TAUBER, H 

8301210208 

50-341 

F 

TAUBER, H 

8301260183 

50-341 

F 

TAUKE, T 

0301140240 

PR 


TAYLOR. D 

0301030053* 

50-259 

8 

TAYLOR. 0 J 

6301130035* 

50-393 

R 

TAYLOR, 0 J 

6301270164* 

50-393 

R 

TAYLOR, H H 

6301190415 

NUREO 


TAYLOR, J 

830111021 1 

50-409 

0 

TAYLOR, J 

6301200335 

50-409 

0 

TAYLOR, J E 

8301100165 

50-247 

0 

TAYLOR, J H 

6301 130124 

PT21 


TAYLOR. J H 

8301210029 

30-430 

8 

TAYLOR, J H 

B301250197 

TOPREP 


TAYLOR, J H 

8301030360 

50-315 

G 

TAYLOR. J W 

8301280144* 

50-409 

F 

TAYLOR, P A 

8301040475* 

50-339 

a 

TAYLOR, P A 

0301250394* 

50-309 

Q 

TAYLOR, R 0 

8301030124* 

50-445 

Q 

TAYLOR. T. D 

0301 180387* 

50-142 

G 

TEITT, T R 

8301050316 

50-209 

R 

TEITT, T R 

8301060319 

50-289 

R 

TERC. M M 

630127034 4* 

50-266 

0 


AUTHOR 

ACCESSION 

HUMBER 

SUBJECT 

CATEGORY 

THOMAS, R D 

8301270305* 

70-754 


THOMAS. S D 

0301100029 

NUREO 


THOMPSON. 0 H 

6301030167 

30-247 

T 

THOMPSON. H L 

8207160291* 

30-289 

P 

THOMPSON, H L 

8211160285 

50-239 

0 

THOMPSON. T 

0301120108 

NUREO 


THOMSEN. F T 

8301030171 

50-522 

0 

THOMSEN, F T 

8301030171 

50-522 

0 

THOKSENiF T 

8301140326 

SO-522 

B 

THOMSEN. F T 

6301240097 

30-522 

0 

THOMSEN. F T 

9301240097 

30-522 

0 

THONUS, L 

0301040480* 

50-320 

0 

THQRNDERRY, B C 

830 1 27022 5 

50-275 

R 

THORPE. D 

6301030065* 

30-296 

s 

THORPE. D 

8301030204* 

50-296 

s 

THORPE, D 

6301100141* 

50-259 

s 

THORPE. D 

8301200260* 

50-296 

8 

THORPE. D 

8301210030* 

50-296 

s 

THORPE. 0 A 

8301060324* 

30-296 

s 

THORUP. C S 

0301070066* 

CONTRACT 


THROH. T 

8301270256* 

50-259 

R 

THULL.T S 

8301040691* 

60-245 

S 

THULL.T S 

6301 140039* 

50-245 

a 

THULL.T S 

8301190309* 

50-245 

a 

THULL.T 8 

8301200267* 

50-245 

8 

THJLL, T- 8 

6301250355* 

50-245 

8 

THIA-L. T a 

6301230383* 

50-245 

S 

TIDMAN.fi E 

8301120292 

50-440 

0 

TILLMAN, A 

6301110261* 

50-327 

0 

TILLOU, J H 

G30I050397* 

FOIA 


TILLOU, J H 

6301050409* 

FOIA 


TILLOU, J H 

8301050423* 

FOIA 


TILLOU. J H 

S3010SD429* 

FOIA 


TIPPS.S a 

83010301 OS* 

50-366 

S 

TIPPB.S a 

0301030253* 

50-321 

B 

TIPPS.S B 

8301040118* 

50-321 

a 

TlPPBiS B 

6301040129* 

50-366 

S 

TIPPBiS B 

0301040206* 

50-321 

3 

TIPPS.S a 

8301060296* 

50-321 

s 

TIPPB.S 0 

9301170262* 

50-366 

s 

TIPPS.S B 

0301170277* 

50-321 

s 

TIPPB.S a 

8301170325* 

50-366 

s 

TIPPS.S B 

8301170366* 

S 0-366 

a 

TIPPS.S a 

8301170400* 

50-366 

s 

T1PP8, S, D 

0301170434* 

50-366 

a 

TIPPB.S D 

8301170564* 

S 0-366 

a 

TIPPS.S D 

0301180333* 

60-321 

8 

TIPPS.S a 

0301160393* 

50-366 

a 

TIPPB.S S 

6301200289* 

50-366 

B 

TIPPS.S D 

8301200319* 

50-366 

B 

TIPPS.S D 

6301200333* 

30-321 

S 

TIPPS.S B 

8301200339* 

50-366 

s 

rtppa.a a 

8301200358* 

50-366 

8 

TOKAR.M 

6301100026 

NUREO 


TOLAND.R H 

8301270300 

50-247 

T 


BTOLZ.J F. 


8301260542 

50-269 

P 

TERRELL. C N 

0301 110212 

50-112 

V 

STOLZ.J F 


8301260300 

50-321 

F 

TERRELL. C W 

8301230306* 

50-112 

Q 

STOTZ. J 


6301240125* 

30-346 

8 

TEST.H Z, 

0301260463* 

50-213 

S 

STRANGE, P C 


8301060176* 

50-233 

P 

THATCHER, T L 

8301 140337 

50-522 

0 

STRANGE, a. X. 

) 

8301070340# 

30-320 

F 

THATCHER. T L 

0301 140337 

50-522 

0 

STRATTON. M 

R 

8301270347* 

50-247 

T 

THATCHER, T L 

B301 140337 

50-522 

G 

STRATTON. M 

R 

8301270347# 

30-247 

T 

THATCHER. T L 

630114034 5* 

50-522 

0 

STREETER. J 


8301040089 

50-263 

S 

THATCHER. T L 

8301 140345* 

50-522 

0 

STREETER. J 


830107027/ 

30-373 

s 

THATCHER, T L 

03011 4034 S» 

SO-522 

0 

STREETER. J 


8301240091 

50-282 

S 

THATCHER, T L 

6301200308 

50-522 

0 

STREETER. J 


8301250372 

30-346 

s 

THATCHER, T L 

6301200306 

50-522 

0 

STREETER. J. 

F 

0301070130 

30-263 

0 

THE IB, D.C. 

0301230063* 

FOIA 


STREETER. J 

F 

8301070203 

50-346 

0 

THIE, J A. 

0301 100254 

PR 


STREETER. J 

F 

6301110386* 

50-331 

0 

THOMAS. C. 0, 

8301030343 

TOPREP 


STREETER. J 

F 

8301110353 

80-346 

0 

THOMAS. C 0 

B30 104004 3 

NUREO 


STREETER. J 

F 

6301140073 

S0-2BS 

0 

THOMAS. C 0 

6301040086 

50-470 

A 

STREETER. J 

F 

8301 140073* 

30-262 

Q 

THOMAS, C 0. 

8301070346 

TOPREP 


STREETER. J 

F 

6301180133 

30-266 

a 

THOMAS, C 0 

8301070302 

50-124 

P 

STREETER. J 

F 

0301180139* 

50-266 

a 

THOMAS. C 0 

8301070471 

30-97 

P 

STREETER, J 

F 

6301240130 

80-295 

0 

THOMAS, C 0 

8301180309 

30-407 

P 

STREETER. J 

F 

6301260280 

50-10 

Q 

THOMAS. C 0 

8301200161 

50-369 

P 

STRONG. A a 


6301190415 

NUREO 


THOMAS, C 0. 

830(280036 

50-57 

P 

STUCKY.S W 


8301030220 

50-528 

0 

THOMAS. J 

8301310165* 

50-219 

0 

BTUCKY.B N 


8301240224* 

30-437 

A 

THOMAS, L M 

8301030086* 

50-334 

F 

BTYLES. L C 


8301070350 

50-556 

0 

THOMAS, L M 

8301100305* 

50-334 

F 

STYLES. L C 


8301070350 

50-356 

0 

THOMAS. L. H 

8301270147 

50-329 

F 

BTYLES. L C 


8301250619* 

50-556 

0 

THOMAS. H 

6301040475* 

50-369 

0 

STYLES. L C 


8301250619* 

50-556 

0 

THOMAS. M 

830I8S02S2* 

50-369 

0 

BUERMANN, J 

F 

8301050092* 

30-358 

0 

THOMAS, H D 

0301140439 

27-47 


BULL! VAN cL 

H 

8301190168* 

FOIA 


THOMAS, R 0. 

6301100288* 

40-8713 



TOLAND.R H 

6301270300 

50-247 

T 

TOMAN. 0 

0211150640* 

50-285 

P 

TOMAN, 0 

8212010022* 

go-290 

P 

TOMAN, 0. J 

6212290304* 

50-280 

P 

TOMLINSON, D P 

6301210070* 

50-402 

0 

TOMPKINS, a A 

6301040476 

50-445 

0 

TONER. K A 

6301110560 

50-253 

p 

TONER, K A 

3301 170390 

50-255 

p 

TONER, K A 

8301100319 

S0-15S 

£ 

TONER. K A 

6301 180340 

S0-1S5 

P 

TOMER. K A 

6301210047 

50-153 

P 

TONER. K A 

0301240072 

50-255 

P 

TONGUE, r 

0301210099 

50-237 

8 

TONGUE, T M 

0301070310* 

SO- 10 

0 

TONGUE, T.H 

0301200209* 

SO-IO 

0 

TOTH. A D 

0301030029* 

50-460 

Q 

TOTH. A 0. 

0301250330* 

50-397 

0 

TOURIGNY.e 0 

0301 120591 

50-285 

P 

TOURIGNY.E 0. 

6301160478 

50-265 

P 

TOURTELLpTTE, J 

8301070355* 

REVIEW 

ORP 

7DURTELL0TTE, J 

6301210306 

3ECY 


TOUSLEY, 0 R 

6301 1 20224 

70-143 


TOUSLEY, D R 

8301120224 

70-143 


TOUSLEY, D R 

0301140243 

70-143 


TOO BLEY, 0 R 

6301140243 

70-143 


TRAMM, T.R 

8301060054* 

50-456 

0 

TRAMM, T R 

6301060215* 

SO-4S4 

F 

TRAMM. T R 

0301070216 

50-436 

S 

TRAMM, T.R 

8301110400 

50-454 

F 

TRAMM, T R 

8301170140 

50-434 

A 


488 


rtUrHOR 


TRAMH. T R 
TRAMH, T R 
TRAMM. r R 
TRAHM. T R 
TRAMH. T fi 

TRAMMELL. C M 
TRAMMELL. C H 
TREIBEL.W C 
TREIREL.U C 
TRIMBLE. D C 

TRIPP. L 
TRIPP. L 
TRIPP. L E 
TRIPP. L E 
TRIPP. L E 

TRIPP. L E 
TRIPP. L E 
TRIPP. L £ 
TRaOANQHSP.I, R 
TRQKE. P 

TROSKOSKI.U l-l 
TRQUP.O L 
TROUQRIOSE. G P 
TROUORIOOE. 0 F 
TROtlBRIDCE.G F 

TRUVIBRIDBE. 0 F 
TRCHBRIDOE.O F 
TROWBRJOOE.O F 
TROWBRIDGE. G F 
TROWBRIDGE. 0 F 

TROWBRIDGE. 0 F 
TROWBRIDGE. 0 F 
TSOKODA. T 
TUCKER. H B 
TUCKER. H B 

TUCKER. H B 
TUCKER. H B 
TUCKER, H B 
TUCKER, H 3 
TUCKER, H B 

TUCKER. K B 
TUCKER. H B 
TUCKER. H B 
TUCKER. H 9 
TUCKER. H B 

UCKER.H B 
UCKER.H B 
UCKER.H B 
UCKER.H a 
UCKER.H a 

UCKER.H 3 
UCKER.H 0 
rUCKER.H B 
TUCKER, H 0 
TUCKER. H B 

TUCKER, H B 
TUCKER, H B 
TUCKER, H B 
TUCKER, H B 
TUCKER. H B 

TUCKER. H B 
TUCKER, H S 
UCKER, H B 
rCKER, H B 
KKER, H a 

ICKER. H 0 
ICKER. H B 
UCKER.H a 
UCKER.H a 
UCKER.H a 

TUCKER, H 8 
TUCKER, K B 
TUCKER, H B 
TUCKER, H fi 
TUCKER, H a 

TUCKER, H B 
TUCKER, H a 
TUCKER, H 0 
TUCKER. H B 
TUCKER, H D 

TUCKER, H 8 
TUCKER, K a 
TUCKER, H a 
TUCKER, H B 
TUCKER, H B 


PERSONAL AUTHOR INDEX 


ACCESSION 

NUMBER 


8301200022 

8301200283 

8301210210 

8301210218 

9301240099 

8301070044* 
8301070908* 
83010401 SO* 
8301120420* 
8301170393* 

8301170466* 

8301280238 

8301040397* 

8301140283* 

8301190374* 

8301270418* 

8301270478* 

8301310183* 

8301170427 

8301130063 

8301190374* 

6301040481* 

8301030108 

8301050108 

8301120298 

8301120298 
8301140252 
8301140252 
8301 140260 
8301 140260 

8301250447 

8301230447 

8301100466 

8301040233 

0301040327 

8301040351* 

8301040411 

8301040651* 

8301040653 

8301040659 

8301040669 

8301040676 

8301040686 

8301050283 

8301060010* 

8301060231 

8301060350 

8301070213 

8301070223 

8301070324 

8301070336 

8301070481* 

8301070574* 

8301100132 

8301110413 

8301110592 

8301110620 

8301110634* 

8301120271 

8301130004 

8301130038 
8301 170079 
8301170200 
8301170324 
8301180047 

8301160071 

8301180243 

8301180384 

8301180412 

8301180538* 

8301200112 

8301200127 

8301200233 

8301200301 

8301200320 

8301200341 

8301210206 

8301240023 

8301240123 

8301250005 

8301250010 

8301230107 

8301250135 

83012S0155* 

8301290188 


SUBJECT 

CATEOanV 


50-454 A 
50-434 A 
30-454 S 
50-434 S 
30-454 A 

50-317 Q 
50-335 P 
CONTRACT 
CONTRACT 
50-317 0 

90-412 0 

50-219 S 
50-354 0 

50-272 0 

30-334 0 

30-272 0 

50-354 0 

50-219 0 

I&E 

50-440 0 

50-334 0 

70-1113 
50-299 0 

50-289 0 

90-289 0 

90-289 0 

50-261 0 

50-261 0 

50-261 0 

50-261 0 

50-261 0 

90-261 0 

XPORTLIC 
50-269 P 
50-269 P 

50-269 0 

50-269 F 
50-269 Q 
50-413 0 

50-369 0 

50-413 0 

50-370 Q 
50-369 0 

50-369 0 

60-269 F 

50-287 B 
50-414 3 

50-269 P 
50-413 S 
50-413 8 

50-413 R 
50-369 F 
50-369 F 
50-413 A 
50-370 A 

TOPREP 
50-369 F 
50-369 F 
50-413 A 
50-413 A 

50-413 A 
30-413 E 
50-269 S 
50-287 S 
50-413 A 

50-413 A 
50-413 A 
50-369 R 
50-370 A 
50-369 F 

50-413 A 
50-413 A 
50-369 S 
50-413 8 

50-370 8 

50-269 8 

50-413 A 
50-369 F 
50-370 Q 
50-413 0 

50-369 Q 
50-369 0 

50-369 Q 
50-370 0 

50-369 0 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

TUCKER, H B 

8301250243 

50-413 

A 

UTLEY, E E 

8301100167* 

50-324 

0 

TUCKER, H fl 

8301230345 

50-413 

Q 

UTLEY, E E 

8301180383 

50-261 

P 

TUCKER, H 8 

0301250479* 

50-269 

Q 

UTLEY, E E 

8301250541* 

50-261 

01 

TUCKER, H B 

8301250578 

50-369 

Q 

UTLEY, E E 

8301310105 

50-324 

p 

TUCKER, H B 

8301250610 

50-370 

Q 

VACCA.P C 

7902270198* 

FOIA 


TUCKER, H 8 

8301260139 

50-370 

A 

VACCA.P C 

7907230438* 

FOIA 


TUCKER, H B 

8301260339 

50-413 

£ 

VACCA.P C 

8001250194* 

POtA 


TUCKER, H 3 

8301260365 

50-413 

S 

VACCA.P C 

8301120039* 

FOIA 


TUCKER, H a 

8301260408 

50-413 

A 

VACCA.P C 

8301120059* 

FOIA 


TUCKER, H B 

8301260424 

50-287 

8 

VACCA.P C 

8301120066* 

FOIA 


TUCKER, H a 

TUCKER, H B 

8301280040* 

8301280232 

TOPREP 

50-370 

A 

VACCA.P C 

VACCA.P C 

8301120070* 

8301120085* 

FOIA 

FOIA 


TUFFIN, W B 

8301110028* 

40-672 


VAHEY, W J 

8301 1S03S9 

90-443 

0 

TUFFIN, W B 

8301110135* 

40-672 


VALASEK, L M 

8301040384* 

50-261 

p 

TUITE, P T 

8301070459 

WASTE MOT 

VALLENAS, J 

0301170527* 

50-29 

p 

TUITE.P T 

8301070475 

HASTE MOT 

VALLENAS, J 

8301170533* 

50-29 

p 

TUITE, P T 

8301100391 

HASTE MOT 

VALLENAS, J 

8301 170536* 

50-29 

p 

TUITE.P T 

8301180490 

HASTE MOT 

VALLENAS, J 

0301170541* 

50-29 

p 

TUPPER, E 

8301210231 

50-443 

0 

VALLENAS, J 

8301170542* 

50-29 

p 

TURK. J 

8301120268 

50-70 

0 

VALLEY, L H 

8301 180362 

50-443 

G 

TURK, J 

0301120275* 

50-70 

0 

VALQS.N A 

8301250598* 

50-295 

5 

TURK, J 

8301120235 

50-70 

0 

VAN BRUNT, E E 

8301 03020 S 

so-sao 

£ 

TURK, S E 

8301040002 

50-275 

0 

VAN BRUNT, e £ 

0301040287 

50-528 

a 

TURK, s e 

8301040007 

50-275 

0 

VAN BRUNT, E E 

8301040715 

50-929 

a 

TURK. 8 £ 

8301120013 

50-445 

0 

VAN BRUNT, E E 

6301 1 10369 

50-528 

E 

TURK, S E 

8301 120015 

MISC 


VAN BRUNT, E £ 

8301110468 

50-520 

A 

TURK, 8 E 

8301200078 

50-445 

G 

VAN BRUNT, E E 

8301140313 

50-528 

a 

TURK, S E 

8301280041 

50-302 

T 

VAN BRUNT, E E 

8301140319 

so-sas 

a 

TURK, 6 E 

8301280073 

50-445 

0 

VAN BRUNT, E E 

0301140323 

50-528 

s 

TUROVLIN, B 

8301140320* 

50-247 

T 

VAN BRUNT, E E 

0301140329 

50-528 

3 

TUTHILL.A 

8301170214 

50-247 

T 

VAN BRUNT, E E 

8301140333 

50-528 

3 

TUTHILL, A 

8301 180200* 

50-247 

T 

VAN BRUNT, E E 

8301140342 

50-528 

a 

TUTTLE, R F 

8301100039 

NUREO 


VAN BRUNT, E E 

8301140347 

50-529 

3 

TWYMAN, C 

8301100254 

PR 


VAN BRUNT, E E 

8301140348 

S0-S29 

3 

UDALL.M K 

8209150011* 

CCMMlSStON 

VAN BRUNT, E E 

8301140363 

50-528 

3 

UDERITZ.R A 

8301070240 

50-272 

H 

VAN BRUNT. E E 

0301140372 

50-526 

S 

UDERITZ.R A 

0301140375* 

30-272 

Q 

VAN BRUNT, E E 

8301140302 

50-520 

a 

UDERITZ.R A 

B30I2S0624* 

50-272 

F 

VAN BRUNT, E E 

0301140400 

50-528 

3 

UHRIO. R e 

8301030190 

go-335 

P 

VAN BRUNT, E E 

8301140413 

50-928 

a 

UMRIO. R E 

8301030243 

50-335 

F 

VAN BRUNT, E E 

0301180110 

80-528 

A 

UHRIO. R E 

8301040321 

50-250 

P 

VAN BRUNT, E E 

8301250262 

90-520 

E 

UHRIO, H E 

8301040700 

50-250 

P 

VAN BRUNT, E E 

0301270463 

50-528 

8 

UHRIO, R E 

8301060287 

50-389 

S 

VAN BRUNT, E E 

8301310177 

50-530 

3 

UHRIO, R E 

8301070097 

50-335 

P 

VAN BRUNT, E E 

8301310194 

50-523 

S 

UHRIO, R E 

8301070141 

50-389 

s 

VAN BRUNT, E E 

0301310197 

50-528 

S 

UHRIO. R E 

8301070261 

50-335 

p 

VAN BRUNT, E E 

8301310202 

50-520 

S 

UHRIO. R E 

8301070322 

50-335 

F 

VAN BRUNT, E E 

8301310234 

SO-528 

8 

UHRIO, R E 

8301110068 

70-2957 


VAN BRUNT, E E 

8301310244 

50-928 

S 

UHRIO, R. E 

8301110499 

50-250 

P 

VAN BRUNT, E E 

B301310342 

50-928 

S 

UHRIO, R E 

8301110514 

50-250 

F 

VAN ECK, 0 J 

8301100011 

NUREO 


UHRIO. R E 

0301110569 

50-389 

E 

VAN RIPER, 0 0 

8301180527 

XPORTLIC 


UHRIO, R E 

8301110574 

50-250 

P 

VAN 8TIJ0EREN 

8301170533* 

SO-29 

P 

UHRIO, R E 

8301130134 

50-251 

R 

VAN 8TIJ0EREN 

8301170536* 

50-29 

P 

UHRIO, R E 

830114001 1 

50-389 

A 

VAN 8TIJ0EREN 

0301170541* 

50-29 

P 

UHRIO, R E 

8301140047 

PRM 


VAN STIJOEREN 

8301170542* 

50-29 

P 
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WESTAFER, 0 R 
WESTAFER.O R 
WESTAFER.O R 
WESTAFER.O R 
WESTAFER.O fi 
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AUTHOR 
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CATEGORY 

B30104036A 

50-358 

0 

WESTAFER, 0 R 

8301250403 

50-30S 

P 

0301040702 

50-356 

0 

HESTAFER, 0 R 

8301270016 

50-302 

K 

a301090105« 

50-358 

0 

WESTAFER, 0 R 

8301270309 

30-302 

F 

a30l070600» 

50-358 

A 

WEaTBROOK, K B 

8301120461* 

40-8706 

B301 110231 

50-356 

0 

WESTERHAN, T F 

6301030002* 

S0-44S 

0 

B301 110521 

50-356 

Q 

WESTERMAN, T F 

8301030030* 

50-445 

Q 

B30U40040 

50-329 

0 

WESTERHAN, T F 

630I0301S4* 

50-446 

0 

6301210033 

50-3SB 

0 

WESTERHAN, T F 

8301040385* 

50-2S5 

Q 

6301210263 

50-329 

0 

WESTERHAN, T F 

8301170233* 

50-446 

0 

6301280312 

50-358 

0 

WESTERHAN, T F 

8301 180173* 

50-267 

0 

6301240136* 

50-295 

0 

WESTERHAN, T F 

6301240055* 

50-313 

0 

B301060447 

NUREO 


WESTERHAN, T F 

8301240073* 

50-298 

0 

6301120027* 

50-373 

F 

WESTERHAN, T F 

6301240100* 

50-298 

0 

6301190054* 

50-331 

R 

WESTERHAN, T F 

6301260174* 

50-448 

0 

8301070133 

50-262 

8 

WESTERHAN, T F 

6301260332* 

50-298 

0 

6301170430 

REGOD 


HETHV.C H 

6301190086* 

50-335 

F 

6211290766* 

50-249 

S 

WETTERHAHN, M J 

8301030134 

50-358 

0 

6301270282 

50-133 

R 

HETTERHAHN, M J 

8301 120333 

50-358 

0 

8206040192* 

FOIA 


WETTERHAHN, M J 

8301 120333 

50-356 

© 

8301310362 

MISC 


WETTERHAHN, H J 

8301 I90I37 

50-272 

H 

8212280137* 

70-25 


WETTERHAHN, H J 

6301190202 

50-272 

0 

6301310201 

PT21 


HETTERHAHN, H J 

6301190202 

50-272 

0 

6301100031 

50-390 

A 

WETTERHAHN, M J 

8301270321 

50-352 

0 

8301130204 

50-458 

A 

HETTESHAH.N, H J 

8301270321 

50-352 

0 

6301270020* 

40-7327 

WHALEN, R J 

8301280303* 

50-249 

S 

6301270024* 

40-7327 

WHARTON, J T 

6301050139* 

50-307 

F 

6301270027* 

40-7327 

WHEELER, L L 

6301030322 

50-443 

A 

6301270046* 

40-7327 

WHEELER, L L 

0301070327 

50-443 

£ 

8301040792* 

50-261 

0 

WHITE . J 

8301140110* 

50-333 

0 

6301040181* 

TOPREP 


WHITE, J H 

8301110511* 

50-352 

0 

6301180051* 

50-413 

A 

WHITE, 0 R 

0301170379* 

50-309 

Q 

6301100397 

WASTE MOT 

WHITE, J R 

0301190344* 

50-272 

0 

6301100400 

HASTE HOT 

WHITESELL, D B 

6301050404* 

FOIA 


6301100099 

50-269 

0 

WHITESELL, 0 E 

8301 0504 19* 

FOIA 


6301100099 

50-289 

0 

HHITHAM, A J 

8301190117* 

70-146 


8301120224 

70-143 


WHITNEY, 0 0 

6301030216 

50-293 

s 

8301120224 

70-143 


WHITNEY,© 0 

6301060051* 

50-293 

s 

6301130060 

50-269 

e 

WHITNEY, 0 0 

6301060147* 

50-293 

8 

8301130060 

50-289 

0 

WHITNEY, 0 0 

8301060167* 

50-293 

8 

6301140243 

70-143 


WHITNEY, 0 0 

8301110331* 

50-293 

S 

6301140243 

70-143 


WHITNEY, 0 0 

6301260331* 

50-293 

5 

8301200359 

50-289 

0 

WHITNEY, 0 0 

8301270251* 

50-293 

R 

6301200359 

50-269 

0 

WHITSON. 0 

8301170460* 

30-296 

S 

8301260240 

50-537 

A 

WICKS. F 

6301260251 

50-225 

K 

6301200058* 

FOIA 


WICKS, F 

6301260256* 

SO-225 

K 

8301170334 

MISC 


WICKS, F E 

6301190140* 

50-225 

F 

8301170354* 

HISC 


WIOICK, R 

6301170056* 

50-259 

fi 

6301250495 

TOPREP 


HIDMAYER.D A 

8301310024 

WASTE HOT 

630 131034 7 

TOPREP 


WIOHAYER.D A 

8301310050 

WASTE HOT 

8301310017* 

50-346 

F 

WIEBE, J 

8301040480* 

50-320 

a 

6301280066 

50-341 

S 

WIEBE, J 

9301060273 

50-320 

s 

6301280242 

50-341 

8 

WIEOEKAN,I> 0 

8212100209 

70-1411 


6301280245 

50-341 

6 

WIEDEHAN, 0. © 

8212100210* 

70-1411 


8301280245 

50-341 

6 

WIEDEHAN, D 0 

8301040607 

40-8798 


8301280302 

50-341 

8 

WIEOEHAN, 0 0 

8301040698* 

40-8796 


3301310200* 

50-247 

0 

WIEDEHAN, D. 0 

0301170094 

ILE 


6301060061* 

50-318 

s 

WIEOEHAN, 0 0 

8301280165 

70-1430 


8301270304 

50-312 

6 

WIEOER, A 

8301140542* 

50-142 

0 

3301030110* 

50-362 

0 

WIESEHANN.R A 

8212070347* 

50-462 

E 

8301140283* 

50-312 

Q 

WIE8EMANN, R A 

8301030160* 

TOPREP 


8301140322* 

50-206 

Q 

WIESEHANN.R A 

0301030195* 

TOPREP 


8301140325* 

50-206 

Q 

WIESEHANN.R A 

8301140049* 

50-334 


8301140416* 

50-394 

0 

WIESEHANN.R A 

6301190091* 

TDPflEP 


8301160222* 

50-326 

0 

WIESEHANN.R A 

6301190129* 

TOPREP 


8301160226* 

50-326 

0 

WIESEHANN. R A 

6301190149* 

TOPREP 


8301310166* 

50-397 

Q 

WIESEHANN.R A 

6301250250* 

50-413 

A 

8301310276* 

50-344 

0 

WIOOER. T L 

6301100275 

PP 


6301310321* 

50-113 

0 

WIOOINS, J 

6301280021 

50-322 

0 

8301310327* 

50-113 

0 

WIQOINS, J 

6301280521 

50-322 

Q 

8301050246* 

50-358 

<3 

W 10© I NS. J 

8301310357* 

50-309 

a 

8301050419* 

FOIA 


WIOOINTON, 0 

8301030261 

50-315 

p 

8301250387* 

50-373 

a 

WISOINTON, 0 L 

8301240167 

50-316 


8301060302* 

50-333 

8 

WILBUR, L C 

8301050193 

50-134 


8301120164 

50-302 

P 

WILCOUE, K N 

8301140069 

SO-329 


6301140205 

50-302 

P 

WILCOUE.K N 

0301170175 

50-320 

T 

8301160147 

50-302 

P 

WILCQUE.M, N 

8301200082 

50-329 


8301 190243 

50-302 

P 

WILCOVE.H N 

830J260002 

50-329 


8301 190251* 

50-302 

P 

WILCOX, U 0 

8301040748* 

50-433 


8301200296 

50-302 

8 

WILCOX, U D 

8301250235* 

S0-*43S 


8301240050 

50-302 

0 

WILLCUTT, 0 

6301060444 

NURE© 


6301240161 

SO-302 

P 

WILLETT, D, 

8301310293# 

50-344 


6301250087 

50-302 

P 

WILLETT, D J 

8301030234* 

50-344 


8301250241 

50-302 

P 

WILLIAMS,© C 

8301050404* 

FOIA 


8301250319 

50-302 

P 

WILLIAKS.C C 

8301210060* 

50-461 


8301250359 

50-302 

0 

WILLIAMS, C C 

8301210233* 

50-461 

0 




ACCESSION 

SUBJECT 

AUTHOR 


NUMBER 

CATEGORY 

W/LLIAHS, C 

C 

6301250602* 

50-454 i 

WILLIAMS, D 

L 

8301 140000* 

50-232 < 

WILLIAMS, F 

E 

8301250108 

50-296 < 

WILLIAMS, J 

W 

0301040090 

50-335 j 

WILLIAMS, J 

W 

8301040240 

50-335 ( 

WILLIAMS. J 

N 

6301060294 

50-335 ! 

tflLLIAMB, J 

W 

63011603(0 

SO-333 s 

WILLIAMS. J 

W 

6301160370 

50-335 i 

WILLIAMS, J 

W 

630121001 1 

50-335 S 

WILLIAMS, J 

W 

8301260466 

30-335 E 

WILLIAMS, J 

W 

0301270351 

50-250 1 

WILLIAMS, fi 


8301270S1S* 

contract 

WZLL7AH8, R 

E 

6301120574 

40-6622 

WILLIAMS, R 

E 

8301180044* 

FOIA 

WILLIAMS, R 

E 

8301260184 

40-299 

WILLIAMSON, B 

8301060259* 

S0-2S9 a 

WILLIFORD. R 

1 E 

8301190184 

NURE© 

WILSON, fl A 


6301250122 

50-335 V 

WILSON, B 0 


8301100459 

XPORTLIC 

WILSON, B D 


8301180476 

XPOfiTtIC 

WILSON, B 0 


8301260007 

XPDRTLIC 

WILSON, B D 


6301260127 

XPORTtIC 

WILSON, D 0 


8301260168 

XPORTLIC 

WILSON, D 0 


8301260199 

XPDRTLIC 

WILSON. C R 


6301160013* 

FOIA 

WILSON, D W 


6301140033 

PR 

WILSON, J 


6301040034 

50-362 A 

WILSON, J 


6301050086* 

30-260 F 

WILSON, J L 


8301070263 

50-261 a 

WILSON, J L 


0301170495 

50-261 8 

WILSON, J L 


6301170504* 

50-261 8 

WILSON, J L 


6301170511* 

50-281 8 

WILSON, J L 


8301170522 

50-200 3 

WILSON, J L 


8301170526* 

50-230 S 

WILSON, J L 


6301170531* 

50-280 S 

WILSON, J L 


6301260403 

50-281 8 

WILSON, J L 


6301260409* 

50-281 B 

WILSON, U L 


6301260495 

50-280 a 

WILSON, J L 


8301260501* 

50-260 3 

WILSON, J L 


6301260503* 

50-280 3 

WILSON, 0 L 


8301260505* 

50-280 S 

WILSON, K L 


6301070107 

50-443 0 

WILSON, K L 


6301260071 

50-413 D 

WILSON, R 


8301120243 

50-400 0 

WILT, D D 


6301040421 

50-440 0 

WILT, 0 D 


6301040421 

50-440 0 

WILT, D D 


6301040429* 

60-440 0 

WILT. D D 


6301040429* 

50-440 a 

WILT, 0 0 


8301070302 

50-440 6 

WILT, 0 D 


0301070302 

50-440 © 

WILT, D D 


6301260467 

50-440 0 

WILT, D D 


8301260467 

50-440 © 

WINOATE, H E 


6301250310 

30-443 A 

WINTERHOFF, 0 

6301280328* 

50-373 8 

WIRTH, R 


6301270491 

FOIA 

WI8ENBUR0, M 

R 

8301030052 

50-490 K 

WI8ENBUR0, M 

R 

8301250001 

50-498 A 

WISSINK.R 0 


6301140090 

PR 

WITHERS, 8 D 


8301040551 

50-344 P 

WITHERS, B 0 


830104079S* 

50-344 © 

WITHERS, B 0 


6301 100301 

50-344 © 

WITHERS, fl D 


6301 170130 

50-344 F 

WITHERS, B D. 


6301180156 

50-344 P 

WITHERS, B D 


6301180398 

50-344 P 

WITHERS, fl D 


6301250376 

50-344 P 

WITHERS, B D. 


8301260073 

50-344 P 

WIZNER.O 0 


8301070166* 

50-315 B 

WIZNER.D 0 


0301070166* 

50-316 S 

WIZNER, D © 


6301210068* 

50-316 S 

WIZNER.D 0 


8301280110* 

50-316 8 

WIZNER.D 0 


6301280215* 

50-313 6 

WOOEK, D J. 


6301260131 

40-8714 

WODEKiO J, 


6301310375 

40-B7I4 

WOESSNER, J 


8301030365* 

50-31 5 0 

WOHL, H L 


8301260017 

50-434 0 

WOHLD, P, R 


6301210085* 

50-373 Q 

WOLF, J, 


6301270369 

50-522 0 

WOLF, J F 


6301 120246 

50-522 0 

WOLF, U F. 


8301 130076 

50-273 0 

WOLF. J F 


6301210018 

50-522 0 

WOLF, J, F 


8301210022 

50-522 0 

WOLFE, S J 


8301050129 

50-338 0 

WOLFE. S J. 


8301120228 

50-536 0 

WOLFE, S J. 


8301260396 

50-556 0 

WOLLETT, S 


8301060462 

CONTRACT 
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MOLLETT, S 

8301100342 

CONTRACT 


l^OLLETT. S 

8301120393 

CONTRACT 


HOLLETT, a 

8301120402 

CONTRACT 


MOLLETT, S 

8301130414 

CONTRACT 


UOLLETT.S 

8301140230 

CONTRACT 


UOLLETT. S 

8301200193 

CONTRACT 


UOLLETT. S 

03O12OO2OB 

CONTRACT 


UOLLETT, S 

8301200218 

CONTRACT 


UOLLETT. S 

8301210139 

C QNTRAC r 


UOLLETT. S 

83012(0281, 

CONTRACT 


UOLLETT. S 

8301210296 

CONTRACT 


UOLLETT. S 

8301210304 

CONTRACT 


UOLLETT, S 

8301210312 

CONTRACT 


UOLLETT, S 

8301310331 

CONTRACT 


UOLLETT, S 

8301210333 

CONTRACT 


UOLLETT, S 

830126019/ 

CONTRACT 


UOLLETT. S 

8301260204 

CONTRACT 


UOLTNER, E 

e30i06020aA 

50-34 

Q 

UOLTNEfi. E F 

83012604684 

70- 1 too 


UONO, T 

8301260270 

40-299 


UONO. T 

8301270498 

40-299 


WOODHALU. C B 

83010700604 

CONTRACT 


UOODHEAO. C P 

8301140029 

50-341 

0 

UDODRUFF. R L 

8301040096 

State Profl 

WOODRUFF, R L 

8301070215 

I&E 


WOODRUFF, R L 

830117042'' 

l&E 


WOODRUFF, ft W 

83011000534 

FOIA 


WOODS. H M 

83012505884 

50-247 

T 

WOODS. ft D 

83012100344 

50-329 

T 

WOODWARD, H F 

83012800594 

70-146 


WOODUARD. J 

0301270010 

40-8007 


WOODWARD, N R 

83012400064 

50-022 

T 

MOOLEVCR, e J 

03010603454 

50-412 

Q 

WOOLEVER.E J 

0301140042 

50-412 

S 

WOOLEUER.E J 

8301140231 

50-412 

A 

UDQLEVER.E J 

0301270224 

50-412 

K. 

WOOLEVER. E J 

8301310111 

50-412 

A 

WOaLSET, ft T 

0301260082 

40-299 


WOOLSeV'. ft T 

830 1260 1234 

40-6084 


HOaLSET. ft T 

8301310367 

40-8084 


WORTH INOTaN,J 

83012001754 

50-275 

A 

WBAV, J ft 

83010401934 

50-321 

a 

WRAV, J R 

83010403424 

S0-3B9 

a 

WRAY. J H 

0301040761* 

70-143 


WRAY. J R 

030125046/4 

50-035 

0 

WRAY, B 

03012102134 

50-275 

p 

URrGHT,C L 

83011102244 

50-261 

s 

HRIOHT, n -J 

8301100399 

igASTE HOT 

HRiowr, S W 

83012501644 

50-370 

0 

UftlOHT, n w 

3301250329* 

50-390 

0 

Muuuen,G E 

8212270234 

50-461 

F 

UULLEft, C E 

8301040362 

50-461 

r 

UULLER. 0 E 

8301250530 

50-461 

E 

YAaUSAKI,£ 0 

0301120109 

NUREO 


VAMANA, K 

8301260176 

XPOftTLIC 



AUTHOR 


accession 

NUMBER 

SUBJECT 

CATEGORY 

VANDEUL, L A 


83012101614 

50-285 

0 

VARGER, K 


82122801094 

50-346 

s 

VATES,6 R 


8301200027* 

30-373 

If 

YIN, r T 


8301060191* 

50-346 

a 

YORK, J M 


8301230164* 

50-370 

0 

YORK., J M 


8301230329* 

50-390 

Q 

YORK, J W 


8301250398* 

50-389 

0 

YOUNG, F 


8301040579* 

50-289 

a 

YOUNG, G S 


8301030307 

40-6659 


YOUNG, M A 


8301040001 

50-244 

G 

YOUNG, H A 


8301260001 

50-460 

G 

YOUNG, T 


0301030104* 

50-523 

Q 

YOUNG, T 


8301140265* 

50-312 

0 

YOUNG, T 


8301140362* 

50-523 

G 

YOUNG, T 


83011801 1 4* 

50-529 

0 

YOUNG, T 


8301270304 

50-312 

s 

YOUNG, T 


8301310175* 

50-312 

Q 

YOUNG, T L 


8301030077* 

50-312 

0 

YOUNG, Y A 


8301260152* 

40-0745 


YOUNG, Y A 


8301260163* 

40-8703 


YOUNG, Y A 


83012601774 

40-8703 


YOUNG, Y A 


8301260305 

40-8703 


YOUNG, Y A 


8301260553 

40-8745 


YOUNG, Y A 


83012605694 

40-8745 


YOUNGBLOOD, B 

J 

8301030037 

50-440 

A 

YOUNGBLOOD, 0 

J 

8301030041 

50-546 

H 

YOUNGBLOOD, B 

J 

8301030296 

50-445 

A 

YOUNGBLOOD, B 

J 

8301040005 

50-454 

A 

YOUNGBLOOD, B 

J 

830104001 1 

50-440 

A 

YOUNGBLOOD. B 

J 

8301040029 

50-546 

W 

YOUNOOLODD, 0 

J 

8301040032 

50-546 

N 

VOUNGOLOOD, 0 

J 

83011900034 

50-402 

A 

YOUNGBLOOD, 0 

J 

8301190006* 

50-440 

A 

YOUNGBLOOD, 0 

J 

8301190010 

50-440 

E 

VOUNGOLOOD, 0 

J 

8301190090 

50-440 

E 

VOUNGOLOOD, 0 

J 

8301190110 

50-350 

A 

YOUNGBLOOD, 0 

J 

8301200009 

50-440 

C 

YOUNGBLOOD, 0 

J 

8301200036 

50-440 

A 

YOUNGBLOOD, 0 

J 

8301200037 

50-546 

F 

YOUNGBLOOD, B 

J 

8301210310* 

50-346 

A 

YOUNOOLODD, 0 

J 

8301250692 

50-456 

A 

VOUNGOLOOD, 0 

J 

8301260052 

50-440 

E 

YOUNGBLOOD, 0 

J 

8301260342 

50-440 

£ 

YOUNOBLOOD. 0 

J 

8301260346 

90-440 

A 

YUAN, C V 


0301120600 

RES 


VUE. D D 


9301120103 

NUREG 


YUHAS.O P 


8301140325* 

50-206 

0 

YUHAS, 0 P 


8301310166* 

50-397 

Q 

YUILE, C 


8301190426 

NUREO 


YUNDT.C P 


8301250593 

50-344 

S 

VUNDT, C P 


8301270033 

SO-344 

R 

ZAONOLl.e A 


8301280063* 

FOIA 


ZAHLCR, R E 


8301140055 

PRM 


ZAHLCR, R E 


8301100199* 

50-209 

0 

ZAHLER, ft E 


8301180199* 

50-269 

0 


AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ZAHLER, ft E 
ZAHLER, ft E 
ZAHLER, R E 
ZAHLER, R e 
ZAHBI8, U A 


8301210294 

8301210294 

8301210299* 

8301210299* 

8301190268* 

40-2061 

40-2061 

40-2061 

40-2061 

SO-331 

P 

ZEnBE,J E 


0301100461 

REVIEW ORP 

ZERGE, J E 


830 11 70025 

REVIEW ORP 

ZIBULSHY,ft 


0301060208* 

50-54 

0 

ZIHMERHAU, J 

V 

8301030260 

XPDfiTLIC 


ZIHMERHAW, J 

V 

0301030276 

XPOHTLIC 


ZIMMERMAN, J 

V 

830 1 030279 

XPORTLIC 


ZIMMERMAN, J 

U 

0301060485 

KPORTLIC 


ZIMMERMAN, J 

U 

9301060491 

XPORTLIC 


ZIMMERMAN, J 

V 

8301060496 

XPORTLIC 


ZIMMERMAN. J 

V 

8301060503 

XPORTLIC 


ZIMMERMAN, J 

U 

8301100407 

XPORTLIC 


ZIMMERMAN. J 

V 

0301100441 

XPORTLIC 


ZIMMERMAN, J 

V 

0301100442 

XPORTLIC 


ZIMMERMAN, J 

V 

0301100444 

XPORTLIC 


ZIMMERMAN, J 

V 

6301 100454 

XPORTLIC 


ZIMMERMAN, J 

U 

8301 100455 

XPORTLIC 


ZIMMERMAN, J 

u 

8301 100465 

XPORTLIC 


ZIMMERMAN, J 

u 

0301100472 

XPORTLIC 


ZIMMERMAN, J 

V 

8301100473 

XPORTLIC 


ZIMMERMAN, J 

V 

8301110064 

XPORTLIC 


ZIMMERMAN, J 

V 

0301 100433 

XPORTLIC 


ZIMMERMAN, J 

V 

8301160442 

XPORTLIC 


ZIMMERMAN, J 

V 

0301 180440 

XPORTLIC 


ZIMMERMAN, J 

V 

8301 IBO4S0 

XPORTLIC 


ZIMMERMAN, U 

V 

0301100479 

XPORTLIC 


ZIMMERMAN, J 

V 

0301100507 

XPORTLIC 


ZIMMERMAN, J 

«, 

8301100514 

XPORTLIC 


ZIMMERMAN. J 

u 

8301160516 

XPORTLIC 


ZIMMERMAN. J 

u 

8301100519 

XPORTLIC 


ZIMMERMAN, J 

V 

8301160522 

XPORTLIC 


ZIMMERMAN. J 

V 

8301100525 

XPORTLIC 


ZIMMERMAN, J 

V 

8301260142 

XPORTLIC 


ZIMMERMAN, J 

V 

8301270511 

XPORTLIC 


ZIMMERMAN, J 

V 

8301270512 

XPORTLIC 


ZIMMERMAN, J 

V 

8301260022 

XPORTLIC 


ZIMMERMAN, J 

u 

8301280026* 

XPORTLIC 


ZIMMERMAN, J 

V 

03012600394 

XPORTLIC 


ZIMMERMAN. J 

V 

0301200050* 

XPORTLIC 


ZIMMERMAN. J 

V 

0301260032* 

XPORTLIC 


ZIMMERMAN, R 

p 

0301 17050 U 

80-244 

a 

ZIMMERMAN. S 

R 

0301070153 

50-261 

p 

ZIMMERMAN, 5 

R 

8301110316 

50-324 

p 

ZIMMERMAN. S 

R 

3301160003 

50-324 

a 

ZIMMERMAN. S 

R 

0301960337 

50-324 

p 

ZIMMERMAN, S 

R 

0301210091 

50-261 

a 

ZIMMERMAN, S 

R 

0301250177 

50-261 

p 

ZIMMERMAN. S 

R 

0301250390 

30-400 

R 

ZIMMERMAN. 5 

R 

0301310145 

50-324 

P 

ZIMMERMAN. S 

R 

8301310(72 

50-261 

0 

ZUftOR. 0 J 


0212270950* 

50-200 

R 

ZUNKEL, n L 
ZWETZCO, 0 D 


030 it 00232 
0301140250* 

PR 

50-275 

Q 

ZWETZIG.O 0 


0301310237* 

50-275 

Q 

ZUETZIO.O B 


0301310292* 

50-275 

0 
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The subject category column in this Index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50*320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed Items are also entered 
in this column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed In the Contents. 


An asterisk following the accession number In this Index 
indicates that the document Is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
index entitled "Cross Reference of Enclosures to Principal 
Documents." 


AUTHOR 

AFFILIATION 

AcceesiDN 

NUMQER 

aUWECT 

CATEOORV 

3K Co , Hlnn#fota Mining 6 Hfg Co 

3301140090 

PR 


AHAX. Inc 

3301100927 

8301160929# 

XPORTLIC 

XPORTLIC 


ANCO Englnaert. Inc 

8301210291# 

CONTRACT 


Atnadtt. Tha 

8301180240 

90-83? 

0 


8301120294 

90-209 

e 


03O1S 10239 

50-209 

a 


8301210899 

90-209 

0 

Ac«ile«ig of Natural Sclancet of Phtla 

8212270480 

90-219 

p 

8301100018 

90-819 

p 

Acc«t« Corp 

B30188Q03O# 

CONTRACT 


Adnlnf itrativc Confaranca of tha U 0 

8301200037# 

FOIA 


Air and (fatar Peltutlon Patrol 

8301200162 

90-390 

A 

Alabama Pouor Co. 

6301030138# 

30-343 

F 


3301030144# 

90-340 

F 


8301040365 

50-364 

0 


0301060272 

90-340 

P 


8301060272 

90-348 

P 


8301060273 

90-364 

6 


8301060288# 

90-364 

8 


6301060306 

30-3 4 B 

a 


3301060306 

50-348 

6 


6301060312# 

50-343 

6 


8301060331# 

90-348 

B 


8301060356 

90-364 

8 


8301060369# 

90-364 

S 


0301060375# 

90-364 

s 


B30 10 60394 

90-348 

p 


8301060394 

50-343 

p 


8301060398# 

50-348 

p 


0301060398# 

90-348 

P 


B3011 10932 

50-348 

p 


6301110626 

90-348 

p 


6301110626 

50-348 

p 


8301110627# 

50-340 

p 


0301130113 

30-348 

p 


6301140203 

50-364 

p 


0301170269 

50-340 

p 


6301170433 

50-340 

8 


0301170433 

50-348 

8 


0301170439 

90-340 

P 


0301170439# 

50-340 

0 


3301170491# 

90-348 

9 


8301170461# 

50-348 

a 


83011B0091 

90-364 

p 


0301180292 

90-348 

p 


0301190074# 

90-348 

F 


0301190074# 

90-348 

F 


0301190080* 

50-348 

F 


0301190080# 

S0-34B 

F 


0301210063 

90-348 

P 


0301810067# 

90-343 

P 


0301240034 

90-348 

R 


0301840041# 

90-348 

R 


0301840002 

90-364 

R 


AUTMOS 

AFFILIATION 


Aldin R 4 «i>arEli Laboratory 
Aldorion Raportlng 

AHrich Chamlcal Co. . Inc (aobt of 
Slfma-AldrlcJi Corp ) 

Allaghonv Eloctric Coopirativo. Inc 
Amarlcan Collago of Cardlologg 

AMorican Clactrlc Peuor aorvlet Corp 

AAarlcan Mining Congroti 
Aotirican Nucltar Soclatg 

Amarlcan Soclotg of Civil Fnginoara 
Anahalnii CA 


Aneo Tatting Laboratorg, inc 
Andrullt Rataircli Corp 
Antioch School of Lau. Waihingtoni DC 
Appllad Sclanci Attociatai. Inc. 

Aricona Pobllc Sarvlca Co 


ACCESSION 

NUMBER 


83012400GA« 

03012 soaoi 

33012 B0999 
S3018SOSS9 
330i2ii0210 

8301310003 
03013 lOO0?a 
33013100930 
3301880330a 
8301120337a 

a3012&00U 

B3018S029A 
8301100321 
0301 1 0032Sa 
03010 7027f> 

8301170417 

3301100(33 

83011700SB 

3301120287# 

3301100107# 

8301870084# 
3301 8 001 87# 
3301070308# 
0301100111 
8301810326# 

8301030205 
8301040237 
3301040715 
3301110369 
8301 1 1036? 

8301110369 
8301110468 
6301110460 
B301 1 10468 
Q30 1120290# 

8301130002 
0301130003# 
8301140313 
0301 140313 
0301140313 

0301140319 

030(140319 

8301140319 

0301140323 

8301140329 

8301140333 
0301140333 
3301140333 
6301140342 
8301 1 40342 

6301140342 

0301140347 

8301140343 

8301140363 


SUBJECT 

CATEBORV 


SO-364 R 
S0-34B P 
90-340 0 

90-34 B 0 
30-364 P 

50-364 n 
30-364 R 
90-364 fl 
90-460 A 
CONTRACT 

XPORTLIC 

90-307 0 

REOOD 

REOOD 

90-319 R 

PR 

PR 

REVIEW ORP 
90-879 P 
90-361 P 

90-362 P 
CONTRACT 
CONTRACT 
30-1S9 0 

CONTRACT 

90-520 E 
SO-S20 e 
90-529 6 

30-520 E 
SO-S20 E 

SO-920 E 
S0-S2B A 
50-520 A 
50-528 A 
30-520 0 

50-S2S A 
50-920 A 
90-928 B 
30-520 8 

50-520 0 

50-528 a 
50-528 9 

50-528 B 
90-923 8 

50-523 B 

50-928 B 
50-923 e 
50-928 S 
50-920 8 

90-520 a 

50-928 8 

50-529 5 

90-929 8 

90-928 a 
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AUTHOH 

AFFILIATION 


Arliondi Univ of 
Arkansas Power & Light: Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOOHK 

B30U 40372 

50-528 

S 





8301140332 

50-528 

8 


8301270267* 

50-369 

n 

8301140408 

50-528 

8 


8301290333 

50-368 

p 

8301140408 

50-528 

8 


8301310167 

SO -31 3 

F 

8301 1 40408 

50-528 

8 


9301310167 

50-313 

F 





8301310275 

50-313 

P 

8301140413 

50-528 

S 





8301140413 

50-528 

8 


8301310279* 

50-313 

P 

8301140413 

50-528 

8 


8301310282 

50-368 

3 

8301 1 404S6 

70-2949 



8301310295* 

60-363 

3 

8301180110 

50-528 

A 


0301310318 

SO-363 

S 





8301310325* 

50-369 

9 

8301250282 

50-528 

E 





8301270403 

50-528 

S 


8301310333 

50-368 

B 

8301310177 

50-530 

8 


8301310338* 

50-368 

8 

8301310194 

50-528 

8 

Armg< Dept ofi Armg Engineer Waterway* 

9301190415 

NUREG 


8301310197 

50-528 

8 

Experiment Stat i en 







ArmgiDept ofi Corps of Engineers 

8301120540* 

CONTRACT 

8301310197 

50-528 

S 


8301210330* 

CONTRACT 

8301310197 

50-588 

8 





8301310202 

50-528 

8 


0301270284 

50-412 

K 

8301310202 

50-528 

8 

Atlas Minerals 

8301030282 

40-3483 


8301310202 

50-528 

8 


8301060085 

40-3453 






8301060090* 

40-3453 


8301310234 

50-528 

8 

Audubon Society 

8301140400 

PH 


8301310234 

50-528 

8 





8301310234 

50-528 

S 


8301170236 

50-546 

A 

8301310244 

50-528 

S 


8301 180367* 

50-142 

0 

8301310244 

50-528 

8 

DRK Electronics 

8301100248 

PR 





BUR Owners Group 

83011 10196 

TOPREP 


8301310342 

50-528 

8 


03011 80295 

TOPREP 


8301310342 

50-528 

8 





e301l40234« 

CONTRACT 


Babcoc k U Wilcox Co 

8204290445* 

FOIA 


83010300&8 

50-313 

P 


8212300269* 

50-302 

P 

8301030074 

50-313 

P 


83011 10008 

70-364 






8301110012 

70-27 


8301030113 

50-313 

P 


8301110016 

71-6894 


8301030233 

50-313 

P 





8301030233 

50-313 

P 


83011 10033 

70-1201 


8301040273 

50-313 

n 


83011 10072 

70-135 


B301040378« 

50-313 

n 


8301120394 

70-1201 






8301120397* 

70-1201 


8301040325 

50-368 

p 


8301120515 

70-024 


8301040550 

50-313 

p 





8301040628« 

50-313 

Q 


8301130124 

PT2t 


8301050190* 

50-313 

F 


8301170027 

70-364 


83010S0194* 

50-313 

F 


8301210029 

50-439 

8 





8301250197 

TOPREP 


8301060254 

50-313 

0 


8301250268* 

70-27 


8301060237* 

50-313 

Q 





8301100417* 

50-313 

F 


8301120253 

50-443 

0 

8301100421* 

50-313 

F 


8301240127 

50-443 

0 

83011 10293 

50-368 

P 

Baltimore Oas 4 Electric Co 

8301060056 

50-318 

B 





8301060061* 

50-318 

8 

8301110297* 

50-368 

P 


8301060082 

50-317 

8 

8301110325 

50-368 

P 





8301110336* 

50-368 

P 


8301060087* 

S0-3J7 

a 

8301130096 

50-368 

P 


8301060091 

SO-317 

9 

8301 1 40067 

50-368 

P 


8301060095* 

50-317 

a 





8301060113 

30-318 

a 

8301140149 

50-368 

8 


8301060117* 

so-aia 

8 

8301140157* 

30-368 

8 





8301140249 

50-313 

6 


8301060323 

50-318 

3 

8301140257* 

50-313 

8 


8301060336* 

50-310 

8 

8301140353 

50-313 

8 


8301070246 

50-317 

P 





8301070329 

50-317 

P 

8301140381 

50-313 

8 


8301070537* 

30-317 

F 

8301140389* 

50-313 

8 





8301140390 

50-368 

S 


8301070537* 

50-317 

F 

8301140415 

50-368 

S 


8301070541* 

50-317 

F 

8301140420* 

50-368 

8 


8301110313 

50-317 

F 





8301110313 

50-317 

F 

8301170386* 

50-313 

0 


8301 1 10598 

50-317 

U 

8301170440 

50-368 

0 





8301200239 

50-368 

P 


8301110598 

50-317 

J 

8301200292 

50-368 

P 


8301120041* 

30-317 

F 

8301210102 

50-313 

P 


8301120041* 

30-317 

F 





8301120045* 

50-317 

F 

8301210166 

50-368 

8 


8301140253 

50-317 

R 

8301210169* 

50-368 

S 





8301210179 

50-313 

8 


8301170314* 

50-317 

Q 

8301210182* 

50-313 

S 


8301170320* 

50-317 

6 

8301210275 

50-368 

9 


8301200308 

30-318 

8 





8301250102 

50-317 

P 

8301210277* 

50-368 

8 


8301250293 

50-317 

R 

8301240060 

50-313 

P 





8301240060 

50-313 

P 


8301250298 

50-317 

R 

8301240065* 

50-313 

P 


8301250507 

50-317 

P 

8301240065* 

50-313 

P 


8301260084 

50-319 

P 





8301260087* 

50-319 

P 

83012 50072 

50-313 

P 


8301260144 

SO-317 

R 

8301250156 

50-368 

8 





8301250163* 

50-368 

S 


8301260144 

50-317 

R 

8301250654 

50-368 

8 


8301260148* 

50-317 

fi 

8301250662* 

50-368 

8 


8301260148* 

30-317 

R 





8301260151 

50-317 

P 

8301270185 

50-313 

R 


8301260151 

50-317 

P 

8301270190* 

50-313 

R 





8301270228 

50-368 

R 


8301260300 

50-317 

8 

8301870237* 

50-368 

R 


8301260306* 

50-317 

9 

8301270259 

50-368 

R 


8301260316 

SO-317 

Q 


Q301S60330<f 30-317 B 
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AUTHOR 

AFFILIATION 


Labors tnr I ai 


Instlbubti Columbus 


Battelia Hamorial In*titut»> Pacific 
Northuasb Labor* to^^^ 


Bear Craafc Uranium Co 
Sichtal Carp 


Bfclcmsn Instrumenbtf Inc 

Baltusy Linoufina Sarvlcai Inc 
Btrlln Hemorlal Heap BarllniUI 
fiavarldgai Fairbanks ti Diamond 


Bkaoifilngbon Hosp, Bloomlngteni IN 
Poston Ed Ison Co 


Bolton Unlv Radical Cantar 8oston>KA 
Brond-ftoa Co 


ACCESSION 

NUHSER 


a30isd>osso 

adDisdtoassa 

B301SA037S 

03(>136O37da 

S341Sd>a376 

S3012d>03BD» 
830134b03SS 
eSOlSdiOSSd.* 
63012^0389 
6301 2^0390* 

6301260432 
63012 60439« 
6301260469 
8301260469 
6301310332 

8301310339# 
63013 10339# 
6301 100345* 

6301 170014# 
6301210143# 

6301310030 

6301310032# 

6212060437 

8301 100003 
8301100009 

8301100026 
0301 1 00030 
0301120109 
0301 190104 
0301190446 

8301 190466 

0301210140 

0301290484# 

0301310022 

0301270529 

0301060136 
6301 13001 S« 
8301 170424 
8301290092 
8301270254 

0301270294 
0301200184# 
0301260244# 
B3012B0244« 
6301 1 00241 

63011 10645# 
8301 100279 
8301210026 
8301210026 
63012 10032# 

8301210032# 

8301210036 

6301210036 

8301210036# 

6301210036# 

6301100171 

6301030216 

8301040237 

8301040640# 

8301060047 

6301060091# 

0301060141 

8301060147# 

6301060162 

6301060167# 

6301100079* 
6301100259 
63011 10319 
63011 10331# 
83011 10477 

630 11 40025 
8301140180 
6301140260 
6301100266 
6301100297# 

6301240023 

0301290190 

8301260324 

8301260331# 

8301270246 

8301270291# 
8301 1 00254 
8301100314# 


SUBJECT 

CATEOOHV 


90-317 6 

90-317 B 
90-318 8 

50-318 a 

50-316 8 

50-318 6 

50-317 B 
50-317 S 
SO-317 8 

50-317 S 

50-310 S 
50-310 B 
50-317 8 

50-317 S 
50-317 P 

90-317 P 
50-317 P 
CONTRACT 

CONTRACT 

CONTRACT 

WASTE MOT 
WASTE MOT 
90-443 F 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

NUREO 

RES 

90-247 T 
RE8 

40-0492 

90-329 R 
50-361 P 
REOOD 
TOP REP 
90-329 T 

90-329 T 
50-320 R 
50-329 T 
50-329 T 
PR 

CONTRACT 

PR 

90-336 0 

90-330 0 

50-336 0 

50-330 0 

90-336 0 

90-336 0 

50-338 0 

50-336 0 

PR 

90-293 8 

50-293 P 
90-293 Q 
90-293 8 

90-293 a 
50-293 8 

50-293 8 

50-293 8 

50-293 S 

50-293 Q 
PR 

30-293 8 

30-293 8 

30-293 R 

PR 

30-293 0 

PR 

30-293 P 
30-293 P 

30-293 F 
30-293 0 

50-293 8 

90-293 a 
90-293 R 

90-293 R 
an 

QA999 


AUTHOR 

AFF ILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOOHV 

Orintiiraodi NH 

0301160328# 

8301160359 

0A999 

50-443 

0 

Brlpliarn Vounj Unlv 

6301110164 

50-262 

N 

8301290089 

50-262 

R 


8301290093# 

50-262 

R 

Briital Siaal 6 Iron Morkiiinc 

8301090462# 

50-350 

Q 

Qroolhavan Nakienal Laboratory 

8211040231# 

50-282 

F 

0212080481# 

50-266 

F 


0301110109 
03011 10126 

03011 10160 

REB 

RES 

50-261 

P 


6301X20196 

B30I200I36# 

NUREO 

50-279 

P 


0301240202# 

50-275 

P 


8301240241 

50-261 

P 


8301290470# 

50-247 

7 

Brouni Todd 6 Hiyburn 

6301130047 

50-546 

H 

California 9tata Univ i Full»rten 

8301180374# 

50-142 

0 

Califarnia< Stata of 

8301070268 

50-275 

0 

CallForniai Univ ofi Lot Angalai 

7900300702# 

50-224 

P 


B2060 40192* 
83011 40310 

FQIA 

90-142 

6 


8301140373# 

90-142 

P 

Californiai Univ ofi Santa Crui 

8301100279# 

50-142 

0 

Calumet Mamorial Hosp ChlltonrWI 

8301 10027S 

PR 


Canadai Atomic Energy Control Board 

6301270071 

X.PORTLIC 


Carlow Aisociatesr Inc 

6301200014 

FOIA 


Carolina Power 6 Light Co 

9301030081 

90-324 

P 

0301030081 

90-324 

P 


0301030097# 

90-324 

P 


6301030097# 

50-324 

P 


8301040092 

90-324 

0 


0301040220 

90-324 

P 


acni 040220 

50-324 

p 


0301040265 

50-261 

F 


6301040380 

90-261 

P 


0301040304* 

50-261 

P 


0301040399* 

SO-324 

a 


6301040399# 

50-024 

a 


8301040414* 

50-400 

a 


6301040947* 

50-261 

a 


8301040776* 

50-261 

0 


8301090322 

50-324 

p 


8301 050374* 

SO-324 

0 


8301090376# 

50-324 

Q 


8301070101 

50-329 

0 


8301070108# 

50-329 

Q 


8301070153 

50-261 

P 


0301070205 

50-325 

0 


0301070207 

50-329 

0 


03OIO7O2OB# 

50-325 

8 


6301070216# 

90-325 

S 


6301070221 

90-329 

a 


8301070229# 

90-325 

a 


8301070294 

90-324 

B 


8301070260# 

50-324 

B- 


0301070267 

90-325 

B 


0301070273* 

90-325 

0 


630107028S 

90-324 

0 


6301070291* 

50-324 

0 


8301100167* 

50-324 

0 


0301100210 

SO-324 

P 


8301100210 

50-324 

P 


8301100215* 

50-324 

P 


0301100215* 

50-324 

P 


03011 10217 

90-261 

0 


63011 10224# 

50-261 

0 


03011 10916 

90-324 

P 


03011 10316 

90-024 

P 


0301 1 30011 

90-261 

P 


6301130012# 

50-261 

P 


0301 140201 

50-261 

P 


8301140206# 

90-261 

P 


6301 1 40252 

9D-S6I 

0 


0301140260 

50-261 

0 


6301140360 

SO-261 

R 


6301140370# 

50-261 

P 


6301140374# 

SO-261 

r 


6301140379* 

50-261 

r 


0301140304# 

50-261 

f 


8301170039 

90-325 

1 


0301170036* 

SD-325 

L 


8301170092 

90-324 

S 


8301 1 70060* 

90-324 

a 


B301170Q62 

50-324 

a 
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8301170107 

50-325 

S 


8301250649* 

SO-400 

0 


8301 1701 12* 

50-325 

s 


0301250632* 

50-400 

G 


8301170120 

50-400 

<1 


0301250652* 

50-400 

0 


8301170147 

50-324 

s 


8301250657* 

50-400 

0 


8301170197* 

50-324 

s 


8301250657* 

50-400 

0 


8301170193 

90-324 

8 


8301260126 

90-261 

P 


0301170195* 

50-324 

s 


8301260249 

30-261 

P 


8301170206 

50-324 

s 


8301260252* 

30-261 

P 


8301170210* 

50-324 

s 


8301260303 

S0-32S 

6 


8301 170213 

50-325 

s 


83012603t0* 

30-323 

6 


8301170215 

50-325 

a 


8301260417 

50-324 

8 


8301170217* 

50-325 

8 


8301260423* 

80-324 

S 


8301170219* 

90-325 

8 


8301280284 

50-400 

0 


8301170222 

50-325 

8 


8301310105 

50-324 

P 


8301170223* 

50-325 

8 


8301310145 

SO-324 

P 


8301170224 

50-325 

S 


8301310172 

50-261 

3 


8301170230* 

SO-325 

S 

Catholic Unlv 

8301310423* 

50-77 

F 


8301 1 70237 

50-325 

S 

C*ntar for Law In the Public Interest 

8301210261 

50-275 

0 


8301170247* 

50-325 

s 

Ch2ffl Hilt. Inc 

8301190392* 

CONTRACT 



8301170233 

50-261 

s 

Chadwelli Kav**r< Rugglest McQee b 

8301210299* 

40-2061 






Hastingii Ltd 





8301170257 

50-325 

s 






8301170258* 

50-261 

s 

Cherrgi M M /Charrijr Flynn 6 kanter 

8301050103 

50-434 

0 


8301170263* 

50-325 

B 

Chr ista-Har la 

8301100111 

50-155 

0 


8301170328 

50-324 

8 

Cincinnati Gas 6 Electric Co 

8301030251 

50-3Sa 

E 


8301170336* 

50-324 

S 


8301030254* 

90-358 

E 






8301040297 

50-338 

8 


8301170365 

50-324 

8 






8301170369* 

50-324 

8 


8301040319 

50-338 

8 


8301170376 

SO-324 

S 


8301040588* 

80-330 

3 


8301170380* 

50-324 

B 


8301040590 

50-350 

B 


8301170405 

50-400 

8 


8301040649* 

50-330 

0 






8301040747 

50-350 

s 


8301170405 

50-400 

8 






8301170423 

50-325 

8 


8301050164* 

S0-35B 

a 


8301170429* 

50-325 

8 


8301050182* 

50-350 

0 


8301170443 

50-324 

8 


8301050195* 

50-350 

0 

• 

8301170449* 

50-324 

8 


8301050209* 

50-350 

Q 






8301050224* 

50-390 

Q 


8301170456 

50-324 

8 






0301170467* 

90-324 

a 


8301050254* 

50-350 

3 


8301170472 

90-324 

6 


8301050271* 

so-asa 

0 


8301170485* 

50-324 

a 


8301050277* 

50-350 

S 


0301170517 

50-329 

a 


83010 50284* 

50-350 

B 






8301050304* 

50-350 

3 


8301170521 

50-324 

s 






8301 1 70523* 

50-325 

a 


8301050472* 

50-358 

3 


0301170525* 

50-324 

8 


8301060045 

50-350 

0 


0301180083 

50-324 

Q 


8301060049 

S0-35B 

a 


8301180190 

50-400 

0 


8301060057 

90-350 

K 






8301060059 

50-350 

s 


8301180190 

50-400 

G 






8301180308 

50-261 

F 


8301060060* 

90-350 

H 


8301180324 

50-325 

8 


8301060063 

50-350 

a 


8301180334* 

50-325 

8 


8301060084 

50-350 

a 


8301180337 

50-324 

P 


8301070603* 

50-350 

A 






03011 10121 

90-350 

H 


8301180337 

30-324 

P 






8301180356 

50-325 

8 


8301 1 10170 

50-350 

a 


8301180366* 

50-325 

8 


8301110238* 

90-350 

3 


8301180383 

50-261 

P 


8301110527* 

50-390 

3 


8301180392* 

50-261 

P 


8301110590 

50-350 

H 






8301120333 

50-350 

3 


8301200269 

30-400 

8 






8301200269 

90-400 

a 


8301130092 

50-350 

K 


8301200304 

90-400 

8 


8301140292 

50-358 

0 


8301200304 

90-400 

8 


8301140386 

50-350 

a 


8301200324 

50-324 

a 


8301170371 

90-358 

0 






8301180069 

50-350 

0 


8301200331* 

90-324 

B 






8301200346 

90-329 

a 


8301210037# 

90-350 

3 


8301200349* 

50-329 

8 


8301210051 

50-350 

0 


8301210091 

90-261 

Q 


8301210064 

50-350 

H 


8301210095* 

50-261 

Q 


8301210181 

50-390 

0 






8301210188 

50-350 

B 


8301240101 

90-400 

A 






8301240101 

50-400 

A 


8301210205* 

90-350 

A 


8301250080 

50-324 

P 


8301210216 

90-350 

B 


8301250177 

90-261 

P 


8301210245 

90-350 

A 


8301250204* 

50-324 

0 


8301210208* 

50-350 

3 






0301240033 

90-350 

0 


8301250210* 

90-324 

3 






83012S0210* 

50-324 

a 


0301200315* 

50-390 

3 


8301250237* 

50-261 

0 

Cltlian* Against Nuclear Pouer 

8301200034* 

90-373 

H 


8301250240* 

50-400 

0 

Citizens Association For Bound Entrgy 

8301240103 

50-445 

3 


8301250357 

TOPftEP 



8301240103 

50-449 

3 






8301240116 

50-445 

3 


8301290390 

50-400 

R 






8301250390 

50-400 

n 


8301240116 

90-445 

0 


8301250391* 

50-400 

R 


8301240122* 

50-449 

3 


8301250447 

50-261 

0 


8301280254 

50-445 

3 


03OI2SOS41* 

50-261 

Q 


8301200254 

50-449 

3 






8301800256* 

50-449 

3 


8301250597 

90-324 

3 






8301250597 

50-324 

3 


8301280256* 

90-443 

3 


8301250645 

50-400 

0 


8301280259* 

50-449 

3 


8301250645 

50-400 

0 


0301280262* 

50-445 

3 


8301250649* 

50-400 

0 


03O12BO262* 

50-445 

3 
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3301310219 

90-449 



8301 130417* 

90-142 

0 

Clarl on'‘t,»d9 er Jackson>MS 3301180003 

FOIA 


Cannonuealth Editor Co 

S2U2907S6 

50-249 

8 

Cl>v«l«ntf Electric Illuminatinj Co 3301040121 

50-440 

£ 


0211270766* 

50-249 

8 

3301040121 

50-440 

e 


8301030164 

90-237 

P 

3301040167 

50-440 

A 


S3010 30164 

50-237 

P 

8301040167 

50-440 

A 


630103023B 

50-373 

P 

3301040337 

50-440 

A 


830103023B 

50-373 

P 

9301040337 

90-440 

A 


8301040137 

50-373 

P 

3301040347 

50-440 

a 


B301040I39 

90-373 

P 

3301040347 

50-440 

a 


6301040166* 

50-295 

F 

9301040446 

90-440 

0 


63010 40166* 

50-295 

F 

9301070301 

30-440 

0 


6301040171* 

50-295 

F 

3301070306 

30-440 

0 


B3010 40I7I* 

50-295 

F 

3301 100104 

50-440 

0 


63010 40269 

50-237 

P 

3301 100104 

50-440 

0 


6301040289 

50-237 

P 

3301 1 20227 

90-440 

0 


6301040269 

90-237 

P 

9301170227 

90-440 

s 


8301040269 

50-237 

P 

83011 70227 

90-440 

8 


8301040289 

50-237 

P 

8301 1 70261 

90-440 

0 


8301040317 

90-237 

P 

8301 1 70261 

50-440 

8 


83010 40317 

50-237 

P 

3301 1800 99<» 

90-440 

Q 


63010 40317 

50-237 

P 

8301210184 

90-440 

8 


63010 40317 

50-237 

P 

3301210217 

90-440 

8 


6301040317 

50-237 

P 

3301250003 

50-440 

A 


6301040317 

50-237 

P 

3301250003 

90-440 

A 


6301040516* 

50-496 

0 

9301250101 

50-440 

E 


0301040994 

90-373 

P 

8301250101 

50-440 

E 


8301040591 

50-373 

P 

8301250194 

50-440 

A 


8301040713* 

50-10 

0 

8301250589 

50-440 

A 


6301040713* 

80-10 

0 

8301250539 

50-440 

A 


B3OIOS03O2 

50-293 

p 

8301270210 

50-440 

A 


63010600S4* 

80-436 

0 

9301270210 

90-440 

A 


B3010602IS* 

B0-4S4 

F 

8301270381 

50-440 

0 


6301060220* 

80-454 

F 

9301200170 

50-440 

a 


6301070016* 

30-234 

F 

9301280222 

50-440 

0 


6301070025* 

90-254 

F 

Cl«ve land-cliffs Iron Co 8301260131 

40-8714 



0301070046* 

50-10 

F 

8301260138* 

40-8714 



6301070051* 

50-10 

F 

8301310374 

40-8714 



8301070102* 

80-373 

8 

93013I037S 

40-8714 



8301070109 

90-373 

8 

Coalition for Safe Power 8301140095 

90-460 

0 


6301070112 

80-293 

a 

9301 140106 

30-397 

0 


6301070116* 

50-295 

8 

8301 140106 

50-397 

0 


8301070123* 

80-373 

a 

8301280308 

50-922 

B 


6301070142 

30-373 

a 

CalararfO) State of 8301100070 

WASTE MOT 


6301070164* 

80-373 

8 

Columbia River Inter-Trlbal Fl»h 8301200300 

50-922 

0 


8301070167 

80-373 

a 

Comm 1 • • 1 on 











8301070188 

50-249 

a 

Ccabuotlon Enginoerlngi Inc 8301100197 

PR 



8301070192 

80-373 

a 

8301 120300* 

90-361 

p 


8304070193* 

50-249 

a 

8301190369* 

50-293 

p 


6301070195 

30-237 

a 

0301190371* 

80-259 

p 


8301070197* 

90-373 

6 

03011 90379* 

90-299 

p 









8301070199* 

50-373 

a 

0301190370* 

90-299 

P 


0301070216 

90-486 

s 

8301190379* 

90-295 

p 


0301070226* 

30-237 

6 

8301250991 

90-470 

A 


0301070220 

50-293 

6 

Comirerc*! Dept ofi National Bureau of 6301100182 

PR 



6301070234* 

30-298 

8 

Standards 







8301 L 00416 

XPOBTLIC 



0301070314 

50-434 

B 





8301070369 

90-373 

6 

8301210323* 

SO-247 

F 


8301070376* 

90-373 

S 

0301260181 

XPQRTUIO 



83010 70551* 

90-284 

F 

Cexunltteo to Bridge the Oep 0301040413 

90-142 

0 


B301070993* 

50-284 

F 

0301 100274 

90-142 

Q 





830110027'?* 

90-142 

0 


8301070604* 

50-373 

F 





8301070607* 

90-373 

F 

8301 100203* 

90-142 

B 


63011 10336 

90-373 

S 

0301100207* 

90-142 

S 


6301 1 10349* 

80-373 

8 

0301100291* 

90-142 

0 


8301110400 

30-454 

F 

8301 100305* 

90-142 

B 





0301100321* 

90-142 

0 


8301110400 

50-494 

F 





63011 10400 

90-454 

F 

8301100325* 

00-142 

0 


63011 10400 

50-494 

F 

0301 160331* 

90-142 

0 


6301 L 10400 

90—484 

F 

0301100344* 

90-142 

0 


8301110416 

30-373 

B 

0301100349* 

90-142 

0 





0301180353* 

50-142 

0 


8301110420# 

50-373 

6 





63011 10499 

80-373 

R 

6301160361* 

90-142 

B 


63011 10496* 

80-373 

R 

8301160367* 

80-142 

0 


63011 10534 

90-295 

P 

8301100374* 

00-142 

0 


0301110934 

90-295 

P 

8301100377* 

50-142 

0 





8301100309* 

80-142 

0 


8301110986 

50-299 

R 





63011105S8 

90-293 

R 

830 1 1 00387* 

80-142 

0 


03011 10S61* 

50-298 

R 

830 1 1 00397* 

80-142 

0 


6301110861* 

50-295 

ft 

8301100402* 

80-142 

0 


6301 1 10649* 

80-254 

F 

8301100407* 

80-142 

0 





8301100409* 

90-142 

0 


6301110649* 

S0-S54 

F 





8301110651* 

80-254 

F 

830 11 00411* 

90-142 

0 


63011 10651* 

30-254 

F 

8301100414* 

90-142 

0 


8301110667* 

50- 10 

F 

8301100419* 

50-142 

0 


0301120027* 

50—373 

F 
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8301120029* 

50-373 

F 



8301210162* 

50-249 

B 



8301120261 

50-454 

0 



8301210185 

50-254 

8 



8301130064 

50-454 

0 



6301210190* 

SQ-254 

a 



8301130064 

50-454 

0 



S301210194 

50-373 

p 



8301140047 

PRN 




8301210194 

50-373 

p 



8301140060 

50-10 

R 



8301210196* 

50-373 

p 



8301140060 

50-10 

R 



8301210201 

30-237 

0 



8301140060 

50-10 

R 



8301210301 

50-337 

a 



8301140063* 

50-10 

R 



8301210201 

30-337 

Q 



8301140065* 

50-10 

R 



8301210201 

50-237 

0 



8301140065* 

50-10 

R 



8301210201 

90-237 

0 



8301140102 

50-237 

P 



8301210210 

30-454 

9 



8301140102 

50-237 

P 



8301210210 

90-454 

Q 



8301140193 

SO-237 

P 



8301210218 

90-454 

8 



8301140193 

50-237 

P 



8301210218 

50-454 

a 



8301140193 

50-237 

P 



8301210218 

50-454 

a 



8301140353 

PR 




8301210226 

50-304 

B 



8301140361 

50-254 

fl 



8301310229* 

90-304 

& 



8301140361 

50-254 

fi 



6301310234 

50-295 

s 



8301140365 

50-237 

F 



8301210248* 

50-395 

a 



8301140365 

50-237 

F 



8301240036 

50-373 

A 



8301 1 40365 

30-237 

F 



8301240042* 

50-373 

A 



8301140365 

50-237 

F 



8301240046 

50-295 

0 



8301140365 

50-237 

F 



8301240046 

30-29S 

0 



8301140365 

50-237 

F 



8301240099 

50-454 

A 



8301140377* 

50-254 

R 



8301240099 

90-454 

A 



8301 1 40377* 

SO-254 

■R 



8301240105 

50-454 

0 



8301140442 

50-254 

R 



8301240113 

90-373 

a 



8301140442 

50-254 

R 



8301240117* 

50-373 

8 



8301170067 

SO-237 

P 



8301350062 

90-295 

fl 



8301170076 

50-254 

8 



830 12 50066* 

60-295 

fl 



8301170089* 

50-254 

S 



8301250134 

90-237 

P 



8301170148 

50-454 

A 



8301250134 

50-237 

P 



8301170148 

50-454 

A 



8301250263* 

50-454 

Q 



8301170512 

50-237 

8 



8301250551 

50-237 

P 



8301170516* 

50-237 

B 



83012S0SS1 

50-237 

P 



8301170518 

30-237 

B 



8301250592 

50-29 5 

8 



8301170529* 

30-237 

B 



8301250598* 

90-293 

a 



8301 1 70532 

50-237 

3 



8301260286 

50-254 

p 



0301170539* 

SO-237 

B 



8301380084 

50-373 

8 



8301180053 

50-10 

J 



83013 80084 

50-373 

8 



8301 1 80053 

30-10 

J 



8301280117 

90-373 

S 



8301 1 80053 

50-10 

vT 



8301380119 

50-249 

8 



8301180053 

50-10 

J 



8301380135* 

50-249 

8 



8301180053 

50-10 

J 



8301380129* 

50-373 

8 



8301180033 

50-10 

J 



8301280151 

30-373 

a 



8301 1 80053 

50-10 

J 



8301280159* 

50-373 

8 



8301180053 

30-10 

J 



8301280194 

50-237 

8 



8301180053 

50-10 

J 



8301280198* 

50-237 

8 



8301180065* 

50-295 

0 



8301280229# 

50-10 

0 



8301180065* 

50-295 

Q 



8301380229* 

50-10 

a 



8301 1 80073* 

50-295 

Q 



8301280229* 

50-10 

a 



8301180137 

30-295 

8 



8301280235 

50-304 

8 



8301180143* 

30-295 

8 



8301280239* 

50-304 

s 



8301180218 

50-237 

0 



8301280300 

50-249 

B 



8301180271 

50-10 

J 



8301280303* 

50-249 

8 



8301180271 

50-10 

J 



8301280316 

50-849 

8 



8301180271 

30-10 

J 



8301280330* 

50-249 

8 



8301180271 

50-10 

J 



0301280323 

50-373 

8 



8301180271 

50-10 

J 



8301280328* 

50-373 

a 



8301100317 

50-237 

P 



83013 10160 

50-254 

p 



8301 180317 

50-237 

P 



8301310163* 

50-234 

p 



8301180317 

50-237 

P 

Communttv Kimorlal 

Hoip Manmauthi IL 

8301 100354 

PR 




8301180317 

50-237 

P 

Co/nptoni A. P, HD 


8301100284 

PR 




8301 1 80339 

50-237 

8 

Conputtr Dat* Syifcamti Inc 

8301210301* 

CONTRACT 




8301180347* 

30-837 

8 



8301280360* 

CONTRACT 




8301200022 

50-454 

A 

Cemputtr SuttanK Support Carp, 

8301120527* 

CONTRACT 





^^“454 

A 

Conortiid Cltliini 

of Loulia Gountyi VA 

8301210016 

30-338 

0 



8301200022 

60-454 

A 



8301210016 

50-338 

a 



8301300022 

50-454 

A 



8301210023 

50-338 

0 



8301200022 

50-454 

A 



8301210023 

50-338 

■0 



8301200211* 

50-373 

A 

ConnMciicut Vanlt** 

Ato/nic Powar Co. 

8301040538 

30-213 

0 



8301200285 

50-454 

A 



83Q1Q6QQ69 

50-213 

p 



8301200285 

50-454 

A 



8301060069 

50-213 

p 



8301200285 

50-454 

A 



8301060069 

50-213 

p 



830] 200285 

50-454 

A 



8301060069 

50-213 

p 



8301200285 

50-434 

A 



8301060127 

50-213 

p 



B30121DI14 

30-374 

A 



8301060265* 

30-213 

Q 



8301210117 

50-237 

8 



8301070590* 

50-213 

F 



8301210119* 

50-237 

S 



B301070S9S* 

50-213 

F 



8301210136 

50-295 

P 



8301110158 

50-213 

P 



8301210136 

50-295 

P 



8301110321 

50-213 

P 



8301210147 

30-295 

8 



8301110476 

50-213 

F 



8301210IS1* 

50-295 

8 



8301110476 

50-213 

F 



8301210157 

50-249 

8 



9301110476 

50-213 

F 


CORPORATE SOURCE INDEX 


49d 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEGORY 


8301 1 lOAOO 90-213 C 

0301130172 50-213 F 

8301120172 SO-213 F 

8301120172 50-213 F 

8301120172 30-213 F 

830 11 70 507 SO-213 8 

8301190297 90-213 P 

8301190350 50-213 P 

8301190356# 90-213 P 

03O119O373# 50-213 F 

0301 190376» 50-213 F 

030121)0421 50-213 8 

0301260437» 50-213 0 

830121)0457 50-213 8 

03O12&O4A3i> 30-213 0 

0301270363 50-213 R 

0301270377# 50-213 R 

0301200163 50-213 P 

Conner & Metterhahn 8301030134 50-398 0 

8301120333 30-398 0 

8301140297 90-277 0 

8301190137 50-272 H 

0301190202 50-272 0 

0301190202 50-272 0 

0301270321 50-352 0 

8301270324 50-277 0 

0301270324 50-277 0 

0301270324 90-277 0 

8301270358# 50-277 0 

8301 270358# 50-277 0 

8301270338# 90-277 0 

CnncslltiaeeiS Ediicn Co oF Neui Vorli. Inc 8211290473 SO-3 P 

0301030230 90-247 0 

8301040401 50-247 0 

8301040401 50-247 0 

8301040408 50-247 0 

0301040408 90-247 0 

0301100170 50-247 P 

8301100183 50-247 0 

8301100183 50-247 0 

8301100189# 90-247 0 

0301 1 00189# 50-247 0 

0301100196# 90-247 0 

8301100196# 50-247 0 

8301120325 50-247 0 

8301120325 50-247 0 

8301130040 SO-3 J 

8301140030 90-3 F 

8301 170212 50-247 T 

8301 170212 50-247 T 

8301170214 50-247 T 

8301170214 90-247 T 

0301170218 50-247 T 

0301170218 50-247 T 

0301170221# 90-247 T 

8301170221# 50-247 T 

8301180193 50-247 T 

8301180193 30-247 T 

8301180200* 30-247 T 

8301100200# 80-247 T 

0301100215 30-247 0 

0301100215 50-247 0 

0301100220# 30-247 0 

0301100220# 50-247 0 

0301100224# 30-247 0 

8301180224# 50-247 0 

8301180242 30-247 T 

8301180242 50-247 T 

8301190149# 50-3 F 

8301190148# SO-3 F 

8301190156# 90-3 F 

8301190164# 90-3 F 

0301190167# 90-3 F 

8301210046 90-247 0 

8301210046 90-247 0 

8301210037# 90-247 0 

8301210057# 90-247 0 

8301210109 90-3 J 

8301210262 90-247 0 

8301210262 90-247 0 

8301240003 90-247 P 

0301230117 90-247 R 

0301290128# 90-247 R 

0301290260 50-247 0 

0301250260 90-247 0 


AUTHOR ACCESSION SUBJECT 

AFFILIATION NUMBER CATEGORY 


0301270242 50-247 T 
0301270242 SO-247 T 
8301270856# 50-247 T 
8301270256# 50-247 T 
8301270260# SO-247 T 

8301270260# SO-247 T 
8301270271 50-247 T 
8301270271 50-247 T 
8301270300 SO-247 T 
8301270300 50-247 T 

8301270339 50-247 T 
8301270339 50-247 T 
8301270347# 50-247 T 
0301270347# 50-247 T 
8301280250 50-247 0 

8301310131# 50-247 P 
0301310131# 50-247 P 
8301310132# 50-247 P 
8301310239 50-247 0 
8301310239 50-247 0 

Cnntumtr# Peuer Co 8301040099 50-859 D 

8301040269 50-329 A 
8301040376 50-295 Q 
83010 40393 SO- 155 F 
0301040453 50-195 0 

8301040459* 50-159 Q 
8301040460 50-329 O 
8301040460 50-329 0 
8301040467# 50-329 G 
8301040467# 50-329 G 

8301040521 50-155 0 
83010 40927# 50-195 0 
8301040559 S0-I55 P 
0301090003 50-329 R 
03O1OSOOOS 50-329 R 

9301050005 50-329 R 
8301060172 50-259 P 
8301060279 50-195 P 
8301060332 30-199 0 
83010 70091 50-259 B 

B3O1O7O'O90 50-255 Q 
8301070103* 90-259 8 
8301070111 90-15 9 8 
8301070113 90-295 8 
03010 70119# 90-295 8 

8301070122# 80-155 8 
8301070137 30-259 B 
8301070143# 90-239 B 
8301070263 90-289 8 
8301110174 90-2SS 0 

8X11 10178 50-259 Q 
8X11 10204 90-153 J 
8X1110220 50-329 8 
8X11 10232 30-153 8 
8X11 10293# 90-235 0 

8X1110262# 50-155 8 
0X11 10300 50-255 0 
8X11 10300# 50-253 0 
8X1110376 S0-1S9 S 
8X1110394# S0-1S5 Q 

8X1110434# 90-155 8 
8X1110438 50-329 S 
8X1110438 50-329 8 
0X1110952 90-329 P 
0X1110955 30-255 J 

0X1110362 50-295 J 
8X11 10577 50-329 Q 
8X1110977 50-329 Q 
8X11 10588 50-253 P 
8X1110597 50-329 0 

8301120232 30-155 0 
8X1130001 30-159 P 
8X1130001 50-153 P 
axil 30001 50-133 P 
8X1130091 50-329 E 

8X1130091 50-329 E 
8X1140044# 50-329 0 
8X1100100 50-329 A 
8X1100100 90-329 A 
0X1100103* 90-329 A 

8X1180103# 50-329 A 
8X1100151# 90-302 P 
8X1100202 90-329 A 
8X1100319 50-193 E 
8X1180340 50-195 P 



600 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Conbinum Oyn^nicsi Inc 
Cook County Hoop. Chicago. IL 

Gooporman & Uabar. P. C 
Cobbor Corp. 


Craaroi tne. 


Cygna Entrgy Sarvleoi 


DalTyianif Powtr Caoparatlvo 


ACCESSION 

NUnaSR 


B30n6039S 

830n'?0034» 

a30ii90oae» 

6301190129 

6301200347 

6301200347 
6301210021 
6301210021 
6X12 10026* 
6X1 21 0028* 

6X1210034* 

0X1210039* 

6X1210039* 

6X1210047 

6X1210103 

6X1210110 

0X1210266* 

0X1210267* 

6X1210266* 

8X1210272* 

6X1210272* 

6X1240072 

6X1250051 

6X1290094* 

6X1290063 

6X1290194 

6X1290471 

6X1290476* 

6X1290493 

0X1270193 

8X1270193 

8X1270206 

6X1870212* 

6X1270214* 

6X1270214* 

6X1270216* 

6X1270819* 

8X1270294 

8X1870294 

8X1870264 

6X1270872* 

6X1260240 

6X1280240 

6X1260244* 

6X1260244* 

8X1310237 

8X1310329 

8X1310334* 

8X1040606* 

6X1100191 

8X1100833 

6X1030046 

8X1030049* 

6X1030051* 

6X1030096 

0X1030062* 

8X1030069 

8X1030079* 

6X1060466* 

6X1210313* 

6X1110939* 

8X1170987* 

6X1170933* 

6X1170936* 

8X1170941* 

6X1170548* 

6X1040603 

8X1070139 

6X1100119* 

6X1110211 

8X1110225 

8X1110233* 

6X1130027 

6X1140X7 

6X1140010* 

6X1160100 
6X1 160 IX* 
8X1100397 
6X12X299 
6X1240090 

8X1240139 

6X1260020 

6X1260130 

0X1260X7 

8X1270160 


SUBJECT 

CATEXRV 


50-195 

P 

50-139 

F 

90-199 

F 

90-159 

P 

90-329 

0 

50-329 

0 

50-329 

T 

50-329 

T 

90-329 

T 

90-329 

T 

90-329 

T 

50-329 

T 

90-329 

T 

90-159 

P 

90-239 

6 

90-295 

J 

90-329 

Q 

90-329 

Q 

90-329 

0 

90-329 

A 

50-329 

A 

90-299 

P 

90-299 

B 

90-295 

8 

90-329 

K 

90-255 

P 

90-199 

0 

90-195 

0 

50-329 

A 

90-329 

K 

90-329 

K 

90-255 

P 

50-239 

P 

50-329 

K 

90-329 

K 

90-283 

P 

90-329 

K 

30-329 

T 

90-329 

T 

90-199 

R 

90-189 

R 

90-329 

T 

90-329 

T 

90-329 

T 

50-329 

T 

90-259 

P 

30-1 SS 

P 

90-198 

P 

90-373 

P 

PR 

PR 

WASTE MOT 


WASTE WOT 
WASTE HOT 
WASTE HOT 

WASTE HOT 
WASTE HOT 
WASTE MOT 
CONTRACT 
CONTRACT 

90-299 P 
90-29 P 
90-29 P 
90-29 P 
90-29 P 

90-29 P 
90-409 P 
90-409 F 
90-409 0 

90-409 a 

50-409 8 

90-409 8 

90-409 F 
90-409 8 

90-409 8 

90-409 F 
80-409 0 

90-409 J 
90-409 P 
90-409 P 

50-409 6 

90-409 P 
90-409 P 
90-409 P 
90-409 R 


AUTHOR 

AFFILIATION 


Daba Campotitlon 8*rvlc««i Ine 
Osaconttf Hoip 6b LPui«tHO 
Dabavoli* tc Llb*rman 


Oacltion Bcianc* Contorblunii Ine 
Dabrolb Editon Co 


Daetor* Regional Htdlcal Centtr. Poplar 
Slurp, MO 

Dolan 8 Dolan 
Doughartg, J B 


Doui Chaalcal Co 

Dragon Valv**, Ine 
Duke Pouir Co 


ACCESSION 

NUMBER 

6X1270192* 

6X1260144* 

6X1260260* 

6X1200339 

6X1280342* 

6X1200013* 
6X1 100294 
6X1 100249 
8X1100276 
8X1110242 

6X1120249 

6X1100116 

6X1800391 

6X1250273 

0X1290466 

6X1290641 

6X1260492 

6X1100039* 

6X1120006 

6X1160107 

6X1210094 

0X1210206 

8X1260183 

0X1270444 

6X1860068 

6X1260242 

6X1260249 

8X1280249 

8X1280302 

8X1100279 


8X1170493* 

6X1210016 

8X1210016 

8X1210023 

8X1210023 

0X1070061* 

6X1070070* 

0X1030093 

8X1040233 

8X1040327 

0X1040327 

0X1040327 

0X1040391* 

0X1040394 

6X1040394 

0X1040411 

0X1040411 

8X1040411 

8X1040430 

8X1040430 

0X1040691* 

6X1040693 

8X1040699 

6X1040669 

6X1040676 

6X1040686 

6X1090269 

6X1090269 

6X1090290* 

6X1050290* 

0X1060010* 

0X1060014* 

6X1060016* 

6X1060231 

8X1060234# 

6X1060390 

6X1070213 

0X1070213 

6X1070223 

0X1070223 

8X1070324 

0X1070324 

6X1070336 

6X1070401* 

6X1070466* 

6X1070974* 

8X1070974* 

8X1070570* 

6X1100132 

6X1110413 

6X1110415* 

6X1110592 

6X1110620 

6X1110620 


SUBi«CT 

CATEQORV 


30-409 R 
90-409 F 
50-409 0 

50-409 a 
50-409 Q 

CONTRACT 

PR 

PR 

PR 

FOIA 

50-413 C 
50-445 e 
90-460 0 

50-397 0 

50-460 9 

50-460 0 

50-413 B 
CONTRACT 
70-2926 
50-341 F 

50-341 A 
50-341 F 
50-341 F 
50-16 J 
50-341 e 

30-341 S 
90-341 a 
90-341 8 

50-34 1 S 
PR 


Wise 

90-338 9 

90-336 0 

90-336 0 

90-336 0 

50-264 F 
90-264 F 
50-586 8 

50-269 P 
90-269 P 

90-269 P 
50-269 P 
90-269 S 
30-413 0 

50-413 0 

90-269 F 
90-269 F 
90-269 F 
90-413 0 

90-413 C 

90-269 Q 
50-413 0 

90-369 0 

90-413 Q 
50-370 0 

30-369 O 
90-369 0 

90-369 0 

90-369 0 

90-369 0 

90-269 F 
90-269 F 
90-269 F 
90-207 8 

90-207 8 

90-414 8 

90-269 P 
90-269 P 
90-413 8 

90-413 6 

90-413 8 

90-413 e 
90-413 R 
90-369 F 
90-369 F 

50-369 F 
50-369 F 
50-369 F 
50-413 A 
50-370 A 

50-370 A 
TOPREP 
50-369 F 
X-369 F 



CORPORATE SOURCE INDEX 


501 


AUTHOR 

AFFILIATION 


Dgtin Htnorlal Hoip, Btdforili IN 
Duq,u»»na Light Co 


ACCESSION 

NUMBER 

aueuECT 

CATEOORV 

83011 10&94O 

50-369 

F 

83011 10AS4« 

50-369 

F 

83011 IO&S7tt 

50-36? 

F 

830112024? 

50-413 

0 

930112024? 

50-413 

0 

8301120271 

90-413 

A 

8301120271 

50-413 

A 

8301130004 

50-413 

A 

8301130030 

50-413 

A 

8301 1 30030 

50-413 

A 

8301 1 40287 

SO-413 

0 

8301140287 

50-413 

0 

83011 700A8M 

90-324 

s 

03011 70079 

90-413 

E 

030117007? 

90-413 

E 

8301170200 

90-269 

a 

83011 702024 

90-269 

a 

8301170220 

90-413 

0 

8301170220 

90-413 

0 

8301170390 

50-259 

p 

0301170924 

90-287 

a 

83011709204 

90-287 

0 

8301100047 

90-413 

A 

8301100047 

90-413 

A 

8301100071 

50-413 

A 

8301100071 

90-413 

A 

8301100243 

90-413 

A 

8301100243 

90-413 

A 

8301100304 

50-369 

R 

83011003064 

90-369 

R 

8301100412 

90-370 

A 

8301100930* 

90-369 

F 

83011009304 

90-369 

F 

83011 00942* 

90-369 

F 

8301200112 

90-413 

A 

83012001 12 

90-413 

A 

0301200127 

90-413 

A 

8301200127 

90-413 

A 

8301200197* 

90-369 

A 

8301200204* 

90-369 

A 

8301200233 

90-369 

0 

8301200249* 

90-369 

8 

8301200301 

90-413 

0 

8301200301 

90-413 

B 

8301200320 

90-370 

B 

8301200341 

90-269 

B 

8301200345* 

90-269 

B 

8301210206 

90-413 

A 

8301210206 

90-413 

A 

8301240025 

90-369 

F 

8301240031* 

90-369 

F 

0301240123 

90-370 

Q 

8301280009 

90-413 

Q 

8301280009 

80-413 

Q 

8301280010 

90-369 

a 

8301280010 

80-369 

Q 

8301280107 

80-369 

0 

8301280138 

90-369 

0 

8301290138 

90-369 

0 

B3012S018S* 

90-370 

0 

8301280180 

90-369 

a 

8301280243 

80-413 

A 

8301280243 

80-413 

A 

8301290349 

90-413 

0 

8301290345 

80-413 

Q 

8301290479* 

90-269 

Q 

8301290570 

80-369 

a 

8301250570 

90-369 

a 

8301280610 

80-370 

a 

8301260139 

80-370 

A 

0301260141* 

80-370 

A 

0301260339 

00-413 

E 

0301260339 

80-413 

E 

0301260368 

80-413 

8 

0301260408 

80-413 

A 

8301260408 

80-413 

A 

8301260418* 

80-413 

A 

8301260418* 

80-413 

A 

8301260424 

80-287 

8 

8301260492 

80-413 

0 

8301280040* 

TOPREP 


8301280232 

80-370 

A 

8301140240 

PR 


0301040596 

80-334 

R 

8301040960* 

80-334 

R 


AUTHOR 

AFFILIATION 

ACCEBBION 

NUMBER 

SUBJECT 

CATEOORY 


03010 90380 

50-334 

P 


0301060281 

50-334 

8 


0301060206* 

50-334 

8 


0301060345* 

50-412 

a 


0301100104 

50-334 

0 


0301100254 

PR 



03011 1018? 

50-334 

8 


03011 10138* 

50-334 

8 


03011 10290 

50-334 

S 


03011 10290* 

50-334 

0 


03OI13OOB9 

50-334 

P 


0301140042 

50-412 

s 


0301140046 

50-334 

p 


B301 140057 

50-334 

F 


0301140109 

50-334 

P 


0301140231 

50-412 

A 


B3011B0178 

50-334 

P 


0301190301 

50-334 

0 


0301190384* 

80-334 

0 


03018 lOOlS 

80-334 

P 


0301260312* 

80-334 

Q 


0301260310* 

80-334 

Q 


0301270 162 

50-334 

R 


0301270165* 

80-334 

R 


0301270224 

50-412 

K 


0301270233* 

50-412 

K 


0301270240* 

50-412 

C 


0301270245 

50-412 

R 


0301270249 

80-412 

R 


03O127O2S5 

50-412 

K 


0301270261 

80-412 

R 


0301270266 

80-412 

R 


0301270275 

80-412 

R 


0301270204 

50-412 



0301270291 

50-412 

R 


0301270299 

50-412 

K 


03012 7 0301 

50-412 

R 


0301270306 

50-412 

R 


0301270310 

50-412 

R 


0301870316 

50-412 

K 


0301270322 

50-412 

R 


0301270385 

50-412 

K 


0301270330 

50-412 

R 


8301270335 

50-412 

n 


0301270341 

50-412 

R 


0301270345 

50-412 

R 


0301270 350 

80-412 

R 


0301270353 

50-412 

K 


8301270355 

50-412 

R 


0X13 70359 

80-412 

R 


0X1270362 

50-412 

R 


0X1270367 

50-412 

K 


0X1270372 

50-412 

K 


0X1270379 

50-412 

R 


0X1270379 

SO-412 

K 


0X1270309 

50-412 

R 


0X1270300 

50-412 

K 


0X1270391 

50-412 

K 


0X1270399 

50-412 

K 


8X1310111 

50-412 

A 

E. 0, Aiioc Lah** 

8X1140441 

REOOD 


EDS NucUaci Inc 

0X1060176* 

80-285 

P 

EO&C, Inc. 

0X1070048 

RES 



0X1100033 

NUREO 



8X1120410 

RES 



8X1120419 

RE6 



0X1120503 

REB 



0X1120838 

REB 



0X1120547 

RES 



0X1120592 

RES 



0X1120579 

RES 



8X1120501 

RES 



BX112OS03 

RES 



0X1120999 

RES 



0X1190172* 

FOIA 



6X1190462 

RES 



8X1200436 

RES 


ENSAi Inc. 

0X1210320* 

CONTRACT 


Ea*i*rn Ntchlgan Unlv. 

0X1110606* 

70-490 


Ebavco B*rvlc«ii Inc <«ubt. of Enairch 

0X1040791* 

S0-SB2 

A 

Corp ) 





8X1100137 

PR 



0X1140293 

REOOD 



0X1290326* 

50-333 

P 

EharUnt Intirumtnt Corp 

0X1270019* 

FOIA 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Eddlsmani H 


Ederer> Inc 
Edgarr 0 L 


Electric Power Beeearch Inetitute 
Electronic ConmoTi i c at 1 e nsi Inc 
Energy Fuels Nucleari Inc 
Energy Incorporated 

Energyt Dept of 


EnergyiDept ofi Clinch River Breeder 
Reactor Plant 


Environmental Coalition on Nuclear Power 
Environmental Policy tndtitute 

Environmental Protection Agency 


European Communt tieii Commiision of 


Everest Minerals Corp. 

Exion Corp 

Exxon Nuclear Co < Inc. (tubs, of Exxon 
Corp, 1 


ACCESSION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

NUMBER 

CATECORY 

AFFILIATION 

NUMBER 

CATEGORY 

8301S7002I* 

FOIA 


8301030213* 

TOPREP 

8301870098* 

40-8007 


8301030215* 

TOPREP 

8301070321 

50-400 0 


8301060163 

TOPREP 

8301130068 

50-400 0 


8301060443 

50-316 

aSQllftOlSQ 

50-400 0 


0301100045 

XPORTLIC 

8301190150 

50-400 0 


8301100048* 

XPORTLIC 

8301190215 

50-400 0 


8301100054 

XPORTLTC 

8301190215 

50-400 0 


8301100058* 

XPORTLIC 

8301200105 

TOPREP 


8301110469* 

04999 

8301250281 

50-537 T 


8301 1 10580 

TOPREP 

8301250292 

50-70 0 


8301180132 

50-237 

8301200187* 

CONTRACT 


6301210020 

70-1257 

8301040018* 

CONTfiACT 


8301210274 

70-1257 

83013 10368 

40-0681 

Federal American Partners 

8301030286 

40-4492 

83011 10191* 

SO-29 P 

Federal Emergency Management Agency 

0301030008* 

50-334 

8301070300* 

50-637 A 


8301100305* 

50-334 

8301070332 

50-622 0 


8301100307* 

50-334 

8301100399 

HASTE MOT 


8301120193 

SO- 4 40 

8301100428 

WASTE MOT 


8301140026* 

SO-247 

8301120239 

70-143 


8301180225* 

50-358 

8301120256 

50-537 0 


8301270147 

50-329 

8301120257 

50-537 a 


8301270153* 

50-329 

8301180491 

WASTE MOT 


8301280044* 

50-302 

3301250281 

50-537 T 

Florida Power 6 Light Co 

0301030190 

50-335 

8301250477 

50-537 0 


8301030243 

30-335 

8301310021 

WASTE MOT 


8301040090 

50-335 

8301310098 

WASTE HOT 


8301040093* 

50-335 

8301030202 

50-537 E 


0301040240 

30-335 




8301040246* 

50-335 

8301030223 

50-537 A 


8301040321 

50-250 

8301070224 

50-537 A 







8301040700 

50-250 

8301070299 

50-537 A 


8301040700 

50-250 

83011 10189 

S0-S37 A 


8301040710* 

50-250 

8301110303 

50-537 A 


8301040710* 

30-250 

8301110326 

50-537 A 


8301060287 

30-3B9 

83011 10347 

50-537 A 







0301060294 

S0-33S 

8301120188 

50-537 A 


8301060302* 

50-335 

8301120203 

50-537 A 


8301070097 

S0-33S 

8301120269 

50-537 A 


8301070141 

50-339 

8301120274 

50-537 A 


8301070261 

50-335 

8301120279 

50-537 A 







8301070322 

50-335 

8301130102 

50-537 A 


8301070326* 

50-333 

8301140398 

50-537 A 


8301 1 10068 

70-2937 

8301160136 

50-537 A 


8301 1 10499 

50-250 

8301160159 

50-337 A 


0301 1 10499 

50-250 

B3011B016S 

50-537 A 







8301110501* 

50-250 

8301160251 

50-537 A 


83011 10501* 

50-250 

8301160252* 

50-537 A 


83011 10S14 

50-250 

8301210090 

50-537 8 


8301110514 

50-250 

8301240009 

50-537 A 


0301110569 

50-389 

8301240018 

50-537 A 







0301 1 10S74 

SO-250 

8301240027 

50-337 A 


8301110574 

50-250 

8301240093 

50-537 A 


8301130134 

50-291 

8301260279 

50-537 A 


8301130141* 

S0-2S1 

8301260407 

50-537 A 


8301140011 

50-309 

0301270280 

50-537 A 







8301140013* 

90-369 

8301270325 

50-537 A 


8301140047 

PRN 

8301270349 

50-537 A 


8301180310 

50-339 

8301260249 

50-537 A 


0301 1 80316* 

50-335 

8301200279 

50-537 A 


0301180370 

50-33 S 

8301280281 

50-537 A 







8301180382* 

50-335 

8301280304 

50-537 A 


8301180396 

S0-3G9 

8301310092 

50-337 A 


8301190086* 

50-335 

8301310272 

50-537 A 


8301190092* 

50-335 

8301140093* 

50-277 0 


8301190180* 

50-250 

030 1 1 00390 

50-280 0 







0301190105* 

50-250 

8301070107 

50-443 D 


8301200309 

50-389 

8301110637 

40-2061 


8301200328 

50-309 

8301110640* 

40-2061 


8301200350 

50-389 

8301 1 20570 

40-1341 


8301200361 

50-309 

8301180009 

50-443 D 







8301210007 

90-389 

8301260071 

50-413 D 


8301210011 

50-339 

8301 100468 

XPQRTLIC 


8301210012* 

50-335 

8301100471 

XPDRTLIC 


8301210013 

60-389 

9301180451 

JCPORTLIC 


83012S0119 

50-290 

9301260113 

XPORTLIC 







83012S0253* 

50-250 

8301260153 

XPORTLIC 


8301250333 

50-389 

8301260157 

XPORTLIC 


8301250453* 

50-335 

8301270508 

XPORTLIC 


8301250520* 

50-250 

0301270509 

XPORTLIC 


8301250550* 

50-309 

0301270510 

XPORTLIC 







8301250556* 

S0-3S9 

8301100297 

PR 


S30I2 50577 

SO-2SO 

0301 100312 

PR 


8301250562 

50-250 

8301260147 

40-8064 


830126033S 

50-389 

8301030211 

TOPREP 


8301260466 

50-335 


P 


P 


F 

F 

F 

F 

0 

0 

F 

F 

T 

P 

F 

e 

G 

G 

8 

P 

P 

P 

P 

P 

S 

B 

B 

P 

G 

P 

F 

F 

P 

P 

P 

P 

F 

F 

E 

P 

P 

ft 

ft 

A 

A 

ft 

ft 

ft 

8 

ft 

F 

F 

F 

F 

8 

A 

ft 

9 

A 

S 

8 

a 

p 

a 

a 

0 

0 

ft 

ft 

ft 

Cl 

ft 

9 



CORPORATE SOURCE INDEX 


503 


AUTHOR 

AFFILIATION 


Flsritl^ Pcutr Corp 


ACCESSION SUBJECT 

NUMBER CATEO-ORV 


B301 S60473* SO-SSJ S 
8301270351 50-250 R 
8301270351 50-250 R 
8301270351 S0-2S0 R 
8301270351 SO-250 R 

83012703541) SO-250 R 
8301270354* 50-250 R 
0301270354* 50-250 R 
8301270354* 50-250 R 
8301270449 50-250 I 

8301270449 50-250 I 
8212300265 50-302 P 
8301030224 50-302 F 
8301030266 50-302 P 
0301040369* 50-302 Q 

8301040370* 50-302 Q 
8301040375* 50-302 0 
8301040470* 50-302 0 
8301120184 SD-302 P 
8301140205 50-302 P 

8301180147 50-302 P 
8301190243 50-302 P 
0301190231* 50-302 P 
8301190293* 50-302 P 
8301200296 50-302 8 

8301200305* 30-302 S 
8301240060 50-302 0 
8301240161 SD-302 P 
8301240165* 50-302 P 
8301250087 50-302 P 

0301250234* 50-302 Q 
8301280241 50-302 P 
0301230319 50-302 P 
8301290339 30-302 Q 
8301280403 30-302 P 

0301230413* 50-302 P 
8301230437* 50-302 Q 
0301270018 SO-302 K 
8301270043* 30-302 K 
8301270309 50-302 F 


Frank lin Inifcitute/Franlcl In Rvtvarch 8208040704* 80-346 P 

Ccntvr 

82081 201 34* 90-346 P 

0206030123* 90-244 P 

0207010173* 80-247 P 

0207020396* 30-206 P 

0207130373* 80-261 P 

0207270236* 80-311 P 

8207270492* 90-272 P 

8207290294* 80-254 P 

0200040297* 80-254 P 

0208110129* 50-259 P 

0208110137* 30-259 P 

0208110137* 30-259 P 

8208200043* 30-324 P 

0208310203* 50-331 P 

0209080322* 50-263 P 

0210040092* 50-266 P 

82I004009S* 50-266 P 

8210040136* 30-266 P 

8210040138* 50-266 P 

8210120218 30-302 P 

8211020492* 30-313 P 

8211020304* 50-315 P 

8211130640* 50-285 P 

8211220133* 50-261 0 

Q2120 10022* 50-298 P 

8212200034 RES 

8212200067 RES 

8212290304* 50-280 P 

8212290349* 50-280 P 

8301030162* 50-237 P 

8301030160* 30-237 P 

rrf«dr Franks Harrl*. Bhrlvir $, Kaiiip*linan 8301190479* COMMISSION 

Futurw R*«ourc4t Ai«oclat*ii Inc, 8301230443* 30-247 T 

fiA T*c6nologU«, Inc /0*n>r*l Atomic Co. 8301100422 XPORTLIC 

8301100426* XPORTLIC 

8301110009 70-734 

8301110033* 70-734 

8301110038* 70-734 

8301120319 90-322 0 

8301180249 30-322 9 

8301310199* 70-734 

««|6-a«bcocfc Aiiaciatii, Inc, 8301310016* CONTRACT 

Oallosiav tc 0r**nbarg 8301030136 50-937 0 


AUTHOR 

AFFILIATION 


Oardi Inc 
Oarratt Corp 
Orncral Electric Co 


Ocncral Motorr Carp 
Otntral Ph^iic* Carp 

Oineral Public Utllltir* - OPLI Brrvlct 
Corp 


ACCESSION 

NUMBER 


8301060456* 

8301290362 

8211240343 

0212130319 

8212130221* 

03010 30120 

0301030350* 

0301040216 

0301040266* 

0301040271* 

0301040961 
0301040669 
0301 1 00459 
0301110463 
0301110471* 

03011 10489* 
83011 105SO 
8301120900 
0301120500 
8301180304 

0301180476 

0301190282* 

0301190200* 

8301210281* 

8301250292 

8301250356 

8301250511 

8301250589 

6301250687 

8301260007 

8301260127 

8301260168 

B301260J99 

8301270262 

8301270360 

Q301310t30» 

8301100041 

8301120098 

8211160287* 

8301030180 

8301040099 

8301040515 

8301040532 

8301040692 

8301040724 

0301050059 

8301050316 

0301060098 

8301060100* 

8301060103* 

83010 60107* 
8301060111* 
03010 60138 
03010 60146* 
83010 60150 

G3010 601SQ* 

83010 60319 
8301060382 
0301070145 
8301070340* 

8301 1 00201 
0301 1 10903 
0301 1 10305* 
8301 1 10506* 
8301 1 20174 

8301 140023 
8301 1 40027* 
8301140062 
8301140068* 
8301140135 

0301140140* 

8301140217 

0301140226* 

8301140236* 

8301140446* 

8301140449* 

8301170019 

0301170144 

8301100199* 

8301180201 

8301 1 80210* 
8301 1 80223 
8301 1 80234 
8301 1 80250 


SUBJECT 

CATEOORV 


CONTRACT 

PT21 

30-447 A 
50-447 A 
50-447 A 

50-447 A 
50-447 E 

70- 1113 
30-270 P 
50-27B P 

TOPREP 
30-271 P 
XPORTLIC 
50-447 K 
SO-447 K 

50-307 P 
50-447 B 

71- 5926 
71-5939 
TOPREP 

XPORTLIC 
50-331 P 
50-331 P 
50-461 0 

90-70 0 

TOPREP 
TOPREP 
50-447 A 

70- 1113 
XPORTLIC 

XPORTLIC 
XPORTLIC 
XPORTLIC 
50-447 A 
50-447 A 

50-333 P 

XPORTLIC 

NUREO 

50-289 0 

50-219 P 

50-289 F 
30-320 P 
50-320 ft 
50-320 P 
50-289 F 

30-219 0 

50-289 R 
50-219 S 
50-219 8 

50-219 a 

50-219 B 
50-219 fi 
50-219 S 
50-219 0 

50-219 B 

50-2 1 9 8 

50-289 fi 
50-289 0 

SO-320 P 
50-320 F 

50-320 P 
50-269 P 
30-269 P 
50-289 P 
30-269 P 

80-330 fl 
50-320 S 
50-219 8 

50-219 a 
30-219 8 

50-219 8 

50-269 P 
50-269 P 
50-269 P 
50-320 0 

50-320 0 

71- 6771 

50-219 P 
30-289 0 

50-320 P 

50-320 P 
50-320 P 
50-320 P 
50-320 P 



S04 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFltlATION 


OeDrgia Poutr Co 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATEQORY 

AFFILIATION 

NUMBER 

CATECORY 

8301ie03S3» 

50-320 

P 


8X1 1 70277* 

90-321 

0 

6301180278 

50-289 

F 


0X1170309 

30-366 

a 

8301180278 

50-289 

F 


0X1170325* 

50-366 

8 

8301180294 

50-320 

P 


8X1170360 

90-366 

8 

8301180300* 

50-320 

P 


8X1 1 70366* 

50-366 

8 

8301180358 

50-289 

P 


8X1170399 

50-366 

8 

8301180528* 

30-320 

F 


8X1170400* 

50-366 

3 

8301190333 

50-219 

8 


8X1170428 

30-366 

S 

0301190339* 

50-219 

8 


8X1170434* 

30-366 

B 

8301190345* 

30-219 

8 


8X1170469 

30-366 

0 

8301190302* 

50-219 

F 


8X1 1 70560 

50-366 

S 

8301190383* 

50-219 

F 


8X1170564* 

50-366 

S 

8301200303 

50-320 

S 


8X1 180323 

50-321 

B 

8301200312 

S0-2I9 

P 


8X1180333* 

90-321 

8 

8301200316 

50-320 

8 


8X1180379 

30-366 

S 

8301210243 

50-289 

P 


8X11B0393* 

50-366 

9 

8301240039 

50-289 

fi 


0X1190042 

30-321 

Jl 

8301240047* 

50-289 

n 


8X1190042 

50-321 

R 

8301250313 

50-219 

j 


8X1190040* 

50-321 

R 

8301250445 

50-219 

j 


8X1190102* 

90-321 

F 

8301250586 

50-289 

p 


8301190102* 

50-321 

F 

8301250601* 

50-289 

0 


0X1190121* 

90-321 

F 

8301250622 

50-289 

p 


8X1190121* 

90-321 

F 

8301260269* 

50-219 

p 


8X1200281 

50-366 

8 

8301260280 

50-320 

3 


8X1200289* 

50-366 

8 

8X1260282* 

50-320 

8 


8X1200313 

50-366 

8 

8X1260362* 

50-219 

F 


8X1200319* 

50-366 

0 

8X1260404 

50-219 

3 


8X1200327 

30-321 

e 

8X1260415 

50-219 

0 


8X1200333 

50-366 

B 

8X1260448* 

90-219 

0 


8X1200335* 

50-321 

8 

8X1260453* 

50-219 

0 


8X1200339* 

50-366 

a 

8X1260461* 

50-289 

8 


8X1200392 

90-366 

8 

6X1260506 

30-320 

8 


8X1200358* 

50-366 

8 

8X1260507* 

50-320 

S 


8X1210084 

50-321 

a 

8X1270269 

50-219 

R 


8X1210092* 

50-321 

8 

8X1270276* 

50-219 

R 


8X12S0169* 

50-321 

a 

8X1280081 

30-219 

P 


8X1290169* 

50-321 

Q 

BXI2B00S6* 

50-219 

P 


8X1260006 

30-321 

p 

8X1280009* 

30-219 

P 


8X1270191 

90-321 

8 

8X1280111* 

50-219 

a 


8X1270131 

90-321 

8 

8X1280179 

90-219 

8 


8X1270166 

90-321 

P 

8X1280180 

30-320 

R 


8X1270166 

90-321 

P 

8X1280188* 

30-219 

8 

Oottg Oil Cq (Petrotomlcs ) 

8X1030300 

40-6659 


8X1280291 

50-219 

P 


8X1030307 

40-6699 


8X1280X3 

50-209 

P 

Oibbt t< H1I1> Inc <«ub» qf Dravo Corp ) 

8X1040353 

TO PREP 


8X1280X7* 

50-209 

P 


8X1040394* 

TOPREP 


8X1310143 

50-320 

P 

01 Ibert/CDmmonuJea 1 th Co* 

8X1060387* 

90-289 

a 

8X1030022 

90-321 

P 


8X1060393* 

90-289 

8 

6X1030100 

50-366 

8 


8X1270238* 

90-440 

A 

8X1030105* 

50-366 

8 


8X1270491 

FOIA 


6X1030236 

50-321 

8 

Olqndal* Htight* Communitg Hosp Olvndolo 

8X1100275 

PR 


8X1030253* 

50-321 

8 

Haight*. IL 




8X1040102 

50-321 

S 

Ooldbarg. Zolno. Dunnlctlff 6 A**ociqta*t 

8X11 10975* 

50-213 

P 

8X1040118* 

50-321 

8 

Inc 




8X1040122 

50-366 

8 

OoldcT Atsoclat** 

8X1180011* 

FOIA 






8X1180017# 

FOIA 


8X1040129* 

50-366 

8 


8X1 1 B0036* 

FOIA 


8X1040282 

30-321 

8 





8X1040286* 

50-321 

8 

Oovarnmant Accoun tab i 1 i tg Project 

0212020230* 

80-373 

H 

8X1040328 

30-321 

a 

8X1050119* 

90-398 

0 

8X1040S68 

50-321 

0 


8X10S012S* 

50-358 

8 





8X1060261* 

90-398 

8 

8X1050223* 

50-321 

F 


8X1070366* 

50-373 

H 

8X1050228* 

50-321 

F 





0X1060074 

50-321 

P 

Orant Hotp of Chicago Chicago. IL 

0X1100254 

PR 


8X1060289 

50-321 

8 

Oroatir Neu Vork Council on Energg 

0X1140247 

30-247 

0 

8X1060296* 

30-321 

8 

Oreenfiald Communitg Collego 

8212010490* 

CONTRACT 





Guild, R 

82121 50001 

50-413 

0 

8X1060346 

50-366 

8 


8X1140258 

90-413 

D 

8X1060353* 

30-366 

8 





8X1070010 

50-424 

8 


8X1280314 

50-413 

0 

8X1070340 

50-321 

P 

Oulf t Mo»topn Induttria*. Inc, 

0X1170334 

MI8C 


0X1070341* 

90-321 

P 


8X1 1 70354# 

MISC 






BXl 250499 

TOPREP 


8X1070465 

50-424 

B 


8X1310347 

TOPREP 


8X1100139* 

50-321 

Q 





8X1110X1 

50-321 

0 

Oulf Nuctaar. Inc 

BXU 00171 

PR 


8X1 1 10329 

50-321 

P 

Sulf State* Utilities Co 

8X1040247 

90-458 

8 

8X1 1 10341* 

50-321 

P 


0X1070071 

90-450 

A 





8X11102X 

50-490 

A 

8X1120177 

30-321 

8 


0X1110931# 

50-458 

Q 

8X1140184 

90-321 

F 





8X1140184 

50-321 

F 


8X1130101 

30-450 

8 

8X1170042 

50-321 

P 


0X1140310 

50-450 

8 

8X1170042 

50-321 

P 


0X1140346 

30-490 

8 





BX114O3B0 

90-450 

8 

8X1170231 

50-321 

8 


0X1140403 

30-450 

8 

8X1170231 

90-321 

8 





8X1170260 

90-366 

8 


8XU70S69 

90-450 

8 

8X1170262* 

30-366 

B 


8X1190101 

90-498 

A 

8X1170271 

50-321 

8 


0X1290113 

90-498 

B 



AUTHOR 

affiliation 

CORPORATE SOURCE INDEX 

ACCESSION SUBJECT AUTHOR 

NUMBER CATEGORV AFFILIATION 

ACCESSION 

NUMBER 

505 

SUBJECT 

CATEGORY 


B3012 50154 

50-458 

0 


0301270030* 

40-0007 



03012 50145 

50-458 

& 


0301270034* 

40-8007 



03012 50107 

50-450 

S 


8301270036* 

40-8007 



0301250569 

50-450 

B 


8301270039* 

40-8007 


KjU. » 

03012 103a7« 

CONTRACT 



8301270040* 

40-3007 


Kispt^on Be'OCJi Area Chamber of Commerce. 

0301 100109 

50-443 

G 


0301270047* 

40-8007 







8301270063* 

40-8007 


K4i9^tati Falls* NK 

0301100275 

50-443 

0 


8301270082* 

40-8007 



0301 100201* 

90-443 

0 


8301270095* 

40-8007 


Kiaj>ton>NH 

030118026B 

50-443 

0 


0301270102* 

40-0007 



03012 60300 

50-443 

c 










8301270111* 

40-9007 


Kanlord Engimeerini} Development 

8301190421 

NUREO 



8301270143* 

40-8007 


Liberator!^ 





8301270143* 

40-8007 



0301190436 

nureo 


Ichthyological Associates. Inc 

8301050320* 

50-209 

R 

Herein (■ We tee 

8301 100099 

50-2B9 

0 


8301060328* 

50-209 

R 


0301 1 20224 

70-143 







9301 1 20229 

50-443 

0 

Idaho National Engineering Laborafcary 

8301120600 

RE3 







8301120602 

RES 



8301 120229 

50-443 

0 

1 1 1 inois Power C* 

9212270234 

50-461 

F 


0301120230 

50-443 

0 


9212270234 

30-461 

F 


0301 120230 

50-443 

0 


0212270242* 

50-461 

F 


0301 1 20260 

50-443 

0 






0301 120260 

SO-443 

0 


8301040362 

50-461 

F 






0301040546 

50-461 

K 


0301 1 30060 

50--2a9 

Q 


9301040552* 

50-461 

K 


9301 140243 

70-143 



0301070089 

50-461 

S 


8301 190120 

50-443 

Q 


0301070151 

30-461 

8 


8301 100120 

50-443 

0 






8301 180183 

50-443 

Q 


0301070294 

30-461 

8 






8301170122 

30-461 

A 


0301 100193 

50-443 

Q 


8301180097* 

50-461 

Q 


0301200399 

50-289 

Q 


0301180170* 

50-461 

Q 


8301260240 

50-537 

A 


0301210215 

50-461 

0 

Harold -J Speliman L Associatai 

0301 100231 

PR 







0301 140521* 

40-2061 



8301210200 

50-461 

0 






8301210281* 

50-461 

0 

Hflgtfon Nuclear Services. Inc' 

8301 1 10141* 

FOIA 



83012 4 0026 

30-461 

0 

Hinsdale Sanitarium & Hosp Hinsdale. IL 

0301 140339 

PR 



8301240128 

30-461 

A 

Hittain Corp 

0301 140339 

PH 



9301240134* 

50-461 

A 

Hitlaan Nuclear it Development Corp 

0301 1 10046 

71-5026 






Ctubt Hittman Corp ) 





93012 50167 

50-461 

8 


8301 170944 

71-9086 



8301250405 

50-461 

S 






8301250338 

30-461 

E 

He esc of Rep 

0301 140240 

PR 



0301 2 90057 

50-461 

A 


8301 140244 

PR 


lllinolst Unlv of. Urbana-Champaign 

83012 10175* 

50-151 

0 


0301170410 

PR 







8301 100404* 

50-247 

H 


8301210295* 

CONTRACT 



830 1 200027* 

50-373 

H 

Inberg-Mlller Engineering Co 

8301270499* 

40-299 






Indiana it Michigan Electric Co 

8212230006 

50-313 

P 

Hoeie of Rap ■ Energy it Commerce 

8301 140437* 

50-3 

U 


8212230006 

50-313 

P 


9301 190412* 

C0MMIB9I0N 


8212230017* 

50-313 

P 

Haute of Rep r Interior St Insular Affairs 

8209150011* 

COMM IBS ION 






0301 190495* 

COMMISSION 


0212230017* 

50-315 

P 

Kauee of Rep ■ Science it Technology 

0301140460* 

commission 


8301040196 

50-313 

P 






8301040196 

50-315 

P 

Hauston Lighting it Poucr Co 

0301030052 

50-490 

K 


0301040201* 

50-315 

P 


0301040088 

90-498 

A 


8301040201* 

50-313 

P 


0301040083 

50-498 

A 






0301040184 

50-493 

K 


8301040226 

50-315 

P 


0301040104 

50-498 

K 


8301040226 

50-315 

P 






9301040304 

30-315 

F 


8301040187* 

50-498 

R 


6301040304 

50-315 

F 


0301040187* 

50-490 

K 


8301050067* 

50-315 

F 


0301 100022 

50-490 

B 






8301 100022 

50-490 

S 


8301050067* 

50-315 

F 


8301250001 

50-498 

A 


a»l0SO070» 

50-315 

F 






9301050070* 

50-315 

F 


0301250057 

50-490 

8 


8301070 147* 

SO-315 

0 


0301260131 

50-490 

A 


8301070147* 

50-315 

8 


0301260131 

50-490 

A 






0301260135* 

50- 498 

A 


8301070161 

50-315 

8 


9301260139* 

50-490 

A 


0301070166* 

50-315 

8 






8301070173 

50-316 

8 


8301310064 

50-498 

0 


8301070101* 

50-316 

8 


8301310301 

50-490 

a 


9301070186* 

50-316 

B 


0301310301 

50-498 

8 






0301310350 

50-493 

s 


8301070262 

50-316 

S 


0301310350 

50-490 

8 


8301070274 

50-316 

8 






8301070279* 

50-316 

a 

HoviSf CockriLli Ueaver It Djur 

0301310229 

50-522 

0 


03010 70284* 

50-316 

8 

Mvnton it Williams 

8301060145 

50-322 

0 


8301070290* 

30-316 

8 


0301 1001 14 

50-022 

0 






0301120296 

50-322 

0 


8301070293* 

50-316 

8 


0301 120313 

50-322 

0 


0301070295 

SO-315 

8 






03010 70296* 

50-316 

9 


8301120327 

50-322 

0 


8301070290* 

50-315 

8 


Q3012003SS 

50-322 

0 


83011 10515 

50-313 

9 


0301210257 

S 0-322 

0 






0301240079 

50-382 

T 


8301110517 

50-316 

9 


0301260345 

50-322 

0 


8301110519* 

50-3 IS 

8 






83011 10519* 

50-316 

8 


8301310212 

90-322 

0 


93011 10524* 

50-316 

S 

Hjdrt5“6«g Inaar Ing 

0301260281* 

40-299 



8301110526* 

50-316 

S 

Hydrogen Central Owners Oroup. BHR-6 Mark 

9301100205 

TOPREP 






III 





9301110530 

50-316 

s 

1 Deulch it Sons, ine 

8104210431* 

40-0007 



8301170DGB* 

50-315 

0 


8301270025* 

40-8007 



0301170086* 

50-313 

0 






8301170330 

50-316 

8 


6301 27002 B« 

40-8007 



8301170331 

50-315 

P 

1 

J 


506 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILTAriON 


Ini>ian«i State of 

InforiTsation ti Nttuork Carji 

Initttuta of Nuctaar Pouar Oparatiena 


Interior' Dapt ofi Bureau of Mlnat 


Interior' Dept of> Ocolopicat Survey 

International Hineralt U Ctenical Corp 
International Structural Englneerf' Inc 
loua Electric Light ti Pouer Co 


loua Oeolegical Survey 
loua> Unlv of 
lehaait Lincoln & Beale 


ACCESSION 

NUHSER 


0301170338# 
3301170346* 
6301170389 
6301 1 70339* 
930I17044S 

0301 1 70474* 

8301160004 

8301180072 

6301160076* 

8301180211 

0301180213* 
8301190154* 
8301 1 901 S4* 
8301190162* 
8301190162* 

8301210062 
6301210068* 
0301 8 10096 
8301210101* 
0301 2 10126 

8301210127* 

8301210134* 

83012J0I3B* 

8301200093 

6301260102* 

8301260110* 

8301280149 

8301280198* 

8301280197 

0301280205* 

8301280206 
8301280213* 
830128021 S* 
S3012S0336 
8301280354* 

8301310081 

0301310081 

0301310080 

8301310088 

6301100226 

8301110044* 
8301070280* 
6301270156* 
8301 2701 S6« 
8301270199 

0301270199 

8301280109 

8301070479* 

830110026S 

8301210324* 

8212170033* 

8301200232 

8301110021 

6301100031 

0301040091 

6301100101* 
8301100110* 
6301110179 
8301110107* 
8301 1 10382 

B301110SS9* 
8301120042 
6301130033 
8301170118 
8301 1 70536 

8301170540* 
6301 1 900S2 
6301190054* 
0301190269 
03O119O27S* 

0301190314 

8301250125 

8301250129* 

0301310110 

8301310243 

8301 1 0001 1 

6301070333* 

8301040493 

8301070314 

8301070350 

0301120232 

6301120361 

0301130064 

8301100124 

6301200347 


SUBJECT 

CATEoanv 


50-316 S 
50-316 8 

50-315 S 
50-315 S 
50-315 S 

30-31 S S 
50-316 P 

50-316 a 

50-316 8 

50-316 8 

50-316 B 
50-315 F 
50-315 F 
50-31 S F 
50-315 F 

30-316 8 

50-316 8 

50-316 9 

50-316 8 

50-316 3 

50-316 S 
50-316 S 
30-316 3 

50-316 8 

50-316 9 

50-316 S 

90-31 s e 

50-315 0 

50-316 8 

50-316 0 

50-315 3 

50-316 9 

30-315 S 
50-316 S 
50-316 8 

50-315 Q 
50-313 a 
50-313 P 
50-315 P 
PR 

FOIA 

50-319 R 
50-266 R 
50-266 R 
50-202 H 

50-282 R 
50-305 R 
CONTRACT 
PR 

CONTRACT 

50-322 A 
QRO 

71-9032 
50-390 A 
30-331 P 

50-331 Q 
50-331 0 

50-331 S 
SO-331 S 
SO-331 0 

30-331 0 

SO-331 0 

50-331 F 
50-331 Q 
50-331 S 

50-331 a 
30-331 R 
50-331 R 
80-331 P 
30-331 P 

50-331 P 
50-331 P 
50-331 P 
50-331 P 
30-331 Q 

NURE6 
50-331 P 
50-155 0 

S0-4S4 0 

50-356 0 

50-159 0 

50-494 0 

50-454 0 

50-434 0 

90-329 0 


AUTHOR 

AFFILIATION 


vlack fl Benjamin 6 A*f sc lat*f > Inc 


Jacob* Engineering Oroup' Inc 
Jnpsn> Oovt ofi 


Jaycor 

Jenner tc Slock 

Jtrsey Coflifflunity Hotp > Jarfeyville' IL 
JhaiH' N N HP 

John A Blum# k Atsoclataii Englntare 
isube URS Corp 1 

Jshneon Control*' Inc 


Joint Appllcant»-Bouth Teca* Project 
Joint tntarvenor «-01ab lo Canyon 
Joint Intcrvenore-Naterford 


Juetice. Dapt of> Attornay Oenaral'* 
Office 

KHC' Inc 

Kaiser Engineer* 

Kensa* Oa* tt Elactrlc Co 


Kentucky' Univ of 
Kerr-HcOee Chemical Carp <*ubc of 
Kerr'HcOee Corp t 

Kerr-HcOee Corp 


Kirkpatrick' Lockhart' HU1> Chrlitspher 
<1 Phillip* 


Kokomo Tube Co 
LCN Clo**r« 

LaPort* Nq«p > Inc, LaPorti' IN 

Langlade County Hemorlal Hoep AntigoiUI 
Laurence Berkeley Laboratory 
Laurance Livermore Laboratory 


LeBoauf' Lamb' Lelby ti MacRae 


ACCESSION 

NUMBER 


8301200347 

8301210021 

8301210021 

8301240105 

8301250471 

8301250604 

8301250604 

8301230619# 

0301250619# 

6301280240 

S301 120301* 
0301 1 90377 
6301230448* 
0301 100396 
8301260145 

8301260149 
8301 1 60409* 
6301130178* 
8301100164 
6301 100279 

8301110058* 

8301840077* 

8301130095 

8301140182 

6301140431 

8301240112 

8301210261 

0301030142 

83013IOS0S 

8301310209* 

8301050111* 

8301050454* 
63011 10061* 
8301140047 
0301030464* 

8301 100165* 

8301 1 70460 
8301160132 
8301240070 
8301250516 

8301280253 

8301310093 

0301310078 

0301310306 

0301310309* 

6301190441 

8301210294 

8301210299* 
83011 10003 
8301110009* 

8301110017 

8301140469 

8301170004 

0301070330 

8301120216 

8301120222* 
8301120244 
8301120248 
8301 1 20307 
6301180207 

8301290417 

8301270396 

8301110027 

8301100292 

8301100279 

8301140280 

8301180013* 

8112300348* 

8211090341* 

8301100017 

8301110071* 

8301110073* 

0301110074* 

8301110078* 

8301110002* 

8301110089* 
830111 0099* 
8301110108* 
8301110119* 
030 11 90459 

8301090231 


SUBJECT 

CATECORV 


60-389 0 

90-329 r 
50-389 T 
SO-454 0 

60-195 0 

SO-956 O 
50-996 0 

50-956 « 

50-996 C 
90-329 T 

90-279 P 
80-247 P 
50-847 T 
HASTE HOT 
XPORTLJC 

XPORTHC 
50-195 P 
aA999 
PB 
PR 

FOIA 

50-255 P 
80-398 a 
50-397 0 

90-312 a 

50-498 0 

90-279 0 

90-362 0 

90-382 T 
90-382 I 

50-350 01 

50-350 0 

FOTA 
PRH 
FOIA 

90-408 0 

60-483 f 
S0-4B3 A 
SO-462 0 

60-482 0 

50-402 C 
90-482 8 

90-482 B 
50-4B2 A 
30-482 A 

NUREO 

40-2061 

40-2061 

40-2061 

40-2061 

40-8027 
40-2061 
40-8027 
80-332 0 

50-322 0 

90-332 0 

50-323 0 

50-322 0 

50-322 a 
50-322 0 

90-322 0 

50-322 0 

71-9033 
PR 
PR 

PR 

FOIA 

50-206 P 
90-247 0 

NUREO 

90-206 P 
50-206 P 
90-206 P 
60-206 P 
90-206 P 

90-206 P 
30-206 P 
SO-206 f 
50-206 P 
NUREO 

90-209 P 



CORPORATE SOURCE INDEX 


B07 


AUTHOR 

affiliation 

ACCESS! DM 
NUMBER 

SUBJECT 

Category 


0301100320 

90-285 

P 

Leajut o# Wpmen Voters of Rockford* !L 

B30 10 50103 

50-454 

0 

0 ^ Moiren VotsTS of San Luis 

B3015SOdl2» 

50-275 

G 

Ob 1 spo> CA 




Leiiiisi M 

6301 100124 

PR 



6301 1 10SO?« 

50-352 

0 


630114032? 

PRM 


Library of Congress 

6X12e0035a 

CONTRACT 


Liquid Carbonic Corp 

6301260122 

XPDRTLIC 


Literature Research Corp 

3301260040» 

CONTRACT 


Lockheed Palo Alto Research Laboratory 

6301 170186 

NUREO 



8301170216 

NUR EG 



830 1 1 90220 

NUREO 



8X 1 1 70224 

50-397 

P 


830 1190372 

50-437 

A 

Lone Star Screu Co 

8301310201 

PTSI 


Long Island Lighting Co 

8301040314 

90-322 

E 


B30106D14S 

50-322 

0 


83010601479 

50-322 

0 


83010603209 

90-322 

a 


6301100114 

50-322 

Q 


BOO 1 1 00203 

50-322 

E 


830 1 1 20286 

50-322 

0 


8301120313 

50-322 

0 


8301 1S03169 

50-322 

0 


8301 120327 

50-322 

0 


8301130071 

50-322 

T 


8301140280 

PR 



8301 170238 

50-332 

A 


8301170454 

50-322 

E 


8301200355 

50-322 

0 


8301210177 

90-322 

A 


8301210257 

50-322 

0 


8301240071 

50-322 

T 


8301240079 

50-322 

T 


83012400869 

50-322 

T 


8301250053 

50-322 

A 


8301250096 

50-322 

A 


B3012S04209 

50-322 

0 


8301260345 

30-322 

0 


8301270296 

50-322 

A 


8301310212 

90-322 

0 

Los Alamos Scientific Laboratorg 

82021 20262 

50-275 

P 


8301060184 

NUREO 



8301060187 

50-287 

P 


B301040440 

50-275 

P 


8301060444 

NUREO 



8301060447 

NUREO 



83010700099 

□RO 



6301 070031 

RES 



83010 70926 

NUREO 



830110034? 

RES 



8301100351 

RES 


Lds Angslesi CA 

83011 lOOla 

FOIA 


Louisa County. VA 

83012 10026 

50-339 

0 


8301210026 

50-338 

Q 


83012100329 

50-330 

0 


83012100329 

50-338 

0 


8301210036 

50-338 

0 


8301210036 

30-338 

0 


83012 1003B9 

S0-33B 

0 


83012100389 

30-338 

0 

Louisiana Pouer L Light Co 

8301030005 

50-382 

K 


83010300069 

50-382 

K 


83010300079 

50-382 

K 


830103D043 

50-382 

Q 


8301030151 

50-382 

A 


8301030173 

50-382 

S 


8301040402 

50-382 

A 


83010404079 

50-382 

A 


8301040795 

50-382 

A 


8301110433 

50-382 

F 


83011 1D5S79 

50-382 

<1 


8301120175 

50-382 

0 


8301120183 

50-382 

0 


8301140041 

50-382 

s 


8301140316 

50-382 

6 


8301140387 

50-3B2 

S 


83011 40394 

50-382 

8 


830 1 1 40376 

50-382 

8 


8301140534 

70-2746 



8301180172 

50-3B2 

A 


B3012S04B7 

50-382 . 

0 


8301250553 

50-382 

s 


8301280275 

50-382 

T 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 


8301280 2a6e 

50-383 

T 


83012802969 

50-382 

T 


8301310(73 

50-382 

5 

Lquis lana. State of 

8301070303 

SO-302 

A 

Lowe 1 1 Sun 

8301110007 

40-672 


Louens tein. Nsunan. Re 1 Si Ace Irad L Toll 

8301140047 

PRM 



6301210054 

50-331 

J 


8301240112 

50-478 

Q 

Lunsf ord-McKee 4c AsioclateSi Inc 

83010400879 

CONTRACT 


Lutheran Oeneral Hasp Park Rldgei IL 

6301100164 

PR 



B3OUO0275 

PR 



6301140309 

PH 


Lutheran rtedical Center Et LoulsiMO 

6301100294 

PR 


MEDX Co 

6301100254 

PR 


MPR Asiociatesi Inc 

63010704379 

CONTRACT 


Maine Yankee Atomic Pouer Co 

8301030159 

50-309 

F 


e30104(H79 

30-309 

P 


0301060365 

50-30? 

S 


03010603789 

30-30? 

s 


8301070286 

50-309 

p 


8301070338 

50-309 

p 


83011 10483 

50-309 

p 


8301140233 

30-30? 

F 


0301170505 

50-309 

Q 


83011705079 

50-309 

Q 


8301240120 

50-309 

P 


8301290041 

50-309 

P 


8301290084 

SO -309 

P 


0301250577 

50-309 

P 


83012 70147 

50-309 

R 


83012 701549 

50-309 

R 


8301280276 

50-309 

0 

Marsh 4i McLennan* Inc . It & M Nuclear 

8301040259 

50-244 

J 

Consultants! Inc Dlv 





8301040517 

50-272 

J 


8301040578 

50-302 

J 


B3010 50011 

TOPREP 



83010 50015 

50-293 

J 


83011 10284 

SO-346 

J 


83011 10611 

SO-346 

J 


8301130073 

50-322 

J 


8301 180354 

50-113 

J 


8301 190126 

SO-230 

J 


8301190132 

50-322 

J 


8301270315 

TOPREP 



8301270430 

TOPREP 


Herufaenl America Corp (subs of harubinl 

6301100324 

XPORTLIC 


Corp 1 





63011003259 

XPORTCIC 



8301100435 

XPORTLIC 



6301 1004479 

XPORTLIC 



6301 1004499 

XPORTLIC 



6301 1004509 

XPORTLIC 



630110045(9 

XPORTLIC 



8301260518 

XPORTLIC 



03012605209 

XPORTLIC 


Massachusetts Institute of Technolegy 

83010302709 

CONTRACT 



83012500679 

MISC 


Massachusetts! Commonuea 1 th ofi 

8301100413 

SO-443 



83011 10572 

50-213 


Maxima Corp 

83010705619 

CONTRACT 


McDannall Douglas Astronautics 

8212010028 

MfEC 


McOrauj-Hlll Publications Co 

83012 601879 

CONTRACT 


Mead Data Central 

83012800359 

CONTRACT 


Menorial Hosp of DuPage Countyi 

8301140200 

PR 


Elmhurst. IL 




Memorial Hosp of Mason County. 

8301100254 

PR 


Ludlngton* MI 




Metropolitan Edison Co 

82111602879 

30-287 

< 


G3D10S01CQ 

50-289 

( 


830 1 1 20276 

50-287 

( 


8301 140275 

50-277 



8301200344 

50-289 



8301270326 

50-289 



8301270380 

50-277 



6301270380 

50-277 



8301280318 

50-287 


Michigan. State of 

83011 102889 

50-315 

u 

Michigan. State of. Dept of Public 

830 12 SO 5769 

40-0774 


Health 




Michigan. Univ of 

83010401809 

CONTRACT 



8301 1 702S4 

30-2 



93012103329 

CONTRACT 



8301280287 

30-2 


Middle Bouth Services. Tnc 

83011 10544 

TOPREP 



BOS CORPORATE SOURCE INDEX 

AUrHOR ACCESSION SUBJECT AUTHOR 

AFFILIATION NUMBER CATECORr AFFILIATION 

AGCEB8I0N 

NUMBER 

BUBJECr 

CATECORT 

In»p Servlcti. Inc B301I70006 

71-476 



8301260428 

50-416 

8 

830U70007» 

71-476 



8301260429 

50-416 

0 

Mlnnctota Follutian Contrgl Agency 8301100927* 

50-249 

8 


8301260434* 

50-416 

0 

NinneiotAi St«t* of 8301110446* 

50-409 

F 


83012 60443 

50-416 

0 

Miftltslppl Pou«r & Light Co S301040079 

50-416 

8 


8301260491* 

90-416 

8 

8301040084* 

50-416 

3 


8301260456* 

90-416 

s 

8301040119 

SO-416 

a 


8301260477 

50-416 

0 

8301040124* 

50-416 

8 


0301260480* 

50-416 

8 

0301040182 

90-416 

9 


8301270319 

90-416 

tl 

8301040186* 

50-416 

0 

Hi flour It Univ of< Celumbl* 

83011 (}0039 

NUR£« 


8301040188* 

50-416 

s 

Mi flour It Univ ofi Rolla 

8301090000 

90-123 

V 

8301040733* 

90-416 

0 


8301060316* 

90-123 

0 

8301060243 

50-416 

8 

Mitful 6 Co (USA). Inc (6ubf of 

8301100466 

XPOflTLIC 


6301060246* 

50-416 

8 

Mitsui U Co. t Ltd ) 




6301060295 

50-416 

8 

Morgari A**oci4tss 

8301030230 

50-247 

2 





8301040401 

50-247 

9 

8301060307* 

50-416 

S 





8301060362 

50-416 

S 


8301040401 

50-247 

9 

8301060370* 

50-416 

8 


8301040408 

50-247 

0 

8301070107 

50-416 

8 


8301040408 

50-247 

2 

6301070190* 

90-416 

8 


8301100103 

50-247 

0 





8301100183 

50-247 

0 

0301070231 

90-416 

S 





8301070833 

90-416 

S 


8301100189* 

50-247 

« 

8301070233 

50-416 

8 


0301100189* 

50-247 

0 

S30107024S* 

50-416 

8 


8301120329 

90-247 

2 

8301100145 

50-416 

e 


8301180219 

30-247 

0 





8301100215 

90-247 

0 

8301100148* 

50-416 

9 





8301100193 

60-416 

B 


8301180220* 

80-247 

0 

8301100199* 

90-416 

0 


8301180220* 

90-247 

0 

8301100224 

50-416 

8 


8301 1 80224* 

90-247 

0 

8301100230* 

50-416 

8 


8301180224* 

90-247 

e 





8301210041 

90-247 

9 

8301100302 

50-416 

8 





8301100303* 

50-416 

B 


8301210041 

90-247 

0 

8301110513 

50-416 

P 


8301210046 

50-247 

0 

8301110513 

90-416 

P 


8301210046 

50-247 

9 

8301130039 

50-416 

A 


6301210037* 

50-247 

9 





8301210057* 

30-247 

0 

8301130039 

90-416 

A 





8301130146 

90-416 

P 


8301250260 

90-247 

0 

8301140002 

90-416 

J 


8301270339 

90-247 

T 

8301140002 

90-416 

J 


8301270339 

50-247 

T 

8301 1 70090 

90-416 

S 


8301280247 

50-247 

0 





8301200247 

50-247 

« 

8301170111* 

90-416 

s 





8301170191 

50-416 

R 


0301280250 

50-847 

0 

8301170199* 

50-416 

R 


8301310246 

50-247 

0 

8301170160 

50-416 

8 


8301310246 

50-247 

0 

8301170166* 

90-416 

8 

NUS Carp 

8301180400* 

50-199 

p 





8301230499* 

90-329 

A 

8301170185 

50-416 

8 





8301170191* 

SO-416 

8 

NUTECH Engineer*. Inc 

8301040094* 

80-331 

P 

8301 1 70234 

90-416 

8 


8301040098* 

90-331 

P 

8301170240* 

50-416 

8 


8301040101* 

50-331 

P 

8301 1 70268 

50-416 

8 


0301040106* 

50-331 

P 





8301040110* 

90-331 

P 

8301 1 70274* 

50-416 

8 





8301170418 

60-416 

S 


8301040116* 

50-331 

P 

8301170422* 

50-416 

s 


8301060033* 

90-263 

P 

8301 1 70426 

50-416 

8 

NUTEK (Nuclear Technology Carp ) 

8301070396* 

HASTE MOT 

8301170431* 

50-416 

8 

National Board of Boilar 6 Pressure Valve 

8301050308* 

50-398 

0 




Inspector* 




8301170473 

90-416 

8 

National Council on Radiation Protection 

0301040082* 

CONTRACT 


8301170479* 

50-416 

8 

& Measurement* 




8301180285 

TOPREP 






8301200079 

50-416 

P 


0301140475# 

CONTRACT 


8301200079 

50-416 

P 

Netlenet Ultdlifa Federation 

8301140337 

80-522 

e 





0301140337 

50-922 

0 

8301200223 

50-416 

8 


0301140345* 

90-922 

9 

8301200226* 

50-416 

B 


0301140349* 

50-922 

0 

8301200239 

50-416 

8 





8301200238 

50-416 

8 


8301280308 

50-522 

9 

8301200249* 

90-416 

8 

Natural Resource* Defense Council 

8301030136 

50-537 

0 





03OUSO2S4 

70-143 


8301200255 

90-416 

8 


0301 1 40243 

70-143 


8301200257* 

50-416 

a 


8301260401 

50-537 

9 

8301200264* 

50-416 

8 





8301200267 

90-416 

8 


8301260437 

50-537 

0 

8301200272 

90-416 

8 

Nebraska Public Powsr District 

8301030229 

50-290 

P 





8301040197 

50-290 

P 

8301200279* 

50-416 

8 


8301040270 

50-298 

F 

6301200277* 

50-416 

8 


0301040277* 

50-290 

F 

8301210001 

50-416 

B 





8301810002* 

50-416 

8 


83010 70299 

50-298 

V 

8301210003 

50-416 

8 


8301 070611* 

50-290 

F 





8301100139* 

50-290 

0 

8301210004* 

90-416 

8 


8301130119# 

50-298 

a 

0301290519* 

90-416 

Q 


0301140137 

50-290 

Q 

8301250626* 

90-416 

0 





8301260299 

90-416 

a 


8301170301 

50-290 

J 

8301260299* 

90-416 

s 


0301180129 

50-290 

F 





0301 1 60403 

50-298 

J 

8301260325 

90-416 

9 


0301210123 

50-290 

p 

8301260332* 

90-416 

8 


8301240090 

90-290 

p 

8301260381 

90-416 

S 





8301260382 

90-416 

8 


8301290108 

90-290 

Q 

8301260383* 

90-416 

8 


0301270190 

90-290 

n 


CORPORATE SOURCE INDEX 


E09 


AUTHOR 

AFPILIATION 


ACCESSION 

NUKQER 

SUBJECT 

CATEODRY 

AUTHOR 

AFFtUIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATECORY 



83012 702O2» 

90-290 

R 


0301040268 

50-336 

P 



0301310122 

50-298 

S 


8301040279 

SO-336 

B 



83013t0ia4» 

90-290 

s 


8301040284* 

50-336 

S 



0301310135 

90-290 

s 


0301040450* 

90-245 

a 



8301310139* 

90-290 

a 


0301040450* 

50-245 

a 

Hrv Ens k4ind Ca«lttion on Nuclear 


8301 1 SO 2 39 

50-443 

Q 


9301040530 

50-213 

Q 

Pollution 






8301040589 

50-336 

s 



83011&0229 

90-443 

0 


0301040617* 

50-336 

s 



S30118023B 

50-443 

a 


8301040609 

90-249 

B 



0301180230 

90-443 

0 


8301040691* 

90-245 

s 



0301180260 

50-443 

0 











0301060069 

50-213 

p 



8301180260 

80-443 

0 


0301060069 

50-213 

p 



8301160120 

90-443 

6 


0301060069 

30-213 

p 



6301160180 

90-443 

0 


8301060069 

50-213 

p 



8301100103 

30-443 

Q 


8301060269 

50-336 

p 



8301180103 

50-443 

Q 











8301060397 

50-245 

8 



6301250976 

50-443 

0 


0301100044* 

50-245 

P 



8301890976 

SO-443 

0 


83011 OOJ26* 

90-249 

3 



0301280339 

SO-443 

Q 


0301100131* 

SO-245 

3 



8301200339 

50-443 

0 


8301100147* 

50-245 

S 

Now Kanii'ih lr«> Stato of 


8301120234 

SO-443 

0 











0301 100147* 

50-245 

S 



8301120234 

30-443 

0 


S30U001S3* 

50-245 

8 



8301120312 

90-443 

0 


8301100193* 

50-249 

S 



8301120312 

SO-443 

0 


0301100175* 

50-245 

0 



8301120323 

90-443 

0 


8301100179* 

90-245 

s 



8301120323 

50-443 

0 











83O11GO101* 

90-245 

s 



8301210231 

50-443 

Q 


8301100181* 

50-245 

s 



8301210231 

90-443 

0 


8301110296 

50-336 

p 



0301210236 

SO-443 

0 


63011 104T6 

50-213 

F 



0301S10256 

50-443 

0 


63011 10533 

50-336 

P 

Mew HAirpahlroi Unlv ofi 


3301210231 

90-443 

0 











Q301 120172 

90-213 

F 



8301210231 

80-443 

0 


0301120172 

30-213 

F 



8301210296 

SO-443 

0 


9301120172 

50-213 

F 



83012102S6 

30-443 

Q 


8301120172 

50-813 

F 

Mow Voricr State Unlv of> Buffalo 


8301140902 

71-5014 



8301140034 

90-245 

S 



8301140390* 

71-5B14 












0301140039* 

50-245 

6 

Haw Yorki State of 


8301040976 

90-247 

T 


8301140056 

90-336 

3 



0301100236 

PR 



B301 1 40063* 

50-336 

S 

Maw Yorkr State oft Energy Retearch 

k 

8301 070062* 

50-201 

0 


0301140166 

90-336 

a 

Davelopnant Atfmlnlftratlon 






8301140177* 

50-336 

a 

H»wi-Harald Uilloughty. OH 


82071 80-090 

50-440 

H 





Niagara Motiauk Power Corp 


8301030169 

80-220 

P 


0301140237 

SO-245 

s 







0301140243* 

90-245 

s 



8301040100 

50-220 

P 


0301180153 

50-249 

F 



8301040117 

50-410 

a 


830 11 801 55 

50-245 

P 



8301040132 

80-410 

A 


8301180404 

SO-245 

0 



8301040631 

50-220 

p 







6301040696* 

S0-22Q 

Q 


83011 90283 

50-243 

P 







0301190300 

50-245 

B 



8301040743 

90-220 

P 


8301190307* 

80-845 

S 



8301060154 

90-220 

0 


8301200057 

90-245 

P 



8301060199* 

90-220 

S 


8301200037 

50-245 

P 



8301070269 

50-220 

P 







8301100142 

PR 



8301200200 

90-245 

B 







8301200340* 

90-423 

Q 



8301100106* 

50-220 

a 


8301290082 

50-423 

6 



6301 1 10210 

50-410 

B 


8301290344 

50-249 

8 



8301 1 10249 

90-410 

B 


8301290301 

50-245 

6 



8301140090 

90-220 

0 







8301 140112 

90-220 

R 


9301290303* 

90-245 

S 







8301270012 

50-245 

R 



8301140117* 

90-220 

R 


0301270016* 

SO-245 

R 



8301140192 

50-220 

a 


0301 2 70029 

50-336 

R 



0301140199* 

90-220 

B 


8301270031* 

50-336 

R 



8301 1 40S07* 

80-220 

B 







8301 1 70373 

30-220 

F 


8301280133 

50-245 

P 







8301280103 

50-336 

B 



8301190190* 

90-220 

F 


0301280193* 

90-336 

8 



8301190193* 

90-220 

F 


8301280200 

SO-336 

9 



63Ol200'336» 

50-410 

a 


0301200216* 

50-336 

B 



8301210049* 

90-410 

Q 







8301210092* 

50-410 

0 

Nerthaait Utllitiai 

8211290147 

90-423 

A 







0301030240 

90-845 

P 



8301210077* 

50-410 

Q 


8301030240 

90-249 

P 



0301210172 

50-220 

a 


8301040229 

90-249 

P 



8301260393 

50-220 

B 


0301040260 

90-336 

P 



8301260390* 

so-aao 

3 







8301260363* 

80-220 

B 


8301040279 

50-336 

8 







8301040450* 

30-249 

a 



8301260366* 

80-220 

0 


8301040430* 

30-245 

0 



8301260370* 

50-220 

B 


6301040538 

30-213 

0 



8301260371* 

90-410 

0 


8301040509 

50-336 

8 



8301260379* 

50-220 

9 







8301270177 

50-220 

F 


B3O1O4O60S 

50-245 

S 







0301060069 

90-213 

P 



8301280220 

50-220 

P 


8301060069 

50-213 

P 



8301310140 

50-220 

a 


8301060269 

80-336 

P 

iHla«ha~lwal American Carp 


8301260176 

XPORTLIC 



8301060297 

80-249 

s 

North east Nuclear Energy Co (lubi. 

of 

8211290147 

90-423 

A 





NorthO'aet Util It lea) 






8301180044* 

50-245 

p 

* 


8301030240 

50-249 

P 


8301188126* 

90-245 

3 







esoiiooiai* 

50-245 

a 



8301030240 

50-245 

P 


8301 1 00147* 

50-245 

B 



8301040229 

S0-24S 

P 


0301100221 

50-423 

s 



510 


CORPORATE SOURCE INDEX 


author accession subject 

AFFILIATION NUMBER CATEOORV 


830! 1 10296 50-336 P 

8301110476 50-213 F 

93011IOS33 SO-336 P 

8301120172 50-213 F 

8301120172 50-213 F 

8301120178 50-213 P 

8301120178 50-213 P 

8301140034 S0-24S S 

8301140056 50-336 S 

8301140166 50-336 S 

8301140237 50-245 S 

8301180155 50-245 F 

8301180155 50-845 F 

8301180404 50-245 D 

8301190285 50-245 P 

3301190300 50-245 S 

0301200037 50-845 P 

0301200061* 50-245 P 
8301200089 50-245 P 

8301200280 50-245 8 

8301200287* 50-245 5 

8301200340* 50-423 0 
8301210239 50-213 P 

8301210239 50-213 P 

8301250082 50-423 6 

8301250344 50-245 S 

8301250355* 50-245 8 

8301250381 50-245 S 

8301270012 50-245 R 

8301270029 50-336 R 

8301280133 50-245 P 

8301280183 SO-336 S 

8301280208 50-336 S 

0301310059 50-245 F 

Northern Pouer Co S30I040257* 50-263 F 

8301040452* 50-263 0 

8301060019* 50-263 S 

8301060037* 50-263 S 

8301 060181* 50-263 F 

8301060181* 50-263 F 

8301060181* 50-263 F 

8301060181* 50-263 F 

8301060185* 50-263 F 

8X1060185* SO-263 F 

0X1060185* 50-263 F 

0X1060185* 50-263 P 

8X1070129 50-306 8 

8X1070133 50-282 S 

8X1070133 50-282 S 

8X1070138* 50-306 S 

8X1070238 90-306 S 

8X1070290* 90-306 6 

8X1070390 90-306 S 

8X1070404* 90-306 S 

8301100121* 90-263 0 

0X1110203* 90-263 Q 

8X1110230 50-306 8 

8X1110240* SO-306 8 

BX1110291 50-282 F 

8X1110291 30-262 F 

0X1110465 S0-2B2 Q 

8301110465 50-202 0 

0X1110520 50-263 F 

8X1110537 SO-263 P 

8X1120017* 50-282 F 

8X 1 1 2001 7* SO-282 F 

8X1120022* 50-282 F 

8X1120049 SO-282 P 

8X1140219 50-282 P 

8X1170319 SO-263 P 

8X1170322 50-263 P 

8X1170430 REOGD 

0X1180246 50-282 P 

8X1180246 50-282 P 

0X1180257* 50-282 P 

8X1180257* 50-282 P 

0X1100259* 50-282 P 

8X1180259* 50-282 P 

9X 1 1 901 1 4* SO-263 F 

6X1190118* 50-263 F 

8X1210224 50-282 S 

0X1210227* 50-232 S 

0X1270167 50-282 R 

8X1270173* 50-282 R 

0X1270400 50-263 R 


AUTHOR 

AFFILIATION 


Northuestern Community Hosp Arlington 
Height*' IL 

Nuclear Asiuronce Corp 
Nucleor Energy Service< Inc 


Nuclear Fuel Service*' Inc (tub* of 
Oetty Oil Co > 


Nucleep Medicine A«soclate*t Inc 
Nuclear Ketalat Inc 


Oak Ridge Associated Univ 


Oak Ridge National Laboratory 


Office of Managenent & Budget 


Ohio Citizens for Responsible Energy 


Oklaholl’ai State of 
Oklahoma' Univ of 


Omaha Public Pouer District 


ACCESSION 

NUMBER 


0X1270414* 

8X1200217 

8X1280233* 

8301310317 

8X1100254 


0301070068* 
8X1100233 
8301040638* 
030 1040647* 
8X10406SS* 

8X1040662* 

0X1040672* 

0301040697* 

0212230048 

8X1040522 

6X1040705 
8301110026 
8X1 1 10063 
8X1110065* 
0X1120387 

8301120391* 

8301120401 

8X1120404* 

0X1170009 

8301170012* 

8X1 100315 
7902060109* 
0X1020309* 
aXl 1 10024* 
8X11 10020* 

BXll 10050* 
9X11 10053* 
8X11 10056* 
0X1110060* 
8301110077* 

8301110079* 
8X11 10081* 
8301110087* 
8301110127* 
8X11 10133* 

8301050524 

8301060438 

8301110154* 

8301100001 

8X1100052 

0X1100412 

0X1120007 

8301120098 

8X1120103 

0301120104 

8301140S61 

8X1260515 

0X1100326 

8X1100329 

0301100331 

8301100334 
8301 1 1066S* 
8X11 10674* 
9301140499* 
8X1250651 

8X1230635 

8X1250694 

6X1250696 

8X1260004 

6X1260013 

8X1030129 

8301030129 

8X1030133* 

8X1030133* 

8X1100046 

8301120321 
8X1260329 
8X1310231 
axil 10212 
8301110215* 

8301250502* 
8X1 250506* 
SX12S0S10* 
8301250512* 
0X1030117 

8X1040343 
8301 04041 7 
8X1040002* 


SUBJECT 

CATEQOAV 


50-263 R 
50-263 3 
50-263 S 
50-263 P 
PR 


CONTRACT 

PR 

50-220 P 
50-220 P 
30-220 P 

50-220 P 
30-220 P 
50-352 0 

70-143 

70-143 

70-143 

70-143 

70-143 

70- 143 

71- 5492 

71-5492 

70-143 

70-143 

70-143 

70-143 

PR 

40-672 

40-672 

40-672 

40-672 

40-672 

40-672 

40-672 

40-672 

40-672 

40-672 

40-672 

40-672 

40-672 

40-672 


70-364 

40-672 

NUREO 

NURES 

XPORTLIC 

NUREO 

NUREO 

NUREO 

NUREO 

RES 

RES 

ORO 

OfiO 

ORO 

QRO 

COMMISSION 

CQMHISSrON 

COMMISSION 

ORO 

QRO 

ORO 

ORO 

QRO 

ORO 

50-440 0 

50-440 0 

30-440 0 

SO-440 0 

30-440 A 

50-440 6 

30-440 0 

50-356 Q 
50-112 V 
SO- I 12 V 

50-112 Q 

50-112 a 

50-112 a 
50-112 a 
30-205 F 

50-203 P 
50-285 P 
50-283 P 



CORPORATE SOURCE INDEX 


511 


AUTHOR 

AFFILIATION 


Or«iian Environnontal Council 


Oregon State Unlv 

Orrickt Herrington tt Sutcliffe 
Pacific Oae U Electric Co 


Palmetto Alliance 

Paramatarr Inc 

Parent* Concerned About Indian Point 
Pathfinder Mine* Corf 

Paxton Co 

Pantieuivanla Power fc Light Co 


ACCESSION 

NUMBER 

aaoiososat 

SSOIO 90237* 

83010 3024 3e 
830107031 Se 

8301070570» 

8301100320 

83O110O323e 

8301 1 00327* 

8301110425 

8301110440 

8301110387 
83011 10A02 
8301 1 400B1 
8301 1 40085* 
8301 1 70299 

8301 1 800B0 
8301 1 80083* 
8301 1 80103 
8301180104* 
8301240033 

3301250105 

8301140337 

8301140337 

8301140345* 

8301140345* 

8301280308 

8301240078 

8301240085 

8301180203 

8301030093 

8301030099* 

8301040104 

8301040108* 

8301040113* 

8301070099 

8301070099 

8301070494* 

0301070499* 

0301100154* 

8301100225 

8301120280 

8301130002 

8301130003 

8301140439 

0301140447* 

8301140450* 

8301200015 

8301200020* 

8301200196* 

8301200173* 

8301200173* 

8301200173* 

8301200175* 

8301200175* 

8301200175* 

8301210178 

8301210180* 

8301270225 

8301270229* 

8301270282 

8301270290* 

8301270432 

8212150001 

8301140258 

8301280314 

8301180105 

0301210309* 

8301210334* 

8301030172 

8301030176 

83011 10S94 

8301110609 

8301260237 

a3O12&02?3* 

0301260297* 

83011 BO 123 

8301030019 

8301030017* 

8301040149 

8301040149 

8301040152* 

8301040212 

8301040249 

9301050139* 

8301050146* 


SUBJECT 

CATEGORY 


50-285 P 
90-285 P 
50-285 P 
50-205 F 
50-285 F 

50-285 P 
30-285 P 
30-285 P 
50-205 P 
50-285 P 

50-285 P 
90-285 P 
50-285 8 

50-285 8 

SO-285 P 

30-205 R 
50-205 R 
50-205 S 
90-205 S 
90-205 J 

90-285 0 

90-522 0 

90-522 0 

50-522 0 

50-522 0 

50-522 Q 
30-243 P 
50-243 H 
50-361 0 

50-275 S 

50-275 B 
30-279 P 
50-275 P 
90-275 P 
30-279 P 

90-275 P 
30-275 F 
30-275 F 
50-133 Q 
30-275 P 

30-279 P 
50-133 J 
50-279 d 
50-279 P 
50-279 P 

50-279 P 
50-133 8 

SO-133 S 
50-275 P 
50-275 A 

50-275 A 
30-275 A 
50-275 A 
50-275 A 
50-275 A 

50-275 R 
50-279 n 
50-275 fl 
90-275 R 
50-103 R 

30-133 R 
50-275 I 
90-413 0 

50-413 0 

50-413 0 

50-317 0 

CONTRACT 
CONTRACT 
50-247 0 

50-247 0 

40-6622 

40-6622 

40-2259 

40-2259 

40-2259 

50-283 B 
30-387 fi 
50-387 9 

50-387 F 
50-387 F 

50-387 F 
50-387 F 
50-387 P 
90-387 F 
50-387 F 


AUTHOR 

affiliation 


Pennsij Ivania State Univ. 

Penney Ivan la I Commonwealth oft 

Perklnii Cole. Stone# Olcen ti Ullllams 
Philadelphia Electric Co, 


accession 

NUMBER 


8301050146* 
8301060166 
8301060169* 
8301060173 
830 106017 5* 

S30 1060239 
8301060258 
B30 1060263* 
8301060266 
8301060268* 

8301060326* 

8301060341* 

6301060336 

8301060364* 

6301060377 

8301070258 
8301100157 
8301100242 
8301100362 
63011 10243 

8301110251* 
6301110272 
63011 10335 
830 11 10344* 
83011 10370 

B3011 10381* 
8301 1 10390 
0301110479 
B301 1 10533 
8301140003 

8301170269 
8301170270* 
8301 170272 
8301170279* 
0301170202 

8301 170290* 

8301170313 

8301170323* 

8301170332 

8301170337* 

8301 170396 

8301170403* 

8301170478 

0301170488* 

8301180378 

8301180378 
8301190044* 
8301190044* 
0301190047* 
8301 1 90047* 

0301 190354 
8301250296 
8301250421* 
8301260046 
S30I 260046 

8301260309 

8301260313* 

8301260317 

8301260322* 

8301260378 

8301260379* 

8301260395 

8301260397* 

8301260412 

8301260419* 

B3O12701SB 

8301270220 

8301270223* 

8301280293 

8301280295* 

8301130202* 
S301 180196 
0301100199* 
8301190404* 
8301240139 

B30l0a0171 

3301140326 

8301240097 

0211300320 

8211300320 

8211300322* 

8211300322* 

8212020054 

8212020054 

8212020099* 


SUBJECT 

category 

90-387 

F 

90-387 

e 

90-387 

8 

90-387 

8 

90-387 

s 

90-387 

s 

50-387 

s 

90-387 

6 

90-387 

8 

90-387 

S 

90-387 

0 

90-387 

0 

90-387 

s 

90-387 

8 

90-387 

S 

90-3B7 

PR 

PR 

PR 

0 

90-387 

8 

90-387 

S 

50-387 

S 

50-387 

S 

90-387 

6 

50-387 

8 

50-387 

S 

30-307 

0 

90-387 

P 

90-387 

P 

50-387 

F 

90-387 

8 

50-387 

3 

90-387 

e 

90-387 

6 

90-387 

s 

90-387 

s 

90-387 

9 

90-387 

3 

50-387 

3 

90-387 

3 

90-387 

S 

60-387 

3 

50-387 

3 

50-387 

B 

90-387 

P 

50-3B7 

P 

50-387 

F 

90-307 

F 

90-307 

F 

90-3 B7 

F 

50-3 B7 

S 

50-3B7 

Q 

90-3S7 

a 

50-3 B7 

F 

S0-3B7 

F 

50-3 B7 

a 

SO-307 

a 

50-387 

s 

50-387 

s 

50-387 

s 

50-387 

8 

50-387 

S 

90-387 

s 

50-387 

8 

50-387 

8 

50-387 

F 

50-387 

H 

50-387 

R 

30-387 

P 

50-397 

P 


CONTRACT 
SO- 289 0 

80-289 0 

CONTRACT 
30-392 e 

SO- 522 Q 
30-522 n 
50-522 0 

30-277 P 
30-277 P 

50-277 P 
30-277 P 
50-352 K 
30-392 K 
30-352 K 
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CORPORATE SOURCE INDEX 


AUTilOR 

AFFILJATION 


ckartfi Lpur Si 0«rrictt tnc 


lal Mineral I & Kining> ILid 
ttfburgbr Untv of 
abeaiy Resources^ Ltd 


ortland Qenaral Elactrlc Co 


ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMBER 

CATECORY 

affiliation 

NUMBER 

CATEGORY 

831 202009?* 

50-352 

K 


8301260073 

90-344 

P 

83010401AS 

50-352 

C 


8301270033 

50-344 

R 

830l0401ii>a 

50-352 

C 


830 1 270035* 

50-344 

R 

8301040250 

50-270 

P 


8301270323 

50-344 

J 

e30I040251>« 

50-278 

P 


8301270446 

90-344 

J 

830104029?* 

50-278 

P 


8301310086 

50-344 

P 

8301040309 

50-352 

K 

Avthorlty of the State of Ueui Yopfc 

8301030230 

50-247 

G 

8301040309 

50-352 

K 


8301040401 

50-247 

0 

8301040324 

SO-332 

A 


8301040401 

90-247 

G 

8301040324 

50-352 

A 


8301040408 

90-247 

G 

8301040483* 

50-277 

0 


S30104040B 

90-247 

6 

8301040483* 

50-277 

0 


8301040539 

90-286 

P 

8301040664 

50-352 

0 


0301040744 

90-333 

P 

8301060065 

50-277 

S 


8301040794* 

50-333 

P 

8301060068* 

50-277 

8 


8301040737* 

50-333 

P 

S301060IS1 

50-277 

S 


8301060274 

50-333 

a 

8301060193* 

50-277 

8 


8301060282* 

50-333 

8 

8301060160* 

50-277 

S 


0301070002 

50-333 

Q 

8301060164 

50-277 

S 


8301100183 

30-247 

0 

8301060170* 

50-277 

S 


8301100163 

50-247 

0 

8301060196* 

50-277 

F 


8301100188* 

50-333 

Q 

8301060204* 

30-277 

F 


8301100189* 

SO-247 

0 

8301060292 

SO-277 

8 


8301100189* 

50-847 

0 

8301060277 

50-352 

A 


8301100196* 

50-247 

0 

8301060277 

50-332 

A 


8301100196* 

90-247 

0 

8301100100 

50-352 

A 


83011 10216* 

50-333 

0 

8301100146* 

50-277 

0 


0301 1 10268 

90-333 

s 

8301100260 

50-277 

S 


8301110280* 

50-333 

8 

8301120314 

30-352 

F 


830111028? 

30-333 

8 

8301120314 

50-352 

F 


83011 10299* 

90-333 

S 

8301 1 40224 

50-277 

8 


8301110536 

90-206 

R 

8301140297 

50-277 

6 


8301110940* 

50-206 

R 

8301140297 

50-277 

0 


83011 10367 

90-333 

8 

8301140393* 

50-277 

0 


8301110576* 

50-333 

S 

8301140433 

50-277 

F 


8301110623* 

90-286 

F 

8301170350* 

SO-277 

0 


0301110628* 

50-286 

F 

8301170330* 

50-277 

0 


8301120323 

50-847 

G 

8301180099 

30-352 

K 


8301170194 

SO-247 

T 

8301180153 

50-352 

0 


8301 1 70194 

30-247 

T 

8301180193 

50-352 

0 


8301 1 70198* 

90-247 

T 

8301200019 

50-352 

A 


8301170198* 

SO-247 

T 

S30I200072 

50-352 

A 


8301170218 

50-247 

T 

830120007S* 

50-352 

A 


8301170218 

90-247 

T 

8301240049 

50-277 

P 


8301170221* 

50-247 

T 

8301260023 

50-277 

V 


8301170221* 

SO-247 

T 

8301260263* 

50-352 

F 


8301170293 

90-806 

P 

8301260394 

50-270 

S 


0301170349 

90-286 

P 

8301260462 

50-278 

S 


8301170436 

90-333 

R 

8301260470 

50-277 

s 


8301 1 70442* 

50-333 

R 

8301 260476 

50-278 

S 


8301170470 

50-333 

S 

830 12605 13 

50-27S 

s 


8301170476* 

50-333 

S 

8301270163 

SO-277 

F 


8301180111 

50-286 

P 

8301270176 

50-352 

A 


0301180113* 

90-286 

P 

8301270321 

50-392 

0 


8301180116* 

90-286 

P 

8301270324 

SO-277 

0 


8301180215 

50-247 

0 

8301270324 

SO-277 

0 


8301180215 

50-247 

0 

8301270324 

50-277 

0 


8301180220* 

90-247 

0 

8301270324 

SO-277 

0 


8301 1 00220* 

SO-247 

0 

8301270324 

50-277 

0 


8301180224* 

30-247 

0 

8301270324 

50-277 

<3 


8301180224* 

50-247 

G 

8301270358* 

50-277 

0 


0301180242 

50-247 

T 

0301270358* 

50-277 

0 


8301180242 

50-247 

T 

83012703SS* 

50-277 

0 


0301180249 

50-286 

F 

8301270359* 

50-277 

e 


8301190399 

50-333 

8 

8301270358* 

50-277 

0 


8301190362* 

50-333 

6 

8301270358* 

50-277 

e 


0301210041 

50-247 

G 

8301170218 

30-247 

T 


S301210041 

90-247 

0 

8301170218 

50-247 

T 


8301210046 

50-247 

0 

8301170221* 

50-247 

T 


S30I210046 

90-247 

G 

8301180242 

90-247 

T 


8301210097* 

90-247 

0 

8301210039* 

50-32? 

T 


0301210097* 

50-247 

0 

9301280473 

40-0752 



0301250260 

90-247 

G 

8301270271 

50-247 

T 


6301290260 

50-247 

0 

8301030303 

40-8698 



8301290321 

50-333 

P 

8301200110* 

40-8698 



8301850331* 

50-333 

P 

8301040531 

50-344 

P 


8301890498 

50-286 

P 

8301040795* 

90-344 

a 


8301290590 

90-333 

Q 

8301100301 

50-344 

a 


0301260183 

50-286 

H 

8301170130 

50-544 

F 


8301260361 

50-333 

S 

8301180156 

30-344 

p 


0301260364* 

90-333 

s 

8301180177 

50-344 

0 


8301270226* 

50-333 

0 

8301180398 

50-344 

p 


0301270242 

50-247 

T 

8301250376 

50-344 

p 


0301270242 

90-247 

T 

8301250384 

50-344 

p 


0301270256* 

50-247 

T 

8301230593 

50-344 

9 


0301270256* 

SO-247 

T 



CORPORATE SOURCE INDEX 


013 


AUTHOR 
AFF ILIATIPN 


Fralrla Allisncv 

Fr<f5r<a(f Corp <Sub« of Pauling Rubbor 
Corp, i 

Project Managvmon t Corp 
Protective Packaging! Inc 

Public Interest Research Oroup, Neu York 
Public Service Co of Colorado 


Public Service Co of Indtansi Inc 


Public Service Co of New Hampshire 


ACCESSION 

NUMBER 


G3012703AB« 

S3012703£ee 

B301S70271 

0301270271 

0301270279* 

0301270279* 

0301270300 

0301270300 

830127033 ^ 

0301270339 

8301270347# 

0301270347* 

8301200247 

8301280247 

8301200250 

830I31012B 

0301310131* 

0301310131* 

0301310132* 

030131024^ 

030131 0246 
0301120343 
0301170177 

0301170361 

0301120256 

03O129O2B1 

0301190026* 

0301190029* 

8301190060* 

8301190064* 

830 11 9006 S« 

0301040493 

8301130061 

8301100001 

8301100002* 

03011 00079 

B3O110OOB4* 

03O118O14B 

0301180152* 

8301180212 

830118029 7 
8301100302* 
8301100307* 
830110032 0 
0301100329* 

03011 80330 
0301180339 
8301180343* 
830118036 4 
8301180372* 

0301280077 

93012800BO* 

8301280148 

8301200192* 

8301290167 

8301280176* 
8301280106 
83012803 1 0 
8301310267 
8301310271* 

8301310209 

8301310294* 

8301310297 

8301310337 

8301310344* 

83011 106 96* 
8301210024 
8301240195 
83012802 25 
0301280229 

8301280230 

8301280230 

0301280243 

0301280243 

0301280263 

03O12BO26S 
8301040305* 
8301050001 
8301090046 
83010602 51* 

8301060338* 

8301100077 

3301100077 

8301100009 


SUBJECT 

CATeoOfiY 


80-247 T 
80-247 T 
50-247 T 
50-247 T 
80-247 T 

50-247 T 
50-247 T 
50-247 T 
50-247 T 
S 0-247 T 

50-247 T 
50-247 T 
50-247 0 

50-247 0 

50-247 0 

90-333 P 
80-247 P 
SO-247 P 
80-247 P 
90-247 0 

50-247 O 
30-461 O 
OA999 

OA999 
50-537 0 

50-337 T 

71-6679 

71-6679 

71-6679 

71-6679 

71-6679 
50-247 0 

50-247 0 

50-267 3 

90-267 3 

50-267 R 
50-267 B 
50-267 a 
50-267 a 
50-267 P 

50-267 P 
50-267 P 
90-267 P 
90-267 3 

50-267 a 

50-267 a 
50-267 a 
50-267 a 
50-267 3 

50-267 8 

50-267 R 
50-267 R 
90-267 P 
50-267 P 
50-267 B 

SO-267 8 

50-267 P 
50-267 P 
50-267 a 
50-267 a 

50-267 B 
50-267 B 
50-267 a 
50-267 S 
50-267 a 

50-346 a 
S0-S46 8 

90-546 8 

50-546 8 

30-546 8 

50-346 8 

50-546 8 

50-546 8 

50-546 8 

90-546 Q 

50-546 Q 
30-443 a 
50-443 A 
50-443 A 
50-443 O 

50-443 Q 
50-443 A 
50-443 A 
50-443 F 


AUTHOR 
AFP I LI AT I ON 


Public Service Co of Oklahoma 


Public Service Electric & Oas Ca 
Jer sag 


ACCESSION 

NUMBER 

SUB«fECT 

CATEOaRY 

0301120106 

50-443 

A 

8301120106 

50-443 

A 

8301120185 

50-443 

A 

8301120235 

50-443 

0 

8301120233 

50-443 

0 

8301130018 

SQ-443 

A 

8301130018 

SO-443 

A 

8301 170369* 

50-443 

a 

8301170369* 

50-443 

0 

8301180187 

90-443 

0 

SSOllBOia? 

30-443 

0 

8301180229 

50-443 

fi 

8301180230* 

SO-443 

fi 

8301160235 

50-443 

0 

8301160235 

50-443 

0 

8301210246 

SO-443 

F 

8301250229 

50-443 

A 

830 12 50229 

50-443 

A 

8301250251 

50-443 

F 

8301250291 

50-443 

F 

8301250310 

50-443 

A 

8301250310 

SQ-443 

A 

8301250346 

50-443 

A 

8301250346 

30-443 

A 

8301250428 

50-443 

A 

6301250606 

SO-443 

E 

8301250606 

50-443 

E 

8301270412 

30-443 

A 

0301270412 

SO-443 

A 

8301270425 

50-443 

A 

8301270425 

50-443 

A 

8301310125 

50-443 

A 

8301310125 

50-443 

A 

8301310133 

50-443 

A 

8301310133 

50-443 

A 

0301310137 

50-443 

A 

03013 10140 

50-443 

F 

8301310220 

SO-443 

Q 

8301310220 

50-443 

0 

8301310225 

50-443 

0 

8301310225 

50-443 

G 

8301070390 

50-5S6 

Q 

6301250604 

50-536 

Q 

8301250604 

50-356 

G 

8301250619* 

50-336 

0 

9301250619* 

50-556 

0 

8301030157 

50-311 

G 

B301030161* 

30-311 

S 

0301040128 

50-272 

8 

a3010'40l34* 

50-272 

S 

6301040142 

50-311 

s 

0301040148* 

50-31 1 

6 

0301 0401 S3 

50-311 

S 

0301040160* 

50-311 

s 

0301040334 

50-31 1 

8 

0301040339 

50-311 

8 

8301040340* 

50-31 1 

S 

6301040345* 

50-311 

s 

0301040361 

90-311 

B 

8301040363* 

50-311 

6 

0301040301 

90-311 

S 

8301040390* 

50-311 

s 

8301040508 

90-311 

s 

0301040520* 

50-311 

a 

0301060236 

30-ail 

a 

8301060239* 

50-311 

8 

0301060292 

50-311 

s 

0301060301* 

90-31 1 

a 

0301060308 

50-334 

a 

6301060400 

50-311 

B 

0301060405* 

30-311 

3 

8301070126 

50-272 

R 

8301070126 

50-272 

R 

8301070130* 

50-272 

R 

6301070130* 

SO- 272 

R 

6301070210 

M18C 


6301070240 

50-272 

H 

8301070240 

50-272 

H 

6301100142 

PR 


6301100296 

50-272 

P 

6301100296 

50-272 

P 

0301140185 

50-311 

S 

0301140191* 

50-311 

8 

8301140256 

50-272 

S 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Puget Sgund Pouer £■ Light Co 


PurduB Univ 


Pyle. R B 

Pyrotronlcoi Baker Prote* Svcs Inc 
R E Iflilliamt L Associakesi Inc 
RMf Co 

Racal Vdlonlcst Inc 
Radiation tfanagenant Corp. 


Radiation Protection Service 

Rsedi t/ 0 

Rensselaer Polytechnic Inst 


Rlversltfei CA 

Robert L Cloud Associatee< Inc 


Rochester Oas U Electric Corp 


ACCESSION 

NUKOER 


S30t 140266* 
0301140297 
0301140373* 
8301I4037S* 
B301 140427 

63011 40432* 
6301 1 70253 
6301170259* 
6301170411 
8301170419* 

6301 1 70S34 
8301 1 70537* 
6301190202 
6301190230 
8301190232* 

8301190305 
8301190313* 
0301190341 
6301 190343 
8301190346* 

8301190352 

8301190361* 

6301200091 

9301250361 

6301250365* 

8301250367 

8301250371 

8301250373* 

8301250379* 

6301250424 

6301250433* 

6301250624* 

8301270324 

8301270324 

8301270324 

0301270356* 

8301270356* 

S3012703S8* 

0301260195 

8301260203* 

6301030141 

S30103014I 

8301030171 

6301030171 

8301040612 

8» 10 4061 2 

6301040633* 

6301040730 

8301040737* 

6301240097 

6301070616* 

8301070616* 

6301120514* 

8301190237 

6301100238 

8301120574 

8301160044* 

830)110616* 

8301260516* 

0301070419* 

8301100014 

8X1110650 

0X1110653* 

8X1140280 

6301120241 

6X1120060 

8X1190140* 

0X1260291 

6X1260256* 

6X1270064* 

8X1160262 

8X1160266* 

8X1200300 

8X12(0211 

6X1210213* 

6X1040706 

8X1050180* 

sxiosoiea* 

8X1110X2 

8X1180254 

8X1100293 

6X1190386* 

6X1190367* 

8X1270297 

6X1270303# 


SUBJECT 

CATEGORY 


50-272 S 
50-277 0 

50-272 0 

50-272 0 

50-272 R 

50-279 n 
50-311 ft 
50-31 1 ft 
50-311 S 
50-311 S 

50-311 S 
50-311 S 
50-272 0 

50-311 S 
50-3! I 9 

50-272 S 
50-272 a 
30-311 S 
50-354 S 
50-311 S 

50-311 S 
50-311 3 

50-272 P 
50-272 S 
30-272 S 

50-311 S 
50-272 9 

50-31 1 S 
50-272 S 
50-31 1 8 

50-311 a 

50-272 F 
SO-277 0 

50-277 0 

50-277 C 

50-277 « 

50-277 0 

50-277 0 

50-311 8 

50-311 S 

90-322 e 
30-522 0 

50-522 G 
50-522 G 
50-522 D 

50-522 D 
50-522 0 

50-522 C 
S0-S22 C 
50-522 0 

S0-IS2 F 
50-162 F 
CONTRACT 
50-259 G 
PR 

40-6622 

FOIA 

40-2304 

CONTRACT 

CONTRACT 

NUREG 

70-36 

70-36 

PR 

50-483 0 

NUftEO 

50-225 F 
50-225 K 
50-225 K 
50-362 P 

50-275 P 
50-275 P 
50-275 ft 
80-275 P 
50-275 P 

50-244 P 
90-244 F 
50-244 F 
50-244 T 
90-244 F 

50-244 P 
90-244 F 
50-244 F 
50-244 ft 
90-244 R 


AUTHOR 

AFFILIATION 


Racheiter< Univ ofi 
Rockuell International Corp 

Ropes ti Gray 


Rutland Hosp Rutland) VT 
SRI International 

Sacramento Hunicipal Utility Olitrict 


San Diego Oa* li Electric Co 


Sander son/Steiiiart/'Oa* ton Eng. . Inc 
Sandla Laboratories 


Sendvlk Spscial Hetalt Corp 
Santa HonlcaiCA 


ACCESSION 

NUNOER 


8301310095 
83013 1 0142 
8X1310322 
0301310345 
8X1190426 

8X1170021 
8X1 1 70029 
0301210300* 
0X1120235 
8X1180167 

0X1100187 

0301100229 

8X1100230* 

8X1100239 

8X1180235 

8X1310220 

8X1310220 

8X1310225 

8X1310225 

8X1100281 

8X1180056# 

8301030073 

6X1030080* 

8301030143 

8301030148* 

8X1030206 
8X1030207* 
6X1040260 
8X11 10097* 
83011 10101* 

8X1110571 
8X1 130008 
6301130016* 
8X1140197 
8301170129 

8X117029B 

8X1170308* 

8X1170342 

8X1170462 

8X1170469* 

8301180351 

8X1190223 

8301200298 

8X1200302* 

8301210068 

8X1210093* 
8X1210223 
8X1250407 
8301 250410* 
8X1250414 

6X1250419* 

8X1250533 

6X1250936* 

8X1260143 

8X1280291 

6301280297* 

8X1310228 

8X1310232* 

8X1100107# 

8301200115* 

8X1200119* 

8X1200121* 

8X1200121* 

8X1270064* 

8X1030397* 

8211010137* 

8X1120023 

8X1120094 

8X1120101 

8X1120115 

8X1170022 

8X1190377 

8X1260262 

8X1260265 

8X1260268 

8X1260273 

8X1260379 

8X1280003 

6X1280011 

8X1280010 

8X1280047 
8X1 1 80270* 
8X1180284* 
8X1310078* 
8X1170199 


SUBJECT 

CATEGORY 


50-244 Q 
90-244 P 
50-244 P 
50-244 P 
NUREO 

70-25 
70-25 
CONTRACT 
50-443 0 

50-443 0 

50-443 0 

90-443 0 

30-443 S 
50-443 Q 
50-443 C 

50-443 0 

80-443 0 

50-443 <5 

SO-443 0 

PR 

90-440 0 

50-312 a 
50-312 a 
30-312 3 

50-312 6 

50-312 a 
50-312 S 
90-312 P 
50-312 F 
90-312 F 

SO-312 0 

50-312 P 
50-312 P 
50-312 0 

50-312 0 

50-312 8 

50-312 8 

50-312 a 

50-312 8 

50-312 8 

50-312 Q 
50-312 P 
30-312 P 
50-312 P 
50-312 R 

90-312 R 
50-312 P 
90-312 8 

90-312 8 

90-312 a 

50-312 B 
50-312 3 

50-312 9 

90-312 J 
50-312 0 

50-312 0 

30-31S P 
50-312 P 
50-361 P 
50-361 K 

50-361 K 
50-361 F 
50-36 i F 
50-362 P 
CONTRACT 

50-361 P 
NUREO 
NUftEO 
NUREO 
50-295 P 

NUREO 

50-247 P 

RES 

RE6 

RES 

RES 

RES 

RES 

RES 

RES 

RES 
0A999 
8A999 
0A999 
90-142 0 
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AUTHOR 

AFFILIATION 


Bargant Lundi;. Inc 
5j>«safi'a« Audubon Society 


Sava the Valley - Save Marble Hill 
Schlff. Hardlti It Waite 

Science App 1 ica 1 1 onsi Inc 


Scott Radiological Oroup 8t Loulsi MO 
Saacoaat An t 1~fo 1 lut Ion League 


Seattle Timea 
Senate 


Senate# Energy (< Natural Resources 
Bhaui# Plti/nan# Potts tc Trowbridge 


Jfta ld«n C. Plobkin t Associates 


ACCESSION 

NUMBER 


8301 1 70205# 
0301 1 70211# 
e301O403ii4# 
0301 1 70030 
0301040234 

0301140274 

0301280492# 

0301210215 

0301210200 

0207020299# 

02OB31O363# 
8209100246# 
8301070463* 
0301 1 00049 
0301 130198# 

030 11 90377 

0301210342# 

0301210342# 

03O126O2SB# 

03OI31O41S# 

0301 100254 
830 1 1 20253 
03011 40274 
0301240127 
0301 200 04B# 

03011 40270 
9301 140304 
830 tl 40334 
830 1 1 70406 
8301230029* 

0301200044# 

0301040446 

0301030108 

0301050144# 

8301070301 

8301070309 
8301070312# 
8301070316 
8301070316 
8301 100104 

8301 120227 
8301 120247 
8301120247 
8301 120298 
8301 120318 

8301120318 
8301 140055 
0301140252 
8301 140260 
830 1 1 40275 

8301140275 

8301140508 

8301170242 

8301180190 

8301180199# 

0301190131 

8301190212 

8301190212 

8301190223 

8301200344 

8301210294 
8301210299# 
8301 2 00296 
8301250305 
8301250447 

8301250472 

0301290489 

0301290645 

0301250645 

0301250649# 

0301250649# 

8301250632# 

8301250602# 

8301250657# 

8301250657# 

8301270326 

8301270380 

8301270381 

8301280251 

8301280253 

9301280275 

8301280284 

8301280318 

8301180287# 

0301180321# 


SU0UECT 

CATEOQRV 


90-142 0 

50-142 0 

50-461 F 
TOP REP 
SO- 546 H 

PRM 

50-546 A 
90-461 0 

50-461 0 

90-302 P 

90-266 P 
50-317 Q 
70-687 
NUREO 
50-293 P 

SO -247 P 
50-245 P 
50-245 P 
FOIA 
CONTRACT 

PR 

90-443 0 

PRM 

50-443 0 

90-322 A 

PR 

PR 

PR 

PR 

50-409 H 
FOIA 

90-440 0 

50-289 0 

50-358 0 

50-440 0 

50-266 0 

50-266 0 

50-366 T 
50-266 T 
50-440 0 

50-440 0 

90-266 0 

50-266 0 

50-289 0 

50-266 0 

50-266 0 

PRM 

50-261 0 

S 0-261 0 

S 0-277 0 

50-277 0 

40-2061 
50-266 0 

50-400 0 

50-289 0 

50-312 P 
90-266 0 

50-266 0 

50-312 P 
50-289 0 

40-2061 
40-2061 
50-387 0 

50-483 0 

50-261 0 

50-483 0 

50-38 S 0 
50-400 C 
50-400 0 

30-400 0 

50-400 0 

30-400 O 
50-400 * 

50-400 O 
50-400 0 

50-289 0 

30-277 ® 

50-440 0 

50-312 0 

50-402 0 

50-382 T 
30-400 O 
50-289 0 

50-142 0 

30-142 0 


AUTHOR 

affiliation 


Shorekam Opponents Coalition 
Sierra Club 


Sigma Chemical Co 
Simpsoni U M 
Sine 1 alri M 

Small Business Administration 


Society For the Protection oF the 
Environment of Southeastern NH 

South Caroilna Electric U Oas Co 


South Carollnai State of 

South Carol in a# Unlv of 
Boutli Dakotai State of 
Bauthern California Edison Co 


ACCESSION 

NUMBER 


8301180353* 
8301180402# 
0301180409# 
0301250420# 
B30 1030136 

830 1 26040 1 
8301260437 
8301260190 
8301 100245 
0301060143 

930 1 030397# 
8301070388# 
8301250691# 
8301260048# 
8301260302 


8212220401 

0212220407# 

8301040252 

8301040290* 

8301040320 

8301040322# 

8301040373 

0301040507# 

8301040691 

0301040718 

0301040004# 

8301060293 

3301060299# 

8301060360 

8301060374# 

8301110209 
83011 10234# 
8301130026 
8301130032 
8301130035# 

8301140088 

8301140091 

8301170099 

8301170104# 

8301170402 

8301170404# 
8301170413 
8301 170482 
0301170490# 
8301170530 

8301170935# 
8301200317 
8301200240# 
83012 00332 
8301200329# 

83012 lOOOB 
8301210009# 
8301210010 
83012 10014# 
8301210043 

8301210053# 
8301240040 
8301250432* 
830 1 260447 
0301260454# 

0301270160' 
8301270164# 
8301310263 
8301310264# 
0301 180495 

8301260343 

8301030008 

0301030016 

8301030036 

8301030038# 

8301030038 

8301030098 

8301030064* 

8301030070# 

8301030119# 

8301030190 
8301030153# 
83010301 55# 
8301030169 
8301030179 

8301030183# 

8301030184 

0301030186# 

8301030188 


SUBJECT 

cateooby 


50-142 0 

50-142 0 

50-142 0 

50-322 0 

50-537 0 

90-537 0 

50-537 G 
XPORTLIC 
PRM 

50-329 G 

CONTRACT 
CONTRACT 
CONTRACT 
CONTRACT 
50-443 0 


50-395 8 

50-395 8 

50-395 S 
50-395 S 
50-395 P 

50-395 P 
SO-395 P 
50-395 0 

30-395 P 
50-395 P 

50-395 ft 
90-393 3 

S0-39S 8 

50-393 a 
90-393 S 

30-395 3 

50-395 a 
50-395 P 
50-395 R 
50-395 R 

PR 

PRM 

50-393 S 
90-395 8 

30-395 S 

50-393 8 

PR 

50-395 S 
50-395 B 
50-395 8 

50-375 8 

90-395 g 
50-395 8 

30-395 8 

50-395 S 

50-395 8 

50-395 S 
90-395 B 
50-395 8 

50-395 8 

50-395 a 
50-399 P 
50-395 0 

SO-395 8 

50-399 B 

50-395 R 
90-395 R 
50-395 P 
SO-395 P 
27-47 

50-413 D 
40-1341 
30-361 P 
50-361 8 

50-361 8 

50-361 S 
30-361 8 

50-361 0 

90-361 8 

S0-36S ft 

90-361 8 

50-361 B 
50-361 8 

50-362 P 
50-361 S 

50-361 8 

50-361 B 
90-361 8 

50-361 a 
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AUTHOR 

ACCCBBION 

SUQJECT 


AUTHOR ACCESSION 

SUBJECT 


affiliation 

NUMBER 

CATEMSV 

AFFILIATION NUHBEfi 

CATECORY 









8301300067# 

50-361 

0 

B30I030I93« 

50-361 

8 


8301200076 

50-361 

P 

6301030197 

SO-361 

8 


B3012000S4 

50-361 

0 

03010302000 

50-361 

8 


0301800000# 

50-361 

8 

6301030827 

50-362 

S 


8301200093 

50-362 

0 

0301 0302380 

80-362 

0 









8301200097 

50-206 

8 

03010408840 

90-361 

0 


8301200102# 

50-206 

8 

6301040203 

90-361 

P 


8301200104 

50-361 

0 

6301040893 

50-361 

P 


8301200108# 

SO-361 

a 

0301 040805 

SO-361 

P 


8301200109# 

90-362 

a 

8301040395 

50-361 

P 









0301200111 

30-361 

K 

8301040591 

90-206 

a 


0301200113 

90-362 

a 

83010AOIS2 

50-206 

F 


0301200119# 

90-361 

K 

0301070095 

80-373 

8 


8301200115# 

SO-361 

K 

0301100103 

90-361 

p 


0301200120* 

50-362 

a 

S3011001074 

$0-361 

p 









8301200121# 

90-361 

F 

0301 1001 12* 

90-361 

p 


0301200131# 

90-361 

F 

0301100191 

90-361 

B 


0301200145 

SO-361 

S 

0301100191 

90-361 

B 


8301200199# 

50-361 

a 

6301100309 

90-361 

P 


0301200306 

50-206 

p 

630110080S 

90-361 

p 









0301210073 

50-206 

B 

0301100817 

90-362 

p 


0301210083# 

50-206 

B 

03011002A6* 

90-206 

0 


0301210220 

50-206 

P 

0301100309 

90-362 

p 


0301210249 

50-206 

P 

eOOl 100310# 

90-362 

p 


0301240107 

SD-206 

P 

8301100313 

90-361 

p 









030I2S0121# 

50-361 

0 

8301100316* 

90-361 

p 


0301250218# 

90-206 

Q 

8301 1 10373# 

50-206 

0 


0301290336# 

30-361 

0 

0301110373# 

50-206 

Q 


0301290394# 

90-206 

a 

8301110442 

SO-206 

P 


8301280639* 

30-361 

0 

8301180068 

90-361 

F 









0301260311# 

90-206 

F 

830112026S 

50-206 

P 


0301270043 

90-206 

R 

8301120289 

50-206 

D 


S301270049# 

50-806 

R 

0301120302 

SO-361 

P 


8301270039 

50-362 

P 

8301 120310# 

50-361 

P 


8301270064# 

50-368 

P 

0301130014 

50-361 

P 









8301270073# 

30-362 

P 

0301130014 

50-361 

P 


8301270171 

50-361 

R 

0301130022 

90-361 

P 


0301270171 

50-361 

R 

S30I 130022 

50-361 

P 


0301270183# 

SO-361 

R 

0301170044 

SO-206 

P 


8301270103# 

80-361 

ft 

0301170047# 

90-206 

P 









0301270231 

90-206 

P 

03011 70031* 

90-206 

P 


0301270309 

SD'206 

P 

0301170292 

90-361 

a 


0301270394 

90-806 

F 

0301170299 

SO-361 

9 


0301280240 

90-806 

P 

8301170299 

50-361 

5 

Bsuthtrn C«liTarnl«r UnlY at 

0301100413# 

90-142 

e 

0301170297* 

SO-361 

9 








Oauthtrn Co B#rvtca*i Inc 

8301070010 

90-484 

s 

8301170301# 


B 


9301070469 

90-484 

8 

6301170303# 

90-361 

0 

Ooiithutft R*f**rcA Initltvt* 

0301120406# 

CONTRACT 


0301170304* 


B 

Soilland Pou#r Coop»r«tiv»> Inc. 

9301210219 

90-461 

0 

8301170304# 

8301170311 

50-361 

a 

8|i#ar«< LubtPciiV' Campball ti BIcdto# 

0301270010 

40-0007 





8p#nc#r Chemical Co. 

0301110037* 

FOIA 


0301170316# 

90-361 

8 


0301190109# 

70-340 


0301170341 

80-361 

a 


0301190113* 

70-146 


830117034S# 

50-361 

0 


8301200046# 

40-1470 


0301170353 

50-362 

9 


0301200048# 

40-147fi 


8301170399 

90-361 

0 









0301200054# 

70-146 


0301170363 

50-361 

P 


0301200055# 

70-146 


8301170364 

50-362 

8 


8301200059# 

70-146 


8301 1 70367* 

50-362 

s 


0301280063# 

FOIA 


8301170447 

90-361 

0 


0301200065# 

40-1470 


0301 i 70497# 

50-361 

8 









8301200002# 

70-146 


8301 1704 90 

SO-361 

8 


0301290089# 

70-146 


8301170464# 

90-361 

6 


8301200008# 

70-146 


0301170471 

90-362 

B 


8301280092# 

70-146 


8301170477# 

50-362 

6 


0301280099# 

70-146 


0301170401 

50-362 

9 









9301280 04# 

70-340 


0301170407 

SO-361 

8 


0301280100# 

70-340 


0301170492# 

50-361 

8 


9301280114# 

70-146 


0301170494 

50-361 

a 


8301280118# 

70-146 


03OI17O9OS# 

50-361 

9 


0301290120# 

40-1470 


6301180081 

80-361 

8 








at. Alphonfui Hotp Port UAthington' HI 

8301140200 

PR 


8301 100091 

90-361 


9t Elliottth Chlcogoi lU 

0301140404 

PR 


0301180203 

00-361 


8t Elji«li*th Hotp Or«nlt* Clty>lL 

8301140336 

PR 


8301160203 

50-361 


at. Jo«iph't Ho«p. ElglHiIL 

8301 1 40280 

PR 



S0-S61 


8t. Louli Unlv. 

8301120398# 

CONTRACT 

6301160204 

90-361 

P 








Bt. Hory# Ho<p. OolotburgrJL 

8301 1 00177 

PR 



50— *i61 


8t Paul Plan*#r Prill 

0301060004 

90-263 

p 

6301 1 00227 

90-361 

90-361 

P 

Stinilirdliid Nuclear Unit Pouir Plant 
Byitim 

0212070338 

90-492 

E 

0301 100227 

90-361 

P 


8301030222 

90-482 

F 

0301100232# 

90-361 

P 


0301070204 

90-402 

A 

8301180232* 

90-361 

P 


8301110543 

90-488 

A 

8301160369 

90-206 

P 


8301280182 

50-482 

a 

8301200017 

30-361 

8 

StanPird Unlv. 

0301070219 

80-141 

p 

6301200016* 

0301200063 

90-361 

80-361 

6 

8 

Stone ti Hebster Engineering Corp, 

8212010180# 

50-279 

p 
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AUTHOR 

AFFILIATION 

ACCEBSION 

NUMBER 

SUBJECT 

CATEBflftV 

AUTHOR ACCeaSIDN 

AFFILIATION NUMBER 

SUDJECT 

CATEODRV 


8301100187 

S3O1140O4S 

0301180238* 

0301200134 

8301200141 

PiR 

Pfi 

QA999 

60-275 

50-275 

R 

R 

S30 1030252* 
B30 1030271 
6301030280* 
8301040172* 
8301040179 

50-388 

50-260 

50-260 

SO-390 

30-259 

aton» Ii Uabftari Inc 

8301800148* 
8301240144 
830 12401 47* 
B3O1O40238 
8301040261* 

S 0-275 
50-275 
80-275 
50-275 
SO-275 

P 

P 

P 

P 

P 

8301040178* 

8301040200 

6301040200 

B30104027S 

6301040398 

50-299 

30-390 

90-390 

30-259 

30-259 

aiructural Haefcanlci Aoociat** 
au4'A»lk Cciinbqi NV 

8301040263* 
8301120237* 
8301130104* 
83011 10073* 
8301070330 

SO-275 

50-195 

90-338 

S0-20i 

50-322 

P 

0 

P 

P 

0 

8301040300 

8301040300 

8301040316 

8301040316 

6301040326 

50-387 

50-387 

50-327 

30-327 

80-390 


8301 1202 IB 

8301120222* 

8301120244 

8301120248 

8301120307 

50-322 

50-322 

50-322 

50-322 

90-322 

0 

<e 

0 

0 

0 

6301040326 

6301040326 

6301040326 

6301040344 

8301040348* 

50-390 

50-390 

50-390 

50-859 

50-859 


8301130207 

8301240064 

8301290417 

8301290420* 

8301270396 

90-322 

50-322 

50-322 

90-322 

50-322 

0 

T 

0 

0 

0 

8301040350 

0301040392* 

8301040512* 

030)040313 

0301040963 

50-388 

50-386 

50-899 

50-430 

90-327 

Svnflouar Allianca 

8301040421 

8301040421 

8301040429* 

8301040429* 

8301070302 

50-440 

50-440 

30-440 

90-440 

90-440 

<3 

0 

0 

0 

0 

8301040963 

0301040564* 

3301040600 

0301040600 

6301040600 

SO-327 

50-390 

50-327 

SO-327 

50-327 

Swnflawar Coal tt ion 

T€RA Corp 

THI-a ti Paaeh Sot tom Inttrvonopt 

8301260467 
8301190287 
83011 10082* 
8301240012* 
8301 140411 

90-440 0 

St«t* Prog 

KOIA 

50-247 F 

90-277 0 

6301040603* 
B30 1040636* 
630 1040636* 
B30 1040642* 
6301040666 

90-299 

90-390 

90-390 

50-438 

50-438 

Tachnaofoc lata«< Inc 

Tachnlcal Audit Atiociat*«< Inc 

8301140423 

8301250691* 

8301260040* 

8301090500* 

8301290327* 

90-277 

CONTRACT 

CONTRACT 

90-397 

50-397 

a 

A 

A 

9301040712* 
8301040795* 
6301040777 
B30 1040777 
3301040769* 

50-438 

90-390 

90-327 

50-327 

50-327 

T«chnteal OpoTatlonii Inc 

Tatnakron Raaaarcht Inc 

Taladyna Enpinaarlng 9arvic«( 

8301140404 
8301 1 40599 
8301 1 00027 
82120 10iB2 
8301040239* 

PR 

71-9166 

NUREO 

90-275 

90-293 

P 

P 

6301060114 

6301060290 

8301060299* 

6301060203 

8301060283 

50-327 

50-899 

90-889 

90-390 

50-390 


83010405S3 
8301040365 
8301 1 90307 
8301190311* 
8301210098 

80-275 

50-275 

90-279 

90-275 

50-275 

P 

P 

P 

P 

H 

8301060291 
6301 0603 10 
6301060314 
8301060324* 
63010603S9 

90-436 

30-438 

50-296 

50-896 

50-390 

Tannaiiat ValLag Aiithoritg 

8301210213* 

8212270259 

8212270238* 

8301030019 

8301030020* 

50-275 

80-438 

90-438 

80-32B 

S0-32S 

P 

K 

K 

B 

a 

8301060389 

0301060385 

0301060396 

8301070295 

8301070255 

90-390 

50-390 

90-239 

90-436 

50-438 


8301030026 

8301030026 

8301030020 

8301030028 

0301030032 

50-390 

90-390 

30-390 

90-390 

90-390 

a 

a 

a 

s 

8 

8X1070255 
8X1070351 
8X1100062 
BXl 100062 
6X1100063* 

80-43B 

50-390 

90-390 

90-390 

90-390 


8301030032 

8301030034 

8301030034 

8301030039 

8301030039 

90-390 

90-390 

90-390 

90-390 

90-390 

a 

a 

B 

s 

a 

BXl 100063* 
BX 11 00127* 
6X1100136 
8X1100141* 
6X1100200 

90-390 

50-899 

90-899 

50-859 

90-430 


8301030040 

8301030040 

8301030042 

8301030044 

8301030044 

90-390 

90-390 

50-327 

90-390 

90-390 

B 

a 

e 

s 

a 

6X1100268 

8X1110444 

6X1110444 

8X1110444 

8X1110450 

50-430 

90-259 

90-299 

90-839 

90-327 


8301030049* 

8301030047 

83010300S3* 

B3010300S7 

8301030069* 

90-327 

90-259 

90-259 

90-296 

90-296 

a 

e 

8 

8 

6 

6X1110490 

6X1110496 

6X1110504* 

6X1110569 

8X1110589 

90-327 
90-4 3B 
30-436 
SO-327 
80-327 


8301030122 

8301030126* 

8301030146 

8301030166 

8301030166 

90-296 

90-296 

90-438 

90-390 

50-390 

e 

a 

8 

S 

8 

6X1110646 

8X1110646 

8X1120296 

8X1130049 

0X1130049 

90-327 

90-327 

50-289 

90-327 

50-327 


8301030187 

8301030187 

8301030203 

8301030204* 

8301030248 

80-390 

SO-390 

80-296 

80-296 

90-328 

8 

8 

B 

B 

S 

BXl 140053 
0X1140093 
8X11402BB 
8X1170032 
8X1170096* 

90-390 

90-390 

REQQD 

30-299 

90-289 


s 

s 

s 

o 

Q 

S 

a 

a 

p 

p 

p 

p 

A 

A 

A 

A 

a 

8 

S 

a 

a 

s 

p 

p 

Q 

F 

F 

F 

Q 

Q 

0 

Q 

8 

fl 

0 

P 

P 

P 

P 

8 

8 

a 

8 

3 

A 

S 

a 

8 

B 

a 

8 

a 

B 

a 

a 

K 

K 

K 

K 

Q 

8 

B 

B 

a 

F 

F 

F 

F 

F 

Q 

Q 

P 

P 

F 

F 

P 

P 

P 

F 

F 

8 

8 



518 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUH8ER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


SSOIlTOOiS 

50-438 

5 


9X1250299 

50-390 

A 


5301 1700i>6 

50-438 

8 


9X1250308* 

50-327 

a 


530117005^ 

50-327 

S 


9X1250423* 

50-438 

a 


5301170093* 

50-327 

S 


9X1250462 

50-327 

0 


5301170139 

50-390 

s 


9X1250462 

SO-327 

a 


5301170139 

50-390 

9 


0X1250505 

50-515 

A 


5301170169 

50-438 

S 


9301 2 SOSOS 

50-319 

A 


5301170159 

50-390 

s 


8X1250629* 

50-259 

Q 


0301170189 

50-390 

S 


8301250650* 

50-390 

Q 


0301170230 

50-438 

8 


9X1250658* 

50-390 

a 


8301170250 

50-438 

6 


0X12SO6S8* 

50-390 

Q 


6301170250 

50-390 

S 


0X1260283 

50-390 

8 


5301170250 

50-390 

S 


8X1260283 

90-390 

8 


8301170306 

50-430 

S 


6301260283 

SO-390 

6 


0301 1 70306 

50-430 

8 


8X1260283 

50-390 

8 


5301170329 

50-438 

S 


0301260283 

50-390 

8 


6301170329 

50-438 

S 


9301260289 

S0-43B 

e 


8301170333 

50-390 

8 


9301260289 

50-438 

8 


8301170335 

50-390 

S 


8X1260327 

50-390 

8 


0301 1 70395 

50-390 

S 


5X1260327 

50-390 

S 


8301170395 

50-390 

8 


8X1260347 

50-390 

8 


8» 1170437 

50-438 

8 


6X1260391 

50-430 

S 


0301170441 

50-438 

5 


6X1260391 

50-438 

S 


8301170441 

50-430 

8 


0X1260393 

50-430 

5 


8301170452 

50-296 

8 


8X1260435 

50-438 

8 


83011 70460* 

50-296 

S 


0X1260435 

50-438 

8 


5301170475 

50-390 

8 


6301260459 

50-438 

S 


8301170475 

50-390 

8 


8X1260475 

SO-327 

8 


8301170486 

50-438 

S 


8X1260450 

50-296 

8 


8301170486 

50-436 

9 


6X1260451* 

50-327 

S 


0301170499 

50-260 

P 


8X1260485* 

50-296 

8 


5301 1 70502* 

50-260 

P 


8X1270170 

50-327 

R 


0301170313 

50-390 

S 


9X1270178* 

50-327 

R 


8301170513 

50-390 

8 


8X1270234 

50-259 

R 


8301180043 

50-435 

A 


8X1270258* 

50-259 

R 


5301150341 

50-259 

P 


8X1280074 

50-43a 

A 


5301180248 

60-259 

P 


8X1290074 

50-438 

A 


8301150363 

50-260 

8 


8X1310096 

50-260 

P 


5301150376* 

50-260 

8 


8X1310101* 

50-260 

P 


8301160381 

50-327 

P 


8X1310129 

50-390 

E 


5301150535* 

50-259 

F 


8301310134 

30-259 

P 


5301150535* 

50-259 

F 


6301310136* 

50-259 

P 


8X1 1 80535* 

50-259 

F 


8X1310146 

50-289 

F 


8X1150539* 

50-259 

F 


8X1310147* 

30-289 

F 


5X1180539* 

50-259 

F 

Tenn*«(**i Stafc* pf 

8301100176 

PR 



8X1100539* 

50-259 

F 


8X12 50461 

50-537 

0 


8X1190247* 

50-259 

0 


8301250462 

50-537 

G 


8X1200183* 

50-327 

A 

r>ias A&M Unlv , Collage Station, TX 

0X1050078* 

50-59 

F 


8X1200188* 

SO-327 

A 


8X1240143 

50-128 

8 


8X1200191* 

50-327 

A 


8X1250329 

50-59 

6 


8X1200228 

50-438 

8 


8X1250339 

50-128 

8 


8X1200231 

50-390 

8 


6X1250566 

50-128 

8 


8X1200231 

50-390 

5 


8X1280072 

50-59 

8 


0X1200247 

50-390 

B 


9X1280122 

S0-S9 

S 


6X120 0247 

50-390 

8 


8X1280122 

50-59 

8 


6X1200251 

SO-296 

a 


8X1310052 

50-128 

P 


6X1200254 

50-435 

8 


6X1310095* 

50-128 

P 


8X1200254 

50-438 

S 

Teia* Utllitle* Oentrating Co 

8X1040545 

50-445 

6 


5X1200260* 

50-296 

s 


8X1040545 

50-445 

8 


6X1200294 

50-390 

8 


8X1060271 

50-446 

8 


9X1200294 

SO-390 

8 


0301100073 

50-445 

8 


8X1200295 

SO-390 

8 


6X1100073 

50-445 

8 


0X1200295 

50-390 

8 


8X1160118 

50-445 

0 


9X1200325 

50-390 

a 


BXU9035S* 

50-446 

Q 


8X1200325 

50-390 

8 


6X1190068 

50-445 

A 


8X1200X4 

50-327 

8 


8X1210122 

50-445 

S 


8X1200339* 

50-327 

8 

Teia* Utilltlee Sarvlcat, Inc 

8X1120169 

50-445 

A 


9X1200357 

50-438 

8 


6X1180265 

50-449 

F 


0X1200357 

50-438 

5 


8X1190269* 

50-445 

F 


9X1210017 

50-296 

S 


8X1240110 

50-445 

E 


9X1210030* 

SO-296 

8 


8X1240110 

50-445 

e 


9X1210040 

50-390 

A 


8X1240115* 

90-443 

E 


9X1210040 

50-390 

A 


8X1240131 

50-449 

e 


8X1210059 

50-438 

8 


9X1240131 

50-445 

e 


5X1210059 

50-438 

B 


8X1240140* 

50-445 

e 


8X1210065 

50-390 

B 


8X1310139 

50-445 

A 


8X1210065 

50-390 

8 


6X1310139 

50-445 

A 


6X1210153 

50-296 

S 


8X1310162 

50-445 

F 


8X1210191* 

50-296 

S 


8X1310162 

50-445 

F 


5X1210250 

80-390 

F 

Taxat/ Unlv, of 

6X1180182 

50-192 

P 


8X1210250 

50-390 

F 

Thatcher, T L 

6X1140337 

50-522 

0 


8X1250109 

50-259 

P 


8X1140337 

50-522 

G 


8X1250157* 

50-327 

0 


6X1140345* 

30-522 

0 


8X1250215* 

50-438 

0 


6X1 140345* 

50-522 

0 


6X1250224* 

50-259 

0 

Thie, J.A 

6X1100254 

PR 



CORPORATE SOURCE INDEX 
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AUTHOR 

AFFILIATION 


rAqnai << Hair 

TAt«« Klta Iiland Alart 

Tolado Edlaan Co 


Tratianuc laar ■ Inc 


Tranop-ortatlonj Oapt of 
U 6 Caurl; of Appeal* 10th Circuit 
U B Court of Appoals fth Circuit 

US Ecoia-gi^i Inc IForitiarly Nuclear 
Cng invar ina ] 


Undarwritar* Uaboratory 
Unirarmtid Sorvlca* Unlv of the Health 
Sc 1 artca* 

Untun Carblda Corp 


Union Elactrlc Co 


ACCeSSlON 

NUMDER 

8301140331 
8301 100338 
8212500104 
B212SSD10?e 
8301030078 

a3010i>0079 
8301060139 
8301 060 142e 
8301060144* 
830106014B* 

8301060196 

8301060300 

8301070076 

8301070081* 

8301070103 

8301070190* 

8301070266 

8301070271* 

8301070292 

8301070319* 

8301070621* 
0301070623* 
0301 1 10957* 
0301120094 
0301170244 

0301 170248* 
8301100126 
8301 1 90022* 
830119D02S* 
0301200066 

0301200070* 

8301200073* 

0301210031* 

0301210056 

8301210061* 

0301210241 

8301240076 

8301240081# 

0301240104 

0301240109* 

8301240121 

0301240129* 

0301290334 

0301270196 

0301270200* 

8301270200 

8301270213* 

8301200294 

8301200299* 

8301310000* 

0301310009* 

8301310011* 

0301310017* 

0301310020* 

0301310401* 

0301310406* 

8301100317 

8301100319* 

8301100404 

8301100409 

8301100414# 

0301100419 

8301100423# 

8301260093 

8301260056# 

8301260060 

0301260062# 

0301060343 

8301240056 

8301200042# 

0301100305 

0301190023 

8301200139 

0301260209# 

8301200017# 


8301100356 
030)1 40151# 
0301260270 
8301270490 
8301200430 

8301200476 
0301060276# 
0301 J J 0152# 


SUBJECT 

CATEOORV 


PRH 

90-289 P 
50-346 S 
SO-346 B 
50-346 P 

SO-346 P 
50-346 P 
90-346 P 
50-346 P 
50-346 P 

50-346 P 
SO-346 P 
50-346 S 
50-346 6 

50-346 8 

50-346 S 
SO-346 8 

50-345 S 
50-346 8 

50-346 6 

50-346 F 
50-346 F 
50-346 0 

50-346 P 
50-346 0 

50-346 0 

50-346 P 
50-346 F 
50-346 F 
SO-346 P 

50-346 P 
50-346 P 
SO-346 0 

SO-346 S 
50-346 8 

90-346 P 
90-346 8 

90-346 8 

50-346 8 

50-346 8 

50-346 0 

50-346 8 

50-346 P 
50-346 R 
50-346 R 

50-346 R 
50-346 R 
30-346 3 

50-346 S 
50-346 F 

50-346 F 
50-346 F 
50-346 F 
50-346 F 
SO-346 F 

SO-346 F 

XPQRTLIC 

XPQRTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 

XPORTLIC 
XPORTLIC 
50-443 P 
State Prog 
FOIA 

27-39 

71-6679 
27-39 
CONTRACT 
50-320 P 


RES 

40-299 

40-299 

40-299 

RES 

40-299 
50-403 fl 
30-483 Q 


AUTHOR 

AFFILIATION 


accession subject 

NUMBER CATEGORY 


Union of CancerneiJ Scientists 


0301110263 

0301110402# 

8301290305 

0301250472 

6301030137 


50-403 A 
50-403 Q 
50-483 0 
90-403 0 
90-247 0 


6301030167 

8301030167 

S30103017S 
8301100099 
B30U 30060 


50-247 T 
50-247 T 
50-247 0 
50-289 0 
50-289 G 


United Engineers ti CQn»tructor»< Inc 
(*gbi qT Raytheon Co ) 

United Nuclear Corp 


Uraniuei Resources, Inc 
Vslan Valve Co 


8301140004 

8301140004 

8301200140 

3301200359 

8301050093* 


6301100006 

8301100254 

8301110279 

8301180390* 

6301280266* 


50-247 C 
50-247 0 
50-275 A 
50-289 a 
30-443 A 


S0-U5 » 

PR 

70-371 

40-8786 

0A999 


Vermo-nt Yankee Nuclear Power Corp 


6301030060 
8301100179# 
6301100300# 
83011 10315 
83011 10323* 


50-271 P 
30-271 Q 
30-271 Q 
SO-271 S 
50-271 6 


6301110636# 
03011 10638* 
8301140235 
8301140238* 
8301140268* 


50-271 r 
50-271 F 
50-271 P 
50-271 P 
30-271 0 


8301170123 

0301170133# 

8301180369 

8301180373 

8301190235 


50-271 R 
50-271 R 
50-271 Q 
50-271 J 
50-271 S 


8301190240* 

8301190265 

8301190276* 

8301270370 

03QI27O376* 


50-271 S 
50-271 5 
50-271 S 
50-271 0 
50-271 G 


Vlctery Heniorial Hasp ■ Mautegan, IL 
Viken Industries, Inc 
Virginia Electric 6 Peuer Co 


B301 10025 4 
8301070393 
0301030095 
8301030095 
8301030178 


PR 

WASTE nOT 
50-336 P 
50-336 P 
50-339 P 


0301030132* 

8301030237 

0301030237 

B30104031B 

8301040398 


50-339 P 
50-338 F 
90-338 F 
50-260 P 
90-280 P 


8301040396* 
83010 40396* 
6301040404* 
0301040410* 
8301040657# 

6301090083* 
6301050086# 
6301070203 
8301070208# 
630 1070308 


50-338 a 
50-338 0 
50-336 a 
50-339 0 
50-339 0 

50-260 F 
50-280 F 
50-201 S 
50-201 S 
50-280 F 


6301100116 
6301 100311 
8301100314* 
83011 10001 
63011 10001 


PRM 

50-339 S 
50-338 8 
50-260 Y 
50-280 Y 


8301110070 
03011 10 1 20 
6301110132# 
8301110194 
B3011 10200* 

8301110604 
93011 10604 
8301110 623 
6301 1 30036 
9301130036 

9301130070 
0301130070 
9301130000# 
6301130000# 
6301 1 30098 

0301130098 

8301130196 

6301130196 

9301170117 


71-9010 
50-339 S 
50-330 S 
50-330 S 
50-330 a 

50-280 f 
50-200 F 
50-291 0 

50-290 a 
50-200 a 

50-290 P 
50-200 P 
50-290 P 
50-280 P 
50-330 P 

S0-33B P 
50-330 F 
50-338 F 
50-339 B 


520 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Virginldi Conmanuedl Ih Ofi 
Vireiniai Uni</ af 


Uolpe* Boskeg & Lyons 

WOVN^TV Uachlnykotx DC 

Watfleighf Starrt P*ters< Dunn (i Kohls 

Naldingoi' Corp 

Mashingion Acciss 

Inlaah I ngton Public Pouitr Supply Systom 


ACCESSION 

NUMBER 


e301t7012A« 
6301170162 
8301170170* 
8301 1 70483 
8301170483 

8301170489* 

8301170489* 

8301170495 

8301170498 

8301170503* 

8301170904* 
8301170511* 
8301170522 
8301 1 70926* 
8301170531* 

8301180391 

8301180391 

8301200246 

8301200258* 

8301200271 

8301200282 

8301200204* 

8301200293* 

8301200323 

8301200330* 

8301250103 

8301250103 

8301250182 

8301250182 

8301260403 

8301260409* 

8301260425 

8301260433* 

8301260464 

8301260472* 

8301260499 

8301260501* 

B301260S03* 

830I260S09* 

8301270182 

8301870182 

8301270180* 

8301270404 

8301270404 

8301270408* 

8301270413* 

8301270413* 

8301100119 

8301250166* 

8301260092 

8301 1 10641 

8301120158* 

0301200058* 

8301260302 

0301030149 

82091 90068 

0301030139* 

8301030139* 

8301030262 

8301040329 

8301040331 

0301040403 

8301040614* 

8301040792 

8301040762 

8301050312 

8301050498* 

8301070313* 

8301070313* 

8301070325* 

8301100286 

8301110163 

8301110169 

8301110470 

8301140314 

8301140334 

8301140438 

8301180037 

8301180346 

8301200391 

0301210071 

8301210074* 

8301210037 

6301210244 

8301240089 


SUBJECT 

CATEGOSV 


50-339 3 
50-339 3 
50-339 S 
50-200 P 
50-280 P 

50-280 P 
50-280 P 
50-281 8 
50-338 8 
50-338 3 

50-281 3 
50-281 9 
50-280 S 
50-280 S 
50-280 S 

50-280 P 
90-280 P 
50-339 8 
30-339 9 
30-338 8 

50-339 S 
50-338 8 
50-339 a 
50-338 S 
50-338 a 

50-200 P 
50-260 P 
50-330 Q 
50-338 0 
50-201 B 

50-281 8 
50-339 9 
50-339 8 
50-339 S 
50-339 9 

50-280 a 
50-280 S 
50-280 S 
50-230 B 
50-338 R 

90-330 R 
90-338 R 
50-280 fl 
50-280 R 
50-280 n 

50-280 n 

50-280 R 
PRH 

50-62 0 
50-62 B 

50-332 A 
50-332 H 
FOIA 

50-443 0 
50-528 8 

FOIA 

50-508 0 
50-508 Q 
50-460 8 
50-397 0 

50-397 8 
50-508 A 
50-460 0 
50-397 E 
50-397 F 

50-397 A 
50-397 A 
50-508 0 
50-500 0 
S0-S08 a 

50-308 8 
30-397 £ 
50-508 K 
50-508 A 
50-397 9 

90-50B a 
50-460 S 
30-397 K 
50-508 S 
90-460 0 

90-508 a 

50-508 a 
50-508 C 
50-508 F 
30-460 A 


AUTHOR 

AFFILIATION 


accession subject 

NUMBER CATEOORr 




8301230203 

50-397 

a 



8301250273 

50-397 

a 



8301250303 

50-460 

A 



8301350325 

50-397 

A 



8301250466 

50-460 

0 



8301250525 

50-508 

A 



8301250332* 

50-509 

A 



8301250583 

30-397 

F 



8301250641 

30-460 

0 



8301250664 

30-397 

A 



8301270469 

50-508 

8 



8301280066 

30-397 

F 



8301280233 

50-397 

K 



8301280337* 

50-397 

K 



8301280301 

50-460 

A 



8301310114 

30-397 

A 

Uashlngtarif Shat* of 


8301130346 

50-582 

0 



0301310030 

WASTE MOT 

Uashington> Unlv of 


B3O1O4O150* 

CONTRACT 




0301120430* 

CONTRACI 


Uasts Hanaginant Oroup> Inc 


0301070459 

WASTE MST 



8301070479 

WASTE MOT 



8301100391 

WASTE MOT 



8301180490 

WASTE MOT 

Htst Branch Consarvation Association 

8301040716 

50-247 

T 



8301170301 

30-247 

T 



B3012I0219 

50-247 

0 



8301380241 

90-247 

0 

Hast Chicago. IL 


8301100231 

PR 


West Valley Agricultural Protection 

8301190209 

30-528 

0 

council. Inc 





Westchester Cauntg.NY 


8301040307 

50-247 

T 



8301040387 

50-247 

T 



8301040576 

50-247 

T 



8301040576 

50-347 

T 



8301040610 

30-247 

T 



8301040610 

50-247 

T 



8301040624 

50-247 

T 



8301040624 

50-247 

T 



8301040671 

30-247 

T 



8301040707 

50-247 

T 



8301040707 

50-247 

T 



8301040717 

50-247 

T 



8301040717 

SO-247 

T 

Ptoplftt Action Coal itlon* Inc 

8301210279 

50-247 

0 



8301280321 

50-247 

a 

Uastern Illinois Pouer Cooperative. Inc 

8301310215 

SO-461 

0 

Uestorn Nuclear. Inc (subs 

of Phelps 

8301060007 

40-1162 


Dodge Corp 1 





8301060011* 

40-1162 


Western Piping 6 Engineering 

Co . Inc 

8301230493* 

QA999 




8301250456* 

aA'999 


Weetinghouse Electric Corp 


8213070347* 

50-482 

E 



82130703S5* 

50-482 

E 



8301030156 

TOPREP 




0301030160* 

TOPREP 




8301030189 

TOPREP 




9301030195* 

TDPREP 




8301040173 

TOPREP 




8301040181* 

TOPREP 




8301040384* 

50-261 

P 



8301060455 

TOPREP 




8301100060 

XPORTLIC 




8301100140 

PR 




8301100149 

PR 




8301110954* 

50-482 

A 



83011 1 0954* 

50-482 

A 



83011 10658 

70-1511 




0301120362* 

50-537 

0 



8301130100* 

30-338 

P 



8301140015 

70-1151 




8301140049* 

30-334 

P 



8301180051* 

50-413 

A 



830(180467 

XPORTLIC 




8301180471 

XPORTLIC 




8301190085 

TOPREP 




8301190087 

TOPREP 




8301190091* 

TOPREP 




8301190123 

TOPREP 




8301190129* 

TOPREP 




0301190144 

TOPREP 




8301190149* 

TOPREP 




8301240099 

50-22 

1 



8301240094* 

50-22 

1 



8301250290* 

50-413 

A 
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03O1SSOA76 

XPORTLIC 



8301100373* 

50-305 

0 

83012S0<ii7a 

XPORTLIC 



8301190176* 

50-305 

F 

0301250681 

XPORTLIC 



0301190178* 

50-305 

F 

0301260049 

XPORTLIC 



8301210033 

50-305 

P 

0301260093 

XPORTLIC 



8301210276 

50-305 

6 

8301260540 

XPORTLIC 



0301210276* 

50-305 

5 

830 12 0002 ?• 

XPORTLIC 



8301270277 

50-305 

R 

83012B0032* 

XPORTLIC 



83ai2702a8» 

50-305 

R 

83012000360 

XPORTLIC 


Uiscanaln't Cnvlr nnaental Decade 

8301120221 

50-266 

a 

03012800490 

XPORTLIC 


Uisconslnf State af 

8301100129 

PR 


03012800510 

XPORTLIC 


Hl*«> Janne^i Elstncr S. Assoc latesn Inc 

8301250623* 

50-344 

p 

03012000530 

XPORTLIC 


Nolvcrlne Metals Co/Uolverino-SItUn 

8301270020* 

40-7327 


03012802320 

50-537 

A 

Allogtf Inc 




0301310127 

50-247 

P 

8301270024* 

40-7327 


Moston Oeopriv%lc4 1 Corp 8301110033O 

FOIA 



0301270027* 

40-7327 






0301270046* 

40-7327 


Migaer. TL MO 8301100275 

PR 






Hilllamt-Rob Inett 0 t< Asioclatiesi Inc 8301260134 

40-299 



8301270052* 

40-7327 


830 127051 so 

CONTRACT 



8301270070* 

40-7397 


Milton. R 0301120243 

50-400 

0 


3301270093* 

40-7327 


Hilt. 0. D B301040421 

50-440 

0 


8301270099* 

40-7327 






a30127013a» 

40-7327 


8301040421 

30-440 

Q 





03010404290 

50-440 

0 


8301270230* 

40-7327 


B301O4O429O 

30-440 

0 


0301270243* 

40-7327 


0301070302 

30-440 

Q 


0301270298* 

40-7327 


0301260467 

50-440 

Q 

Norcester Polytechnic Inst 

0301050193 

50-134 

R 




Nyle Laboratories 

8301170340* 

MISC 


Wl'scaniin Elsctrlc Pousr Co 0301040395 

50-266 

P 




0301070237 

50-266 

B 


8301 1 70347* 

HI8C 


030 10 702470 

50-266 

a 

Nyoning Mineral Cor; 

8301140122 

40-8502 


0301070309 

50-266 

Q 

6301310376 

40-8502 


93010703120 

50-266 

0 

Wyoming. State of 

0301140111 

40-299 





8301140422 

40-299 


8301070316 

50-866 

T 





0301070316 

50-266 

T 


8301140425 

40-8743 


0301070349 

50-266 

P 


8301140454 

40-0714 


0301110171 

50-266 

B 


8301260193 

40-B78B 


0301 1 101 aoo 

50-266 

B 


B30I3 10377 

40-4492 






8301310378 

40-299 


0301110250 

50-266 

P 





8301110258 

50-266 

P 


8301310384 

40-9064 


03011102650 

50-S66 

P 

Vakioia Indian Nation 

83O120O3OQ 

50-522 

0 

0301110615 

50-266 

J 


0301310229 

50-322 

0 

8301110615 

50-266 

J 

yantee Atomic Electric Co 

8212280316 

50-29 

P 





B2 12 3803 17* 

50-29 

P 

0301120247 

50-866 

0 





0301 120247 

50-266 

0 


0301030108 

50-29 

P 

0301120318 

50-266 

0 


6301050001 

50-443 

A 

0301120310 

50-266 

0 


630 10 50046 

50-443 

A 

0301140029 

PR 



8301060251* 

50-443 

0 





8301060330* 

50-443 

ft 

0301170127 

50-266 

R 





8301170127 

50-266 

R 


B301070323 

50-29 

P 

0301170129* 

50-266 

R 


8301070326* 

50-29 

P 

8301170242 

30-266 

0 


8301070356* 

50-29 

F 

8301170242 

50-266 

0 


8301070592* 

30-309 

F 





8301070594* 

50-309 

F 

S3O11702S1* 

50-266 

0 





0301170251* 

50-266 

<9 


8301070610* 

30-29 

F 

8301190212 

50-266 

0 


B301070613* 

50-29 

F 

0301210019 

50-301 

0 


0301100077 

50-443 

A 

8301210042 

50-266 

8 


8301100077 

30-443 

A 





83011 10146 

50-29 

F 

8301210050* 

50-866 

8 





0301210104 

50-266 

S 


8301110185 

30-29 

P 

830121010B* 

30-266 

8 


8301110636* 

50-271 

F 

0301210192 

50-866 

8 


8301120033 

50-29 

P 

8301210195* 

50-266 

8 


8301120036* 

50-29 

P 





8301120106 

50-443 

A 

8301210214 

50-266 

a 





8301210220* 

30-266 

a 


8301120106 

50-443 

A 

8301210234 

50-266 

a 


B301I201BS 

50-443 

A 

8301210258* 

50-266 

a 


8301130016 

50-443 

A 

8301240111 

50-301 

8 


8301130018 

50-443 

A 





8301140036 

PR 


8301240116* 

50-301 

S 





0301270148 

50-266 

R 


6301140120 

50-29 

B 

0301270148 

50-266 

fi 


6301140142 

SO-29 

P 

0301270184 

50-266 

P 


0301 1 70294 

50-29 

8 

0301270184 

SO-266 

P 


8301 1 70302* 

50-29 

8 





6301 1 70369* 

50-443 

0 

8301270395 

50-266 

0 





8301270395 

50-266 

0 


8301170369* 

50-443 

Q 

klt«cnn*li> Public 8«rvlc* Corp 8301040357 

30-305 

p 


8301170394 

80-29 

P 

0301070264 

30-303 

p 


8301170515 

50-29 

6 

8301100280 

50-303 

p 


8301170520* 

50-29 

fl 





6301180142 

50-29 

P 

0301100291* 

30-303 

p 





0301110464 

30-303 

0 


6301160142 

SO-29 

P 

0301 1 10586 

SO-303 

J 


8301180142 

50-29 

P 

03011 70232 

50-303 

p 


6301160142 

30-29 

P 

8301170412 

30-305 

p 


6301160162 

50-29 

ft 





8301 1 90363 

50-29 

P 

0301170415* 

50-303 

p 





8301 170420 

50-305 

p 


B301 190363 

50-29 

P 

8301170421* 

50-303 

p 


6301190363 

50-29 

P 

8301 1 8007B 

SO-305 

p 


83011 90363 

SO-29 

P 

8301 IBOllS 

30-305 

p 


6301210246 

50-443 

F 
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830I2S0229 

90-443 

A 




8301310125 

30-443 A 


8:X)1S30229 

50-443 

A 




8301310133 

50-443 A 


8^1390251 

50-443 

P 




8301310133 

30-443 A 


e;9013S0S3l 

90-443 

F 




8301310137 

90-443 A 


0^1290428 

90-443 

A 




8301310140 

90-443 F 


S:^12SD&06 

50-443 

E 




0301130181# 

QA999 


B501S50606 

50-443 

E 

zatk VO 



8301130189# 

0A999 


8301270109 

80-29 

R 




8301130188* 

QA999 


0301270194# 

50-89 

R 




0301130193# 

0A999 


8301270412 

90-443 

A 




8301 130194# 

0A999 


8301270412 

50-443 

A 




0301130195# 

QA999 


8301270429 

SO-443 

A 







8301270425 

30-443 

A 







8301280298 

30-29 

P 







8301310125 

80-443 

A 








REPORT NUMBER INDEX 


The subject category column in this Index gives the docket 
rtumber and the symbol for the category of Information 
within that docket; for example, 60-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
In this column by symbol; for example, ACRS, These cate- 
gories are defined in Appendix B and listed in the Contents. 


REPORT 

NUMQER 

ACCESSION 

NUHBER 

SUBJECT 

CATEOORY 

OTHER REPORT 
NUMBER 

OS-OS40-11S4 VOl ROO 

8301060176* 

50-299 

P 


13907-3-003-109 R04 

8301380184* 

90-330 

R 


I5&-OI0-HF-01 

8301130301* 

50-379 

P 


m ROO 

8301300148* 

50-373 

P 


333? R02 

8301370308* 

50-440 

A 


30 ROO 

8301180366* 

50-279 

P 


aa-33 

8301040606* 

90-373 

P 


3313300034 

8313300034 

RES 


13949 

B31SS 000^7 

8313300067 

RES 


13551 

03003 VOl 

830IU0539* 

90-299 

P 


9301050207 

8301050207 

RES 



8301OS0S24 

B3010S0534 

RES 



9301070031 

8301070031 

RES 



9301070049 

8301070048 

RES 


EGO-CDD-5708 

9301 100349 

830110034? 

RES 



0301100351 

8301100351 

RES 



83011 0035& 

8301100356 

RES 



83011 10109 

8301110109 

RES 


QNL-NUREO -32072 

83011 10126 

8301110136 

RES 


nNL-NUfleO-32194 

83011 10160 

0301110160 

50-26 1 

P 

DNI--NUREO-31743 

8301 1204 10 

8301130410 

RES 


E00-M-303a2 

8301120419 

8301130419 

RES 


EOO-S EM 1-6079 

8301120903 

8301130503 

RES 


EG0-M-219a3 

8301120938 

8301130538 

RES 


E00-L0FT-6HS 

8301 120S47 

8301130547 

RES 


EGO-LOFT- 5863 

8301 120593 

8301130552 

RES 


EGO-LOFT- 6063 

8301 12097? 

830112097? 

RES 


EOG-NTAP-61 12 

8301 120981 

03O113OSB1 

RES 


E00-L0Fr-9?9B 

8301120583 

8301130583 

RES 


EOG-SEMr-6106 

930112059? 

8301120599 

RES 


eGO-NSMD-6108 

9301120600 

8301120600 

RES 


EGO-EA-6120 

8301120603 

8301120602 

RES 


EGG-HRR-61 13 

8301 140561 

8301140561 

RES 


ORNL/ED/E 18-180 

8301 1 '90463 

8301190463 

RES 


EOO-E£-59a5 

8301210149 

8301310148 

RES 



83012 40341 

8301340241 

50-261 

P 

BNL-NURE0-3l5a0 

8301260S63 

8301360362 

RES 


SANDS 1-02 4 ar6 

8301260269 

8301260365 

RES 


SANDS 1-0306 

8301260268 

8301360368 

RES 


SANDS 1-0336 

8301260373 

8301260373 

RES 


SANDS 0-2768 

8301260379 

8301260375 

RES 


SANDS 1-024871 

8301260919 

8301260919 

RES 



8301200003 

8301280003 

RES 


SANDS 1-024873 

8301200011 

8301280011 

RES 


SANDS 1-024874 

8301200018 

8301380018 

RES 


SANDS 1-024872 

8301 200047 

8301380047 

RES 


SANDS 1-024 875 

B3012B0430 

8301380430 

RES 



8301200436 

8301280436 

RES 


HR-NSMI>-e2-07B 

9301310033 

8301310022 

RES 



86-1 103989-00 

8304290445* 

POIA 



BUNP— 20004 R04 

8313300369* 

50-308 

P 

15-1131209-04 

BC-1 fl02 

8301170537* 

50-2? 

P 


DC-HO-Ol-CP ROO 

8301040364* 

50-461 

F 


DOE/NMTS-30 

8301310033* 

HASTE HOT 


ER-ai-»7 fi02 

8301170354* 

HISC 




An asterisk following the accession number In this index 
indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
Index entitled "Cross Reference of Enclosures to Principal 
Documents." 
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EV-YR-B0023-10 R02 

9301 170536* 

50-29 

P 


Ey-yR-eoo33-7 ros 

8301 170541* 

50-29 

P 


ev-yR-B0O23-e ro2 

8301 170542* 

50-39 

P 


ev-yR-aoo3a-9 roi 

8301 170533* 

50-29 

P 


OIB8AR-17-A A06 

8301040354* 

TOP REP 



IOW-40-199-t ROO 

8301040094* 

50-331 

P 


lOH-40-199-2 ROO 

a30104009Q< 

50-331 

P 


IOH-40-199-3 ROO 

B301040101* 

50-331 

P 


IOM-40- 199-4 ROO 

8301040106* 

50-33! 

P 


IOM-40-199-5 ROO 

63010401 10* 

50-331 

P 


10H-40-199-A ROO 

63010401 16* 

50-331 

P 


JB2-52e5F 

B301 18040S* 

50-155 

P 


KC-6 

8301280063* 

FOIA 



LA-TCA-TM-e2-2 DR FT 

8301070526 

NUREG 



LA -UR -8 2 -3234 

8301060447 

NUREG 



LA-UR-83-323S 

8301060444 

NUREO 



LA-UR-a2-3236 

8301060440 

50-295 

P 

LA-TN-B3TS-81-2 

LA-UR-SB-aaae 

8301 060 1S9 

50-289 

P 


LA-UR-82-3239 

8301060164 

NUREG 



NED 0-3 1092-02-1 A ERR 

8301 190262* 

50-331 

P 


NE 00-24082 ERR 09 

8301040271* 

50-276 

P 


NED 0-24281 

8301310130* 

50-333 

P 

SONEDRaS 

NSP-81-103 ROO 

8301060039* 

50-263 

P 


NUREG-OOll S06 

8301190438 

50-327 

E 


NUREO-0020 V06 NOS 

8301100004 

NUREG 



NUREO-0090 V05 N02 

83011000S6 

NUREG 



NUREO-0139 501V1-2ER 

8301 100009 

60-537 

D 


NUREG-0309 603 

8301190470 

S0-S22 

E 


NUflEG-04aS V04 Nil 

8301100021 

NUREG 



NUREO-0940 V04 NOS 

8301 100002 

NUREG 



NUBEO-0717 EOS 

8212270211 

50-395 

E 


NURE0-t)750 V13 

6301 1 70026 

NUREG 



NUBEO-075O V14 BOl 

B301 1 70023 

NVREO 



NLIREG-0730 V14 B02 

83012 50699 

NUREO 



NUREG-0776 S04 

62 12 060462 

50-387 

E 


NUREO-0821 

6301 100023 

50-244 

P 


NLflEO-0837 V03 N02 

8301120108 

NJREG 



NUREa-0889 102 

6301 190179 

NUREO 



NI/RE0-0S93 603 

6301100010 

50-397 

E 


NLlflE0-0S?5 

8301 100042 

50-443 

D 


NUREO-0912 

6301100008 

50-134 

E 


NUflEa-0921 

8301190461 

50-413 

D 


NI;RE0-0937 

8301 190471 

NUREO 



Ni;flE07CP-0028 V03 

8301 100001 

NUREG 


C0NF-a20674 

NURE07CP-0036 

8301130094 

NUREO 


SANDB2-2264C 

NURE07CP-0039 

8301190441 

NUREO 



NUREG/Cfi-lOaO V04 

6301 100038 

NUREO 


PNL-31I7 

NunE0/cfi-i09e 

8301190455 

NUREO 


UCRL-3272a 

NUREO/Cfl-1672 V04 

8301100049 

NUREO 


SAI-3a4~S3-PA 

NUREG/CR-lSa? 

8301120115 

50-295 

P 

SANDBt-0Sa4 

NUREQ/CR-aOOO VOlRil 

8301100053 

NUREO 


anNL/N9TC-800 

NURE07CR-S339 

6301 130023 

NUREO 


SANOai-1549 

NUREG7CR-3269 

8301190436 

NUREO 



NUREO/CR-2345 VOS 

8301 1 90421 

NUREO 


HEDL-TME 81-34 

NURE07CR-3394 

6301 170023 

NUREO 


SAN08 1-2377 


623 


B24 
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NUREG/CR-2'J25 


03OU2O1O9 

HUREO 


PNL-4m 

NUREG/C«-2*}a9 


3301100031 

50-390 

A 


NURE0/Cft--2S34 


3301 120093 

NUREG 


OBNL/TM-8193 

NUflE0/CR-270a 


3301190446 

NUREG 


PNL-4a6B 

NUnEG/Cfl-2727 V03 


3212270430 

50-219 

P 


NUftEO/CR-27a7 V04 


5301100010 

50-219 

P 


NUfiEC/C«“27A7 


9301120101 

NUREO 


SAN1)B2-1293 

NUBEG/CR-277^ 


0301100017 

RUREO 


UCRL-53039 

HUflEC/CR-2S25 


8301120103 

NUREO 


□BNL7TM-0140 

flURES/CR-aaSA VOl 

Pi 

0301 190372 

50-437 

A 

LMSC D0 12950 

NUREO/Ca-2S3A VOl 

P2 

0301190224 

50-397 

P 

LH5C DBJ29S0 

NURFC/CR-aaSA V02 


6301190220 

NUREO 


LMSC 0012950 

Nuneo 70(7-2336 V03 


8301190183 

NUREO 


LMSC D01295O 

NUREe/CR-2S36 V04 


3301190216 

NUREO 


LMSC 001 2950 

NUREe/Crt-2B33 


0301120104 

NWIEO 


DRNL/TH-B304 

NUHEC7CR-aB50 VOl 


0301 190466 

NUREO 


PNL-422t 

HUREO /CR-2a57 


0301120196 

NUREO 


BNL-NURE0-51S71 

MUREC/CR-£a5B 


0301100003 

NUREO 



NUflEC/CB-ze72 


0301190104 

NUREO 


PNL-4377 

MUREG/CR-2903 


6212060457 

50-443 

F 

PNU-4a90 

NUHEO/OB-2711 


0301120007 

NUREO 


QRNL/TM-048S 

NURE(3/0R-2934 


8301190377 

50-247 

P 

SANO02-2929 

NUREO/CR-2946 


B301100DOS 

NUREO 



NUHEG/CR-2771 


B30I1200BQ 

NUREO 



NUREQ/cft-a^ea 


8301100006 

50-115 

N 


HUfiEG/CR-299? 


0301190436 

NUREO 


HEDL-M18C-7246 

NUR EG /CR -3001 


0301100026 

NUREO 


PNL-434a 

NUREG/CR-3021 


8301100011 

NUREO 



Ni;flEC/CR-3022 


0301100033 

NUREO 


EOO-2232 

NUREG/CR-3029 


0301100039 

NUREO 



NURE0/CR-303S 


0301 100014 

NUREO 



NUBEG/CR-303B 


3301190413 

NUREO 



NUnEO/CR-3066 


8301100029 

NUREO 



NUS-4242 ROl 


B3012504994 

50-329 

A 


(JUS- 4247 


8301180400* 

50-155 

P 


SAr-1 86-02 B- 06 


3209150246* 

30-317 

0 


SAI-1 86-029-29 


3207020299* 

50-302 

P 


SAI- 136-029-30 


B301 130198* 

50-293 

P 


9AI-186-029-35 


8208310363* 

50-206 

P 


SECY-Ba-OOIB 


3301120513 

SECY 




REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

OTHER REPORT 
NUMBER 

BECV-02-111A 

8301140021* 

FOIA 



8ECY-Ba-a96 

9207230202* 

FQIA 



SECV-82-323 

8309030095* 

FOIA 



SECy-83-012 

0301210303 

SECY 



SECY-R-al 1 

030 11 40509* 

FOIA 



8ECy-R-74-050 

830 11 40599* 

FOIA 



TDR-TMl-194 R03 

0301060393* 

50-909 

0 

lEB-79-14 

TOB-TMI-211 ROl 

8301060307* 

50-289 

Q 

IEB-79-02 

TEH-C 5257-1 07 

B205040704* 

50-346 

P 

TAG 10210 

TER-C 3257-302 

8205120154* 

50-346 

P 

TAC 42964 

TER-C 5257-322 

0206030123* 

50-244 

P 

TAC 41500 

TEfi-C 5257-450 

S2070I0I73* 

50-947 

P 

IEB-79-Olfl 

TER-C 5257-461 

9301030162* 

50-237 

P 

TAC 42519 

TER-C5257-462 

8207020396* 

50-206 

P 

1EB-79-01B 

TER-C 3257-463 

8207270492* 

50-272 

P 

TAC 42467 

TER-C 5257-469 

8208110137* 

50-259 

P 

TAC 42461 

TER-C52S7-470 

0200110157* 

50-259 

P 

1EB-79-01B 

TER-C 5257-471 

8208110129* 

50-239 

P 

IEB-79-01B 

TER-C 5257-473 

3203200043* 

50-324 

P 

TAC 42483 

TEfi-C 5257-4 76 

8301030168* 

50-237 

P 

TAC 42487 

TER-C 5257-477 

8207290294* 

50-254 

P 

I ED-79-0 ID 

TER-C 5257-40 1 

3210120210 

50-302 

P 

TAC 42512 

TER-C 5257-402 

8212290304* 

50-200 

P 

TAC 42468 

TER-C 5257-403 

0219290349* 

SO-2BO 

P 

TAC 42469 

TER-C 5257-497 

0211020504* 

50-315 

P 

TAC 42460 

TEn-C3257-49a 

0211020492* 

50-315 

P 

TAC 42461 

TER-CS2S7'499 

0203310203* 

50-331 

P 

JEfl-79-OIB 

TEfi-C 5257-500 

0212010022* 

50-298 

P 

TAC 42406 

TER-C5257-S0I 

0209000322* 

50-263 

P 

NfiC-oa-79~ll0 

TEfi-C5237-504 

6211150640* 

50-205 

P 

TAC 42491 

TEfi-C5257-506 

8210040095* 

50-266 

P 

IEB-79-01B 

TER-C 5257-507 

0210040130* 

50-266 

P 

TAC 42498 

TEfi-CS257-SU 

8207130575* 

50-26 1 

P 

TAC 42466 

TEH-C3257-517 

0207270256* 

50-311 

P 

TAC 42533 

TEH-C5506-137 

821 1220133* 

50-26 1 

a 

TAC 46656 

TEfi/C5S06-63/65 

6203040257* 

30-234 

p 


TR-5310-1 

0301040239* 

50-293 

p 


URS/JAB 3249 ROl 

6301240077* 

50-235 

p 


WCAP- 10193 

8212070355* 

50-432 

E 

B0-B2-1 1-015 

XN-NF-IA HO 5 

6301030213* 

TOPREP 



XN-NF-IA R05 ERR 

0301030213* 

TOPREP 



Y1003J01A46 ROO 

6301190280* 

30-331 

P 


yi003JlA54 

8301040266* 

50-276 

P 


YAEC-lajl 

8212280317* 

50-29 

P 




CROSS REFERENCE OF 
ENCLOSURES TO PRINCIPAL 
DOCUMENTS 


Itams listed as enclosures are those indicated by an asterisk 
following the accession number in the indexes. The second 
column gives the accession number of the principal docu- 
ment under which the enclosure is listed. Knowing the 
accession number of the principal document, the date 
Issued, and the category enables locating the title listing of 
the enclosure. 


The subject category column in this index gives the docket 
number and the symbol for the category of information 
within that docket; for example, 50-320 P. The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also entered 
In this coiumn by symboi; for example, ACRS. These cate- 
gories are defined In Appendix B and listed in the Contents. 


ACCESSION NUHQER ACCESSION NUKDER 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUHENT 

ISSUED 

CATEGOftV' 

ENCLOSURE 

DOCUNEMT 

ISSUED 

CATEGORY 

790206018? 

8301 110010 

02/12/15 

40-672 


82081 10129 

8301 190133 

83/01 /II 

50-359 

P 

7902270198 

9301 120031 

02/12/16 

FOIA 


82081 L0137 

0301190133 

83/01/11 

50-359 

P 

7903010447 

9301 110010 

82/12/15 

40-672 


82081 10157 

8301 190133 

83/01 /II 

50-359 

P 

7906060276 

9301 140491 

82/11/04 

70- 1 43 


02081 2038 S 

8301 100233 

83/01/05 

50-306 

G 

7907090060 

8301 100050 

02/12/07 

FOIA 


8208200043 

830 1 050294 

82/12/20 

50-324 

P 

7907030064 

9301 100050 

82/12/07 

FOIA 


8208230078 

8301190145 

92/ 1 1 /22 

FOIA 


7907230430 

8301 120031 

82/12/16 

FOIA 


8208310203 

8301050307 

82/12/20 

50-331 

P 

790B300702 

9301 140523 

82/ 1 1 /24 

50-224 

P 

8208310363 

8301 070455 

82/12/28 

50-206 

P 

BOO 10 20309 

8301 llOOlO 

82/12/15 

40-672 


8209030095 

8301270482 

02/12/22 

FOIA 


0001230194 

8301 120031 

02/12/16 

FOIA 


0209080322 

8301 100271 

83/01 /04 

50-263 

P 

8004170154 

8301 110010 

02/12/15 

40-672 


8209 1 500 1 1 

8301 120026 

83/12/27 

cohmission 

0010160315 

8301 120031 

82/12/16 

FOIA 


8209 180246 

8301060180 

02/12/13 

SO-317 

0 

0104210431 

8301270015 

02/12/13 

40-8007 


8209220434 

8301 190145 

02/11/22 

FOlA 


8104280001 

8301 190145 

02/11/22 

FOIA 


8209290306 

8301 190145 

82/ 11/22 

FOIA 


8105080473 

8301050071 

02/11/16 

50-358 

0 

8210040092 

8301070348 

02/12/22 

50-266 

P 

8110080250 

8301 1 10048 

02/12/10 

50-206 

P 

8210040095 

8301070348 

02/ 12/22 

50-266 

P 

B1 1201 0076 

8301 110048 

82/12/10 

50-206 

P 

8210040136 

8301070348 

92/12/22 

SO-266 

P 

0112300345 

8301 1 10048 

82/12/10 

50-206 

P 

8210040138 

8301070348 

82/12/22 

50-266 

P 

0112300348 

8301 1 10048 

82/12/10 

50-206 

P 

8211010137 

8301 190145 

82/11/22 

50-361 

P 

8202030307 

8301 190145 

82/11/22 

FOIA 


8211010431 

0301260288 

83/01/15 

50-289 

H 

0202240183 

8301 190145 

02/11/22 

50-255 

P 

8211020366 

0212300304 

82/12/29 

REUIEU GRP 

0203030186 

8301200268 

83/01 /17 

50-217 

P 

82 1 1 020373 

0212300304 

82/12/28 

REVIEW GRP 

0203090091 

8301 190145 

02/ 1 1 /22 

50-317 

P 

82 1 1 020492 

0301070381 

02/ C2/30 

50-315 

P 

0203110360 

8301 140581 

82/ 1 1 /30 

FOIA 


8211020504 

0301070381 

82/ 12/30 

50-315 

P 

0203180382 

8301 190145 

82/12/22 

FOIA 


02 1 1 030 1 1 0 

8301 190145 

82/11/22 

50-3 

P 

0204010035 

8301 100418 

82/12/10 

50-443 

F 

0211040231 

0301 130224 

83/01/04 

50-282 

F 

0204290437 

8301 190145 

82/ 1 1 /22 

FOIA 


0211040527 

9301 190145 

82/11/22 

FOIA 


0204290445 

8301 190145 

82/11/22 

FOIA 


0211090341 

8301 100445 

82/12/28 

50-247 

a 

0205030632 

8301 190409 

83/01/04 

COMmSStON 

8211150640 

0301210317 

93/01/11 

50-285 

p 

0203040704 

8301190069 

83/01 /II 

50-346 

P 

8211160287 

0211 160285 

82/11/11 

50-299 

0 

0205050042 

8301 190145 

82/11/22 

FOIA 


0211100534 

B30L 140138 

82/12/29 

50-334 

■Q 

0205120154 

8301 180421 

83/01/10 

50-346 

P 

8211220133 

8301 1 1001 1 

83/01/05 

50-261 

0 

0205170149 

8301 190145 

82/11/22 

50-299 

P 

02 U 290766 

8211290756 

92/11/17 

50-2 49 

8 

0205200347 

8301 190145 

82/ 1 1 /22 

FOIA 


0211300322 

0211300320 

82/11/29 

50-277 

P 

0205270584 

8301 1 1024B 

02/12/20 

FOIA 


8212010022 

8301050270 

82/12/20 

50-298 

P 

0206030123 

8301 130043 

03/01/04 

50-244 

P 

0212010188 

8212010182 

82/11/10 

50-275 

P 

8206040192 

8301140528 

82/ 1 1 /24 

FOIA 


9212010450 

8212010447 

82/11/23 

CONTRACT 


8206180409 

8301190145 

82/ 1 1 /22 

50-209 

P 

8212010467 

8212010465 

82/11/22 

50-295 

P 

0206280039 

8301110048 

82/12/10 

50-1 55 

P 

8212010307 

8301210130 

83/01/11 

50-338 

P 

8207010173 

8301 100024 

83/01/03 

50-247 

P 

8212020059 

8212020054 

82/11/30 

50-352 

K 

0207020299 

83010S0035 

82/12/27 

30-302 

P 

8212020230 

8301070362 

89/12/30 

50-373 

H 

0207020396 

8212070310 

82/11/30 

50-206 

P 

82 1 2070322 

8212070310 

82/11/30 

50-206 

P 

8207130575 

8301070598 

83/01/05 

50-261 

P 

8212070347 

8212070330 

82/12/03 

50-482 

£ 

8207150178 

8301 270493 

82/12/22 

FOIA 


8212070355 

0212070338 

02/12/03 

50-482 

£ 

8207160291 

8301 190145 

82/11/22 

50-289 

P 

8212000481 

0301260165 

03/01/14 

50-266 

F 

8207230202 

8301270493 

82/12/22 

FOIA 


8212100210 

0212100209 

82/12/06 

70-1411 


8207270256 

8301260334 

03/01/19 

50-3 1 1 

P 

8212100356 

0301210130 

93/01/11 

50-338 

P 

8207270492 

8301260270 

83/01/21 

50-272 

P 

8212130064 

8301030267 

92/12/20 

50-247 

P 

8207290294 

8301250202 

83/01/10 

50-254 

P 

82 121 30221 

8212 130219 

82/ 1 1 /23 

SO-447 

A 

8208040257 

8301040191 

02/12/23 

50-254 

P 

8212160728 

8301 190187 

03/01/12 

50-358 

R 


525 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


i^CCESBION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOC UMENT 

ISSUED 

CATEOORY 

SEl 2 170033 

0301060216 

82/12/22 

50-322 

A 

S212SS0407 

0212220401 

B2/I2/J7 

50-395 

a 

S2ia220d>)0 

0301210343 

83/01/14 

50-327 

□ 

0212230017 

0212230006 

02/12/17 

50-315 

P 

0212270164 

0301210130 

03/01/1 1 

50-330 

P 

02 1 2270242 

0212270234 

03/12/16 

50-461 

F 

0212270250 

8212270255 

82/12/17 

50-430 

K 

0212270497 

8212270493 

02/12/10 

50-313 

P 

02 1 227051 1 

0212270507 

82/12/16 

50-305 

P 

0212270550 

83012J0344 

63/01/05 

50-280 

R 

0212280052 

8212260042 

02/12/14 

50-289 

P 

8212200109 

8212260104 

02/12/15 

50-346 

8 

0212280137 

0212200127 

92/12/22 

70-25 


0212200317 

0212260316 

02/12/23 

50-29 

P 

0212800393 

02122SO37? 

82/12/16 

50-334 

P 

0212280502 

6212280497 

02/12/14 

REVIEW ORP 

0212290292 

8301 120453 

03/01 /07 

50-424 

A 

0212290304 

0301310393 

03/01/26 

50-280 

P 

0212290349 

0301310393 

03/01/26 

90-200 

P 

8212290S04 

0212140103 

02/12/10 

90-29 

P 

821230026? 

0212300266 

82/12/23 

50-302 

P 

0212300305 

8212300304 

02/12/28 

REVIEW GRP 

0301 030002 

83O1O30OO1 

82/12/13 

50-445 

0 

0301030006 

8301030005 

82/12/23 

50-302 

K 

0301030007 

0301 030005 

82/12/23 

50-382 

K 

0301030017 

0301030015 

82/12/20 

50-387 

S 

0301030020 

0301030019 

82/12/22 

50-320 

S 

0301030023 

0301030021 

82/12/06 

50-362 

Q 

0301030029 

0301030027 

89/12/17 

50-460 

0 

8301030030 

0301030025 

02/12/14 

50-445 

0 

S30I030035 

8301030033 

02/12/17 

50-206 

0 

8301030030 

0301030036 

02/12/10 

50-361 

s 

8301030045 

0301030042 

02/12/22 

50-327 

8 

8301030049 

8301030046 

02/12/00 

WASTE MOT 

8301030051 

0301030046 

02/12/00 

HASTE MOT 

8301030053 

B301P30047 

02/12/23 

50-259 

8 

8301030061 

0301030054 

02/12/14 

50-509 

0 

0301030062 

8301030056 

02/11/29 

HASTE MOT 

8301030064 

0301030050 

02/12/13 

50-361 

s 

8301 030065 

6301030057 

02/12/22 

50-296 

s 

8301030070 

0301030053 

82/12/13 

50-361 

S 

8301030072 

0301030067 

02/12/13 

50-496 

B 

8301030075 

0301 030069 

02/12/07 

HASTE MOT 

8301030077 

0301030071 

02/12/17 

50-312 

a 

8301030000 

0301030073 

82/12/03 

50-312 

s 

8301030000 

0301 100304 

83/01/04 

50-334 

F 

8301030089 

6301030085 

82/12/15 

50-397 

0 

8301030097 

6301030001 

02/12/29 

50-324 

P 

8301030099 

6301 030092 

02/12/15 

50-275 

e 

8301030104 

9301030094 

82/12/07 

50-520 

0 

8301030105 

8301030100 

62/12/21 

50-366 

e 

8301030106 

0301030101 

02/12/09 

50-361 

Q 

8301030110 

0301030107 

02/12/13 

50-362 

Q 

8301030111 

8301030101 

02/12/09 

50-361 

Q 

8301030114 

6301030109 

02/12/23 

50-361 

P 

B30 10301 15 

8301030109 

02/12/23 

50-361 

P 

8301030110 

8301030109 

03/12/23 

50-361 

P 

8301030119 

8301030107 

03/13/13 

50-362 

0 

8301030120 

0301030116 

02/12/13 

50-445 

Q 

8301030124 

8301030116 

82/12/13 

50-445 

0 

8301030125 

B30 1030121 

02/12/07 

50-506 

0 

8301030126 

8301030122 

02/12/22 

50-296 

8 

8301030133 

030103012? 

82/12/20 

50-440 

0 

8301 030 133 

8301030130 

62/12/27 

5O-SO0 

Q 

8301030130 

8301030131 

82/12/22 

80-348 

F 

8301 030 139 

0301030130 

02/12/27 

50-508 

Q 

6301030144 

8301030131 

62/12/22 

50-346 

F 

8301030148 

8301030143 

92/12/09 

50-312 

8 

3301030153 

8301030150 

82/19/15 

50-361 

8 

0301030155 

8301030150 

82/12/15 

50-361 

S 

0301030160 

8301 0301 56 

02/12/29 

TOPREP 


8301030161 

8301030157 

62/12/00 

50-311 

S 

B301D30I62 

8301030154 

02/11/29 

50-237 

P 

83010301 68 

8301030154 

02/ i 1 /29 

50-237 

P 

0301030102 

8301030176 

02/12/29 

50-339 

P 

0301030103 

8301030179 

62/12/16 

50-361 

8 

8301030106 

8301030184 

02/12/09 

50-361 

8 

8301030193 

8301030188 

02/12/10 

50-361 

0 

0301030195 

8301030189 

92/12/23 

TOPREP 


8301030196 

8301030193 

02/12/27 

70-734 



ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 
DOC UMENT 

DATE 

I68UE0 

SUBJECT 

CATEGCRY 

0301030200 

0301030197 

02/12/16 

S0-36I 

S 

8301030204 

0301030203 

82/12/23 

50-296 

a 

0301 030207 

0301030206 

02/12/07 

50-312 

a 

030103020? 

0301030208 

82/12/09 

50-361 

a 

6301030210 

8301030208 

02/12/09 

50-361 

Q 

0301030212 

8301 03021 1 

82/12/20 

TOPREP 


0301030213 

0301030211 

82/12/20 

TOPREP 


0301030213 

030103021 1 

02/12/20 

TOPREP 


0301030217 

8301030216 

82/12/13 

50-275 

0 

0301030221 

0301030219 

82/12/20 

50-206 

a 

0301030231 

8301030226 

82/12/08 

QA999 


S301 030232 

830 1 030227 

02/12/17 

50-362 

6 

0301030234 

8301030228 

82/12/15 

50-34 4 

0 

8301030239 

8301030226 

02/12/08 

0A999 


8301030250 

0301030244 

82/12/20 

50-220 

P 

8301030252 

8301 030248 

82/12/22 

50-328 

8 

83010302S3 

8301030236 

02/12/16 

50-321 

a 

0301030254 

8301030251 

82/12/28 

50-358 

E 

8301030270 

8301030260 

82/ 1 2/22 

CONTRACT 


8301030277 

0301030274 

02/12/16 

S0-3OS 

P 

8301030280 

8301030271 

82/12/22 

50-260 

a 

8301030200 

0301030201 

82/12/08 

50-319 

p 

8301030289 

8301030204 

02/12/15 

50-373 

p 

8301030290 

8301030201 

82/12/00 

50-319 

p 

8301030291 

8301030203 

82/12/13 

90-499 

o 

8301030293 

8301030201 

02/12/08 

50-319 

p 

0301030294 

0301030285 

82/12/13 

50-490 

a 

0301030297 

8301030284 

82/12/15 

50-373 

p 

0301030299 

0301030204 

82/12/15 

50-373 

p 

0301030314 

8301030311 

82/12/20 

50-324 

P 

8301030315 

8301030311 

82/12/20 

50-324 

p 

0301030316 

0301030311 

82/12/20 

50-324 

p 

8301030318 

8301030309 

02/12/20 

50-373 

p 

0301030330 

0301030309 

82/12/20 

50-373 

p 

8301030331 

8301030329 

82/12/27 

50-450 

A 

8301030338 

0301030309 

82/12/20 

50-373 

P 

0301030357 

0301030354 

82/12/20 

CONTRACT 


8301030358 

8301030356 

02/12/23 

50-447 

£ 

8301030363 

0301030361 

02/12/15 

50-254 

P 

8301030365 

0301030360 

82/11/01 

50-315 

0 

8301030366 

8301030361 

02/12/15 

50-254 

P 

8301030369 

8301030361 

02/12/15 

50-294 

P 

6301040004 

0301040003 

92/12/23 

50-220 

F 

8301040018 

8301040013 

02/12/23 

CONTRACT 


8301040046 

8301 120075 

93/01/05 

50-520 

A 

0301040068 

0301040062 

92/12/17 

50-259 

0 

0301040070 

8301040065 

02/12/17 

50-263 

P 

8301040071 

0301040067 

02/ 1 1 /24 

WASTE MOT 

0301040072 

8301040065 

02/12/17 

50-263 

P 

0301040075 

0301040065 

02/12/17 

50-263 

P 

8301040082 

0301040077 

82/12/21 

CONTRACT 


8301040084 

0301 040079 

02/12/20 

50-416 

0 

8301040087 

8301040085 

02/12/23 

CONTRACT 


830 1040093 

9301040090 

82/12/27 

50-335 

a 

8301040094 

9301040091 

02/12/30 

50-331 

p 

8301040098 

030 1040091 

82/ 12/30 

SQ-aai 

p 

830104010] 

9301040091 

02/12/30 

50-331 

p 

8301040106 

0301040091 

82/12/30 

60-331 

p 

8301040108 

9301040104 

82/12/29 

SO-275 

p 

8301040110 

0301040091 

02/12/30 

50-331 

p 

8301040112 

0301040104 

02/12/29 

50-275 

p 

8301040116 

0301040091 

02/12/30 

60-331 

p 

8301040118 

9301040102 

82/12/23 

50-321 

3 

8301040124 

8301040119 

B 2 / 12 /aa 

60-416 

S 

8301040129 

0301040182 

82/12/23 

50-366 

6 

8301040130 

0301040125 

02/12/29 

50-209 

P 

0301040134 

0301040120 

82/12/08 

50-272 

B 

0301040135 

8301040353 

02/12/30 

TOPREP 


0301040148 

0301040142 

82/12/15 

50-311 

B 

0301040150 

8301040127 

02/12/15 

CONTRACT 


8301040152 

0301040149 

02/12/30 

50-307 

F 

0301040160 

0301040153 

82/12/15 

50-311 

a 

8301040166 

8301040158 

82/ 1 2/20 

50-295 

F 

0301040171 

8301 0401 SB 

82/ 1 2/20 

50-295 

F 

0301040172 

8301040163 

82/12/23 

50-390 

a 

8301040178 

8301040175 

82/12/28 

50-259 

s 

8301040180 

8301040170 

82/12/17 

CONTRACT 


8301040101 

8301040173 

82/12/22 

TOPREP 


8301040186 

0301040177 

82/12/03 

50-416 

Q 

0301040187 

8301040104 

82/12/29 

50-490 

K 
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ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCL.asURE 

DOC UMENT 

ISSUED 

CATEODfiV 

8301040103 

6301040103 

82/12/20 

90-416 

S 

8301040 1'i^a 

B30 1040 177 

82/12/03 

50-416 

a 

8301040193 

8301040190 

82/12/02 

90-321 

a 

B30 10401 94 

8301040177 

82/12/03 

90-416 

a 

3301 040 19S 

8301040191 

82/12/23 

90-254 

p 

9301040193 

8301040177 

82/12/03 

50-416 

a 

9301040199 

8301040191 

82/12/23 

50-254 

p 

9301040201 

8301040196 

82/12/30 

50-315 

p 

330104020S 

8301040S03 

82/12/07 

50-424 

a 

130104021 1 

8301040207 

82/12/28 

50-206 

p 

>301040213 

8301040207 

82/12/28 

50-206 

p 

>30104021 4 

8301040207 

82/12/28 

50-206 

p 

>30104021 e 

8301040209 

82/12/01 

50-299 

3 

i30'l 04021 7 

8301040217 

82/06/03 

50-438 

Q 

>301040221 

8301040210 

82/11/23 

50-280 

3 

>301040230 

8301040191 

82/12/23 

50-254 

p 

1301 040239 

8301040237 

82/12/30 

50-293 

p 

1301 040241 

8301 040232 

82/11/23 

90-338 

3 

I30104024<& 

8301040240 

82/12/27 

50-335 

8 

I30104024B 

8301040243 

82/12/30 

50-361 

3 

I3010402S4 

8301040249 

82/12/30 

50-361 

3 

□01040S56 

8301040290 

82/12/30 

50-278 

P 

001040257 

8301040233 

82/12/27 

50-263 

F 

1001040259 

8301040290 

82/12/30 

50-278 

P 

001040251 

8301040258 

02/12/30 

50-275 

P 

301040252 

8301040231 

82/12/08 

50-400 

3 

30'lO4a253 

8301 040238 

82/12/30 

50-275 

P 

301040255 

8301040290 

82/12/30 

50-278 

P 

301040271 

8301040250 

82/12/30 

50-278 

P 

301040277 

8301040270 

02/12/29 

50-290 

F 

301040278 

8301040273 

82/12/23 

50-313 

R 

301040284 

8301040279 

82/12/22 

50-336 

S 

301040285 

8301040282 

02/12/23 

50-321 

S 

301040290 

8301040232 

82/12/23 

50-395 

s 

301040293 

8301040280 

02/12/09 

50-390 

3 

301040301 

8301040299 

82/12/38 

50-443 

3 

301040303 

8301040299 

82/12/28 

50-443 

3 

301040305 

8301040299 

82/12/28 

50-443 

3 

301040307 

0301040208 

82/12/27 

50-254 

8 

301040322 

8301040320 

82/12/28 

50-395 

P 

301040323 

8301040313 

82/12/09 

50-269 

3 

301040333 

8301040313 

82/12/09 

50-269 

3 

301040335 

8301040332 

82/12/21 

50-170 

3 

301040340 

8301040334 

82/12/15 

90-311 

8 

301040341 

8301040339 

82/12/17 

QA999 


301040342 

8201040338 

82/12/10 

50-389 

3 

301040345 

8301 040339 

82/12/08 

50-311 

S 

301040348 

8301040344 

82/12/20 

50-259 

8 

301040351 

8301040313 

82/12/09 

50-269 

3 

301040352 

8301040390 

82/12/27 

50-320 

6 

301040354 

8301040393 

82/12/30 

TOPREP 


301040353 

8301040361 

82/12/08 

50-311 

8 

301040354 

8301040362 

82/12/29 

50-461 

F 

301040359 

8301040368 

82/12/22 

50-303 

3 

301040370 

8301040368 

82/12/22 

50-302 

0 

301040374 

8301040371 

82/12/07 

50-389 

3 

301040375 

8301040368 

82/12/22 

50-302 

3 

301040378 

8301040368 

82/12/22 

50-302 

0 

301040382 

830104036B 

82/12/22 

50-302 

3 

3D1 040384 

8301040380 

82/12/28 

50-261 

P 

3010403QS 

8301040379 

82/12/16 

50-239 

3 

301040388 

8301040368 

82/12/22 

50-302 

3 

301040389 

8301040372 

82/12/17 

0A999 


301040390 

8301040381 

82/11/03 

50-311 

S 

301040395 

8301040386 

82/12/27 

50-330 

Q 

301040399 

8301040391 

82/12/09 

50-324 

Q 

301040404 

8301040386 

82/12/27 

50-338 

Q 

301040406 

8301040391 

82/12/09 

50-384 

0 

30 1040407 

8301040402 

82/12/22 

50-382 

A 

301040409 

8301040397 

82/11/23 

90-416 

0 

301040410 

8301040386 

82/12/27 

50-338 

3 

301040414 

8301040400 

02/12/14 

50-400 

0 

30-1040415 

8301040386 

02/12/27 

50-338 

0 

301040422 

8301040386 

82/12/27 

50-338 

3 

301040424 

8301040391 

82/12/09 

50-324 

0 

30104042^ 

8301040415 

82/12/23 

40-8774 


301040427 

8301040386 

82/12/27 

50-338 

3 

301040429 

8301040421 

82/12/29 

50-440 

C 

301 040430 

8301040400 

82/12/14 

50-400 

3 

301040432 

8301040420 

82/11/23 

90—4 16 

3 


ACCESS 10 M NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATECOflV 

8301040434 

8301040391 

02/12/07 

50-324 

Q 

8301040439 

8301040400 

02/12/14 

50-400 

Q 

8301040444 

8301040433 

02/12/27 

SO-263 

0 

8301040450 

8301040436 

02/12/30 

50-245 

0 

8301040451 

8301040440 

02/12/28 

50-165 

0 

B3010404S2 

8301040433 

02/12/2? 

50-263 

0 

83010 404S4 

8301040435 

@2/12/21 

50-334 

Q 

8301040456 

8301040445 

02/11/23 

50-369 

0 

8301040457 

8301040400 

02/12/14 

50-400 

0 

B30I0404S9 

8301040440 

@2/12/28 

50-155 

0 

8301040465 

8301040455 

02/12/06 

50-269 

0 

8301040467 

8301040460 

02/12/29 

50-329 

0 

8301040468 

8301040423 

02/12/29 

50-263 

0 

8301040470 

8301040463 

02/12/20 

50-302 

0 

8301040475 

8301040464 

@2/11/30 

50-389 

Q 

8301040477 

8301040463 

02/12/20 

50-302 

0 

8301040479 

8301040433 

82/12/29 

50-263 

Q 

S30I0404BO 

8301040473 

82/12/22 

50-320 

Q 

8301040481 

8301040474 

02/11/22 

70-1113 


B301040482 

8301040473 

82/12/30 

50-206 

P 

8301040483 

8301040469 

82/12/2? 

50-277 

0 

8301040484 

8301040463 

02/12/20 

50-302 

0 

8301040489 

8301040423 

02/12/29 

50-263 

0 

8301040491 

8301040463 

02/12/20 

50-302 

0 

8301040496 

8301040485 

02/12/17 

QA999 


8301040503 

8301040493 

02/12/22 

50-286 

0 

8301040507 

8301040479 

82/12/13 

50-395 

0 

8301040511 

8301040479 

82/12/13 

50-395 

a 

8301040512 

8301040478 

02/12/06 

50-359 

0 

8301040514 

830 1040505 

92/11/23 

30-537 

0 

8301040516 

8301040500 

82/12/29 

50-456 

Q 

8301040518 

8301040499 

82/12/13 

50-395 

0 

0301040520 

8301040508 

82/12/08 

50-3 1 1 

s 

8301040526 

8301040499 

92/12/13 

30-393 

0 

8301040527 

8301040521 

02/12/29 

SO-1 5S 

0 

8301040530 

8301040478 

82/12/06 

50-259 

Q 

8301040531 

8301040524 

82/12/06 

50-413 

0 

8301040534 

8301040525 

03/12/02 

50-409 

0 

8301040536 

8301040529 

02/11/22 

50-302 

0 

8301040937 

8301040500 

02/12/29 

50-456 

0 

6301040540 

8301040525 

82/12/02 

50-409 

0 

S301040S41 

8301040498 

82/13/06 

30-259 

0 

8301040947 

8301040535 

82/12/08 

50-261 

0 

S301040S52 

8301040946 

02/12/29 

50-461 

K 

B301040SS4 

8301040498 

03/12/06 

50-259 

0 

8301040555 

8301040535 

03/12/08 

50-261 

Q 

8301040560 

8301040SS6 

03/12/28 

50-334 

R 

B301040S62 

8301040535 

02/12/08 

50-261 

a 

8301040564 

8301 040958 

03/12/14 

50-390 

a 

B301040SS7 

8301040335 

02/12/08 

SO-261 

a 

8301040569 

8301040498 

82/12/06 

90-259 

a 

8301040679 

8301040571 

02/12/20 

50-289 

a 

8301040582 

8301040572 

02/ 12/07 

50-413 

a 

8301040583 

8301040573 

02/12/07 

SO-250 

a 

8301040585 

8301040575 

02/ 1 1 /22 

50743 a 

a 

8301040588 

8301040577 

02/12/29 

50-358 

3 

8301040592 

8301040986 

02/ 12/20 

50-354 

8 

8301040595 

0301 040577 

82/12/29 

50-358 

0 

8301040597 

8301 04 0386 

02/13/20 

50-354 

a 

8301040598 

8301040987 

82/ 1 1 /30 

50-369 

a 

B301040601 

9301040577 

82/12/29 

50-358 

a 

8301040603 

8301040394 

02/12/02 

50-259 

0 

8301040605 

8301040996 

02/12/29 

50-460 

0 

8301040606 

8301040991 

02/ 1 2/28 

50-373 

p 

8301040608 

8301040602 

02/11/29 

60-369 

a 

8301040611 

8301040594 

02/12/02 

50-259 

0 

8301040614 

8301040596 

02/ 1 2/29 

50-460 

0 

8301040617 

8301040589 

82/12/22 

SO-336 

s 

8301040617 

8301040613 

82/12/17 

50-247 

Q 

8301040620 

8301 040607 

83/01/03 

50-322 

0 

8301040621 

8301040594 

.02/12/02 

50-259 

Q 

8301040625 

8301040596 

82/12/29 

50-460 

0 

8301040626 

8301040615 

82/12/29 

50-313 

0 

8301040627 

8301040613 

82/12/17 

50-247 

0 

8301040633 

8301040612 

02/12/27 

50-522 

B 

8301040636 

8301040622 

82/12/23 

50-390 

Q 

8301040637 

8301040628 

02/12/06 

50-369 

0 

8301040638 

8301040631 

02/12/30 

50-220 

P 

830 104063? 

8301 040594 

02/12/02 

50-259 

Q 

0301040640 

8301050630 

82/12/2? 

50-293 

0 
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ENCLOSURE 

PRINCIPAL 
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DATE 

ISSUED 
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CATECORY 

8301040642 

8301040634 

82/12/14 

50-439 

0 

83010 40643 

0301040632 

02/12/17 

50-333 

0 

8301040647 

0301040631 

02/12/30 

50-220 

P 

8301040649 

0301040641 

82/12/29 

50-390 

0 

8301040651 

0301 040644 

02/12/07 

50-269 

0 

0301 040632 

8301040645 

02/11/26 

50-321 

a 

0301040654 

8301040650 

82/12/07 

50-321 

Q 

0301040655 

0301040631 

82/12/30 

50-220 

P 

0301040657 

0301040648 

82/12/23 

50-338 

0 

B301040660 

8301040644 

82/12/07 

90-269 

0 

8301040661 

8301040640 

02/12/23 

50-338 

Q 

8301040662 

0301040631 

82/12/30 

50-220 

P 

8301040667 

0301040644 

82/12/07 

50-269 

a 

8301040672 

8301040631 

02/12/30 

50-220 

p 

0301040673 

8301040648 

82/12/23 

50-330 

0 

8301040675 

8301040663 

02/12/17 

50-247 

0 

0301040679 

8301040644 

32/12/07 

50-269 

a 

6301040680 

6301040648 

02/12/23 

50-330 

0 

0301040690 

0301040616 

82/11/24 

50-259 

0 

6301040691 

8301040605 

82/12/22 

50-245 

B 

0301040696 

8301040603 

82/12/29 

50-220 

a 

0301040697 

8301040664 

82/12/28 

50-352 

a 

8301040698 

0301040607 

82/12/27 

40-0798 


8301040699 

0301040688 

02/12/16 

50-315 

Q 

0301040706 

0301040694 

02/12/30 

50-389 

0 

0301040709 

8301040702 

02/12/17 

0A999 


0301040710 

8301040700 

82/12/29 

50-250 

p 

8301040711 

8301040704 

82/12/23 

50-322 

0 

830104071? 

0301040695 

02/12/03 

30-430 

G 

0301040713 

8301 040703 

82/12/27 

50-10 

Q 

0301040719 

8301040702 

02/12/17 

0A999 


0301040720 

8301040704 

02/12/23 

50-322 

Q 

8301040721 

8301040695 

02/12/03 

30-438 

Q 

0301040729 

8301040695 

82/12/03 

90-438 

0 

0301040732 

8301040723 

82/11/23 

50-416 

0 

8301040733 

8301040722 

62/12/16 

50-416 

a 

8301040734 

8301040726 

82/12/17 

0A999 


8301040736 

0301040727 

82/12/10 

50-335 

Q 

8301040737 

0301 040730 

S2/I2/H 

90-522 

c 

830104 0738 

8301040725 

82/12/10 

70-143 


8301040740 

0301040722 

02/12/16 

SO-4 16 

0 

03010 4 0 741 

0301040726 

02/12/17 

QA999 


8301040745 

0301040722 

82/12/16 

50-416 

0 

0301040746 

0301040725 

82/12/10 

70-143 


0301040740 

8301040695 

82/12/03 

90-438 

a 

0301040751 

8301040742 

82/12/17 

0A999 


0301040754 

8301040744 

82/12/29 

50-333 

p 

0301040755 

8301040731 

82/12/23 

50-390 

0 

8301040756 

8301 040742 

82/12/17 

0A999 


0301040757 

8301040744 

82/12/29 

50-333 

p 

8301040750 

8301040722 

02/12/16 

50-416 

Q 

6301040761 

830 1040725 

82/12/10 

70-143 


0301040767 

0301040742 

82/12/17 

QA999 


8301040770 

0301040731 

82/12/23 

50-390 

a 

6301040772 

0301040766 

02/11/26 

70-143 


830 J 040774 

0301 040769 

82/12/23 

90-344 

0 

0301040776 

0301040764 

02/12/02 

90-26} 

0 

8301040779 

0301040764 

02/12/02 

30-261 

0 

8301040763 

0301040731 

82/12/23 

50-390 

0 

8301040786 

8301 040769 

02/12/20 

50-344 

0 

0301040707 

8301040764 

02/12/02 

50-261 

0 

0301040708 

8301040775 

02/12/01 

50-400 

Q 

030104078? 

8301040777 

82/12/27 

50-327 

p 

0301040791 

0301040785 

02/12/29 

50-382 

A 

8301040792 

8301040764 

82/12/02 

90-261 

0 

8301040794 

0301040616 

82/11/24 

50-259 

Q 

0301040795 

0301 040769 

02/12/28 

30-344 

0 

0301040793 

0301040780 

82/12/06 

30-369 

0 

8301040799 

8301040701 

02/12/17 

50-245 

0 

0301 040800 

8301040790 

02/11/30 

50-395 

0 

0301040801 

0301040731 

02/12/23 

50-390 

0 

8301040802 

0301040793 

82/12/29 

S0-28S 

p 

8301040804 

9301040796 

82/12/03 

50-395 

a 

0301040005 

0301040796 

02/12/03 

50-395 

Q 

8301040806 

0301040796 

82/12/03 

50-395 

0 

0301040807 

B301 040796 

82/12/03 

50-399 

0 

8301050045 

8301050043 

02/12/27 

71-490 


8301050052 

8301050046 

82/12/20 

50-443 

A 

8301050054 

8301050050 

82/12/14 

50-254 

p 

8301050067 

8301050063 

02/12/28 

50-315 

F 


ACCESSION NUMGCr 



PRINCIPAL 

DATE 

SUBJECT 

enclosure 

DOCUMENT 

ISSUED 

CATEGORY 

0301050070 

8301050063 

82/12/20 

50-3 1 5 

P 

0301030078 

8301050075 

82/12/28 

50-59 

F 

0301090082 

0301050071 

02/11/16 

90-358 

Q 

8301090003 

8301050000 

02/ 1 2/28 

50-280 

p 

0301050086 

0301050080 

02/12/20 

50-280 

F 

0301050007 

8301050071 

02/11/16 

50-398 

a 

0301050092 

0301050071 

02/11/16 

90-398 

a 

0301030099 

S30103OD7I 

02/11/16 

50-358 

Q 

0301090101 

0301 050097 

02/12/16 

50-324 

p 

8301090105 

8301050071 

02/11/16 

90-3SB 

Q 

0301050111 

0301050071 

02/J J/16 

50-358 

Q 

0301090113 

0301050071 

82/11/16 

90-358 

0 

0301050118 

8301050097 

02/12/16 

50-324 

p 

8301050119 

0301050071 

92/11/16 

50-358 

0 

8301050128 

8301 050071 

02/11/16 

50-350 

Q 

0301050127 

8301050097 

02/12/16 

SO-324 

p 

8301050137 

0301050071 

82/11/16 

50-350 

0 

0301050139 

0301050120 

02/12/28 

30-307 

F 

0301050144 

0301 050071 

82/11/16 

50-358 

0 

0301050146 

0301 050120 

02/12/28 

50-307 

F 

0301050151 

8301050071 

82/11/16 

50-358 

0 

6301050150 

0301050071 

02/11/16 

50-358 

Q 

0301050164 

8301050071 

08/11/16 

50-338 

0 

0301050169 

0301 050071 

82/11/16 

50-358 

0 

0301050172 

8301050071 

ea/ii/16 

50-358 

0 

8301050177 

8301050071 

92/11/16 

50-3 SB 

Q 

0301050100 

030 1 0501 76 

82/12/28 

50-244 

F 

6301050182 

0301050071 

82/11/16 

30-358 

Q 

8301050183 

8301050176 

92/12/28 

90-244 

F 

0301050104 

03O1OSOO7I 

82/11/16 

50-330 

Q 

8301050188 

8301050071 

92/11/16 

50-358 

Q 

0301050190 

8301 090185 

92/12/28 

50-313 

F 

8301050191 

0301 050071 

82/11/16 

50-358 

Q 

8301 0901 92 

0301 090109 

8S/IS/37 

71-413 


0301050194 

8301050185 

82/12/28 

50-313 

F 


0301050195 03OIOSOO71 02/ 11 /IS 50-35B 0 
0301050197 0301030071 82/11/16 5O“350 Q 
B30J05020I 8301050071 82/11/16 50-358 0 
0301050206 0301050071 02/11/16 50-350 0 
0301030209 0301050071 82/11/16 30-350 Q 

8301050212 8301060071 83/11/16 50-358 Q 
8301050210 8301050071 03/11/16 50-358 0 
0301030223 0301030219 02/12/28 50-321 F 
830105022^ 0301030071 82/11/16 30-338 0 
0301050220 8301030219 02/12/20 30-321 F 


8301050237 

0301050231 

83/01/04 

50-205 

P 

8301050239 

0301090071 

82/11/16 

50-350 

0 

8301 090242 

8301050231 

83/01/04 

50-285 

P 

0301050243 

0301050071 

82/11/16 

90-358 

0 

0301090248 

0301030071 

82/11/16 

50-398 

0 

8S010S02S4 

8301050071 

82/11/16 

90-358 

0 

830 I 050259 

8301050071 

02/11/16 

50-358 

0 

0301050261 

8301090256 

83/01/03 

50-409 

0 

8301050271 

8301050071 

02/11/16 

90-358 

s 

03O1OSO277 

8301050071 

82/11/16 

S0-35B 

s 

0301050284 

8301050071 

82/11/16 

S0-33B 

s 

8301090290 

8301050285 

82/12/22 

50-369 

Q 

0301050293 

8301 050270 

82/12/20 

50-290 

p 

8301090298 

8301050294 

82 / 12/20 

SO-324 

p 

S3O1DS03O4 

B3al 050071 

aa/ll/Iii 

50-358 

a 

8301050308 

8301050071 

02/11/16 

50-398 

0 

Bao 1030313 

630 t 050071 

82 / 11/(6 

50-358 

0 

8301050315 

8301050307 

82/12/20 

50-331 

p 

8301050318 

8301030314 

83/01/03 

90-239 

0 

8301050319 

8301 090071 

82/11/16 

50-390 

0 

0301090320 

8301050316 

82/12/20 

50-289 

R 

8301050321 

8301050071 

82/11/(6 

50-398 

0 

8301050326 

0301090071 

82/11/16 

50-390 

0 

0301050330 

8301 050071 

62/11/16 

90-398 

T 

8301050333 

8301050071 

82/11/16 

90-398 

T 

0301050369 

8301050365 

82/12/22 

50-324 

0 

8301050374 

8301 050369 

82/12/22 

50-324 

G 

8301050376 

8301090365 

82 / 12/22 

SO-324 

G 

03O1OSO30S 

8301050071 

82/11/16 

50-358 

G 

8301050393 

8301050071 

02/11/16 

90-358 

G 

0301090397 

8301050071 

02/11/16 

FOIA 


0301090401 

8301050071 

02/11/16 

FOIA 


0301090404 

8301 050071 

82/11/16 

FOIA 


8301030409 

8301050071 

82/11/16 

FOIA 


8301090413 

8301050071 

82/11/16 

FOIA 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMSER ACCESSION NUMBER 


EiMCCQEURE 

PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

Date 

SUBJECT 


DOC UMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

document 

ISSUED 

CATEOOfiY 

330i03D419 

8301090071 

82/11/16 

FQIA 


8301060100 

8301060090 

02/12/21 

50-219 

S 

3301 050>423 

8301050071 

82/11/16 

FDIA 


8301060102 

8301060099 

02/ 12/23 

50-305 

a 


8301050422 

82/12/29 

50-369 

P 

8301060103 

8301060098 

02/12/21 

50-219 

S 

8301030426 

8301050071 

82/11/16 

FOIA 


8301060106 

8301060099 

02/12/23 

50-305 

Q 


8301090071 

82/11/16 

FOIA 


8301060107 

0301 060098 

82/12/21 

50-219 

5 

3301050430 

8301050422 

02/12/29 

50-369 

P 

030106011 1 

8301 060098 

82/12/21 

50-219 

e 

3301030431 

0301090071 

82/11/16 

FOIA 


03010601 17 

0301 0601 13 

02/12/20 

50-316 

s 


8301050071 

82/11/16 

FOIA 


8301060124 

83010601 19 

02/12/23 

50-333 

Q 


0301050071 

82/11/16 

FOIA 


0301060134 

□301060131 

02/12/21 

50-289 

P 

83O1OS043B 

0301050071 

92/11/16 

FOIA 


0301060142 

0301060139 

02/12/23 

50-346 

P 

0301050439 

8301050071 

82/11/16 

FOIA 


8301060144 

8301060139 

02/12/23 

50-34 6 

P 

03O1OSO441 

0301050071 

02/11/16 

FOIA 


0301060146 

8301060138 

82/ 1 2/2 1 

50-2 1 9 

6 


8301050071 

82/11/16 

FOIA 


B301O6O147 

0301 060141 

82/12/23 

50-293 

S 

0*904 45 

8301090071 

82/11/16 

FOIA 


B3O1O6O140 

0301 060139 

82/12/23 

50-346 

P 

■6-liO 1090447 

8301050071 

82/11/16 

FOIA 


0301060149 

0301060145 

02/12/31 

50-322 

0 

0301050449 

8301050442 

82/12/10 

50-809 

P 

8301060155 

0301060151 

02/12/00 

50-277 

s 

030 1 030430 

8301050071 

82/11/16 

50-350 

T 

0301060158 

830 1 060 1 50 

82/12/20 

50-2 1 9 

S 

lB«iU 1 C>5D4 S4 

8301050071 

82/11/16 

50-350 

Q 

0301060199 

0301 060154 

82/12/22 

50-220 

s 

0301050497 

8301050071 

82/11/16 

50-350 

Q 

B301060160 

0301 060151 

02/12/00 

50-877 

s 

J. O 904 6 1 

0301050071 

82/11/16 

50-350 

0 

8301060167 

830 1 060 1 62 

02/12/23 

50-293 

6 

8301050462 

8301050071 

82/11/16 

50-350 

Q 

0301060169 

030 10601 66 

02/12/22 

50-307 

0 

0301 030468 

0301050071 

82/11/16 

30-350 

Q 

0301060170 

0301060164 

82/12/00 

50-277 

s 


8301050071 

82/11/16 

50-358 

Q 

0301060175 

0301060173 

02/12/23 

50-307 

a 


0301050071 

82/11/16 

50-358 

0 

0301060176 

0301060172 

02/ 12/30 

50-855 

p 


8301050071 

82/11/16 

FOIA 


8301060101 

030 1 060 1 78 

03/0 1 /03 

50-263 

F 

83010 504S9 

8301050486 

82/ 12/23 

50-337 

P 

03O1O6OV85 

8301 060 17B 

03/01/03 

50-263 

F 


8301050406 

82/12/23 

50-327 

P 

8301060106 

8301 060180 

02/12/13 

50-317 

0 

€301 090475 

8301050486 

82/13/23 

50-327 

P 

0301060191 

0301060107 

82/12/21 

50-346 

a 


8301050492 

82/12/28 

50-397 

A 

0301060194 

□□O'! 0601 80 

02/12/13 

50-317 

Q 

€301 050477 

8301050486 

82/12/23 

50-327 

P 

B301060196 

8301060193 

03/01/03 

SO-277 

P 

B301050S04 

0301050501 

82/12/27 

50-327 

P 

0301060204 

0301060193 

03/01/03 

50-277 

F 

8301050503 

8301050497 

83/01/03 

50-885 

F 

0301060200 

0301060199 

02/13/23 

50-54 

<3 

83010 50507 

8301050501 

82/12/27 

50-387 

P 

8301060215 

0301060212 

SB/OI /03 

50-454 

F 

8301050508 

8301090492 

82/12/28 

50-397 

A 

8301060220 

0301060212 

83/01/03 

50-454 

F 


8301090901 

82/12/27 

50-327 

P 

0301060222 

6301060216 

02/12/22 

50-322 

A 

8301050315 

0301050501 

82/12/27 

50-327 

P 

0301060234 

B3 01 060231 

02/12/30 

50-207 

S 

B30 1060002 

8301060001 

82/12/23 

50-337 

P 

8301060239 

6301060236 

82/12/22 

50-311 

B 

8301060003 

0301060001 

92/12/23 

50-327 

P 

0301060242 

8301060237 

93/01/03 

50-29 

Q 

830 1 0 6 0005 

0301060001 

82/12/23 

30-327 

P 

0301060244 

8301060237 

83/01/03 

50-89 

Q 

830 1 0 6 0009 

8301060001 

82/12/23 

50-337 

P 

8301060246 

B301 060243 

02/12/30 

50-416 

B 

8301060010 

8301060006 

83/01/03 

50-869 

F 

8301060247 

8301 060241 

03/01/03 

50-322 

0 

930106001 1 

0301060007 

82/12/07 

40-1 162 


0301060251 

6301060240 

83/01/03 

50-443 

0 

8301060012 

0301060000 

82/11/17 

50-863 

P 

B301 060257 

8301060254 

82/12/23 

50-313 

Q 

8301060014 

0301060006 

83/01/03 

50-869 

F 

0301060259 

0301060250 

82/12/23 

S0-2S9 

8 

B30 106001 5 

8301060008 

82/11/17 

50-863 

P 

0301060261 

8301060256 

82/12/30 

5O-3S0 

0 

BG01060D17 

8301 06001 3 

82/12/23 

50-327 

P 

8301060263 

0301 060258 

02/12/22 

50-367 

S 

830 10600 18 

8301060006 

83/01/03 

50-867 

F 

8301 060264 

B30 1060256 

02/12/30 

50-358 

0 

9301060019 

8301060000 

02/11/17 

50-863 

S 

0301060265 

8301060262 

63/01/04 

50-213 

0 

9301060020 

8301060016 

02/12/21 

50-346 

P 

0301060268 

8301060266 

02/12/23 

50-387 

s 

9301060022 

0301060021 

82/12/23 

50-327 

P 

0301060276 

8301060273 

82/12/30 

30-403 

0 

3301060025 

8301060021 

82/12/23 

50-327 

P 

0301060282 

0301 060274 

82/12/20 

50-333 

8 

9301060026 

0301060013 

82/12/23 

30-327 

P 

8301060284 

0301 060280 

02/12/23 

50-29 

0 

9301060028 

0301060000 

82/11/17 

50-263 

P 

0301060206 

0301060201 

02/12/21 

SO-334 

S 

9301060029 

8301060013 

82/12/23 

50-337 

P 

0301060200 

0301060270 

62/12/29 

50-364 

s 

9301060030 

8301060021 

88/12/23 

50-327 

P 

8301060296 

0301060209 

82/12/28 

50-321 

s 

3301060031 

8301060000 

02/11/17 

FOIA 


B30I060299 

8301 060293 

92/12/30 

50-395 

s 

3301060033 

0301060021 

82/12/23 

50-327 

P 

8301060301 

B30 1060292 

02/12/30 

50-3 1 1 

s 

3301060034 

0301060013 

02/12/33 

50-337 

P 

8301060302 

0301060294 

02/12/29 

50-335 

S 

3301060039 

8301060008 

82/11/17 

50-263 

P 

0301060304 

0301060298 

92/12/21 

0A999 


3301060037 

8301 060008 

02/11/17 

50-863 

s 

0301060307 

830 1 060295 

92/12/30 

50-416 

a 

3301060041 

8301060038 

82/12/29 

50-327 

p 

8301060311 

0301060290 

62/12/21 

0A999 


3301060042 

8301060033 

02/18/29 

50-327 

p 

8301060312 

0301060306 

82/12/30 

50-348 

S 

330 1 0 60044 

8301060038 

02/12/29 

50-387 

p 

8301060316 

8301 060309 

82/12/16 

50-123 

0 

3301 060046 

0301060033 

02/12/29 

50-327 

p 

8301060320 

0301060313 

03/01/04 

50-322 

0 

330 1 060051 

8301060047 

82/12/23 

50-893 

s 

8301060321 

0301060306 

62/12/30 

50-346 

s 

3301060052 

8301060048 

82/12/27 

50-327 

P 

9301060324 

0301060314 

82/12/26 

50-296 

B 

3301060054 

8301 060050 

88/12/39 

50-456 

0 

8301060326 

8301060305 

03/01/03 

50-387 

Q 

3301060055 

8301060040 

88/12/27 

50-327 

p 

8301060328 

8301060319 

03/01/04 

50-209 

R 

3301060058 

8301060040 

88/12/37 

50-327 

p 

8301060336 

B301 060323 

02/12/23 

50-316 

S 

3301060060 

0301060057 

82/12/31 

50-350 

K 

0301060330 

6301060329 

03/01/04 

SO-443 

0 

3301060061 

8301060056 

82/12/20 

50-318 

S 

0301060341 

8301060335 

03/01/03 

50-387 

0 

3301060062 

830 1 060040 

88/12/87 

50-327 

P 

8301060349 

6301060339 

93/01/03 

50-412 

0 

3301060068 

8301060065 

82/12/22 

50-877 

8 

8301060353 

8301 060346 

82/12/20 

50-366 

s 

3301060081 

8301060077 

88/12/23 

50-373 

8 

0301060364 

6301060356 

02/12/20 

50-307 

s 

3301060087 

03O1O6OOB2 

82/12/23 

50-317 

8 

0301060369 

6301060350 

02/ 12/29 

50-364 

6 

330 1 060090 

830 1 060085 

88/ 1 1 /82 

40-3453 


0301060370 

6301060362 

82/12/30 

50-4 16 

S 

3301060092 

8301060089 

88/12/21 

50-346 

Q 

8301060374 

0301060360 

02/12/30 

50-395 

s 

33010 60093 

0301 060003 

88/12/23 

50-820 

Q 

0301060375 

3301 06035 B 

02/12/29 

90-364 

s 

3301060094 

030106000? 

88/12/31 

50-346 

0 

0301060370 

0301060365 

92/12/24 

50-309 

0 

3301060095 

0301060091 

82/12/33 

50-317 

8 

0301060387 

6301060382 

02/12/30 

50-209 

a 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION number 





PRINCIPAL 

DATE 

SUDUECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORT 

03OIOiO393 

8301060382 

82/12/30 

50-289 

Q 

S3O1O&039S 

8301060394 

02/12/30 

50-348 

p 

83OI0&040S 

0301060400 

02/12/30 

50-31 1 

s 

8301060415 

8301060410 

02/12/22 

PR 


Q301060419 

0301060410 

62/12/22 

PR 


0301060452 

8301060410 

02/12/22 

PR 


0301060426 

8301060410 

92/12/22 

PR 


0301060432 

0301060410 

02/12/22 

PR 


0301060435 

0301060410 

82/12/22 

PR 


0301060436 

0301060430 

02/12/21 

CONTRACT 


0301060457 

8301060440 

62/12/23 

SO-230 

p 

0301060466 

9301060462 

02/11/17 

CONTRACT 


B30 1060522 

0301 060516 

02/12/23 

50-247 

p 

8301060523 

0301060524 

82/12/27 

50-272 

p 

03O1O6OS31 

0301060516 

02/12/23 

50-247 

p 

0301060533 

6301060524 

82/12/27 

50-272 

p 

8301060336 

0301060529 

82/12/21 

CONTRACT 


030 I 060537 

030] 060524 

82/12/27 

50-272 

p 

8301070009 

8301070005 

02/12/29 

ORO 


830I0700I6 

0301070011 

03/01/03 

30-254 

F 

0301070023 

6301060516 

02/12/23 

50-247 

P 

0301070025 

8301070011 

83/01/03 

50-254 

F 

6301070033 . 

6301070001 

02/12/13 

aA999 


0301 070039 

8301070021 

02/12/22 

50-317 

a 

8301070044 

0301070021 

82/12/22 

50-317 

Q 

0301070045 

6301070034 

83/01/03 

50-10 

F 

0301070050 

0301070045 

82/12/20 

50-290 

P 

630 I 070051 

8301070034 

03/01/03 

50-10 

F 

0301070053 

0301070045 

82/12/28 

50-250 

P 

0301070056 

8301070045 

02/12/20 

50-290 

P 

0301070061 

83010700S7 

03/01/03 

50-264 

F 

0301070062 

630I0700S4 

83/01/04 

50-201 

0 

8301070069 

6301070064 

03/01 /03 

CONTRACT 


0301070070 

830! 070037 

03/01/03 

50-264 

F 

0301070060 

8301070077 

82/12/28 

50-334 

P 

0301070081 

0301 070076 

63/01/03 

50-346 

S 

8301070085 

8301070077 

82/12/20 

50-334 

P 

8301070090 

0301070077 

62/12/20 

50-334 

P 

8301070074 

0301070006 

82/12/22 

50-275 

a 

8301070102 

0301070093 

02/12/22 

30-373 

6 

8301070103 

0301070091 

82/12/21 

50-253 

8 

S30I07010S 

8301070101 

02/12/31 

50-325 

s 

8301070110 

0301070112 

03/01/03 

50-295 

8 

0301070119 

0301070113 

82/12/28 

50-2 55 

S 

0301070122 

8301070111 

02/12/29 

50-159 

8 

8301070123 

8301070109 

92/12/29 

50-373 

S 

8301070127 

0301070114 

62/12/29 

50-331 

0 

6301070130 

8301070126 

62/12/21 

50-272 

R 

8301070138 

6301070129 

02/12/22 

50-306 

S 

6301070143 

8301070137 

02/12/21 

50-255 

s 

6301070147 

8301070144 

02/12/29 

SO-313 

Q 

6301070164 

8301070142 

62/12/27 

50-373 

8 

6301070166 

0301070161 

02/12/22 

50-315 

S 

0301070169 

6301070150 

62/12/22 

50-263 

0 

8301070181 

0301070173 

02/12/28 

50-316 

8 

8301070106 

0301070173 

82/12/28 

50-316 

S 

8301070190 

8301070103 

02/12/30 

50-346 

S 

0301070193 

0301070186 

82/12/06 

50-249 

s 

0301070197 

8301070167 

82/12/29 

50-373 

B 

0301070190 

0301070187 

62/12/31 

50-416 

8 

0301070199 

8301070192 

62/ 12/22 

50-373 

G 

0301070208 

0301070205 

62/12/20 

50-325 

S 

8301070209 

8301070203 

82/12/22 

50-346 

0 

0301070216 

830 1 070207 

02/12/30 

50-325 

S 

8301070225 

8301070220 

62/12/23 

50-344 

a 

8301070226 

8301070195 

62/12/20 

50-237 

9 

0301070229 

8301070221 

02/12/30 

S0-32S 

8 

6301070234 

8301 070220 

82/12/23 

50-295 

8 

0301070245 

8301070231 

82/12/31 

50-416 

0 

0301070247 

0301070237 

62/12/27 

50-266 

a 

8301070250 

830 1070238 

82/12/30 

50-306 

s 

8301070260 

3301 070234 

82/12/31 

50-324 

e 

830)070271 

8301070266 

82/12/30 

50-346 

3 

0301070273 

8301070267 

02/12/30 

50-325 

S 

B30I070279 

9301070274 

02/12/22 

50-316 

S 

0301070280 

0301070276 

02/09/21 

50-315 

R 

8301070284 

0301070274 

02/12/22 

50-316 

B 

0301070288 

6301070283 

62/12/30 

50-281 

8 

8301070290 

6301 070274 

82/12/22 

50-316 

S 

8301070291 

6301070285 

62/12/31 

50-324 

S 


ACCESSION NUMBER 



PRINCIPAL 

date 

SUDUECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATECORV 

8301070293 

0301070274 

82/12/22 

50-316 

S 

8301070296 

8301070274 

82/12/22 

50-316 

S 

830)070298 

0301070295 

82/12/28 

50-315 

S 

8301070300 

8301070299 

83/01/05 

50-537 

A 

0301070307 

0301070287 

83/01/03 

50-508 

a 

0301070310 

8301070304 

82/12/22 

50-10 

Q 

8301070312 

8301 070309 

83/01/04 

50-266 

0 

0301070313 

0301070287 

03/01/03 

30-508 

0 

0301070317 

8301 070287 

83/01/03 

30-500 

0 

0301070319 

8301070292 

82/12/30 

50-346 

s 

B30 1070320 

8301070315 

82/12/22 

50-409 

0 

0301070325 

0301070207 

83/01/03 

50-500 

0 

0301070326 

8301070322 

02/12/30 

50-333 

F 

8301070328 

0301070323 

83/01/03 

50-29 

p 

6301070335 

8301070334 

82/12/30 

50-331 

p 

0301070341 

8301070340 

83/01/03 

50-321 

p 

8301070352 

8301070348 

82/12/22 

50-266 

p 

0301070359 

0301070348 

82/12/22 

50-266 

p 

8301070366 

8301 070362 

92/12/30 

50-373 

H 

8301070370 

0301070367 

82/12/28 

40-0027 


8301070372 

8301070369 

82/12/30 

50- 1 34 

P 

0301070375 

8301070369 

82/12/30 

50- 1 34 

P 

0301 070377 

0301070369 

82/12/30 

SO- 1 34 

P 

8301070370 

8301070365 

02/12/27 

50-373 

0 

0301070380 

0301070384 

82/ 1 1 /24 

CONTRACT 


030 1070391 

8301070381 

02/12/30 

50-3 1 5 

P 

0301070396 

8301070393 

82/12/13 

WASTE MOT 

3301070397 

8301 070389 

82/12/14 

50-283 

P 

8301070400 

0301070381 

82/12/30 

50-319 

P 

0301070404 

8301070390 

02/12/30 

50-306 

s 

0301070419 

8301070413 

82/12/08 

CONTRACT 


8301070432 

8301070425 

82/12/21 

70-1 ISl 


0301070437 

8301070431 

82/ t 1 /22 

CONTRACT 


8301070449 

8301070443 

02/12/22 

CONTRACT 


8301070463 

8301070456 

02/11/04 

70-687 


0301070479 

8301070470 

S2/12/1S 

CONTRACT 


8301070401 

8301 070472 

03/01/03 

50-369 

F 

8301070480 

8301070472 

03/01/03 

50-369 

F 

0301070494 

8301 070485 

03/01/03 

50-275 

F 

8301070496 

8301070407 

02/12/23 

50-327 

P 

0301070499 

8301070485 

83/01/03 

50-275 

F 

0301070500 

0301070490 

82/12/21 

90-335 

P 

0301070303 

8301070487 

02/12/23 

50-327 

P 

8301070906 

8301070490 

82/12/21 

50-335 

P 

0301070910 

8301070487 

02/12/23 

50-337 

P 

0301070315 

8301 070502 

83/01/03 

50-289 

F 

0301 0705 17 

8301070487 

82/12/23 

50-327 

P 

0301070525 

8301070346 

02/12/29 

TOP REP 


0301070537 

8301070513 

83/01/04 

80-317 

F 

830 1070540 

8301070539 

03/01/03 

50-320 

F 

8301070541 

8301070313 

83/01/04 

SO-3 1 7 

F 

830 10 7058! 

8301070347 

83/01/04 

90-254 

F 

8301070553 

8301070547 

83/01/04 

50-254 

F 

0301070555 

0301070520 

82/12/28 

REVIEW CRP 

8301070558 

0301070554 

83/01/04 

90-29 

F 

8301070561 

8301070557 

82/12/16 

CONTRACT 


8301070370 

0301070502 

83/01/03 

90-285 

F 

8301070574 

8301070567 

83/01/04 

50-369 

F 

8301070578 

0301070567 

83/01/04 

50-369 

F 

8301070590 

0301 070586 

83/01/04 

50-213 

F 

8301070592 

0301 070587 

03/01/03 

90-309 

F 

8301070594 

0301070587 

83/01/03 

50-309 

F 

8301070595 

8301070506 

83/01/04 

go-ai3 

F 

8301070600 

0301070596 

83/01/04 

90-358 

A 

8301070602 

8301070998 

83/01/05 

30-261 

P 

8301070603 

8301070596 

83/01/04 

90-350 

A 

8301070604 

0301070601 

83/01/03 

50-373 

F 

0301070607 

0301070601 

83/01/03 

90-373 

F 

8301070610 

8301070606 

93/01/05 

90-29 

F 

8301070611 

8301070609 

83/01 /03 

50-298 

F 

8301070612 

8301070608 

03/01/03 

50-305 

P 

0301070613 

8301070606 

83/01/05 

50-29 

F 

0301070615 

8301 070600 

83/01/03 

50-305 

P 

0301070616 

8301070614 

83/01/03 

90-182 

F 

6301070617 

8301070608 

83/01/03 

50-305 

P 

6301070618 

8301070614 

03/01/03 

90-182 

F 

0301070621 

8301070620 

03/01/03 

90-346 

F 

8301070623 

8301070620 

83/01/03 

50-346 

F 

0301100012 

8301070624 

82/12/23 

50-327 

P 

0301100019 

8301070624 

82/12/23 

50-327 

P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUNQER 



PRINCIPAL 

DATE 

aUDUECT 

enclosure; 

DOCUMENT 

ISSUED 

CATEOORV 






Bsoj looose 

8301 100024 

83/01/05 

SO-247 

P 

6301100039 

8301 100034 

83/01/04 

CONTRACT 

8301 100044 

8301 100030 

02/12/07 

50-245 

P 

8301100048 

8301 100045 

82/12/11, 

XPQRTLIC 

B3D11O00S3 

8301 100030 

02/12/07 

FOIA 


630 1 1 00057 

8301 1 00050 

02/12/07 

SO-219 

0 

9301100058 

8301 100054 

82/12/16 

XPORTLIC 

830110005? 

8301 100050 

82/12/07 

SO-259 

0 

8301100061 

8301 1 00050 

82/19/07 

FOIA 


8301100063 

8301 100062 

03/01/04 

50-390 

K 

8301100064 

6301 lOOOSO 

82/18/07 

50-254 

Q 

830110007S 

8301 100070 

02/18/16 

50-450 

0 

0301100074 

8301 100070 

02/12/16 

50-450 

Q 

6301100075 

8301 1 00050 

82/12/07 

50-10 

3 

6301 10007? 

8301 100030 

02/18/07 

50-293 

0 

8301 loooao 

8301 100030 

02/12/07 

50-10 

s 

8301100086 

8301 100084 

82/12/07 

50-313 

0 

8301100087 

8301 lOOOSO 

82/ 12/07 

FOIA 


0301100088 

8301 100050 

02/12/07 

50-332 

A 

03011 00090 

8301 lOOOSO 

02/12/07 

50-254 

P 

8301100093 

0301 100091 

82/12/23 

0A999 


8301 100096 

8301 100091 

82/12/83 

aA999 


8301100097 

8301 100094 

82/12/16 

50-482 

Q 

8301100098 

8301 100030 

02/12/07 

90-245 

P 

8301100101 

8301 100050 

82/12/07 

50-331 

0 

030110010S 

8301 100094 

82/12/16 

90-402 

0 

8301100105 

0301 lOOOSO 

02/12/07 

FOIA 


8301100107 

8301 100103 

83/01/06 

50-361 

P 

8301100108 

8301 lOOOSO 

02/12/07 

50-245 

6 

8301100110 

8301 100050 

02/12/07 

50-331 

0 

0301100113 

8301 100103 

83/01/06 

50-361 

P 

8301100113 

8301 lOOOSO 

82/12/07 

50-245 

8 

8301100115 

8301 100050 

82/12/07 

50-407 

0 

8301100130 

0301 lOOOSO 

82/12/07 

30-10 

S 

8301100131 

8301 lOOOSO 

02/18/07 

90-263 

0 

8301100125 

6301 100106 

02/12/17 

50-482 

Q 

8301100126 

8301 lOOOSO 

02/12/07 

50-245 

S 

8301100137 

8301 100050 

82/12/07 

50-259 

Q 

8301100131 

8301 lOOOSO 

02/12/07 

50-245 

S 

8301100135 

8301 100030 

02/12/07 

50-290 

0 

8301100138 

8301 lOOOSO 

88/12/07 

50-245 

8 

8301 100139 

8301 lOOOSO 

82/12/07 

50-321 

0 

830L 100141 

8301 100136 

83/01/03 

50-259 

8 

8301100143 

8301 100030 

82/12/07 

50-246 

8 

8301100146 

8301 lOOOSO 

02/12/07 

50-277 

0 

8301100147 

8301 lOOOSO 

82/12/07 

50-245 

S 

B3O11O014S 

8301 100145 

83/01/05 

30-416 

S 

8301100153 

8301 100050 

82/12/07 

50-245 

8 

8301100154 

8301 100050 

82/12/07 

50-133 

0 

8301100158 

0301 lOOOSO 

98/12/07 

50-245 

8 

8301100160 

8301 100195 

88/11/22 

60-402 

0 

8301100163 

8301 100156 

02/18/23 

0A999 


8301100163 

8301 100050 

82/12/07 

50-245 

0 

8301100165 

8301 100155 

02/11/22 

50-402 

a 

8301100166 

8301 100161 

02/12/21 

0A999 


8301100167 

8301 100050 

82/12/07 

50-324 

Q 

8301100169 

8301 lOOOSO 

02/12/07 

50-245 

Q 

8301 100172 

8301 100161 

82/12/21 

0A999 


J8301 100173 

8301 100168 

82/12/23 

0A999 


0301100174 

8301 100168 

82/12/23 

0A999 


8301100175 

8301 lOOOSO 

82/12/07 

50-249 

6 

8301100176 

8301 100161 

02/12/21 

0A999 


S3OHO0I79 

8301 100050 

92/12/07 

50-271 

0 

8301100180 

8301 100 168 

02/12/23 

aA999 


SSO 1100181 

8301 lOOOSO 

88/12/07 

30-249 

8 

8301 100185 

8301 100050 

82/12/07 

50-249 

S 

8301100186 

8301 100050 

82/12/07 

50-220 

0 

8301100167 

8301 100050 

82/12/07 

50-293 

0 

8301100186 

8301 100050 

82/12/07 

50-333 

a 

8301 100189 

8301 100183 

83/01/06 

90-247 

0 

8301100192 

6301 lOOOSO 

02/12/07 

FOIA 


8301100194 

8301 100190 

82/12/23 

50-313 

0 

8301 100196 

8301 100183 

83/01/06 

50-247 

<3 

8301 100197 

8301 100050 

82/12/07 

FOIA 


0301100199 

8301 100193 

03/01/05 

50-416 

S 

8301100200 

8301 100190 

62/12/23 

90-313 

0 

8301100204 

8301 100050 

82/12/07 

50-298 

0 

8301100306 

8301 lOOOSO 

82/12/07 

FOIA 


8301 100212 

8301 lOOOSO 

82/12/07 

50-10 

a 

8301100214 

8301 100209 

82/ 1 1 /24 

30-482 

0 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

Catecdhv 

B301 100215 

8301 100210 

63/01/06 

50-324 

P 

8301100210 

0331 100209 

82/ 1 1 /24 

50-402 

0 

8301100223 

8301 100030 

82/12/07 

50-245 

S 

8301100227 

0301 lOOOSO 

82/12/07 

50-245 

5 

8301100229 

0301 lOOOSO 

82/ 12/07 

50-367 

0 

8301100230 

8301 100224 

83/01/05 

50-416 

8 

8301 100232 

0301 lOOOSO 

82/ 1 2/07 

50-461 

0 

8301100235 

8301 lOOOSO 

82/ 1 2/07 

50-341 

0 

8301100237 

8301 lOOOSO 

32/12/07 

50-440 

0 

8301 100240 

0301 lOOOSO 

82/12/07 

50-358 

0 

8301100243 

0301 lOOOSO 

82/12/07 

50-331 

Q 

8301 100246 

0301 lOOOSO 

82/12/07 

50-263 

0 

8301 100247 

0301 100030 

82/12/07 

50-1 55 

0 

8301100251 

0301 lOOOSO 

B2/ 12/07 

50-409 

0 

8301100256 

3301 lOOOSO 

82/12/07 

50-277 

0 

8301100259 

8301 1002S3 

B3/ 01/05 

50-206 

Q 

8301100261 

8301 lOOOSO 

82/12/07 

50-3B7 

8 

8301 1 00263 

B301 lOOOSO 

82/12/07 

50-352 

0 

8301100266 

8301 100253 

83/01/05 

50-206 

0 

8301100267 

0301 lOOOSO 

82/12/07 

50-245 

0 

8301100270 

0301 lOOOSO 

82/12/07 

50-220 

0 

8301100273 

0301 lOOOSO 

82/12/07 

50-293 

Q 

8301100274 

0301 100271 

83/01/04 

50-263 

P 

8301100276 

0301 100030 

82/ 1 2/07 

50-219 

0 

8301100277 

0301 100272 

82/12/27 

50-220 

Q 

8301100279 

8301 lOOOSO 

82/12/07 

50-322 

Q 

8301100262 

0301 lOOOSO 

82/12/07 

30-410 

0 

830I1002B5 

0301 100030 

82/12/07 

50-333 

a 

8301 100207 

8301 lOOOSO 

82/12/07 

50-354 

0 

0301 100290 

8391 100030 

82/12/07 

50-271 

0 

8301100291 

8301 100200 

83/01/03 

50-305 

p 

B30110029S 

8301 100030 

82/12/07 

30-245 

s 

8301100300 

0301 100299 

83/01/05 

50-271 

0 

B301 100303 

8301 100302 

83/01/05 

50-416 

s 

8301100305 

8301 100304 

83/01/04 

50-334 

F 

8301100307 

8301 100304 

93/01/04 

50-334 

F 

8301100310 

0301 10030? 

83/01/07 

50-362 

P 

8301100314 

8301100311 

82/12/31 

50-338 

S 

8301100316 

8301 100313 

82/12/20 

50-361 

P 

8301100319 

8301 100317 

82/12/22 

XPORTLIC 


8301100322 

8301 1003S1 

82/11/29 

REOOD 


8301100323 

6301 100320 

93/01/07 

50-265 

P 

8301 1 00325 

8301 100324 

82/12/27 

XPORTLIC 


8301100327 

0301 100320 

B3/OI/07 

50-285 

P 

830 1100333 

6301 100330 

82/ 12/29 

NUREO 


8301 1 00335 

0301 100330 

82/ 1 2/29 

NUREO 


8301 1 00345 

8301 100342 

82/ 1 2/29 

CONTRACT 


8301 1 00360 

0301200046 

82/12/30 

REVIEW ORP 

8301 1 00400 

6301 100406 

82/12/14 

FOIA 


8301100414 

6301 100409 

82/12/21 

XPORTLIC 


8301100417 

8301100411 

83/01/03 

50-313 

F 

8301 1 00421 

0391100411 

83/01/03 

50-313 

F 

0301100423 

830110041? 

82/12/20 

XPORTLIC 


8301100426 

0301 100422 

82/12/23 

XPORTLIC 


8301100429 

0301 100416 

82/12/10 

50-443 

0 

8301100432 

0301 100418 

82/12/10 

FOIA 


8301 1 00436 

0301100418 

82/12/10 

FOIA 


8301 1 00447 

0301 100444 

82/12/30 

XPORTLIC 


830110044? 

0301100444 

82/12/30 

XPORTLIC 


8301 1 00450 

0301100444 

82/12/30 

XPORTLIC 


8301100451 

8301 100444 

82/ 1 2/30 

XPORTLIC 


8301100469 

0301 100467 

83/01/06 

71-6188 


8301 1 10009 

8301 110003 

82/11/09 

40-2061 


8301 1 10006 

0301 110004 

83/01/03 

XPORTLIC 


83011 10013 

0301 110011 

83/01/05 

50-261 

0 

8301U0014 

8301 110010 

82/1 2/1 S 

40-672 


8301110015 

8301 1 10010 

82/12/15 

40-672 


8301 1 10019 

6301 II 0010 

82/12/15 

40-672 


0301110023 

8301 110016 

82/12/17 

71-6294 


8301110024 

0301 II 0010 

82/12/15 

40-672 


8301 1 10023 

8301 110010 

82/12/15 

40-672 


8301 1 10032 

6301 II 0010 

82/12/15 

40-672 


83011 10035 

8301 110009 

82/ 1 2/24 

70-734 


8301110037 

0301 110034 

82/12/10 

FOIA 


83011 10038 

8301 IIOOO? 

82/ 12/24 

70-734 


8301 1 10039 

8301 11 0010 

82/12/15 

40-672 


83011 10042 

8301 110010 

82/12/15 

40-672 


8301 i 10044 

6301 110041 

82/12/14 

FOIA 


8301 1 10045 

8301 11 0010 

88/12/15 

40-672 


8301 110050 

8301 It 0010 

82/12/15 

40-672 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

ENCLOSURE 

DOC UMENT 

ISSUED 

CATEGORY 

8301110052 

8301 1 10048 

82/12/10 

FOIA 


0301110415 

8301 110413 

03/01/06 

50-370 

A 

8301 1 10053 

0301 110010 

62/12/15 

40-672 


03011 10420 

0301 110416 

02/12/21 

50-373 

8 

8301110055 

0301 110040 

82/12/10 

FOIA 


8301110430 

0301 1 10427 

63/01/06 

50-263 

a 

B3011 10056 

9301 1 10010 

02/12/15 

40-672 


0301 1 10434 

8301 110376 

83/01/05 

50-155 

s 

8301110050 

0301 110040 

02/12/10 

FOIA 


03011 10446 

0301 110443 

03/01/06 

50-409 

F 

8301110060 

8301 110010 

02/12/15 

40-672 


0301110457 

0301 110452 

03/01/06 

50-135 

a 

8301 1 10061 

0301 1 I004B 

82/12/10 

FOIA 


8301110469 

0301 110466 

83/01/06 

0A999 


8301110062 

8301 1 10057 

02/12/17 

70-2957 


03011 10471 

8301 110462 

02/12/21 

50-447 

K 

8301110065 

0301 110063 

02/12/20 

70-143 


8301110402 

0301 1 10475 

03/01/06 

50-483 

<3 

8301110066 

0301 1 10048 

82/12/10 

FOIA 


8301110485 

0301 1 10479 

02/12/28 

50-397 

P 

0301110067 

0301 110040 

02/12/10 

50-155 

P 

8301110496 

0301 110495 

83/01/06 

50-373 

R 

830111006'? 

0301 1 10048 

82/12/10 

50-206 

P 

8301110501 

0301 1 10499 

83/01/03 

50-250 

P 

0301 110071 

0301 110040 

02/12/10 

50-206 

P 

8301110504 

8301 110490 

03/01/04 

50-433 

a 

0301110073 

0301 110048 

82/12/10 

50-206 

P 

8301110505 

0301 1 10503 

83/01/05 

50-289 

p 

0301110074 

0301 1 10040 

82/12/10 

50-206 

P 

8301 1 10506 

0301 1 10503 

03/01/05 

50-209 

p 

8301110076 

8301110040 

02/12/10 

50-206 

P 

83011 10509 

0301 1 10508 

83/01/10 

50-332 

0 

0301110077 

0301110010 

02/12/15 

40-672 


8301 11051 1 

0301 110510 

83/01/10 

50-352 

0 

0301110078 

8301 11 0040 

82/12/10 

30-206 

P 

03011 10518 

8301 1 10515 

03/01/03 

50-315 

8 

9301110079 

0301 110010 

02/12/15 

40-672 


8301110519 

0301110517 

63/01/03 

50-316 

a 

□301110081 

0301 IlOOlO 

02/12/15 

40-679 


0301 110524 

0301 1 10517 

03/01/03 

30-316 

8 

8301110082 

0301 110040 

82/12/10 

50-206 

P 

8301110526 

0301 110517 

03/01/03 

50-316 

8 

0301110003 

03011 10010 

82/12/15 

40-672 


8301110527 

0301 110521 

03/01/07 

50-350 

Q 

8301110007 

0301110010 

82/12/15 

40-672 


0301 1 10599 

8301 110525 

83/01/03 

50-302 

a 

6301110007 

0301 1 10040 

82/12/10 

50-206 

P 

8301110531 

0301 110520 

02/12/23 

50-456 

Q 

0301110091 

8301 1 10040 

02/12/10 

50-206 

P 

03011 1OS30 

8301 1 10520 

62/12/23 

50-459 

a 

0301 110095 

0301 t 10010 

92/12/15 

40-672 


9301110539 

0301 110534 

03/01/07 

50-295 

p 

0301110097 

8301 1 10090 

93/01/05 

50-312 

F 

0301110540 

8301 110536 

03/01/04 

50-206 

R 

0301110099 

8301 110040 

02/12/10 

50-206 

P 

9301 1 10542 

8301 110520 

82/12/23 

50-450 

a 

03011 10101 

0301 1 10090 

93/01/05 

50-312 

F 

0301110554 

0301 1 10543 

83/01/07 

30-402 

A 

0301110103 

0301 1 10040 

02/12/10 

50-206 

P 

0301110557 

0301 110553 

03/01/05 

50-346 

<1 

0301110100 

0331 110040 

02/12/10 

50-806 

P 

6301110561 

0301 110558 

03/01/07 

50-295 

R 

0301110114 

0301110040 

02/12/10 

50-206 

P 

8301110565 

8301 110560 

03/01/04 

50-1 12 

a 

0301110119 

0301 110048 

02/12/10 

50-206 

P 

0301110575 

8301 1 10S7S 

02/12/10 

50-213 

p 

0301110137 

0331 1 10010 

02/12/15 

40-672 


0301110576 

0301 1 10567 

02/12/29 

50-333 

6 

0301110132 

8301 110120 

03/01/05 

50-330 

8 

8301110599 

0301 110502 

03/01/03 

50-331 

6 

0301110135 

8301 110010 

92/12/15 

40-672 


6301110606 

0301110601 

63/01/06 

70-490 


0301110130 

0301110129 

02/12/27 

50-334 

S 

8301110614 

0301 110610 

82/12/16 

50-4 54 

Q 

0301110141 

8301 110010 

82/12/15 

FOIA 


0301110616 

8301 110612 

03/01/06 

40-2304 


0301110149 

8301 t 10010 

02/12/15 

40-672 


8301110625 

0301 110622 

03/01/07 

30-266 

F 

0301110152 

0301110142 

03/01/05 

50-483 

0 

8301110627 

0301 1 1 0626 

82/12/30 

50-340 

P 

0301110154 

8301 110010 

02/12/15 

40-672 


8301110620 

8301110622 

83/01/07 

50-266 

F 

B3011 10159 

6301110010 

82/12/15 

40-672 


0301110636 

8301110633 

83/01/07 

30-271 

F 

0301110165 

0301 110157 

02/12/20 

50-322 

Q 

0301110638 

8301 110633 

83/01/07 

SO-271 

F 

0301110100 

0301 1 10171 

03/01/04 

50-266 

8 

6301110640 

0301 110637 

82/09/29 

40-2061 


0301110167 

8301110177 

83/01/03 

30-331 

9 

83011 I064S 

0301 1 10642 

02/01/10 

CONTRACT 


0301110191 

0301 11 01 05 

83/01/03 

50-29 

P 

0301110649 

0301 1 10646 

63/01/05 

50-254 

F 

0301110200 

8301 110194 

83/01/04 

50-330 

S 

0301110651 

8301 1 10648 

03/01/05 

50-254 

F 

8301110203 

0301110190 

03/01/05 

50-863 

Q 

0301110633 

8301 110650 

02/12/16 

70-36 


0301110215 

8301 110212 

83/01/04 

50-1 12 

V 

0301110654 

0301 110652 

83/01/05 

50-369 

F 

0301110216 

0301 1 10206 

03/01/07 

50-333 

Q 

0301110656 

8301 110605 

03/01/05 

50-346 

a 

0301110224 

0301 110217 

83/12/31 

50-261 

0 

0301110657 

0301 110652 

03/01/05 

50-369 

F 

8301110233 

03011 10225 

82/12/16 

50-409 

6 

8301110667 

8301 110664 

63/01/07 

30-10 

F 

83011 10234 

0301 110209 

83/01/03 

50-395 

S 

8301110668 

8301110666 

82/12/14 

CONrtlSaiON 

6301110233 

0301110231 

03/01/07 

50-358 

0 

8301110674 

8301110671 

02/12/23 

CaMMISSlON 

8301110240 

8301110230 

03/01/03 

50-306 

5 

0301110687 

0301110606 

82/12/22 

71-5926 


0301110251 

6301 110243 

02/12/30 

30-387 

8 

0301120017 

8301120012 

03/01/05 

50-202 

F 

6301110253 

8301 1 10244 

83/01/04 

50-255 

Q 

8301120022 

0301 120012 

03/01/05 

50-282 

F 

8301110261 

8301 110254 

63/01 /07 

50-327 

0 

9301120027 

8301 120021 

93/01/07 

50-373 

F 

8301110262 

0301110252 

83/01/05 

50-155 

8 

0301120028 

6301 120025 

03/01/06 

71-5874 


8301110265 

0301110258 

93/01/04 

50-266 

P 

0301120029 

0301 120021 

03/01/07 

30-373 

F 

0301110270 

0301 110240 

02/12/20 

FOIA 


8301120036 

8301120033 

03/01/07 

50-29 

P 

03011 10280 

8301 110268 

02/12/29 

50-333 

S 

0301120039 

0301 120031 

62/12/16 

FOIA 


0301110203 

0301110277 

83/01 /07 

50-315 

0 

8301120041 

0301 120034 

83/01/07 

50-317 

F 

0301110295 

8301 110209 

82/12/29 

50-333 

8 

0301120043 

0301 120035 

63/01/06 

71-6049 


8301 110297 

0301 110293 

83/01/05 

50-360 

P 

0301120045 

8301 120034 

63/01/07 

30-317 

F 

0301 1 10290 

0301110290 

99/18/27 

50-334 

8 

0301120052 

8301 120031 

03/1^1/16 

FOIA 


8301 1 10300 

0301 110300 

02/12/17 

50-253 

a 

0301120059 

0301 120031 

62/12/16 

FOIA 


8301110323 

8301110315 

02/12/29 

50-271 

8 

0301120062 

0301 120057 

82/ 1 2/23 

71-9152 


8301 110331 

0301 110319 

82/12/29 

50-293 

8 

0301120066 

8301 120031 

62/12/16 

FOIA 


8301110336 

6301 1 10325 

03/01/05 

50-360 

P 

0301120070 

8301 120031 

02/12/16 

FOIA 


0301110341 

0301110329 

83/01/03 

50-321 

P 

0301120079 

8301 120031 

02/12/16 

FOIA 


0301 1 10344 

0301 110335 

02/12/30 

50-307 

8 

6301120095 

8301 120031 

82/12/16 

FOIA 


8301 110345 

8301110338 

03/01/04 

50-373 

a 

8301120009 

8301 120082 

03/01/04 

State Pros 

0301110364 

0301 110357 

02/12/14 

50-266 

a 

0301120102 

8301 120096 

83/01/06 

71-6134 


0301110373 

8301110361 

03/01/06 

50-206 

a 

0301120124 

0301 120120 

03/01/06 

71-5914 


8301110381 

6301110370 

02/12/20 

50-387 

a 

6301120159 

8301 120151 

02/12/22 

50-332 

H 

0301110383 

0301 110377 

02/12/13 

70-659 


0301120179 

9301 1 201 70 

82/12/22 

71-3939 


0301110306 

8301110374 

02/00/13 

50-331 

0 

0301120192 

8301 120106 

02/12/22 

71-9701 


6301110394 

0301 110387 

03/01/05 

50-155 

Q 

0301120197 

0301 120193 

93/01/06 

50-440 

F 

0301110412 

8301 110395 

03/01/05 

50-202 

a 

0301120222 

6301 120218 

03/01/07 

50-322 

0 
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CATEOORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEODRV 

B301 120337 

6301 120232 

63/01/07 

50-159 

0 

0301140063 

6301140056 

03/01/05 

50-336 

8 

6301120362 

6301 120257 

83/01/1 1 

50-537 

0 

0301140069 

6301 140060 

03/01/03 

50-10 

R 

9301120273 

6301120264 

83/01/07 

50-460 

0 

0301140068 

6301140062 

82/12/27 

50-219 

8 

0301120275 

6301 120266 

83/01/06 

SO-70 

0 

0301 140069 

6301 140064 

03/01/10 

50-322 

T 

0301120267 

6301 120260 

83/0! /lO 

50-275 

P 

0301140079 

6301 140073 

92/12/27 

50-282 

0 

B30 11 20290 

6301 120262 

83/01 /01 

50-526 

0 

0301 140078 

6301 140074 

92/12/27 

50-331 

0 

8301120293 

6301 120280 

63/01/10 

90-279 

P 

030 1 1 40080 

6301 140073 

82/12/27 

50-282 

0 

8301120301 

6301 120280 

83/01 /lO 

50-275 

P 

0301140039 

6301 140001 

03/01/06 

50-285 

8 

3301120309 

0301 120302 

03/O;/O6 

90-361 

P 

0301140093 

6301 140003 

83/01/06 

50-277 

0 

8301120310 

6301 120302 

83/01 /06 

50-361 

P 

030 1 1 40094 

6301 140087 

02/12/29 

50-307 

Q 

0301120316 

6301 120313 

83/01/07 

50-3S2 

0 

8301140110 

6301140099 

82/12/30 

50-333 

Q 

8301120391 

6301 120367 

02/12/10 

71-5492 


0301140117 

6301 140112 

93/01/10 

50-220 

R 

8301120397 

6301 120394 

62/12/16 

70-1201 


0301140132 

6301 140124 

82/12/27 

90-483 

0 

B301 120393 

6301 120393 

83/01 /04 

CONTRACT 


0301140140 

6301 140135 

02/12/29 

50-219 

S 

8301120404 

8301120401 

82/12/14 

70-143 


0301140149 

6301140130 

02/12/29 

50-334 

Q 

8301120406 

8301 120402 

83/01 /07 

CONTRACT 


0301 140191 

6301 140146 

03/01/10 

40-299 


8301120420 

8301 120414 

82/12/30 

CONTRACT 


0301140197 

6301140149 

03/01/04 

50-360 

8 

8301120439 

8301 120426 

63/01/06 

50-261 

P 

0301140160 

8301 140193 

02/12/29 

70-390 


8301120441 

8301 120426 

83/01/06 

90-261 

P 

0301140161 

8301140156 

02/12/30 

50-247 

0 

8301120448 

6301 120426 

63/01/06 

90-261 

P 

0301140170 

8301140153 

02/12/29 

70-390 


8301120461 

6301 120454 

83/01 /03 

40-0786 


0301140171 

8301 140196 

02/12/30 

50-247 

Q 

8301 120472 

6301 120462 

83/01/04 

50-202 

P 

0301140172 

B301 140164 

02/12/30 

90-29 

0 

8301120473 

6301 120467 

62/12/02 

40-0681 


0301140177 

8301140166 

03/0 1 /05 

50-336 

6 

8301120462 

6301 120462 

83/01/04 

50-282 

P 

0301140131 

8301140169 

02/12/21 

50-24 S 

Q 

8301120466 

6301 120480 

82/12/06 

40-6622 


0301140190 

8301 140179 

02/12/27 

50-282 

0 

8301120490 

8301 120462 

03/01/04 

50-282 

P 

0301140191 

9301 140105 

03/01/03 

50-311 

B 

8301120914 

8301 120509 

63/01/07 

CONTRACT 


0301140199 

9301 140192 

83/01 /09 

50-220 

S 

8301120927 

6301 120916 

83/01/07 

CONTRACT 


8301140206 

8301 140201 

83/01/11 

90-261 

P 

8301120929 

6301 120519 

82/12/30 

50-361 

P 

0301140207 

8301 140192 

03/01/09 

50-220 

S 

0301120937 

6301 120933 

63/01 /07 

CONTRACT 


8301 140214 

8301 140211 

82/10/12 

aA997 


8301 120539 

8301120919 

82/12/30 

50-361 

P 

0301140216 

8301 140210 

82/12/23 

50-313 

0 

630112DS40 

6301 120931 

82/12/30 

CONTRACT 


0301140222 

8301 140211 

82/10/12 

0A997 


8301120549 

6301 120519 

82/12/30 

50-361 

P 

0301140226 

8301 140217 

03/01 /OS 

80-289 

p 

3301120553 

8301 120946 

83/01/03 

90-318 

P 

0301140234 

6301 140230 

02/12/02 

CONTRACT 


8301120959 

8301 120946 

83/01/03 

90-318 

P 

0301140236 

8301 140217 

83/01/05 

50-209 

p 

8301 120567 

8301 120546 

03/01 /03 

50-318 

P 

8301140238 

8301 140235 

03/01/10 

80-271 

p 

8301120993 

6301 120991 

83/01/09 

50-205 

P 

0301140249 

8301140237 

03/01/09 

50-249 

s 

8301120S95 

8301 120991 

03/01/09 

90-203 

P 

0301140290 

8301 140242 

02/12/30 

S0-27S 

0 

8301120997 

6301 120591 

63/01/09 

50-203 

P 

0301 140297 

8301 140240 

02/12/23 

50-313 

a 

8301130012 

8301 13001 1 

63/01/06 

90-261 

P 

0301140269 

8301 140254 

02/12/29 

SO-312 

0 

8301130019 

8301130014 

63/01/11 

50-361 

P 

0301140266 

6301 140256 

03/01/03 

50-272 

8 

8301130016 

6301 130008 

63/01 /06 

50-312 

P 

0301140268 

8301 140261 

03/01/10 

50-271 

0 

8301130039 

6301130032 

63/01/10 

90-395 

n 

0301 140270 

8301 140272 

83/12/29 

50-272 

0 

8301130080 

6301130076 

83/01/10 

50-280 

p 

0301 140263 

8301 140271 

02/12/27 

80-312 

0 

8301130003 

6301130062 

83/01/11 

50-920 

A 

0301 140265 

8301 140272 

02/12/29 

SO-272 

0 

8301130089 

8301130084 

83/01/05 

50-409 

p 

0301 140290 

8301 140277 

02/11/18 

0A999 


8301 130100 

0301130096 

62/12/30 

90-336 

p 

0301140295 

6301 140201 

02/12/20 

50-254 

0 

8301130104 

6301 130096 

82/12/30 

90-336 

p 

0301140303 

6301 140300 

02/11/26 

0A979 


8301130119 

6301 130116 

63/01/07 

50-298 

0 

0301140307 

6301 140300 

02/11/26 

QA999 


8301130141 

6301 130134 

03/01/07 

90-291 

R 

0301140317 

6301 140315 

03/01/12 

50-247 

T 

8301130169 

8301 130163 

62/12/29 

71-9081 


0301140322 

6301 140321 

02/12/29 

50-206 

0 

8301130173 

6301 130166 

03/01/10 

0A999 


8301140324 

830J 140319 

03/01/12 

50-247 

T 

8301130176 

6301 130166 

83/01/10 

0A999 


8301140325 

8301 140321 

82/12/29 

50-206 

0 

B301I30177 

6301 130174 

03/01/06 

90-324 

P 

8301140320 

6301140319 

83/01/12 

50-247 

T 

8301130176 

6301 130166 

63/01/10 

0A999 


8301140332 

83011 4031 S 

S3/0I/12 

50-247 

T 

8301130181 

8301 130166 

83/01/10 

QA999 


8301140330 

8301 140335 

02/11/26 

QA979 


8301130169 

8301 130166 

83/Ot/JO 

QA999 


8301140340 

8301 140335 

02/11/26 

QA999 


8301130107 

6301 130164 

83/01/09 

90-334 

F 

8301140343 

0301 140335 

02/11/26 

QA999 


8301130168 

6301 130168 

83/01/10 

QA999 


8301140345 

6301 140337 

83/01/09 

50-52^ 

0 

8301130192 

6301 130191 

83/01/06 

50-331 

F 

8301140362 

6301140360 

82/12/28 

50-920 

a 

8301130193 

6301130160 

83/01/10 

0A999 


830 U 40370 

8301140360 

63/01/10 

50-261 

R 

8301130194 

6301130166 

03/01/10 

0A999 


8301140374 

6301 140360 

03/01/10 

50-261 

ft 

8301130196 

6301 130166 

83/01/10 

0A999 


8301140379 

6301 140369 

03/01/12 

SO-272 

0 

8301130190 

0301 130197 

02/12/30 

50-293 

P 

8301140377 

8301 140361 

83/01/03 

50-264 

R 

8301130202 

6301130200 

02/12/27 

CONTRACT 


8301140379 

8301 140360 

83/01/10 

90-261 

R 

8301130210 

6301130206 

83/01/06 

90-263 

P 

8301140304 

6301 140360 

83/01/10 

90-261 

R 

8301130216 

6301 130214 

02/12/29 

50-327 

P 

8301140309 

8301140381 

82/12/30 

50-313 

a 

8301130216 

8301130214 

62/12/29 

50-327 

P 

8301140393 

8301140389 

62/12/21 

90-445 

0 

8301130221 

8301130214 

62/12/29 

50-327 

P 

8301140395 

6301140391 

03/Ol/tO 

50-277 

a 

8301130222 

6301130214 

62/12/29 

90-327 

P 

8301140397 

6301 140392 

82/11/26 

0A999 


B30114000S 

8301140004 

02/12/06 

QA999 


8301140405 

8301 140399 

82/11/26 

QA999 


8301140010 

8301140007 

62/12/29 

90-409 

8 

8301140416 

8301 140409 

82/12/29 

50-394 

a 

0301140013 

8301 140011 

83/01/10 

90-389 

A 

8301140420 

8301 140419 

82/12/22 

50-368 

a 

8301140021 

8301140019 

62/11/30 

FOIA 


8301140430 

8301 140426 

82/11/10 

OA999 


8301140026 

8301140024 

63/01/07 

50-247 

0 

8301140432 

8301 140427 

83/01/10 

50-272 

ft 

9301140027 

8301140023 

03/01/09 

50-380 

8 

0301140436 

8301 1404 26 

82/11/18 

OA999 


8301140039 

8301 140034 

03/01/07 

90-245 

B 

0301140437 

8301 140434 

83/01/04 

50-3 

u 

8301140044 

8301 140040 

63/01/10 

50-329 

Q 

0301140449 

8301 140443 

63/01/10 

71-5492 


8301140049 

0301 140046 

63/01/04 

60-334 

P 

0301140446 

8301 1404 4 4 

03/01 /tl 

50-320 

Q 

8301140051 

6301140046 

82/12/29 

90-271 

0 

8301140447 

6301 140439 

63/01/11 

50-275 

P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0301140449 

0301 140444 

63/01/11 

50-320 

0 

0301140450 

6301 140435 

63/01/1 1 

50-275 

P 

0301140453 

6301 140451 

93/01/10 

SO-312 

P 

0301140460 

8301140457 

93/01/04 

COMMISSION 

0301 140467 

6301140463 

83/01/06 

50-368 

P 

0301140478 

8301140463 

03/01/06 

50-366 

P 

0301140475 

8301 140469 

03/01/07 

CONTRACT 


0301140480 

8301 140463 

63/01/06 

50-366 

P 

0301140493 

6301 140487 

83/01/06 

50-250 

P 

0301140499 

6301 140496 

83/01/06 

COMMISSION 

0301140508 

0301 140491 

92/11/04 

70-143 


B301140SO& 

8301 140491 

82/11/04 

70-143 


8301140S09 

8301 140491 

02/ 1 1 /04 

70-143 


9301140513 

8301 140491 

88/11/04 

70-143 


0301140516 

8301 140491 

62/11/04 

70-143 


0301140517 

6301 140491 

82/11/04 

70-143 


0301140521 

6301140506 

02/18/21 

40-8061 


0301140528 

6301140516 

63/01/10 

50-312 

F 

0301140526 

8301 140518 

63/01/10 

50-312 

F 

8301140587 

8301 140524 

62/12/13 

70-2946 


0301140537 

8301 140528 

82/11/24 

50-142 

Q 

0301140548 

6301 140528 

02/ 1 1 /24 

50-142 

0 

8301140548 

6301 140528 

08/11/24 

FOIA 


0301140554 

8301 140528 

02/11/24 

50-142 

P 

8301140563 

6301 140526 

92/11/84 

FOIA 


0301140569 

8301 140526 

82/11/24 

FOIA 


8301140573 

6301 140586 

02/11/24 

50-142 

P 

8301140563 

6301 140570 

83/01/05 

COMMISSION 

8301140589 

6301 140581 

02/11/30 

FOIA 


8301140590 

0301 140582 

62/12/23 

71-5814 


8301140599 

8301140581 

92/11/30 

FOIA 


8301140605 

8301 140600 

93/01/07 

REVIEII GRP 

83011 70007 

830) 170006 

62/12/16 

71-476 


8301170018 

8301170009 

62/10/15 

70-143 


8301 170014 

8301170011 

83/01/12 

CONTRACT 


8301170024 

8301 170020 

63/01/06 

50-302 

F 

8301170036 

8301 170035 

63/01/05 

50-325 

S 

8301170045 

8301 170039 

68/18/26 

50-254 

0 

8301170047 

6301 170044 

63/01/07 

50-206 

p 

0301170051 

6301170044 

83/01/07 

50-206 

p 

8301170056 

630 M 70032 

83/01/05 

50-259 

s 

8301170060 

6301 170052 

83/01/05 

50-324 

s 

8301170068 

6301 170062 

62/12/30 

50-324 

s 

8301170088 

8301170082 

83/01/12 

50-315 

a 

8301170089 

8301 170076 

98/12/29 

50-254 

8 

8301170093 

6301 170086 

63/01/05 

50-327 

8 

8301170103 

0301 170100 

63/01/1 1 

70-2945 


8301170104 

0301 17009S 

03/01/05 

50-395 

3 

8301170111 

6301 170090 

83/01/07 

50-416 

s 

6301170118 

6301 170107 

03/01/05 

50-325 

8 

8301170126 

0301 170117 

03/01/05 

50-339 

8 

83 01170129 

8301 170127 

03/01/10 

50-266 

R 

83 01170133 

8301 170183 

03/01/12 

50-871 

R 

8301170140 

8301170138 

82/12/30 

State Prog 

8301170155 

0301 170151 

63/01/13 

50-416 

R 

8301170157 

8301 170147 

83/01/05 

50-384 

6 

83 01170166 

6301 170160 

93/01/07 

50-416 

S 

0301170170 

8301170168 

83/01/05 

50-339 

6 

8301170191 

8301170185 

63/01/07 

50-416 

8 

8301170195 

8301170193 

83/01/05 

50-384 

8 

8301170198 

6301 170194 

03/01/12 

50-247 

T 

8301170202 

6301 170800 

63/01/06 

50-269 

B 

8301170205 

830U70I99 

83/01/11 

50-148 

G 

8301170210 

6301170806 

63/01/05 

50-324 

S 

8301170211 

8301170199 

83/01/11 

50-148 

0 

8301170217 

6301 170215 

63/01/05 

50-325 

S 

8301170219 

0301 170213 

63/01/07 

50-385 

8 

8301170221 

6301 170216 

63/01/12 

50-247 

T 

8301170223 

6301 170222 

83/01/07 

50-385 

S 

8301170229 

6301 170226 

88/11/24 

50-446 

8 

8301170230 

8301170224 

83/01/05 

50-325 

S 

8301170233 

6301170829 

82/11/24 

50-446 

Q 

8301170240 

8301170234 

63/01/11 

SO-416 

e 

8301170846 

8301170243 

63/01/10 

50-10 

0 

8301170247 

0301 170237 

62/ 1 8/30 

50-385 

a 

8301170248 

6301170244 

83/01/07 

50-346 

6 

6301170251 

6301 170242 

83/01/10 

50-266 

0 

630 1 1 70253 

6301170853 

63/01/07 

50-261 

8 

8301170259 

8301170255 

83/01/10 

50-31 1 

R 

6301170262 

8301 170260 

62/12/30 

50-366 

8 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8301170263 

0301 170257 

83/01/07 

50-325 

S 

8301170270 

8301 170265 

83/01/05 

50-367 

8 

8301 170873 

0301 170266 

83/01/12 

50-329 

0 

8301170274 

8301 170268 

03/01/11 

50-416 

S 

0301170275 

8301 170272 

83/01/05 

50-387 

a 

Q30 1170277 

8301 170271 

82/12/23 

50-321 

8 

8301170887 

830 1 1 70284 

83/01/03 

50-352 

0 

0301170290 

8301 170282 

83/01/06 

50-307 

8 

6301170297 

8301 170292 

82/12/29 

50-361 

s 

8301170300 

8301 170296 

83/01/03 

50-272 

0 

8301170301 

8301 170295 

82/12/23 

50-361 

8 

8301170302 

0301 170294 

83/01/07 

SO-29 

8 

8301170303 

8301 170292 

02/12/29 

50-361 

8 

8301170304 

8301 170295 

82/12/23 

50-361 

8 

8301170308 

8301 170298 

82/12/29 

50-312 

a 

8301170314 

830! 170305 

83/01/06 

SO-317 

0 

0301170315 

8301 170310 

83/01/03 

50-247 

0 

8301170316 

8301 170311 

82/12/30 

50-361 

8 

8301170320 

8301 170305 

83/01/06 

50-317 

0 

8301170323 

8301 170313 

83/01/07 

50-307 

8 

0301170325 

0301 170309 

83/01/04 

50-366 

S 

8301170336 

8301 170320 

83/01/05 

50-324 

8 

0301170337 

8301 170332 

83/01/07 

50-307 

S 

8301170338 

0301170330 

83/01/06 

50-316 

8 

6301170339 

8301 170333 

83/01/03 

50-213 

0 

8301170340 

8301 170334 

83/01/13 

HI6C 


8301170345 

0301 170341 

02/12/29 

50-361 

8 

8301170347 

0301 170334 

03/01/13 

MISC 


8301170348 

830 1 1 70330 

83/01/06 

50-316 

S 

8301 170350 

8301 170343 

03/01/12 

50-277 

0 

8301170354 

8301 170334 

83/01/13 

MISC 


8301170356 

8301 170344 

03/01/11 

50-2 9 S 

0 

8301170366 

8301 170360 

82/12/30 

50-366 

a 

0301170367 

8301 170364 

82/12/27 

50-362 

a 

6301170368 

8301 170365 

03/01/05 

50-324 

6 

6301170369 

8301 170362 

03/01/12 

50-443 

Q 

6301170377 

8301 170375 

83/01/03 

50-309 

a 

8301170378 

8301 170372 

82/12/28 

70-2548 


8301170379 

8301 170375 

83/01/03 

50-309 

0 

8301170380 

8301 170376 

03/01/05 

80-324 

8 

8301170366 

8301 170383 

83/0 l/tl 

80-313 

Q 

0301170309 

8301 170305 

83/01/03 

50-3 1 5 

a 

B30U 70390 

8301 170388 

63/01/03 

50-286 

Q 

8301170393 

8301 170391 

83/01/03 

50-317 

0 

0301170400 

8301170399 

83/01/06 

50-366 

8 

8301170403 

8301 170396 

83/01/07 

50-397 

B 

8301170404 

8301 170402 

83/01/07 

50-395 

S 

8301170415 

0301 170412 

03/01/13 

50-305 

P 

8301170419 

8301 170411 

83/01/05 

50-3 1 1 

a 

8301170421 

8301 170420 

03/01/13 

50-305 

p 

8301170422 

0301 170418 

83/01/07 

SO-416 

8 

8301170429 

8301 170423 

83/01/05 

50-325 

a 

8301170431 

8301170426 

83/01/10 

50-416 

8 

8301170434 

0301170428 

82/12/23 

50-366 

8 

8301170439 

8301170433 

83/01/06 

50-349 

8 

8301170442 

8301 170436 

03/01/10 

50-333 

R 

8301170449 

8301 170443 

83/01/05 

50-324 

8 

8301170451 

8301 170433 

03/01/06 

50-348 

8 

8301170453 

8301 170438 

03/01/13 

mac 


8301170455 

8301 170446 

83/01/03 

80-412 

0 

8301 170457 

8301 170447 

02/12/23 

50-361 

8 

8301170460 

8301 170452 

83/01/07 

SO -296 

8 

8301170461 

8301 170433 

83/01/06 

50-346 

a 

8301170464 

8301 170458 

82/12/29 

50-361 

8 

8301170466 

8301 170446 

03/01/03 

50-412 

0 

0301170467 

8301170456 

83/01/05 

50-324 

8 

8301170469 

8301 170462 

82/12/29 

50-312 

8 

8301170474 

8301170468 

83/01/07 

50-315 

8 

8301170476 

0301170470 

83/01/07 

50-333 

S 

0301170477 

8301170471 

82/12/30 

50-362 

8 

0301170479 

8301 170473 

83/01/11 

50-416 

8 

8301170485 

0301 170472 

83/01/05 

50-324 

B 

8301170488 

8301 170478 

83/01/07 

50-387 

a 

8301170489 

8301 170483 

83/01/12 

S0-2S0 

p 

8301 170490 

8301 170482 

83/01/06 

50-395 

6 

8301170492 

8301 170487 

82/12/28 

50-361 

8 

830 1 170497 

8301 170493 

82/12/28 

50-244 

0 

8301170501 

8301 170493 

02/12/20 

50-244 

0 

8301170502 

8301 170499 

03/01/07 

50-260 

p 

0301170503 

8301 170490 

03/01/05 

50-338 

8 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION number 
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DATE 
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ENCLOSURE 

DOCUMENT 
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8301170504 

8301 170495 

03/01707 

50-201 

S 

83011.70508 

8301 170494 

02/ 12/20 

50-361 

8 

B301 1 70509 

0301 170505 

83/01/07 

SO-309 

S 

83011 70511 

8301170495 

83/01/07 

50-281 

B 

B30U70516 

9301 170312 

82/12/22 

50-237 

8 

B30 1170520 

8301 170515 

03/01/07 

50-29 

8 

8301170523 

0301 170517 

83/01/07 

50-325 

8 

0301 1 70525 

8301 170321 

83/01/05 

50-324 

6 

a301170S2A 

8301170522 

83/01/07 

30-280 

S 

8301170527 

8301170394 

83/01/1 1 

30-29 

P 

8301170328 

0301 170524 

83/01/05 

S0-2B7 

8 

8301170529 

0301 170518 

82/12/28 

50-237 

8 

8301170531 

8301 170322 

03/01/07 

50-200 

0 

8301170533 

8301170394 

03/01/11 

50-29 

P 

0301170533 

8301 170530 

83/01/07 

50-395 

B 

8301170535 

8301170394 

93/01/11 

50-29 

P 

8301170537 

8301 170534 

03/01/03 

50-311 

8 

8301 1 70539 

8301170532 

82/ 12/30 

50-237 

8 

8301 170540 

8301 170538 

03/01/07 

50-331 

8 

8301 170541 

8301 170394 

83/01/1 1 

30-29 

P 

0301170542 

8301170394 

83/01/11 

50-29 

P 

8301170554 

8301 170550 

83/01/04 

50-365 

B 

8301 180002 

8301 180001 

82/12/29 

50-247 

a 

8301180010 

8301 100007 

82/12/23 

FOIA 


8301180011 

8301 180007 

82/12/23 

FOIA 


8301180013 

8301 180007 

82/12/23 

FOIA 


8301 180017 

0301 100007 

82/ 12/23 

FOIA 


8301180021 

8301 180007 

02/ 1 2/23 

FOIA 


0301 180024 

8301 180007 

02/12/23 

FOIA 


0301180027 

8301 180007 

82/12/23 

FOIA 


8301180029 

8301 1B0007 

02/12/23 

FOIA 


8301 180030 

8301 180007 

82/12/23 

FOIA 


8301180033 

8301 180007 

02/ 1 2/23 

FOIA 


8301180035 

8301 180007 

02/12/23 

FOIA 


8301180040 

8301 180007 

02/12/23 

FOIA 


8301180044 

8301 180007 

02/ 12/23 

FOIA 


8301180051 

8301 180047 

63/01/13 

50-413 

A 

8301180056 

8301 180055 

83/01/12 

50-440 

6 

8301 180059 

0301 180055 

83/01/12 

50-440 

a 

8301180052 

8301 1B005S 

63/01/12 

50-440 

a 

8301 18005S 

8301 180061 

83/01/14 

50-295 

0 

8301 180056 

8301 180050 

83/01/14 

SO-440 

0 

0301100073 

0301 18005B 

83/01/10 

50-295 

Q 

0301180076 

0301 180072 

03/01/10 

90-315 

8 

8301180082 

8301 180080 

83/01/10 

50-205 

R 

0301 180084 

8301 180079 

82/12/07 

50-257 

R 

8301180083 

0301 1G0087 

B3/0J/1O 

50-413 

D 

0301180092 

8301 180097 

83/01/10 

50-413 

D 

0301180094 

8301 180087 

83/01/10 

50-413 

D 

8301180096 

8301 180087 

83/01/10 

50-413 

D 

0301 100097 

8301 100093 

03/01/07 

50-451 

Q 

0301 180103 

8301 leOlOD 

83/01/12 

50-329 

A 

8301180104 

8301 180102 

83/01/10 

S0-28S 

8 

8301180113 

8301 1801 11 

03/01/13 

50-285 

P 

8301180114 

8301 180112 

83/01/12 

50-526 

a 

0301180115 

8301 180111 

83/01/13 

50-285 

p 

8301180130 

8301 180121 

83/01/11 

30-409 

6 

8301180139 

8301 160133 

83/01/03 

30-256 

a 

8301180143 

8301 180137 

83/01/10 

50-295 

a 

0301180149 

8301 180133 

83/01/03 

50-266 

a 

8301180151 

8301100147 

83/01/12 

50-302 

p 

0301180152 

8301 180140 

83/01/05 

30-267 

s 

8301180155 

0301 180154 

82/12/22 

90-267 

0 

8301180170 

8301 180165 

83/01/07 

50-461 

Q 

8301180171 

8301 180157 

83/01/07 

50-500 

0 

0301180173 

8301 180154 

82/12/22 

50-267 

Q 

8301180194 

8301 1B0I91 

83/01/12 

50-29 

P 

0301180197 

8301 180191 

83/01/12 

50-29 

P 

8301180198 

0301 100191 

83/01/12 

50-29 

P 

8301100199 

8301 180195 

03/01/13 

30-209 

0 

8301100200 

0301 180195 

83/01/13 

50-247 

T 

8301180208 

0301 180204 

83/01/14 

50-351 

P 

e30>l 180210 

0301 180201 

83/01/12 

30-320 

P 

8301180213 

0301 180211 

83/01/10 

50-316 

8 

8301180220 

8301 180215 

03/01/13 

50-247 

0 

8301180222 

8301100215 

83/01 /OS 

30-325 

0 

0301180224 

8301 100215 

83/01/13 

50-247 

0 

8301180225 

8301 180151 

03/01/14 

50-353 

0 

8301180225 

8301 180215 

83/01/05 

50-325 

0 

8301180230 

8301180229 

83/01/13 

50-443 

0 


ACCESSION 

HUMBER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOOliV 

8301180231 

0301 100228 

33/01/07 

50-206 

0 

8301180232 

630] 100227 

03/01/14 

50-351 

P 

8301180292 

0301 160251 

83/01/11 

50-537 

A 

8301180233 

8301 10O2SO 

83/01/12 

50-320 

P 

8301180297 

0301 180245 

63/01/14 

50-282 

P 

8301180258 

B301 180256 

83/01/13 

QA999 


8301180259 

8301 180245 

83/01/14 

50-282 

P 

8301180255 

9301 180262 

03/01/12 

50-279 

P 

8301180269 

0301 180265 

83/01/12 

50-449 

F 

8301180270 

0301 180263 

83/01/13 

QA999 


8301180275 

0301 180263 

83/01/13 

QA999 


6301 180279 

0301 100274 

83/01/12 

90-142 

0 

8301180280 

0301 180273 

83/01/04 

50-361 

0 

8301180201 

0301 100279 

02/12/20 

50-443 

0 

8301180283 

0301 100274 

03/01/12 

50-142 

0 

8301180284 

0301 (80263 

B3/0I/13 

0A999 


8301 1 80287 

0301 100274 

03/0] /12 

50-142 

0 

8301180288 

0301 100232 

82/12/30 

40-0713 


8301180291 

8301 100274 

03/01/12 

30-142 

0 

8301100297 

8301 100206 

83/01/14 

50-293 

p 

8301180298 

6301 180290 

03/01/03 

50-454 

Q 

8301180300 

6301 180294 

03/01/12 

50-320 

P 

8301 180302 

8301 180299 

03/01/06 

50-257 

P 

8301180303 

8301 180295 

03/01/13 

mac 


8301180305 

8301 180274 

03/01/12 

50-148 

G 

8301100305 

8301 180290 

03/01/03 

50-454 

0 

8301180307 

8301 180299 

83/01/05 

50-267 

P 

8301180314 

8301 180309 

83/01/13 

0A999 


8301180316 

8301 180310 

03/01/10 

30-335 

s 

8301180318 

8301 100312 

62/11/25 

40-8706 


8301180321 

8301 100274 

83/01/12 

SO- 142 

0 

8301180322 

6301 100309 

83/01/13 

QA999 


8301180328 

8301 100274 

03/01/12 

50-142 

0 

0301180328 

0301 18030? 

03/01/13 

QA999 


8301 1 80329 

6301 180320 

02/12/29 

50-257 

B 

8301180331 

8301 180274 

03/01/12 

50-142 

0 

8301180333 

6301 180323 

83/01/06 

90-321 

s 

8301 1 80334 

6301 180324 

03/01/09 

50-325 

3 

0301180343 

8301 (00330 

03/01/07 

50-257 

a 

0301100344 

0301 180274 

83/01/12 

50-142 

Q 

8301100347 

6301 1B0339 

83/01/03 

50-237 

S 

B30UB0349 

6301 180274 

83/01/12 

50-142 

0 

8301180333 

8301 180274 

03/01/12 

50-142 

0 

0301180355 

6301 100348 

03/01/12 

50-446 

0 

0301 100360 

6301 160352 

B3/01 /03 

90-352 

0 

8301 100361 

6301 100274 

83/01/12 

50-142 

0 

8301100366 

6301 180355 

83/01/03 

90-325 

B 

0301100367 

6301 100274 

03/01/12 

50-142 

0 

0301180372 

6301 180354 

82/12/22 

50-267 

8 

0301180374 

0301 180274 

03/01/12 

50-142 

0 

8301100379 

8301 180350 

83/01/10 

50-305 

a 

0301100375 

6301 180353 

63/01/11 

50-260 

0 

8301100377 

0301 100274 

03/01/12 

90- 1 42 

o 

0301180382 

8301 180370 

03/01/10 

50-335 

B 

0301180305 

6301 180274 

83/01/12 

60-142 

9 

0301180386 

6301 (00384 

83/01/14 

50-369 

R 

0301 1 80307 

6301 160274 

83/01/12 

90-142 

0 

0301100390 

6301 180371 

83/01/12 

40-8705 


8301180392 

6301 100303 

93/01/17 

90-261 

P 

0301100393 

0301 180379 

03/01/06 

50-355 

8 

0301100397 

8301 180274 

03/01/12 

50-142 

0 

8301 100400 

8301 180399 

83/01/10 

30-155 

P 

8301180402 

8301 180274 

03/01/12 

30-142 

0 

8301180409 

8301 160395 

83/01/10 

90-155 

P 

8301100407 

6301 180274 

83/01/12 

50-142 

0 

0301180409 

8301 100274 

03/01/12 

30-142 

0 

8301180411 

6301 180274 

03/01/12 

90-142 

0 

8301 180414 

8301 180274 

83/01/12 

90-142 

0 

8301180419 

B301 180274 

83/01/12 

50-142 

0 

8301180417 

8301 180274 

83/01/12 

50-142 

G 

8301 180422 

6301 100421 

83/01/10 

50-346 

P 

8301180484 

0301 180481 

83/01/11 

50-247 

M 

8301190500 

0301 1004 96 

83/01/07 

50-277 

P 

8301180528 

0301 180524 

83/01/13 

90-320 

F 

8301180529 

8301 100527 

62/12/30 

XPORTLIC 


0301180335 

8301 180530 

83/01/13 

50-259 

F 

8301180538 

8301 180933 

83/01/13 

90-369 

F 

8301 1 00939 

8301180530 

93/01/13 

50-259 

F 

0301100540 

6301190159 

B3/01/12 

50-249 

0 

8301 180542 

6301 180933 

83/01/13 

50-359 

F 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUNSEfi 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUHENT 

ISSUED 

CATEOORV 

630 1190002 

0301 190001 

03/01 /U 

50-482 

A 

8301 1 90003 

0301190001 

03/01/11 

50-402 

A 

8301 190005 

8301190004 

02/12/29 

50-440 

A 

6301 190001) 

6301190004 

82/12/29 

50-440 

A 

8301190019 

8301190015 

03/01/11 

50-302 

P 

B30 1190022 

8301 190020 

63/01/13 

50-346 

F 

8301190025 

0301 190020 

03/01/13 

50-346 

F 

8301190026 

8301 190023 

02/12/23 

71-6679 


030119002? 

0301 190023 

B2/ 12/23 

71-6679 


8301190034 

0301 190031 

63/01/13 

50-155 

F 

8301190033 

0301190031 

83/01/13 

50-155 

F 

8301190044 

0301190041 

03/01/13 

50-387 

F 

8301 1 90047 

0301190041 

03/01/13 

50-387 

F 

8301 1 90048 

0301190042 

83/01/07 

50-321 

R 

8301190054 

8301 190052 

03/01/13 

50-331 

R 

8301 190055 

8301 190051 

03/01/07 

50-293 

P 

8301190056 

8301 190051 

03/01/07 

50-293 

P 

6301190057 

8301190051 

03/01/07 

50-293 

P 

8301 1 90060 

0301 190023 

62/12/23 

71-6679 


8301190064 

8301 190023 

02/12/23 

71-6679 


8301190065 

0301 190023 

62/12/23 

71-6679 


8301190066 

0301 190062 

03/01/06 

50-333 

P 

830 11 90070 

6301190062 

83/01/06 

50-333 

P 

8301190074 

6301 190063 

83/01/13 

50-340 

F 

8301 1 90075 

0301 190069 

03/01/1 1 

50-346 

P 

8301 190076 

0301 190062 

83/01/06 

50-333 

P 

8301190080 

6301 190063 

83/01/13 

80-340 

F 

8301190086 

9301 190081 

03/01/13 

50-338 

F 

8301190091 

0301 190037 

02/11/01 

TOPREP 


8301190092 

8301 190031 

03/01/13 

50-335 

F 

8301190102 

0301 190096 

33/01/13 

50-321 

F 

8301190108 

0301190103 

62/12/13 

70-146 


8301 190109 

0301 190103 

82/12/13 

70-340 


8301190113 

0301 I90I03 

82/12/13 

70-146 


8301190114 

0301 1901 11 

03/01/13 

50-263 

F 

8301190117 

8301 190103 

82/12/13 

70-146 


8301190118 

0301 190111 

03/01/13 

50-263 

F 

8301190119 

0301 190116 

02/12/30 

50-254 

F 

8301190121 

8301 190096 

03/01/13 

50-321 

F 

8301190128 

8301 190124 

03/01/12 

50-395 

P 

8301190129 

0301 190123 

02/11/24 

TQPREP 


8301190130 

0301 190124 

03/01/12 

50-395 

P 

8301190136 

0301 190124 

83/01/12 

50-395 

P 

8301190138 

0301190133 

83/01/11 

50-259 

P 

8301190139 

0301190124 

83/01/12 

50-395 

P 

8301190140 

0301 190135 

03/01/13 

50-225 

F 

8301190141 

8301110134 

03/01/10 

50-10 

P 

8301190146 

6301 190142 

03/01/10 

50-311 

P 

8301190148 

0301190143 

83/01/13 

50-3 

F 

8301190149 

0301190144 

83/01/14 

TOPREP 


8301190151 

0301 190142 

63/01/10 

50-311 

P 

8301190154 

0301190147 

03/01/13 

50-315 

F 

8301190156 

0301 190143 

83/01/13 

50-3 

F 

8301190158 

0301 190142 

83/01/10 

50-311 

P 

8301190162 

0301 190147 

83/01/13 

50-315 

F 

8301190164 

0301 190160 

03/01/14 

50-3 

F 

8301190166 

0301 190145 

02/11/22 

FOIA 


8301190167 

0301 190160 

83/01/14 

50-3 

F 

8301190168 

0301 190145 

02/11/22 

FOIA 


8301190170 

8301 190145 

02/11/22 

FOIA 


B30 1190172 

0301 190145 

82/11/22 

FOIA 


8301190174 

0301190169 

03/01/13 

50-313 

F 

8301190176 

0301190173 

03/01/14 

50-305 

F 

8301190178 

0301190173 

03/01/14 

50-305 

F 

8301190100 

0301190175 

03/01/13 

50-250 

F 

8301190105 

6301 190175 

83/01/13 

SO-250 

F 

8301190109 

0301 190107 

83/01/12 

50-350 

R 

8301190190 

0301190106 

03/01/13 

50-220 

F 

8301190193 

8301 190186 

03/01/13 

50-220 

F 

8301190197 

0301190145 

02/11/22 

50-209 

P 

8301190190 

6301 190107 

83/01/12 

50-3 SB 

R 

8301190207 

0301 190145 

02/11/22 

FOIA 


8301190210 

0301190145 

02/11/22 

FOIA 


8301190213 

0301190145 

02/11/22 

FOIA 


8301190219 

0301 190145 

02/11/22 

FOIA 


8301190226 

8301190222 

03/01/07 

50-209 

Q 

8301190227 

0301 190165 

03/01/12 

50-248 

0 

8301190231 

0301 190228 

03/01/06 

50-272 

0 

8301190232 

0301 190230 

83/01/10 

50-311 

6 

8301190240 

8301190235 

83/01/10 

50-271 

S 


ACCESSION NUHOER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUHENT 

ISSUED 

CATEOQfiV 

8301190247 

8301 190237 

83/01/18 

50-259 

0 

0301190251 

8301 190243 

83/01/14 

50-302 

P 

8301190255 

8301 190243 

83/01/14 

50-302 

P 

8301190270 

8301 190145 

82/11/22 

FOIA 


8301190275 

8301 190269 

83/01/14 

50-331 

P 

0301190276 

0301 190265 

83/01/10 

50-271 

s 

0301190279 

0301 190145 

02/ 1 1 /22 

FOIA 


8301190202 

0301 190269 

83/01/14 

50-331 

P 

8301190200 

8301 190269 

83/01/14 

50-331 

p 

8301190309 

0301 190300 

83/01/13 

50-24 5 

a 

B301 190311 

8301 190307 

03/01/14 

S0-27S 

p 

B30U90313 

8301 190305 

03/01/05 

50-272 

8 

0301190321 

0301 190317 

03/01/05 

50-38B 

Q 

6301190322 

8301 190316 

03/01/07 

50-206 

0 

8301190328 

0301 190323 

83/01/06 

50-443 

0 

B301 190337 

8301 190332 

83/01/06 

50-309 

0 

6301190339 

8301 190333 

83/01/07 

50-219 

a 

8301190340 

8301 190336 

83/01/07 

50-272 

0 

8301170344 

8301 190336 

03/01/07 

50-272 

0 

8301190345 

8301 190333 

83/01/07 

50-219 

S 

830 1190346 

8301 190342 

83/01/06 

50-220 

Q 

8301190348 

8301 190341 

03/01/05 

30-311 

8 

8301 190353 

8301 190342 

83/01/06 

50-220 

a 

8301190356 

8301 190350 

83/01/13 

50-213 

p 

8301190361 

0301 190352 

03/01/05 

50-311 

s 

8301190362 

8301 190359 

83/01/11 

50-333 

8 

8301190369 

8301 19036B 

83/01/13 

50-255 

P 

8301 190371 

8301 190368 

83/01/13 

SO-233 

P 

8301190373 

8301 190370 

83/01/14 

50-213 

F 

0301190374 

8301 190366 

83/01/05 

50-334 

0 

8301190375 

8301 190368 

83/01/13 

50-255 

P 

8301190376 

8301 190370 

03/01/14 

50-213 

F 

8301190378 

8301 190368 

83/01/13 

50-255 

P 

8301190379 

8301 190368 

83/01/13 

50-255 

P 

8301190382 

8301190380 

83/01/14 

50-21 <7 

F 

8301190383 

8301 190380 

03/01/14 

50-219 

F 

8301190384 

8301 190381 

83/01/07 

50-334 

a 

8301190386 

8301 190385 

03/01/14 

50-244 

F 

8301190387 

8301 190385 

03/01/14 

30-244 

F 

8301190392 

8301 190391 

83/01/13 

CONTRACT 


8301190411 

8301 190409 

83/01/04 

COHMISSION 

8301190412 

0301 190409 

83/01/04 

CaHHISaiON 

8301190420 

8301 190409 

83/01/04 

COHHI8BION 

8301190422 

8301 190409 

83/01/04 

COMMISSION 

8301190425 

8301 190409 

03/01/04 

COMMISSION 

8301190428 

8301 190409 

83/01/04 

COMMISaiON 

8301190432 

0301 190409 

83/01/04 

COMMISSION 

8301190435 

0301 190409 

03/01/04 

COMMISaiON 

8301190443 

8301 190409 

83/01/04 

COMMISSION 

0301190445 

8301 190409 

83/01/04 

COMMISSION 

8301190448 

8301 190409 

03/01/04 

COMMISSION 

8301190451 

8301 190409 

83/01/04 

COMMISSION 

8301190453 

8301 190409 

03/01/04 

COHMIBSION 

8301190457 

8301 190409 

03/01/04 

COMMISSION 

8301190459 

8301 190409 

03/01/04 

COMMISSION 

8301190463 

8301 190409 

93/01/04 

COMMISSION 

8301190468 

0301 190409 

83/01/04 

COMMISSIDH 

8301190472 

8301 190409 

83/01/04 

COMMISSION 

8301190475 

8301 190409 

83/01/04 

COMMISSION 

8301190477 

0301 190409 

93/01/04 

COMMISSION 

8301190479 

8301 190409 

63/01/04 

COMMISSION 

8301190484 

0301 190482 

82/11/23 

CONTRACT 


8301190489 

8301 190409 

83/01/04 

COMMISSION 

8301190492 

8301 190409 

83/01/04 

COMMISSION 

8301190495 

8301 190409 

83/01/04 

COMMISSION 

8301190828 

0301 190526 

83/01/13 

50-271 

F 

8301200013 

0301200012 

82/08/20 

CONTRACT 


8301200018 

0301200017 

83/01/06 

50-361 

8 

8301200020 

6301200015 

83/01/10 

50-133 

8 

8301200027 

0301200023 

83/01/12 

50-373 

H 

8301200034 

8301200023 

03/01/12 

50-373 

H 

8301200039 

8301200021 

02/12/10 

FOIA 


8301200042 

8301200021 

82/12/10 

FOIA 


8301200044 

8301200021 

82/12/10 

FOIA 


830 1200048 

0301200021 

82/12/10 

50-522 

A 

8301200051 

8301200021 

02/12/10 

FOIA 


8301200054 

8301200021 

02/12/10 

FOIA 


8301200058 

8301200021 

02/12/10 

FOIA 


8301200061 

8301 200057 

03/01/12 

50-245 

P 

8301200062 

8301200021 

02/12/10 

FOIA 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 


ENCLOsyfie 


030IBOOO&4 
030 1 300067 
Q30 1300 070 
0301300073 
0301 30007 » 

0301300085 

03D1SOOOBS 

0301300090 

0301300094 

0301300095 

0301300101 

0301300103 

O3O1SO01OS 

0301300109 

0301300110 

0301300115 
0301800130 
0301300131 
6301300140 
0301300 19S 

0301300156 

0301300173 

0301300179 

0301Q001B3 

0301300107 

0301300188 
0301300191 
8301 300197 
0301300301 
0301300304 

0301 3003 11 
□301300314 
□30130033Z 
8301300336 
8301300337 

Q30 1300340 
8301300345 
0301300349 
0301300357 
8301300358 

8301300360 

0301300364 

83013003/5 

8301300377 

8301300384 

8301300307 

8301B003B9 

8301300393 

8301200303 

0301200305 

0301300307 

8301300319 

0301500331 

0301300339 

0301300330 

0301300331 

0301300335 

□301300336 

8301300338 

830130033? 

0301300340 

□301300343 

8301200345 

8301200348 

030130034? 

8301200358 

8301210003 

8301310004 

0301310009 

8301310013 

8301210014 

8301210028 

8301210030 

8301210031 

8301210032 

8301210034 

8301210037 

8301210030 

8301210039 

0301210049 


NUtiaER 


Principal 

DOCUMENT 

8301200021 
3301 200063 
0301200066 
0301200066 
0301200072 

0301 200000 
0301200084 
6301200006 
6301200006 
6301200080 

0301 aoOOBO 
0301 200097 
0301200104 
0301200093 
0301200106 

630120011 1 
0301200113 
03012001 1 1 
0301 200131 
0301200145 

8301200131 
0301200193 
8301 200153 
0301200193 
8301200181 

8301200193 

8301200193 

8301200153 

0301200193 

8301200193 

0301200153 

8301200203 

0301200313 

0301200223 

8301200223 

6301200217 
0301 200Z3B 
0301 200233 
0301 200233 
6301200246 

0301 200251 
0301 200255 
830 1 200267 
8301 200272 
8301200271 

8301 20 0380 
8301200881 
8301200382 
030 1 200398 
830 1 200396 

8301200397 

8301200313 

8301200031 

0301200322 

0301200323 

8301200324 

8301200337 

0301200332 

8301200334 

8301200333 

8301200337 
8301200342 
8301200341 
8301200342 
8301 200346 

8301 200352 
0301210001 
8301 210003 
8301210008 
8301210011 

8301210010 
8301 210021 
8301310017 
8301210027 
0301210026 

8301210021 
830 1 2 1 0033 
8301210036 
S3012100S1 
6301210044 


DATE 

ISSUED 


03/12/10 

83/01/07 

83/01/12 

83/01/12 

03/01/17 

63/01/10 

03/01/05 

03/01/07 

03/01/07 

03/01/10 

03/01/10 

02/12/29 

03/01/05 

03/01/04 

03/01/17 

03/01/06 

03/01/09 

63/01/06 

62/12/30 

03/01/07 

02/12/30 

82/12/13 

82/12/13 

83/12/13 

03/01/05 

82/12/13 
02/tS/13 
02/12/13 
83/01 /II 
02/12/13 

82/12/13 
83/01/11 
83/01/1 1 
83/01/13 
83/01 /17 

B3/0W14 
83/01 /13 
83/01/10 
83/01/14 
83/01/11 

83/01/12 

03/01/13 

83/01/13 

83/01/13 

83/01/11 

83/01/13 

83/01/11 

83/01/11 

82/11/24 

83/01/13 

83/01/10 
83/01/1 1 
82/13/10 
93/01/13 
83/01/11 

83/01/14 

83/01/11 

83/01/14 

83/01/14 

03/01/11 

83/01/14 

03/01/07 

03/01/13 

83/01/07 

83/01/14 

83/01/12 

03/01/13 

83/01/13 

83/01/11 

83/01/12 

83/01/13 

03/01/17 

83/01/12 

83/01/17 

83/01/17 

03/01/17 

03/01/18 

83/01/17 

83/01/17 

03/01/14 


SU5JECT 

CATEODfiV 


FOIA 

50-361 S 
50-346 P 
90-346 P 
50-392 A 

50-3 IB P 
50-361 8 

50-331 P 
50-331 P 
90-316 P 

50-310 P 
50-206 B 
50-361 B 
50-362 S 
40-8699 

90-361 K 
90-362 8 

50-361 F 
50-275 P 
50-361 3 

50-275 P 
50-275 A 
50-275 A 
50-327 A 
CONTRACT 

50-387 A 
50-327 A 
50-369 A 
CONTRACT 
50-369 A 

50-373 A 
CONTRACT 
CONTRACT 
50-416 B 
50-333 P 

90-395 8 

50-416 B 
50-369 0 

50-416 S 
50-33? 8 

50-296 B 
50-416 9 

50-416 a 
50-416 S 
50-330 0 

50-245 8 

60-366 0 

50-339 0 

90-318 P 
50-302 e 

CONTRACT 
50-366 6 

FOIA 

90-399 a 
50-338 8 

50-324 B 
50-381 8 

80-410 O 
50-327 S 
50-366 S 

90-483 0 

50-293 Q 
50-26? B 
50-293 a 
50-329 8 

50-366 8 

50-416 0 

BO-416 B 
50-395 0 

50-335 0 

50-395 e 
90-389 T 
90-296 B 
90-346 0 

50-338 0 

50-329 T 
50-398 a 
50-330 0 

90-329 T 
80-410 Q 


ACCESSION NUMDSr 


ENCLOSURE 


6301210090 
0301210092 
0301210053 
8301210057 
B3012 10060 

B3012 10061 
0301210067 
8301210068 
8301210070 
8301210074 

B3012 10076 
8301210077 
8301210090 
830181 00B3 
0301210065 

0301210092 

8301210093 

03O12IOO9S 

0301210101 

8301210108 

0301210112 

0301210119 

8301210127 

0301210134 

0301210138 

8301210143 

6301210191 

0301210161 

6301210162 

6301210169 

6301 21 0173 
8301210174 
83012 I 01 79 
8301210160 
8301210182 

8301810190 
8301210191 
Boots 1 0195 
0301810196 
8301810205 

0301810213 

8301810220 

6301210327 

830121022? 

8301210233 

8301210242 

8301210248 

8301210253 

8301210298 

8301210266 

8301210267 

0301210268 

0301210272 

6301210277 

8301810370 

8301810381 

8301810387 

0301810388 

8301210291 

6301210295 

6301810399 

6301210300 

6301210301 

6301810307 

B3012t0309 

8301810310 

8301210313 

8301210320 

8301210323 

8301210324 

8301210326 

8301210328 

6301210330 

8301210332 

8301210334 

6301810341 

6301810342 

6301240011 

8301840012 

8301240014 


PRINCIPAL 

DOCuhenT 


8301210042 

8301210044 

8301310043 

0301210046 

8301210053 

8301210056 

0301210063 

0301210062 

0301210066 

0301210071 

0301210072 

6301210044 

0301810076 

0301210079 

8301210078 

B301 210084 
0301210068 
6301210091 
6301210096 
8301210104 

630121010? 
63012101 17 
6301210126 
6301210126 
6301210126 

6301210139 

0301210147 

830(210155 

6301210137 

6301210166 

8301210164 

030(210166 

6301210170 

8301210176 

0301210179 

0301210109 

8391210103 

0301210192 

8301210194 

8301210202 

8301210211 

B30iSt0Sl4 

8301210224 

8301210826 

0301210232 

6301210237 
6301 210234 
8301210291 
6301210834 
8301210869 

6301210865 
0301210865 
8301 2 1 0371 
6301210375 
8301210376 

0301 21 0360 
8301 2 1 OSes 
8301210308 
8301210386 
0301210392 

8301210394 

8301810396 

8301210898 

8301210309 

6301210304 

8301210309 

6301210312 

8301210317 

6301210321 

630(210322 

6301210325 

8301210327 

B30I21O329 

6301210331 

8301210333 

6301210339 
B301210339 
6301240004 
8301240005 
6301 240004 


DATE 

ISSUED 


83/01/13 

83/01/14 

03/01/13 

83/01/17 

83/01/07 

83/01/12 

83/01/14 

03/01/12 

02/12/16 

83/01/14 

83/01/07 

03/01/14 

83/01/06 

82/12/20 

83/01/06 

83/01/11 

83/01/14 

83/01/16 

63/01/12 

63/01/13 

63/01/14 

83/01/12 

83/01/12 

83/01/12 

83/01/12 

83/01/12 
83/01/12 
02/(2/29 
83/01/10 
83/01 /I ( 

63/01/12 
03/01/13 
83/01/10 
03/01 /L4 
83/01/11 

83/01/12 
03/01/14 
03/01 /1 1 
83/OI/IS 
63/01/17 

63/01/17 

eo/oi/tc 

83/01/12 

83/01/14 

03/01/03 

S3/01/07 
83/01/ 13 
03/01 /03 
83/01/13 
83/01/10 

83/01/10 

83/01/18 

03/01/17 

93/01/11 

03/01/14 

83/01 /|7 
83/01/10 
83/01/18 
03/01/03 
02/12/15 

83/01/19 

63/01/13 

83/01/07 

83/01/13 

03/01/10 

83/01/13 

63/01/07 

03/01/11 

33/01/11 

03/01/14 

aa/01/14 
03/01/14 
83/01/14 
83/01/10 
03/01 /I J 

83/01/07 

83/01/07 

03/01/20 

83/01/10 

03/01/20 


SUBJECT 

CATEOQBV 

50-2*6 S 
50-410 Q 
90-395 8 

50-247 0 

50-4*1 Q 

50-346 S 
50-340 P 
5D-3J6 S 
50-482 O 
50-500 8 

50-3 1 5 Q 
90-4 1 0 Q 
50-373 0 

90-206 B 
50-373 0 

50-321 S 
50-312 ft 
50-261 0 

50-316 S 
50-266 S 

70-143 
50-237 S 
50-316 S 
SO-316 8 

50-316 S 

CONTRACT 
90-295 3 

50-285 0 

90-249 a 
90-366 S 

70-2036 
40-8763 
50-151 0 

90-279 R 
50-3 1 3 S 

50-2S4 S 
SO-296 S 
50-2^6 S 
SO-373 P 
50-350 A 

SO-275 P 
50-266 S 
50-262 S 
50-304 5 

50-4*1 O 

50-373 O 
50-393 3 

CONTRACT 
90-266 a 
50-329 a 

50-329 a 
50-329 a 
50-32? A 
50-368 a 
30-305 S 

50-461 0 

CONTRACT 
50-3 50 Q 

CONTRACr 
CONTRACT 

40-20*1 
CONTRACT 
CONTRACT 
50-54* A 
CONTRACT 

SO-546 A 
CONTRACT 
90-209 P 
50-247 F 
CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

50-245 P 
50-245 P 
50-155 P 
50-247 F 
50-155 P 





CROSS REFERENCE OF ENCLOSURES 




63S 




TO PRINCIPAL DOCUMENTS 






ACCESSION NUMBER 




ACCESSION NUMBER 





ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOOflV 


B30 1240020 
6301240024 
6301240030 
6301240031 
6301240039 

9301240004 

9301240019 

6301240015 

8301240029 

6301240015 

63/01/20 

83/01/20 

83/01/20 

83/01/14 

83/01/20 

50-155 

50-255 

50-255 

50-369 

50-255 

P 

P 

P 

F 

P 

8301250215 

8301250216 

B301230216 

6301250221 

6301250223 

8301250207 
8301250199 
830125021 1 
8301250199 
8301230207 

83/01/04 

03/01/03 

03/01/18 

83/01/03 

03/01/04 

90-438 

50-324 

50-206 

50-324 

90-438 

0 

0 

0 

0 

0 


8301240037 

8301240041 

8301240042 

8301240047 

8301240059 

9301240026 
6301 240034 
8301240036 
8301240039 
9301240046 

03/01/19 

63/01/14 

02/09/30 

03/01/17 

03/01/06 

50-237 

50-34B 

90-373 

50-269 

50-313 

F 

R 

A 

n 

a 

8301250224 

8301250227 

8301250226 

8301250234 

6301250235 

8301250212 

8301250207 

8301250199 

8301250226 

8301250207 

63/01/12 

03/01/04 

03/01/03 

63/01/05 

63/01/04 

90-269 

90-438 

90-324 

30-302 

80-400 

0 

0 

0 

0 

0 


83012400SS 

8301240066 

8301240067 

8301240073 

8301240077 

6301240060 

9301240062 

6301240061 

6301240062 

6301240072 

63/01/14 

82/12/29 

93/01/19 

82/12/29 

83/01/16 

50-313 

50-296 

60-213 

50-290 

50-255 

p 

a 

p 

a 

p 

8301250237 
8301250236 
830 12 50240 
8301290242 
8301290244 

8301250233 

8301250226 

8301250232 

8301250233 

8301250233 

63/01/03 

03/01/05 

62/12/29 

03/01/03 

63/01/03 

50-261 

50-302 

90-400 

50-261 

50-261 

o 

0 

Q 

0 

0 


8301240061 

8301240064 

8301240066 

8301240074 

8301240095 

8301240076 

6301240082 

8301240079 

8301240099 

6301240090 

83/01/10 

83/01/14 

83/01/19 

02/12/09 

03/01/06 

90-346 

50-364 

50-322 

90-22 

90-296 

s 

R 

T 

I 

a 

8301250245 

8301290248 

8301250249 

8301250250 

8301250252 

8301250226 

8301250239 

8301250233 

8301250243 

8301250246 

83/01 /OS 
82/12/21 
83/01/03 
83/01/19 
82/12/30 

50-302 

50-424 

50-261 

50-413 

50-369 

0 

0 

0 

A 

0 


8301240096 

8301240100 

8301240106 

8301240109 

8301240115 

6301240092 

8301240090 

8301240099 

6301240104 

6301240110 

83/01/19 
93/01/06 
83/01 /20 
03/01/14 
03/01/10 

50-290 

50-290 

50-494 

50-346 

50-445 

Q 

Q 

A 

a 

E 

8301230253 

8301250257 

8301250256 

8301250259 

8301290263 

B3012S0247 

6301250247 

8301250254 

8301250247 

83012S02S6 

62/12/28 

02/(2/28 

62/12/01 

02/12/28 

83/01/19 

90-230 

50-290 

90-348 

90-250 

SO-4S4 

0 

0 

0 

0 

0 


8301240117 

8301240116 

8301240122 

8301240125 

8301240134 

6301240113 

6301240111 

8301240116 

8301240121 

8301240129 

03/01/14 

63/01/11 

03/01/16 

63/01/10 

03/01/14 

50-373 

50-301 

80-445 

50-346 

50-461 

e 

8 

0 

8 

A 

8301250264 

6301250265 

6301250266 

8301290266 

8301290276 

6301250254 

8301250226 

8301250247 

6301250261 

6301250261 

82/12/01 
83/01 /OS 
82/12/28 
82/12/29 
82/12/29 

50-348 

30-302 

50-250 

70-27 

70-27 

0 

0 

0 


8301240136 

8301240140 

8301240147 

8301240169 

8301240170 

6301240130 

6301240131 

6301240144 

6301240161 

6301240167 

83/01 /OS 
93/01/18 
83/01/20 
83/01/17 
83/01/14 

50-299 

50-445 

50-275 

90-302 

50-316 

Q 

E 

P 

P 

P 

6301290279 

8301250286 

6301250306 

6301250308 

6301250315 

8301250272 
8301250272 
8301250301 
8301250294 
830125031 1 

83/01/06 

83/01/06 

83/01/18 

83/01/03 

03/01/11 

0A999 

0A999 

50-322 

50-327 

50-494 

0 

0 

0 


B301240173 

8301240177 

8301240161 

8301240185 

830124016? 

9301240167 

8301240167 

9301240179 

6301240179 

6301240179 

03/01/14 

03/01/14 

03/01/13 

83/01/13 

83/01/13 

50-316 

50-316 

50-250 

50-250 

50-250 

P 

P 

P 

P 

P 

8301290316 

8301290322 

8301290323 

8301250326 

8301250327 

8301250294 

6301250311 

0301250294 

8301250321 

8301250325 

03/01/03 

63/01/11 

83/01/03 

03/01/19 

63/01/20 

50-327 

S0-4B4 

60-327 

50-333 

50-397 

0 

0 

0 

p 

A 


8301240194 
8301240202 
BSD 1240207 
8301240213 
8301240219 

6301240191 

6301240197 

0301240199 

8301240199 

8301240199 

83/01/13 

83/01/07 

83/01/17 

83/01/17 

63/01/17 

CONTRACT 

50-275 

50-437 

50-437 

50-437 

P 

A 

A 

A 

8301250329 

6301250331 

8301250336 

8301250337 

8301250342 

8301250320 

8301250321 

8301250332 

8301250294 

8301250336 

62/12/22 

03/01/19 

83/01/19 

83/01/03 

62/12/14 

50-390 

50-333 

50-361 

50-327 

50-348 

Q 

P i 

0 

a i 


8301240219 

8301240224 

8301240242 

8301240249 

8301250013 

6301240199 

6301240199 

6301240239 

6301240237 

8301290007 

03/01/17 

03/01/17 

63/01/14 

83/01/14 

83/01/03 

50-437 

50-437 

50-289 

50-209 

50-250 

A 

A 

F 

P 

a 

8301250343 

8301250348 

8301250349 

8301250352 

8301250354 

8301250340 

8301250340 

8301250347 

0301250347 

8301250351 

83/01/04 

83/01/04 

03/01/06 

83/01/06 

63/01/18 

QA999 

0A999 

QA999 

QA999 

SO -206 

1 

1 

a I 


8301250021 

8301250029 

8301290054 

8301290066 

8301290067 

83012S0014 

8301250026 

6301250051 

8301250062 

8301250061 

63/01/17 

83/01/17 

83/01/16 

63/01/07 

83/01/06 

SO-312 

50-409 

50-255 

50-295 

MI SC 

p 

H 

s 

R 

8301250355 

8301250360 

8301250365 

0301250373 

8301250375 

8301250344 

8301290398 

8301290361 

8301250367 

8301250366 

83/01/17 

82/12/28 

83/01/10 

63/01/11 

63/01/13 

50-249 

50-327 

50-272 

30-311 

70-143 

8 1 

a 

9 1 

a 1 


6301290093 

6301290098 

6301290121 

6301290126 

8301290129 

6301250089 

8301250091 

8301250112 

0301290117 

8301290129 

83/01/18 

82/12/14 

03/01/19 

83/01/19 

63/01/10 

50-262 

90-518 

30-361 

50-247 

50-331 

R 

0 

a 

R 

P 

0301250379 

6301250383 

8301250365 

6301250387 

6301250368 

6301250371 

8301250381 

8301250382 

6301250382 

0301250386 

83/01/10 

83/01/17 

82/12/22 

82/12/22 

83/01/20 

90-272 

50-245 

50-373 

50-373 

50-397 

B 

0 1 

a 

0 ; 


6301290132 

8301290195 

6301290157 

8301290196 

9301290161 

8301250131 

6301250148 

8301250149 

8301290148 

8301290146 

62/12/14 

83/01/12 

83/01/04 

03/01/12 

63/01/12 

90-364 

50-370 

50-327 

50-370 

50-370 

0 

0 

0 

Q 

Q 

8301250391 

8301250394 

6301250398 

8301250406 

6301250410 

8301250390 

8301250389 

6301250396 

8301250406 

8301250407 

83/01/19 

02/12/28 

83/01/03 

83/01/05 

83/01/11 

50-400 

50-399 

50-389 

70-27 

S0-3i2 

R 

Q 

Q 1 

a 1 


6301290163 

9301290164 

9301290166 

630129016? 

6301290172 

6301250156 

6301250148 

6301250160 

9301290162 

6301290160 

83/01/13 
83/01/12 
62/12/26 
63/01 /05 
92/12/26 

50-368 

50-370 

50-62 

50-321 

50-62 

B 

Q 

0 

Q 

0 

8301250412 

8301250413 

8301290419 

8301250420 

8301250421 

8301250409 

8301250403 

8301250414 

6301250417 

8301250415 

83/01/21 

83/01/20 

03/01/19 

63/01/21 

83/01/18 

50-275 

50-302 

50-312 

50-322 

50-387 

0 1 

0 1 
0 1 


63O12S0174 

8301290175 

6301290176 

9301290179 

6301290194 

8301250162 

8301290166 

6301250160 

6301250162 

8301250160 

63/01/05 

62/12/21 

62/12/26 

83/01/09 

82/12/28 

50-321 

50-335 

50-62 

50-321 

50-62 

0 

Q 

0 

0 

0 

8301250423 

8301250426 

8301250427 

8301250429 

8301250431 

8301 2504 18 
8301250416 
8301250418 
8301250422 
83012S0418 

83/01/17 

83/01/24 

83/01/17 

82/12/30 

83/01/17 

50-438 

50-247 

50-430 

50-370 

50-438 

Q 

T ^ 

8 

0 


8301290195 

8301290204 

6301290209 

9301290210 

9301290214 

6301250162 

6301250199 

8301290202 

8301290199 

8301290206 

83/01/09 

03/01/03 

83/01/16 

63/01/03 

63/01/04 

50-321 

80-324 

50-254 

50-324 

50-330 

0 

Q 

P 

0 

0 

8301250432 

8301250433 

8301250434 

8301250437 

8301250439 

0301250425 

8301250424 

B3012S0416 

0301250425 

8301250425 

93/01/07 

82/12/30 

63/01/24 

83/01/07 

83/01/07 

50-395 

50-311 

50-247 

S0-39S 

50-395 

B ^ 

s i 


I 


CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUHOER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOEURE 

DOCUMENT 

ISSUED 

CATEOORy 

9301380441 

8301250436 

83/01/04 

50-369 

0 

&30 1280443 

S30 1280425 

83/01/07 

90-395 

0 

B3012S0443 

6301250416 

83/01/24 

50-247 

T 

8301250444 

8301280425 

03/01/07 

50-395 

0 

8301350448 

8301280416 

83/01/24 

90-247 

T 

8301330449 

83012S0440 

83/01/05 

70-143 


8301 2804 S3 

8301280446 

83/01/19 

04999 


8301290453 

6301250430 

83/01/03 

50-335 

0 

83012S04S4 

6301290416 

83/01/24 

50-247 

T 

8301280456 

8301250446 

83/01/19 

04999 


B301SS0457 

8301 2504 SI 

83/01/05 

50-302 

0 

8301250458 

0301290450 

83/01/03 

90-335 

0 

8301250460 

8301250450 

83/01/03 

50-338 

Q 

8301230463 

8301250416 

83/01/24 

50-247 

T 

8301250464 

8301250490 

83/01/03 

50-335 

Q 

83012S046S 

6301250431 

83/01/05 

90-302 

0 

9301 230467 

8301230450 

83/01/03 

50-335 

0 

9301290468 

8301290451 

83/01/05 

50-302 

0 

9301290470 

S301290416 

83/01/24 

50-247 

T 

9301230474 

8301 250491 

83/01/09 

50-302 

0 

9301250478 

8301 2804 16 

83/01/24 

SO-247 

T 

9301250470 

8301250471 

83/01/21 

50-155 

0 

9301250479 

8301250473 

82/12/30 

50-269 

0 

83012S04SO 

8301250476 

83/01/20 

50-331 

0 

9301350491 

8301250473 

82/12/30 

50-269 

Q 

8301SS0484 

6301280416 

83/01/24 

SO-247 

T 

8301250496 

B30 1250473 

02/12/30 

50-269 

0 

8301250490 

8301250473 

62/12/30 

50-269 

a 

8301290491 

8301250416 

83/01/17 

80-438 

a 

8301280492 

6301250416 

83/01/24 

50-247 

T 

B301250494 

8301250485 

83/01/11 

80-302 

0 

8301250499 

8301250493 

83/01/(1 

80-329 

4 

8301250500 

8301250416 

33/01/24 

50-247 

T 

8301230501 

8301250485 

83/01/11 

30-302 

Q 

8301230902 

8301250497 

83/01/18 

SO-112 

9 

8301280506 

0301250497 

83/01/18 

50-112 

a 

8301290808 

8301250416 

83/01/24 

50-247 

T 

830 12505 10 

8301250497 

83/01/18 

50-112 

a 

8301250512 

8301250497 

83/01/18 

50-112 

a 

8301250518 

8301250913 

82/12/28 

50-393 

a 

B3012SOSI9 

8301250519 

83/01/19 

90-416 

a 

8301250520 

8301230509 

82/12/2? 

50-230 

a 

8301250521 

8301280416 

83/01/24 

SO-247 

T 

S3012S0923 

8301250518 

83/01/19 

50-416 

a 

B3012S0S26 

8301250309 

82/12/29 

50-290 

Q 

8301250529 

8301280416 

83/01/24 

50-247 

T 

8301250531 

8301280513 

83/01/19 

50-416 

Q 

8301250532 

8301250S2S 

63/01/17 

90-508 

A 

8301250534 

5301250S09 

62/12/29 

50-250 

0 

8301250536 

8301250933 

83/01/14 

50-312 

B 

8301250539 

8301250416 

83/01/24 

SO-247 

T 

830 1250540 

6301250509 

62/12/29 

90-250 

0 

8301250341 

8301250930 

83/01/13 

50-261 

0 

B3012S09SO 

8301250545 

82/12/29 

50-3B9 

0 

8301250933 

8301250948 

82/12/14 

30-239 

0 

8301290954 

8301250547 

83/01/05 

70-1201 


G301SS0S5S 

6301290416 

63/01/24 

SO-247 

T 

8301290896 

6301S50S49 

82/12/29 

SO-387 

0 

0301230897 

6301250546 

92/12/29 

50-261 

0 

8301290961 

6301230343 

82/12/29 

30-389 

0 

8301280563 

8301280416 

83/01/24 

30-247 

T 

8301250564 

8301 28054 S 

82/12/29 

30-389 

<1 

8301250572 

63012S054S 

62/12/29 

50-369 

o 

8301250574 

6301250416 

63/01/24 

50-247 

T 

8301230581 

8301250416 

83/01/24 

50-247 

T 

8301230588 

8301250416 

83/01/24 

50-247 

T 

8301250598 

8301250580 

83/01/11 

50-454 

a 

8301250596 

6301 250973 

83/01/19 

40-8774 


830 12 80998 

6301290992 

83/01/19 

S0-29S 

8 

3301290601 

8301250594 

83/01/19 

50-289 

a 

8301250602 

63012SOS80 

83/01/11 

90-454 

a 

8301250609 

83012S0600 

03/01/21 

50-298 

p 

9301280609 

6301290600 

63/01/21 

60-285 

p 

8301230614 

6301250600 

83/01/21 

S0-Z95 

p 

8301290619 

6301250604 

83/01/23 

90-956 

Q 

8301230623 

8301250384 

83/01/20 

50-344 

P 

8301230624 

8301250618 

83/01/19 

50-273 

P 

8301290626 

8301250616 

63/01/04 

90-416 

a 

8301250629 

8301250611 

63/01/03 

50-259 

0 

8301280630 

8301230625 

62/12/23 

80-269 

a 


ACCESSION NUHBER 


ENCLOSURE 

PR INC 1 PAL 
DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOOftV 

8301280632 

8301 2806 16 

83/01/04 

50-416 

a 

8301290634 

8301280611 

83/01/05 

50-299 

a 

8301250637 

8301 280616 

83/01/04 

90-416 

0 

8301250638 

8301 28061 1 

03/01/05 

50-259 

a 

8301280639 

6301 280636 

83/01/1? 

50-361 

a 

83012S0640 

8301280616 

83/01 /04 

90-416 

a 

8301 250647 

8301 280635 

82/09/20 

90-416 

a 

8301290646 

8301 28061 1 

93/01 /OS 

90-259 

a 

8301250649 

8301 250648 

03/01/21 

90-400 

s 

8301290650 

8301250643 

83/01 /OS 

50-390 

a 

8301250652 

8301 280649 

03/01/21 

50-400 

0 

8301250697 

8301 280643 

83/01/21 

50-400 

a 

8301250690 

8301280643 

83/01 /05 

50-390 

a 

830 125066 1 

B3012S06S3 

83/01/19 

40-8452 


8301280662 

B30 1280654 

83/01/17 

90-368 

s 

0301250663 

6301250660 

83/01 /03 

90-416 

a 

B3012S0669 

8301250665 

83/01/17 

40-8064 


9301 250671 

8301250667 

82/12/30 

50-399 

a 

8301280674 

8301250668 

82/12/21 

90-389 

a 

8301290683 

830I2S06BO 

82/12/23 

50-302 

a 

8301350686 

6301280689 

02/ 12/30 

50-370 

a 

8301290691 

8301250690 

83/01/07 

CONTRACT 


8301260018 

8301260013 

83/01/06 

30-279 

p 

8301260030 

9301260013 

83/01/06 

50-279 

p 

8301260039 

9301260013 

83/01/06 

30-275 

p 

8301260040 

8301260029 

82/09/17 

CONTRACT 


8301260048 

0301260043 

02/ 1 1 /OS 

CONTRACT 


830 I 260086 

B30I 260093 

83/01/14 

XPORTLIC 


8301260062 

8301260060 

83/01/17 

XPORTLIC 


8301260079 

8301260070 

83/01/18 

40-4492 


B30 1360037 

B30 1260084 

93/01/17 

90-310 

p 

8301260103 

830126009? 

03/01/05 

40-786? 


8301260123 

8301260117 

03/01/17 

40-8094 


8301360138 

8301260131 

82/ 12/16 

40-8714 


8301260141 

8301260139 

83/01/21 

50-370 

A 

8301260148 

8301260144 

83/01/14 

50-317 

R 

8301260192 

8301260129 

93/01/17 

40-8745 


8301260163 

8301260158 

83/01/18 

40-8703 


8301260177 

8301260170 

83/01/18 

40-3703 


8301260187 

8301260180 

82/12/28 

CONTRACT 


8301260209 

8301260204 

83/01/12 

CONTRACT 


6301260252 

8301260249 

83/01/20 

30-261 

P 

8301260256 

8301260281 

83/01/21 

50-225 

K 

8301260256 

8301260242 

82/12/10 

FOIA 


8301260263 

8301260261 

83/01/24 

sO“3sa 

F 

9301260269 

0301 260266 

83/01/24 

50-219 

F 

8301860281 

9301260270 

82/1 1 /IS 

40-299 


0301260282 

8301260280 

83/01/13 

50-320 

S 

9301260293 

8301260287 

02/12/17 

40-2299 


0301260294 

8301260289 

83/OI/lS 

50-289 

H 

8301260297 

8301260287 

82/12/17 

40-2239 


9301260299 

0301260299 

83/01/20 

SO-416 

S 

8301260306 

B30 1260300 

83/01/14 

50-317 

0 

9301260310 

8301260303 

83/01/13 

50-325 

8 

8301260311 

8301260304 

03/01/24 

80-206 

F 

8301260312 

8301260307 

83/01/20 

50-334 

0 

8301260313 

8301 26030? 

83/01/14 

50-387 

8 

8301260310 

8301260307 

83/01/20 

50-334 

Q 

5301260322 

8301260317 

03/OI/lS 

50-387 

8 

8301260330 

8301260323 

03/01/ia 

50-219 

0 

8301260330 

8301260316 

03/01/10 

50-317 

s 

5301260331 

8301260324 

83/01/12 

50-293 

e 

8301260332 

8301260328 

03/01/21 

50-416 

s 

5301260340 

8301260323 

83/0 1/1 a 

50-219 

0 

5301260341 

8301260334 

83/01/19 

90-311 

p 

5301260355 

8301260390 

93/01/06 

SO-317 

3 

8301260398 

8301260393 

03/01/12 

90-220 

S 

8301260389 

8301860396 

83/01/10 

50-410 

a 

8301260362 

8301260266 

83/01/24 

90-219 

F 

8301260363 

8301260393 

83/01/12 

50-220 

S 

6301260364 

8301260361 

83/01/13 

50-333 

8 

8301260366 

8301260393 

83/01/12 

30-220 

3 

8301260369 

8301260367 

83/01/10 

90-5 

a 

8301260370 

3301260353 

83/01/12 

50-220 

s 

8301260371 

8301260368 

83/01/20 

SO-410 

0 

8301260374 

8301260372 

83/01/17 

50-318 

B 

8301260379 

8301260353 

83/01/12 

50-220 

B 

8301260377 

0301260373 

83/01/10 

Slal* Frag 

8301260379 

8301260378 

83/01/14 

50-387 

8 

0301260380 

8301260376 

03/01/17 

50-318 

S 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8301260363 

8301 260382 

83/01/21 

50-416 

S 

8301260386 

8301260385 

93/01/17 

50-317 

8 

8301260387 

8301260384 

03/01/10 

50-423 

Q 

8301260303 

8301260384 

03/01/10 

50-423 

0 

8301260390 

8301260389 

83/01/14 

50-317 

8 

8301260397 

8301260395 

83/01/14 

50-307 

8 

8301260400 

8301260398 

83/01/03 

50-322 

0 

8301260406 

8301260399 

03/01/14 

50-293 

0 

8301260409 

8301260403 

83/01/14 

50-201 

s 

8301260414 

8301260411 

02/12/29 

70-1 100 


8301260413 

8301260408 

83/01/25 

50-413 

A 

8301260419 

8301260412 

83/01 /1 4 

50-387 

8 

8301260420 

8331260411 

82/12/29 

70-1 100 


8301260423 

8301260417 

83/01/14 

50-324 

8 

8301260427 

8301 260421 

83/01/14 

50-213 

8 

8301260433 

8301 260425 

83/01/17 

50-339 

B 

8301260434 

8301260428 

83/01/20 

50-416 

S 

8301260438 

8301260430 

83/01/10 

50-271 

0 

8301260439 

8301260432 

83/01/11 

50-3 IB 

8 

8301260445 

8301260440 

83/01/14 

50-247 

0 

8301260446 

3301260441 

03/01/14 

50-219 

Q 

8301260448 

8301260444 

83/01/21 

50-219 

Q 

8301260449 

8301 260442 

03/01/12 

50-289 

0 

83012604S1 

8301260443 

03/01/21 

50-416 

8 

8301260453 

8301260444 

83/01/21 

50-219 

0 

8301260454 

8301260447 

83/01/17 

50-395 

8 

8301260455 

8301260450 

83/01/20 

50-289 

Q 

8301260456 

830126042? 

83/01/20 

50-416 

8 

8301260461 

8301260450 

83/01/20 

50-289 

Q 

8301260463 

8301 260457 

83/01/12 

SO-213 

a 

8301260468 

8301 260460 

03/01/10 

70-1100 


8301260471 

8301260450 

83/01/20 

50-289 

0 

8301260472 

8301260464 

93/01/17 

50-339 

8 

8301260473 

8301260466 

83/01/17 

50-335 

s 

8301260481 

8301260475 

83/01/19 

50-327 

B 

8301260482 

8301260478 

83/01/10 

50-410 

Q 

8301260485 

8301260480 

83/01/19 

50-296 

S 

8301260488 

0301260477 

83/01/18 

50-416 

8 

8301260490 

8301260478 

83/01/10 

50-410 

0 

830126049? 

8301260496 

83/01/10 

70-020 


8301260501 

8301260495 

03/01/17 

50-200 

s 

8301260503 

8301260493 

03/01/17 

50-200 

8 

8301260505 

8301260495 

83/01/17 

50-280 

8 

8301260507 

8301260506 

83/01/17 

50-320 

8 

8301260520 

8301260518 

03/01/07 

XPORTLIC 


8301260569 

8301260562 

83/01/19 

40-0745 


8301270016 

8301270012 

82/12/15 

50-245 

R 

8301270019 

8301270015 

82/12/13 

FOIA 


0301270020 

8301270015 

02/12/13 

40-7327 


8301270021 

8301 270015 

02/12/13 

FOIA 


8301270022 

8301270015 

82/12/13 

40-7327 


8301270024 

0301270015 

82/12/13 

40-7327 


8301270025 

8301270015 

82/12/13 

40-0007 


8301270027 

8301270015 

82/12/13 

40-7327 


8301270028 

8301270015 

02/12/13 

40-0007 


8301270030 

8301270015 

82/12/13 

40-0007 


8301270031 

8301270029 

82/12/15 

50-336 

R 

8301270034 

8301270015 

82/12/13 

40-0007 


8301270035 

8301 270033 

82/12/09 

50-344 

R 

8301270036 

8301270013 

82/12/13 

40-8007 


8301270038 

8301270015 

82/12/13 

40-0007 


8301870040 

6301270015 

82/12/13 

40-0007 


8301270045 

8301270018 

83/01/10 

go-302 

K 

8301270046 

8301270015 

02/12/13 

40-7327 


8301270047 

0301270015 

82/12/13 

40-8007 


8301270049 

8301270043 

02/12/15 

50-206 

R 

8301270052 

8301270015 

82/12/13 

40-7327 


8301270058 

8301270015 

02/12/13 

40-8007 


0301270061 

8301 270015 

82/12/13 

40-7327 


8301270063 

8301270015 

82/12/13 

40-8007 


830 1270064 

83012700S5 

03/01/25 

SD-362 

P 

8301270065 

8301270013 

02/12/13 

40-7327 


8301270069 

8301270019 

82/12/13 

40-0007 


8301270070 

8301270019 

82/12/13 

40-7327 


8301270073 

8301270095 

83/01/25 

50-362 

P 

8301270077 

8301270015 

82/12/13 

40-0007 


8301270078 

8301270019 

82/12/13 

40-7327 


8301270082 

8301270019 

82/12/13 

40-0007 


8301270083 

8301270015 

82/12/13 

40-7327 


8301270088 

8301270019 

82/12/13 

40-7327 



ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8301270089 

0301270015 

82/12/13 

40-8007 


8301270091 

8301270015 

32/12/13 

40-7327 


0301270095 

0301270015 

82/12/13 

40-0007 


8301270099 

0301270015 

02/12/13 

40-7327 


8301270102 

8301270015 

02/12/13 

40-8007 


8301270106 

8301270015 

82/12/13 

40-8007 


030127011 1 

0301270015 

82/12/13 

40-8007 


8301270122 

8301270015 

82/12/13 

40-7327 


8301270126 

8301270015 

82/12/13 

40-7327 


0301270129 

8301270015 

82/ 12/13 

40-7327 


8301270132 

8301270015 

82/12/13 

40-7327 


8301270135 

8301270015 

82/12/13 

40-7327 


8301270137 

0301270015 

02/12/13 

40-8007 


8301270142 

8301270015 

82/12/13 

40-0007 


8301270143 

8301270015 

82/12/13 

40-0007 


8301270145 

0301270015 

82/12/13 

40-0007 


8301270153 

8301270147 

83/01/14 

50-329 

F 

8301270154 

0301270149 

82/12/06 

50-309 

R 

8301270155 

8301270015 

02/12/13 

40-7327 


8301270136 

8301270148 

03/01/13 

50-266 

R 

8301270161 

8301270015 

92/12/13 

40-7327 


0301270164 

8301270160 

82/12/08 

50-395 

R 

8301270165 

0301270162 

82/12/08 

50-334 

R 

8301270168 

0301270015 

82/12/13 

40-7327 


8301270172 

8301270015 

82/12/13 

40-7327 


8301270173 

0301270167 

82/12/13 

50-202 

R 

8301270178 

8301270170 

82/12/14 

50-327 

R 

8301270179 

8301270015 

82/12/13 

40-7327 


8301270183 

0301270171 

82/1 2/1 S 

50-361 

R 

8301270186 

0301270015 

82/12/13 

40-7327 


8301270183 

8301270182 

02/12/14 

90-330 

R 

8301270190 

0301270185 

02/12/15 

50-313 

R 

8301270192 

8301270180 

82/12/03 

90-409 

R 

0301270194 

0301270189 

82/12/08 

50-29 

R 

8301270200 

8301270196 

92/1 2/1 S 

90-346 

R 

8301270202 

8301270198 

82/12/02 

50-290 

R 

8301270212 

8301270206 

83/01/24 

50-255 

P 

8301270213 

8301270208 

02/12/09 

50-346 

R 

8301270214 

8301270193 

83/01/13 

50-329 

K 

8301270218 

8301270206 

03/01/24 

50-255 

P 

8301270219 

8301270193 

03/01/13 

50-329 

K 

8301270221 

8301270015 

82/12/13 

40-7327 


8301270223 

8301270220 

82/12/14 

50-307 

R 

8301270226 

8301270222 

83/01/21 

50-333 

0 

8301270227 

0301270015 

82/12/13 

40-7327 


0301270227 

8301270225 

02/12/06 

50-275 

R 

8301270230 

8301270010 

02/12/13 

40-7327 


8301270233 

8301270224 

83/01/26 

50-412 

K 

8301270236 

8301270015 

82/12/13 

40-7327 


8301270237 

8301270220 

02/12/29 

50-360 

R 

8301270238 

8301270210 

93/01/14 

50-440 

A 

8301270240 

8301270224 

83/01/26 

50-412 

C 

8301270243 

8301 270015 

82/12/13 

40-7327 


8301270248 

0301270015 

82/12/13 

40-7327 


8301270251 

0301270246 

82/12/13 

50-293 

R 

8301270252 

8301270015 

82/12/13 

40-7327 


8301270256 

8301270242 

03/01/24 

50-247 

T 

8301270258 

8301270234 

82/12/08 

50-259 

R 

830 1270267 

8301270259 

82/12/15 

50-360 

R 

8301270268 

8301270242 

03/01/24 

50-247 

T 

8301270272 

8301270264 

82/12/03 

50-155 

R 

8301270274 

0301270015 

82/12/13 

40-7327 


8301270276 

0301270269 

82/12/19 

50-219 

R 

8301270279 

S30 1270242 

83/01/24 

50-247 

T 

8301270287 

8301270015 

82/12/13 

40-7327 


8301270288 

8301270277 

02/12/09 

50-305 

R 

8301270290 

8301270282 

02/12/03 

50-133 

R 

8301270292 

8301270286 

03/01/14 

50-333 

0 

8301270294 

0301270015 

82/12/13 

40-7327 


830 1270298 

8301270015 

82/12/13 

40-7327 


8301270302 

8301270015 

82/12/13 

40-7327 


8301270303 

0301270297 

82/12/06 

50-244 

R 

8301270305 

0301270299 

83/01/11 

70-754 


8301270320 

8301270312 

83/01/12 

50-352 

0 

8301270333 

8301270329 

03/01/14 

50-286 

0 

8301270344 

8301270338 

03/01/11 

50-206 

Q 

8301270347 

8301270339 

83/01/24 

50-247 

T 

8301270354 

8301270391 

82/12/19 

50-250 

R 

8301270398 

8301270324 

03/01/24 

SO-277 

0 

8301270376 

8301270370 

83/01/18 

50-271 

8 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION number 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOGRV 

8301270377 

8301270363 

92/12/13 

90-213 

R 

aa0127040B 

0301270404 

02/12/15 

90-200 

R 

0301270413 

8301270404 

82/12/lS 

90-86'O 

R 

B30I270414 

8301270400 

82/12/07 

90-263 

R 

8301270418 

8301270417 

63/01/14 

50-272 

O 

B30 127044 2 

8301270435 

83/01/11 

50-29 

a 

8301270497 

8301270452 

63/01/13 

50-394 

a 

8301270472 

8301270459 

83/01/12 

70-135 


B30127047B 

0301270474 

83/01/13 

50-354 

a 

8301270406 

8301270483 

83/01/12 

80-443 

a 

8301270488 

8301270483 

83/01/12 

50-443 

a 

8301270499 

830 1270498 

62/12/29 

40-299 


8301270315 

8301270914 

62/12/16 

CONTRACT 


8301280014 

8301280009 

83/01/20 

50-294 

p 

8301280017 

8301280007 

82/12/28 

50-320 

p 

8301280020 

8301280009 

83/01/20 

S0-2S4 

p 

Q30 1280024 

8301280009 

83/01/20 

90-254 

p 

8301280026 

8301280022 

03/01/18 

XPORTLIC 


830128002? 

8301280022 

83/01/18 

XPORTLIC 


8301280030 

8301280023 

83/01/17 

CONTRACT 


6301280031 

8301280028 

83/01/14 

90-362 

p 

8301280032 

8301280022 

83/01/18 

XPORTLIC 


8301280034 

8301280028 

83/01/14 

50-362 

p 

8301 280033 

8301280027 

83/01/18 

CONTRACT 


8301280036 

8301280022 

83/01/18 

XPORTLIC 


83012B0037 

8301280028 

83/01/14 

90-362 

p 

830128003? 

8301280022 

83/01 /la 

XPORTLIC 


8301280040 

8301280033 

83/01/20 

TOPREP 


8301280043 

8301280041 

83/01/26 

50-382 

T 

B3018Q0044 

8301280041 

83/01/26 

90-382 

T 

8301280046 

0301 280045 

82/12/14 

40-1 470 


8301280048 

8301280045 

82/12/14 

40-1470 


830128004? 

8301280022 

S3/01/IB 

XPORTLIC 


8301280030 

8301280022 

83/01/18 

XPORTLIC 


830 1200091 

8301280022 

83/01/18 

XPORTLIC 


8301280032 

8301280022 

03/Ol/lB 

XPORTLIC 


8301280093 

8301280022 

&3/OI/IB 

XPORTLIC 


8301280094 

8301 280049 

82/12/14 

70-146 


8301280033 

8301280049 

82/12/14 

70-146 


8301280039 

8301280049 

08/ 12/14 

70-146 


8301280063 

8301280045 

82/12/14 

FOIA 


8301280065 

8301280049 

82/12/14 

40-1478 


8301280071 

8301200045 

82/12/14 

40-1470 


B3O18BOO70 

8301280049 

82/12/14 

40-1470 


0301280080 

8301280077 

83/01/11 

50-267 

R 

8301280002 

8301280045 

62/12/14 

70-146 


8301280083 

8301280049 

82/12/14 

70-146 


8301280086 

S3012B0031 

83/01/21 

90-21? 

P 

8301280088 

8301280049 

02/12/14 

70-1 46 


8301280089 

6301200081 

83/01/21 

90-219 

P 

B30 1280092 

8301260049 

82/12/14 

70-146 


8301280098 

8301280049 

02/12/14 

70-146 


8301280102 

8301280093 

83/01/21 

90-316 

a 

8301280104 

8301280049 

02/12/14 

70-340 


8301280108 

83012B004S 

02/12/14 

70-340 


8301280110 

8301280093 

63/01/21 

90-316 

8 

8301280111 

8301200109 

83/01/21 

50-219 

0 

8301280113 

8301280107 

83/01/14 

90-25 S 

Q 

8301280114 

8301280049 

82/12/14 

70-1 46 


8301280113 

0301280107 

83/01/14 

90-255 

Q 

03012801 IB 

8301280045 

82/12/14 

70-1 46 


8301280120 

6301280049 

02/12/14 

40-1470 


8301280123 

8301280119 

82/12/17 

90-249 

8 

8301280126 

8301260045 

82/12/14 

40-1478 


8301280129 

8301280117 

93/01/19 

50-373 

B 

8301280134 

8301280128 

03/01/11 

50-461 

Q 

8301280133 

8301 280131 

83/01/26 

90-490 

A 

8301280144 

8301280136 

03/01/21 

90-409 

F 

830 I 280 152 

8301280148 

93/01/11 

50-267 

P 

8301280158 

8301280149 

83/01/20 

50-3 IS 

S 

0301200159 

8301280151 

03/01/18 

50-373 

s 

8301280161 

0301260157 

83/01/10 

30-382 

Q 

8301280170 

8301280166 

83/01/12 

90-445 

0 

8301280171 

8301280162 

83/01/10 

90-498 

Q 

8301280174 

8301280166 

83/01/12 

50-445 

<3 

8301280176 

8301260167 

83/01/11 

90-267 

8 

8301280184 

8301280180 

83/01/24 

30-320 

R 

8301280188 

8301280179 

83/01/20 

90-219 

8 

8301280193 

8301280183 

03/01/21 

90-336 

8 

8301880190 

8301280194 

83/01/18 

90-237 

B 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOORY 

03O12SO2O3 

8301 2801 ?5 

83/01/13 

90-311 

8 

0301280205 

8301 280 1?7 

B3/01/21 

50-316 

S 

0301200213 

8301200197 

83/01/21 

50-316 

0 

0301200215 

6301280206 

83/01/21 

50-315 

S 

8301260216 

8301280209 

83/01/21 

90-336 

S 

3301200223 

8301260217 

63/01/21 

50-263 

8 

0301260229 

0301200219 

83/01/24 

50-10 

0 

0301280237 

B3012B0233 

63/01/07 

50-397 

K 

330128023? 

8301200235 

83/01/21 

50-304 

8 

0301280244 

8301280240 

63/01/24 

60-329 

T 

9301200256 

63O12B0SS4 

63/01/24 

50-445 

0 

0301280257 

8301280251 

83/01/25 

50-312 

0 

830128025? 

8301280294 

83/01/24 

60-445 

0 

0301280260 

8301280299 

63/01/24 

50-409 

8 

8301290262 

8301280294 

83/01/24 

50-445 

0 

8301280266 

8301280261 

83/01/21 

0A999 


8301280282 

8301280279 

63/01/27 

50-937 

A 

0301280286 

8301280275 

83/01/26 

50-382 

T 

830128028? 

S3012S0280 

83/01/10 

50-10 

0 

0301280299 

B3012B0293 

03/01/26 

50-387 

P 

0301280296 

8301280275 

83/01/26 

90-382 

r 

03012002?? 

8301 200294 

83/01/19 

50-346 

8 

0301280303 

8301280309 

63/01/10 

50-249 

s 

8301280307 

8301280309 

83/01/25 

50-28? 

p 

8301280315 

S301280312 

63/01/24 

50-358 

Q 

8301280320 

8301280316 

63/01/14 

50-249 

S 

8301280328 

8301200323 

83/01/16 

90-373 

S 

0301280329 

8301280327 

83/01/10 

50-458 

0 

8301280330 

8301200301 

83/01/11 

50-460 

A 

8301280332 

8301280331 

83/01/14 

S0-29B 

0 

0301280342 

8301280335 

83/01/20 

90-409 

0 

8301280343 

8301200340 

83/01/11 

OA??? 


8301280346 

8301280340 

83/01/11 

0A999 


8301280354 

0301280336 

03/01/19 

50-316 

0 

8301200360 

8301280350 

83/01/10 

CONTRACT 


8301280483 

8301280478 

83/01/21 

50-299 

p 

8301280409 

8301280478 

83/0J/21 

90-295 

p 

0301280409 

0301200478 

83/01/21 

90-296 

p 

0301200491 

8301280488 

83/01/24 

90-546 

A 

8301200492 

0301280488 

03/01/24 

SO-S46 

A 

8301280497 

8301280494 

83/01/19 

50-334 

P 

0301280501 

8301200494 

83/01/19 

S 0-334 

P 

8301280504 

03O12BO494 

83/01/19 

50-334 

P 

8301280905 

8301200503 

83/01/24 

30-320 

P 

8301200910 

0301260508 

83/01/20 

50-319 

P 

8301280914 

8301200908 

83/01/20 

50-315 

P 

B3012B05I8 

0301200916 

83/01/18 

CONTRACT 


8301310008 

8301310007 

03/01/26 

50-346 

F 

8301310009 

8301310007 

03/01/26 

50-346 

F 

8301310011 

8301310010 

83/01/26 

50-346 

F 

8301310016 

8301310015 

03/01/03 

CONTRACT 


8301310017 

8301310010 

83/01/26 

50-346 

F 

8301310020 

0301310026 

83/01/26 

50-346 

F 

8301310029 

0301310027 

83/01/18 

50-318 

P 

8301310032 

8301310030 

83/01 /it 

HASTE MOT 

8301310037 

8301310033 

83/01/18 

40-8027 


8301310038 

8301310034 

03/01/19 

30-280 

F 

8301310066 

8301310061 

83/01/21 

50-295 

F 

8301310078 

8301310076 

03/01/25 

aA999 


0301310085 

S3013100S8 

83/01 /24 

SO-120 

P 

8301310089 

8301310083 

83/01 /24 

50-364 

R 

8301310093 

0301310083 

83/01/24 

30-364 

R 

8301310101 

8301310096 

03/01/25 

50-260 

P 

8301310124 

8301310122 

63/01/20 

30-290 

S 

8301310130 

8301310128 

83/01 /27 

SO-333 

P 

8301310131 

8301310127 

63/01/29 

go-247 

P 

B301310132 

8301310127 

83/01/29 

50-247 

P 

8301310136 

8301310134 

83/01/28 

50-259 

P 

830131013? 

0301310135 

03/01/20 

50-290 

8 

8301310147 

8301310146 

83/01/26 

50-28? 

F 

8301310157 

B301310195 

83/01/18 

50-30? 

Q 

8301310163 

8301310160 

63/01/20 

50-234 

P 

S30I310164 

8301310159 

83/01/18 

50-293 

8 

8301310166 

6301310161 

83/01/11 

50-397 

0 

8301310174 

8301310170 

83/01/18 

50-213 

0 

8301310175 

8301310171 

83/01/10 

50-312 

Q 

8301310170 

8301310176 

63/01/18 

50-410 

0 

6301310103 

8301310101 

83/01/18 

50-219 

0 

6301310104 

8301310100 

83/01/17 

50-247 

0 

8301310105 

8301310101 

03/01/18 

50-219 

0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUGUECr 

CATEOORV 

B301310ie£ 

0301310102 

03/01/20 

50-267 

P 

B3013I01S7 

0301310160 

63/01/17 

50-247 

0 

B30I3101B3 

0301310162 

63/01/20 

50-267 

P 

8301310190 

6301310162 

83/01/20 

50-267 

P 

0301310192 

6301310169 

83/01/17 

50-334 

0 

B30131019S 

0301310195 

03/01/18 

50-247 

0 

B301310199 

0301310196 

03/01/25 

70-734 


S30 13 10200 

8301310195 

03/01/18 

50-247 

0 

B30 13 10209 

0301310205 

63/01/26 

50-392 

T 

0301310232 

6301310226 

63/01/25 

50-312 

P 

B30 13 10250 

6301310242 

63/01/10 

50-272 

0 

B3013102S4 

6301310242 

63/01/10 

50-272 

0 

B3013102&i 

6301310242 

83/01/10 

50-272 

0 

8301310264 

6301310263 

03/01 /20 

50-395 

p 

0301310271 

8301310267 

02/11/03 

50-267 

Q 

0301310276 

8301310269 

83/01/11 

50-344 

0 

B30 13 10279 

6301310275 

83/01/26 

50-313 

P 

0301310284 

6301310276 

03/01/10 

50-277 

Q 

0301310265 

8301310262 

03/01/20 

50-360 

9 

630131020? 

6301310281 

63/01/12 

50-275 

0 


ACCESSION NUMDER 



PRINCIPAL 

DATE 

SUBJECT 

ENCL09URE 

DOC UMENT 

I9SUE0 

CATEOORV 

6301310290 

6301310276 

03/01/10 

50-277 

Q 

0301310292 

6301310281 

03/01/12 

50-275 

a 

8301310293 

8301310266 

03/01/11 

50-344 

0 

6301310294 

6301310289 

03/01/19 

50-267 

8 

8301310307 

8301310305 

83/01/17 

50-509 

0 

6301310309 

6301310306 

63/01/26 

50-402 

A 

0301310313 

6301310305 

03/01/17 

50-506 

Q 

6301310321 

0301310320 

03/01/1 1 

50-1 13 

0 

6301310325 

6301310316 

83/01/21 

50-366 

9 

6301310327 

6301310320 

83/01/1 1 

50-113 

0 

6301310334 

8301310329 

63/01/21 

SO- 155 

P 

0301310336 

6301310333 

03/01/20 

50-360 

8 

6301310339 

8301310332 

03/01/25 

50-317 

P 

8301310344 

6301310337 

83/01/17 

50-267 

9 

8301310351 

6301310348 

83/01/18 

50-309 

Q 

8301310357 

6301310348 

83/01/16 

50-309 

Q 

6301310396 

8301310393 

03/01/26 

50-200 

P 

6301310401 

8301310398 

83/01/26 

50-346 

F 

6301310404 

6301310393 

83/01/26 

50-280 

P 

6301310406 

6301310398 

83/01/26 

50-346 

F 

6301310415 

6301310412 

83/01/04 

CONTRACT 


6301310423 

8301310420 

03/01/26 

50-77 

F 



APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. APPUCATION/CONSTRUCTION STAGE DOCUMENTS AND CORRESPONDENCE 

This category follows the application from submission to the day preceding the issuance of an oper- 
ating license. It includes all correspondence and documents with substantive technical content that 
do not fall into other specific categories Included are. 

1. Application for construction permit. 

2. General Information submitted with construction permit application. 

3. Amendments and changes to items 1 and 2. 

4 NRC questions, requests for additional information, and applicant responses. 

5. Correspondence and documents relating to unresolved design and construction issues. 

6. Meeting announcements and summaries of meeting discussions on issues of item 5 

7. Correspondence regarding the Preliminary Safety Analysis Report (PSAR). 

8. Information on laws and changes in regulations or policy that affect the status of the appli- 
cation (NEPA, Water Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Construction Permit, amendments, and correspondence relating to the construction permit. 

10. Scheduling of license application submission or review. 

11. Environmental review information. 

12. Application for operating license. 

13. General Information submitted with operating license application. 

14. Amendments and changes to items 12 and 13. 

15. Correspondence regarding the Final Safety Analysis Report (FSAR). 

16. Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin, 

17. Reports of site visits. 

18. Backup technical documents (e.g., topical reports) submitted in support of the application. 

B. UTILITY PRELIMINARY SAFETY ANALYSIS REPORT (PSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by utility (formerly called Hazards 
Summary Report or Safety Analysis Report). 

2. Amendments and changes to the PSAR. 
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3. Transmitlal and acknowledgenienl letiers, 

4. Certificates of service to the PSAR 

C. UTILITY ENVIRONMENTAL REPORT (ER). AMENDMENTS AND CORRESPONDENCE 

This category is strictly limited to the Hems listed below Other environmental documents and 
correspondence are filed in Categories A. D. M, P or R 

1 Environmental Report (ER) submitted by the utility 

2. Amendments and supplements to the ER 

3 Transmittal and acknowledgement letters 

4 Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal register notices citing the availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

ER. 

D. NRC DRAFT AND FINAL ENVIRONMENTAL (IMPACT) STATEMENTS (DES AND FES), 
SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other environmental documents and 
correspondence are in categories A, C, M, P or R. 

1. Draft and Final Environmental (Impact) Statements (DES and FES) prepared by the NRC. 

2. Supplements to the DES and FES. 

3. Correspondence relating to the DES and FES, 

4. Comments from other federal, state and local government agencies. 

5. Transmittal and acknowledgement letters. 

6. Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7. Backup technical documents submitted in connection with above 

8. Federal register notice citing availability of items I and 2 

9. Site visits to obtain information for DES or FES 

10. Meeting announcements or reports of meetings where the primary subject of discussion is the 
DES or FES. 

E. NRC SAFETY EVALUATION REPORT (SER), SUPPLEMENTS AND CORRESPONDENCE 

This category is strictly limited to the items listed below. Other documents dealing with safety 
related issues are filed in categories A. P or W, depending on the phase of the licensing process. 
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1 . 


Safety Evaluation Report (SER) prepared by the NRC (formerly called NRC-AEC Hazard 
Analysis Report). 

Supplements to SER. 

3. Correspondence relating to SER 

4 Federal register notices citing availability of Hems 1 and 2. 

5 Information on scheduling of SER submittals and review. 

6 Requests for additional information for use in preparing SER; responses (o such requests. 

7. Meeting announcements or reports of meetings where the primary subject of discussion is the 
SER. 

8. Transmittal and acknowledgement letters. 

F. SECURITY, MEDICAL, EMERGENCY AND FIRE PROTECTION PLANS 

All plans in this category are individual submissions. Information submitted as part of the PSAR 
or FSAR is excluded. 

1, Fire Hazard Protection Plan and surveys. 

2 Plant evacuation correspondence. 

3 Safeguards Contingency Plans. 

4. Review of Healtli Physics Program. 

5. Correspondence relating to aforementioned plans. 

6. SuppieiTients, changes and revisions to plans. 

G. LEGAL AND ADJUDICATORY CORRESPONDENCE 

This category contains all non-antitrust legal and adjudicatory documentation, except for transcripts, 
briefings and testimony, which are filed in category T. 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) hearing related documents. 

2. Federal register notices regarding hearings, 

3. Requests to make appearances at hearings. 

4. Motions, briefs, arguments, statements and related correspondence filed by participants for 
hearings. 

5. Transmittal of supporting documents (e.g., SER, FES) to the boards. 

6. Correspondence to and from intervenors. 

7. Board orders and decisions. 

8. Petitions for Commission action. 

Legal filings and Commission orders and decisions resulting from item 8 


9 . 



H. GENERAL CORRESPONDENCE 


This category includes documents with little or no bearing on the status of the application or license. 
Items that have no substantive technical content or meaning for the status of the license or applica- 
tion are included 

1. Change of address notifications. 

2. Changes in structure of organization, 

3. Changes in service lists 

4. NRC requests to applicant for additional copies of documents. 

5. Correspondence from the public requesting information about the facility and NRC responses. 

6. Correspondence on strictly administrative matters. 

7 Letters of support, concern or opposition to the facility. 

8. Correspondence regarding the Local Public Document Rooms (LPDRs). 

9. Professional qualification statements not pertaining to the hearing process. 

I. FINANCIAL INFORMATION 

This category contains all financial information except that submitted as part of the application or 
its amendments or relating to the imposition of civil penalties. 

1. Company annual reports, 

2. Separately submitted financial information and related correspondence. 

J. INSURANCE AND INDEMNITY INFORMATION 

1. Indemnity agreements and amendments. 

2. Endorsements insurance policies. 

3. Other correspondence regarding indemnity and insurance matters. 

K. UTILITY FINAL SAFETY ANALYSIS REPORT (FSAR) AND AMENDMENTS 

This category is strictly limited to the items listed below. All related correspondence falls in category 
A or P. 

1. Final Safety Analysis Report (FSAR) (formerly called Final Hazards Summary Report). 

2. Amendments and changes to the FSAR. 

3. Federal register notices citing availability of items 1 and 2. 

4. Transmittal and acknowledgement letters. 

5. Certificates of service to the FSAR. 
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L. LIMITED WORK AUTHORIZATION (LWA) AND RELATED CORRESPONDENCE 

This calegory is limiled to documents peitaining to Limited Work Authorizations (LWA) whereby 
applicants can carry out limited site preparation and construction prior to the granting of a con- 
struction permit 

1 Limited Work Autlionzations (LWA) and amendments 

2 Correspondence pertaining to work performed under LWA s- 

M. ANTITRUST REVIEW AND ANTITRUST CORRESPONDENCE 

1. Document submitted as part of the applications for a construction permit and operating license 
entitled “Information Rei|ucsted by the Attorney General for Antitrust Review” 

2. Correspondence where the primary topic of discussion is antitrust matters 

3. All antitrust proceeding related documents except for hearing transcripts* testimony and brief- 
ings. which arc filed in category N. 

N. ANTITRUST HEARING TRANSCRIPTS, TESTIMONY AND BRIEFINGS 

This category contains word-for-word transcripts of hearings, testimony and briefings in antitrust 
matters. Related correspondence falls in calegory M. 


0. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND 
CORRESPONDENCE 

1, Correspondence and letter reports relating to Advisory Committee on Reactor Safeguards 
(ACRS) reviews. 

2 Correspondence from ACRS. 

3. Announcement of ACRS meetings. 

4. Transmittal and acknowledgement letters 

5. ACRS reports. 

6. Statements and written testimony by ACRS members or presented by individuals at ACRS 
proceedings. 

7. Minutes at ACRS Subcommittee Meetings. 

P OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Applicalion/Construction Stage (category A) file for general 
teclinical items dated from tlie issuance of the operating license to the application for termination 
of the license. 

1. Operating license, amendments, proposed amendments, changes and related correspondence. 

2. Technical specifications and changes. 
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3. Backup technical documents (eg., topical reports) submitted in support of items 1 and 2. 

4. Federal register notices citing availability of items 1 and 2. 

5. Correspondence regarding the Final Safety Analysis Report (FSAR) 

6. All general technical correspondence, meeting announcements or meeting summaries relating 
to technical specifications, the operating license or technical issues arising after the issuance 
of the operating license. 

7. Correspondence regarding codes (e.g., ASME), regulations, laws or changes in policy that may 
affect plant operation or bear on the operating license. 

8. Information on the Standard Review Plan (STP). 

9. Results of surveys or tests conducted in accordance with the technical specifications (not 
periodic reports, which fall in category R). 

10. Correspondence relating to NRC’s Systematic Evaluation Program (SEP). 

1 1 . Owner’s group meeting announcements and reports. 

12. Quality assurance information. 

13. Environmental matters (technical). 

14. Emergency core cooling system documents. 

15. Radioactive waste Information. 

16. Correspondence regarding expansion of spent fuel storage pool. 

17. Start-up test reports. 

18 Correspondence and documentation on generic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

19. Reports of site visits. 

Q. INSPEaiON REPORTS; IE BULLETINS, CIRCULARS AND INFORMATION NOTICES; 
CIVIL PENALTIES AND RELATED CORRESPONDENCE 

1. Inspection reports. 

2. IE Bulletins (formerly called Regulatory Operations (RO) Bulletins), Circulars and Information 
Notices. 

3. Responses by applicant to IE correspondence. 

4. Applicant*s determination of proprietary nature of inspection reports. 

5. Letters concerning areas of noncompliance. 

6. Pre-service and in-service inspections and procedures. 

7. Correspondence and orders relating to imposition and payment of civil penalties, including 
Notification of Significant Enforcement Actions (EN s). 

8. Any correspondence relating to inspection and enforcements that does not specifically relate 
to incidents or events as defined in category S. 
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R. PERIODIC OPERATING REPORTS AND RELATED CORRESPONDENCE 

Tins category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual operating reports (other than linancial), 

2. Periodic environmental monitoring, effluent testing, or similar reports 

3. Periodic personnel exposure reports. 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks on Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets. 

5. Correspondence or other documents relating to the above listed items 

S. REPORTABLE OCCURRENCES. PNOs, PNSs AND RELATED CORRESPONDENCE 

This category contains all materials relating to abnormal, unusual, reportable or nonroutine occur- 
rences or events. This includes: 

1. All 24-hour. 10-day, 30-day, interim and final Licensee Event Reports (LER s) and follow-up 

correspondence (also called incident reports, abnormal occurrence reports and reportable 

occurrences). 

2. Potential or possible reportable deficiency reports and related correspondence. 

3. Personnel exposure reports. 

4 Construction deficiency reports submitted under 10 CFR 50.55e, 

5. Preliminary Notification of Occurrence (PNOs) and Preliminary Notification of Safeguards 
Events (PN s). 

6. Environmental Technical Specifications violation reports and Environmental Event reports. 

7. Part 21 Reports of defects and noncompliance. 

8. Correspondence or other documents relating to items 1-7. 

T. TRANSCRIPTS, TESTIMONY AND BRIEFINGS ON NON-ANTITRUST MATTERS 

This category contains all word-for-word transcripts, except for antitrust matters (category N). 
testimony and briefings, and congressional matters (category U). 

1. Atomic Safety and Licensing Board (ASLB) and Atomic Safety and Licensing Appeal Board 
(ASLAB) transcripts. 

2. Testimony and statements submitted to ASLB and ASLAB. 

3. Commission meeting transcripts. 

4. NRC staff briefings to the Commission. 

5. Statements and written testimony submitted at Commission meeting or hearings. 

6. Transcripts of utility briefs to NRC staff. 

7. Advisory Committee on Reactor Safeguards (ACRS) meeting transcripts. 

8. Corrections to above items. 



U. CONGRESSIONAL/EXECUTIVE CORRESPONDENCE 


This category contains correspondence on substantive matters. Routine responses to constituent 
inquiries are filed m category H, 

1. Statements and testimony before Congress or before bodies/committees appointed by the 
Executive or Legislative Branches. 

2, Preparatory and backup documents for item 1. 

3 Correspondence to and from NRC Office of Congressional Affairs, Congress and the Executive 
Branch on other than constituent response matters 

V. LICENSING OPERATORS AND RELATED CORRESPONDENCE 

1. Operator licenses or administrative information bearing on licensing of operators. 

2. NRC examination results 

3. Power plant examination summary sheet. 


W. DECOMMISSIONING STAGE DOCUMENTS AND CORRESPONDENCE 

This file assumes the position of the Operating License Stage (category P) file for general technical 
Items from the application for termination of the operating license onward. 

1 Application for authority to voluntarily surrender license. 

2 Application to dismantle the facility and dispose of component parts. 

3 Technical documents submitted in support of items 1 and 2, such as. Decommissioning Plan, 
Dismantling Plan, Environmental Report on Dismantling, Safety Analysis Report on Decom- 
missioning 

4. Documents relating to disposal of radioactive material and decontamination of the site. 

5. Other correspondence relating to above items. 

6. All documentation relating to the ongoing operation of the plan, formerly filed in category P. 


X. ONSITE LOW-LEVEL WASTES STORAGE 

This category contains items related to the onsite storage of low-level radioactive wastes generated onsite, 


Y. INDEPENDENT SPENT FUEL STORAGE INSTALLATIONS (ISFSI) 

This category contains documents with an NMSS license and/or a Docket-72 number. For installations on a 

reactor site, the associated Docket-50 number will also be identified. 

1, License applications, licenses, amendments and proposed amendments to possess power reactor spent 
fuel and other radioactive materials associated with spent storage in an independent spent fuel 
storage installation. (Such spent fuel storage installations may be on a reactor site or at a separate 
site.) 

2. All related correspondence and reports to the above. 
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APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 


lOCFR - Commission Meeting Records 

Tins category contains docuinentation pertaining to open and closed Commission meetings, It 

includes: 

1. Sunshine Act Federal Register notices. 

2. Full, written explanation of closed meetings. 

3. Certification of General Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings. 

5. Verbatim unofficial and official transcripts or portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies. 

6. Enclosures to released transcripts, including applicable viewgraphs, staff papers, and staff 
correspondence. 

7. Staff requirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are: 

1. Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters. 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated reports, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5. ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards. 


COMMISSION - NRC Commissioners 

This category contains documentation pertaining to tlie daily conduct of Commission business in 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 
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2. Tiavel vouchers, telephone logs and orficial appointment calendars of individual Commissioners 

3. Weekly Enformation Reports (SECY series number) prepared by the Executive Director foi 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and piogram offices. 

NOTE' For transcripts of Commission meetings, see lOCFR categoiy, Foi ail other staff papers 
with a SECY series designation prepared for Commission leview, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Inteiagency 
Agreements, including; 

1. Notifications of issuance of request for proposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC. 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance, 

4. Contractual documents and contract modifications, if any. 


DISCLOSURE - Financial Disclosure Information 

'This category contains financial disclosure information in accordance with the Ethics m Government 
Act of 1978. 


FOIA - Freedom of Information Act Requests and Releases 

This category contains requests for agency records and records released m accordance with the 

provisions of the Freedom of Information Act (FOIA). Documents in this category include: 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year-numerical sequence) for NRC records made in accordance 
with the provisions of the Freedom of Information Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request. 

3. Records or portions of records released in response to specific requests made under FOIA. 


GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to uniesolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatory program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 
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3. Meeting notifications and minutes. 


4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 


I&E - Inspection and Enforcement 

This category contains bulletins, circulars and information notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a facility 
that may require some follow-up action on the part of licensees. Also included in this category 
are preliminary notifications of events (PNOs). 

1, I&E Circulars, which describe an event at a licensed facility and are informational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliminary in nature and 
issued shortly after an event has occurred. 


3. I&E Bulletins, which describe an event at a licensed facility and request all recipients to 
perform certain actions as a result of this event. 

4. Preliminary Notifications of Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 


NOTE, For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual docket categories. 


MISC - Public Document Room Miscellaneous 

Tliis category contains documents that do not fall into the scope of the other non docketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the U.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following criteria: 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and policy decisions. 

c. They present the results of technical research conducted for the Commission. 

2. Correspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation. 

3. Internal NRC memoranda summarizing meetings or discussions pertaining to the content of 
the reports. 
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ORG - Correspondence with Other Organizations 

This category contains correspondence with professional organizations and associations; records 
other than Regulatory Guides that pertain to the activities of NRC’s Office of Standards Develop- 
ment; and emergency petitions not assigned Petition for Rulemaking (PRM) numbers that request 
the Commission to take immediate action on some issue. Included are. 

1 . Meeting summaries and technical correspondence between NRC and professional associations 
and international bodies, such as the Atomic Industrial Forum and the International Atomic 
Energy Agency. 

2. Correspondence between NRC’s Office of Standards Development and other government 
agencies in which both parties have joint regulatory responsibility, e.g., EPA has authority 
to control all radioactive pollutants emitted into the air 

3. Internal memoranda, correspondence between NRC and Congress, and other technical cor- 
respondence dealing with the role and activities of the Office of Standards Development. 

4. Statements, motions, orders and correspondence dealing with emergency petitions filed by 
parties on such topics as fire protection and re-analysis of the capacity of operating U.S. 
plants to withstand earthquakes. 

NOTE- For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR — Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change in an NRC 
regulation (PRM) filed by an outside party or person. The documents in this category are: 

1 . Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2. Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties for written interpretations 
of the PR. 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 
party to issue, amend or rescind an NRC regulation. Included are: 

1. Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 
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3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 


NOTE: For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 


PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects: ( 1 ) commercial nuclear power 
plants for which NRC has full licensing responsibilities, and (2) government-owned reactors for which 
NRC provides technical expertise and occasional review. Both classes are identified with a “P” 
prefix, followed by a series of numbers. 

1. “Pre-docketed” commercial nuclear power plants 

This category contains all documentation up until the time that the NRC considers the appli- 
cation and the Preliminary^ Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 

A. Application/Construction Stage 

1. Application submitted by the utility. 

2. Meeting notices, summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant’s Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1, PSARs submitted by the utility. 

2, Amendments and changes to tlie PSAR. 

3. Transmittal letters. 

4. Letters acknowledging receipt of tlie PSAR. 

G. Adjudicatory Correspondence 

1. Motions, briefs, orders, et al pertaining to pre-hearing conferences, if any. 

M. Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 
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Q. Inspection Reports 


1. Inspection reports of the applicant’s quality assurance program. 

2. Notices of deviations. 

3. Foliow-up correspondence resolving deviations cited. 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 


PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in the nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects. 

3. NRC inspection reports of defects cited. 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 


QA999 “ Quality Assurance Inspections 

This category contains inspection reports of vendors’ quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U.S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 
criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1 . NRC inspection reports, conducted on a quarterly or semi-annual basis, of vendor sites. Inspec- 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2 . Notices of deviations, 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD - Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
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staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 

by the staff m evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants, Included are; 

1. Federal Register notices announcing the issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission, It also includes documentation per- 
taining to research activities of the Commission, Included are: 

1. Project description documents. 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. “Quick look’* reports. 

5. Informal experimental data reports and post-irradiation examination analyses. 

6. Conceptual design descriptions. 

7. Letter reports of foreign travel and site visits by contractors. 

8. Letter, monthly, quarterly, interim or annual status or progress reports on other research 
projects contracted for by the NRC. 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts, 

10. Staff Research Information Letters (RILs) transmitting the documented results from com- 
pleted research programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG reports. 


REVIEW GRP - NRC Research Review Groups 

This category contains records pertaining to the activities of NRC Research Review Groups. Such 
groups provide a broad base of technical expertise to aid management in reviewing research in 



defined technical areas. They review and comment on research plans and predicted results of 
major experiments, the validity and applicability of research results, the possible redirection of research 
projects, new research projects, and priorities within the technical areas covered by the research 
review group. Documents in this category are: 

1. Agendas for quarterly review group meetings. 

2. Summary minutes of review group meetings representing views expressed, including dissenting 
views. 

3. Research plans and predicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 

RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s regulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presidmg officer and any special directions for the conduct of the hearing. 

2. Notifications of hearing board meetmgs. 

3. Petitions, motions, testunony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding. 


SECY - Position Papers Before the Commission 

This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report series code. Included are: 

). Commission Action papers, which normally include alternatives and recommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items, 

NOTE: For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and program offices, 
see the NRC Commissioners category. 


STATE PROC - State Programs 

This category contains records that pertain to the Commission’s activities and interaction with State 
governments. Areas covered include: (1) the State Agreements Program, whereby States may assume 
certain of the NRC’s regulatory authority over nuclear materials; (2) the Agency’s role in assisting 
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State and local governments in planning responses to radiological emergencies ; and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1. Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding. 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing appbcations, compbance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of pobcy and regulations ;i.e, decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE: For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP — Vendor Reports and Related Conespondence 

This category contains topical reports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertalnmg to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1. Topical reports, dealing with such technical matters as specifications, testing and safety 
submitted by architect, engineers and other vendors. 

2. Revisions, modifications and amendments to topical reports. 

3. Correspondence between NRC and vendors pertaining to the review of submittals. 

4. Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria, 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 


WASTE MGT - Nuclear Waste Management 

This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the senes designated 
by a WM prefix. These documents deal primarily with NRC’s interaction with DOE and its future 
role in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are: 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents Information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 
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3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories. 


XPORTLIC - Export and Import Licenses 

This category contains records relating to the issuance of licenses to export or import nuclear 

facilities and materials. Included are; 

1. License applications and amendments to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of 3 pending application or license amendment. 

3. Commission letters requesting Executive Branch views, 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
inimical to U.S. common defense and security. 

5. Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY senes code) prepared for Commissioners review of unport or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from the Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1 . 

NOTE. For transcripts of Commission meetings and papers submitted for Commissioner 
consideration or information, see lOCFR category. 
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